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PREFACE 


This part of Volume I presents detailed data on the characteristics of housing units for States, with separate statistics for each 
standard metropolitan statistical area, urbanized area, place of 1,000 inhabitants or more, and county, and for the rural-farm and rural- 
nonfarm units in each county. Data for each State constitute a separate chapter. Ihisic statistics are presented on Jill subjects for 
which information was collected in the Census of Housing taken as of April 1, 1960. 

The chapters of Volume I were pu})lished first as a series of reports, S(U'ios HC(1). A sc^parate report was published for the 
United States and for each of the 50 States and the District of Columbia, Puerto Rico, Guam, and the Virgin Islands of the United States, 
Part 1 of the volume consists of th(^ United States Summary chapter; Parts 2 to 8 contain the chapters for the States and the District of 
Columbia; and Part 9 contains the chapters for Puerto Rico, Guam, and the Virgin Islands of the United States. Tlu^ United States 
Summary chapter provides data for the United Statens, regions, and divisions, iis well as summarizations of data for States and for 
standard metropolitan statistical areas and places of 100,000 inhabitants or more in the United States. 

Authorization for the 19C0 Census of Housing was providi^cl in tli(^ Act of CoiigreHs of August JU, 1954 (anumded August 1957), 
which codified Title 18, United States Code. The law provides for a decennial cmisus of housing, including utilities and (‘((uipment, to 
be taken in each of the 50 States, the District of Columbia, tlu^ Virgin Islands, Guam, and th(^ Commonwealth of Pu(‘rtc) Rico. 

The census program was designed in consultation with advisory committec^s and individuals to achiiwo Ji census having optimum 
value to users of housing statistics. Thi'. Housing Advisory Cominittei^ was organized by the ]-)inn!tor of the Bureau of the Census and 
was made up of persons in private industry, universities, and local govenuueiits. It advisi'd on various aspects of tht‘. housing census 
programs except the technical phases of the IlcBideutiiil Pinaiice program for wliicli ih(‘ Teclmical Advisory Committe(^ on R(‘,sldential 
Finance was organized, A Federal Agency Population and Housing Census Council, organizi^.d i)y the Bureau of the and made 

up of persons in Federal agencies, also advised on the basic programs. A joint stuff committc‘(‘, si'.fc up by the Administrator of th(‘ Hous- 
ing and Home Finance Agency and the Director of tlie Burc^au of the Ciuisus, coiUKuiiraUal on aspects of particular inten^st to the housing 
agencies. In addition to the committees, working groups of specialists in housing subj(!cts assisted tlie. (.kmsus Bureau staff in the 
evaluation and improvement of housing concepts, A number of other committei^s, groups, and individuals also made contributions 
to the planning of the housing census. 

June 1963. 
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PUBLICATION PROGRAM OF THE I960 CENSUS OF HOUSING 

Results of the 1960 Census of Housing are published in seven housing volumes as described below. A separate Rcries containing tlic 
census tract reports is a joint publication with data from both the 1900 Census of Housing and the 1900 Census of Population. A series 
of special reports for local housing authorities constitutes the nunaiud(‘r of th(^ final reports. The source of the data is the April 1960 
enumeration, except for Volumes IV and V which are bascid largely on tlu^ emimciration of units in a sample of land area segments, started 
in late 1959 and completed in 1960. Prior to the final reports, several series of pn'liminary and advance reports were issued. Some un- 
published statistics can be obtained for the cost of preparing a copy and certain special tabulations can be prepared, on a reimbursable 
basis, on request to the Chief, Housing Division, Bureau of the Census, Washington 25, D.C. 

Volume I (Series HC(1) revoris). States and Small Areas. Information about all subjects covered in the April 1960 enumeration, 
with a separate report for the United States by regions and geographic divisions, each of the 50 States, the District of Columbia, Puerto 
Rico, Guam, and the Virgin Islands of the United States. In the State reports, information is shown for the State; each standard met- 
ropolitan statistical area and its constituent parts; each urbanized area, place of 1,000 inhabitants or more, and county; and the rural- 
farm and rural-nonfarin parts of each county. The volume covers occupancy characteristics, structural characteristics, condition and 
plumbing facilities, equipment and fuels, and financial characteristics. The subjects are; Color, persona, persons per room, tenure, year 
moved into unit, vacancy status, and duration of vacancy; basement, bedrooms, elevator in structure, rooms, units in structure, and year 
structure built; batliing facilities, bathrooms, condition, sewage disposal, source of water, toilet faciliti(‘s, and water supply; air condi- 
tioning, automobiles available, clothes dryer, clothes washing machine, cooking fuel, heating equipment, heating fuel, homo food freezer, 
radio sots, telephone available, television sets, and water heating fuel; contract rent, gross rent, and value. 

Volume II (Series HG(2) rcforis). Meiro'poliian Housing. Cross-tabulations of housing and household characteristics, with a 
separate report for the United States by geographic divisions, and for each of the 192 standard metropolitan statistical areas of 100,000 
inhabitants or more in the United States and Puerto Rico. Separate statistics for each of the 134 places of 100,000 inhabitants or more 
are included in the metropolitan area reports. 

Volume III (Series HC(3) reports). City Blochs. 8oparat(; reports for cities and otla'r urban places having 50,000 inhabitants or 
more prior to and at the time of the 1960 Census, and for a number of smaller localities which arrangeni for block statistics. Data for a 
limited number of characteristics are presented by blocks. Statistics for 4()G cities and localities in the United States and Puerto Rico 
are published in 420 separate reports. 

Volume IV (Series HC(4) reports). Components of Inventory Change. Information on tlu^ sourci'. of tlu', 1959 inventory and the dis- 
position of the 1950 and 1956 inventories. Data are provided for components of cluingo such as new construction, conversion, merger, 
demolition, and other additions and losses. Part 1 of the volume contains the 1950 to 1959 comparison, with a separate report for the 
United States by regions, and each of 17 selected metropolitan areas (15 standard metropolitan statistical ureas, defined as of Juno 8, 1959, 
and 2 standard consolidated areas). Part 1 is published in two sets of reports for each area. Part lA presents basic 1950 and 1059 data, 
with emphasis on the counts and characteristics of the components of change; Ihirt IB prestmts a-dditional informutioii on characteristics 
of the inventory, including characteristics of the present and previous njsidoiices of reccuit movers. Part 2 contains the 1957 to 1969 
comparison, with a separate report for conterminous United States by regions, and separate rcqjorts for 9 of the selected areas (standard 
metropolitan areas defined for the 1966 inventory), 

Vohmc V. Residential Finance. Information on financing of residential property, including characteristics of mortgagt^s, proper- 
ties, and homeowners. Part 1 of the volume is a report on homeowner profKirti(is for th('. United by n^gions, and each of 17 a('.l(icted 

metropolitan areas (15 standard metropolitan statistical areas, defined as of Juno 8, 1959, and 2 standard consolidated areas). Part 2 
is a report on rental and vacant properties for the United States. 

Volume VI. Rural Housing. Cross-tabulations of housing and household characteristics of rural-farm and rural-nonfarm housing 
units for the United States and each of the 121 economic subregions. 

Volume VII. Housing of Senior Citizens. Cross-tabulations of housing and household characteristics of units occupied by persons 
60 years old and over, for the United States, each of the 50 States and the District of Columbia, and selected standard metropolitan sta- 
tistical areas. 

Series PHC(l) reports. Census Tracts. Separate reports for 180 tractod areas in the United States and Puerto Rico. The reports 
contain information, by census tracts, on both housing and population subjects. (This series is the same as the tract reports included in 
the publication program for the 1960 Census of Population.) 

Series HC(Sl) reports. Special Reports for Local Housing Authorities. Separate reports for 139 localities in the United States. The 
program was requested by, and planned in cooperation with, the Public Housing Administration. The reports contain data on both 
owner- and renter-occupied housing units defined as substandard by Public Housing Administration criteria, with emphasis on gross rent, 
size of family, and income of renter families. 
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VOLUME I 

This volume comprises nine parts, with the States arranged alphabetically and followed by Puerto Rico, Guam, and the Virgin Islands 
of the United States. Data for the United States, each State and the District of Columbia, and each of the outlying arous are presentod 
as separate chapters. The areas included in each part are listed below by chapter number. 


Parti 

Part 4 — Continued 

Part? 

1. United States Summary 

19. Kentucky 

38. Oklahoma 


20. Louisiana 

39. Oregon 

Part 2 

21. Maine 

40. Pennsylvania 

2. Alabama 

22. Maryland 

41, Rhode Island 

3. Alaska 

23. Massachusetts 

42. South Carolina 

4. Arizona 


43. South Dakota 

5. Arkansas 

Parts 

44. Tennessee 

6. California 

24. Michigan 


7. Colorado 

25. Minnesota 

Part 8 

8. Connecticut 

26. Mississippi 

45. Texas 


27. Missouri 

4C7. Utah 

Parts 

28. Montana 

47. Vermont 

9. Delaware 

29. Nebraska 

48. Virginia 

10. District of Columbia 

30. Nevada 

49. Washington 

11. Florida 

31. New Hampshire 

50. West Virginia 

12. Georgia 


51. Wisconsin 

13. Hawaii 

Part 6 

52. Wyoming 

14. Idaho 

15. Illinois 

16. Indiana 

32. New Jersey 

33. New Mexico 

Part 9 1 

34. New York 

53. Puerto Rico 

Part 4 

35. North Carolina 

54. Guam 

17, Iowa 

36. North Dakota 

55. Virgin Islands of the United 

18. Kansas 

37. Ohio 

States 


1 Ctapteis for outlying areas diflei* in detail from those for the States; statistics for outlying areas not included in the totals in Part 1. 
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Figure 1. — Regions and geographic divisions of the United States: 1960 xn 

Figure 2. — Standard metropolitan statistical areas of the United States: 1960 xiii 
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Maps showing standard metropolitan statistical areas, counties, places of 10,000 inhabitants or more, and urbanized areas appear 
in the individual State chapters. 
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DETAILED TABLES 

Statistics for each State and for various areas within the State are presented in a series of standard tables. Tin* tabl(\s m’(^ arranged 
by type of area, with maximum detail presented for the larger areas. The tables for a State constitut(^ a sei)arato chapter, llu^ cliapter 
number (State prefix nunaber) appears as part of the page number for each page. Tables 1 to 39 are listed Ix'low. 1 ablew 9 to 1 1 are 
omitted for a State if there are fewer than 25,000 units with nonwhite household heads, tables 12 to 17 are omitted if theu^ are no staudard 
metropolitan statistical areas or urbanized areas, and tables 36 to 39 are omitted if there are no standard metropolitan statistical area.s or 
places having the specified number of units with nonwhite household heads. Tables 40 to 42, not listed below, present statistics for lions- 
ing units with white household heads having Spanish surnames in Arizona, California, Colorado, Now Mexico, and iexas, or for housing 
units with Puerto Rican heads in the other States; these tables are shown only for standard metropolitan statistical areas and places having 
a specified number of such units. The subjects covered by the tables are given on pages x and xi. The specific tables for an area and the 
page numbers are listed on page 1 of the chapter for the State. 

THE STATE 

Selected characteristics, for the State, standard metropolitan statistical areas, and places of 10,000 inhabitants or more: 1900. 
Tenure, vacancy status, and condition and plumbing facilities, for the State, inside and outside SMSA’s, urban and rural: !9()(). 
Bathrooms, rooms, and bedrooms, for the State, inside and outside SMSA’s, urban and rural: 1900. 

Structural characteristics and heating equipment, for the State, inside and outside SMSA's, urban and rural: 1900. 

Occupancy characteristics, for the State, inside and outside S MSA’s, urban and rural: 1960. 

Type of fuel and selected equipment, for the State, inside and outside S MSA’s, urban and rural: 1000. 

Financial characteristics and duration of vacancy, for the State, inside and outside SMSA’s, urban and rural noiifarin: 1900. 
Selected characteristics of housing units with nonwhite household heads, for the State, SMSA’s, and places of 10, 000 inhabit- 
ants or more: 1960. 

Tenure, condition and plumbing facilities, and structural characteristics of housing units with nonwhite household lumds, for 
the State, inside and outside SMSA’s, urban and rural: 1960. 

Occupancy characteristics, units in structure, and year structure built for housing units with nonwhitci iiouseliold IkhuIh, for tli(^ 
State, inside and outside SMSA’s, urban and rural: 1960. 

Selected equipment and financial characteristics of housing units with nonwhite household heads, for the Stat(', inside' and 
outside SMSA’s, urban and rural: 1960. 

STANDARD METROPOLITAN STATISTICAL AREAS, PLACES OF 50,000 INHABITANTS OR MORE, 

AND URBANIZED AREAS 

Table 12. — Tenure, vacancy status, and condition and plumbing facilities, for SMSA’s, constituent counties, place's of 50,000 iiihabitaiitH 
or more, urban balance, rural total, and urbanized areas: 1960. 

Table 13. — Bathrooms, rooms, and bedrooms, for SMSA’s, constituent counties, places of 50,000 inhabitants or more, urliau balance, 
rural total, and urbanized areas: 1960. 

Table 14. — Structural characteristics and heating equipment, for SMSA’s, constituent counties, placets of 50,000 iiihai)itauta or more', 
urban balance, rural total, and urbanized areas: 1960. 

Table 15. — Occupancy characteristics, for SMSA’s, constituent counties, places of 50,000 inhabitants or more, urban balance', rural total, 
and urbanized areas: 1960. 

Table 16. — Type of fuel and selected equipment, for SMSA’s, constituent counties, places of 50,000 inhabitants or morei, urban balance^ 
rural total, and urbanized areas: 1960, 

Table 17.— Financial characteristics and duration of vacancy, for SMSA’s, constituent counties, places of 50,000 inhabitants or more), 
urban balance, rural total, and urbanized areas: 1960. 
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Table 

11.— 


Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 


Table 

Table 

Table 


PLACES OF 1,000 TO 50,000 INHABITANTS 

18. — Tenure, vacancy status, and condition and plumbing facilities, for places of 25,000 to 50,000 inhabitants: 1960. 

19. — Structural characteristics, for places of 25,000 to 50,000 inhabitants: 1960. 

20. — Occupancy characteristics, year built, and heating equipment, for places of 25,000 to 50,000 inhabitants: 1060. 

21. — Financial characteristics, year moved into unit, and duration of vacancy, for places of 25,000 to 50,000 inhabitants: 1960. 

22. — Tenure, vacancy status, and condition and plumbing facilities, for places of 10,000 to 25,000 inhabitants: 1960. 

23. — Structural characteristics and selected equipment, for places of 10,000 to 25,000 inhabitants: 1960. 

24. — Occupancy and financial characteristics, for places of 10,000 to 25,000 inhabitants: 1960. 

25. Tenure, vacancy status, condition and plumbing facilities, and structural characteristics, for places of 2 500 to 10 000 inhab- 

itants: 1960- 

financial characteristics, year built, and heating equipment, for places of 2,500 to 10,000 inhabitants: 1960. 
27. — Selected characteristics of housing units, for places of 1,000 to 2,500 inhabitants: 1960, 




28.-Tenure, vacancy status, condition and plumbing facilities, and structural characteristics, for counties outside SMSA’s; 1960 
29— Occupancy characteristics, heating equipment, and type of fuel, for counties outside SMSA’s: 1960. 

30. — Financial characteristics and selected equipment, for counties outside SMSA’s; 1960. 
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DETAILED TABLES-Continued 

COUNTIES— Continued 

Table 31. — Tenure, vacancy status, condition and plumbing facilities, and structural characteristics of rnral-nonfarm housing units, for 
counties: 19C0. 

Table 32. — Occupancy and financial characteristics and heating equipment of rural-nonfarm housing units, for counties: i9()0. 

Table 33. — Tenure, condition and plumbing facilities, and structural characteristics of occupied rural-farm housing units, for counties: lOOO. 
Table 34. — Occupancy characteristics and rent status of occupied rural-farm housing units, for counties: IDOO, 

Table 35. — Source of water and sewage disposal, for counties: 1960. 

SELECTED STANDARD METROPOLITAN STATISTICAL AREAS AND PLACES 

Nonwhite 

Characteristics of housing units with nonwhite household heads, for S MSA’s and places with ]()() to 400 such units: 1960. 

Characteristics of housing units with nonwhitc household heads, for SMSA’a and places with 400 to 2,000 such units: lt)6(). 

Characteristics of housing units with nonwhite household heads, for SMSA’s and places with 2,000 or more such units: 1060. 

Financial characteristics of housing units with nonwhito household heads, for SMSA’s and places with 2,000 or inonj such 

units: 1960. 

APPENDIX TABLE 

Table A~l, showing percent of allocation for nonresponse or inconsiatency in 1960, for the State by size of place, appears at the end of th(i 

individual State chapters. 


Table 36.— 
Table 37,— 
Table 38.— 
Table 39.— 


CORRECTIONS 

See pages xlvi to lii for revised ligurcB on gross rent for renter- 
occupied units with nouwhite household heads, units witli liousehold lu'ads 
of Spanish surname, and units with Puerto Rican heads. 



SUBJECTS PRESENTED BY TYPE OF AREA AND TABLE NUMBER 

rin tables Bresenting data tor units -with nonwhite household heads, units with white heads of Spanish surname, and units with Puerto Rican heads, the term "All units” moans the 
^ “ same as " All occupied units J 


INVENTORY 


All units (or oeeupied units) 

Owner occupied, renter occupied - 
Vacant — 


The State 
Inside 
SMSA’s 
I Outside 
SMSA's 
Urban 
I Rural 
I Non farm 


Places with population of— 


SMSA’s 
(and 
constit- 
uent 
parts 4) 
and 

60,000 

25,000 

10,000 

2,500 

urban- 

or 

to 

to 

to 

ized 

more 

60,000 

26,000 

10,000 


Rural [lart 


Inside Outside 
SMSA's SMSA’s« 


SMSA's and places by 
color or ethnic group 
in tables— 

30 to 39 — Non white 
40 to 42— Spanish 
surname <i 
40 to 42— Puerto 
Rican o 


areas 









Occu- 

100 to 

400 to 

2,000 









Non- 

plod 

400 

2,000 > 

or more 









farm 

farm 

such 

such 

such 











units 

units 

units 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

12 

12 

18 

22 

25 

27 

12 

28 

31 

33 

3(1 

37, 40 

38,41 

12 

12 

18 

22 

26 

27 

12 

28 

31 

33 

3(1 

37,40 

38,41 

12 

12 

18 

22 

25 

27 

12 

28 

31 






OCCUPANCY 

characteristics 

Color or ethnic group: 

Owner occupied, renter occupied- . 

Non white: Occupied units. 

Percent nonwhite: Occupied units.- 


Persons: All occupied 

Owner occupied, renter occupied. . 

Median: AE occupied 

Owner occupied, renter occupied. . 


Persons per room: All occupied 

Owner occupied, renter occupied. 
Percent with 1.01 or more 


Population, 1960: All occupied 

Per occupied unit: All occupied 

Owner occupied, renter occupied- . 


Population, 1950: All occupied 

Per occupied unit: All occupied. 


Tenure: All occupied... 

By color or ethnic group 

Percent owner occupied 

Percent renter occupied 

Rent status (see “No cash rent"): 
Renter occupied 


Year moved into unit: 

Owner occupied, renter occupied. 
Percent moved 1958 to 1960: AU oee. 

Acres in place: 

Total vacant, avail, vacant 


Duration of vacancy: 
Avail, sale, avail, rent. 

Vacancy rates: 
Homeowner, rental 


Vacancy status. 


2 

Q 

12 

12 

18 

22 

25 

27 

12 

28 

31 

33 

30 

30 

37, 40 
37 

38,41 

38 















20 


29 

32 

34 

30 

37,40 

38,41 

10 

15 

15 

20 

24 


16 












26 


29 

32 

34 

30 


38,41 

10 

15 

15 

20 

24 

26 

15 

29 

32 

34 









26 27 


1 20 

32 

34 

30 

37, 40 

38,41 

10 

15 

15 

20 

24 


15 















1 






15 

15 

20 

24 

26 27 

16 

29 






15 

15 

20 

24 

26 

15 

29 






15 

15 

20 

24 

26 

15 

29 





j 

15 

15 

20 

24 


16 

29 







15 

16 

20 

24 


16 

29 





2,9 

12 

12 

18 

22 

25 27 

12 

28 

31 

33 

30 

37, 40 

38,41 

' 2,9 

12 

12 

18 

22 

25 

12 

28 

31 

33 

30 

37, 40 

38,41 


12 

12 

18 

22 


12 








STRUCTURAL 

CHARACTERISTICS 


Basement: All units.. 


Bedrooms: All imits 

Owner occupied, renter occupied- . 

Elevator in structure: All units 


Rooms: AU units 

Owner occupied, renter occupied. . 
Vac. avail, for sale, avail, for rent. . 

Median: All units 

Owner occupied, renter occupied. . 
Vac. avail, for sale, avail, for 

rent 

Average: Owner occ., renter occ 


Units in structure: AU units 

Owner occupied, renter occupied 

Vacant available for rent 

Percent in 1-unit structures 1, 8 

Trailers: AU occupied 

Owner occupied, renter occupied 

Year structure built: All units 

Owner occupied IIIIII” 

Renter occupied 

Percent built 1950 to 1960 1, g 

See footnotes at end of table. 


28 31 33 30 37,40 38,41 

28 33 30' "’III” ’"38, ’ii 

28 31 33 


37,40 38,41 


4 

4 10 

10 


28 31 33 


37, 40 38, 41 

38,41 


X 



SUBJECTS PRESENTED BY TYPE OF AREA AND TABLE NUMBER-Con. 


[In tables presenting data for units with nonwhlto household heads, units with white heads of Spanish surname, and units with Puerto Rican heads, the term ‘‘All units" means the 

same as "AH occupied units’’] 


Subject 

Sum- 
mary 1 

The State 
Inside 
SMSA’s 
Outside 
SMSA’s 
Urban 

Rural 

Nonfarm 

Occ.farm2 

SMSA’s 
(and 
constit- 
uent 
parts i) 
and 
Urban- 
ized 
areas 

Places with poi)ulatlon of- 

- 

Counties 

SMSA's and places by 
color or ethnic group 
In tables— 

30 to 39— Nonwhlto 
40 to 42— Spanish 
surname # 

40 to 42— Puerto 
Rican # 

60,000 

or 

more 

26,000 

to 

50,000 

10,000 

to 

26,000 

2,600 

to 

10,000 

1,000 

to 

2,600 

Inside 

SMSA’s 

Outside 

SMSA’s# 

Rural part 

Total 

Non- 
white 8 

Non- 

farm 

Occii- 

pieil 

tarm 

100 to 
400 
such 
units 

400 to 
2,000 
such 
units 

2,000 
or more 
such 
units 

CONDITION AND PLUMBING 

















Jc ACiJLl 1 iJba 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 



2 

9 

12 

12 

18 

22 

26 


12 

28 

31 

33 


37, 40 

38,41 



3 


13 

13 

18 

22 

26 


13 









3 

9 

13 

13 





13 









2 

12 

12 

18 

22 

26 

27 

12 

28 

31 

33 

30 

37, 40 




2 

9 

12 

12 

18 

22 



12 





38,41 



0 

9 

12 

12 

18 

22 

26 


12 


31 

33 



38, 41 



2 


12 

12 

18 

22 



12 

28 






Percent sound with all plumbing 


















1,8 






















20 

23 

26 


8 36 

9 36 

31 

33 










20 

23 

26 


8 36 

8 36 

31 

33 




Toilet facilities: All units 


2 

9 



12 

12 

IS 

22 

26 


12 

28 

31 

33 


37, 40 

38, 41 



2 

9 

12 

12 

IS 

22 

26 


12 

28 

31 

33 


37,40 

38,41 

EQUIPMENT AND FUELS 



















9 

11 

IG 

10 

21 




1(1 

30 






Automobiles available! All oecuplod, 


0 

11 

10 

10 

21 




10 

30 






Clntlies dryer* AH nceiipied 


0 

11 

IG 

10 





1ft 

31) 






Clothes washing machine: 

















All occupied 


0 

11 

10 

10 





10 

30 






Conking fnnl* All oeenpiod 


0 


10 

10 





16 

29 






Treating ftqnipmnnt; All units 


4 

11 

14 

14 

20 

2.3 

20 


14 

1 

29 

32 

33 




Heating fuel: All occupied.^ 


(} 


10 

10 





10 

29 






Home food freezor: All occupied 


0 

11 

10 

10 





10 

30 

32 

33 




Radio sets: All occupied . _ 


0 

11 

10 

10 





10 

30 






Telephone available: All occupied. 


0 


10 

10 





10 

30 






Television sets* All oeenpiod 


G 

11 

10 

10 





10 

30 






Water heating fuel: All onenpied. 


0 


10 

10 





10 

29 






FINANCIAL CHARACTERISTICS 2 

















Contract rent: Renter occupied 


7 


17 

17 





17 







Vacant available for rent - 


7 


17 

17 

21 




17 







Median: Renter occupied.. 


7 


17 

17 

21 

24 

20 


17 

30 

32 





Vacant available for rent 


7 


17 

17 

21 

24 



17 

30 

32 





Median by utilities in rent: Vacant 
















available for rent. _ 


7 


17 

17 

21 




17 







Gross rent: Renter nnenpied 


7 

11 

17 

17 

21 

24 

20 


17 

30 

32 



37,40 

39,42 

Median: Renter occupied 

i,8 

7 

11 

17 

17 

21 

24 

20 


17 

30 

32 




39, 42 

Average: Renter occupied 








27 







No cash rent (see also "Rent status"). 


7 

11 

17 

17 

21 

24 

20 


17 

30 

32 



37, 40 

39,42 

Value: Owner occupied 


7 

11 

17 

17 

21 

24 

20 


17 

30 

32 



37,40 

30.42 

Vacant availnhle for sale 


7 


17 

17 





17 





Median: Owner oeenpiod __ _ 

1,8 

7 

11 

17 

17 

21 

24 

20 


17 

30 

32 




39, 42 

Vacant available for sale.. 


7 


17 

17 

21 

24 



17 

30 

32 




Average: Owner occupied 









27 










1 
















1 Tables 1 and 8 contain summary statistics for the State, by inside SMS A’s (separately 
for "in central cities" and "not in central cities") and outside SMSA's and by urban, 
rural-nonfarm, and occupied rural-farm units; for each SM SA; and for each place of 10,000 
inhabitants or more. Table 1 provides data for all units and table R for units with non- 
white household heads. Data are not shown in table 8 for areas with fewer than 400 units 
with nonwhite household heads. 

2 Bata on financial characteristics exclude farm units and certain other units; see defini- 
tion. All vacant units in rural territory included in rural-nonfarm Inventory. 

8 Tables 9 to 11 omitted if the State has fewer than 26,000 units with nonwhite household 
heads. 


1 Each county, place of 60,000 Inhabitants or more, urban balance, and rural part of the 
SMSA. 

fi Includes all counties In New England and all counties in States with no SMSA's. 

a Units with white household heads of Spanish surname in Arizona, California, Colo- 
rado, Now Mexico, and Texas; units with heads of Puerto Rican birth or parentage in 
other Statc.s. Data for such units arc provided only in the individual State chapters; they 
are not provided in the United States Summary chapter. 

7 Published in the United Statc.s Summary chapter for places which had a population 
of 60,000 or more in 1960, or in an interim census, and a population of 60,000 or more in 1900 < 

8 Excludes places of 60,000 Inhabitants or more In 1960 or in a census prior to 19G0. 
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Figure 2.-STANDARD METROPOLITAN STATISTICAL AREAS OF THE UNITED STATES: 1960 
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Figure 3.-STANDARD METROPOLITAN STATISTICAL AREAS IN NORTHEASTERN UNITED STATES: 1960 
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States and Small Areas 


GENERAL 


Volume I of the IJHR) Honaiiiff reports presents hasic st.atistios 
on all subjects for which information was c()Ue<‘to(l in the Census 
of Housing, taken as of April 1, IDGO. The housing unit ivs the 
reporting unit for this volume. 

The volume is arranged by chapters and is bound in nine parts. 
Part 1 consists of the United States Summary ehapter; Parts 
2 to 8 contain the separate chapters for the states and the 
District of Columbia; and Part 9 comprise.s the cliapters f(n* 
Puerto Rico, Guam, and the Virgin Islands of the United S-tates. 
The statistics for the three outlying areas in Part 9 <lif('er some- 
what in detail and .scoiMi from tho.se puil)llshe<I for the Unltcnl 
States. 

The statistics relate to occupancy clmracteristiirs, structural 
characteristics, condition and plumbing faciUtie.s, wiuipmeut and 
fuels, and linancial characteriHtic.s. For the most part, Volume 
I is restricted to simple distributions of these chax*aeterlstlCB ; 
cross-tahulatious for both occupied and vacant units are provided 
in other 1000 Housing reports. Althongil statisties for some of 
the subjects are based on a (*omplete count of housing most 

of the data are based on samides of 25, 20, or 5 i)ert:ent of the 
units. The subjects represent a modilicjatioii apd an expansion 
of the 1950 and 1940 Censuses of Housing. 

The State cliapters present statistics for the State, inside and 
outside standard metropolitan statistical areas, and the urban, 
rural-nonfarm, and rural-farm i>arts of the Btate; for each 
standard metropolitau statistical area, urbanised area, place, 
and county; and foi* the rural-nonfarni and rural-farm parts of 
each county. The number of clniracteristics and the amount of 
detail i>ro, seated are generally greater for areas with a large 
population than for areas with a small population. For example, 
the full disitribution by number of rooms and the median are 
.shown by tenure and vacancy status for standard metropolitan 
statistical areas and their constituent parts, urbanized areas, 
and each place of 50,0(K) inhabitants or more. In contrast, only 
the average number of rooms, by tenure, is sliown for i>Iaces with 
a population of 1,000 to 2,500. 

The United States Summary chapter contains detailed data 
for the United States as a whole, the four regions, and the nine 
groups of States designated geographic divisions, as well as sum- 
maries of the statistics for the States and the District of Colum- 
bia and for standard metropolitan statistical areas and i>laces 
of 100,000 inhabitants or more ( with data on elevator in structure 
for places of 50,000 inhabitants or more). Detailed data are 
presented also for the United States by inside standard metropoli- 
tan statistical areas (separately for housing units in central 
cities and not in central cities) and outside standard meti'Oi>oli- 
tan statistical areas, and by urban, rural-nonfarm, and rural- 
farm residence ; for each region and division, summary data are 
presented by these same area and residence classifleations. In 
addition, there is included in the United States Summary chapter 
an analysis of the 1960 Census findings and some historical data 
for purposes of comparison. 


Some chara(‘t(U‘i.stics are i>r(‘.sented for all housing units, where- 
a.s other Ihuns art" restricted to spcK^ifl(‘ segments of the housing 
inventory. For example, data on condition rind idumhing facil- 
ities are prc^senled for all housing units; mnnher of persons and 
persons p('r room apply to occupied uiilt.s; seasonal status applies 
only to vacant units; and value data are shown for owiuu*- 
o('(‘Upled units and va('ant units available for sale. Other char- 
acteristics are available only for areas of specified size ; for 
example, data on (devator In stnieture are available for places 
with ti popuhition of 5(),9(K) or more, whereas data on source of 
water and method of sewage dispersal are not available for such 
places. 

Ill some Instances, a <diaracteristic is not shown for each of the 
tiunire and vacaiK'y groups so that the separate distributions do 
not add to the distribution for all units. For example, data on 
number of bathrooms (In table 4 of the United States Summary 
(diap((‘r and table 9 of the Slate chapters) are presented for all 
units ((xfcvipied and vacant) and separately for owuer-wxinpicHl 
and renter-occupied unlls; vncaiit units are. lududed in the dls- 
trllmtlon of “all" units Init are not shown as a separate group. 
Data on nnmlxn* of rooms In I1 h‘ same tubles are presented for all 
units (ot'cupled and vacant) ami separately for owiu»i*-occui>ied, 
reuter-ocK'upled, vacant avallablc^-for-sale, and vacant avuilable- 
for-reut units; vacant units- not on the avalialile salo-or-rent mar- 
ket are ImdiuUxl in the distriimtlou of “all" units but are next 
shown as a sc'parahi group. ( Furthermore, the (llstributloriiH for 
vacant units arc* laised on the KKbporcent talmlatlou and the 
dlstrlbutioirs for all, owner-oe(mp}e<l, and renter-oceupitHl units 
are based on the 25-per<*ent sample; see seetlou on “Sample 
<leHlgn.’') 

Data on characl.mdstles of housing units with nonwhlte house- 
hold heads are presiuited for specified areas hi both the State 
<*hapl;ers and in the United Stuites Suninuiry cluipter. In addition, 
in the Stat(‘ chaiiters only, data on selected charaeterlstUis of 
lumsing units with white houBohold heads having Spanish sur- 
names are T)resented for specified areas in live Southwestern 
States (Arizona, Oalifornia, Colorado, New Mexico, and Texas) ; 
similar data are presented for housing units with household 
heads of Puerto Rican birth or -parentage for S'i)ecilied areas in 
the other States. (See section on “Description of tables.") 

DESCRIPTION OF TABLES 

Detailed tables in State chapters. — The tables are arranged, for 
the most part, by type of area. Maximum detail is shown for the 
State, standard metropolitan statistical areas (SMSA’a), and 
urbanized areas. Table 1 contains selected summary information 
for the State by inside SMSA's (separately for housing units In 
central cities and not in central cities) and outside SMSA’s, and 
by urban, rural-nonfarm, and rural-farm residence; for each 
SMSA ; and for each place of 10,000 inhabitants or more. Tables 
2 to 7 present detailed characteristics for the State, inside and 
outside SMSA’s, and the urban, rural-nonfarm, and rural-farm 
parts of the State (except that table 7 does not contain data for 
rural-farm units) . Tables 8 to 11 are similar in content to tables 
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1 to 7 but are restricted to bousing units with nonwhite household 
heads. Tables 9 to 11 are omitted for States having fewer than 

25.000 units with nonwhite household heads. The subjoct.s con- 
tained in each table are specified in the index on pages x and xi in 
Parts 2 to 8 of Volume I. 

Tables 12 to 17 are for SMSA’s and their constituent parts 
(including each city of 50,000 inhabitants or more) and for urban- 
ized areas. Categories for the items in these tables are shown in 
the same detail as in the tables for the State. Tables 12 to 17 are 
omitted for States with no SMSA’s, urbanized areas, or places of 

50.000 inhabitants or more (Alaska, Idaho, Vermont and Wyo- 
ming). 

Less detail is presented in tables 18 to 27, wliieh are for places 
under 50,000 Inhabitants, by size groups. The amount of informa- 
tion varies by size of place, with minimum data for i>lace.s of 1,000* 
to 2,500 inhabitants. Places of 25,000 to 50,000 inhabitants are 
covered in tables 18 to 21 ; places of 10,000 to 25,000 in tables 22 
to 24 ; places of 2,500 to 10,000 in tables 25 and 26 ; and places of 

1.000 to 2,500 in table 27. 

County data are presented in tables 28 to 35. Tables 28 to 30 
are for counties outside SMSA’s (counties inside SMSA’s are 
covered in tables 12 to 17) . In the New England States, howevei, 
tables 28 to 30 are for all counties. Tables 31 and 32 are for 
rural-nonfarm housing and tables 33 and 84 are for rural-farm 
housing in all counties. Table 35, which presents data on source 
of water and sewage disposal, provides county totals excluding 
units in places which had 50,000 inhabitants or more in 1050 or in 
an interim census prior to 1960, 

Tables 36 to 39 present statistics for housing units with non- 
white household heads for SMSA’s and urban places (p-laces of 
2,500 inhabitants or more) having a specified number of such 
imits—table 36 for 100 to 400 units, table 37 for 400 to 2,000 units, 
and tables 38 and 39 for 2,000 or more units. The number of 
characteristics and the amount of detail vary according to the 
number of units with nonwhite household heads. Tables 40 to 42 
present statistics for housing units with white household heads 
having Spanish surnames in Arizona, California, Colorado, New 
Mexico, and Texas, or for housing units with Puerto Rican heads 
in the remaining States. Table 40 is restricted to SMSA’s and 
urban places having 400 to 2,000 such, units and tables 41 and 42 
to areas and places having 2,000 or more. Tables are omitted if 
there are no SMSA’s or urban places with the specified number 
of such units. 

Data for most of the characteristics are ba.sed on samples of 
housing units ; where the samples are of different sizes, the figures 
may not add precisely to the same totals. For example, the total 
for “all units” by condition and plumbing facilities may differ 
from the total for “ail units’* by number of bathrooms (see section 
on “Sample design”) . 

Detailed tables in. United States Summary chapter. — ^The de- 
tailed tables in the United States Summary chapter also are 
arranged by type of area ; maximum detail is provided in prac- 
tically all the tables. Table 1 presents summary characteristics 
for the United States as a whole and for each region, division, 
and State. Table 2 contains the same summary characteristics as 
table 1 but presents them for each region and division by inside 
SMSA’s (separately for in central cities and not in central cities) 
and outside SMSA’s, and by urban, rural-nonfarm, and riual-farm 
residence. Tables 8 to 8 present data on detailed characteristics 
for the United States and for each region, division, and State. 
The same detailed characteristics are presented in tables 9 to 14 
for the United States by inside SMSA’s (separately for in central 
cities and not tin central cities) and outside SMSA’s, and by urban, 
rural-nonfarm, and rural-farm residence, and in tables 15 to 20 
for each SMS A and place of 100,000 Inhabitants or more. In 
terms of the subjects and categories covered, tables 1 to 20 corre- 
spond with tables 1 to 7 in the State chapters. The subjects 


contained in each table are .specified in the index on pages xii and 
XIII of the United States Summary (diapter (I’art 1 of Volume I). 

Table 21 presents data on elevator in stimcture for large urban 
places. Although all places of 50,000 inhabitants or more in 
1960 are listed in the table, data on elevator in structure are 
restricted to those idaces which had 50,000 inhabitants or more 
in 1950 or in an interim census prior to 1960. The data in table 
21 do not appear in the State chapters. 

Tables 22 to 29, covering data for the United States, regions, 
divisions, and States, are restricted to units with non white house- 
hold heads. Tables 22 and 23 parallel tables l and 2, respectively ; 
tables 24 to 26 and tables 27 to 29 parallel tables 3 to 8 and 9 to 
14, respectively. In tables 22 and 28, separate data are shown for 
areas having 400 or more units with non white household heads, 
and in tables 24 to 26 separate data are shown for areas having 

25,000 or more such unite. With respect to the subjects and 
categories covered, tables 22 to 29 correspond with tables 8 to 11 
in the State chapters. 

Table 30 is limited to SMSA’s and places having 10,000 or more 
units with nonwhite household heads. The items covered in 
this table (household equipment and number of bathrooms) are 
not included in the tables for nonwhite occupied unite in indi- 
vidual areas and i)laces in the State chapters. 

Data for States and for the large SMSA’s and places in the 
United States Summary chapter (except as noted for table 30) 
are taken from the tables in the individual State chapters. The 
tables in the State chapters, however, cover additional informa- 
tion. In the State chapters, data for States are presented by 
area and residence classifications and data for SMSA’s are 
presented for the constituent parts of the area ; for large urban 
places, the State chapters contain additional data for units with 
nonwhite household heads. 

As in the State chapters, data for most of the items are based 
on samples of housing unite. Distributions based on samples of 
different sizes may not add precisely to the same totals (see 
section on “Sample design”). 

Text tables in. United States Summary chapter. — In the Sum- 
maiT of Findings in the United States Summary chapter, data on 
selected characteristics are presented in text tables A to Y, In 
addition to the 1960 data, statistics available from the 1950 and 
earlier censuses are included for purposes of comparison. For 
many of the characteristics, statistics are pre.sented by inside 
SMSA’s (separately for in central cities and not in central cities) 
and outside SMSA’s. A limited amount of data is presented for 
the United States by ui'ban, rural-nonfarm, and rural-farm resi- 
dence, and for regions, divisions, States, and large cities. 

Tables A, B, and G present counts of housing unite in the inven- 
tory by geographic and residence classifications. Table E preseiit.s 
figures on the components of change in the housing inventory be- 
tween 1950 and 1059 based on re.sults of the December 1959 Com- 
ponents of Inventory Change survey, which is part of the 1960 
Census of Housing. Tables D and F pre.sent counts of housing 
unite and population. Tables G to K and M to V contain slatistics 
on the various characteristics of hou.sing units — by inside and 
outside SMSA’s in most of the tables. Table L presents the counts 
of vacant units by condition and status ; table W contains data on 
selected characteristics of urban and rural units (separately for 
rural-farm unit.s in 1960) ; table X is restricted to characteristics 
of unite with nonwhite household heads ; and table Y is limited 
to characteristics of available vacant units. It should be noted 
that -all available vacant units ( both urban and rural) are included 
in table Y, except In the data on value and rent. The subjects and 
the area classifications covered in each table are specified in the 
■index on pages x and xi of the United States Summary chapter 
( Part 1 of Volume I ) . 

The term “United States” when used without qualification in 
the tables refers to the 50 States (including Alaska and Hawaii) 
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and the District of Columbia. For purposes of comparability, 
statistics in some cases are for conterminous United States, that 
is, the United States exclusive of Alaska and Hawaii ; generally, 
the two States were excluded if comparable statistics for 1900 
and earlier were not available for eitlier or both States ( see also 
section on “Housing data for Alaska and Hawaii”). In tables 
F and H, data for tUe early ceiasus years include statistics for 
Arizona, New Mexico, and Oklahoma, although they did not be- 
come States until after 1890. 

Except for a few characteristics of vacant units, the 1960 
figures are based on samples of housing units ; where the samples 
are of different sizes, the figures may not add precisely to the 
same totals. Figure.s for 1950 are based on the complete count 
except for a few items which are based on 20-percent samples. 
Figure.s for 1940 and earlier also are based on tbe complete count. 
(For size of sample for individual items, see table I.) 

To compare with the 1960 charnHeristics, the “not reported” 
categories in the 1950 and earlier data were eliminated by dis- 
tributing the “not reported” cases in the same proportion as those 
reporting. Thus, the figures in the text tables reflect this adjust- 
ment of the published data. I^r the sann)le items in 1950, a 
further adjustment was made in the 'published 1950 data by ratio 
estimating the sample figures to the totals based on the complete 
count ; this i)ro(‘e(lure was ap'plied separately to tlie distributions 
for conterminous United States, Alaska, and Hawaii. For Uible 
W, the acljustinent was made for urban and rural units inde- 
pendently of the total ; therefore, the two 1950 figures in a cate- 
gory may not add to the total for the category, shown in other 
tables. Similarly, in tnble R the 1950 figure.s for “dilapidated or 
lacking plumbing facilitio.s” for the United States and each State 
were adjusted independently ; the sum of the figures for the 
States, therefore, do not add prtKjisely to the figure for the United 
States. 

Disclosure of data. — To avoid disclosure of information for in- 
dividual housing iiiiits, characteristics are not shown if the base 
is four or fewer units. The base, for this purpose, is “all” hous- 
ing units or “occui)ied” housing units except for value and rent 
data, for which the base is the number of units of the type for 
which value and rent were tabulated. For example, a distribu- 
tion of units by gross rent is not sliown. if the number of renter- 
occupied nonfarm units is four or fewer. 

Medians, averages (including population per occupied unit), 
and percentages are not shown where the base is smaller than the 
required minimum (see .section on “Sample design”). Further- 
more, percentages are not shown if they are less than the 0.1 min- 
imum. 

Leaders ( ) in a data column indicate that either there are 

no cases in the category or the data are suppressed, for the 
reasons described above. Leaders are also used where data 
are inapplicable or not available. 

A plus ( + ) or a minus ( — ) sign after a median indicates that 
the median is above or below that number. For example, a 
median of “5,000—” for value of property indicates that the me- 
dian fell in tbe interval “less than $5,000” and was not computed. 

MAPS, CHARTS, GRAPHS 

Included in the United States Summary part and the State 
parts of Volume I are maps of the United State.s showing 
the regions, geographic divisions, and State.s, and the loca- 
tion and names of the standard metropolitan statistical area.s 
as defined for the 1960 Census. Included in each State chap-, 
ter is a map of tjhe State showing the outlines of coimtie.s 
(parishes for Louisiana and election districts for Alaska) and 
standard metropolitan statistical areas, if any, and the location 
of places of 10,000 inhabitants or more. A map of each urbanized 
area, if any, also is included in the appropriate State chapter. 


The United State.s Summary ehaptei* of Volume I also contains 
a number of inap.s, charts, and graphs (figure.s 5 to 20), which 
pictoi’ialize some of the .statistical findings from the 1960 and 
earlier cemsnses. In the charts and graphs which .show data 
for 1950 and earlier, stati.stics for Alaska and Hawaii were in- 
cinded wlam comparable data were available (see section on 
“Housing data for Alaska and Hawaii”). The omission of these 
two State.s from some of the .stati.s-tics is considered to have a 
negligible elfect on comparability for the United State.s as a 
whole. Figure.s 5 to 20 are discussed in the Summary of Findings 
in the United States Summary chapter. 

COMPARABILITY WITH 1950 CENSUS OF HOUSING 

More subjects were covered in the 1960 Census of Housing than 
in the lOSO Census of Housing. Items which were added for 1960 
are : Year moved into unit, duration of vacancy, presence of bitse- 
ment, elevator in structure, number of bedrooms, number of bath- 
rooms, source of water, method of sewage disposal, clothes 
washing machine, clothes dryer, home food freezer, telei>hone 
available, automobiles available, air conditioning, and water heat- 
ing fuel. In addition, access to unit and kitchen or cooking eqiiip- 
inent were enumerated in 1960 as part of the determination of a 
housing unit ; 'and number of acres in the place and sales of farm 
products were enumerated for the purix)se of determining fann 
residence. On the other hand, information was collected in 1950, 
but not in 1960, on electric lighting, refrigeration equipment, and 
kitchen sink. Mortgage status, which was included in 1950, is 
covered in the Residential Finance program in 1960. 

The above comparisons relate to subjects covered in the April 
enumeration of the 1960 and 1950 Censuses of Housing. Subjeet.s 
enumerated in the Components of Inventoi’y Change and Residen- 
tial Finance surveys, started In late 1959 and completed in 1060 
as part of the 1960 Census of Housing, are discussed in Volumes 
IV and V, respectively. Subjects enumerated in tlie 1950 Residen- 
tial Finance survey also are di.scu.swed in Volume V of the 1960 
Housing reports. 

Some items in 1960 have more detail and a few have slightly 
less detail than the comparable items in 1950. Additional infor- 
mation was collected in 1900 on condition of housing units, type 
of heating equipment, description of trailers, description of va- 
cant units not on the market, and number of televl.sioii and radio 
sets. Slightly less detail is available in 1960 than in 1950 for 
type of structure and toilet facilities. 

In 1950, information for most of the itoni.s wa.s collected on a 
complete-count basis. For a few items, informal ion was collected 
from 20-percent samples of units (see section on “Sample 
design”). 

Tbe foregoing discussion applies .specifically to conterminous 
United States. For a discussion of 1950 data for Alaska and 
Hawaii, see the section on “Housing data for Alaska and 
Hawaii.” 

Data from the '1950 Census for areas of the type covered in 
Volume I of 'the 1960 Housing reports are published in lOSO 
Ccmtia of Housing, Volume I, General Char act eristics. Selected 
1950 data are included in Volume I of ithe 1960 Housing reports 
in the United S'tates Summary chapter (see also section on 
“Description of tables”). 

Changes since 1950 were made in the definitions of some of the 
major concepts, particularly in the concepts of unit of enumera- 
tion and farm housing. They were made in order to improve the 
usefulness of the data although it was recognized that comiiara- 
bility with previous censuses would be affected. 

Procedures for collecting and 'processing -the data in 1960 also 
differed from 1950. In this respect, the 1960 Census contained 
several innovations. One of the innovations was the use of forms 
which household members ithemselves were asked to complete — 
the Advance Census Report form used on a nationwide basis for 
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complete^count items, and the Household Questionnaire used in 
the more populous areas for sample items. Information for items 
not completed by the respondents was obtained by enumerators in 
direct interview. 'Other innovations included the division of the 
census 'i>eriod into two stages in the more populous areas, the 
greater use of sampling, the use of formal field review procedures, 
and the extensive use of the electronic computer and related 
equipment to process the data and produce the final tables. These 
innovations were designed primarily to improve the quality of the 
statistics and to reduce the time reqiiirerl to collect and publish 
the data ; at the same itlme, they have introduced an element of 
difference between the 1960 statistics and those of earlier 
censuses. 

•Changes and innovations are discussed in the sections on “Defl- 
nitions and explanations” and “Collection and processing of 
data,” which appear later in this report. 

HOUSING DATA FROM OTHER CENSUSES 

Many of -the subjects covered in the 1940 Census of Housing are 
included in the April 1960 Census of Housing. The subjects 
specified above as having been added since 1950 were also added 
since 1940. One item, television sets, was enumerated in 1960, 
but not in 1940. On the other hand, information was collected in 
1940, but not in 1960, on exterior material, lighting equipment, 
refrigeration equipment, estimated rentals of owner-'Occupied 
Iiomes, and value and rent of farm dwellings. Information on 
conversion, which was included in 1940, is covered in the Decem- 
ber 1959 Components of Inventoiy iCbange program as part of the 
1960 Census of Housing. 

Although the 1940 Census of Housing was the first complete 
census of housing, data on a few housing characteristics were 
collected in earlier years in conjunction with the decennial cen- 
suses of population. Statistics on the number of occupied units 
and population per unit, which are essentially comparable with 
current data but identified by various terms, are presented in 
reports on earlier censuses since 1890, with limited data back to 
1850. In thevSe reports, statistics are shown in terms of “homes,” 
“families,” or “private families.” In some censuses, the statistics 
include quarters of “quasi-families” (quarters identified in the 
1960 Census as group quarters). In addition, counts of units by 
color of household head are available for each census year since 
1890, except 1910 when such data were available only for the 
Southern States. The classification by tenure has been reported 
.since 1890. Mortgage status of owned units was included in the 
Censuses of Population from 1890 to 1920, and detailed data 
(including value of mortgaged property) were reported in 1890 
for owned units that were encumbered (mortgaged). Value and 
monthly rent of nonfarm units and the number of units with a 
radio were included for the first time in the 1930 reports. Statis- 
tics on the number of dwellings and persons per dwelling also are 
available from the Censuses of Population from 1890 to 1930, the 
concept of “dwelling” being roughly comparable with the current 
concept of “structure” ; in some of the censuses, information on 
number of families i)er dwelling was included. 

The discussion in the above two paragraphs applies specifically 
to conterminous United States. For a discussion of 1940 and 
earlier data for Alaska and Hawaii, see the section on “Housing 
data for Alaska and Hawaii.” 

Data from the 1940 Census for areas of the type covered in 
Volume I of the 1960 Housing reports are published in 
Census of Housing, Volume 11, General Char act eristics. 'Selected 
data for 1940 and earlier are included in Volume I of ithe 1960 
Housing reports in the United States Summary chapter (see also 
Bection on “Description of tables”). 

In some instances, concepts and procedures were not identical 
from census to census as discussed under the item in 'the section on 
“Definitions and explanations.” The differences for the most 


part, however, are not great enough to invalidate comparisons of 
the data. 'Comparisons with earlier censuses are restricted to 
censuses of housing and population, although information for 'a 
few characteristics related to housing was collected in censuses 
covering other subjects. 

HOUSING DATA EOR ALASKA AND HAWAII 

In censuses prior to 1960, the subjects and procedures for 
Alaska and Hawaii as territories differed somewhat from the 
standard program for States. Some items which were included 
in the census for States were omitted from the censuses in Alaska 
and Hawaii, and vice versa ; and some items were not tabulated 
in the same detail as for States. Statements regarding the 1950 
and earlier censuses appearing elsewhere in Volume I, apply 
specifically to conterminous United States ; for Alaska and 
Hawaii, these statements should be modified where differences 
occurred. 

Alaska. — From the 1950 Census, which was the first census of 
housing in Alaska, data on the following items are available: 
Tenure and race, vacancy status, persons, and persons per room ; 
number of rooms, year structure built, number of units in struc- 
ture, and exterior material; condition and plumbing; water 
supply, toilet facilities, and bathing facilities; heating equip- 
ment and heating fuel, electric lighting, kitchen sink, and radio ; 
and value of owner-occupied nonfarm units and contract rent of 
renter-occupied nonfarm units. 

The 1950 definitions were the same as those used for con- 
terminous United States with the following exceptions : For 
number of units in structure, no distinction was made between 
detached and other 1-unit structures; for the category “piped 
running water inside structure,” uo distinction was made between 
“hot and cold” piped water and “only cold” piped water; for 
heating fuel, utility and bottled gas were included in the cate- 
gory “other fuel.” For the 1950 data in the Summary of Findings 
in the United States Summary chapter (Volume I of the 1960 
Housing reports), the number of units in 1-unit structures in 
Alaska was apportioned between “detached” and “other” on the 
basis of the 1960 ratio of “l-unit detached” to “1-unit attached” 
structures. Similarly, the number of units with piped water in- 
side structure was apportioned between “hot and cold” and 
“cold only” on the basis of the 1960 ratio for such units. The 
effect of these adjustments on the comparability of 1960 and 1950 
data for the United States as a whole is considered negligible. 
The detailed data and description of concepts for 1950 may be 
found in 1950 Census of Housing, Volume I, General Charactei^ 
istios, Part 7. 

For 1940 and earlier, data on a few housing characteristics 
were collected in conjunction with the censuses of population. In 
the 1940 Census (taken in Alaska in October 1939), only occupied 
units were enumerated. Data on the following items are 
available : Number of rooms, tenure, value of owner-occupied 
units (including farm units), and contract rent of renter-occupied 
units (including farm units). The population per occupied unit 
can be computed from the data available. Statistics on the num- 
ber of occupied units and population per unit, which are essen- 
tially comparable with current data, -are available from the Cen- 
suses of Population from 1930 back to 1900; in these reports, 
statistics are shown in terms of “homes,” “families,” or “private 
families.” Counts by tenure, including the number of owned 
units that were encumbered, are available from the Censuses of 
Population from 1920 back to 1900. Statistics on the number 
of dwellings and persons to a dwelling also are available from 
1900 to 1930, the concept of “dwelling” being essentially com- 
parable with the current concept of “structure.” The concepts 
are essentially the same as those for conterminous United States. 
For 1940 and earlier, the data may be found in the reports of the 
censuses of population for Alaska. 
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Statistics by urbaa-rural and farin-iionfarm residence are avail- 
able for 1950. For earlier censuses, however, housing character- 
istics have not been tabulated by residence (except for urban and 
rural figures on tenure and color for 1940). 

Hawaii. — From the 1950 Census, data on the following items 
arc available; Tenure and race, vacancy status, persons, and 
imrsons i^er room ; mimber of ]*oonis, year structure built, number 
of units in structure, and exterior material; condition and i>lumb- 
iug ; water supply, toilet facilities, and batliing facilities ; electric 
lighting and refrigeration e(iuli>ineiit ; and value of owner-occupied 
units, value of vacant units for sale, mortgage status of owner- 
oc*cupied units, contract rent of renter-occupied units, and rent 
asked for vacant units for rent. 

The 1950 detini-tioiis were the same as those used for canteimii- 
nous United J^tates with the following exceptions: For number of 
units in structure, no distinction was made between detached and 
other 1-unit structures; data on value for owner-occupied units 
were restricted to units whose occupants owned both the unit 
and the land ; and farm units were included in the data on value 
and rent. For the 1950 data in the Siunmary of Findings in the 
United States Summary chapter (Volume I of the 19C0 Housing 
rei^orts), the number of units in 1-unit structures in Hawaii was 
apportioned between “detached” and “other” on the basis of the 
1960 ratio of “1-unit detached” to “1-unit attached” structures. 
For the 1950 data on vacancy status, the number of vacant unit.s 
for seasonal occupancy was estimated from the “not available” 
group on the basis of the proportion of the 1900 “not avadlable” 
units which were for seasonal occupancy. The elfcet of those 
adjustments on the comparability of 1960 and 1950 data for the 
United States as a whole is considered negligible. The detailed 
data and description of concepts for 1950 may bo foimd in 
CensiiH of jffoicsinff, Volume I, (icncj'al CharactcrisPics, Pai't 7. 

For the 1940 Census, wlilcli was the first Census of Housing in 
Hawaii, data are available on the following items : Tenui*e and 
race, persons, and persons per room ; numi)er of rooms, number of 
units In structure, and exterior mateifial; condition (state of 
repair); water supply, toilet facilities, and bathing fadllties ; 
lighting equipment, refrigeration equipment, and radio ; value and 
mortgage status of owner-occupied units, contract rent of renter- 
occupied units, and the estimated rental value of owner-occupied 
and vacant units. The concepts reflect a few minor (lilforencos 
from those used for conterminous United States. The detailed 
data and description of concei>ts for 1940 may be fouiul in lOJfO 
Census of Housinff, General OharaGteristics, Ilatoaii. 

Statistics on the number of occupied units and population ixii* 
unit, which are essentially comparable with current data, are 
available from the Censuses of Population from 1930 back to 1900' ; 
in these reports, statistics are shown In terms of “homes,” 
“families,” or “private families.” Counts of units by tenure are 
available from 1930 back to 1900, and counts of owned units that 
were encumbered are available from the Censuses of Population 
from 1920 back to 1900. Statistics on the number of dwellings and 
persons to a dwelling also are available from 1900 to 1030, the 
concept of “dwelling” being essentially comparable with the 
current concept of “structure.” The concepts are essentially the 
same as those fol* conterminous United States. Data for 1930 and 
earlier may be found in the reports of the censuses of population 
for Hawaii. 

Statistics by urban-rural residence (but not farm-nonfarm) are 
available for 1950. For earlier censuses, however, housing char- 
acteristics are not available by urban-rural oi: farm-nonfarm 
residence. 

1960 PUBLICATION PROGRAM 

Final housing reports. — Results of the 1960 Census of Housing 
are published in Volumes I to VII and in a joint housing and 
population series consisting of reports for census tracts. A series 
of special reports for local housing authorities constitutes the 


remainder of the final reports. Volumes I to IV iind the census 
tract reports are is.sutHl as seric's of individual rc'-ports, with 
Volumes I an^ II issued also as l>()und volumes. Volumes V to 
VII are issued only as bound volumes. 

The source of Volumes I, II, III, VI, and VII and the housing 
data in the censns tract reports is the April enumeration of the 
1969 Census of Housing. The six'cial reports for local housing 
authorities are based oil results of the April enuiueratiou and, for 
most areas, on data collected at a later date for noiisample 
households. 

Data for Volumes IV and V are based largely on the eniunera- 
tion of units in a sanqile of land area segments, started in late 
1959 and completed in 1960. ''I'lie 17 selected nietwiKilitan areas 
referred to in the description of the volumes (see imge v) con- 
sist of the New York-Northeastern New Jersey and the Chicago- 
Northwestern Indiana Standard Cousolidated Areas and the fol- 
lowing standard metropolitan statistical areas: Atlanta, Boston, 
Dallas, Detroit, Los Angeles-Ijong Beach, Bhiladelifiiia, Seattle, 
Baltimore, Buffalo, Cleveland, Minneapolis-St. Paul, Ifittshurgli, 
St. Louis, San Fnincisco-Oakland, and Washington, D.O.-Md.-Va, 
The first nine areas named ( the two standard consolidated areas 
and seven standard metropolitan statistical areas) are the areas 
for which separate data are included in Ihirt 2 of Volume IV. 

The titles and contents of the reports are described on page 
V. For the most part, they are comparable to the reports pub- 
lished from the 1950 Census of Housing. The 1960 Volumes I, 
II, and VI are similar to 1950 Volumes I, II, and III, resiKictively. 
Volume III of 1960 corresponds to the series of reports on block 
statistics which constituted 1950 Volume V. Volume IV of 1960 
has no 1950 coiinteri)art but e<nrespoudB to Volumes I and IH 
of the 1956 National Housing Inventory. Volnine V of 1960 cor- 
responds to Volume IV (d! 1950 and, in part, to Volume II of the 
1956 National Housing Inventory. In 1950, census truest reports 
were published as Volume III of the 1950 Onsus of Population, 
bipedal reports for local housing authorities were .published for 
219 areas in PJ5() Census of Jlousinfft Series II 0-6, k^pooUU Tain- 
laMons for Local II-ousuu/ AuthorUies, Data of the tyt)e pre- 
sented in 1960 Volume VII have not been published in previous 
census reports. 

As staled on page v, data for the United Stat(»s, regions, di- 
visions, States, SMSA’s, and large urban places are imblished 
in several .series of housing reports. In some reports, (Toss-tabu- 
lations of housing and household (‘haracteristi(^s are provUlwl. 
Data for small areas, except for ciity bhwks and (*ensus iracts, 
are restricted largely to those published in Volume I, 

Preliminary and advance reports. — Statistics for many of the 
subjevets covered in the census were relea.scKl in several series of 
preliminary and advance reports. The figures in the preliminary 
and advance reports are superseded by the data in the final 
reports. 

Population reports. — Population data are available for approx- 
imately the same types of areas that are cover ed in Volume I 
of the 1960 Housing reports. The data are published in chapters 
A, B, C, and I) which constitute lOOO Camus of Populatum, Vol- 
ume I, Charaat eristics of the Population. For the United States 
and regioins, detailed cross-classifications are provided in 19i}0 
Census of Population, Volume II, BiPbjGCt Reports, (Series PC (2) 
reports). Some of the reports in Volume II include data for 
States and SMSA's also. A more complete description of the pub- 
lication program of the 1960 Census of Population may be found 
in any of the population reports. 

AVAILABILITY OF UNPUBLISHED DATA 

During the processing of the data for publication of Volume I, 
more data were tabulated than it was possible to print in the 
final rei)orts. Some of the unpublished data from Uie April 1960 
enumeration are for small areas such as enumeration districts, 
census tracts, and minor civil divisions in untracted areas. A 
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limited aciouut of additional data for housing units with non- 
white household heads has been tabulated but not published. For 
the larger areas (including SMSA’s, States, divisions, regions, 
and the United States), virtually all the data that have been 
tabulated are published. 


Photocopies of unpublished data can be provided at cost. Cer- 
tain special tabulations can be prepared on a reimbursable basis. 
Requests for photocopies or for additional information should be 
addressed to Chief, Housing I')ivision, Bureau of the Census, 
Washington 25, B.C. 


AREA CLASSIFICATIONS 


URBAN-RURAL RESIDENCE 

In general, urban housing comprises all housing units in urban- 
ized areas and in places of 2,500 inhabitants or more outside 
urbanized areas. More specifically, according to the delinition 
used in the 1960 Census, urban housing comprises all housing in 
(a) places of 2,500 inhabitants or more Incorporated as cities, 
boroughs, villages, and towns (except towns in New England, 
New York, and Wisconsin) ; (b) the densely settled urban fringe, 
whether incorporated or unincorporated, of urbanized areas (see 
section on “Urbanized areas”) ; (c) towns in New England and 
townships in New Jersey and Pennsylvania which contain no 
incorporated municipalities as subdivisions and have either 25,000 
inhabitants or more or a population of 2,500 to 25,000 and a density 
of 1,500 persons or more per square mile; (cJ) counties in States 
other than the New England States, New Jersey, and Pennsylvania 
that have no incorporated municipalities within their boundaries 
and have a density of 1,500 persons or more Xier square mile; and 
(e) unincorporated places of 2,500 inhabitants or more (see 
section on “Places”) . 

Housing not classified as urban constitutes rural housing. 
Rural housing comprises a variety of residences, such as isolated 
homes in the open country and homes in small villages and 
environs of cities outside urbanized areas. 

The 1960 definition of urban is substantially the same as that 
used in 1950 ; the major difference between tlie two is the desig- 
nation in 1960 of urban towns in New England and of urban 
townships in New Jersey and Pennsylvania. The effect on housing 
classification arising from this change was actually small because, 
in 1950, most of the housing in such places was classified as urban 
by virtue of its location in an urbanized area or in an unincor- 
porated urban place. In censuses prior to 1950, urban housing 
comprised all housing in incorporated places of 2,500 inhabitants 
or more and areas (usually minor civil divisions) classified as 
urban under somewhat different special rules relating to popula- 
tion size and density. The net effect of the earlier definition on 
population counts has been measured and is published in 1900 
Census of Population, Volume I, Characteristics of the Population. 

The most important component of the urban territory is the 
group of incorporated places having 2,500 inhabitants or more. 
A definition of urban territoiT restricted to such places, however, 
would exclude a number of equally large and densely settled places 
merely because they are not Incorporated places. Under the 
definition used previous to 1950, an effort was made to avoid some 
of the more obvious omissions by the inclusion of selected places 
which were classified as urban under special rules. Even with 
these rules, however, many large and closely built-up places were 
excluded from the urban territory. 

To improve its measure of urban housing the Bureau of the 
Census adopted, in 1950, the concept of the urbanized area and 
defined the larger unincorporated places as nrban. All housing in 
urban-fringe areas and in nnincorporated places of 2,500 or more 
was classified as urban in 1950 as well as in 1960. The urban 
towns, townships, and counties as defined for the 1960 Census are 
somewhat similar in concept to the minor civil divisions classified 
as urban under special rules in 1940 and 1930. 


COUNTIES 

The primary divisions of the States are, in general, termed 
counties, but in Louisiana these divisions are known as parishes. 
Alaska is divided into 24 election districts, which are included in 
Volume I as the equivalents of counties. There are also a number 
of cities which are independent of any county organization and 
thus constitute primary divisions of their States, namely, Balti- 
more in Maryland, St. Louis in Missouri, and 32 cities in Virginia. 
The District of Columbia, which is not divided into counties, also 
is considered the equivalent of a county, as are the three parts of 
Yellowstone National Park in Idaho, Montana, and Wyoming. 
There were 3,072 counties and parishes in the United States in 
1960 and 62 county equivalents, making a total of 3,134. 

The number of counties declined by three between 1950 and 
1960. Armstrong County, S, Dak., was annexed by Dewey 
County ; Elizabeth City County, Va., was consolidated with Hamp- 
ton city; and Warwick County, Va., was consolidated with New- 
port News city. The number of county ociuivaleuls in conter- 
minous United States increased by five. Five cities in Virginia — 
Covington, Galax, Norton, South Boston, and Virginia Beach — 
became independent of county organization during the decade. 
Alaska was redistrieted after 1050, and its judicial divisions were 
replaced by 24 election districts. Changes in the number of 
counties were fairly frequent some decades ago but have become 
progressively rarer. These changes, as well as changes of county 
boundaries, are listed in the notes to tables 0 and 7 in chapter A 
of the State parts of 1060 Census of Population^ Volume I, Char- 
ucieristiGS of the Population. 

PLACES 

The term “place" as used in reports of the decfeimial (?ensuses 
refers to a concentration of population, regardless of the existence 
of legally prescribed limits, powers, or functions. Most of the 
places are incorporated as cities, towns, villages, or boroughs, 
however. In addition, the larger unincorporated x>laces outside 
the urbanized areas were delineated and they are presented in the 
same manner as incorporated places of equal »ize. Furthermore, 
unincorporated places within urbanized areas are identified if 
they have 10,000 inhabitants or moi*e and if there was an expres- 
sion of local Interest in their recognition. Finally, the towns in 
New England and townships an New Jersey and Pennsylvania 
recognized as nrban are also considered places (designated in the 
tables by “UT” ) . In the State chapters, data are presented for 
(a) incorporated places of 1,000 inhabitants or more, whether 
outside or inside urbanized areas, (b) unincorporated places of 
1,000 inhabitants or more outside urbanized areas, (c) 
unincorporated places of 10,000 inhabitants or more inside urban- 
ized areas, and (d) those towns, townships, and counties recog- 
nized as urban. Statistics for places of 100,000 inhabitants or 
more are provided in the United States Summary chapter. 

Political units recognized as incorporated places in the reports 
of the decennial censuses are those which are incorx)orated as 
cities, boroughs, towns, and villages with the exception that towns 
are not recognized as incorporated places in the New England 
States, New York, and Wisconsin. The towns in these States are 
minor civil divisions similar to the townships found in other 
States and not necessarily thickly settled centers of population 
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such as the cities, boroughs, towns, and villages in other States. 
Similarly, in New Jersey and Pennsylvania, where some townships 
possess powers and functions similar to those of incorporated 
places, the townships are not classified as “Incorporated places.” 
Thus some minor civil divisions which are “incori>orated” in one 
legal sense of the word are not regarded by the Census Bureau as 
“incorporated places.” Without this restriction all of the towns 
in the New England States, New York, and Wisconsin and the 
townships in New Jersey and Pennsylvania would be counted as 
incorporated places without any consideration of the nature of 
population settlement. A number of towns and townships in 
these States do qualify, however, as urban towns or townships 
and in otliers the densely settled portions are recognized as unin- 
corporated places or as parts of an urban fringe. 

In most States, the incorporated places form subdivisions of 
the minor civil divisions in which they are located. In other 
State.s, however, all or some of the incorporated places are them- 
selves also minor civil divisions. St. Louis, Baltimore, and t^2 
cities in Virginia (as of liXlO) were independeiit of any county 
organization. In a number of instances such as Philadelphia, 
New Orleans, and San Francisco, the incorporated place is coex- 
tensive with the county in which it is located. New York City, 
on the other hand, is made uj) of five eounsties. An incorporated 
place may l)e located in two or more minor civil divisions or in 
two or more counties. Since, however, incorporated idaces are 
(diartered by a State, no place can be located in two States, and 
adjoining places of the same name in two States are quite sep- 
arate incorporaitions. 

In the 15)00 Census, 1S,088 incorporated pla<^es were recognized 
(18,054 in conterminous United States). Of these places, 5,011 
were cities, 1,214 were boroughs, (>,085 were towns, and 4,8T8 
were villages. In addition, 125 urban towns and townships and 1 
urban county were recognized aw places. Of the 18,088 incorpo- 
rated places, 9,874 bad a population of less than 1,000 ; no separate 
data for itlie pUutes under 1,000 are provided in the 1000 Housing 
reports. In the 1950 Census, 17,145 incorporated places were 
recognized (17,118 in conterminous United States), of which 
9,84H had Ji population of less than 1,(KK). 

As in the 1950 Census, the liureau delineated, in advance of 
enumeration, boundaries for densely settled population centers 
without corporuite limits. Each unincorporated place (desig:- 
nated in the tables by “U”) possesses a definite nucleus of resi- 
dences and has its boundaries drawn so as to- include, if feasible, 
all the surrounding closely settled areas. In 1950, only those 
unincorporated places outside urbanized areas were recognized 
in the census. Incorporated places were identified whether in- 
side or outside ui’banized areas. In the 1900 Census, 1,570 uii- 
incoi’poraited i>laces of 1,000 inhabitants or more were recognized 
(1,528 in conterminous United States). In the 1950 Census, the 
corresponding count was 1,470 (1,430 in. conterminous United 
States). 

The figures for a given place api>ly to the housing within the 
boundaries of the place at the time of the census. Hence, the 
indicated change from 1950 to 1900 reflects the effect of any 
annexations or detachments. There were a great many annexa- 
tions tO' cities in the decade of the 1950’s, and some of them in- 
volved large areas. To permit an analysis of the importance of 
the change in boundaries, population figures for the 1950 area and 
for annexed areas of incorporated places are shown in table 9 
in chapter A o-f the State parts of 1960 Census of Population, 
Volume I, GUai'acteristics of the Population. For unincorporated 
places, the boundaries in many instances have changed as the 
communiities have expanded. 

URBANIZED AREAS 

The major objective of the Bureau of the Census in delin- 
eating urbanized areas was to provide a better separation of ur- 


ban and rural housing in the vicinity of the larger cities, but 
individual urbanized areas have proved to be useful statistical 
areas also. They correspond to what are called “conurbations” 
in some other countries. An urbanized area contains at least 
one city of 50,000 inhabitants or more in 1900, as well as the sur- 
rounding closely settled incorporated places and unincorporated 
ai‘eas that meet the criteria listed below. An urbanized area may 
be thought of as divided into the central city, or <‘ities, and the 
remainder of the area, or the urban fringe. All housing in an 
urbanized area is included in urban housing, statistics for 
urbanized areas appear in the State chai)ters of Volume I. A map 
of each urbanized area in a State, if any, appears at the end of 
the State chapter, and the counties or parts of counties in which 
each area is located are listed on page 2 of the State chapter. In 
the 19()() Census, 213 urbanized areas were identified in the United 
States. 

It appeared desirable to delineate the urbanized areas in tonus 
of the 1900 Census results rather than on the basis of iuforiiiation 
available prior to the Cen.sus as was done in 15)50. For this pur- 
pose a peripheral zone around each 1950 urbanized area and 
around (dties that wen^ presumably approaching a population of 
50,000 was recognized. Within the unincorporated parts of this 
zone small enumeration districts wore planned, usually including 
no moi’e tliaii one scpinre mile of land area and no more than 75 
housing units.^ 

Arrangenumts were made to include within the urbanized area 
those enumeration (list rids meeting sptK'ilied criteria of popula- 
tion (lemsity as well as adjacemt incorporated places. Sincje the 
urbanized area outside incorporated places was deliiied in -terms 
of emimeniticm dislrids, th{‘ boundaries of th(» uri)anize(l area 
for the iu(>st part follow siudi features tis roads, streets, railroads, 
streams, {ind (hlier (ih^arly defined liii(\s which may he easily 
identiH(*d by c(msnH (mumerators in the field and often do not con- 
form to the boundaries of ])(>Utlcal units. 

In uddii ion t.o ils central city or cities, an urbanized area con- 
tains the following types of contiguous areas which together con- 
stitute its urban fringe : 

1. Incorpoi'atod places with 2,500 inhabitants or more. 

2. Incorporated places with less than 2,500 inhabitants, pro- 
vided each has a closely settled area of 100 liousiiig imits or mon^, 

3. Towns in the New England States, townships in New Jersey 
and INmnsylvaniii, and counties elsewhere which are cdiissified as 
urban. 

4. Enumeration districts in uniiniorporated territory with a 
poimlatioii density of 1,000 inhabitants or more per K<iuare mih^ 
(The areas of large nonresidential tracts devoted to .such urban 
land uses as riiilroad yards, factories, and cemeteries wore 
excluded in coiuimting the population density of an enumeration 
district. ) 

5. Other enumeration districts in unincorporated territory with 
lower population density provided that they served one of the 
following purposes : 

a. To eliminate enclaves. 

b. To close indentations in the url)anized areas of one mile 

or less across the open end. 

c. To link outlying eimuioratlon districts of qualifying den- 
sity that were no more than V /2 miles from the main body of 

the urbanized area. 

A single urbanized area was established for cities in the same 
standard metropolitan statistical area if their fring(}s adjoin. 
Urbanized areas with central cities in different '.standard 
metropolitan statistical areas are not combined, except that a 

^ There are a few urbanized areaw where there are “twin central cities’' 
neither of which has a population of 50,000 or more but that have a com- 
bined population of at least 50,000. See the section below on “Standard 
metropolitan statistical areas” for further dlscusston of twin central 
cities. 

a An enumeration district (ED) is a small area assigned to an enumera- 
tor which must be canvassed and reported separately. The average ED 
contains approximately 200. housing units. 
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single urbanized area was established in the New York-North- 
eastern New Jersey Standard Consolidated Area and in the 
Chicago-Northwestern Indiana Standard Consolidated Area. 

Relation to earlier censuses, — Urbanized areas were first de- 
lineated for the 1950 Census. In 1950, urbanized areas were 
established in connection with cities having 50,000 inhabitanits 
or more according to the 1940 Census of Population or a later 
census prior to 1950; in 1960, urbanized areas were established 
in connection with cities having 50,000 inhabitants or more ac- 
cording to the 1960 Census of Population. For the 1950 Census, 
157 urbanized areas were identified (the identification being 
x'estricted to conterminous United States), 

Tlie boundaries of the urbanized areas for 1960 do not con- 
form to those for 1950, partly because of actual changes in land 
use and density of settlement, and partly because of relatively 
minor changes in the rules used to define the boundaries. The 
changes in the rules were made in order to simplify the process 
of defining the boundaries ; a.s a result of the changes, the 
area classified as urbanized tends to be somewhat larger than 
it would have been under the 1950 rules. The changes include 
the following : 

1. The use of enumei’ation districts to construct the urbanized 
areas in 1960 resulted in a less precise definition than in 1950 
when the limits were selected in the field using an Individual 
city-type block as the unit of area added. On the other hand, 
the 1960 procedures produced an urbanized area based on the 
census results rather than an area defined about a year before the 
census, as in 1950. 

2. Unincorporated territory was included in the 1960 urbanized 
area if it contained at least 1,000 persons per square mile, which 
is a somewhat different criterion from the 500 or moi*e dwelling 
units per square mile of the included 1950 unincorporated areas. 

3. The 1960 areas include those entire towns in New England, 
townships in New Jersey and Pennsylvania, and counties that are 
classified as urban in accordance with the criteria listed in the 
section on urban-rural residence. The 1950 criteria permitted 
the exclusion of portions of these particular minor civil divisions. 

In general, however, the urbanized areas of 1950 and 1960 are 
based on essentially the same concept, and the figures for a given 
urbanized area may be used to measure the housing growth of 
that area. 

Relation to standard metropolitan statistical areas. — Any city 
in an urbanized area which is a central city of a standard metro- 
politan statistical area (SMSA) is also a central city of the 
urbanized area. With but two exceptions, the names of the 
central cities appear in the titles of the areas. The central cities 
of the New York-Northeastern New Jersey Urbanized Area are 
the central cities of the New York, Newark, Jersey City, and 
Paterson-Clifton-Passaic Standard Metropolitan Statistical 
Areas. Likewise, the central cities of the Chicago-Northwestern 
Indiana Urbanized Area are the central cities of the Chicago and 
Gary-Hammond-East Chicago Standard Metropolitan Statistical 
Areas. 

The urbanized area can be characterized by the physical city as 
distinguished from both the legal city and the metropolitan com- 
munity. In most eases, urbanized areas are smaller than SMSA’s 
and are contained in SMSA’s. However, in a few instances, the 
fact that the boundaries of SMSA’s are determined by county lines 
and those of urbanized areas by the pattern of urban growth 
means that there are small segments of urbanized areas which lie 
outside SMSA’s. In general, then, urbanized areas represent the 
thickly settled portions of SMSA’s. Because of discontinuities in 
land settlement, there are also some cases in which a single SMSA 
contains several urbanized areas. 

Areas crossing State lines. — Like standard metropolitan statis- 
tical areas, urbanized areas are not confined within State bound- 
aries, nor within region or division boundaries. For urbanized 
areas which cross State lines, statistics are shown only in the 
chapter for the State in which a central city is located. 


STANDARD METROPOLITAN STATISTICAL AREAS 

It has long been recognized that for many types of analysis it 
is necessary to consider as a unit the entire area, in and around a 
city, in which the activities form an integrated economic and 
social system. Prior to the 1950 Census, areas of this type had 
been defined in somewhat different ways for different purposes 
and by various agencies. Leading examples were the metropoli- 
tan districts of the 1940 Census of Housing, the industrial areas 
of the Census of Manufactures, and the labor market areas of the 
Bureau of Employment Security. To permit all. Federal statis- 
tical agencies to utilize the same areas for the publication of 
general-purpose statistics, the Bureau of the Budget has estab- 
lished “standard metropolitan statistical areas” (SMSA’s). 
Every city of 50,000 inhabitants or more according to the 1960 
Census of Population is included in an SMSA. 

The definitions and titles of standard metropolitan statistical 
areas are established by the Bureau of the Budget with the advice 
of the Federal Committee on Standard Metropolitan Statistical 
Areas. This Committee is composed of representatives of the 
major statistical agencies of the Federal Government The 
criteria used by the Bureau of the Budget in establishing the 
SMSA’s are presented below. (See the Bureau of the Budget 
publication Standm'd Metropolitan Statistical Areas, U.S. Gov- 
ernmentprinting Office, Washington 25, 1).C., 1901.) 

The definition of an individual standard metropolitan statistical 
area involves two considerations : First, a city or cities of speci- 
fied population to constitute the central city and to identify the 
county in which it is located as the central county ; and Ksecond, 
economic and social relationships with contiguous counties which 
are metropolitan in character, so that the periphery of the specific 
metropolitan area may be determined.® Standard metroi)olitan 
statistical areas may cross State lines. 

Population criteria. — ^The criteria for population relate to a 
city or cities of specified size according to the UKiO Census of 
Population. 

1. Each standard metropolitan statistical area must include at 
least : 

a. One city with 50,0(X) inhabitants or more, or 

b. Two cities having contiguous boundaries and constituting, 
for general economic and social purposes, a single ('ommunity 
with a combined population of at least 50,000, the, smaller of 
which must have a population of at least 15,(K)(). 

2. If each of two or more adjacent counties has a city of 50,000 
inhabitants or more (or twin cities under lb) and the (.Ities are 
within 20 miles of each other (city limits to city limits) , they will 
be included in the same area unless there is definite evidence that 
the two cities are not economically and socially integrated. 

'Criteria of metropolitan character. — The criteria of metropoli- 
tan character isolate inimarily to the attributes of the contiguous 
county as a place of work or as a home for a concentration of 
nonagricultural workers. 

3. At least 75 percent of the labor force of the , county must be 
in the nonagricultural labor force.'^ 

4. In addition to criterion 3, the county must meet at least one 
of the following conditions : 

a. It must have 50 i)ercent or more of its population living in 
contiguous minor civil divisions ® with a density of at least 150 

^ Central cities are those appearing In the standard metropolitan statis- 
tical area title. A “contiguous” county either adjoins the county or 
counties containing tlie largest city in the area, or adjoins an intermediate 
county integrated with the central county. There is no limit to the 
number of tiers of outlying metropolitan, counties so long as all other 
criteria are met. 

^Nonagricultural labor force is defined as those employed in nonagri- 
cultural occupations, those experienced unemployed whose last occupa- 
tion was a nonagricultural occupation, members of the Armed Forces, 
and new workers. 

A contiguous minor civil division either adjoins a central city in a 
standard metropolitan statistical area or adjoins an Intermediate minor 
civil division of qualifying population density. There is no limit to the 
number of tiers of contiguous minor civil divisions so long as the mini- 
mum density requirement is met in each tier. 
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persons iier square mile, in an unbroken chain of minor civil 
divisions with such density radiating from a central city in the 
area. 

h. The number of nonagriciiltural workers employed in the 
county must equal at least 10 percent of the number of non- 
agricultural workers eraidoyed in the county containing the 
largest city in the area, or the county must be the place of 
employ nient of 10,000 iionagilcultural workers. 

c. The nonagriciiltural labor force living in the county must 
equal at least 10 percent of the number in the nonagriciiltural 
labor force living in the county containing the largest city in the 
area, or the county must be the place of residence of a non- 
agricultural labor force of 10,000. 

5. In New England, the city and town are administratively more 
important than the county, and dnta are compiled locally for such 
minor civil divisions. Here, touais and cities are the units used 
in defining standard metropolitan statistical areas. In New 
England, because smaller units are used and more restricted areas 
result, a population density criterion of at least 100 persons per 
square mile is used as the measure of metropolitan character. 

Criteria of integration.—The criteria of integration relate pri- 
m'arily 'to the extent of economic and 'social coimnnniciition 
between the outlying counties and central county. 

0. A county is regarded as integrated with the county 'or coun- 
ties cfintaining the central cities of the area if either of the 
following criteria is met: 

a. Fifteen percent of 'the workers living in the county work 
in the county or counties containing central cities of 'the area, 
or 

b. Twenty-five percent of tlvose working in -the counly live in 
'the county or counties containing central cities of 'the area. 

Only where data for criteria Oa and 6b are not conclusive are 
other related types of information used as necessary. This infor- 
mation includes such items as average telexfiione calls per sub- 
scriber per month from the county to the county containing cen- 
tral cities 'Of 'the area ; percent of the poiiulation in tlie county 
located in the central city telephone oxcliaiige area ; newspaper 
circulation reports prepai-ed by the Audit -Bureau of 'Circulation ; 
analysis of charge 'aceouirts in retail stores of central cities 't:o 
determine 'the extent of 'their use -by residents of fhe contignous 
county ; delivery -service practices of retail stores in central ci ties ; 
official traffic counts ; ithe extent of publi'c transportation facilities 
in operation 'between central cities and communities in the 
contiguous county ; and 'the extent to which local 'i>lanning groiqxs 
and other civic organizations operate jointly. 

Criteria for titles. — The criteria for titles relate primarily to 
the size and 'number of centi-al cities. 

7. The complete 'title of an SMSA identifies the central city or 
cities and the State or States in which the SMSA is located: 

a. The name of the standard 'metropolitan statistical area 
includes that of the largest city. 

b. The -addition of up to two city names may be made in the 
area title, on the bfisis -and in the order -of the following 
criteria : 

(1) 'Tlie -additional city has at least 250,000 inhabitants. 

(2) The additional city has a iiopulation of one- third or 
more of that of the largest city and -a minimum population of 
25,000, except that both city names are used in those in- 
stances where cities qualify under criterion lb. (A city which 
qualified as 'a secondary central city in 1950 but which does 
not qualify in 1960 has been temporarily retained 'as a central 
city.) 

c. In •additio’n to city names, the ai’ea ititles will contain the 
name of the State or States in which the area is located. 

Inside and outside SMSA’s. — Separate figures for housing units 
inside and outside SMSA’s are provided for the United States as 
a whole, each region, and each geographic^ivision in the United 
States Summary chapter, and for each State in the State chapters 
of Volume I. The statistics for housing units “inside SMSA's” 
for the total United 'States 'are for 'the total of the 212 SMSA’s in 
the United States. Similarly, the statistics for “inside SMSA’ s’' 
for 'a region, division, or State are for the total 'Of 'the SMSA’s, or 
parts of SMSA’s, within the respective region, division, or State. 


■Statistics for each of the 212 SMSA’s are provided iii the State 
chapters of Volume I ; and statistics for each of the li)0 SMSA’s 
of 100,000 inhabitants or more are provided in the United States 
Summary chapter. A map showing the location and 'boundaries 
of 'SMSA’s within a State, if any, is included in the individual 
chapter for the State, and the constituent 'parts of the SMSA’s 
•are listed on page 2 of -the respective State chapters. A map 
showing the location and names of all the SMSA’s in the United 
States is included in 'the United States Siiininary chax>ter. 

SMSA’s crossing State lines. — In the State chapters, data for 
SMSA’s are shown in tables 12 to 17. For SMSA’s that cross 
State lines, the full detail is shown in tlie chapter for each State 
in which a central city is located. In the State not containing a 
central city, the detail is shown only for the portion of the SMSA 
located in that State, with a total column for the portion in the 
other State (or States) and a 'total 'column for the entire SMSA. 
In table 1 of 'the State chapters, only the total for the entii’o 
SMSA and 'the portion for that State are given ; in tables 8 and 
26 to 42, the figures for the entire SMSA are shown in the chai>ter 
for each State containing i>ai-t of an SMSA. 

Eelation to earlier censuses. — ^In 1950, data were presented for 
standard metropolitan areas (SMA’s) which were established in 
connection with cities of 50,000 inhabitants or more in 1950. In 
1940, a somewhat similar type of area called the “metropolitan 
district” was used. In 1958, the criteria for delineating SMA’s 
were revised by the Bureau of the Budget, and in 1059 the area.s 
were designated as standard metropolitan statistical areas 
(SMSA’s). In some cusOvS, the 1960 SMSA has the same bound- 
aries as the 1950 SMA ; in others, parts have been added or de- 
leted. The designation of the central cities also has changed for 
some areas. The relationship can be readily determined by eom- 
I)aring the 1960 and 1950 boundaries for the xiarticular area. 

In .1950, a 'total of 168 standard metroixdltan areas were identi- 
fied in conterminous United States, and the Honolulu SMA was 
identified in Hawaii. A few of the 1050 SMA’s were split into 
several SMSA's for 1900. Some entirely new SMSA’s were added 
to the metropolitan territory of the existing SMA’s ; in terms of 
the 1950 counts, the net addition resulting from the designation 
of new metropolitan territory and changes in boundaries 
amounted to approximately 6 percent, of the total units in the 
1950 SMA’s. In the t.ext tables in the United States Summary 
chapter, 1950 data for “inside SMSA’s” arc for the 212 areas as 
defined for the 1960 Census ; 1950 data for “in central cities” are 
for the central cities as defined for the lOfiO SMSA’s but with no 
adjustment for changes in city limits since 1950. 

STANDARD CONSOLIDATED AREAS 

In view of the sxiecial imiiortaneo of the metropolitan complexes 
around New York and Chicago, the Nation’s largest cities, several 
contiguous SMSA’s and additional counties that do not appear to 
meet the formal integration criteria but do have strong inter- 
relationships of other kinds have been combined into the New 
York-Northeastern New Jersey and Chicago-Northwestern In- 
diana Standard Consolidated Areas, respectively. The former 
is identical with the Nev^ York-Northeastern New Jersey SMA 
of 1950, and the latter corresponds roughly to the Chicago SMA 
of 1950 (two more counties having been added) . 

Data for the standard consolidated areas appear only in the 
chapters for New York and New Jersey and in the chapters for 
Illinois and Indiana. The constituent part.s of the areas are 
listed on page 2 of the respective chapters. The New York- 
Northeastern New Jersey Standard Consolidated Area comiirises 
four SMSA’s and two additional counties; the Chicago-North- 
western Indiana Standard Consolidated Area comprises two 
SMSA’s. 
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DEFINITIONS AND EXPLANATIONS 


The defiBitions and explanations of terms should be interpreted 
in the context of the IWO Census procedures for collecting the 
data. Data were collected by a combination of self-enumeration, 
direct interview, and observation by the enumerator. 

Items to be filled through self -enumeration appeared on forms 
which were supplied to households with the request that the 
household members themselves complete them. A few of the 
questions appeared on the Advance Census Report (ACR), whicli 
was to be filled and held until the enumerator called. Most of 
the questions, however, appeared on the Household Question- 
naire," which was to be filled and mailed directly to the census 
office. In completing the self -enumeration items, the respondent 
had the explanations and wording that were printed on the forms. 
His answers were accepted unless the enumerator found it neces- 
sary to clarify or correct them. 

If the self-enumeration form was not filled or if the answers 
were incomplete or inconsistent, the enumerator obtained the in: 
formation through direct interview and recorded it directly on a 
FOSDIC schedule, a form specially designed for electronic data 
processing (see section on “Collection and processing of data”). 
The enumerator was .instructed to read the questions from the 
ROSDIG schedule and record the replies as given. If the respond- 
ent did not understand a question, the enumerator was to explain 
it based on his understanding of the definitions and instructions 
in the Enumerator’s Reference Manuals. If the respondent’s 
replies were incomplete or inconsistent, the enumerator was in- 
structed to ask additional questions. 

Information for vacant units was obtained by the enumerator 
largely from owners, landlords, neighbors, or other persons pre- 
sumed to know the situation and the eiuiinerator recorded the 
information directly on the FOSDIC schedules. A few items, 
including condition of unit, were always detennined by the 
enumerator on the basis of his observation and, therefore, did 
not appear among the self-enumeration items. 

The intent of the questions on the two types of forms is the 
same, although the wording of some of the questions and response 
categories on the direct-interview forms is briefer than on the 
self-enumeration forms. Furthermore, the direct-interview forms 
omit many of the instructions given on the self-enumeration 
forms. The differences, however, probably do not contribute in 
any important way to a lack of comparability of the data obtained 
from the two methods of enumeration. Through the use of the 
self-enumeration forms, respondents were given more uniform 
explanations of some of the questions than would have been pos- 
sible in direct interview. On the other hand, the less detailed 
wording on the direct-interview forms was supplemented by the 
instructions given to the enumerator. 

The questions and response categories used in self-enumeration 
compared with those used by the enumerator in direct interview 
are exhibited in the sections which follow. A general explana- 
tion appeared on the self- enumeration forms to the effect that the 
term “house” or “apartment” covered the house or part of the 
house the respondents occupied, or the apartment, flat, or rooms 
in which they lived. The explanation also pointed out that items 
on year built, sewage disposal, basement, and elevator in struc- 
ture pertained to the whole building in which the respondents 
lived. In using the direct-interview forms, the enumerator was 
instructed to substitute an appropriate term for the word “unit,” 
such as “house,” “apartment,” “flat,” or “rooms.” The proce- 
dural instructions and the arrangement and sequence of the ques- 
tions as they appeared on the forms are illustrated in the ap- 
pendix to the United States Summary chapter of Volume I. 

« The Household Questionnaire was used only in areas where the two- 
stage enumeration procedure was followed. In single-stage areas, these 
items were filled through direct interview. See section on “Collection 
and processing of data.” 


The definitions that follow conform tO' those provided in the 
Enumerator’s Reference Manuals. They indicate the concept 
that was intended, whether the information was provided through 
self-enumeration or obtained by direct interview. Definitions 
from the 1950 and earlier censuses also indicate the concepts that 
were intended, with direct interview as the method of enumer- 
ation. Exceipts of instructions from the 1000 Enmnera tor's 
Reference Manuals are contained in the appendix to the United 
States Summary chapter of Volume I. For the most part, the 
excerpts do not include iiistruction.s for items to be filled by self- 
enumeration. 

Instructions from the 1950 Enumerator’s Reference Manual, 
and the schedule used in the enumeration, are reproduced in the 
appendix to the United States Sunmuiry chapter of J9I)0 Oenffua 
of Housinf/, Volume I, (General CliaractcrutWH, 

Some of the definitions used in 1900 differ from those used in 
1950 and earlier, as iiidiciited below in the explanations of the 
items. These changes were made after ooiisultatiou with users of 
housing census data to improve the statistics ovcm though it was 
recognized that comparability would be alfected. Statements on 
comparability with 1950 and earlier censuses do not always apply 
spedfically to Alaska and Hawaii ; the subjects and <*oiu'epts ap- 
plicable to the censuses in these two States are discussed in the 
section “Housing data for Alaska and Hawaii.” 

As in all surveys, there were some failures to excK'Ute the in- 
structions exactly, regardless of the eniimeratiou procedures 
applied, and some erroneous interpretiitioiis have undoubtedly 
gone uiicleteeted. 

LIVING QUARTERS 

Living quarters were enumerated as housing units or group 
quarter.s. Usually a housing unit is a house, apartment, or Hat. 
However, it may be a trailer or a room in a hotel. A structure 
intended primarily for business or other lumrcsidentinl use may 
also contain a housing unit; for example, the rooms in a ware- 
house where the watchman lives, or the living quarter.s of a mer- 
chant in bade of his shop. Group quarter.s are found in iiiSJtitii- 
tions, dormitories, barracks, rooming houses, and other places 
where the occupants do not have separate living arrangements. 

Housing unit. — A house, an apartment or other group of rooms, 
or a single room is regarded as a housing unit when it is occu- 
pied or intended for occupancy as separate living quarters, that 
is, when the occupants do not live and eat with any other per- 
sons in the structure and there is either (1) direct access from 
the outside or through a common hall, or (2) a kitchen or cooking 
equipment for the exclusive use of the occupants of the unit. The 
occupants of a housing unit may be a family or other group of 
l>ersans, or a person living alone. 

Trailers, tents, boats, and railroad cars are included in the 
hou.sing inventory if they are occupied as housing units. They 
are excluded if they are vacant, used only for extra sleeping space 
or vacations, or used only for business. Hotel accommodations 
are housing units if they are the usual residence of the occupants. 

Both vacant and occupied housing units are included in the 
housing inventory. Vacant quarters are excluded, however, if 
they are still under construction, being used for nonresidential 
purposes, unfit for human habitation, condemned, or scheduled 
for demolition (see section on “Vacant housing unit”). 

Betmnination of housing unit . — Occupied living quarters 
were classified as housing units on the basis of information sup- 
plied . by household members on the Advance Census Report 
(ACR) and questions asked by the enumerator where necessary. 
Identification of vacant housing units was determined by the 
enumerator, through observation and questions asked of the 
owners, landlords, or neighbors. 
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HOUSING UNIT DETERMINATION 


Self-enumeration 

a. Does more than one family live 

in this home? 

Yes □ No □ 

b. (// yes) Do they live and eat 

with your family? 

Yes □ No □ 

c. Please be sure to list — 

All members of your family living 
with you, including babies. 

All other relatives living here. 
Lodgers and boarders living here. 
Servants^ hired hands, others not 
related to you who are living 
here. 

Anyone else staying here but who 
has no other home. 


e. Do you have a kitchen or cooking 

equipment — 

For use of the people in your 
household only (those you 

listed) - □ 

Shared with another house- 
hold or no cooking equip- 
ment □ 

f. Does anyone else live in this 

building or anywhere else on 

this property? 

Yes □ No □ 

g. As far as you know, are there any 

vacant apartments or vacant 
rooms for rent in this building 
or elsewhere on this property? 
Yes □ No □ 


Direct interview 

a. Does more than one family live 
in this home? 


b. (If yea) Do they live and eat 

with the family, or do they hove 
separate quarters? 

c. What is the name of the head of 

this household? 

What are the names of all other 
persons who live here? 

(^Before listing ‘‘other relatives” 
or “nonrelatives” hnd out if 
they have separate quarters) 

Determination 
by enumerator 

d. Access to unit 

Direct from outside or com- 


mon hall O 

Through another unit O 


Direct interview 

e. Kitchen or cooking equipment 


For exclusive use O 

Shared or none O 


f. Does anyone else live in this 
building or elsewhere on this 
property? 


g. Are there any vacant apartments 
or any vacant rooms for rent? 


h. {Ask about next unit) Name? 
No. of people? When home? 
(If vacant) Whom to see? 


In lining the ACE, the reBpondent made the initial deter- 
inination of the housing unit. The linal detoriniiiation wjih made 
by the enumerator as he followed the i)rocedure oulliiied on the 
FOSDIO s(!hednle. The decision as to what cniiBtituted a housing 
unit was made on the basis of the living arrangeinonts of the 
oecupantH and not on relatioiishii). 

Some of the (luestions on the FOSDIC schedule i)arallel tli<KS(‘ 
on the self-enumeration form (ACE) as indicated 1)g1ow. For 
these questions, the enumerator referred to the ACE for tlu^ 
answers. If only one family lived in the house, the enumerator 
regarded the qmirters as one housing unit and no further probing 
was necessary to determine whether the quarters were “separate” 
quarters. (In such cases, dire(d: access and separate cooking 
facilities were regarded as characteristics of the housing unit 
rather than criteria of separateness.) If there was evidence of 
additional separate quarters, such as a second mailbox or doorbell, 
or the presence of other relatives or nonrelatives, the eiiuinerator 
was to determine whether there were additional hoiising unitvS on 
the basis of either direct access or separate cooking facilities. 
Quarters that did not meet either criterion were not considered 
sufficiently separate to qualify as housing units. Quarters whose 
occupants' shared living arrangements were combined Into one 
housing unit (unless the combined quarters contained five or more 
persons unrelated to the head, in which case the quarters were 
considered group quarters) . 

As a final step in the determination of separate housing units, 
the enumerator was instructed to take account of the respondent’s 
answers to questions about other quarters on the property. 

Living quarters are regarded as having direct access if the 
entrance is direct from the outside of the structure, or through a 
common hall, lobby, or vestibule used by the occupants of more 
than one unit. The hall, lobby, or vestibule must not be part of 
any unit, but must be clearly separate from all unit.s in the struc- 
ture. Living quarters have access through another unit when the 
only entrance to the room or rooms is through a room or hall which 
is part of the other unit. 


A kitchen is defined as a room used primarily for cooking and 
the preparation of meals. Cooking cquipiuent Is defined as (1) 
a range or stove, whether or not it is regularly used, or (2) other 
equipment such a.s a hotplate or electrical appliance if it is used 
for the regular preparation of meals. EquipinenI: is for exclusive 
use if it is used only by the occupants of one unit (see also section 
on “Exclusive or shared use”). Vacant units are considered to 
Inive cooking cqiiipmenj: if the last occupants had such equipment. 

Hotel, motel , — Occupied i-ooms or suites of rooms in hoteLs, 
motels, and similar places are classified as housing units only 
when occupied by usual residents, i.e., persons who consider the 
hotel as their usual place of residence or have no usual place of 
residence elsewhere. Vacant rooms or suites of rooms are classi- 
fied as housing units only in those hotels in which TH perc*ent or 
uioi*e of the accommodations are occupied by usual residents. The 
75-percent limit is an arbitrary rule, the intent being to exclude 
from the housing inventory those quarters usually oceui>ied by 
transient guests. 

The distinction between hotels and rooming houses in the lOCO 
Census was made by the enumerator generally on the basis of local 
usage. 

Rooming house, boarding house . — If any of the occupants 
in a rooming or boarding house have separate quarters and do 
not share living arrangements with other occupants in the struct- 
ture, such quarters are considered separate housing units. The 
remaining quarters are combined. If the combined quarters 
contain four or fewer roomers unrelated to the head, they are 
(fiassiflod as one bousing unit; if the (annhiiuMl quarters contain 
live or more roomers unrelated to the head or person in charge, 
they are classified as group quarters. In a dormitory, residence 
hall, imi'ses’ home, or similar place, living quarters of the super- 
visory staff are separate housing units if they satisfy the hous- 
ing unit criteria; other living quarters are considered group 
quarters. 

Institution . — Living quarters of staff personnel are separate 
housing units if they satisfy the housing unit criteria. Other 
living quarters are considered group quarters (see section on 
“Group quarters”). 

Gompar ability with eai'lier ocnsuscs. — In/ 1050, the unit of 
euumeratiou was the dwelling unit. Although the definition of 
“housing unit” in lOOO is essentially similar to that of “dwelling 
unit” in 11)50, the housing unit definition was designed to encom- 
pass all i)rivat:e living quarters, whereas the dwelling unit 
definition did not cover all private living accommodations. In 
1050, a dwollliig unit was defined as (1) a group of rooms oc- 
cupied or intcMidod for otjcupancy as separate living quarters and 
having either separate cooking equipment or separate entrance; 
or (2) a single room occupied or intended for occupancy as sep- 
arate (luarters if (a) it iiad separate cooking t^uipment, (h) 
it was located in a regular apartment house," or (c) it constituted 
the only living quarters in the structure. 

The mnin difference between housing units and dwelling 
units is in the treatment of one-room quarters. In lOfiO, seg)- 
(irate living quarters consisting of one room with direct a<;cess 
but without separate cooking equipment qualify as a housing 
unit whether in an apartment house, rooming house, or house 
converted to apartment use. In hotels in lOfiO, a single room 
qualifies as a housing unit if o(‘(!upit‘d by a per.sou whose usual 
residence is the hotel or a person who has no usual residence 
elsewhere; a vacaiit room (including quarters temporarily oc- 
(uipied by a nonresident) qualifies as a housing unit only if 75 
percent or more of the accommodations in the hotel are occupied 
by usual residents. In 1050, a one-room unit without separate 
cooking equipment qualified as a dwelling unit only when located 
in a regular apartment house or when the room constituted the 
only living quarters in the structure. In hotels In 1950, oc- 
cupied and vacant quarters that satisfied the dwelling unit cri- 
teria were included in the housing inventory only if more than 
half the aecoimnodations in the hotel were for permanent guests ; 
if less than half, none of the quai*ters were included in tlie hous- 
ing inventory. 

Data on access and cooking facilities of one-room quarters 
are given in JMO Census of Housing, Volume II, Mciro 2 yoUtan 
Housing^ As explained above, separate living quarters contain- 
ing one room with direct access but having no separate cooking 
equipment were housing iinit.s in 1900 but would not have quali- 
fied as dwelling units by the 1950 definition tmless they were 
loc'ated in a regular ai)artment house or were the only living 
quarters in the structure. Approximately one-half million oc- 
cupied units, amounting to about 1 percent of the housing inven- 
tory in the tlnitccl States as a whole, were 1-room units with 
direct access but with shared or no kitchen or cooking equipment 
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States and Small Areas 


(table 8 of Volume II) . For the most part, the units were renter 
occupied, and roughly four-fifths of them were located inside 
standard metropolitan statistical areas. It is not possible to 
determine what portion would qualify as “dwelling units” since 
there is no measure of the number of units in regular apart- 
ment houses or the number that are the only living quarters iu 
the structure. 

The evidence thus far suggests that the use of the housing 
unit concept in 1960 instead of the dwelling unit concept as in 
1950 had relatively little ejTect on the counts for large areas and 
for the Nation. Any effect which the change in concept may have 
on comparability can be expected to be greatest in statistics for 
certain census tracts and blocks within metropolitan areas. 
Living quarters classified as housing units in 1960 but which 
would not have been classified as dwelling units in 1950 tend to be 
clustered in tracts and blocks where many persons live separately 
in single rooms in hotels, rooming houses, and other light house- 
keeping quarters. In such areas, the 1960 housing unit count 
for an individual tract or block may be higher than the 1950 
dwelling unit count, even though no units were added by new 
construction or conversion. 

In the 1940 Census, a dwelling unit was defined as the living 
quarters occupied, or intended for occupancy, by one house- 
hold. A household consisted of a family or other group of per- 
sons living together with common hoiisekeei)ing ari^angements, 
or a person living alone. The instructions to the enumerator 
did not explicitly define living quarters as separate units on the 
basis of cooking equipment or access. Furthermore, living quar- 
ters with five lodgers or more were included in the 1940 housing 
inventory but excluded in 1950 and 1960. Even though there 
were differences in the definitions used in each of the ceiisnse.s, 
the overall effect of the change in definition is believed to be 
small. The differences, if any, would have the greatest effect on 
data for small areas such as census tracts or blocks. 

Statistics on the number of occupied units (identified as 
“families” in the early censuses) are available from the Cen- 
suses of Population from 1930 back to 1890, with limited data 
back to 1850. The term “family” or “home” used in these cen- 
suses is essentially comparable with the current term “housing 
unit” (see section on “Occupied housing unit”). 

Comparability with 1959 Components of Inventory Change 
survey . — In the Components of Inventory Change survey, a sample 
survey conducted in December 1959 as part of the 1960 Census of 
Housing, the “dwelling unit” was the unit of enumeration, the 
dwelling unit being defined as in 1950 (see 1960 Census of Hous- 
ing, Volume IV, Components of Inventory Change, Part lA-1, 
UniteH States and^ Regions). The dwelling unit was used in the 

1959 survey so that change between 1950 and 1959 could be 
measured on a unit-by-unit basis. 

For the United States as a whole, the estimate of the number 
of dwelling units from the December 1959 sample survey is 
58,468,000 and the count of housing units from the April 1960 
Census is 58,326,000. For metropolitan areas, however, the 
count of housing units from the April 1960 enumeration for the 
17 areas for which separate data are provided in Volume IV is 
slightly higher than the count of dwelling units from the Decem- 
ber 1959 survey ; there is evidence that this difference exists even 
after allowance for sampling variability of the 1959 estimate and 
dates of enumeration. Furthermore, the estimate from the April 

1960 enumeration of the number of 1- and 2-room renter-occupied 
housing units in the 17 areas is higher than the estimate of 
dwelling units in the comparable category from the December. 
1959 survey. 

As indicated above, the housing unit concept is more inclusive 
than the dwelling unit concept. The effect of the conceptual 
difference alone, however, may not be revealed by the results of 
two separate surveys or censuses. Other factors which affect 
comparability between the December 1959 and the April 1960 
figures include the different enumeration procedures employed, 
the degi-ee of overenumeration and underenumeration in both the 
survey and the census, the estimation procedure used for the 1959 
results, and the sampling variability of the 1959 estimates. The 
results of the two enumerations are being evaluated in more 
detail to determine the relationship between the two concepts. 

Group quarters.— Occupied quarters which do not qualify as 
housing units are considered group quarters. They are located 
most frequently in institutions, hospitals, nurses’ homes, rooming 
and boarding houses, residential clubs, missions and flophouses, 
military and other types of barracks, college dormitories, frater- 
nity and sorority houses, convents, and monasteries. Group 
quarters are also located in a house or apartment in which the 


living quarters are shared by the head and five or more persons 
unrelated to him. Group quarters are not included in the housing 
inventory; therefore, counts and housing characteristics of such 
quarters are not reflected in the data in any of the housing re- 
ports. The 1960 concept of group quarters is similar to the 1950 
concept of non dwelling-unit quarters. 

According to the results of the 1960 Census of Population, ap- 
proximately 4.9 million people or 2.8 percent of the total popula- 
tion of the United States lived in quarters not defined as housing 
units. In 1950, the number of persons whose quarters were not 
Included in the dwelling unit inventory was 5.7 million or 3.8 
percent of the total 1950 population. The 1950 figures are not 
entirely comparable with the 1960 figures ; it is i)robable, due to 
the change in definition from “dwelling unit” to “housing unit,” 
that some 1-room quarters which were housing units in 1900 
would not have been dwelling units according to the 1950 defini- 
tion. 

OCCUPANCY CHARACTERISTICS 

The questions used to ascertain occupancy characteristics of 
housing units are shown below. The items on persons, color, 
and tenure appeared as self -enumeration items on the Advance 
Census Report; the item on year moved and the questions 
related to farm-nonfarm residence for occupied units appeared 
as self-enumeration items on the Household Questionnaire, 
which was used in tw;o-stage areas. The direct-interview 
questions appeared on the FOSDIO schedule. Vacancy status, 
duration of vacancy, and the number of acres in the place for 
vacant units were determined by the enumerator through in- 
formation obtained from owners, landlords, or neighbors. 

Occupied housing unit. — ^A housing unit is “occupied” if it is 
the usual place of residence of the person or group of i)ersons 
living in it at the time of enumeration. Included are units ocfcu- 
pied by persons who are only temporarily absent, such as per- 
sons on vacation. Units occupied by i>ersons with no usual place 
of residence are also considered “occupied.” For example, a unit 
occupied by migratory workers who have no usual residence else- 
where is considei’ed occupied ; however, if the migrants have a 
residence elsewhere, the unit in which they are temporarily living 
is classified as vacant. 

A household consists of all the persons who occupy a housing 
unit By definition, therefore, the count of occupied housing units 
is the same as the count of households in the 1960 Census of 
Population reports. In some cases, however, there are small 
differences in the counts resulting from processing procedures. 
(The ratio estimation procedure for population data was carried 
out for groups of persons on the basis of age, color, sex, head of 
household by tenure of unit, and nonhead ; the estimation proce- 
dure for housing data was carried out for groups of housing units 
on the basis of tenure, color, and vacancy status ; see section on 
“Ratio estimation.”) 

The same definition for classifying a unit as occupied was 
used in the 1950 and 1940 Censuses of Housing. The concept 
of occupied units in the Censuses of Population in 1930 and 
earlier, although identified as “homes,” “families,” or “private 
families,” are also essentially comparable with the 1960 concept 
of occupied housing units (or households). The counts in some 
of the earlier censuses included group quarters (or quasi-family 
groups) , with each institution, rooming house, and similar quar- 
ters counted as one unit. 

Population in units . — ^The “population in housing units, 1960” 
is the total count of persons living in quarters classified as hous- 
ing units ; it excludes persons living in group quarters. The 1960 
figure for “i)opulation per occupied unit” was computed by divid- 
ing the i>opulation in housing units by the number of occupied 
units. IVhen this figure is tabulated from a sample, it is subject 
to some sampling variability (see section on “Sample design and 
sampling variability” ) . 
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PERSONS, COLOR 


Self-enu7nerali(m 

P2. Names of persons living here on 
April 1, 1960f ond those staying 
here who have no other home. 

IVriic names tn this order: 

Head of household on first line. 
Wife of head. 

Unmarried children, oldest first. 
Married children and their families. 
Other relatives. 

Others not related to head of 
household. 


P5. Is this person — 
White 
Negro 

American Indian 

Japanese 

Chinese 

Filipino 

Hawaiian 

Part Hawaiian 

Aleut 

Eskimo 

(etc.) 


Direct interview 

P2. Name — Enter last name first. 


List persons in this order: 

The head. 

His wife. 

Unmarried sons and daughters (In 
order of age). 

Married sons and daughters and 
their families. 

Other relatives. 

Other persons, such as lodgers, 
maids, or hired hands who live In 
and their relatives living in. 

Deter'ininaiion 
by enumerator 


P5. Color or race 

White O 

Negro O 

American Indian O 

Japanese O 

Chinese O 

Filipino O 

Other O 


Specify other:. 


TENURE, YEAR MOVED INTO UNIT 


Self ■’enumeration 

H1 2. is the house, port of the house, 
or apartment In which you live — 
Owned or being bought by you 
or someone else in your house- 
hold □ 

Rented for cash - □ 

Occupied without payment of 

PI 2. When did this person move into 
this house (or apartment)? 


Direct interview 

Hi 2. Is this unit owned by someone 
living in it or is it rented? 


Owned or being bought O 

Rented O 

No cash rent O 


PI 2. In what year did he move into 
this house (or apartment)? 


Check date of last move: 

In 1959 or 1960 □ 

In 1958 □ 

In 1957 □ 

April 1955 to Dec. 1956 □ 

Jan. 1954 to March 1955 — □ 

1950 to 1953 □ 

1940 to 1949 □ 

1939 or earlier - □ 

Always lived here O 


Mark date of last move: 

1959-60 O 

1958 O 

1957 O 

April 1955 to Dec. 1956 O 

Jan. 1954 to March 1955 O 

1950-53 O 

1940-49 P 

1 939 or earlier P 

Always lived here O 


VACANCY STATUS, DURATION OF VACANCY 

Determination by enumerator 

H7. Occupancy 


Occupied O 

Vacant: 

Year-round O 

Migratory wkr O 

Seasonal O 

Hi 3, Vacancy status 

For rent O 

For sale only O 

Rtd. or sold not occ O 

For occasional use O 

Other vacant O 

H38. How many months has this 
unit been vacant? 

Up to 1 month O 

1 up to 2 O 

2 up to 4 O 

4 up to 6 O 

6 or more O 


FARM-NONFARM RESIDENCE 


Self-’enumeration 

HI 7 and HI 8. is this house — 

On a city lot (or is this an apart- 
ment building) □ 

OR 

On a place Last year (1959), 
of less /did sales of crops, 

than 10 / livestock, and other 

acres □ farm products from 

this place amount 
to $250 or more? 


$250 or more □ 

Less than $250 
or none O 


OR 

On a place Last year (1 959), 
of 1 0 or / did, sales of crops, 

more / livestock, and other 

acres □ farm products from 

this place amount 
to $50 or more? 


$50 or more □ 

Less than $50 
or none □ 


H42. Does your rent include any 
land used for farming (or ranch- 

l«8)? 

Yes □ No □ 


Direct interview 

Hi 7. Is this house — 

On a city lot (or apt. bldg.) O 

On a place HI 8a. If occupied — 


of less / Last year> 1 959, 
than 1 0 / did sales of crops, 

acres O livestock and other 


form products from 
this place amount 
to — 

$250 or more.. O 
Less than $250 
(or none) O 


On a place Hi 8b. If occupied — 


of 10 or / Last year, 1959, 
more / did sales of crops, 
acres O livestock and other 


farm products from 
this place amount 
to — 

$50 or more,... O 
Less than $50 
(or none) O 

H42. Does the rent include any land 
used for forming (or ranching)? 

Yes O No O 


ILv doiiiiUioH, •llio ])()i)Ulii1ion in hoiKsiiig niiits is the sanio as 
p<)\ailatl()u in liousoliaUls in 1110 reports nl! I, lie 10(1(1 (Tensvis oC 
PopnlMlioii. In some (*ases, liovvevor, there are small <lilTercm('es 
resnltiuK J’rom processiiii^ i)r(>ce(lur(‘s (see (UM<‘UHKioii of house- 
holds in the section above on '‘Occupiecl housing unit.”), 

•^I'lie “poimlntiou hi dwelling units, 11)50” is the 1050 pop- 
ulation in (imirha’s elassihed as dwelling units; and the “ixarnhi- 
tioii p(‘r (X'eupied unit” is computed in the same way as tlie 10110 
lignre. Although the coneepts are simihir, the (diang(‘ from 
“(Iwelllng unit” to “housing unit” nuiy liave iiitr(Klu(:(‘d tin ele- 
ment of dilTi'rence between the 10(10 and 1050 ilgviiavs in some 
areas, 

The 1050 llguri‘s for places, urbanlzixl iiroas, and (‘ouutles in 
VoliiiiH' T of the 1000 Housing reports are based on hoiindarles 
us of 1050. For individual SMSA’s and the total inside and out- 
side l^MSA’.s, the 1050 iigures are l)as(‘d on li)(10 honndari(\M; for 
(!(mtral citie.s, how(‘ver, the figures are based on 1050 city Umils 
for (dt’K'.s (h'slgiiated ('entral cities in 10(10. The 1050 figures for 
tlK^ urban and rural portions of a State, division, region, or the 
United States are based on the 1.050 designation of urban and 
rural territory, Tlie 1050 figures for rural-iioiifarm ami rural- 
farm units in table 5 in the State ehaiihu’s reflect the 1050 defi- 
nition of farm residence; hetauise of the change in the definilion 
of farm resideiu'e, the 1050 and 10(10 figures are not comiyaralde. 

Leach'rs ( ) are shown where it was not possible or feasible 

to reconstruct the 1050 flgur(‘s. 

fl'he “popiilatiou per occupied unit” in the 1940 Census of 
Housing is essentially comparable with the concept of “population 
lier occupied unit” (or “iiopulation per houstfliold”) in the 1050 
and 10(J() Censuses. Similarly, the concept of population per unit 
(identified as “population per family” or “population per private 
family”) in the Censuses of Population in 1930 and earlier are 
essentially comparalde with the current concept of population per 
occupied unit (or household) . The population count in the pui)li- 
cations of 1040 and some of the earlier censuses, however, is the 
total population and includes persons in institutions, roaming 
houses, and similar quarters. Likewise, counts of units (fami- 
lies) for some of the censuses include group quarters or quasi- 
family groups. Tims, comparability Is affected in small areas 
having an appreciable number of persons in group quarters 
( qua si -family groups) , 

In text table F in the United states Summary chapter, total 
population was used for all years in the computation of the pop- 
ulation per occupied unit to provide consistency. 
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Persons ( P2 ) . — All persons enumerated in the 1960 Census of 
Population as members of the household were counted in deter- 
mining the number of persons who occupied the housing unit. 
These persons include not only occupants related to the head but 
also any lodgers (roomers, boarders, partners, wards, foster 
children) and resident employees who shared the living quarters 
of the household head. 

The median number of persons for occupied housing units 
is the theoretical value which divides the distribution into two 
equal parts-oue-half the units having more persons and one-half 
having fewer persons than the median. In the computation of the 
median, a continuous distribution was assumed, with the whole 
number of persons as the midpoint of the class interval. For 
example, when the median was in the 3-person group, the lower 
and upper limits were assumed to be 2.5 and 3.5 persons, respec- 
tively. In table 26 of the State chapters of Volume I, the median 
for all occupied units was computed from the 100-percent count 
of units, whereas the medians for owner- and renter-occupied 
units were computed from the 25-percent sample of units. The 
sample rate for medians in other tables is given in table I. 

Comparable data on the number of persons in the unit are 
available from the 1950 and 1940 Censuses of Housing. In certain 
areas, comparability may be affected to some small extent by the 
change in concept from dwelling unit to housing unit. Data are 
available also from the Censuses of Population in 1930 and 
earlier; however, data for some of these censuses pertain only 
to persons related to the head. 

Persons ■ per room, — The number of i^ersons per room was 
computed for each occupied housing unit by dividing the number 
of persons by the number of rooms in the unit. The tabulation 
form contained a terminal category of ‘TO or more” rooms ; for 
purposes of the computation, the terminal category was given a 
mean value of 11. Similar data are available from the 1950 and 
1940 Censuses. 

Color (P5). — Occupied housing units are classified according 
to the color of the head of the household into two groups, white 
and nonwhite. Data for units with nomvliite housliold heads are 
published for areas having a specified number of such units (see 
section on “Description of tables”). The color group designated 
“non white” consists of such races or ethnic groups as Negro, 
American Indian, Japanese, Chinese, Filipino, HaAvaiian, Eskimo, 
Aleut, Korean, Asian Indian, and Malayan. Persons of Mexican 
birth or ancestry who are not definitely of Indian or other non- 
white race are classified as white. Persons of mixed racial 
parentage are classified as nonwhite. 

The concept of race, as it has been used by the Bureau of the 
Census, is derived from that Avhich is commonly accepted by the 
general public. The use of self -enumeration in the 1960 Census 
may haA^e affected the accuracy of the data on color as compared 
with earlier censuses. Whereas formerly the classification was 
obtained in most cases by the enumerator’s observation, in 1960 
it was possible for members of the household to classify 
themselves. 

Data on color of head of household are available from the 
1950 and 1940 Censuses of Housing. Except for 1910, the number 
of units (families) by color of household head is available from 
the Censuses of Population from 1930 back to 1890 (data for 
1910 being available only for the Southern States). 

Beads of Spanish surname and Puerto Rican heads, — In 
order to provide data for housing occupied by Spanish- and 
Mexican-Americ'ans for areas of the United States Avhere most 
of these persons live, white household heads of Spanish surname 
were identified in five Southwestern States (Arizona, California, 
Colorado, New Mexico, and Texas). In all other States, Puerto 
Rican heads of households were identified. Puerto Ricans com- 
prise persons born in Puerto Rico and persons of native parentage 
with at least one parent born -in Puerto Rico (as determined by 
population items on place of birth). Native persons include per- 
sons born in the United States, the Commonwealth of Puerto Rico, 
or a possession of the United States. Data are published in the 
State chapters for areas having a specified number of units with 
AA'hite household heads of Spanish surname or units with Puerto 
Rican heads (see section on “Description of tables”). No data 
for these units are published in the United States Summary 
chapter. 

Housing data were published in 1950, but not in earlier cen- 
suses, for units with white household heads of Spanish surname 
in the five Southwestern States. Housing data for units with 
Puerto Rican heads are not available in censuses prior to 1960. 

Tenure {E12).—A. housing unit is “owner occupied” (reported 
as “owned or being bought” on the enumeration forms) if the 
owner or co-owner lives in the unit, even if is mortgaged or not 


fully paid for. The owner need not be the head of the household. 
A cooperative apartment unit is “owner occupied” only if the 
owner lives in it. 

All other occupied units are classified as “router occupied,” 
including units rented for cash as well as units occupied without 
payment of cash rent. Units rented for cUvSh (reported on the 
direct-intervieAV form as “rented”) are units for which any money 
rent is paid or contracted for. Such rent is coiiinionly paid by the 
occupants but may be paid by persons not living in the unit — for 
example, a Avelfare agency. Units for Avhicli no cash rent is paid 
include units provided by relatives not living in tlic unit and 
occupied without rental payment, units provided in exchange for 
services rendered, and units occupied hy a tenant rarmcr or share- 
cropper Avlio does not pay any cash rent. “No cash rent” appears 
as a category in the rent tabulations. In county tables for rural- 
farm units in the State chapters, the category appears under 
“rent status.” 

Essentially the same definitions of teniu’o were used in the 
1950 and 1940 Censuses of Housing and in the Censuses of Bopu- 
lation from 1930 back to 1890. 

Year moved into unit (P12). — Data on year moved into unit 
are based on the information reported for the head of the house- 
hold. The question refers to the year of latest move. Thus, if 
the head moved hack into a unit he had previously occupied, the 
year he moved back was to be reported ; or if he moved from one 
apartment to another in the same building, the year lie moved 
into his present unit was to be reported. 

The intent of the question is to establish the year the present 
occupancy of the unit began, as indicated by the year the house- 
hold head moved into the unit. The year the head moves is not 
necessarily the same year other members of the Inmsehold move, 
althougli in the great majority of cases the entire household moves 
at the same time. The statistics roughly reflect turnover in occu- 
paiK^y of units but do not necessarily indicate the total number 
of changes in occupancy that have occurred in a given i>eriod. 

Data on year moved into the unit were not collected in cen- 
suses prior to 1900. 

Vacant housing unit . — A housing unit is “vacant” if no per- 
sons are living in it at the time of enumeration. However, if its 
occupants are only temporarily absent, the unit is considered 
occupied. Units temporarily occupied entirely by persons having 
a usual place of residence ehseAvhere are classified as Amcant (the 
unit at their usual residence is considered occupied). A vacant 
unit may be furnished or uiifimiivSlied ; it may be offered for rent 
or sale ; it may have been rented or sold but the new occupants 
have not moved in; or it may be held off the market for the 
owner’s occasional or future use, for si>ecuhition, or for other 
reasons. 

Newly constructed vacant units are included in the inventory 
if construction has reached the point that all the exterior AviiidOAvs 
and doors are installed and the final usa][)le floors are in place. 
If coiivStructiou has not reached this point, the unit is excluded. 
Dilapidated vacant units are included, provided they are still 
usable as living quarters ; they are excluded if they are unfit for 
human habitation. Vacant units are defined as unfit for human 
habitation if, through deterioration or vandalism, most of the 
doors and ^vindo^^^s are missing and the floors are unsafe. 

Vacant quarters are excluded from the housing im^entory if 
there is positive evidence (a sign, notice, or mark on the house 
or in the block) that the unit is to he demolished. Vacant quarters 
condeniued for reasons of health or safety so that further occu- 
pancy is prohibited are likewise excluded from the inventory. 
Also excluded are quarters being used for commercial or business 
liurposes, quarters used for the storage of hay, machinery, busi- 
ness supplies, and the like : and vacant trailers. 

With few exceptions, the same general instructions were used 
in 1950. In the 1960 Census, howeA^er, the instructions for enu- 
merating certain vacant units were more specific than in 1950, 
l>articularly the instructions regarding units to be demolished, 
units unfit for human habitation, and units being used for non- 
residential purposes. It is possible also' that comparability is 
affected in some areas hy the change from “dAA^elling unit” to 
“housing unit.” 
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Inforiuaiioii for viu-iuit: nuii.s was lirsi; oollorlod in tlu* 1040 
(Viisns of Housing. Tlio counts and categories an^ not entirely 
comparable with those in ItlOO. Tli(‘ 10(>() and lOoO counts are 
('onsidered more inclusive, 

Ycar-nmnd or ftcasonal occiipanojj ( //7) .—Year-round hous- 
ing units are units which are usually occupied or intemded for 
(xaMipancy at any time of the year. A unit; used only occasionally 
throughout; the year is considered a year-round unit. In r(‘sort 
art'as, a unit whicdi is usually o(‘cui)ied on a year-round basis is 
also (‘onsidered a y(‘ar-round unit. 

Seasonal units are intended for occupancy during only a 
s(‘as()n of ihe year. Included are units intended for summer or 
wiiit(w re(*reational use, such as beaidi cottages and luinting 
cabins; units held for herders, loggers, aiul caniierv workers; and 
umts inUmde<l for migratory wovkvva (miployed in faianwork 
duiing the crop season. Although nails held for migratory work- 
(u-s were separat(4y identitied by the ennnu'rator, lli(‘y w(M'(‘ iii- 
(Muded with other seasonal units in the tabulations. 

T 1 <1i‘nniti(m.s were iisc'd in tln‘ 11)50 Census. 

In lrK)(), however, nnils whifdi "were tem[)orarily o(*ciijn<*d by per- 
.sons liaving a n.sual n\sidenco elsevvluu-i^ fcla.ssitied as “nonia'si- 
denl, units) were shown as a si'-iiarafe category and, altliougli 
llu\y were laasited as va('ant units, tliey wcia^ not chissitied by 
.year-round or seasonal use as in 11)00. It is believed i hat most, of 
tlie ‘nonresident” units in 11150 would liavo been classi/ied -as 
seasonal. 

Data, for year-round units are prescniiled by (‘oiidition and 
vacaiu'.v stat.ns in most tables. Dor seasonal units, however no 
detail is shown. 

yaranop fitutus (./f /d).— -Status of a vacant unit is rtnmrted 
as of the -time of enumeration. In -the lalmhitions, the live calc- 
g«)ri(‘M described liolow apply lo vacant units intended for yi^ar- 
roimd occuiiancy and in sound or didmdorating condition. 

The (‘onni; of avuUahle vaeanciiss constitutes a measure of 
vacant: units on the housing market, ft. (anisists of units whieli 
ar(‘ for year-round (uampancy, are in eillnn* sound or deteriorating 
<ani(Ution, and are offered for rent, or for sale. Excluded an* 
seas<nial units; dilaiiidatcxl units; and units already rmitial or 
^oUh held for oceasioual use, or not on the rental or .sale inarki't 
for oilier reasons. 

The 11)()0 category “available” is comparahli^ with ihe 1!)5() 
category “non.sea.sonal mb; dilapidahxl, for rent or sale,” The 
si‘parato (‘ulegories “for sale only” and “for rent” for both years 
also are ('omparahle since essentially the same coneeiits weri‘ 
us(‘d ; in 11150, however, characteri.stics were not (ahiilail(‘d for tin' 
two groups separately, ox('ept for value and rent. Tli(‘ cat(‘gori<‘s 
provided in the 1114:0 Census reports are not eoiiiparahh^ with tlu‘ 
lOOO-or 11150 categories. 

IFnils available for nalc only are the available vacairt units 
which are offered for sale only ; they exclude unit s offered “J‘or 
sale or rent.” A vacant unit in a eoopi'ratively owinal apartment 
building is included if the individual unit is “for sale only.” A 
vacant: unit in a multiunit structure which is for .sale as an’eulire 
striictun^ is included if that; uiiil; is intended to he ocempied by 
the new owner and if the unit is not also for rent. 

Units availahle for rent are the available vacant units which 
are offered for rent and those offered for rent or sale a t the sanH‘ 

I line. 

Tlie category tabulated as rented or sold, await iny oeenpancy 
(-onsists of vacant units which are for year-round occupancy and 
ill either sound or deteriorating condition, and \vliicli have been 
rented or sold but the new occupants have not moved in a.s of the 
(late of enumeration. 

The (.‘ategory itabiilated as held for occasional use con.sists of 
vacant units which are for year-round occupancy and in either 
sound or deteriorating condition, and which. are held for weekend 
or other occasional use. The intent of this (iiiestion was to id(}ii- 
tify homes reserved by their owiier.s as “second homes.” Because 
of the difliculty of distinguishing between this category and sea- 
sonal vacancies, however, it is possible that some second lionuis 
were classified as seasonal and therefore are included in the 
category “seasonal.” 

The category tabulated as held for other reasons consists of 
vacant units which are for year-round ocaaipancy and in either 
sound or deteriorating condition, and which arc held off the mar- 
ket for reasons not specified above. For example, the category 
includes units held for a caretaker or janitor, units hold for 
settlement of an estate, and units held for personal reasons of the 
owner. 


The categories “rented or sold, awaiting occupamw/’ “ludd 
tor occa.sioiial use,” and “Iield for other reasons” when combined 
are (‘omparable with the IhoO category “lumseasoiial not dilapi- 
(laUxl, not for rent or sale” (anil some portion of tlie 1U5() 
“nonresident” category ) . 

Homeowner vaeancy rate. — ^Tlie percentage relationship be- 
tw(*eu vacant, units available for sale and the total homeowner 
iuvcMitory is termed the homeowner vacaincy rate. The total 
hoineowiuu* inventory consist, s of owiK'r-oiH^npied units and vacanl 
units available for sale. This rate more adeipiately describes tlu* 
sale market than a rat e based on total housing units. 

ilental raeaney rate. — The iicrcenlage relatioiisliip between 
vacant units available for rent and the total rental inventory is 
termed the rental vaeiiney rate. Tlie totiil rental inventory con- 
sisls of iviiter-ocenpied units 'and vacant units available for rent. 
This rate mori^ acliMiuately de.scribes r(‘ulal market conditions 
I hail a. rate based on total housing units. 

Duraiiou of vaeancy {lldH). — Tin* duration of vacaney is tlu* 
h'liglh of time (in months) from the dale I lie last occupants 
moved from the unit to tlie dat.e of enunieral ion. The (lain, 

1 lu*r(‘l‘ore, d(> not providi* a din*ct nusasure of the total length of 
time units re-main vacant. For n(*wly const riuded niiits which 
hav(' nevi'r been oei'iijned, the duration of vae^ancy repivs(*iits tin* 
lime iieriod since tlu* date coiisl riietioii was (*ompleted. 

No information on duration of vaiaiimy was colU'cted in 
1 previous ('ciisiises. 

in the place { 1111 ). — In tlu* Slate {-Iiapters of Volnitu* I, 
data on nnmb(*r of aer<*s in tlu* pliu'c are pr{*.s(>nled for vacani 
niiils in rural ti'rrilory. The eati*gories are “10 aeri's or inon*” 
and “l(‘ss than tO acres” (see scHdion on “Fanu-nonfarm 
r(‘skh*n('(‘”) . 

(tomparahility irilfi Ihe Jlonsiny Vaeaney Harvey. — Data on 
many of tin* va(*ancy clia rm*! eristics in Voliinu* I are availabh* 
foi* tlu* UniUsl Stab's (by hisidi* and (aitsidc* standard au'tropoli- 
taii slat istieal ar(‘as) I’rom I he Housing Vai'auey Survey (IIVS). 
This nalionwidi* snrvi'.v, (-(n'ering a samiih* <4* api>iv>ximal(*ly 
l”,l)(H) nuits (oe('ii)»ied and vac-ant) is c(nuhu*l(Hl monthly by tlu* 
Ihiri'au of tlu* (k'nsus in i-onjuiu-lion witli its (hirr(‘nl Uupularum 
Snrv(‘y. Data are publislu'd <nnu*t(*rly in (Uivrent lf<H(sin(j Re- 
ports, S(*ri(*s U-ITI, Uonsiny Vaeuneies. ''riu* eoiu-i'pls aiul deli- 
nil ions ns(‘d in the lIVS in lO(U) wt'n* ('.ssi'iil ially the sanu* as thosi* 
us(‘(l in ilu* April '10(10 (haisn.s. 

R(‘sulls showc'd (hat 0.1 p(*re(*nt of the tolal lumshig units 
in Ihe United Slate.s w(‘r(* vacant: aeeoi-ding to tin* xVpril lOIIO 
(kmsus and 10.2 i»(‘rc(*nt wi*re vacant aticnrdiiig to tlu* IIVS for 
tlu* first (inarb'r 1000. O’lu'si* vacant units iiu-lucU* units avaihihh* 
foi- sah* or r(‘nl, s(‘asonal units, (lilaiiidaled units, and oi h(*r lype.s 
that ai*(' lu'hl off tlu* niark(*t. Vacant, nnils availalih* for sah* 
amounted to 0.0 pen-enl of tlu* total housing inventory in the April 
1000 Uc'iisiis and 0.0 iK*re(‘nt hi (lu* IIVS; Ihe rat(‘S for vai-ant 
units availabh* for r(‘nt W(*r(* 2.5 and 2.0 p(*r(*(‘id, r(*sp(*(-l iv(*ly. 
Uharacl(*ris( i(‘s of avaihddi* vacancies, such as nnulian sah* pri(-(*. 
iiiialian i'(*nt, nu'dian numh(*r of rooms, and (lu* proportion with 
all pluinhing fac-ilitii-s agia*(‘(l fairly closely. 

Differi'iiees hetwei'ii Ihe April 1000 (k*nsiis and tlu* IIVS may 
he attrihut(‘d to several factors. Sampling variahilily of Ihe Iigur(*s 
from Ilu* IIVS and lho.se based on a sample from tlu* A[)ril 1000 
Ui'iisn.s is oiu* factor, ()th(*r faelnvs iiieliide snrv(*y t(‘(*hni(pu*s ; 
nu*th()(ls ns(*d in wc'ighling llu^ samiile estimat(‘s; Ilu* more ex- 
tensiv(* training, enidrol, and exp(*rieiie(* of the IIVS (‘inniuw- 
ators than of the c-onsns (‘inunerators ; and the use of hourly rati* 
liaynients lu tlu* IIVS and of pi(‘c(*-rate payments in the (-onsus. 

Farm-nonfarm residence (H17, H18, H42), — In rural territory, 
occupied housing units are suh(livid(*d in.to rural-farm and rural- 
lumfarm units on the basis of numbiu* of aeres in the place and 
total sales of farm products in 1050. All vacant units are iiu-lud- 
ed in the niral-iionfarm inventory. Nmuher of a(tr(*s in the place* 
was r('ip<)rt(al for va(*aiit: units hut no inforinaliou was obtained on 
sah's of farm products, 

()i‘(‘upied Uousiiig units are (-lassified as farm units if they art* 
located on phua's of 10 or more acres from which sales of farm 
liroduets amounted to $50 or more in 1050, or on places of less 
than 10 at-ves from which salt's of farm products aiuounted to 
$250 or more in 1050. Tlu* rtmuviiiing occupied units, including 
those on “city lots,” are classified as nonfarm units. (A house 
is on a city lot if it is located in a community or clc)s(*ly Imilt-up 
area and the “place” is no larger than the house uiid yard.) Oc- 
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cupied tinits for wtiicli casli rent is paid also- are classified as 
nonfarm if the rent does not include any land used for farming, 
even though the place on which the unit is located qualifies as 
a farm. 

For purposes of determining farm residence, the residential 
“place” consists of the land which the respondent considers to he 
the farm, ranch, or xjroperty. The place may consist of more 
than one tract of land ; the tracts are usually adjoining although 
they may be separated by a road, creek, or another -piece of land. 
If there is more than one house on the place, all have the same 
farm-nonfarm classification (except that, on farms, units for 
which cash rent is paid are always classified as nonfarm if the 
rent does not include any land used for farming). For example, 
if the operator lives in one house and a hired hand lives in a 
separate house on the same place, both housing units have the 
same classification. 

Sales of farm products refer to the total amount (gross 
amount) received from the -sale of crops, vegetables, fruits, nuts, 
livestock and livestock products (milk, wool, etc,), poultry and 
poultry products, and nursery and forest products produced on 
the place and sold at any time during 1959, 

Farm-nonfarm residence in 19-50 was determined for both oc- 
cupied and vacant units in rural territory by the respondent’s 
answer to the question, “Is this house on a farm or ranch?” 
Units on farms whose occupants paid cash rent for the house and 
yard only were classified as nonfarm, similar to the procedure 
in 1960. Units on institutional grounds and in summer camps 
and tourist courts were classified as nonfarm in 1050, regardless 
of the answer to the above question. Housing units in such 
places in 1960 are classified according to the answers to the ques- 
tions on acreage and sales of products. 

Farm residence was determined in the 1940 Census of Housing 
also. Counts of farm units (families) are available for each of 
the census years from 1930 back to 1890. Comparability is aifect- 
ed not only by the change in the definition of farm residence but 
also by the change in the delineation of urban and rural territory. 

In 1950 and 1940, a count of farm dwelling units located in 
cities and other urban territory was obtained, but in the 1900 
Census of Housing no effort was made to identify urban-farm 
units. In 1950, the count of urban-farm units (occupied and 
vacant) amounted to only about 90,000 in the United States as 
a whole. 

The definition of farm residence adopted for 1900 employs more 
restrictive criteria than the 1950 definition. One reason for the 
change was to make the definition of farm residence essentially 
consistent with the definition of a farm used in the agricultural 
census, beginning with the 1959 Census of Agriculture. The 
effect of the 1960 definition is to exclude from the farm inventoi*y, 
those housing units located on places considered as farms by the 
occupants but from which agricultural products are not sold or 
from which sales are below the specified minimum. On the other 
hand, the 1960 definition brings into the farm inventory a smaller 
group of housing units which meet the criteria but which are not 
considered by the occupants to be located on farms. 

A test conducted in the Census Bureau's Current Population 
Survey (CPS) in March 1900 indicated that at that time the 
change in definition of faim residence resulted in a net reduction 
of 1.0 million occupied units (households) on farms, representing 
approximately one-fifth of the farm units under the 1950 defini- 
tion. The CPS estimate of 4.1 million occupied farm units under 
the new definition, however, was 0.5 million greater than the 
April 1960 Census figure of 3.6 million. No similar estimates 
of the difference are available by State or smaller area. The 
impact of the change in definition has probably been very uneven 
from one area to another. 

Although there is no conclusive evidence on the relative validity 
of the farm-nonfarm classification in the CPS as compared with 


that in the April 1900 Census, several factors must be taken into 
consideration in evaluating the figure, 0.5 million. These factors 
include the more extensive training, control, and experience of 
the OPS enumerators than of the census enumerators ; the use 
of hourly rate payments in the CPS and of piece-imte payments 
in the census ; the use of self -enumeration in the census ; the 
methods used in weighting the sample estimates; and the dif- 
ference between the sampling variability in the CPS and in the 
25-percent sample in the 1900 Census. There is also a difference 
between the definition of urban territory in the census and that in 
the OPS. In the March 1900 GPS, the boundaries of urban areas 
used wex-e still those of the 1950 Census of Housing and did not 
include the annexations and other substantial expansions of urban 
tei'ritory that were incorporated in the 1900 Census of Housing. 
Ill the 1900 Census, the deteimiination of farm residence was 
limited to imral territory as defined in 1900. The effect of this 
difference was to classify an unknown hut presumably small 
number of units as rural farm in the OPS that are ti‘eated as 
urban in the reports of the 1960 Census. Finally, for some of 
the units in the CPS sample in March 1900, the determination as 
to farm residence had been made as early as December 1950, 
whereas the determination for the units in the April 1900 Census 
was made as of the time of enumeration. In view of the con- 
tinued decline in the number of farms, it is probable that a num- 
ber of places that qualified as farms in December would no longer 
have been so classified in Apifil. 

There are differences also between the number of farina as 
enumerated in the 1959 Census of Agriculture and the number of 
occupied i*ural-fai-m housing units from the 1960 Census of Hous- 
ing. According to the 1959 Census of Agriculture, there were 
3.7 million fai-ms in the United States and 3.4 million farm opera- 
tors living on the fanns they oxxerated. The number of occupied 
rural-farm housing units according to the IIXJO Census of Housing 
(3.6 million) was 3.8 percent below the number of farms but 3.0 
percent above the number of resident farm operators. Even if 
there had been no errors of enumeration, the number of occupied 
rural-farm housing units from the Census of Housing would not 
equal exactly either the number of fanns or the mmiber of 
operators living on the farms they operated. The Census of 
Agr,icultui*e, for example, includes farms in urban territory. 
Moreover, there are two or more occupied housing units on some 
farms and no occuixied housing units on other farms. In addition, 
there may be occuixied farm housing units even where there is no 
resident fann operator. Finally, the Census of Agriculture was 
taken in the fall of 1959, and evidence from other soiu*oes suggests 
that there was some decline in the number of fann units between 
the time of the Census of Agriculture and the Census of Housing. 

Data from a study in which schedules from the 1000 Sample 
Survey of Agriculture were matched with those from the 1900 
Census of Housing suggest that apijroximately 13 percent of the 
units occupied by farm operators in nxral areas were not classified 
as farm units in the 1960 Census of Housing. The nature of the 
matching procedure was such that dt was not possible to identify 
and count the complementary group of units classified as farm in 
the housing census but as nonfarm in the agriculture survey. 

STRUCTURAL CHARACTERISTICS 

The comparison of the wording and explanations that appeared 
on the self -enumeration and dii'ect-interview forms is given below. 
Type of housing unit and number of units dn structure were 
always to be deteimined by the enumerator through observation 
and supplementary questions asked of the respondent. Number 
of rooms appeared as a self-enumeration item on the Advance 
Census Report, and all the other self -enumeration items appeared 
on the Household Questionnaire, which was used in two-stage 
areas. The direct-interview questions appeared on a FOSDIC 
schedule. Although the question on year built appeared on the 
seff-enumeration form, the enumerator was instructed to obtain 
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this information from the resident owner, manager, or janitor if 
the unit was in a structure containing five housing units or more. 

Booms (H8). — The number of rooms in the unit is the count 
of whole rooms used for living purposes, such as living rooms, 
dining rooms, bedrooms, kitchens, liiiished attic or basement 
rooms, recreation I'ooms, lodgers’ rooms, and rooms used for 
offices by a person living in the unit. Not considered as rooms are 
bathrooms ; halls, foyers, or vestibules ; closets ; alcoves ; pantries ; 
strip or pullman kitchens ; laundry or furnace rooms ; uniinished 
attics, basements, and other space used for storage ; porches, un- 
less they are permanently enclosed and suitable for year-round 


ROOMS, BEDROOMS 

YEAR STRUCTURE BUILT 


Self-enunieration 



Direct interview 


H8. How many rooms are 

n your H8. How many rooms are 

in this 

house or apartment? 



unit? 


Count a kitchen as a room 

but do Count kitchen but not bathroom. 

not count haihrooma. 





Number of rooms: 



123456789 

10-i- 




OOOOOOOOO 

o 

HI 9. How many bedrooms 

are 

In 

Hi 9. How many bedrooms 

are In 

your house or apartment? 



this unit? 


Count rooms whose main use is as- 


bedrooms even if they are occa- 



sionally used for other purposes 



If you live m a one-room apart- 



ment without a separate bedroom. 


check bedroom” 





No bedroom 

n 


... O 

1 bedroom 


□ 

1 

.- O 

2 bedrooms 


n 

2 

... O 

3 bedrooms 



3 

.. O 

4 bedrooms or more _ 


H 


... O 

H20, About when was this 

house 

HSO. About when was this 

house 

originally built? 



originally built? 


In 1959 or 1960 


n 

In 1959 or 1960 

... O 

1955 to 1958 



1955 to 1958 

... O 

1950 to 1954 




1950 to 1954 

... O 

1940 to 1949. 



■ 

1940 to 1949 

... O 

1930 to 1939 



1930 to 1939 

... O 

1929 or earlier 




... O 

UNITS IN STRUCTURE, TRAILERS 





Determination 





by enumerator 





H29. Number of units In structure 




1 unit, detached 

... O 




1 unit, attached 

... O 




2 units 

... O 




3-4 

... O 




5-9 

... o 




10-19 

... o 




20-49 

... o 




50 or more 

... o 




H3. Type of housing unit 





House, apt., flat 

... o 




Trailer 

.... o 

Self-enumeration 



Direct interview 


H37. If you live In a frailer, 

Is it- 

— 

H37. If this is a trailer — 

Is the 




trailer mobile or has it been put 

j Mobile (on wheels, or can easily 


on 0 permanent foundation? 

be put on wheels) 

.... r 

Mobile- 

.... O 

On a permanent foundation... 


□ 

On permanent foundation 

... O 

BASEMENT, ELEVATOR IN STRUCTURE 


Self-enumeration 



Direct interview 


H33. Is this house built— 



H33. Is this house built — 



... □ 

With a basement 

... O 


— □ 

On a concrete slab 

... O 

In another way 

.... □ 

In another way 

... O 

H34. Does this building have- 



H34. Does this building have- 

- 

3 stories or less 

.... □ 

3 stories or less 

... o 

4 stories or more— 



4 stories or more — 



n 

With elevotoi' 

... o 

Walkup 

.... [ 


Walkup 

... o 


use; and offices used only by persons not living in the unit. A 
partially divided room, such as a dinette next to a kitchen or 
living room, is considered a separate room if there is a i)artitiou 
from floor to ceiling. Rooms equipped with movable partitions 
from floor to ceiling are separate rooms. If a room is shared by 
occupants of more than one unit, it is included with the unit frcjin 
which it is most easily reached. 

The median number of rooms is the theoretical value wlui'li 
divides the distribution of units into two equal parts — one-half 
the units having more rooms and one-half hfivLng fewer rooms 
than the median. In the comimtatioii of the median, a continuous 
distribution was assumed, witli the whole number of rooms as the 
midpoint of the class interval. X^r example, when the median 
was in the 5-rooni group, the lower and upper limits were assumed 
to be 4.5 and 5.5 rooms, respectively. A pins (-h) sign after a 
median indicates that the median fulls in the terminal category ; 
for example, '‘7.5+” indicates that the median falls in the cate- 
gory “8 rooms or more” and was not comimted. Because the 
tex-minal category for some of the tabulations was higher than 
”8 rooms or more,” a median above 7.5 is not necessarily higher 
than a median of “7.5-j-” rooms. In table 25 of the State chap- 
ters, the median for all units was computed from the 100-perccnt 
count of units, whereas the medians for ownei*- and renter- 
occupied units were computed for a sample of units. The sami)lo 
rate for medians in other tables is given in table I. 

Average nunilx'r of rooms (aritliinetic mean) is provided for 
places of 1,0(>() to 2,500 inlia)>ilaiits in the State (*hapt(‘rs. It was 
computed by dividing the sum of the rooms for eacli tcmure group 
by the number of owner- or reut.er-()cciq)ie(l units, r(‘si)ectively. 
The tabulation form (contained a terminal category of “10 or inor(‘” 
rooms. For puri)ost*s of the computation, the terminal category 
was given a mean value of 11. 

The 1J)()0 dal;a on number of ixkuus un^ considered dirtx'tly 
comparable with .11)50 and 10*10 data, since (‘sseutiully the saim^ 
detluitiouH w(ire used in all (hree <:ensus(‘s. In (*ert.uin areas, 
c(Mui>arablUty l)el.ween 1050 and lOOl) may be affected to some 
small extent by the (diange in concept from dwelling unit to hous- 
ing Unit- 

Bedrooms (H19), — The number of bedrooms in the unit Is the 
count of romns used mainly as l)edrooms, In additioji to reguilar 
bedrooms, the count includes studies, dens, enclos(Hl porches, 
linislied attics, guest rooms, or other extra rooms If they are cur- 
rently us(xl principally and regubirly for sleeping. Rooms use<l 
only occasionally for sleeping, such as a living room with a hide- 
away bed, were not to be counted as bedrooms. A housing unit 
consisting of only one room, .such as a 1-room efficiency apartment, 
was to be reported a.s having no hedroom. 

Information on the number of Ixidrooms wiis not collected in 
the 11)50 or .11)40 Cemsuses. 

Year structure built (H20).--“Year built” refers to the date 
Iho original (*on.sl:ruction of the structure was completed, not to 
any lat:er I'omodeling, .addition, or conversion. For trailers, the 
model year was assumed to be the year built. 

The figures on the number of units built during a given period 
relate t:o the number of units in existence at the time of enumera- 
tion. The flgures reflect the number of units constructed during 
a given j^eriod plus the number created by conversions in struc- 
tures originally built during that period, minus the number lost 
in structures built during the period. Losses occur through 
demolition, fire, flood, disaster; change to noiiresidential use; 
or merger to fewer housing units, 

Data on year built are more susceiitible to errors of response 
and nonreporting than data on many of the other items. In most 
cases, the information was given according to memory or estimates 
of the occupants of the structure or of other persons who had lived 
in the neighborhood a long time. 
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StatistiCvS in tins volume oii the numbeu of new units, according 
to the data on year built, may differ from figures on new ccm- 
striiction collected in the Components of Inventory Change pro- 
gram which employed specialized procedures for collecting the 
data. (Statistics on new construction units for selected SMSA’s, 
the four regions, and the United States are published, in 19()0 
Census of Soiisin(/, Volume IV, Components of Inventory Change^ 
Parts lA and IB.) 

Data on year built were collected In the 1950 and tlie 1940 
Censuses of Housing also. While the definitions were the same 
in the three censuses, comparability of the data may he affected 
by relatively large reporting errors. 

Units in structure (H29). — In determining the number of units 
in the structure, the enumerator was instructed to count 
both occupied and vacant housing units, but not business 
units or group quarters. A structure is defined as -a separate 
building that either has open space on all four sides, or is sepa- 
rated from other structures -by dividing walls that extend from 
ground to roof, Structure.s containing only one housing unit were 
further classified as detached or 'attached. Trailers are tabulated 
as units in 1-unit detached structures when not shown as a 
separate category in a table. 

A 1-unit detached structure has open space on all four sides and 
contains only one housing unit. Such a structure is considered 
detached even though it has -an adjoining shed or private garage 
or contains -a business unit. A 1-unit attached strnctui’c contains 
only one housing unit and has one or more walls extending fi'oin 
ground to roof separating it from adjoining structures. For row 
houses, double houses, or houses 'attached -to nonresideiitial stnic- 
tures, each house is a separate attached structure if the dividing 
or common wall goes from ground to roof. 

•Statistics are presented in terms of number of housing units 
rather than number of residential structures. The uuniher of 
structures for some -of the categories, how^ever, is apparent. For 
housing units in 1-unit structures, the number of housing units 
and the number of structures are the same. The number of 
housing units in 2-unit structures is twice the number of struc- 
tures. For 'the remaining categories, 'the number of structures 
cannot be -ascertained from the da ta -as tabulated. ' 

Some of the categories for number of housing units in structure 
in 1960 are not directly comparable with those in 1950 — in par- 
ticular the categories for 1- and 2-unit structures. In 1950, units 
in detached, or attached structures were shown separately, but 
those in semidetached structures containing 1 or 2 units were 
combined into one category- (“Semidetached” sitruetures of 1950 
are defined as “attached” in 1960.) Comparability between 1950 
and 1960 data may also be affected by the change in concept from 
dwelling unit to housing unit. 

In -the 1940 Census, data were provided on number of residen- 
tial structures as well -as number -of units in -a struotiix-e. The 
1940 definitions were basically the same as in 1960 with a few 
exceptions. Principally, each unit classified as “2-faiuUy side-by- 
side” in 1940 would be classified as “1-unit attached” according 
to the 1960 definition ; and units in structures containing a busi- 
ness and having one to four units constituted a separate category 
in 1940. 

Statistics on the count of structures and number of persons per 
structure are available from the Censuses of Population from 
1890 to 1930. In those censuses, data were shown in terms of 
“dwellings,” the concept of “dwelling” being roughly -comparable 
with the current concept of “structure.” Statistics on the number 
of occupied units per structure (families per 'dwelling) also were 
included in some of the censuses. 

Trailer (H3, H37). — Trailers are included in the housing in- 
ventory if they are occupied as living quarters ; vacant trailers 
and trailers used -only for business or vacation purposes were not 
enumerated. When one or more rooms have been added to a 


trailer, however, it is classified -as “house, apartment, fiat.” A 
trailer is “mobile” if it rests on wheels or -on a temporary founda- 
tion, such as blocks or posts. A 'trailer is “on -a permanent foun- 
dation” if it is mounted on -a regular fomidation of brick, stone, 
concrete, etc. Oharabteristies of occupied trailers are indnded in 
all the tabulations except those on value. Trailers are shown as 
a separate category, for .some area.s, in the (abiilations on iiiiiubor 
of units in structure. 

In 1950, only occupied trailers on wheels -or on temporary 
foundations were identified. A trailer on 'a permanent foundation 
or with a room added was elas.sified as “house, apartment, fiat” 
In 1940, occupied trailei's were combined with tents, boats, 
railroad cars, and shacks in the published data. 

Basement (H33). — Statistics on basements are presented in 
terms of the number of housing units located in s'tructiirc^s built 
with a basement, on a concrete .slab, or ixi another way. “Base- 
ment” is defined as enclosed space beiiea-lli all or part -of a struc- 
ture, -accessible to the ()ccux)inits and of sufiicient dei)tli so that -an 
adult can walk upright. Units built on a “eoiuu-oto .slab” have no 
basement and no crawl si>ace or air space below -tlie first floor. 
The category “other” includes units iu structures resting on posts, 
those built directly on the ground, and those having only crawl 
.space under the building to provide ventilation or acces.sibility for 
service or repairs. 

No questioii about basements was asked in censuses prior to 
1960 

Elevator in. structure (H34), — Statistievs on elevator in struc- 
ture are i)resente(l iu terms of tin* niunber of liou.sing units lo- 
cated in structures with four stories or more, not counting the 
basement. Units are cla.sHified “with elevator” if they are 
located in a building with an elevator which passengers imiy use. 
Units are in a “walkup” structure if the structure has no pas- 
senger elevator or if the only elevator service in for freight. 
Data on oloviitors are xmblisluHl only for large i>la(?e.s, that is, 
places wdilch had a population of 50,000 or more in 1950 or in an 
iuteriin (;ensus prior to 1900 and also- had a iKq)nlation of 50,000 
or more in 1960. Data for all .such i>laces in the United States 
are given in the United State.s Summary chapter. No data on 
elevator in structure Jire given iu the State chapters. 

Data on elevator in structure were not colleetod in earlier 
censuses, 

CONDITION AND PLUMBING FACILITIES 

The questions on condition and pliimbiug are shown below. 
Water .supply, toilet facilities, and bathing facilities appeared 
as self-enumeration item.s on the Advance Census Report and the 
remaining three self-enumeration items appeared on the House- 
hold Questionnaire, -which was used in two-stage areas. The 
direct-interview questions appeared on a FOSDIC schedule. 
Condition of the unit, however, was determined by the enumer- 
ator on the basis of his observation ; the resi>ondent was not to 
be questioned about the condition of his living quarters. 

Condition and plumbing combined. — ^Both the condition of a 
hoii.siug unit and the type of plumbing facilities are considered 
measures of the quality of housing. Categories representing 
various levels of housing quality have been established by pre- 
senting the items in combination. 

To measure condition, the enumerator classified each housing 
unit in one of three categories: Sound, deteriorating, or dilapi- 
dated. The plumbing facilities that are combined with condition 
are: Water supply, toilet facilities, and bathing facilities. 

The category “with all plumbing facilities” consists of units 
which have piped hot and cold water inside the structure, and 
flush toilet and bathtub (or shower) inside the structure for 
the exclusive use of the occupants of the unit. 
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CONDITION 


Observation by 
enumerator 


H6. Condition 

Sound O 

Dcterioratins O 

Dilapidated O 


WATER SUPPLY, TOILET AND BASHING FACILITIES, BATHROOMS 


Self-enumeration 

H9. Is there hot and cold running 
water in this house or building? 
Hot and cold running water in- 
side the house or building □ 

Only cold running water inside— Q 
Running water on property but 

not inside building □ 

No running water □ 

H10. is there a Rush toilet in this 
house Of building? 

Yes, for the use of this household 

only,. D 

Yes, but shared with another 

household D 

No flush toilet for the use of this 
household □ 


Direct interview 

H9. Is there hot running water (for 
this unit)? 

Running water in structure: 


Hot and cold O 

Cold only O 

Run. water outside - O 

No running water O 

HlO. Is there a flush toilet (for this 
unit)? 

For exclusive use O 

Shared O 

None O 


H11. Is there a bathtub or shower 


in this house or building? 

Yes, for the use of this household 

only - □ 

Yes, but shared with another 

household □ 

No bathtub or shower for the use 
of this householdv. 1 □ 


H11. Is there a bathtub or shower 


(for this unit)? 

Fpr exclusive use O 

Shared O 

None O 


H30. How many bathrooms are In 
your house or apartment? 

A complete bathroom has both flush 
toilet and bathing facilities {bath- 
tub or shower ) . A partial bath- 
room has a flush, toilet or bathing 
facilities, hut not both. 

No bathroom, or only a partial 
bathroom □ 

1 complete bathroom □ 

1 complete bathroom, plus partial 

bathroom(s) □ 

2 or more complete bathrooms □ 


H30. How many bathrooms are In 
this unit? 


None or partial only O 

1 O 


1 and partial - O 

2 or more O 


SOURCE OF WATER AND SEWAGE DISPOSAL 


Self-enumeration 

H31. Do you get water from — 

A public system (or private com- 
pany) - □ 

An individual well D 

Some other source □ 

H32^ Is this house connected to a 
public sewer? 

Yes, connected to a public sewer- □ 
No, has septic tank or cesspool— □ 
No,- has other means of sewage 
disposal □ 


Direct interview 

H31. What is the source of water? 
Public system (or private com- 


pany) O 

Individual well O 

Other O 

H32. Is the house connected to a 
public sewer? 

Public sewer O 

Septic tank or cesspool O 

Other O 


Units “lacking only hot water” have all the facilities except 
piped hot water. Units “lacking other plumbing facilities” may 
(or may not) have hot water hut lack one or more of the other 
specified facilities. Also included in this category are units 
having no piped water inside the structure and units whose oc- 
cupants share toilet or bathing facilities with the occupants of 
another housing unit. The combination of “lacking only hot 
water” and “lacking other plumbing facilities” is presented as 
“lacking some or all facilities” in some of the distributions. 

In the distribution of plumbing facilities for vacant available 
units, the figures apply only to sound and deteriorating units. 


Data for dilapidated vacant units are not shown separately, but 
are included in the distribution for “all units.” 

Condition was presented in combination with plumbing facil- 
ities in the IDHO reports also. If the respective categories under 
“sound” and “deteriorating” are combined, the IIKJO category “with 
all plumbing facilities” tHHupures with the lOHO “not dilapi- 
dated, with private toilet and bath, and hot running water” ; the 
IIKK) “lacking only hot water” coini}ares with the lOfJO “not dilapi- 
dated, with private toilet and bath, and only cold water”; and 
the IDOO “lacking other plumbing fjudUties” compares with the 
lono coml)ination of “not dilapidated, with running water, lack- 
ing pidvate toilet or bath” and “not dilapidated, no running 
water.” 

Condition {JIG ). — The enumerator determined the condition 
of the housing unit by observation, on the basis of specified cri- 
teria related to the extent or degree of visible defects. The types 
of defects the enumerator was to look for are associated with 
weather tightness, extent of disrepair, hazards to the physical 
safety of the oeciH)ants, and inado(|uate or makeshift construc- 
tion. These are signs of other structural defects which may be 
bidden. Defects which would be revealed ouly by a more careful 
inspection than is possible during a census, such as the presence of 
danipnoss or infestation, inade(piate wiring, and rotted beams, 
are not included in the criteria for determining the condition of 
a mi it. 

Somid housing is defined as that which has no defects, or only 
slight defects which normally are corrected during the course 
of regular maiiiteuauccv. Uxainples of slight defects are: laick 
of paint; .slight dainage to porch or steps; slight wearing away 
ol* mortar between bricks or ot.bor masonry ; small cracks in walls, 
plaster or chimney ; cracked windows ; slight wear on lloors, door- 
sills, doorframes, window sills, or window frames; and broken 
gutters or downspouts. 

.DctcrioraUni/ housing iieoda more repair than would he pro- 
vided in the course of regular maintenance. Such housing has 
one or more defects of nti intermediate nature that must be cor- 
rected if the unit is to eont.inue to provide safe and adeciuate 
shelter. Examples of intermediate defcK^ts are: Holes, open 
cracks, rotted, loose, or missing material over a ,wiaU area of the 
foundation, walls, roof, iloors, or ceilings ; shaky or unsafe lau’ch, 
steps, or railings ; several broken or missing windowpanes ; some 
rotted or loose window frames or sashes that are no longer rain- 
proof or wlndr)roO'f ; broken or loose stair treads, or broken, loose, 
or missing risers, balusters, or railings of inside or outside stairs; 
deep wear on doorsills, doorframes, outside or inside steps or 
floors; missing brides or (iracks in the chimney which are not 
serious enough to be a lire hazard ; and makeshift chimney such 
as a stovepipe or other uninsulated pipe leading directly from the 
stove to the outside through a hole in the roof, wall, or window. 
Buch defects are signs of neglect which lead to serious structural 
deterioration or damage if not corrected. 

Dilapidated honsing does not provide safe and adtKi^mte 
shelter and in its present condition endangers the health, safety, 
or well-being of the occupants. Buch hou.sing has one or more 
critical defects; oi* has a combination of intermediate defects 
in suflicimit number or extent to require considerable rei)a3r or 
rebuilding; or is of inadequate original constru(d'ion. The defects 
are either so critical or so widespread that the structure should 
be extensively repaired, rebuilt, or torn down. 

0riti(5al defects result from continued neglect or lack of 
repair, or indicate serious damage to the structure. Examples 
of critical defects are: Holes, open cracks, or rotted, loose, or 
missing material (clapboard siding, shingles, bricks, concrete, 
tile, plaster, or floorboards) over a large area of the foundation, 
outside walls, roof, chimney, or inside walls, floors, or ceilings ; 
substantial sagging of floors, walls, or roof ; and extensive damage 
by storm, lire, or flood. 

To be classified as dilapidated on the basis of intermediate 
defects, a housing unit must have such defects in sufilicient num- 
ber or extent that it no longer x)rovides safe and adequate shelter. 
No set number of intermediate defects is required. 

Inadequate original construction includes: Shacks, huts, or 
tents ; structures with makeshift walls or roofs, or built of x>ack- 
ing boxes, scrap lumber, or tin; structures lacking foundations 
(walls rest directly on the ground) ; structures with dirt floors ; 
and cellars, sheds, barns, garages, or other places not originally 
intended for living quarters and inadequately converted to such 
use. 
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Tlie enumerator was instructed to judge each unit on the 
basis of its own characteristics, regardless of the neighbor- 
hood, age of the structure, or the race or color of the occuiiants. 
He was cautioned, for example, that although lack of paint is 
only a slight defect, this and other signs of neglect are warnings 
to look closely for more serious defects. Also, exterior covering 
may improve the appearance of a structure but not its condition, 
and the sturdiness of bidck or other masonry walls can be mis- 
leading if there are defects in other parts of the structure. 

In judging condition, the enumerator was instructed to de- 
termine whether the unit was dilapidated or not dilapidated. If 
the unit was “not dilapidated,” then he was to classify it as 
“sound” or “deteriorating.” The use of this technique in 1000 
was designed to maintain comparability with the 1950 enumera- 
tion of condition when only the two categories, not dilapidated 
and dilapidated, were reported. The change to the three-way 
classilication of condition in 1060 reflects the growing interest 
in housing quality and its importance in slum clearance and 
urban renewal programs. 

The new classification and improved training techniques, 
designed to yield more adequate measures of potential urban 
blight, were developed hy a group of experts working with the 
census stafl!. Field studies were conducted to explore the fea- 
sibility of the three-way classification and to test various types 
of training instructions that would define and convey to eniunera- 
tors the concepts of the three levels of condition. While the 
1950 concept and definition of the category “dilapidated” were 
retained without change for 1960, additional study was required 
to develop the concepts and terminology for the two other cate- 
gories. 

The enumerator was provided with detailed written instruc- 
tions and with photographs illustrating the levels of condition. 
In addition, audio-visual techniques were used in training the 
enumerator. A filmstrip of photographs in color depicted various 
types of defects and a recorded narrative explained how to de- 
termine the classification of condition on the basis of these 
defects. Photographs and instructions from the Eniunerator’s 
Reference Manuals are reproduced in the appendix to the United 
States Summary chapter of Volume I. 

Although detailed oral and written instructions and visual 
aids were provided, it was not possible to achieve uniform results 
in applying the criteria for determining the condition of a unit. 
Data on condition for small areas, which depend on the work of 
only a few enumerators, may have a wider margin of relative 
error than data for larger areas, which are based on the work of a 
number of enumerators. 

The 1900 and 1950 definitions of “dilapidated” are considered 
comparable, since the basic 1950 concept of dilapidation was re- 
tained in 1960. The 1960 concepts of “sound” and “deteriorat- 
ing” combined are comparable with the 1950 concei)! “not 
dilapidated.” It is possible, however, that the change in cate- 
gories introduced an element of difference between the 1960 and 
1950 statistics. 

The concept of “dilapidation” replaced the concept of “need- 
ing major repairs” which was used in the 1940 Census. Because 
the two terms differ significantly, the 1940 results are not com- 
parable with the 1950 or 1960 results on condition. 

Water supply {E9). — A housing unit is classified in the tables 
as having “piped water inside structure” if there is running water 
inside the structure and it is available to the occupants of the 
unit. A unit has piped hot water even though the hot water is 
not supplied continuously ; for example, it may be supplied only 
at certain times of the day, week, or year. Units with “piped 
water outside structure” have no running water inside the struc- 
ture but have running water available on the same property, 
either outdoors or in another structure. In the category “no 
piped water” are units for which the only source of water is a 
hand pump, open well, spring, cistern, etc., and units in which 
the occupants obtain water from a source which is not on the 
same property. 

The 1950 Census data on water supply are comparable with 
the 1960 data. The 1940 Census data, however, were presented on 
the basis of the availability of piped water inside or outside the 
unit rather than inside or outside the structure. The 1960 count 
of units with piped water inside the structure may be considered 
roughly comparable with the 1940 count of units with running 
water in the unit, except where there is an appreciable number of 
units with running water inside the structure but outside the 
unit. 

Toilet facilities (ElO ), — A housing unit has a flush toilet 
(supplied with piped water) if it is inside the structure and avail- 
able for the use of the occupants of the unit. Flush toilets for ex- 


clusive use are differentiated from those that are sharcnl with ot?- 
eupaiits of other units. Units with other toilet facilitie.s, such as 
privy, chemical toilet, or outside flush toilet, and units with no 
toilet facilities are nicluded in the category “ot her toilet facilities 
or none” (reported “none” or “no flush toilet foi- the \ise i)f this 
household” on the enumeration forms) . 

Data comparable with the 1960 data were provided by both 
the 1950 and 1940 Censuses. 

Bathing facilities {Ell ). — ^A housing unit has a bathtub or 
shower if either facility, supplied with piped water (not neces- 
sarily hot water), is inside the structure and available for the use 
of the occupants of the unit Bathing facilities for exclusive use 
are differentiated from those that are shared with occupants of 
other units. The category “no bathtub or shower” (reported 
“none” or “no bathtub or shower for the use of this household” 
on the enumeration forms) consists of units with only i)ortable 
facilities, as well as units having no bathing facilities inside the 
structure and available for the use of the occupants. 

Data comparable with the 1960 data were provided by both 
the 1050 and 1940 Censuses. 

EwcUisive or shared use . — Facilities are “for exclusive use” 
if they are used only by the occupants of the one housing unit, 
including lodgers or other unrelated persons living in the housing 
unit. 

Facilities are “shared” if they are used by occupants of two 
or more housing units, or if they would be shared with the occu- 
pants of a unit now vacant. Shared facilities may be inside one 
of the units in the stimcture or may be centrally located where 
they can be reached by occupants, of all units that share them. 

Inside or outside structure . — Facilities are located “in.side the 
structure” if they are located inside the same structure as the 
housing unit. They may be located within the housing unit itself, 
or they may be located in a hallway or in a room used by occu- 
pants of several units. It may even be necessary to go outdoors 
to reach that part of the structure in which the facilities aro 
located. Facilities located in the basement or on an enclosed 
porch, or enclosed by partitions on an otherwise open porch, are 
“inside the structure.” Facilities on an open porch (for example, 
piped water) are “outside the structux'e.” 

Bathroom (H30) . — A housing unit has a complete bathroom if 
it has a flush toilet and bathtub (or shower) for the exclusive use 
of the occupants of the unit and also has piped hot water. (The 
requirement that the unit must have hot water was iiuiK>.sed 
during the processing of the data in an edit combining the items 
on bathroom and wat:er supply.) The facilities must bo located 
inside tlie structure but need not be in the same r(K)rn. A i)artial 
bathroom consists of toilet or bathing facilities for exclu.siv(‘ use, 
but not both. Units with a partial bathroom in addition to a 
complete bathroom are published in the category “1 iflus partial” 
in some tables and “more than 1” in other tables. Units with only 
a partial bathroom are included in the published category “shared 
or none” together with units which share or lack bathroom 
facilities. 

No data on uiiinber of bathrooms were provided in the 1050 or 
1040 Censuses; however, data were presented on the number of 
units with both private flush toilet and bathtub (or shower). 

Source of water (H31). — ^Data on source of water are pub- 
lished only in the State chapters. The source of water was to be 
reported in one of three categories. “Public system or private 
company” refers to a common source supplying running water to 
mo7'e tha7i five bouses. The source may be a city or county water 
department, a water district, a private water company, or a 
cooperative or partnership group. “Individual well” describes a 
source which serves five or fewer houses from a well on the prop- 
erty of the unit being enumerated or on a neighboring property. 
The water from such a well may be hand drawn, wind drawn, or 
power drawn. It may be piped or not piped ; it may be stored in 
tanks or used directly from the well. (Because the criterion of 
“five or fewer” houses did not appear on the self-enumeration 
form, it is possible that some units were reported in the category 
“individual well” although the well serves more than five houses-.) 
“Other” describes water coming directly from springs, creeks, 
rivers, ponds, lakes, and all other sources. 
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Tiiformatioii on sourc^e of watto* was not cm>11(h*1o(1 in tbo largnr 
urban places, dial; is, place's which had a population of r)(),(KK> or 
more in UK")!) or in an ini (‘rim c(‘nsus prior to IIKU). Hence, the 
county (tala on sour(*e o-f wat(‘r in I able .‘hi of the >State chapters 
do not cover anils in siK'h plac(‘s. 

No data on sourc(‘ of wat(T \ver(‘ collecte'd in previous censuses. 

Sewage disposal (H32). — Data on sewage disposal are pub- 
lished only in the Slate' chaplers. ''J'his iltnu refers to' Ihe sewage 
disposal systmn da- (he structure in which tlu' unit is located. 
The catx'gory “public sewer” aiiplies to units connected to a <‘ity, 
county, sanitary disirict, neighborhood, or subdivision sewer 
system. A “si'ptic tank or ('csspool” is an underground tank or 
pit for sewage disposal. Small sewage treatnamt plants wbi(di in 
some localit ies are caih'd ueiglib<a*hood septic tanks are classilied 
as publu' .sewers. Units for which sewag(‘ Is disposed of in some 
other way are included in tin* category shown in tlu^ tables as 
“other or none.” 

Information on sewage disposal was not ('ollected in the largca* 
urban jilaces, that is, places wlihdi had a jioimlal ion of 50,000 or 
more in 1050 or in an interim census prior to VMk Hence, the 
county data on sewage disiittsal in t.abh' .35 of the Stale ebapters 
do not cover units in such jilaces. 

No data on sewage disposal were collected in pre\dous censuses. 

EQUIPMENT AND FUELS 

Data oh e(iuipineut and :fuels were derived from answers to 
the (lueslions listed below. The self-euumeratiou (iiu'stions ai)- 
j)eai‘ed on the llous(*hold Quest lommire, wliieh was used in two- 
stage areas. The direct-interview (luoslions ai)i)ear(‘d on a 
UOSDIO s(*hedule. Although the (piestioiis app('an'd on the self- 
(Munneratiou foi-in, the euunierator was iustnieted to obtain 
information on .heating equipment, house heating fuel, snid water 
heating fuel from tlu' n'sideut owner, uuiiuiger, or janitor if the 
unit being enumerated was in a structnr{‘ containiug iive bou.sing 
units or more. 

Equipment. — I3ata ou equipment are provided for occupied 
housing units only, exc(q)t for Imating eqiiipnu'iit which was to 
be n'ported for all lumsiiig units. The stntistic.s are in terms of 
the numbc'r of housing uuit;s with the particular equipment or 
having the equiimu'ut available, as tlie (*as(‘ may be. 

Jlcating equipment {1I2J ). — “Steam or hot water” refers to 
a central healing system in wliicdi heat from steam or hot wal('r 
is deliver(*d through radiators or otluw outlets. “AV'arm ah- 
furnace” refers to a central system whicdi provides warm air 
througJi ducts leading to the various rooms. 

“Dloor, wall, or pij:)eles.s furnace” includes permanently in- 
stalled heating units which dediver warm air to the room cUreetly 
above the furnace or to the room (or rooms) on one or both sides 
of the wall in which the furnace is installed. 'These devices do 
not have duets leading i:o other rooms. 

“Built-in electric nni'ts” are heating units which are i)erma- 
nently installed in doors, walls, or ceilings. Heat pumps are 
inclnded in this category. In some tables in the 'State chapters, 
housing units having a “door, wall, or i>ipeles.s furnace” and those 
having “built-in electric units” are combined into the one category 
“built-in room units.” 

“Other means with due” (shown on the self-enumeration 
form as “room heater eonneete(l to chimney or due”) describes 
stoves, radiant gas hejiters, fireplaces, and other equipment cion- 
nected to a chimney or fine which carries off the smoke or fumes. 
“Other means without due” (shown on the self-enumeration 
form as “room heater not connected to chimney or due”) describes 
electric heaters, electric steam i^adiators, kerosene heaters, ra- 
diant gas lieatei's, and other 'portable or x)lug-in devices not 
connected to a chimney or flue. 

The main type of heating equipment was to be reported even 
if it was temporarily out of order at the time of enumeration. If 
two types of heating equipment were used to about the same ex- 
tent, the type appearing first in the sequence above was to be 
reported. For vacant units from which the heating equipment 
had been removed, the equipment used by ithe last occupants was 
to he reported. 


Similar data (hl heating equipineiit were colkxrtod in the 1050 
Census, except that the 1'05() dat.a were rc'si.ricted to occupied 
units (10(50 data are for all units). Furthernvore, the ItKK) cativ- 
g(u-i('s “warm air furnace” and “door, wall, <a* pipeles.s furnac^e” 
iiiu.sti i)e combined to be c(miparable with the single 1050 category 
“warm air furnace”; -and the 10(>() categories “hnilt-in electric 
units” and “other means without Hue” mu.st be combined to be 
(tom pa rabid: with the single 1050 category “other means without 
due.” 

Data ou heating equipment, were civlleeted for (vccupied units 
in the 10-10 Ueiisus also. I'lie categories are (uunparable with 
10(50 categories when cert ain combination's an' mad(i. 

OlothCH 'loauhing nmehinc — “Wrhigi'r or spinner” de- 

scribes a. power-operated machine which r(‘(piire.s handling of tht^ 
laundry between washing and rinsing. “Automatic or vsemiauto- 
mutic” describes a machine *lhal: washes, rinses, and xhunp driens 
hut does not fully dry the laundry in the same tub. A “washer- 
dryer condnnation” is a machine which wash(‘.H and fully dries 
the laundry iu the same tub. 

A clothes wasliiug uundiinc owned by a member of the house- 
hold was to be reported, whether it was located in the housing 
unit or els(*wliere on tlu; lU'operty. Ma(*hines used but not owned 
by mend)ers of the household, such as those provkhnl by the 
luauageiuent of an apartment building, were not to be reported. 

The 11X50 C(*nsns is tli<^ first census to provide iiiforinatioii on 
clothes washing macliines. 

VLothau (Irpcr [ n2Ji ). — A clothes dryer is defined as a sep- 
arate mechani(ail appliance in which clothe.s -are dried by heat<‘(l 
air. Two types are identituHi- ilvose which operate exclusively 
with electricity and those wliich use gas heat for drying. Units 
with a “washer-dryer comhhialion” are classified as units having 
no clothes dry(;r siiu;e the dryer is not a separate Jiiqdiaiice. 


HEATINO EQUIPMENT 


H21 . How is your house or apart- 
menf heated? 

(Steele ONLY (he. kind of hml non. 

use Ihe tiiasl. 

Heated by — 

Steam or hot water (..I 

Warm air furnace with individual 

room renisfers. - . I ) 

Roor, wall, or pipelcss furnace . t.,l 

Built-in electric units L i 

Room hcater(s) connected to 

chimney or flue . LJ 

Room }ieafcr(s) not connected to 

chimney or flue (. I 

Other method (Write in ., ) 

Not heated □ 


Direct intervwio 

H21. How is this unit heated? 


Steam or hot wafer O 

Warm air furnace. O 

Floor, wall, or pipciess furnacd O 
Built-in electric urijls..-.j O 

Other means— with flue O 

Other means — no flue O 

Not heated O 


CLOTHES WASHING MACHINE, CLOTHES DRYER, 
HOME FOOD FREEZER 


SeIf-c7iunicnition 


Direct iniervicio 


H23. Do you have a clothes washing 
machine? 

Do not count nicichinas shared with 
any other household in this 
building. 

Machine with wringer or separate 

spinner □ 

Automatic or semiautomatic ma- 
chine - □ 

Washer-dryer combination (single 

unit) - □ 

No washing machine D 

H24. Do you have an electric or gas 
clothes dryer? 

Do not count dryers shared with any 
other household in this building. 

Electrically heated dryer Q 

Gas heated dryer Q 

No dryer O 


H23. Is there a clothes washing 
machine in this unit? 


Wringer or spinner O 

Automatic or semiautomatic O 

Washer-dryer combination O 

No washing machine O 


H24. Is there a clothes dryer In this 
unit? 


Electric O 

Gas O 

No clothes dryer - O 


H28. Do you have a home food 
freexer which is separate from your 
refrigerator? 

Yes □ 

No □ 


H28. Is there a home food freexer 
separate from the refrigerator In 
this unit? 

Yes O 

No O 
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States and Small Areas 


TELEPHONE AVAILABLE, AUTOMOBILES AVAILABLE 


Self-enumeraiion 

H35. Is there a telephone on which 
people who live here con be 
called? 

Yes □ 

No...- □ 

H36. How many passenger auto- 
mobiles are owned or regularly 
used by people who live here? 

Count company cars kept at home. 

No automobile □ 

1 automobile — □ 

2 automobiles — □ 

3 automobiles or more □ 


Direct interview 

H35. Is there a telephone on which 
people in this unit can be called? 


Yes. 

No... 


O 

O 

H36. How many automobiles are 
owned or regularly used by people 
who live in this unit? 

Include company cars kept at home. 
No auto — O 

1 O 

2 O 

3 or more — — O 


AIR CONDITIONING, TELEVISION SETS, RADIO SETS 


Self -enumeration 

H27. Do you have any air condi- 
tioning? 

Count only equipment which cools 
the air by refrigeration. 

Room unih“1 only — □ 

Room units— 2 or more □ 

Central air conditioning system — □ 

No air condltionmg. □ 

H25. Do you have any television 
sets? 

Count only sets in working order. 
Count floor j table, and portable 
television sets as well as combina- 
tions. 

1 set □ 

2 sets or more □ 

No television sets □ 

H26. Do you have any radios? 

Count only sets in working order. 
Count floor, table, and portable 
radios as well as radio combina- 
tions. Do not count automobile 
radios. 

1 radio □ 

2 radios or more. □ 

No radios □ 


Direct iniervieui 

H27. Is there any air.conditioning in 
this unit? 


Room unifs; 1 O 

2 or more O 

Central system O 

No air conditioning O 

H25. Is there television in this unit? 


1 set O 

2 or more O 

No television O 

H26. Are there any radios in this 
unit? 


1 set O 

2 or more O 

No radios O 


HEATING FUEL, COOKING FUEL, WATER HEATING FUEL 

Self-enumeration 


H22. Here is a list of fuels. 

In the Urst column, check which 
one is used most for heating. In 
the second column, check the one 
used most for cooking. In the third 
column, check. the fuel used most for 
heating water. 

House Cook- Water 


Direct interview 

H22. What fuel is used most for — 



hear- 

ing 

heat- 


ing 

ing 

ing 


ing 

fuel 

ing 


this 


water 


fuel 


fuel 


unit 



Coal or coke 

□ 

□ 

□ 

Coal or coke... 

, O 

O 

O 

Wood 

□ 

□ 

□ 

Wood 

. O 

O 

O 


from under- 
ground pipes 
serving the 
neighbor- 
hood □ 

Bottled, tank, 
or LP gas.... □ 

Electricity □ 

Fuel oil> kero- 
sene, etc □ 

Other fuel □ 

No fuel used... Q 


□ 

□ 

Utility gas 

Bottled, tank, 

O 

O 

O 

□ 

n 

or Lp gas 

O 

O 

O 

u 

u 

Electricltv-. 

Fuel oil, kero- 

O 

O 

O 

□ 

□ 

sene, etc 

O 

O 

O 

□ 

□ 

Other 

0 

O 

o 

□ 

□ 

No fuel used... 

O 

O 

o 


Heat- Cook- Heot- 


(Tlie waslier-dryer combination is tabulated nndei* elotlies 
washing” machine.) 

A cloithes dryer owned by a. member of the household was to 
be reported whether it was located in tlie housing unit or else- 
where on the i3roperty. Dryers used but not owned by members 
of the household, sucli as those provided by the management of 
■an apartment building, were not to be reported. 

The 1960 Census is the first census -to provide informatiou on 
clothes dryers. 

JTomc food freezer {1128). — A home food freexer is defined 
as an appliance, separate from the refrigerator, which freezes 
food and keeps it frozen. The freezer must be located in the 
housing unit or elsewhere on the property. Kxeluded is a freezer 
combined in the same cabinet with -a refrigerator, even if it has a 
separate door. 

The 1960 data are not comi>arable with data on refrigeration 
from earlier censuses. In 1950 and 1940, information as to ine- 
ehanical or nonmeclianical refrigeration equipment was reported 
but no information was obtained on separate appliances for 
freezing food. 

Telephone available {1185). — A. unit is classified as having a 
telephone if there is a telephone available to the occupants of the 
unit for receiving calls. The telephone may be located inside or 
outside the housing unit, and one telephone may serve the occu- 
pants of several units. The number of housing units with tele- 
phones available, therefore, does not indicate the number of 
subscribers or the number of telephones installed in homes. 

No data on 'telei)hones were collected in censuses prior to 
1960. 

Automobiles available {HSO). — The count of automobiles 
available represents the number of passenger automobiles, in- 
cluding station wagons, owned or regularly used by any of the 
occupants of the housing unit. Passenger cars were to be counted 
if they were owned by a member of the household or if they were 
regularly used and ordinarily kept at home, su(*h as .some com- 
pany cars. Not to be counted were taxis, piclmps or larger 
trucks, and dismantled or dilapidated cars in an early stage of 
being junked. The statistics do not reflect the number of auto- 
mobiles imivately owned or the number of households owning 
one or more automobiles. 

Data on automobiles were not collected in ceii.suses prior to 
1960. 

Air conditioning {1121). — Air conditioning is defined as the 
cooling of air by refrigerating apparatus. Excluded are evap- 
orative cooler.? and fans or blowers which are not connected to 
a refilgerating apparatus. A room unit is an individual air con- 
ditioner designed to cool one room. A central system is an in- 
.s-tallation which air conditions a number of rooms. In an apart- 
ment building, a central .system usually provides air conditioning 
for all the apartments. 

Air conditioning was not included in the 1950 or earlier 
censuses. 

Television sets {B25). — Sets of all kinds located in the unit 
were to be included in the count — floor, table, built-in, portable, 
and combination with radio or phonograph. Sets in working 
order and sets being repaired were to be counted. A combination 
radio-television set was to be reported both as a television and 
as a radio set. 

The 1960 statistics are comparable with data from the 1950 
Census, which was the first census to include this item. Both 
censuses provide the count of occupied units having at least one 
television set (and in 1960 those having two or more), although 
the total number of television sets was not determined. 

Radio sets {B:26). — Sets of all kinds located in the unit were 
to he included in the count — floor, table, portable, and combi- 
nation with television, phonograph, or clock. Sets in working 
order and sets being repaired were to be counted. A combination 
radio-television set was to be reported both as a radio and as a 
television set. The following types of radios were to be excluded 
from the count : Sets which were not in working order and were 
not being repaired, automobile radios, sending-receiving sets 
(“ham radio” sets) and crystal sets (‘‘cat whisker” sets). 

The 1960 statistics are comparable with data from the 1950 
and 1940 Censuses. All three censuses provide the count of oc- 
cupied units having at least one set (and in 1960 those having 
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two or iiioro), tli(‘ t.olal nniuhor of rjuVio sds wiis not: 

(lot(T]iiino(l, Th(‘ iiuiiihor of units (fainilios) with a radio set; was 
provided also in as part, of the ll):^>d CVnsus of lh)pnlat.ion 
(see section on “Housing’ data from other censuses”). 

Fuels. — Information on fuel is provided for occupied units 
only, "rhe figures rei)r('senl the principal fuel used for heating 
the nnit, for cooking, and for heating wat(‘r, respectively. For 
fuels sui)pUed by utility companies, tln^ census data are not likely 
to he comparable with utility ('onipany reports on the number of 
residential custonu'rs for that fuel. (leiK'rally, utility company 
data are based on a count, of meters or the number of bills ren- 
dered. Several households whicdi are served by one meter are 
usually counted as one ciistoiner by the utility companies hut as 
several housing units in the reports of fhe Ihireau of the Census. 
On the otluT hand, the count of meters may include^ some meters 
for units that are va(auit. Furthermore, the utility eoinpanicys 
generally report each customer regardless of the amount of fuel 
used, while the (‘ensus reports the fuel if it is the principal fuel 
used for the spec i lied purpose. 

II eating fuel {7122 ). — ^Tlie find to he reported was the fuel 
used most for heating the unit. In reporting gas as the fuel, a 
distinction was made hetweeii “utility gas” and “i)ottled, tank, 
or JjP gas.” Utility gas is piped in from a central system serv- 
ing the eonkmuiiity. Hucli gas is supplied by a i)uhlic utility com- 
pany, municipal goveriiineiit, or similar organization. Bottled, 
tank, or LP (liciuelled petroleum) gas is supplied in containers 
which are replaced (u* refilled as neces.sary. “Fuel oil, kerosene, 
ote.” includes fuel oil, kerosene, gasoline, alcohol, and other 
('ombustihle Ihpiids. “Other fuel” includes purchased steam, 
wa.ste materials (sueli as (^orneohs), and otlnu* fuels not spetdfied 
among those listed on the eniuneration forms. In some tables 
where “wood” is not shown separately, it is included in the cate- 
gory “other fuel.” 

Comparable data on fuel used for heating the unit wore (‘ol- 
leeted in IbHO except that separate distributions were provided 
ill 11)50 for units with (H'utral heating efiuipinent and those with 
nomarntral equipment. Although the dermitious of the typos of 
fuel are the same in both censuses, tlu' wording of some of the 
categori(‘s is more specific in IDdO. For example, the- IDdO cate- 
gory “bottled, tank, or LP gas” is identi(*al willi the 11)50 “liottled 
gas”; “fuel oil, kerosene, (de.” of IIHIO is the same ns “liquid 
fuel” of 1050; and “('oal or coke” In 11)00 is eipiivalent 1o “(aial” 
in 11)50. 

'Tlie data eolleeted in the 1040 Census also' are comparahle 
with the data (*olle(ded in lOfJO. In 11)40, however, the ou(‘ (cat- 
egory “gas” included both utility gas and bottled, tank, or LI^ gas. 

Ooolxing fuel (1722). — I’lie fuel to he reported was the find 
that was used most for cooking. The definitions of the oatc^gories 
are the same as those for heating fuel. 

Comparable data on cooking find were provided in both the 
11)50 and 11)40 Censuses, with categories similar to those for hemt- 
ing fuel. 

Water heating fuel (1122 ). — -The fuel to he reported was the 
fuel that was used most for heating water. If the unit had no 
piped hot water, it was tabulated as using no fuel for heating 
water. The definitions of the categories are the same as those for 
heating fuel. 

No information on water heating fuel was collected in 
censuses prior to 1960. 

FINANCIAL CHARACTERISTICS 

The .items on value and rent appeared both on the forms used 
in self-enumeration and on the forms used in direct interview. 
In cities and localities for which housing, statistics are provided 
for city blocks, value and rent (items H15 and 1116) appeared as 
self-enumeration items on the Advance Census Report; these 
items, as well as the questions on the costs of utilities and fuel, 
appeared as self-enumeration items on the Household Question- 
naire, which was used in two-stage areas. The description of the 
property to which the value figure applied was determined largely 
by the enumerator and was not reported directly by the 
respondent. 


Value <H15, H4:0). — Value is the respondent’s estimate of how 
much the property would s(41 for on the current market (April 
1900). Value data for owiioi'-occupiod units are restricted to 
units having only one housing unit, in the property and no busi- 
ness. A luisiiiess for this purpose is defined as a clearly recog- 
nizable (nmimercial estahlislimciit such as a restaurant, store, or 
filling station. Units in multiunit structure's and trailers were 
excluded from the tabulations; and in rural territory units on 
farms and all units on places of 10 acres or more (whether farm 
or iionfarm) also were excluded. The values of such uiiifs are 
not provided because of heterogeneity in the use and size of the 
property. 

A proiierty generally consists of the house and the land on which 
it stands. The estimated value of the entire property, including 
the laud, was to be r(‘port(‘d, even if the ociciipant owned the house 
but not the land, or the property uuis owned jointly with another 
owner. 

For vacant units, value is the pru*e asked for the property. The 
iirhio is the amount asked at the time of enumeration and may 
differ from the price at which the iiroperty is sold. Data for 
vacant units are restri(*ted to properties available for sale which 
have only one housing unit and no business. Units in imiltiiinit 
structures were excluded from the tabulations ; and in rural ter- 
ritory units oil places of 10 nereis or more also were excluded. 
(Data do not reflciet sale price of trailers siu(*e vacant trailers 
were not oiuimerated.) 

The median value of housing units is the theoretical value 
which divides the distribution into two etpnil parts — one-half the 
cases falling below this value and one-half the cases exceeding 
this value. In the computation of tlu^ median, the lower limit of 
a class .interval was assumed t.o slanil at the hegimiiiig of the 
value group and the upper limit at Ihe begliiiiing of the successive 
value group. Medians w<u’e rounded to the nearest hundred 
dollars. The median was compui.ed on the basis of the tabulation 
groups in full detail as shown in the table's for the United States 
or State totals, and the terminal category used in the collection 
of the (lata was “$55,000 or more.” For vacant units, liowever, 
the terminal category used In the tabulation was ”$25,000 or 
more” for some areas. Thus, a median above $25,000 (for ex- 
ample, a median of “28,000” for owner-ocenipiod units) is not 
necessarily higher than a median of “25,0()0-h” for vacant units. 

Av(n’ag(i value (arithmetic mean) of owner-ocempiod units is 
provided in the State chapters for phufcs of 1,000 to 2,500 in- 
hahitaiits. The average was computed by dividing the sum of the 


VALUE 

Determination 
by enu7nerator 

H14(H39). Descripflon of property 
1 unll, no business O 

1 uni), with business O 

2 or more units O 

Direct interview 

H15(H40). If ”1 unitj no busi'- 
ness ” — 

About how much do you think this 
property would sell tor on today's 
market? 

(If vacant: What Is the price asked 
for this property?) 

Under $5,000 O 

5.000- 7,400 O 

7.500- 9,900 O 

10.000- 12,400 O 

12.500- 14,900 O 

15.000- 17,400 O 

17.500- 19,900 O 

20.000- 24,900 O 

25.000- 34,900 O 

35,000 or over O 


Se If-enumcralion 

HI 5 (H40). About how much do 
you think this property would sell 
for on today's market? 


Under $5,000 — □ 

$5,000 to $7,400 □ 

$7,500 to $9,900 □ 

$10,000 to $12,400 □ 

$12,500 to $14,900 □ 

$15,000 to $17,400 □ 

$17,500 to $19,900 □ 

$20,000 to $24,900 □ 

$25,000 to $34,900 □ 

$35,000 or more □ 
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States and Small Areas 


RENT, UTILITIES AND FUEL IN RENT 


Self-enumeration 

H16(H41). If you 'pay your rent 
hy the month — 

What 11 your monthly rent? 

$ ^ 

(nearest dollar') 


Direct interview 

Ht6 (H4i). What is the monthly 
rent (for this unit)? 

JSnier to nearest dollar 


OR 


If you pay your rent hy'Ike week or 
some other period of time — 

What is your rent and what period 
does it cover? 

$ >00 per 

(nearest dollar) (week, year, etc.) 


H43 end H44. In addition to rent, 
do you also pay for — 

Electricity? 


Yes 

No 


□ 

□ 


^r-What is the averase 
monthly cost for 
electricity? 

s .00 


Gas? 

Yes... 

No..,, 


□ 

□ 


jT'What is the average 
monthly cost for 
gas? 

$ .00 


Water? 

Yes...... 

No... — 


^rWhat is the average 
□ monthly cost for 

water? 

Q $ .00 


H45 and H46. In addition to rent, 

do you also pay for oil/ coal/ 

kerosene/ or wood? 

i^About how much do 

Yes you poy for such 

. , _ fuel per year? 

No---- □ $ ^ 

HOW TO FIGURE COST OF 
UTILITIES AND FUEL 

Enter the cost to the nearest 
dollar. 

Utiliiies — // you donH know ex- 
actly how much you have spent and 
if you don't have records, put down 
the approximate costs. 

Fuels — If you donH know how 
muck fuels cost per year, one of the 
following methods may help you 
iigure the approximate costs: 

Coal — Multiply number of tom 
used per year by the cost per ton. 

Oil or kerosene — Multiply num- 
ber of gallons used per year by the 
cost per gallon; OR multiply num- 
ber of deliveries by average cost per 
delivery. 

Wood — Multiply number of cords 
(or loads) used per year by cost per 
cord (or load). 

Note: If you buy fuel in small 
quantities (suck as kerosene by the 
can or coal by the bag), it may be 
easier to iigure about how much you 
spend for fuel per week, and mul- 
tiply by ike number of weeks during 
which it is used. 


$ 0 1 23456789 
Hnd’s OOOOOOOOOO 
Tens OOOOOOOOOO 
Units OOOOOOOOOO 


H43. In addition to rent does renter 
pay for — 


a. Eleciricity? 

Yes 

0 

No 

0 

b. Gas? 

Yes 

0 


No 

0 

c. Water? 

Yes 

0 


No 

0 

H44. 7 / "Yes" 

in 1143 and 



occupied — 

What is the average monthly cost 
for — 


a. Electricity? 

$0123456789 
Tens OOOOOOOOOO 
Units OOOOOOOOOO 

b. Gas? 

$01 23456789 
Tens OOOOOOOOOO 
Units OOOOOOOOOO 

c. Water? 

$01 23456789 
Tens OOOOOOOOOO 
Units OOOOOOOOOO 

H45. in addition to rent, does renter 
pay for — 

Oil/ coal/ wood/ or leefosene? 

Yes O 

No O 

H46. If “res" m and if 
occupied — 

Wfiat is the total yearly cost for — 
Oil, coal/ wood/ or kerosene? 

$01 23456789 
Hnd’s OOOOOOOOOO 
Tens OOOOOOOOOO 
Units OOOOOOOOOO 


values by the number of owner-occupied units for wbicb value 
is shown. For purposes of the computation, the midpoints of the 
intervals were used except that a mean of $3,500 was assigned to 
values less than $5,000 and a mean of $42,000 was assigned to 
values of $35,000 or more. (In 1950, averages for these places 
were computed from the specific amounts reported.) 


In 1950, value data were published for owner-occupied units 
and for vacant units available for sale (with the two groups 
combined for places with a population under 10,000} . The data 
were restricted to nonfarm units (excluding trailers) with only 
one unit in the property and no business. In rin*al areas, the 
1950 data for both owner-occupied and vacant units excluded 
values for farm units bnt included nonfarm units on places of 
10 acres or more. 

Another difference between 1960 and 1050 statistics is in the 
method of reporting value amounts. In 1060, respondents were 
asked to select an appropriate class interval, whereas in 1050 
specific figures were given by the respondents. This difference is 
not believed to affect comparability of the data to an important 
extent. 

To take account of the rise in value of property since 1950, new 
class intervals were established for presenting the data. TJie 
lowest tabulation group in 1960 is “less than $5,000" and the 
highest for the larger ai-eas is “$35,000 or more." In 1950, the 
lowest and highest intervals for the larger areas were “less than 
$2,000" and “$20,000 or more." The class intervals iii 1960 were 
set so that combinations of value groups could be made for com- 
parison from census to census. 

The 1960 value data indicate value levels in 1960 and do not 
reflect changes S'ince 1950 for identical units. Besides additions 
through new construction and other sources, and losses through 
demolition and other means, there have been changes in the 
owner-occupied inventory through shifts in tenure. Furthermore, 
there has been some shifting between farm and iionfarm residence 
as well as a change in the definition of farm residence. (For 
changes in value of “same" units, see 1960 Gensufi of IliniHiny, 
Volume IV, Conipmie'nts of Inventory Glid/figo, Part IB.) 

Data on value of owner-oceui>ied units were eoUeetod for farm 
as well as nonfanu units in the 1940 Census of Housing and for 
nonfarm units (homes) in the 1930 Census of Ikipulation. The 
data are not strictly comparable with data from the 1050 and 
1060 Censuses. In the 1930 and in some of the lt)40 publications 
(Volume II of the 1940 Housing reports), value data were not 
restricted to 1-unit prox)erties. In Volume III of the 1940 Hous- 
ing reports, however, statistics for l-faiivily stnictiiros without 
business are provided for the United States, regions, States, 
l)rincipal metrojxditan districts, and cities of 100,000 inhfibitants 
or more. Comparability is affected to some extent by the differ- 
ences in the definitions of farm-uonfarm resideiuio. 

Data for 3.050 and earlier in the text tables in the United States 
Summary chapter are expressed in current dollars (the dollar 
value at the time of the respective censuses) . 

Contract rent (H16, H41). — Contract i*ent is the monthly rent 
agreed upon regardless of any furnishings, utilities, or services 
that may be included. If the rent includes payment for a business 
unit or additional housing units, an estimate of the rent for the 
housing unit being enumerated is to be reported. Rent paid by 
lodgers or roomers in the household is disregarded. F'or vacant 
units, rent is the anaount asked for the unit ; the rent is the amount 
asked at the time of enumeration and may differ from the rent 
contracted for when the unit is occupied. Data for vacant units 
are restricted to vacant units available for rent. In rural terri- 
tory, data for renter-occupied units exclude rents for farm housing 
units, and data for vacant units exclude rents for units on places 
of 10 acres or more. 

The median rent is the theoretical rent which divides the 
distribution into two equal parts — one-half the cases falling 
below this rent and one-half the cases exceeding this rent. In 
the computation of the mediaoj the lower limit of a class interval 
was assumed to stand at the beginning of the rent group and the 
upper limit at the beginning of the successive rent group. The 
median was computed on the basis of more tabulation groups 
than are shown in the tables, and the terminal category was $15C 
or more. Medians were rounded to the nearest whole dollar, 



Introduction 


XXXIX 


Renter-occupied units for whicli “no cJisli rent” is paid (see delini- 
tion of tenure) are excluded from tbe computation of the median ; 
and in tables 21, 24, 20, 30, and 32 in the State chapters, such 
units are also excluded from the count of “renler occupied” units 
shown under “Contract rent.” 

Medians for vacant units are provided for two kinds of avail- 
able vacant units— those for whi(‘h the rent iiudndes payment 
for all utilities and fuel, and those for whi(*li the rent includes 
only some or none of the utilities and fuel. (Refer to the sec- 
tion on “Gross rent” for discussion of utilities and fuel.) 

Rent data were published in 1950 for i*onter-occupicd units 
and for vac^ant units available for rent (with the two groups 
comhinod for places with a population under 10,000). In rural 
areas, the 1950 rent data for both the renter-occupied and 
vacant units excluded rents for farm units. 

To take account of the rise in rents since 1950, new class 
intei-vals were established for presenting the ligures. However, 
the class intervals in 1900 were set so that combinations of 
rental groups could be made for comi)arison from census to 
census. 

The 1900 rent data indicate rent levels in 1900 and do not 
reilect changes since 1950 for identical units. In addition to 
new units coming on the market and withdrawals from the in- 
ventory, there have been changes in the renter-occupied inven- 
tory through shifts in teiuire. Furthermore, there has been some 
shifting between farm and nmifarm residence as well as a change 
in the dehnition of farm i*esicIeuco. (For (diange in rent of 
“same” units, see 1900 Genms of llonmig, Volume IV, Com- 
ponenU of Inventory Change, Part IB.) 

Changes reflected by the 19(}() and 1950 Census da(a are nol. 
comparable with changes in rents obtained by the Bureau of 
Labor Statistics for its Consumer Price Index. The data com- 
piled by the Bureau of Labor Statistics represent (thaiiges in 
rent for essentially similar units with comparable services and 
facilities. 

In 1940, the Census of Housing provided contraef. rent (hU.n for 
renter-occupied iionfarm units and estimated rents for farm units, 
(>wner-o(f upied units, and vacant uni is. In 1930, the Census of 
Population provided rent statistics for rented nonfarni units 
(homes). In areas whhOi included rural housing, comparability 
with the later censuses is aftected by the (*hange in the definition 
of farm residence. 

Data for 1050 and earlier in the text tables in the United States 
Summary chapter are expressed in current dollai\s (the dollar 
rent at the time of the respective cemsuses ) . 

Gross rent. — The computed rent termed “gross rent” is the con- 
tract rent plus the average monthly cost of utilities (water, 
electricity, gas) and fuels such as wood, coal, and oil if tlies(‘ 
items are paid for by the renter (or paid for him by a relative, 
welfare agency, or friend) in addition to rent. Thus, gi^oss rent 
eliminates differentials which result from varying practices with 


respect to the inclusion of utilities and fuel as t)art of the 
rental i)aymeut. Rent data exclude rents for farm units in niral 
territory. (Gross rent data for housing units with noiiwhite 
household heads, I^uerto Rican heads, and heads of Spanish sur- 
name in the detailed tables erroneously include data for farm 
units ; see section on “Corrections.”) 

The procedures to be followed by the enumerator for deter- 
mining the cas(;s of utilities and fuels conformed to the itistnu^- 
tions given to the respondents on t,he self-enumeration form. 
The costs of fuels were reported on a yearly basis and con- 
verted to a monthly estimate in the tabulation processes. If 
the utility or fuel bill covered a business unit or additional 
housing units, an amount was to be reported for the one hous- 
ing unit heing enumenite{l. If the renter had jusi: moved 
into the. unit, the cost o-f the item was to be estimated on the 
basis of recent experieucte and general knowledge of utility 
and fuel costs. Gross rent is not computed for units for which 
“no cash rent” is paid (see deiinitio-ii of tenure) even' though 
the renter may pay for utilities or fuel. 

The median rent is the theoretical rent which divides the dis- 
tribution into two equal parts — one-half the cases falling below 
this rent and one-half the cases exceeding this rent. The median 
was computed in the same manner us the median contract rent. 
It was computed on the basis of more tabulaiion groups- than are 
shown in the tables, and the terminal category was “$200 or 
more.” Medians were rounded to the nearest whole dollar. 
Reuter-occupied units for which “no cash rent.” is paid are sIkjwii 
separately in the tables and are excluded from the coinpiihitiou 
of the median. 

Average gross rent (aril.hmelui mean) is ]>vovided In the State 
chapters for i fact's of to 2,500 inhabitants. The avei*age 

was compulcd by dividing the sum of the routnl amounts by tlie 
numl)er of reu((‘r-occnpled units, ex<4iiding units for which “no 
cash nmt” was paid and excluding farm niiits in rural areas. 

Data on gross remt werc^ published in 1950' and in 1940 for 
naiiter-occiipled units, exedudiug farm units in rural. areas. In 
botli 1950 and 1910, an additional n(l.justm(mt was made to gross 
rmit; it Ihc; use of Liruitnre was inchuled iw I he contract, lamt, the 
report (Ml estimated r(mi: of the unit without furniture was used 
in the (Mmiputntion. .In arens which iiulude rural housing, com- 
parability with IBIiO data is nlsO' affected by tiie change in the 
(letiultiem of farm residence. 

Data for 1950 and earl lei* in (lie text tabU's in the United states 
Summary cliapter aia^ expressed in current dollars (the dollar 
reui; at (he -time of the respeedive (Mmsuses). 

Rent status. — Renter-occupied iinii.s coiujaiso units rented for 
cash and units for which no cash rent is i>ju(l, “No cash rent” 
is sliowii as a separate category in the distributions for contract 
rent and gross rent; in tlie State (diuiiters, the category is shown 
under “Rent status” in the comity table for rural-farm units 
(table 34). See also section on “Tenure.” 


COLLECTION AND PROCESSING OF DATA 


The collection and processing of data in the 1960 Census dif- 
fered in several important respects from the procedures used in 
the 1950 Census. Much of the information in 1960 was obtained 
by self-enumeration supplemented by follow-up procedures, in 
contrast to direct interview in 1950 ; a two-stage census was in- 
troduced in the more populous sections of the country, represent- 
ing about four-fifths of the population ; and much greater use was 
made of sampling than in 1950. A further innovation was the 
formal field review of the enumerator’s work during the course 
of enumeration. Finally, extensive use was made of electronic 
equipment in 1960 to process the data and pi-^oduce the final tables. 


A summary of the procedures for collecting and processing 
the data is given below. Some of the forms are illustrated in the 
appendix to the United States Summary chapter of Volume I of 
the 1960 Housing reports ; instructions from the Enumerator’s 
Refereiuie Manuals for enumerating some of the items are in- 
cluded also. Additional information on the 1960 pra<.*tices is 
given in United States Censuses of Population and lionsing, 1960: 
l^riiwipal Data Collection Forms and Procedures. A detailed 
description of the (M)llection and proces.sing of data is t^rovicled 
in the report entitled Eightecntlh Decennial Census: Proecdural 
History. The seliediile used in the 1950 Census of Housing and 
instructions from the 1950 Enumerator’s Reference Manual are 


XL 


States aad Small Ateas 


reproduced in the United States Summary chapter of 1950 Census 
of Housing i Volume I, Ccneral Characteristics; a description 
of the collection and processing of data is given in the report 
entitled The 1950 Gensrtses — How They Were Taken. 

COLLECTION OF DATA 

Pata-collection forms. — Two basic types of forms were used 
for collecting data in the 1960 Census— the forms which respond- 
ents were asked to fill and the forms used by the enumerator 
to record the information for processing. 

Advance Census Report and Household Questionnawc. — Both 
the Advance Census Report (AOR) and the Household Question- 
naire were self -enumeration fonns. The ACR contained items 
which were to be reported for all occupied housing units and was 
used on a nationwide basis. The Household Questionnaire con- 
tained questions which were asked on a sample basis and was 
used in the more populous areas. 

FOSDIG schedules. — The FOSDIC schedules are forms spe- 
cially designed for electronic data processing. Two basic types 
were used — a “complete count” POSDIC schedule and a “'sami)le” 
FOSDIO schedule. The complete-count FOSDIC schedule con- 
tained items enumerated for every housing unit. Information 
was either transferred from the ACR or recorded on the sched- 
ule during direct interview. This schedule was used also for 
recording informaition not called for on the AOR, namely access 
to unit (which is pertinent to the identification of a housing 
unit), condition of the unit, and information about vacant units. 
The sample FOSDIC schedule contained items that were enu- 
merated on a sample basis. Information was either transferred 
from the Household Questionnaire or recorded on the schedule 
during direct interview. 

Enumeration procedures. — Before the enumeration began, the 
Post Office Department delivered an ACE to households on postal 
delivery routes in all parts of the United States. This form con- 
tained questions which were to be answered for every occupied 
housing unit. Household members were requested to fill the ACR 
and have it ready for the enumerator when he called. 

Two-stage and single-stage procedures. — The enumeration 
process involved two basic procedures. In the densely populated 
areas of the United States (with approximately 82 percent of the 
population and 35 percent of the land area), a “two stage” enu- 
meration procedure was used. In the first-stage visit to the hous- 
ing unit (Stage I), the enumerator transferred information from 
the ACR to the complete-count FOSDIO schedule. If the ACR 
was not filled for the unit or if the form had omissions or incon- 
sistencies, the enumerator was instructed to ask the questions and 
record the answers directly on the FOSDIC schedule. If the 
household was in the sample, the enumerator left a Household 
Questionnaire to be filled and mailed promptly to the local census 
office. It was also necessary for the Stage I enumerator to trans- 
fer the complete-count information for each sample household to 
its sample FOSDIC schedule. This schedule was then given to 
the Stage II enumerator. 

In the second stage (Stage II), the enumerator transferred 
the information supplied by the household from the Household 
Questionnaire to the sample FOSDIC schedule. If the enumera- 
tor found that the questionnaire was incompletely filled or had 
not been mailed, or if he detected answers containing obvious in- 
consistencies, he obtained the missing information by personal 
visit or by telephone and recorded it directly on the sample 
FOSDIO schedule (or on the Household Questionnaire and then 
on the FOSDIO schedule) . 

In the rest of the United States, where approximately one- 
fifth of the population lives, a “single stage” enumeration pro- 
cedure was used.*^ As in the two-stage areas, the enumerator 
visited the housing unit and transferred information from the 
ACR to the complete-count FOSDIO schedule. If the AOR was 
not filled for the unit or if the form had omissions or inconsisten- 
cies, the enumerator was instructed to ask the questions and 
record the answers directly on the FOSDI(3 schedule. For each 


States enumerated completely on a single-stage basis were : Alaska, 
Arkansas, Hawaii, Idaho, Mississippi, Montana, Nevada, New Mexico, 
North Dakota, South Dakota, and Wyoming. States enumerated partly, 
but not completely, on a single-stage basis were : Alabama, Arizona, 
California, Colorado, Florida, Georgia, Kansas, Kentucky, Louisiana, 
Maine, Michigan, Minnesota, Nebraska, Oklahoma, Oregon, Texas, Utah, 
Washington, and Wisconsin. 


unit in the sample, the enumerator asked the questions for the 
sample items and recorded the answers directly on the sample 
FOJSDIO schedule. The Household Questionnaire was not used 
in single-stage areas. 

Thus, the “two stage” and “single stage” procedures differ 
only in the method of obtaining information for the sample items. 

Methods of obtaining information. — Information for the hous- 
ing items was obtained through self -enumeration, direct interview, 
and observation. The method used for each item and the enu- 
meration form on which the item appears are indicated in tht 
section on “Definitions and explanations.” 

Procedure for vacant units, — In both two-stage and single-stage 
areas, information for vacant units was obtained by the enu- 
merator and recorded directly on the FOSDIC schedule. Infor- 
mation was obtained from owners, landlords, neighbors, or other 
persons presumed to know about the unit. For each vacant unit 
in the sample, the enumerator in single-stage areas comi)leted the 
sample FOSDIO schedule at the same time he obtained the 
complete-count information. In two-stage areas, the Stage II 
enumerator completed the samide FOSDIC schedule. 

Listing procedure. — As a means toAvard obtaining complete cov- 
erage of housing units, the enumerator in both two-stage and 
single-stage areas listed each occupied and vacant unit on his 
first visit to the unit for information from the ACR. He was 
instructed to canvass each block, street, or road in a systematic 
manner and to record the address, name of head (of occupied 
unit), time to call if a callback was required, and other pertinent 
information about the visit. A Listing Book was used for this 
purpose. 

Field review. — One of the important innovations in the 19GC 
Census was a series of regularly scheduled “field reviews” of the 
enumerator’s work by his crew leader or by a field reviewer. This 
operation was designed to assure at an early stage of the work 
that the enumerator was performing his duties properly and had 
corrected any errors he had made. Moreover, the completmiess 
of coverage of housing units was checked in various ways, includ- 
ing for the first time a comparison of addresses listed by the enu- 
merator with an advance partial listing of addresses prepared by 
the supervisor. 

PROCESSING OF DATA 

Electronic processing. — ^Although mechanical equipment was 
widely used in the 1950 and 1960 Censuses in the editing, coding, 
and tabulating of housing data, the procedures adopted in 1960 
differed in several important i-espects from those used in 1950. 
The procedural changes reflected, in large part, the shift from 
conventional mechanical equipment to electronic equipment, which 
had been applied to the processing of housing information on a 
relatively limited scale in 1950. 

In 1960, the enumerator recorded housing information by shad- 
ing appropriate circles on FOSDIC schedules. To process the 
data, (1) the schedules were sent to the central processing office 
in Jeffersonville, Indiana, where they were microfilmed; (2) the 
microfilm was then sent to 'Washington, D.C., where the markings 
were converted to signals on magnetic tape by FOSDIC (Film 
Optical Sensing Device for Input to Computers) ; (3) the tape 
was processed by an electronic computer, which edited, coded, 
and tabulated the data; (4) a high-speed electronic printer 
printed the numbers, captions (column heads), and stubs on 
sheets to which preprinted titles were added, and the tables were 
reproduced by offset printing (except for the tables in the United 
States Summary chapter of Volume I, which were typed 
manually) . 

In 1950, the enumerator recorded housing information by 
marking a precoded check box or writing a numerical answer. To 
process the data, (1) clerks punched a card for each unit con- 
taining the codes for the housing characteristics ; (2) the punch- 
cards were edited, coded, and tabulated by conventional tabulators 
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for all the 1950 Housing reports except Yoluine II, for which 
electronic equipment was used for the tabulations ; (3) the tables 
(except in the reports on block statistics) were typed manually 
on sheets with preprinted stubs and partially preprinted captions, 
and the tables wei*e reproduced by offset printing. 

The extensive use of electronic equipment in the li)CK) Census 
insured a more uniform and more Ilexible edit than could have 
been accomplished mauinilly or by less intricate meclninical equip- 
ment. In the editing operations, improved techniques of allocation 
for nonresponses and inconsistencies wore feasiido. Moreover, 
the use of FOSDIO completely eliminated the cardpunclung oper- 
ation and thereby removed one important source of error in the 
piildished statistics ; the new types of error introduced by the use 
of FOSDIC were probably minor by comijarison. 

The electronic computer made it possible to do much more 
complex editing and coding than in earlier censuses and to assure 
ednsistoncy among a larger number of interrelated items. For 
example, the computer assigned a code to each housing unit for 
one of seven categories of condition and plumbing facilities ; to 
determine this code in some instances required the scanning of 
entries in four items, where a full cross-classification of the items 
would involve approximately 30 combinations of categories. At 
the same time, the greater capacity of the computer permitted the 
keeping of a detailed record of the extent of computer editing. 

In 1900, practically all the editing and coding operations on 
the housing schedules were accomplished hy electronic equix>mcnt. 
The only schedules examined manually (after the field review and 
inspection) were those llagged by the computer for clerical review 
because the number of corrections required exceeded the toler- 
ances that were established. In 1950 also, much of the editing 
and coding wUvS accomplished by mechanical equipment, including 
electronic e<iiiipment for some tabulations. A few specified items 
on the housing schedules in 1950 were exainincd niaiinally, and 
corrected when necessary* before the schedules were processed 
mc'chan'ically. 

Editing. — In a mass statistical operation, such as a national 
census, human and mechanical errors occasionally arise in one 
form or another, such as failure to obtain or record the required 
information, recording mfoniuitiou in the wrong xdace, misreading 
position markings, and skiijping i)ages. These were kept to a 
tolerable level by means of operational control systems. Nonre- 
sponses and inconsistencies were eliminated by using the com- 
puter to assign entries and correct inconsistencies. In some cases, 
missing and inconsistent entries resulted from poor markings 
which were unreadable or were misread by FOSDIC. In general, 
few assignments or corrections were re<iuired, although the 
amount varied by subject and by enumerator. 

Whenever information was missing, an allocation procedure 
was used to assign an acceptable entry, thereby eliminating the 
need for a “not reported” category in the tabulations. The assign- 
ment was based on related informal ion reported for the housing 
unit or on information reiiorted for a similar unit in the immediate 
neighborhood. For example, if tenure for an occui>ied unit was 
omitted but a rental amount was reported, the computer automat- 
ically edited tenure to “rented.” On the other hand, if the unit 
was reported as “rented” but the amount of rent was missing, the 
comi)Uter automatically assigned the rent that was reported for 
the preceding renter-occupied unit. 

A similar procedure was used when the information reported 
for an item was inconsistent with other information reported for 
the unit. For example, if a housing unit was enumerated as 
having “no running water” but having both a bathtub (or shower) 
and flush toilet for the exclusive use of the occupants of the unit, 
the computer edited water supply to “hot and cold water,” a cate- 
gory considered to be consistent with the reported bathing and 
toilet facilities. 

Specific tolerances were established for the number of computer 
allocations acceptable for a given area. If the number was beyond 


tohu-ance, the data wore rejected and the original scheduk's wore 
re-examined to determine the source of the error, (lorrecition and 
reprocessing wore undertaken as necessary and feasible. In some 
cases, the corrective a(^tioii consisted simply of making darker 
shadings in the code circles. If the high iminher of nlloca lions 
resulted from faulty out ries or absence of entries on the schediik^s, 
the appi*opriat:eness of the computer allocations wais considered 
and, in some instances, a manual allocation was substituted. 

q^lie extent of the allocations for nonresponses or for incon- 
sistencies, including those resulting from poor markings, is shown 
for each item in appendix table A~1 in the individual ehapters for 
States. The percentages rellect only the allocations made by the 
(*{)mputer; they exclude any that were made in the field review 
of the census schedules and those that wtu’e made manually afti*r 
they had been rejected by the computer. The table presents totals 
for the State, by iiisUhj and outside SMSA’s, and totals for places 
of various population size grt)Ups. The base on which the p(‘.r- 
centage is computed is shown for each item. For most .itxmis, the 
porcoiitngcis are based on all housing units or occaipied housing 
units. Ill some instances, the base is a specific group of units. 
Fur example, a figure of 2.5 for “duration of vacancy” for places 
of 50,000 iidiabUaiits or more means that answta’s to this (luestiou 
were sin>plied or edited for 2.5 pcrccuit of the vacant units available 
for rent or sale ; the percent is a combined figure for all i)lace.s of 
50,000 inhabitants or more in the ^rhate. Fercentagos are not 
shown if the item is not puhlisliod for the specified area. 

In earlier censuses, assignments of acceptable entries for non- 
responses and im^onsisteiudoB also were iiasod on related informa- 
tion given for the units. In the ab.sence of related information 
for th(‘ unit, either an accejitabk^ code was assigned or the item 
was “not reported.” If a code was assigned, it was made on the 
basis of distributions of cluiraxtierlstics from previous (‘ensuses 
or surveys. The use of eU^cl roiiic cqiilimient In llKUl impi’ovcid 
njjou the procedure by making feasible the use of Information 
iiniilicit in tlioFlOO data being tabulated. 

ACCURACY OF DATA 

As explained above, information was obtained l:hrough self- 
enumeration and dire{!t-inl;orview procedures. The forms used 
by household members for Helf-eimmeratlon wore ne{?essarily 
different fi*om those used by the enumerator in diianit inter- 
view, altliougli the int.ent of the two t.ypes of forms was the 
same. The use of self-enumeration f{>niia allowed house- 
hold members to see the questions as worded and to (.'oiisult: 
household records to ascertain the correct answers. Further- 
more, the self-eiiumeration forms provided brief but uniform 
explanations for some of the items and called attention to the 
resiionse categories in a uniform manner. The less detailed 
wording of some items on the FOSDIO schedules was sup- 
plemented by the training and instructions given to the enumer- 
ators. The enumerators received standardized and formal 
training in canvassing their districts, in interviewing, and in 
filling out the schedules. During training, they used a work- 
book which contained practice exercises and illustrations. 
Filmstrips with accompanying narratives and recorded inter- 
views were also used. The fine distinctions made in the instruc- 
tionSj however, were i)robably not ordinarily conveyed to the 
respondents, unless they asked the enumerator for clarification of 
a particular point 

Some of the areas for which separate statistics? are provided 
in Volume I are areas with relatively small numbers of housing 
units, and the enumeration represents the work of only a few 
enumerators. Moreover, such items as the delinetition of living 
quarters and the classification of the condition of a housing unit 
were always determined by the enumerator. To the extent that 
answers to other census questions were obtained by direct inter- 
view, responses may have been afCected by misunderstanding on 
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tlie part of the enumerator. Therefore, misinterpretation of 
the instructions or variation in interpretation of responses may 
have led to a wider margin of relative error and response 
variability in data for small areas (places with relatively small 
population, or the rural-nonfarm and rural-farm parts of coun- 
ties) than for large areas. The systematic field review early 
in the enumeration corrected some of the errors arising from 
misunderstandings by the enumerator. 

In the processing of the data, careful efforts were made at 
each step to reduce the effects of errors. Errors occurred 
through failure to obtain complete and consistent information, 
incorrect recording of information on the FOSDIC schedules 
or incorrectly transferring it from the self-enumeration forms, 
faulty marking of the FOSDIO schedules, and the like. 

Some of the innovations in the 1960 Census reduced errors 
and others produced a more consistent quality of results. It is 
believed that the innovations have improved the quality of the 
results compared with those of earlier censuses but, at the 
same time, have introduced an element of difference in the 
statistics. According to present plans, one or more reports 


evaluating the statistics of the 1960 Census of Housing will be 
published later. 

Statistics such as the number of owner-occupied and renter- 
occupied units usually appear in more than one table for a given 
area. These figures may differ between tables, or in the same 
table, when characteristics of these units were tabulated at dif- 
ferent sample rates ; for example, the number of units tabulated 
by condition and plumbing facilities may differ from the number 
tabulated by bathrooms (see table I and the section on “Ratio 
estimation”). In the case of financial characteristics, certain 
types of units were excluded from the tabulations; thei-efore, 
differences between the counts obtained from the value and rent 
distributions and corresponding counts from distributions for 
other characteristics may refiect the exclusion of these units. 

Statistics in this report may differ from those in other reports 
from the 1900 Census of Housing where different sample rates 
were used for the same item. Moreover, in some cases, differ- 
ences caused by errors in enumei*ation or processing were dis- 
covered after the publication of the early reports and were 
corrected in subsequent reports. 


SAMPLE DESIGN AND SAMPLING VARIABILITY 


SAMPLE DESIGN 

Although some information was collected for all housing units 
in 1960, infoniiation for most of the items was collected for 
samples of bousing units. The enumerator was instructed to 
assign a Sample Key letter (A, B, C, or D) to each housing unit 
sequentially in the order in which he first visited the unit, whether 
or not he completed the interview. Each enumerator was given a 
random key letter to .start his assignment, and the order of can- 
vassing was indicated in advance, although the instructions al- 
lowed some latitude in the order of visiting individual units at an 
address. Each housing unit which was assigned the key letter 
“A” was designated as a sample unit. 

Information for each housing unit in the sample was recorded 
on a sample EOSDIC schedule. The schedules were bound in 
books which were so arranged that every fifth sample POSHIC 
schedule carried housing questions comprising the 5-perceiit 
sample items; the other four-fifths carried questions comprising 
the 20-percetLt sample items. Items which appeared on both types 
of schedules comprised the 25-percent sample items. Thus, sam- 
ide items were based on 5, 20, or 25 percent of the housing units ; 
for these items the tabulations were based on the full 5-, 20-, or 
25-percent sample, respectively. For items enumerated for all 
housing units, however, the tabulations were not always based on 
the comiilete count ; data for some of these items were tabulated 
from a sample of units, particularly for areas with large popula- 
tion. Furthermore, the same item may be tabulated at different 
rates uithin this volume. The use of different rates was de- 
termined largely by the amount of detail to be tabulated. 

Although the sampling procedure did not automatically insure 

an exact 25-, 20-, or 5-percent sample of housing units in each 
area, the sample design was unbiased if carried through accord- 
ing to instructions. Generally, for large areas, the deviation from 
the estimated sample size was found to he quite small. Small 
biases arose, however, when the enumerator failed to follow the 
listing and sampling instructions exactly. The 25-percent sample 
as finally processed comprised 24.53 percent of the total occupied 
housing units and 24.71 percent of the total population in the 
United States as a whole. 

Sample rate for tabuIation.~-The rate at which an item was 
tabulated in the 1960 Census is given in table I. To iUustrate, 


in the United States Summary chapter, condition and plumbing 
facilities and number of rooms were tabulated from the com- 
plete count (100 percent) for vacant units and from the 25-percent 
sample for the distributions of “owner occupied,” “renter occu- 
pied,” and “all” units. The rates given in table I apply to the 
1900 data in the text tables as well as in the detailed tables. 

In the State chapters, condition and plumiiing faitilities for 
renter-occupied units were tabulated from the 25-per(!0iit sainiile 
for table 12 and from, the complete count (1(K) percent) of units 
for table 25 ; value for owner-occupied units was tabulated from 
the 25-percent sample for each table in which it is presented ; and 
the distribution and median number of persons for “all” octcupied 
units in table 26 were based on the 100-perceiit count, whereas 
the medians for owner- and renter-occupied units were computed 
from the 25-i)ercent samifie. Data on number of units in structure 
were tabulated from the 20-percent sample for owncr-occupiecl 
renter-occupied, and vacant units. Data on number of rooms 
for vacant units in table 3 in the State chapters were tabulated 
from the KXKpei-cent count of vacant units; data on rooms for all 
units iu table 3 were tabulated, from the 25-percent sample oi 
occupied and vacant units. Unle.ss otherwise specified, the 
sample rate for the subject is applicable to the medians and aver 
ages as well as the distributions. 

Medians were computed from distributions based on weighted 
samples tabulated at the rate indicated for the subject in table I 
Medians, averages, and percentages are not shown where th( 
base is smaller than the required minimum. For items tabnlatec 
from the comiilete count, the minimmn base is 50 units ; for th( 
25-percent sample, the minimum base is 200 units ; and for th( 
20-percent sample, the minimum base is 250 units. For popula 
tiou per occuiiied unit, the population figure is considered th< 
base. 

In 1950, infoiTnation was collected on a complete-count basij 
except for information on heating equipment, electric lighting 
refrigeration, kitchen sink, year built, radio, television, heatinj 
fuel, and cooking fuel. In the text tables in the United State; 
Summary chapter, the 1950 data for the specified items are basei 
on 20-percent samples of units for conterminous United Statei 
and on the comiplete count for Alaska and Hawaii ; the 1950 dati 
for the remaining items and all data from earlier censuses ar 
based on the complete count (see section on “Description o 
tables”). 
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Table L — Sample Rate for Tabulation 


[Hate shown in percent. Hates applicable to 1900 data; see note below regarding data 
for 1950 and earlier] 



United 


State chapters 



States 





Subject 

Sum- 






mory 

Tables 

Tables 

Tables 

Tables 


chapter 

1 to 24, 

25 to 

37 to 

40 to 



28 to 36 

27, 30 

39 

42 

Inventory: i 






All honslTig nnUs _ _ _ 

( 3 ) 

( 3 ) 

100 



By farin-nonfarm rosi donee 

26 

26 




Occupied units 

(=>) 

G) 

100 

100 

26 

By color 

0 

h 

100 



By farm-nonfarm residence-- 

26 

25 




Owner occupied; renter occupied 

(2) 

(2) 

100 

100 

26 

By color - 

(2) 

(2) 

100 



By farm-nonfarm residence 

25 

25 




Vftoant nnU.R 

100 

100 

100 



Occupancy characteristics: 






Color or ethnic group-. 

2 26 

2 26 

100 

100 

25 

Persons 

26 

26 

2 100 

26 

26 

Persons per room 

25 

26 

100 

25 

26 

Population, IflftO 

*26 

26 

100 



Popnlot.inn] 1050 

100 

100 




Tenure. -.1 

2 26 

2 26 

100 

100 

26 

Rent status (no cash rent) 

26 

25 

26 

26 

26 

Year moved into unit 

26 

26 

26 



Acres in place 


26 




Duration of vacancy.- 

26 

26 




Vacancy status 

100 

100 

100 



Structural characteristics: 






Basement _ _ 

20 

20 




Bftdrnoms . 

6 

6 




Elevator in structure.. 

20 





Rooms: 






All units; owner; renter - 

26 

25 

8 100 

26 

26 

Vacant - 

100 

100 




Units In structure 

20 

20 

20 

20 

20 

Trailers - 

26 

26 


26 

26 

Year structure built 

26 

25 

26 

26 

26 

Condition and plumbing facilities: 






Bathing facilities 

26 

26 

100 

26 

26 

Bathrooms _ 

20 

20 

20 



Condition and plumbing: 






All units; owner; renter 

26 

26 

100 

26 

26 

Vacant 

100 

100 




Sewage disposal. 


20 

20 



Source of water - 


20 

20 



Toilet facilities 

26 

26 

100 

26 

26 

Water supply 

26 

25 

100 

26 

26 

Equipment and fuels: 






Air conditioning 

6 

5 




Automobiles available 

«20,6 

«20,5 




Clothes dryor 

5 

5 




niotliAs? •Vwn.Qhl-njT Tn^iflilTiA 

6 

6 




Cooking fuel - 

6 

5 




TTAfitlrig piqnlpTnnnt . _ 

25 

26 

26 



TTAAting flip] 

6 

6 




Homo food freezer 

6 

6 




Radio sets _ . 

5 

5 




Telephone available.— 

26 

26 




Television sets _. 

6 

6 




Water heating fuel — . 

6 

6 




Financial characteristics: 






Contract rent: 






Renter-occupied units 

26 

26 

26 



Vacant 

6100,26 

*100,26 




Utilities in rent. 

26 

26 




Gross rent 

26 

26 

26 

26 

26 

Value: 






Owner-occupied units 

26 

26 

26 

26 

26 

Vacant — 

fl 100,26 

*100,26 





1 Refers to counts of units under the subject ^‘Tenure, color, and vacancy status.” 

2 Under the subject “Tenure” or “Tenure, color, and vacancy status,” the counts of 
vacant units are based on the lOO-porcent enimieration; the counts of owner- and renter- 
occupied units by color are based on the 26-percent sample and, because they are major 
components in the ratio estimation, are essentially in agreement with the eomploto 
count except when tabulated by farm-nonfarm residence. These, counts appear as con- 
trol totals in various tables for the area; totals of distributions for characteristics based 
on samples of different size may not agree precisely with these counts (see section on 
“Ratio estimation”). 

» For owner- and renter-occupied units, median number of persons and median num- 
ber of rooms were computed from the 26-percent sample of units. 

< Based on the 100-percent enumeration in text tables D and F. 

« For automobiles, 20-percent sample in places of 60,000 inhabitants or more in 1960 
or in an interim census prior to 1960; 6-percent sample elsewhere. For rent and value 
ot vacant units, 100-percent in places of 60,000 inhabitants or more in 1960 for which 
statistics are published by blochs in 19e0 Census of Housing. Volume III, City Blocks; 
25-peroent sample elsewhere. For an area including a place of 60,000 inhabitants or more 
(e.g., a region, division, or SMSA), the parts were tabulated at their respective rates 
and then combined. 

Note. — The 1960 data in the text tables of the United States Summary chapter are 
based on the complete count, except iu conterminous United States data on age of 
structure, radio, television, cooking fuel, and heating fuel are based on the 20-percent 
samples subject to ratio estimation. The 1940 data are baaed on the complete count. 


RATIO ESTIMATION 

The 1060 statistics based on samples of housing units are esti- 
mates that were developed through the use of a ratio estimation 
procedure. Essentially this procedure was carried -out for each 
of seven groups of housing units in each area, -separately for the 
25-, 20-, and 5-percent samples.® The groups are as follows : 

Group Tenure, color, vacancy status 

1 Owner occupied, white 

2 Owner occupied, nonwhite 

3 Renter occupied, white 

4 Renter occupied, nonwhite 

5 Vacant, -available for sale only 

6 Vacant, available for rent 

7 Vacant, other 

Eor each of the seven groups, the ratio of 'the complete count to 
the sample count of housing units in the group was determined. 
Each -sample housing unit in the groui) wa-s assigned an integral 
weight so the sum -of the weights would equal the coiniilete count 
for the group. Tor example, if the ratio for a group was 4.2, one- 
fifth of the housing units (selected lit random) within the group 
were assigned a weight of 5, and the remaining four-fifths, a 
weight of 4. The use of such a combination of integral weights 
rather than a single fractional weight was adopted to avoid the 
complications involved in rounding. Tor the 25-pGrcent sample 
tabulations, where there were fewer than 50 housing units in the 
complete count in a group or where -the resulting weight would he 
over IG, groups were, in general, combined in a specific order to 
satisfy these two conditions. Similar procedures with appropri- 
ate values were used for the 20- and H-percent sample taliulations. 

The ratio estimates achieve some of the gains -of stratification 
which would have been obtained if the sample had been sLratiflCMl 
by the groups for which separate ratio estimates wore computed. 
The net oftei^t Is a reduction in the sampling variability and in 
t:he bias of many statistics below that which would be obtained 
by weighting -the results of the 25-percent vsiimple by a unifoi’in 
factor of 4 (the 20-porcont sample by 5 or the r)-percent sample by 
20). The reduction in sampling variability is trivial for some 
items and substantial for others. 

The ratio estima'tlon procedure was generally 'applied to the 
smallest complete geographic -area for which any data were to be 
published. Thus, the area may be a city, tract within a city, 
county, SMSA, urbanized area, or the rural part of a county. 
The rural-farm and rural-nonfarm units in a county, however, do 
not represeni: complete -areas ; 'therof oi’c, data by rural-farm and 
rural-nonfarm residence are not subjecjt to the reduction in sam- 
pling variability which is achieved by the ratio estimation pro- 
cedure. Distributions of characteristics which were tabulated 
at different -sample rates may not add to the same to-tal. 

The .inventoiy of housing units (counts of 'all units, owner 
occupied, renter occupied, and vacant) are provided under the 
subject ‘Tenure, color, and vacancy status.'' In the detailed 
tables in 'the United States Summary chapter and in tables 1 to 
24 and 28 to 35 in the State chapters, as a byproduct of the ratio 
estimation procedure, estimates of owner- and renter-occupied 


a Batlmates of characteristics of the housing units from the sample for 
a given area are produced using the foriuiila: 

x'=S ~ Yi 
iti Vi 

where x' is the estimate of the characteristic for the area obtained 
through the use of the ratio estimation procedure, 

X, is the count of sample housing units with the characteristic 
for the area in one (1) of the 7 groups, 
y^ is the count of all sample housing units for the area In the 
same one of the 7 groups, and 

Yj is the complete count of housing units for the area in the 
same one of the 7 groups. 
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units by color of bead of household (except when tabulated by 
farm-nonfarm residence) are essentially in agreement with the 
total numbers of units from the lOO-pereent counts in the respec- 
tive groups in each area ( occupied units were tabulated from tbe 
25-percent sample and vacant units were tal)ulated from the 100- 
percent counts) . However, where some of the groups in the ratio 
estimation procedure were combined, tbe estimates for owner- 
and renter-occupied units by color are subject to a relatively 
small sampling variability. The counts of units which are shown 
under the subject ^‘Tenure, color, and vacancy status” in the first 
table for a given area appear as control totals in subsequent 
tables for tbe area. For subjects 'tabulated from the 20-percent 
or 5-pereent sample, the distributions may not add precisely to 
these control totals. 

In tables 25 and 36 'to 38 in the State chapters, 'the counts of 
owner- and renter-occupied units by color and the counts of va- 
cant units, when presented under the subject “Tenure” or “Ten- 
ure, color, and vacancy status,” are the 100-percent counts and 
therefore 'are not subject to sampling variability. In State table 
27, the counts of owner-occupied, renter-occupied, and available 
vacant units also -are the 100-percent counts. In State 'tables 40 
bo 42, all tbe data are subject to sampling variability. 

Fai-m residence was based on 'the 25-percen:t sample of units, 
and estimates of owner- and renter-occupied units by color were 
infiiated to the 100-percent counts for the entire rural portion of a 
county. The separate counts of rural-nonfarm and rural-farm 
units, therefore, are subject to sampling variability. 

In the text tables in tbe United States Summary chapter, the 
1960 inventory counts are essentially in agreement with the 100- 
percent counts, as specified in the headnotes. For these figures, 
the counts are based partly on a sample; figures for owner- 
occupied and renter-occupied units are based on the 25-pereent 
sample subject to ratio estimation, and the counts of vacant units 
are based on tbe 100-percent enumeration. Distributions of 
characteristics based on samples of units may not add precisely 
to the inventory counts. 

SAMPLING VARIABILITY 

Standard error of numbers and , percentages. — Figures from 
sample tabulations are subject to sampling variability. For the 
1960 data based on samples, the sampling variability can be esti- 
mated by using factors from table IV in conjunction with table II 
for absolute numbers and with table III for percentages." These 
tables do not reflect the effect of response variance, processing 
variance, or bias arising in the collection, processing, and estima- 
tion steps ; estimates of the magnitude of some of these factors in 
the total error are being prepared and will be published at a later 
date. The chances are about two out of three that the difference 
due to sampling variability between an estimate based on a 
sample and tbe figure that would have been obtained from a 
complete count is less than the standard error. Tbe chances are 
abouf 19 out of 20 that the difference is less than twice the stand- 
ard error and about 99 out of 100 that it is less than 2^/^ times 
the standard error. The amount by which the estimated stand- 
ard error must be multiplied to obtain other odds deemed more 
appropriate can be found in most statistical textbooks. 

Table II shows estimates proportionate to the standard errors 
of estimated numbers of housing units. Table III shows esti- 
mates proportionate to the standard errors of estimated percent- 
ages of housing units. Table IV provides a factor by which the 

® These estimates of sampling variability are based on partial informa- 
tion on variances being calculated from a sample of 1960 Census results. 
Further estimates are being calculated and. will be made available. 


estimates proportionate to the standard errors shown in tables II 
and III should be multiplied to adjust for tbe combined effect of 
tbe sample design and the estimation procedure. 


Table II. — ^Estimates Proportionate to Standard Error of 
Estimated Number 

[Range of 2 chances out of 3; for factors to bo applied, seo table IV and text] 


Estimated number i 

Estimate 
propor- 
tionate to 
standard 
error 

Estimated number i 

Estimate 
propor- 
tionate to 
standard 
error 

50 

16 

6,000 

110 

inn _ _ 

20 

10,000 

IGO 

9.fin 

30 

16,000 

100 

5nn 

40 

20,000 

220 

1,000 - 

50 

26,000 

260 

9,5nn 

80 

60,000 

360 






1 For estimated numbers larger than 60,000, the relative errors are somewhat smaller 
than for 60,000. 


Table III. — ^Estimates Proportionate to Standard Error of 
Estimated Percentage 


[Range of 2 chances out of 3; for factors to bo applied, see table IV and text] 


Estimated percentage 

Base oi percentage 

600 

1,000 

2,600 

10,000 

26,000 

50,000 

2 or 98— 

1.3 

0.9 

0.6 

0.3 

0.1 

0.1 

6 or 96-..- 

2.0 

1,4 

0.9 

0.4 

0.2 

0.2 

10 or 90 

2.8 

2.0 

1.2 

0.6 

0.3 

0.2 

2fior75_ _ 

3.8 

2.7 

1.6 

0.7 

0.4 

0.3 

60 

4.4 

3.1 

1.6 

0.8 

0.6 

0.3 


To estimate a standard error for a given characteristic, locate 
in table I the sample rate used in the tabulation, and in table IV 
the factor applying to the item according to the sample rate used ; 
multiply this factor by the estimate proportionate to the standard 
error given for the number shown in table II. The piroduct of this 
multiplication is the approximate standard error. Similarly, to 
obtain an estimate of the standard error of a percentage, multiply 
the figure as shown in table III by the factor from table IV. For 
most estimates, linear interpolation in tables II and III will pro- 
vide reasonably accurate results. 

Illustration: Let us assume table 13 in a State chapter shows 
that in a given city there are an estimated 2,500 housing units 
with two or more bathrooms. According to table I, data on 
number of bathrooms in table 13 were tabulated from the 20- 
percent sample of bousing units. Table IV shows that when 
number of bathrooms is tabulated from the 20-percent sample, 
the appropriate number in table II should be multiplied by a 
factor of 1.2. Table II shows that the estimate proportionate to 
the standard error for an estimate of 2,500 is about 80. Tbe factor 
of 1.2 times 80, or 96, means that the chances are approximately 
2 out of 3 that the results of a complete count would not differ 
by more than 96 from the estimated 2,500. It also follows that 
there is only about 1 chance in 100 that the results of a complete 
count would differ by as much as 240, that is, by times the 
standard error. Assume also that table 28 for a State shows there 
are an estimated 300 dilapidated housing units in a given county. 
According to table I, tbe sample rate of tabulation for condition 
and plumbing is 25 percent, and according to table IV the factor 
is 1.2. Table II shows that tbe estimate proportionate to the 
standard error for an estimate of 300 is about 32. Tbe factor of 
1.2 times 32, or 38, means that the chances are approximately 
2 out of 3 that the results of a complete count would not differ by 
more than 38 from the estimated 300. In table 25 for the State, 
however, the estimated number of dilapidated units was tabulated 
from the 100-percent count, and, therefore, is not subject to 
sampling variability. 

Homeowner and rental vacancy rates, which are given in tables 
1, 2, 3, 9, and 15 in the United States Summary chapter and in 
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Table IV. — Factor To Be Applied to Tables II and III 


[Eofer to tablo I for samplo rate applying to data tables] 


Subject 

Sample 
rate for 
tabulation 
(percent) 

Factor 

Inventory: 

25 

1,2 

Occupancy characteristics: 

26 

0.0 


26 

1.2 


26 

0.6 

Persons per room 

26 

0,0 

Population, 1060 

26 

1.2 


26 

2 0.0 

■R.ftnt; status (inn npijli rnnt) 

26 

1.0 

Yflfir moved fntn nnlt 

26 

1.2 

A cros io plaeo , - - - 

26 

1.2 

"Duration of vaenuey 

26 

1.2 

Structural charaaerisdes; 

Basement 

20 

1.2 

Bedrooms, - 

6 

2.8 

lUlOvatAr in ptrnetlirfl 

20 

1.2 

Rooxn.s: All units, owner, router, ^ _ __ 

! 25 

1.0 

Units in structure 

20 

8 1.2 

Trail or s .. 

1 26 

1.2 

Yonr structuro hnilt. _ 

* 26 

1.0 

Condition and plumbing facilities: 

Bathing facilities 

26 

1,0 

Bathrooms 

20 

1.2 

Condition and plumbing: 

All units, owner, renter 

26 

1.2 

Sewage disposal 

20 

1.2 

of watur , . 

20 

1,2 

Tnilot fnniUtfos 

26 

1.0 

"Water supply 

26 

1.0 

Equipment and fuels: ‘ 

Air conditioning 

6 

2.8 

Automobiles available 

20 

1.2 

Automobiles available. _ 

6 

2.6 

ninth ns dryor , _ 

6 

2.8 

niotbos 'WAsbingmacbiufi- . ^ _ 

6 

2.8 

noolring fnol . .. , , - — 

6 

2.8 

Heating equipment 

26 

1.0 

TToating fiinl , , ^ , . _ _ . ... 

6 

2.8 

TTomn food fron7.p.r , , _ _ _ ^ 

6 

2.8 

Radio sots _ ... 

6 

2.4 

Toloph on ft avail able , , . , ^ 

26 

1.0 

Tnlovi.sion sots ,, . .. 

6 

2.4 

Water boating fnftl 

6 

2.8 

Financial characteristics: 

Contract rent: 

Rontor-oponpled nnitSr - n ^ -- -- 

26 

1.0 

Vacant. , 

26 

1.0 

Gross rent _ ... . 

26 

1.0 

Value: 

Ownftr-onotipiod units. . , _ . 

26 

1.0 

Vacant . 

26 

1.0 





» Tables 40 to 42 in the State cliapters. 

3 When tabulated by ethnic group, the factor is somewhat larger. 
* For the category '1 unit*' in structure, use the factor 1.8. 


tables 1, 2, 12, 18, and 22 in the State chapters, are subject to 
relatively small aantpling variability in most cases since they are 
coiiixmted by using the lOd-perceiit count of vacant units and tlu^ 
estimates of owner-occupied and renter-occupied units. 

For a characteristic tabulated by color or tenure, the factor for 
the eliaractoristic in table TV' approximates the factor that applies 
to the data in the cross-tabulation. For example, to obtain the 
ai)proxiinate standard error of the estinmt;ed number of owner- 
occupied units built in the period 11)50 to 1954, api^ly the factor 
ill table IV for “year structure built” to the estimate in table II. 

In the text tables in tbe United States Summary chapter, 1050 
data based on a sample also are subject to sampling variability. 
Estimates of the standard errors are given in 1950 Ce^isus of 
Jlouaing^ Volume I, General Characteristics. 

Standard error of differences. — The standard errors estimated 
from tables II and III (using factors from table IV) are not 
directly applicable to differences between two estimates. The 
estimates of sampling errors are to be applied differently in the 
following three situations : 

1. For a difference between a sample estimate and one based 
on a complete count (e.g., a difference arising from comparison 
between condition and iilumbing facilities based on the 25-percent 
samjile for one area, and condition and plumbing facilities from 
the lOO-iiercent tabulations in another area), the standard error 
of the difference is identical with the standard error of the 
estimate based on the sample. 

2. For a difference between two sample estimates (e.g., oiu* 
from 1060 and the other from 1950, or both from the same een.siis 
year), the standard error is approximately the square root: of the 
sum of the squares of the standard error of each estimate con- 
sidered separately. This formula will represent the stunclard 
error quite accurately for the dilference between estimates of the 
same characteristic in two different areas, or for the difference 
between separate and uncorrelated characteristics in the same 
area. If, however, there is a high positive correlation between 
the two characteristics, the formula will overestimate the true 
standard error. 

3. For a dilference between two sample estimates one of 
which represents a subclass of the other (e.g., units in sound 
condition and having all xdumbing facilities as a subclass of all 
units in sound condition), (:bo difference should be considered as 
tbe sample estimate ; the standard error of this difference may Im 
obtained dii*ectly. 


XLVI 


States and Small Areas 


CORRECTIONS 


For the State chapters of Volume I, the portion consisting of the de- 
tailed tables has been prepared by assembling the materials originally 
issued in the separate HCtl) final State reports; for the United States 
Summary chapter, data tabulated for the State reports were used to com- 
pile the summary statistics. This plan was adopted to conserve public 
funds. The corrections in the distributions below would ordinarily have 
been made in the separate chapters if the detailed tables had been 
reprinted. 

The corrections apply to the data on gross rent for housing units with 
nonwhite household heads, white heads of Spanish surname, and Puerto 
Rican heads. In both the State and the United States Summary chapters of 
Volume I, the gross rent distributions shown for these units erroneously 
include data for farm housing units; anadysis reveals that for virtually all 
areas the great majority of these farm units were tabulated in the "no 
cash rent" category. Furthermore, each monthly gross rent of $200 or 
more was erroneously edited as "not reported" and was assigned the rent 
of the preceding imit; it has been determined that the number of imits in- 
volved in this error is relatively small. 


Corrected distributions for some of the areas published in Volume I 
are available from the tabulations for Volume II of the I960 Housing re- 
ports . Only those areas for which Volume II data are available are listed 
below. In addition to some individual SMSA's and places, corrected gross 
rent data from the Volume II tabulations are not available for States 
(divisions, regions, and the United States) by urban and rural residence 
and by location in and out of central cities . 

Distributions are presented in section 1 for units with nonwhite house- 
hold heads, in section 2 for units with white household heads of Spanish 
surname, and in section 3 for units with Puerto Rican heads. As is evi- 
dent, the Volume II distributions were tabulated on the basis of fewer 
intervals than Volume I, affecting the lower and upper ends of the distri- 
bution. Medians are not shown because those computed from the cor- 
rected data show no change in most cases and very little in others, 
compared with the median gross rents presented in the Volume I tables. 

It should be noted that the gross rent data in the census tract reports 
(Series PHC(l) reports) are not subject to the gross rent errors identi- 
fied in Volume I of the I960 Housing reports . 


SECTION 1 

GROSS RENT OF RENTER-OCCUPIED NONFARM UNITS WITH NONWHITE HOUSEHOLD HEADS, 

FOR SPECIFIED AREAS; 1960 


(Data supersede those in tables 11, 37, and 39 in State chapters and tables 26 and 29 in United States Summary chapter) 


Area 


UNITED STATES 


Total 

Inside SMSA's 

Outside SMSA's 

REGIONS 


Northeast . . . , 
North Central 

South 

West 


DIVISIONS 


New England 

Middle Atlantic . . . 
East North Central 
West North Central 
South Atlantic .... 
East South Central 
West South Central 

Mountain 

Pacific 


STATES 


Alabama 

Inside SMSA's , , , 
Outside SMSA's , . 

Arizona 

Inside SMSA's . . . 
Outside SMSA's . , 

Arkansas 

Inside SMSA's . . . 
Outside SMSA 's . , 

California. 

Inside SMSA's . . , 
Outside SMSA's . . 

Connecticut 

Inside SMSA's . , , 
Outside SMSA's , , 

District of Columbia 

Florida 

Inside SMSA's . . . 
Outside SMSA's. . 

Georgia 

Inside SMSA's . . . 
Outside SMSA's. , 

Hawaii 

Inside SMSA's . . . 
Outside SlvlSA's . , 


Total 

JLess 

than 

$30 

$30 

to 

$39 

$40 

to 

$49 

$50 , 

to 1 

$59 1 

i 

$60 

to 

$69 

$70 

to 

$79 

$80 

to 

$99 

$100 

to 

$119 

$120 

1 or 

' more 

! 

1 No 

1 cash 
rent 

1 

2,982,762 

376,781 

305,051 

359,065 

1 

374,293 ' 

372,702 

302,951 

1 

382,609 

155,729 

1 91,971 

j 

261,610 

2,249,004 

131,550 

194,926 

285,791 

329,077 

343,853 

283,999 

' 362,850 

149,984 

: 87,710 

79,264 

733,758 

245,231 

110,125 

73,274 

45,216 , 

28,849 

18,952 

19,759 

5,745 

4,261 

182,346 

637,744 

11,546 

35,063 

78,084 

107,815 

116,722 

88, 175 

1 

' 110,534 

45,058 

1 28,623 

16, 124 

604,224 

15,944 

31,623 

58,874 

66,696 

84,942 

82,163 

1 132,439 

71,823 

1 41,664 

18,056 

1,431,149 

326,744 

215,490 

190,767 

158,271 

125,056 

88,358 

, 84,390 

22,823 

13,922 

205,328 

309,645 

22,547 

22,875 

31,340 

41,511 

45,982 

44,255 

55,246 

16,025 

' 7,762 

22,102 

53,963 

1, 116 

2,498 

5,254 

6,998 

8,930 

8,937 

' 12,446 

4,559 

! 

2,165 

1,060 

583,781 

10,430 

32,565 

72,830 

100,817 

107,792 

79,238 

i 98,088 

40,499 

26,458 

15,064 

508,124 

9,279 

21,923 

42,464 

51,408 

70,080 

71,010 

120,284 

68,687 

40,630 

12,359 

96,100 

6,665 

9,700 

16,410 

15,288 

14,862 

11,153 

12,155 

3,136 

1,034 

5,697 

755,165 

140,497 

103,475 

98,914 

85,418 

75,570 

62,553 

66,217 

19,373 

11,366 

91,782 

318,599 

102,334 

57,028 

42,110 

28,956 

16,608 

7,377 

5,849 

1,136 

1,206 

55,995 

357,385 

83,913 

54,987 

49,743 

43,897 

32,878 

18,428 

12,324 

2,314 

1,350 

57,551 

32,543 

3,713 

3,625 

4,499 

4,219 

' 3,694 

2,677 

3,225 

1,371 

717 

4,803 

277,102 

18,834 

19,250 

26,841 

37,292 

1 42,288 

1 

41,578 

52,021 

14,654 

7,045 

17,299 

117,804 

45,460 

22,463 

15,788 

8,593 

3,738 

1,496 

1 

305 

576 

18,271 

64,178 

17,404 

16,963 

13,213 

7,368 

3,022 

1,088 

572 

102 

125 

4,321 

53,626 

28,056 

5,500 

2,575 

1,225 

716 

408 

' 542 

203 

451 

13,950 

11,043 

2, 123 

1,651 

1,737 

1,434 

849 ! 

439 

389 

94 

66 

2,261 

6,489 

964 

1,150 

1,219 

994 

569 

307 

256 

69 

44 

917 

4,554 

1,159 

501 

518 

440 

! 280 

132 

133 

25 

22 

1,344 

42,855 

14,625 

7,018 

3,488 

1,553 

’ 732 

372 

271 

113 

82 

14,601 

8,002 

1,931 

1,966 

1,515 

833 

1 418 

194 

80 

38 

36 

991 

34,853 

12,694 

5,052 

1,973 

720 

314 

178 

191 

75 

46 

13,610 

202,836 

9, 143 

11,478 

18,799 

28,929 

34,897 

35,035 

41,548 , 

10,857 

4,167 

7,983 

192,577 

8,165 

10,488 

17,555 

27,584 

33,739 

34, 116 

40,444 ' 

10,498 

3,951 

6,037 

10,259 

978 

990 

1,244 

1,345 

1,158 

919 

1,104 1 

359 

216 

1,946 

22,290 

316 

773 

1,739 

2,560 

3,386 

3,648 

5,535 

2,501 

1,418 

414 

21,041 

274 

680 

1,573 

2,358 

3,205 

3,459 

5,348 

2,405 

1,381 

358 

1,249 

42 

93 

166 

202 

181 

189 i 

187 

96 

37 

56 

75,163 

836 

2,202 

4,657 

6,894 

12,562 

16,265 

19,405 

5,893 

4,729 

1,720 

131,661 

17,567 

18,060 

19,562 

17,799 

15,949 

13,175 1 

13,644 

3,329 

1 

1,216 

11,360 

87,464 

7,787 

9,940 

12,100 

12,505 

12,931 

11,558 , 

12,382 

3,079 

1,040 

4,142 

44,197 

9,780 

8,120 

7,462 

5,294 

3,018 

1,617 > 

1,262 

250 

176 

7,218 

155,941 

46,792 

27,850 

22,127 

15,142 

9,644 

5,561 ’ 

3,954 

630 

596 

23,645 

77,036 

13,450 

15,290 

15,930 

12,160 

8,331 

4,922 ' 

3,222 

422 

311 

2,998 

78,905 

33,342 

12,560 

6,197 

2,982 

1,313 

639 

732 

208 

285 

20,647 

52,723 

7,873 

5,685 

5,891 

5,738 

4,755 

4,089 

7,379 

2,667 

1,751 

6,895 

36,758 

2,835 

2,994 

3,531 

4,358 

4,078 

3,808 

7,088 

2,606 

1,697 

3,763 

15, 965 

5,038 

2,691 

2,360 

1,380 

677 

281 

291 

61 

54 

3,132 




Corrections 


XLVII 


SECTION 1 

GROSS RENT OF RENTER-OCCUPIED NONFARM UNITS WITH NONWHITE HOUSEHOLD HEADS. 

FOR SPECIFIED AREAS: 1960-Con. 


(Data supersede those in tables 11^ 37, and 39 in State chapters and tables 26 and 29 in United States Sumnnary chapter) 


Area 

Total 

Less 

than 

$30 

$30 

to 

$39 

$40 

to 

$49 

$50 

to 

$59 

$60 

to 

$69 

$70 

to 

$79 

$80 

to 

$99 

$100 

to 

$119 

$120 

or 

more 

No 

cash 

rent 

ST AT ES — Continvio d 

Illinois 

223,999 

3,516 

7,046 

17,020 

18,855 

25,117 

24,736 

53,634 

40,207 

29,888 

3,980 

Inside SMSA's 

219,048 

2,058 

6,222 

16,369 

18,384 

24,767 

24,475 

53,363 

40,086 

29,848 

3,476 

Outside SMSA's 

4,951 

1,458 

824 

651 

471 

350 

261 

271 

121 

40 

504 

Indiana 

37,066 

1,052 

2,425 

4, 122 

5,429 

6,808 

6,613 

7,240 

1,849 

390 

1,137 

Inside SMSA's 

33,788 

885 

2,191 

3,646 

4,975 

6,254 

6,139 

6,770 

1,689 

354 

885 

Outside SMSA's 

3,277 

167 

234 

476 

454 

554 

474 

470 

160 

36 

252 

Kansas 

10,824 

536 

819 

1,433 

1,778 

1,943 

1,433 

1,734 

327 

160 

661 

Inside SlvISA's 

6,933 

216 

410 

973 

1,155 

1,415 

991 

1,213 

183 

89 

288 

Outside SMSA's 

3,891 

320 

409 

460 

623 

528 

442 

521 

144 

71 

373 

Kentucky 

31,289 

6,834 

' 5,668 

5,072 

3,964 

3,046 

1,926 

1,800 

288 

119 

2,572 

Inside SMSA's 

18,215 

2,363 

1 3,193 

3,404 

3,024 

2,545 

1,425 

1,271 

232 

79 

679 

Outside SMSA's 

13,074 

4,471 

2,475 

1,668 

940 

501 

501 

529 

56 

40 

1,893 

Louisiana 

135,221 

37,288 

21,753 

18,627 

15,535 

10,507 

5,171 

2,932 

367 

360 

22,681 

Inside SMSA's 

80,161 

12,592 

14,661 

15,783 

14,243 

9,941 

4,914 

2,615 

286 

221 

4,905 

Outside SMSA's 

55,060 

24,696 

7,092 

2,844 

1,292 

566 

257 

317 

81 

139 

17,776 

Maryland 

72,883 

3,289 

4,842 

7,510 

8,893 

10,507 

10,072 

13,987 

6,251 

3,529 

4,003 

Inside SMSA's 

61,627 

1,749 

3,258 

5,597 

7,486 

9,541 

9,395 

13,415 

6,127 

3,450 

1,609 

Outside SMSA's 

i 11,256 

1,540 

1,584 

1,913 

1,407 

966 

677 

572 

124 

79 

2,394 

Massachusetts 

' 26,466 

585 

1,176 

2,755 

3,609 

4,581 

4,480 

6,164 

1,908 

729 

479 

Inside SMSA’s 

1 25,473 

542 

1,136 

2,647 

3,502 

4,452 

4,281 

5,972 

1,809 

720 

412 

Outside SMSA's 

993 

43 

40 

108 

107 

129 

199 

192 

99 

9 

67 

Michigan 

104,569 

1,138 

3,376 

6,928 

11,023 

17,569 

19,277 

' 26,198 

11,557 

4,411 

3,092 

Inside SMSA's 

100,166 

943 1 

3,026 

6,424 

10,377 

16,878 

18,664 

25,554 

11,315 

4,366 

2,619 

Outside SMSA's 

4,403 

195 i 

350 

504 

646 

691 

613 

644 

242 

45 

473 

Mississippi 

90, 133 

33,427 

12,486 

7,797 

4,008 

1,585 

778 

829 

201 

213 

28,809 

Inside SMSA’s 

9,442 

958 

1,421 

2,799 

2,033 

692 

327 

144 

33 

41 

994 

Outside SMSA's . 

80,691 

32,469 

11,065 

4,998 

1,975 

893 

451 

685 

168 

172 

27,815 

Missouri 

68,823 

4,732 

7,385 

13, 145 

11,481 

10,260 

7,876 

7,975 

1,878 

519 

3,572 

Inside SMSA's 

61,079 

2,465 

6, 181 

12,149 

11,038 

9,900 

7,591 

7,703 

1,814 

500 

1,738 

Outside SMSA's 

7,744 

2,267 

1,204 

996 

443 

360 

285 

272 

64 

19 

1,834 

New Jersey 

90,291 

1,416 

3,778 

7,853 

11,101 

13,936 

13,704 

22,062 

9,785 

4,256 

2,400 

Inside SMSA's 

80,703 

1,205 

3,179 

6,954 

10,186 

12,580 

12,218 

19,877 

8,880 

3,911 

1,713 

Outside SMSA's . . . . 

9,688 

211 

599 

899 

915 

1,356 

1,486 

2,185 

905 

345 

687 

New York 

359,604 

5, 188 

17,464 

42,820 

62,464 

66,970 

47,502 

60,281 

26,319 

20,516 

10,080 

Inside SMSA's 

352,692 

4,897 

17,092 

41,956 

61,462 

65,918 

46,529 

59, 181 

25,966 

20,356 

9,335 

Outside SMSA’s 

6,912 

291 

372 

864 

1,002 

1,052 

973 

1,100 

353 

160 

745 

North Carolina 

122,278 

24,679 

20,765 

19,468 

15,272 

10,341 

6,336 

4,755 

822 

283 

19,557 

Inside SMSA's 

41,582 

3,541 

5,426 

7,679 

8,151 

6,620 

4,358 

3,206 

611 

182 

1,808 

Outside SMSA's. 

80,696 

21,138 

15,339 

11,789 

7,121 

3,721 

1,978 

1,549 

211 

101 

17,749 

Ohio 

127,590 

3,323 

8,636 

13,489 

15,077 

18,883 

18,081 

28,242 ' 

12,890 

5,299 

3,670 

Inside SMSA's 

122,261 

2,955 

8,080 

12,822 

14,255 

18,129 

17,367 

27,649 

12,705 

5,258 

3,041 

Outside SMSA's 

5,329 

368 

556 

667 

822 

754 

714 

593 

185 

41 

629 

Oklahoma 

24,583 

4,298 

3,576 

4,537 

3,515 

2,719 

1,520 

1,037 

281 

154 

2,946 

Inside SMSA's 

13,053 

1,133 

1,402 

2,721 

2,522 

2,137 

1,278 

846 

229 

75 

710 

Outside SMSA's 

11,530 

3,165 

2, 174 

1,816 

993 

582 

242 

191 

52 

79 

2,236 

Pennsylvania 

133,886 

3,826 

11,323 

22,157 

27,252 

26,886 

18,032 

15,745 

4,395 

1,686 

2,584 

Inside SMSA's 

130,487 

3,493 

10,803 

21,582 

26,729 

26,428 

17,665 

15,458 

4,322 

1,658 

2,349 

Outside SMSA's 

3,399 

333 

520 

575 

523 

458 

367 

287 

73 

28 

235 

South Carolina 

86,453 

31,577 

14,973 

10,245 

6,368 

3,097 

1,350 

979 

233 

154 

17,477 

Inside SMSA's 

29,115 

8,376 

5,564 

5,118 

3,632 

1,923 

924 

544 

120 

46 

2,868 

Outside SMSA' s 

57,338 

23,201 

9,409 

5,127 

2,736 

1,174 

426 

435 

113 

108 

14,609 

Tennessee 

79,373 

16,613 

16,411 

13,453 

12,391 

8,239 

3,177 

2,106 

342 

298 

6,343 

Inside SMSA's 

59,948 

8,441 

12,603 

11,563 

11,535 

7,810 

2,978 

1,847 

306 

191 

2,674 

Outside SMSA's 

19,425 

8, 172 

3,808 

1,890 

856 

429 

199 

259 

36 

107 

3,669 

Texas 

154,726 

27,702 

22,640 

23,091 

23,294 

18,920 

11,365 

8,084 

1,553 

7 54 

17,323 

Inside SMSA's 

113,176 

11,916 

15,553 

19,038 

21,400 

18,065 

10,838 

7,437 

1,405 

540 

6,984 

Outside SMSA's 

41,550 

15,786 

7,087 

4,053 

1,894 

855 

527 

647 

148 

214 

10,339 

Virginia . ; 

90,595 

12,533 

11,650 

12,318 

12,681 

11,377 

8,126 

7,528 

1,652 

645 

12,085 

Inside SMSA's 

55,549 

, 4,200 

6,729 

8,378 

9,645 

9,164 

6,710 

6,225 

1,353 

535 

2,610 

Outside SMSA's 

35,046 

8,333 

4,921 

3,940 

3,036 

2,213 

1,416 

1,303 

299 

110 

9,475 

Washington 

13,836 

1,333 

1,508 

1,426 

1,821 

1,772 

1,785 

2,164 

682 

275 

1,070 

Inside SMSA's 

11,550 

1,092 

1,236 

1,192 

1,545 

1,390 

1,545 

l-,985 

627 

264 

674 

Outside SMSA's 

2,286 

241 

272 

234 

276 

382 

240 

179 

55 

11 

396 


XLVIII 


States and Small Areas 


SECTION 1 

GROSS RENT OF RENTER-OCCUPIED NONFARM UNITS WITH NONWHITE HOUSEHOLD HEADS, 
GROSS RJiN SPECIFIED AREAS: 1960-Coa. 

(Bata supersede thoae in tables 11, 37, and 39 in State chapters and tables 26 and Z9 in United Stat es SunaniaTy cbapten) _ 

' ^ - ■ I I ' i f 


Less 

Total than 

$30 


$30 $40 

to to 

$39 $49 


$50 

$60 1 

$70 $80 

$ 100 

to 

to 

to to 

to 

$59 

$69 

$79 $99 

$119 


$120 No 

or cash 

more rent 


STANDARD METROPOLITAN 
STATISTICAL AREAS 


Abilene, Tex. 

Akron, Ohio 

Akron city 

Albany, 

Albany-Schenectady-Troy, N.Y, .. 

Albany city 


Albuquerque, N. 

Albuquerque city 

Allentovm- B ethlehem- Easton , Pa . - N . J . 

Allentown city 

Amarillo, Tex 

Amarillo city 


Ann Arbor, Mich. 

Asheville, N.C 

Atlanta, Ga 

Atlanta city 

Atlantic City, N.J 

Augusta, Ga.-S.C 

Austin, Tex 

Austin city 

Bakersfield, Calif 

Baltimore, Md 

Baltimore city 

Baton Rouge, La 

Baton Rouge city. 

Beaumont- Port Arthur , Tex. 

Beaumont city 

Birmingham, Ala 

Birmingham city 

Boston, Mass 

Boston city 

Cambridge city 

Bridgeport, Conn 

Bridgeport city 

Brockton, Mass 

Buffalo , N.Y 

Buffalo city . 

Niagara Falls city 


Canton, Ohio 

Canton city 

Champaign-Urbana, 111. 

Charleston, S.C 

Charleston, W. Va...,. 

Charlotte, N.C 

Charlotte city 


Chattanooga, Tenn.-Ga. 

Chattanooga city 

Chicago, 111 

Chicago city 

Cincinnati, Ohio-Ky , . . . 
Cincinnati city 


Cleveland, Ohio 

Cleveland city 

Colorado Springs, Colo. 

Columbia, S.C 

Columbus, Ga.-Ala. . .. 
Columbus city 


Columbus , Ohio 

Columbus city 

Corpus Chris ti, Tex.. . . 

Corpus Christi city 

Dallas, Tex 

Dallas city 

Davenport-Rock Island-Moline , Iowa-Ill. 

Dayton, Ohio • 

Dayton city. 

Decatur, 111 

Denver, Colo 

Denver city 

Des Moines, Iowa 

Des Moines city 

Detroit, Mich 

Dearborn city 

Detroit city * 

Duluth -Superior , Minn.-Wis . ......... 

Duluth city 

Durham, N.C 

El Paso, Tex 

El Paso city 


9,229 

8,747 

205,019 

196,653 

28,116 

25,615 

48,560 
47,843 
928 
9, U 5 
9,351 
5,569 I 
12,869 
12,644 
1,779 
1,656 
25,459 
22,148 



520 


481 

2,966 

3, 

493 

5, 

979 


3 


18 

91 


142 


137 

2, 

,433 

1, 

665 

1,910 

1, 

248 


590 

2, 

,661 

2, 

080 

1,646 

1, 

058 


596 


882 

1, 

331 

1,373 


941 


543 


192 


661 

1,097 


,417 

2, 

057 


188 


648 

1,075 


,391 

2. 

,023 


262 


371 

430 


371 


162 


220 


354 

425 


340 


158 

2 

,494 


,979 

3,314 

3 

,755 

4; 

,967 

1 

,830 

2 j 

,354 

2,866 

3, 

,517 

4 , 

,786 


4 


28 

133 


124 


150 


209 


519 

935 


821 

L 

,075 


187 


482 

855 


703 


932 


33 


25 

89 


107 


86 


276 


554 

870 


966 

1 

,022 


272 


542 

838 


950 


970 


52 


102 

191 


189 


265 


52 


102 

173 


189 


265 


783 

2 

,699 

5,483 

9 

,159 

14 

,712 


703 

2 

,439 

4,913 

8 

,148 

13 

, 189 


4 1 


23 

14 


52 


62 


4 


16 

10 


44 


62 


339 


686 

1,257 

1 

.,474 


904 


191 


81 

144 


153 


147 


181 


81 

87 


153 


147 


719 
719 
23, 123 
22,171 
3,555 
3, 190 

7,206 

7,116 

174 

271 

257 

225 


15,036 20,014 

24 46 
20 37 
642 304 
178 339 
121 191 


Corrections 
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SECTION 1 

GROSS RENT OF RENTER -OCCUPIED NONFARM UNITS WITH NONWHITE HOUSEHOLD HEADS, 

FOR SPECIFIED AREAS: 1960-Con. 

(Data supersede those in tables 11, 37, and 39 in State chapters and tables 26 and 29 in United States Summary chapter) 


Area 

Total 

Less 

than 

$30 

$30 

to 

$39 

$40 

to 

$49 

$50 

to 

$59 

$60 

to 

$69 

$70 

to 

$79 

$80 

to 

$99 

$ 100 
to 

$119 

$120 

or 

more 

No 

cash 

rent 

STANDARD METROPOLITAN 
STATISTICAL AREAS— Continued 

Erie, Pa 

965 

8 

46 

115 

121 

295 

164 

136 

39 

19 

22 

Erie city 

941 i 

8 

46 

109 

121 

295 

158 

136 

39 

19 

10 

Evansville , Ind . -Ky 

2,055 1 

353 

450 

355 

298 

242 

144 

101 

13 

4 

95 

Evansville city 

1,607 1 

213 

347 

300 

247 

224 

123 

94 

13 

4 

42 

Flint, Mich. 

3,963 : 

75 

106 

154 

308 

490 

571 

1,190 

610 

336 

123 

Flint city 

3,870 1 

71 

106 

154 

293 

476 

560 

1,167 

595 

333 

115 

Fort Lauderdale -Hollywood, Fla 

8,583 ' 

363 

359 

833 

1,227 

1,692 

1,409 

1,983 

153 

50 

514 

Fort Smith, Ark 

582 ' 

239 

158 

82 

36 

12 

6 

5 

ai 

* *8 

44 

Fort Wayne, Ind...,..., 

1,458 

16 

50 

82 

245 

346 

298 

313 

19 

Fort Wayne city 

1,458 

16 

50 

82 

245 

346 

298 

313 

81 

8 

19 

Fort Worth, Tex 

8,239 

693 

982 

1,531 

2,107 

1,354 

812 

307 

29 

12 

412 

Fort Worth city 

7,878 

629 

954 

1,490 

2,043 

1,320 

797 

301 

21 

8 

315 

Fresno, Calif 

3,048 

351 

369 

562 

589 

439 

200 

229 

16 

8 

285 

Fresno city • 

1,615 

113 

179 

355 

344 

258 

151 

140 

12 

. . . 

63 

Gadsden, Ala 

1,952 

811 

621 

250 

97 

41 

18 

8 

5 

* *8 

101 

Galveston- Texas City, Tex 

5, 570 

1,126 

1,097 

1,415 

980 

421 

150 

85 

12 

276 

Gary-Hammond-East Chicago, Ind 

12,360 

131 

570 

1,350 

1,786 

2,367 

2,335 

2,628 

764 

179 

250 

Gary city 

Hammond city 

9,216 

92 

370 

1,032 

1,283 

1,648 

1,786 

2,043 

678 

142 

142 

409 

8 

15 

29 

68 

76 

89 

92 

20 

8 

4 

Grand Rapids , Mich 

1,996 

27 

38 

174 

248 

539 

395 

454 

67 

10 

44 

Grand Rapids city 

1,982 

27 

38 

170 

243 

539 

390 

454 

67 

10 

44 

Greensboro-High Point, N.C 

7,875 

525 

998 

1,236 

1,466 

1,264 

881 

890 

214 

49 

352 

Greensboro city 

5, 156 

271 

616 

802 

1,031 

794 

602 

678 

198 

45 

119 

Greenville, S.C. 

6,451 

1,348 

1,506 

1,351 

1,057 

206 

465 

235 

125 

24 

5 

335 

Hamilton- Middletown, Ohio 

1,366 

56 

135 

221 

193 

204 

246 

41 

14 

50 

Harrisburg, Pa. 

2,700 

149 

275 

343 

437 

473 

415 

370 

100 

58 

80 

Hartford, Conn 

6,122 

74 

135 

370 

500 

748 

825 

1,726 

1,110 

570 

64 

Hartford city 

5,914 

67 

124 

362 

485 

732 

787 

1,675 

1,076 

554 

52 

Honolulu , Hawaii 

36,758 

2,835 

2,994 

3,531 

4,358 

4,078 

3,808 

7,088 

2,606 

1,697 

3,763 

Honolulu city 

28,190 

1,722 

2,230 

2,425 

2,982 

3,299 

3,133 

6,115 

2,263 

1,361 

2,660 

Houston, Tex 

36,712 

1,528 

2,958 

4,981 

8,614 

7,762 

5,092 

3,335 

630 

252 

1,560 

Houston city 

34,815 

1,097 

2,610 

4,622 

8,362 

7,661 

5,042 

3,294 

619 

232 

1,276 

Huntington -Ashland, W. Va.-Ky. -Ohio. , . 

1,184 

131 

109 

141 

256 

181 

146 

113 

20 

12 

75 

Hxmtsville, Ala 

2,365 

712 

610 

328 

93 

56 

56 

45 

! 7 

10 

448 

Indianapolis, Ind 

15,246 

221 

856 

1,484 

2,273 

2,841 

2,997 

3,313 

724 

145 

392 

Indianapolis city 

15, 173 

221 

856 

1,480 

2,269 

2,837 

2,986 

3,305 

' 709 

145 

365 

Jackson, Mich 

500 

« . . 

10 

22 

40 

92 

128 

128 

1 35 

5 

40 

Jackson, Miss 

9,442 

958 

1,421 . 

2,799 

2,033 

692 

327 

144 

33 

41 

994 

Jackson city 

7,762 

367 

1,365 

2,746 

2,005 

679 

327 

128 

29 

17 

99 

Jacksonville, Fla 

14,812 

1,241 

2,507 

2,946 

2,722 

2,410 

1,526 

923 

97 

44 

396 

Jacksonville city 

13,200 

1,004 

2,248 

2,697 

2,440 

2,225 

1,428 

863 

85 

44 

166 

Jersey City, N. J 

9,483 

175 

491 

1,082 

1,691 

2,025 

1,730 

1,679 

370 

110 

130 

Jersey City 

8,364 

167 

427 

934 

1,467 

1,757 

1,546 

1,545 

335 

86 

100 

Johnstown, Pa 

581 

44 

95 

109 

102 

105 

89 

26 

1 * * * 

. . . 

11 

Kalamazoo, Mich 

602 

8 

11 

44 

53 

93 

, 117 

191 

57 

7 

21 

Kansas City, Mo.-Kans 

17,653 

668 

1,936 

3,206 

3,662 

2,965 

1,963 

1,722 

43 5 

245 

1 851 


3,081 

101 

231 

554 

627 

597 

356 

385 

50 

65 

! 115 

Kansas City, Mo 

14, 104 

518 

1,674 

2,576 

2,950 

2,329 

1,562 

! 1,286 

376 

175 

658 

Knoxville, Tenn 

3,782 

876 

764 

692 

492 

422 

208 

1 99 

38 

5 

186 

Knoxville city 

3,184 

701 

652 

650 

380 

388 

195 

92 

20 

5 

101 

Lake Charles , La. 

3,345 

450 

573 

682 

538 

444 

■179 

166 

3 

4 

306 

Lancaster, Pa 

467 

39 

35 

48 

86 

63 

55 

89 1 

20 

. « . 

32 

Lansing, Mich 

905 

7 

8 

24 

54 

150 

141 

304 j 

160 

49 

8 

Lansing city J 

751 


8 

16 

42 

139 

98 

266 

140 

34 i 

8 

Las Vegas, Nev 

1,829 

9 

55 

108 

219 

268 

288 ' 

375 

252 

174 

81 

Lawton, Okla 

1,116 

31 

95 1 

148 1 

144 

219 

157 

184 

46 

16 

76 

Lexington, Ky 

3,344 

390 

587 i 

628 

510 

407 

301 1 

308 

55 

9 

149 

Lima , Ohio 

745 

4 

54 

69 

126 

280 

91 

78 

19 

4 

20 

Lincoln, Nebr 

430 

19 

15 

68 

61 

61 

46 

124 

16 

7 

13 

Lincoln city 

’381 


15 

39 

61 

61 

42 

112 

12 

7 

13 

Little Rock-North Little Rock, Ark 

6,530 

1,295 ' 

1,611 

1,361 

783 

402 

176 

75 

38 

36 

748 

Little Rock city 

3,641 

526 

806 

947 

597 

336 

153 

37 

25 

8 

206 

Lorain- Elyria, Ohio 

1,367 

9 

27 

124 

181 

237 

218 

323 

122 

65 

61 

Los Angeles-Long Beach, Calif 

103,115 

1,715 

4,005 

6,709 

13,040 

20,111 

22,057 

24,879 

6,258 

1,972 

2,369 

Anaheim city 

50 

. . « 

■ • • 

. . , 

4 

. . . 

8 

9 

12 

12 

5 

East Los Angeles (U) 

410 

3 

3 

27 

63 

89 

64 

120 

15 

4 

22 

Glendale city 

120 

• » • 

... 

8 

12 

19 

29 

23 

4 

8 

17 

Long Beach city 

2,562 

36 

52 

293 

406 

627 

646 

467 

78 

11 

46 

Los Angeles city 

83,601 

1,551 

3,642 

5,450 

10,735 

16,828 

18,266 

19,469 

4,657 

1,433 

1,570 

Pasadena city . , 

2,757 

14 

77 

125 

277 

463 

578 

888 

175 

70 

90 

Santa Ana city 

384 

4 

4 

19 

43 

49 

70 

131 

48 

16 

. ► , 

Torrance city 

65 


8 



8 

11 

U 

4 

... 

23 

Louisville , Ky. -Ind 

13,950 

1,792 

2,401 

2,648 

2,324 

2,047 

1,085 

910 

162 

75 

506 

Louisville city , . ^ . 

12,929 

1,639 

2,275 

2,442 

2, 165 

1,940 

1,020 

895 

154 

50 

349 

Lubbock, Tex t . , , , , , . . , 

2,009 

105 

497 

365 

333 

211 

85 

122 

28 

9 

254 

Lubbock city . i - . 

1,830 

89 

470 

357 

328 

192 

85 

106 

19 

9 

175 

Lynchburg , Va , . 

2,226 

334 

328 

458 

386 

187 

82 

54 

. . , 

4 

393 

Macon, Ga , . 

8,818 

2,525 

2,312 

1,955 

884 

342 

146 

76 

20 

8 

550 

Madison. Wis ,,, 

504 

26 

59 

17 

13 

31 

70 

150 

81 

49 

8 

Madison city , , . 

479 

26 

59 

17 

13 

31 

62 

141 

77 

45 

8 


L 


States and Small Areas 


SECTION 1 


GROSS RENT OF RENTER-OCCUPIED NONFARM UNITS WITH NONWHITE HOUSEHOLD HEADS, 

FOR SPECIFIED AREAS: 1960-Con. 


(Data supersede those in tables 11, 37, and 39 in State chapters and tables 26 and 29 in United States Summary chapter) 


Area 


STANDARD METROPOLITAN 
STATISTICAL AREAS — Continued 

Memphis, Tenn 

Memphis city 

Miami, Fia 

Miami city 

Midland, Tex 

Milwaukee , Wis 

Milwaukee city 

Minneapolis -St. Paul, Minn 

Minneapolis city 

St. Paul city 

Mobile, Ala 

Mobile city . , 

Monroe, La . . , . 

Montgomery, Ala 

Montgomery city 

Muncie, Ind 

Muskegon- Muskegon Heights, Mich. . 

Nashville, Tenn 

Nashville city 

Newark, N. J 

Elizabeth city 

Newark city 

New Bedford, Mass , 

New Bedford city ♦ 

New Britain, Conn 

New Haven, Conn 

New Haven city 

New London- Groton-Norwich, Conn. . , 

New Orleans, La 

New Orleans city 

Newport News -Hampton, Va 

Newport News city 

New York, N.Y 

New York City 

Yonkers city 

Norfolk-Portsmouth, Va 

Norfolk city 

Portsmouth city 

Norwalk, Conn 

Odessa, Tex. 

Ogden, Utah 

Oklahoma City, Okla 

Oklahoma City . , 

Omaha, Nebr.-Iowa 

Omaha city 

Orlando, Fla 

Paterson-Clifton-Passaic, N.J 

Paterson city 

Pensacola, Fla 

Peoria, 111 

Peoria city 

Philadelphia, Pa. -N.J 

Camden city, N.J 

Philadelphia city, Pa 

Phoenix, Ariz 

Phoenix city 

Pittsburgh, Pa 

Pittsburgh city 

Portland, Oreg.-Wash 

Portland city 

Providence-Pawtucket, R, I. -Mass. .. 

Providence city 

Pueblo, Colo 

Racine, Wis 

Raleigh, N.C 

Reading, Pa 

Reno, Nev 

Richmond, Va 

Richmond city • 

Roanoke, Va 

Rochester, N.Y 

Rochester city ■ 

Rockford, HI 

Rockford city. 

Sacramento, Calif 

Sacramento city 

Saginaw, Mich ^ 

St. Joseph, Mo 

St. Louis, Mo. -Ill 

St. Louis city 


Total 

Less 

than 

$30 

$30 

to 

$39 

$40 

to 

$49 

$50 

to 

$59 

$60 

to 

$69 

$70 

to 

$79 

$80 

to 

$99 

$100 

to 

$119 

$ 120 
or 

more 

No 

cash 

rent 

34,413 

3,614 

7,340 

6,817 

7,782 

5,071 

1,364 

556 

111 

108 

1,650 

30,861 

2,391 

6,731 

6,515 

7,598 

4,984 

1,283 

521 

99 

53 

686 

25,937 

788 

1,019 

2,183 

2,543 

3,621 

5,600 

6,461 

2,282 

771 

669 

16,573 

324 

546 

1,473 

1,404 

2,051 

3,879 

4,340 

1,798 

627 

131 

1,010 

37 

166 

292 

208 

133 

76 

43 


4 

51 

12,098 

87 

249 

712 

809 

1,418 

1,950 

4,348 

1,887 

510 

128 

12,065 

87 

249 

712 

809 

1,414 

1,946 

4,336 

1,887 

501 

124 

4,388 

59 

316 

367 

459 

854 

662 

1,037 

427 

133 

74 

2,825 

32 

243 

186 

267 

534 

431 

707 

293 

81 

51 

1,478 

27 

64 

169 

192 

307 

223 

310 

122 

48 

16 

12,009 

2,927 

3,244 

2,858 

1,351 

549 

128 

130 


24 

798 

9,093 

1,974 

2,547 

2,353 

1,116 

492 

112 

96 


16 

387 

4,721 

1,962 

1,574 

492 

166 

73 

36 

27 


4 

387 

9,331 

3,518 

2,382 

1,356 

646 

249 

55 

54 


12 

1,059 

7,711 

2,816 

2,336 

1,331 

621 

241 

52 

49 


8 

257 

695 

56 

106 

129 

125 

147 

51 

41 

’ *5 

. . . 

35 

1,273 

13 

60 

204 

253 

260 

225 

182 

35 

16 

25 

12,745 

2,716 

2,762 

2,265 

1,687 

1,316 

687 

567 

98 

37 

610 

11,669 

2,547 

2,590 

2,074 

1,570 

1,246 

659 

559 

90 

37 

297 

46*, 761 

531 

1,423 

3,098 

5,403 

6,539 

7,183 

13,073 

6, 158 

2,705 

648 

2,252 

15 

70 

153 

235 

354 

389 

656 

219 

85 

26 

34,007 

479 

1,117 

2,454 

4,248 

5,054 

5,184 

9,267 

4, 135 

1,679 

390 

683 

47 

99 

107 

107 

177 

67 

57 

8 


14 

648 

47 

99 

107 

99 

177 

63 

48 

B 



546 

5 

13 

35 

39 

85 

137 

162 

34 

‘ *8 

*28 

5,260 

76 

227 

361 

735 

762 

729 

1,476 

585 

190 

119 

5,108 

71 

219 

361 

713 

759 

709 

1,432 

556 

178 

110 

864 

18 

43 

101 

89 

156 

209 

152 

56 

11 

29 

50,853 

6,889 

8,070 

9,638 

10,216 

7,931 

4,215 

1,999 

242 

168 

1,485 

46,678 

6,084 

7,114 

8,655 

9,557 

7,623 

4,156 

1,954 

233 

151 

1,151 

8,699 

293 

591 

920 

1,390 

1,821 

1,479 

1,506 

324 

64 

311 

6,576 

197 

418 

662 

1,102 

1,573 

1,074 

1,118 

217 

45 

170 

323,094 

4,447 

15,936 

38,969 

57,281 

61,206 

41,852 

51,960 

23, 162 

19,436 

8,845 

305,098 

4,285 

15,437 

37,400 

54,865 

58,788 

39,839 

48,466 

21,138 

16,877 

8,003 

1,795 

12 

57 

190 

301 

325 

250 

393 

99 

79 

89 

23,448 

2,193 

2,832 

3,686 

4,306 

4,071 

2,849 

2,171 

309 

118 

913 

14,963 

1,365 

1,677 

2,264 

2,765 

2,692 

2,002 

1,590 

240 

87 

281 

5,347 

421 

711 

969 

1,092 

969 

571 

423 

53 

22 

116 

l,l6l 

5 

37 

83 

167 

190 

165 

271 

105 

123 ! 

15 

950 

76 

205 

217 

224 

112 

33 

20 

4 


59 

386 

39 

43 

105 

1 63 

64 

26 

32 

4 

‘ *5 1 

5 

6,750 

555 

741 

1,638 

' 1,441 

1,137 

600 

321 

51 

19 

247 

6,258 

463 

673 

1,531 

1,382 

1,087 

588 

299 

43 

15 

177 

3,787 

190 

346 

427 

603 

721 

507 

575 

198 

93 

127 

3,706 

186 

346 

427 

587 

721 

491 

559 

194 

85 

110 

8,272 

1,190 

1,355 

1,454 

1,330 

997 

680 

714 

86 

38 

428 

7,698 

89 

150 

542 

686 

1,146 

1,051 

2,098 

1,120 

643 

173 

4,700 

41 

83 

1 254 

402 

734 

684 

1,423 

718 

280 

81 

4,365 

778 

961 

1,096 

612 

312 

122 

63 

12 

6 

403 

1,455 

130 

204 

1 222 

263 

233 

145 

181 

38 

12 

27 

1,429 

130 

204 

1 222 

253 

233 

141 

176 

38 

12 

20 

101,146 

2,512 

7,612 

' 16,854 

21,606 

20,822 

13,271 

11,988 

3,364 

1,304 

1,813 

3,865 

37 

377 

601 

732 

768 

492 

582 

176 

66 

34 

85,053 

2,066 

6,484 

15,014 

19,288 

18,055 

10,724 

9,037 

2,433 

1,023 

929 

4,672 

691 

859 

909 

715 

403 

189 

152 

44 

32 

678 

3,442 

488 

718 

780 

612 

354 

157 

128 

40 

20 

; 145 

29 , 106 

735 

2,981 

4,525 

4,871 

5,487 

4,451 

3,807 

1,142 

' 396 

■ 711 

20,392 

298 

2,008 

2,852 

3,281 

4,077 

3,233 

3,001 

939 

1 320 

j 383 

3,310 

239 

312 

317 

512 

525 

427 

600 

141 

24 

213 

3,094 

234 

287 

289 

484 

486 

417 

563 

133 

24 

177 

3,251 

158 

462 

580 

609 

610 

458 

267 

59 

14 

34 

2,768 

145 

414 

499 

501 

531 

388 

222 

41 

10 

17 

294 

13 

32 

53 

66 

49 

37 

17 

9 

5 

13 

778 

7 

8 

22 

23 

41 

132 

316 

160 

61 

8 

5,598 

1,025 

931 

863 

896 

734 

355 

154 

15 

11 

614 

641 

16 

81 

77 

152 

145 

51 

75 

30 

5 

9 

524 

10 


12 

31 

74 

70 

152 

102 

24 

49 

15,600 

1,084 

2,533 

2,716 

2,907 

2,466 

1,673 

1,311 

251 

66 

593 

14,643 

967 

2,409 

2,604 

2,847 

2,387 

1,610 

1,241 

232 

62 

284 

2, 243 

231 

361 

415 

404 

279 

197 

216 

51 

8 

81 

4,701 

28 

65 

223 

568 

705 

858 

1,412 

562 

200 

80 

4,653 

28 

65 

218 

564 

701 

858 

1,399 

562 

196 

62 

1,008 

10 

17 

111 

171 

131 

147 

260 

92 

29 

40 

682 


12 

82 

96 

78 

89 

199 

77 

29 

20 

4,288 

240 

324 

381 

664 

601 

662 

763 

205 

97 

361 

3, 175 

185 

280 

297 

528 

434 

514 

546 

144 

59 

188 

2,298 

13 

30 

218 

178 

329 

339 

816 

217 

130 

28 

380 

! 65 

99 

89 

64 

24 

13 

9 

4 


13 

54,454 

i 2,575 

5,912 

11,401 

9,556 

8,434 

6,612 

6,731 

1,480 

331 

1,422 

44,003 

1,585 

4, 066 

8,921 

7,611 

7,298 

5,876 

6,301 

1,364 

280 

701 


Corrections 


LI 


SECTION 1 

GROSS RENT OF RENTER-OCCUPIED NONFARM UNITS WITH NONWHITE HOUSEHOLD HEADS. 

FOR SPECIFIED AREAS: 1960-Con. 


(Data supersede those in tables 11, 37, and 39 in State chapters and tables 26 and 29 in United States Summary chapter) 





Less 

$30 

$40 

$50 

$60 

$70 

$80 

$100 

$120 

No 

Area 


Total 

than 

to 

to 

to 

to 

to 

to 

to 

or 

cash 



$30 

$39 

$49 

$59 

$69 

$79 

$99 

$119 

more 

rent 

STANDARD METROPOLITAN 
STATISTICAL AREAS — Continued 













1 

849 

95 

112 

117 

138 

135 

99 

51 

33 

12 

57 


770 

92 

103 

104 

125 

131 

95 

47 

29 

12 

32 


407 

45 

72 

66 

76 

48 

36 

17 

8 

17 

22 


6,118 

1,063 

1,051 

1,172 

991 

735 

420 

233 

32 

12 

409 


5,814 

1,058 

1,042 

1,154 

942 

722 

355 

197 

16 

12 

316 

San Bernardino-Riverside-Ontario, Calif. 

4,427 

286 

288 

638 

677 

764 

525 

649 

124 

38 

438 




8,007 

129 

252 

575 

1,076 

1,235 

1,470 

2, 184 

694 

212 

180 


6,692 

104 

221 

347 

753 

978 

1,301 

2,034 

639 

212 

103 


60,935 

4,453 

4, 189 

7,239 

10,480 

9,646 

8,492 

10,837 

2,817 

1,288 

1,494 


4,482 

49 

90 

183 

3 56 

715 

979 

1,505 

391 

108 

106 


16, 125 

466 

1, 182 

2,435 

2,616 

2,996 

2,642 

2,891 

528 

63 

306 


31,237 

3,840 

2, 523 

3,332 

5,458 

4,644 

4,043 

4,808 

1,183 

765 

641 


2,107 

33 

110 

122 

107 

209 

254 

492 

277 

202 

301 


931 

21 

48 

51 

37 

92 

99 

304 

142 

63 

74 


817 

11 

55 

70 

112 

84 

79 

108 

67 

77 

154 


10,769 

2,519 

2,748 

2,242 

1,628 

796 

293 

209 

43 

34 

257 


9,831 

2,094 

2,603 

2, 150 

1,556 

761 

284 

188 

27 

26 

142 


8,622 

1,000 

1,042 

952 

1, 172 

991 

947 

1,306 

500 

208 

504 


8, 178 

969 

1,015 

904 

1,117 

947 

915 

1,233 

468 

184 

426 


13,312 

1,994 

2,231 

3,069 

2,324 

1,042 

312 

298 

23 

33 

1,986 


9 ', 194 

729 

1,732 

2,731 

2,216 

980 

283 

239 

16 

29 

239 


271 

32 

18 

62 

34 

80 

19 

13 

4 

5 

4 


1,340 

11 

43 

100 

167 

218 

283 

349 

98 

13 

58 


1,287 

8 

43 

85 

156 

218 

280 

346 

95 

13 

43 


803 

49 

84 

71 

136 

118 

125 

84 

27 

10 

99 


691 

49 

79 

62 

124 

114 

114 

80 

27 

10 

32 


865 

80 

88 

139 

174 

153 

91 

62 

12 

17 

49 


294 

35 

77 

77 

51 

17 

9 


5 

4 

19 


1,453 

68 

94 

212 

283 

260 

196 

198 

50 

4 

88 

Springfield-Chicopee-Holyoke , 


2,629 

26 

52 

153 

294 

518 

488 

671 

251 

134 

42 


2,416 

14 

52 

119 

268 

506 

427 

639 

229 

128 

34 

B J 

1,967 

17 

46 

116 

130 

317 

263 

493 

224 

309 

52 

Steubenville-Weirton, Ohio-W. 

Va 

1,003 

40 

78 

155 

198 

213 

114 

123 

9 

23 

50 


3 ; 146 

760 

513 

689 

326 

318 

131 

98 

12 

35 

264 


2,644 

20 

47 

202 

316 

402 

393 

716 

332 

145 

71 


2,498 

20 

47 

179 

300 

378 

388 

694 

316 

137 

39 


2,058 

43 

93 

165 

234 

263 

468 

583 

96 

46 

67 


1,128 

33 

87 

157 

137 

192’ 

226 

195 

35 

20 

46 


14,822 

1,402 

1,970 

2,383 

2,852 

2,657 

1,384 

1,384 

348 

66 

376 


4,464 

275 

527 

669 

571 

685 

506 

867 

281 

46 

37 


7,993 

782 

1,066 

1,354 

1 , 866 

1,583 

742 

388 

59 

11 

142 


497 

138 

125 

58 

67 

37 

17 

24 

4 

. . . 

27 


2,461 

1,196 

93 

513 

182 

71 

17 

12 

19 


4 

447 


5,980 

438 

643 

741 

1,304 

1,028 

1,185 

308 

115 

125 


5,850 

90 

429 

619 

741 

1,290 

993 

1,174 

304 

111 

99 


1,193 

58 

84 

179 

182 

209 

183 

190 

20 

12 

76 


1,159 

51 

84 

179 

178 

205 

180 

178 

16 

12 

76 


3,935 

72 

188 

242 

325 

584 

510 

1,002 

592 

265 

155 


3,134 

52 

169 

203 

223 

479 

415 

842 

521 

181 

49 


1,817 

273 

291 

310 

279 

166 

118 

104 

25 

12 

239 


1,336 

128 

232 

264 

250 

139 

96 

91 

25 

12 

99 


5,187 

547 

566 

935 

937 

781 

521 

341 

132 

40 

387 


4,119 

364 

373 

781 

775 

700 

479 

290 

124 

40 

193 


4,492 

2,566 

1,689 

1,409 

713 

199 

81 

27 

9 

13 

8 

344 


557 

735 

540 

248 

76 

49 

9 

3 

4 

345 


1,076 

20 

111 

205 

162 

209 

133 

158 

33 

9 

36 


810 

16 

98 

179 

124 

177 

93 

95 

. . . 

4 

24 


3,112 

880 

775 

586 

311 

144 

49 

24 

4 

4 

335 


82, 129 

1,071 

2,471 

5,148 

7,522 

13,407 

17,041 

21,007 

6,514 

5, 164 

2,784 


916 

19 

7 

8 

9 

66 

78 

379 

166 

95 

89 


75,163 

836 

2,202 

4,657 

6,894 

12,562 

16,265 

19,405 

5,893 

4,729 

1,720 


1,485 

5 

32 

182 

249 

358 

345 

246 

43 

16 

9 


1,478 

5 

32 

182 

245 

358 

345 

246 

43 

13 

9 


390 

12 

16 

35 

65 

60 

74 

62 

46 

4 

16 


10,673 

2,025 

1,769 

1,205 

1,219 

1,242 

837 

854 

101 

65 

1,356 


662 

91 

101 

120 

128 

62 

60 

35 

. . . 


65 

Wichita, Kans 

2,423 

49 

87 

196 

307 

593 

425 

600 

109 

’ ’7 

50 


2,341 

38 

63 

188 

300 

584 

413 

589 

109 

7 

50 

Wichita Falls , Tex 

1,353 

164 

222 

277 

221 

155 

75 

43 

4 

4 

188 


1,281 

148 

218 

262 

217 

146 

75 

43 

4 

4 

164 

Wilmington, Del.-N.J, 

6,797 

182 

606 

809 

867 

1,013 

963 

1,487 

443 

165 

262 

Winston-Salem, N.C 

8,281 

769 

992 

1,715 

1,670 

1,257 

891 

629 

146 

39 

173 


7,935 

697 

943 

1,661 

•1,649 

1,228 

883 

607 

146 

36 

85 

Worcester, Mass 

527 

4 

20 

41 

86 

103 

105 

126 

21 

9 

12 

Worcester city 

508 

4 

20 

41 

86 

100 

105 

123 

16 

5 

8 

York, Pa J 

733 

38 

76 

106 

148 

160 

81 

89 

12 


23 

Youngstown- Warren, Ohio . . . . , 

5,779 

228 

528 

785 

918 

953 

811 

920 

384 

ioi 

151 

Youngstown city 

3,990 

172 

446 

492 

468 

633 

579 

719 

319 

76 

86 
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States and Small Areas 


SECTION 2 

GROSS RENT OF RENTER-OCCUPIED NONFARM UNITS WITH WHITE HOUSEHOLD HEADS 
HAVING SPANISH SURNAMES, FOR SPECIFIED AREAS; 1960 

(Data supersede those in tables 40 and 42 in State chapters) 


Area 

Total 

Less 

than 

$30 

$30 

to 

$39 

$40 1 

to 

$49 i 

$50 

to 

$59 

$60 

to 

$69 

$70 1 

1 to 

1 $79 ' 

— 

$80 

to 

$99 

$100 

to 

$U9 

$ 120 
or 

more 

No 

cash 

rent 

STANDARD METROPOLITAN 
STATISTICAL AREAS 

Abilene, Tex 

531 

84 

77 

89 

66 

56 

17 

56 

! 

4 1 

8 

74 

• Amarillo, Tex 

375 

26 

27 

75 

36 

50 

1 37 

39 

8 

8 

69 

Amarillo city 

351 

26 

27 

75 

36 

46 


39 

4 i 

8 

53 

Austin, Tex 

2,265 

435 

446 

417 1 

358 

230 

' 86 

83 

9 

8 

193 

Austin city . . 

2,105 

406 

438 

405 ' 

350 

218 

1 78 

71 

9 

8 

122 

Bakersfield, Calif 

2,917 

233 

432 

531 i 

520 

285 

274 

193 

69 

28 

352 

Beaumont-Port Arthur, Tex 

671 

47 

45 

105 , 

142 

132 

54 

64 

17 

8 

57 

Beaumont city . 

223 

11 

12 

24 

43 

55 

20 

29 

4 

8 

17 

Brownsville-Harlingen-San Benito, Tex. . 

7,296 

2,868 

Ij 172 

702 1 

272 

180 


59 

29 

17 

1,900 

Corpus Christi, Tex 

6,905 

1,115 

1,283 

1,732 

1,098 

524 

* 212 

! 130 

37 

16 

758 

Corpus Christi city 

5,704 

736 

1,087 

1,661 I 

1,047 

489 

1 205 

1 122 

33 

12 

312 

Dallas, Tex 

3,705 

344 

428 

533 j 

655 

609 

' 307 

' 340 

103 

67 

319 

Dallas city 

3,179 

301 

353 

497 

603 

552 

! 260 

1 304 

89 

53 

167 

El Paso, Tex 

14,239 

4,278 

2,882 

2,055 

1,355 

916 

1 490 

1 607 

196 

111 

1,349 

El Paso city 

13,412 

4,021 

2,803 

2,008 

1,341 

898 

482 

550 

184 

101 

1,024 

Fort Worth, Tex 

1,739 

98 

233 

348 

275 

261 

1 181 

! 135 

43 

27 

138 

Fort Worth city 

1,457 

90 

196 

320 

238 

239 

, 146 

1 86 

20 

1 

105 

Fresno, Calif . 

5,819 

575 

795 

1,125 

940 

723 

370 

: 293 

65 

. 43 

890 

Fresno city 

1,505 

86 

191 

345 

241 

208 

154 

' 145 

37 

1 12 

86 

Calves ton -Texas City, Tex 

1,523 

105 

248 

300 

1 306 

160 

119 

1 71 

25 

4 

105 

Houston, Tex 

8,125 

633 

1,108 

1,554 

1,750 

1, 196 

639 

445 

112 

151 

537 

Houston city 

7,510 

574 

1,043 

1,465 

1,663 

1, 146 

606 

! 400 

108 

122 

383 

Laredo, Tex 

4,061 

1,670 

657 

429 

266 

l56 

82 

72 

32 

3 

694 

Los Angeles -Long Beach, Calif 

81,793 

2,011 

4,342 

8,222 

' 13,436 

15, 103 

13,347 

15,144 

4,567 

2,819 

2,802 

Anaheim city 

473 

4 

33 

20 

76 

49 

56 

97 

62 

19 

57 

East Los Angeles (U) 

10,091 

182 

482 

1,088 

1,912 

2,436 

2,047 

1,492 

130 

13 

309 

Glendale city 

658 

18 

20 

29 

87 . 

114 

102 

150 

78 

32 

28 

Long Beach city 

1, 127 

9 

24 

113 

157 

219 

181 

1 293 

87 

28 

16 

Los Angeles city 

44,182 

1,315 

2,824 

5,018 

8,107 

8,297 

6,909 

6,851 

2,247 

1,627 

987 

Pasadena city 

816 


25 

92 

97 

180 

91 

184 

53 

51 

43 

Santa Ana city 

1,379 

’ 16 

73 

138 

244 

269 

226 

264 

51 

21 

77 

Torrance city 

263 

8 

30 

15 

33 

45 

16 

43 

24 

20 

29 

Lubbock, Tex 

1,711 

191 

277 

351 

293 

150 

41 

66 

22 

8 

312 

Lubbock city 

1,432 

171 

245 

340 

285 

138 

41 

62 

22 

8 

120 

Midland, Tex . 

297 

17 

36 

70 

55 

48 

10 

4 



67 

Odessa, Tex 

433 

49 

59 

76 

69 

55 

13 

31 

* *5 


76 

Sacramento, Calif 

3, 166 

128 

265 

346 

434 

417 

354 

687 

190 

155 

190 

Sacramento city 

2,128 

107 

211 

285 

358 

328 

245 

418 

66 

61 

49 

San Angelo, Tex 

637 

204 

119 

113 

49 

33 

9 

8 


17 

85 

San Antonio, Tex 

22,263 

6,403 

4,997 

3,929 

2,394 

1,254 

607 

520 

137 

122 

1,900 

San Antonio city 

21,423 

6, 188 

4,909 

3,891 

2,370 

1,227 

547 

463 

125 

106 

1,597 

San Bernardino-Riveraide-Qntario, Calif. 

8,214 

741 

719 

1,322 

1 1,303 

1,155 

874 

871 

234 

114 

881 

San Diego, Calif 

7,323 

184 

317 

472 

836 

1,084 

1,123 

1,881 

660 

314 

452 

San Diego city 

4,897 

96 

208 

249 

576 

728 

815 

1,369 

472 

200 

184 

San Francisco -Oakland, Calif 

21,764 

758 

1,256 

1,734 

2,944 

3,297 

3,167 

4,716 

1,822 

1,227 

843 

Berkeley city , • , J 

658 

12 

36 

42 

73 

77 

85 

209 

53 

28 

43 

Oakland city 

3,578 

10,063 

85 

243 

340 

588 

678 

574 

737 

184 

75 

74 

San Francisco city 

482 

675 

849 

1,388 

1,572 

1,598 

2,091 

722 

500 

186 

San Jose , Calif 

7,076 

148 

340 

444 

687 

934 

, I 5 O 32 

1,755 

740 

385 

611 

San’ Jose city , . 

3,034 

56 

124 

178 

252 

418 

432 

887 

423 

146 

118 

Santa Barbara, Calif , , 

2,526 

2,955 

1 102 

151 

256 

310 

342 

281 

383 

224 1 

172 

305 

Stockton , Calif . 

263 

417 

555 

516 

4L6 

268 

190 

48 1 

40 

242 

Waco, Tex 

797 

108 

171 

150 

114 

58 

41 

28 

4 

123 

Wichita Falls .Tex 

333 

33 

46 

69 1 

42 

39 

28 

43 

4 

4 

25 

Wichita Falls city 

282 

26 

46 

61 

38 

27 

24 

35 

4 , 

4 

17 


SECTION 3 

GROSS RENT OF RENTER -OCCUPIED NONFARM UNITS WITH PUERTO RICAN HOUSEHOLD 


HEADS, FOR SPECIFIED AREAS: 1960 

(Data supersede those in tables 40 and 42 in State chapters) 


Area 

Total 

Less 

than 

$30 

r '■ ■ ■ 

$30 

to 

$39 

$40 

to 

$49 

$50 

to 

$59 

$60 

to 

$69 

$70 

to 

$79 

$80 

to 

$99 

$100 

to 

$119 

$120 

or 

more 

No 

cash 

rent 

STANDARD METROPOLITAN 
STATISTICAL AREAS 

New York, N. Y 

149,830 

148,714 

2,464 

2,453 

9,211 

9,167 

1 

21,782 

21,734 

32,682 

32,627 

35,051 
34,944 j 

20,699 

20,540 

17,075 

16,747 

5,143 
4,998 ! 

2,833 ’ 
2,663 : 

2,890 

2,841 

New York City 
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STANDARD METROPOLITAN STATISTICAL AREAS AND THEIR CONSTITUENT PARTS 


Ana Arbor, Mich.; Washtenaw County, Mich. 

Bay City, Mich.: Bay County, Mich. 

Detroit, Mich.: Macomb, Oakland, and Wayne Counties, Mich. 
Flint, Mich.: Genesee County, Mich. 

Grand Rapids, Mich.; Kent County, Mich. 


Jackson, Mich.; Jackson County, Mich. 

Kalamazoo, Mich.: Kalamazoo County, Mich, 

Lansing, Mich.: Clinton, Eaton, and Ingham Counties, Mich. 
Muskegon-Muskegon Heights, Mich.: Muskegon County, Mich. 
Saginaw, Mich.; Saginaw County, Mich. 


URBANIZED AREAS AND COUNTIES IN WHICH THEY ARE LOCATED 


Ann Arbor, Mich.: Part of Washtenaw County, Mich. 

Bay City, Mich.: Part of Bay County, Mich. 

Detroit, Mich.: Parts of Macomb, Monroe, Oakland, and Wayne 
Counties, Mich, 

Flint, Mich.: Part of Genesee County, Mich. 

Grand Rapids, Mich.: Parts of Kent and Ottawa Counties, Mich. 
Jackson, Mich.; Part of Jackson County, Mich. 


Kalamazoo, Mich.: Part of Kalamazoo County, Mich. 

Lansing, Mich.: Parts of Clinton, Eaton, and Ingham Counties, Mich. 
Muskegon-Muskegon Heights, Mich.: Part of Muskegon County, 
Mich. 

Saginaw, Mich.: Part of Baginaw County, Mich. 

South Bend, Ind.-Mich.: Parts of St. Joseph County, Ind. ; of 
Berrien County, Mich. 
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Michigan 

Tabic 1.— Selkcted Characteristics, vok the State, Standard Metropolitan Statistical Areas, 

AND Places op 10,000 Inhabitants or More: 1960 

[Soma data based on sample; see text “U” denotes an unincorporated place. Plus (-1-) or minus (•-) after number indicates median above or below that number. Percent not shown w o 
^ ^ less than 0.1] 
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State and Small Areas 


Table 1.— Selected Charactewstics, for the State, Standard Metropolitan Statistical Areas, 

AND Places of 10,000 Inhabitants or More*. 1960 — Coti. 

[Some data based on sample; see text. -‘U” denotes an unincorporated place. Plus (+) or minus (-) after number indicates median above or below that number. Percent not shown where 

less than 0.1] 
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PONTIAC 

24 754 

5.0 

75.8 

22.4 

79.9 

23 224 

3.0 

11.1 

32.7 

14.3 

66.5 

33.5 

10 200 

75 

2.0 

9.2 

PORT HURON 

12 160 

5,4 

78.9 

13.1 

76.0 

11 250 

2.7 

6.6 

27.4 

3.9 

71.6 

28.4 

a 800 

65 

1.7 

10.7 

RIVER ROUGE. 

5 691 

4.8 

51.4 

7.1 

70.8 

5 283 

3.0 

13.5 

32.0 

27.3 

50.3 

49.7 

9 800 

70 

0.6 

8.8 

ROSEVILLE 

13 030 

5.0 

97.1 

66.5 
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12 405 
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5.1 
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4.2 

28. 2 
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0.3 
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4.9 
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1.9 
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67 
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7.0 
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5.5 

99.3 
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3.4 
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27.8 

0.3 
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7.0 
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101 

2.4 

6,9 
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7 392 

5.0 

99.5 

66.4 

97.6 

7 226 

4.0 

18.4 

21.1 

0.1 

94.4 

5.6 
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0.9 

10*1 

TRAVERSE CITY 
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5.5 

Bl.l 

17,6 

74.2 

4 B71 

2.8 

7.2 

2B.8. 

0.2 

70.1 

29.9 

10 400 

69 

1.2 

8.6 

TRENTON 

5 036 

5,3 

90.0 

64.5 

93,7 

4 821 

3.9 

11.6 

32.9 

0.3 
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20.1 
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91 

1.9 

5.3 

TROY 
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5.4 

96.2 

50.3 

85*2 

5 119 

3.7 

9.9; 

27.3 

0.2 

89,4 

10.6 

14 200 

99 

2.1 

9.4 

WARREN • • 

25 332 

5.0 

95.9 

60,0 

94.4 

23 941 

3.6 

I2.6i 

35,5 

0.2 

87. 3 

12.7 

12 600 

91 

2.1 

8.5 

WAYNE. • 

4 404 

5.1 

93.0 

32.2 

91.6 

4 235 

3.6 

14.5 

30.5 

... 

BO. 3 

19.7 

11 900 

94 

2.1 

5,5 

WYANDOTTE 

12 907 

5.2 

64.3 

21.6 

90.8 

12 396 

3.2 

10.5 

25.6 

■ * * 

72.7 

27.3 

12 100 

78 

1.1 

7.2 

WYOMING . 

12 707 

5.1 

97.7 

47.5 

91.0 

12 353 

3.6 

12.8 

27.9 

0.1 

90.8 

9.2 

11 400 

82 

1.4 

5.3 

YPSILANTI 

6 563 

4.7 

57.4 

15,5 

73.7 

6 077 

2.6 

11.6 

40.9 

19.6 

51,8 

48,2 

13 700 

03 

0.9 

10.3 
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Table 2, — Tenure^ Vacancy Status, and Condition and Plumbing Facilities, for the State, 
Inside and Outside SMSA’s, Urban and Rural: I960 
[Some data based on sample; see text] 


Tenure by Color, 
Vacancy Status 
Condition and Pliimb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


SUBJECT 




THE 

STATE 



URBAN! 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA1S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

ALL HOUSING UNITS 

2 

548 
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1 

749 

995 

798 

797 

1 

775 

990 

772 

802 

651 

865 

120 

937 

TENURE! COLOR! AND VACANCY 


















STATUS 


















OCCUPIED 

2 

239 

079 

1 

635 

008 

604 

071 

1 

669 

089 

569 

990 

449 

053 
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937 

OWNER OCCUPIED 

1 
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603 

1 
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704 

1 
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475 

35B 
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694 

PERCENT OF ALL OCCUPIED 


74.4 


72.8 

78.6 


71.3 

83.4 

81.4 

90.7 

WHITE 

1 

583 

410 

1 

115 

707 

467 

703 

1 

112 

751 

470 

659 

361 

503 

109 

156 

NONWHITE 


82 

193 


75 

192 

7 

001 


77 

494 

4 

699 

4 

161 


538 

RENTER OCCUPIED 


573 

476 


444 

109 

129 

367 


478 

844 

94 

632 

83 

389 

11 

243 

WHITE ... 


468 

563 


343 

932 

124 

631 


376 

303 

92 

255 

81 

356 

10 

899 

NONWHITE 


104 

913 


100 

177 

4 

736 


102 

536 

2 

377 

2 

033 


344 

VACANT. .... 


309 

713 


114 

987 

194 

726 


106 

901 

202 

812 

202 

812 


» t • 

YEAR ROUND. .... 


156 

575 


95 

600 

60 

975 


96 

148 

60 

427 

60 

427 


• « • 

SOUND OR deteriorating 


139 

240 


86 

943 

52 

297 


87 

597 

51 

643 

51 

643 


» « i 

AVAILABLE 


86 

797 


66 

627 

20 

170 


68 

940 

17 

857 

17 

857 


» « * 

FOR SALE ONLY 


25 

113 


17 

427 

7 

686 


17 

006 

6 

107 

8 

107 



HOMEOWNER VACANCY RATE 



1.5 



1.4 


1.6 



1.4 


1.7 


2*2 


« • • 

FOR RENT 


61 

6B4 


49 

200 

12 

464 


51 

934 

9 

750 

9 

750 


» t 1 

RENTAL VACANCY RATE 



9.7 


10. 0 


6.8 



9.8 


9.3 

10.5 


• 4 • 

RENTED OR SOuDf AWAITING OCCUPANCY. , . 


9 

803 


6 

668 

3 

135 


6 

169 

3 

634 

3 

634 


« i • 

HELD FOR OCCASIONAL USE 


17 

794 


2 

630 

15 

164 


2 

039 

15 

755 

15 

755 


• « « 

HELD FOR other REASONS 


24 

846 


11 

OIB 

13 

826 


10 

449 

14 

397 

14 

397 


« « f 

DILAPIDATED . . 


17 

335 


8 

657 

e 

678 


B 

551 

8 

784 

a 

784 


4 » • 

SEASONAL 


153 

138 


19 

387 

133 

751 


10 

753 

142 

385 

142 

3B5 


* • » 

CONDITION AND PLUMBING 


















ALL UNITS 

2 

548 

476 

1 

749 

679 

798 

797 

1 

775 

727 

772 

749 

651 

812 

120 

937 

SOUND 

2 

165 

933 

1 

533 

586 

632 

347 

1 

555 

241 

610 

692 

517 

501 

93 

191 

WITH ALL PLUMBING FACILITIES 

2 

004 

575 

1 

479 

421 

525 

154 

1 

507 

233 

497 

342 

415 

769 

81 

573 

LACKING ONLY HOT WATER 


19 

437 


6 

564 

12 

873 


5 

262 

14 

175 

12 

640 

1 

535 

LACKING OTHER PLUMBING FACILITIES 


141 

921 


47 

601 

94 

320 


42 

746 

99 

175 

89 

092 

10 

0B3 

DETERIORATING 


297 

118 


171 

713 

125 

405 


177 

240 

119 

878 

97 

474 

22 

404 

WITH ALL PLUMBING FACILITIES. . 


206 

776 


139 

262 

67 

494 


147 

620 

59 

156 

45 

BIB 

13 

338 

LACKING ONLY HOT WATER 


9 

573 


4 

150 

5 

423 


4 

252 

5 

321 

4 

465 


056 

LACKING OTHER PLUMBING FACILITIES 


80 

769 


28 

281 

52 

488 


25 

368 

55 

401 

47 

I'?! 

8 

210 

DILAPIDATED 


B5 

425 


44 

300 

41 

045 


43 

246 

42 

179 

36 

837 

5 

342 

OWNER OCCUPIED 

1 

665 

603 

1 

190 

899 

474 

704 

1 

190 

245 

475 

358 

365 

664 

109 

694 

SOUND « 

1 

500 

362 

1 

101 

ail 

390 

551 

1 

104 

501 

395 

661 

309 

689 

86 

172 

WITH ALL PLUMBING FACILITIES 

1 

450 

813 

1 

005 

462 

365 

351 

1 

092 

396 

350 

417 

2B2 

453 

75 

964 

LACKING SOME OR ALL FACILITIES 


49 

549 


16 

349 

33 

200 


12 

105 

37 

444 

27 

236 

10 

208 

DETERIORATING 


135 

085 


73 

944 

61 

141 


72 

268 

62 

817 

43 

470 

19 

339 

WITH ALL PLUMBING FACILITIES 


102 

250 


63 

074 

39 

176 


64 

495 

37 

755 

26 

058 

11 

697 

lacking SOME OR ALL FACILITIES 


32 

035 


10 

870 

21 

965 


7 

773 

25 

062 

17 

420 

7 

642 

DILAPIDATED 


30 

156 


15 

144 

15 

012 


13 

476 

16 

680 

12 

497 

4 

183 

RENTER OCCUPIED 


573 

476 


444 

109 

129 

367 


478 

844 

94 

632 

83 

309 

11 

243 

SOUND 


43S 

712 


349 

342 

89 

370 


375 

657 

63 

055 

56 

036 

7 

019 

WITH ALL PLUMBING FACILITIES 


401 

527 


324 

962 

76 

565 


348 

708 

52 

819 

47 

210 

5 

609 

lacking some or all FACILITIES 


37 

185 


24 

380 

12 

005 


26 

949 

10 

236 

8 

826 

1 

410 

DETERIORATING 


105 

054 


75 

042 

30 

012 


82 

419 

22 

635 

19 

570 

3 

065 

WITH ALL PLUMBING FACILITIES 


79 

085 


60 

894 

18 

191 


66 

979 

12 

106 

10 

465 

1 

641 

lacking some OR ALL FACILITIES 


25 

969 


14 

148 

11 

821 


15 

440 

10 

529 

9 

105 

1 

424 

DILAPIDATED 


29 

710 


19 

725 

9 

985 


20 

768 

8 

942 

7 

703 

1 

159 

VACANT AVAILABLE FOR SALE . 


25 

113 


17 

427 

7 

666 


17 

006 

8 

107 

B 

107 



WITH ALL PLUMBING FACILITIES 


21 

939 


16 

442 

5 

497 


16 

183 

5 

756 

5 

756 


• * ( 

LACKING SOME OR ALL FACILITIES 


3 

174 



985 

2 

189 



823 

2 

351 

2 

351 


... 

VACANT AVAILABLE FOR RENT 


61 

684 


49 

200 

12 

484 


51 

934 

9 

750 

9 

750 


• •• 

WITH ALL PLUMBING FACILITIES 


48 

760 


40 

192 

e 

568 


42 

310 

6 

450 

6 

450 


» » * 

LACKING SOME OR ALL FACILITIES 


12 

924 


9 

008 

3 

916 


9 

624 

3 

300 

3 

300 


»** 

ALL HOUSING UNITS 

2 

548 

792 

1 

749 

995 

798 

797 

1 

775 

990 

772 

802 

651 

865 

120 

937 

WATER SUPPLY 


















HOT AND COLD PIPED WATER INSIDE STRUCTURE . . 

2 

331 

372 

1 

697 

448 

633 

924 

1 

738 

764 

592 

608 

490 

OOB 

102 

600 

only COLD PIPED WATER INSIDE STRUCTURE. . . . 


117 

578 


36 

511 

81 

067 


31 

615 

85 

963 

76 

358 

9 

605 

PIPED WATER OUTSIDE STRUCTURE 


12 

847 


1 

747 

11 

100 



643 

12 

204 

10 

720 

1 

484 

NO PIPED WATER 


06 

679 


13 

973 

72 

706 


4 

705 

81 

974 

74 

726 

7 

248 

TOILET FACILITIES 


















FLUSH TOILET! EXCLUSIVE USE 

2 

342 

311 

1 

678 

723 

663 

56B 

1 

716 

484 

625 

827 

523 

954 

iOl 

873 

FLUSH TOILET! SHARED 


52 

389 


41 

154 

11 

235 


47 

458 

4 

931 

4 

364 


567 

OTHER TOILET FACILITIES OR NONE 


153 

776 


29 

802 

123 

974 


11 

785 

141 

991 

123 

494 

18 

497 

BATHING FACILITIES 


















BATHTUB OR SHOWERf EXCLUSIVE USE 

2 

286 

281 

1 

661 

950 

624 

331 

1 

697 

290 

588 

991 

489 

080 

99 

911 

BATHTUB OR SHOWER! SHARED 


54 

618 


42 

728 

11 

890 


49 

262 

5 

356 

4 

723 


633 

NO BATHTUB OR SHOWER 


207 

577 


45 

001 

162 

576 


29 

175 

178 

402 

158 

009 

20 

393 
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Table 3. — Bathrooms, Rooms, and Bedrooms, for the State, Inside and Outside SMSA’s, 

Urban and Rural: I960 
[Some data based on sample; see text] 


Bathrooms 

Rooms 


OUTSIDE 

SMSA'S 


TOTAL NONFARM 


OCCUPIED 

FARM 


1 PLUS PARTIAL. 

2 OR MORE . • . 
SHARED OR NONE. 


OWNER OCCUPIED. 


MORE THAN i . . 
SHARED OR NONE. 


RENTER OCCUPIED 


MORE THAN 1 . . 
SHARED OR NONE. 


2 548 373 
1 845 675 
260 155 
143 146 
299 397 

1 665 653 
1 211 332 
355 062 
98 459 

573 419 
467 547 
29 953 
75 919 


1 749 576 
1 326 075 
211 407 
110 217 
iOi 877 

1 190 974 
869 097 
289 238 
32 639 

444 027 
377 718 
22 215 
44 094 


798 797 
519 600 
48 748 
32 929 
197 520 

474 679 
342 235 
66 624 
65 820 

129 392 
89 829 
7 738 
31 825 


1 775 674 
1 352 530 
218 487 
113 601 
91 056 

1 190 149 
868 678 
297 556 

23 915 

478 933 
406 084 

24 766 
48 083 


772 699 
493 145 
41 668 
29 545 
208 341 

475 504 
342 654 
58 306 
74 544 


652 398 
407 065 
35 459 
26 064 
103 810 

366 455 
263 412 
49 202 
53 841 


ALL UNITS 

1 ROOM 

2 ROOMS .... 


3 ROOMS .... 

4 ROOMS . • . « 

5 ROOMS .... 

6 ROOMS .... 

7 ROOMS .... 
B ROOMS OR MORE 
MEQIAN. .... 


OWNER OCCUPIED. 

1 ROOM 

2 ROOMS 


3 ROOMS .... 

4 ROOMS .... 

5 ROOMS .... 

6 ROOMS .... 

7 ROOMS .... 

8 ROOMS OR MORE 
MEDIAN. .... 


RENTER OCCUPIED 

1 ROOM. ...... 

2 ROOMS ...... 


3 ROOMS .... 

4 ROOMS • . • • 

5 ROOMS .... 

6 ROOMS .... 

7 ROOMS .... 

8 ROOMS OR MORE 
MEDIAN. .... 


VACANT available FOR SALE 
1 TO 3 ROOMS. . . 

4 ROOMS ..... 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE ....... 

MEDIAN 


VACANT AVAILABLE FOR RENT 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS OR MORE 

MEDIAN. ........... 


548 476 
63 685 
83 328 
211 611 
422 405 
734 199 
543 173 
268 695 
221 380 
5.2 

665 603 
3 269 
11 305 
40 211 
226 536 
542 833 
433 999 
223 973 
183 477 
5.5 


1 749 679 
34 844 
49 563 
134 108 
278 089 
562 871 
392 603 
170 972 
126 629 

5.2 

1 190 899 
1 121 
5 010 
21 971 
157 199 
428 196 
319 922 
147 226 
110 254 

5.5 

444 109 
24 180 
36 589 
93 613 
97 007 
105 560 
57 460 
18 176 
11 524 

4.2 


798 797 
28 841 
33 765 
77 503 
144 316 
171 328 
150 570 
97 723 
94 751 
5.2 

474 704 
2 146 

6 295 

10 240 
69 337 

114 637 
114 077 
76 747 
73 223 
5.7 

I 

129 367 I 
5 306 I 

7 626 
22 171 
28 535 
25 904 
17 726 

11 317 
10 782 

4.5 


1 775 727 
36 801 
51 704 
141 543 
279 536 
566 609 
398 475 
175 918 
125 141 

5.2 

1 190 245 
844 
4 156 
20 063 
154 481 
427 040 
323 261 
151 245 
109 135 
5.5 

478 044 
26 524 
39 915 

103 665 

104 492 
112 403 

60 640 
19 514 
11 491 

4.2 


772 749 
26 684 
31 624 
70 068 
142 869 
167 590 
144 698 
92 777 
96 239 
5.2 

475 358 
2 425 
7 149 
20 128 
72 055 
115 793 
110 738 
72 728 
74 342 
5.7 


651 812 
26 166 
30 546 
67 511 
134 339 
150 831 
119 122 
66 599 
56 698 
4.9 

365 664 
2 155 
6 393 
18 072 
64 673 
100 619 
87 112 
48 616 
30 024 
5.4 


ALL UNITS 

NONE 

1 

2 

3 

4 OR MORE , . , 


OWNER OCCUPIED. 
0 AND 1 , 


RENTER OCCUPIED 

NONE 

1 

2 

3 OR MORE 


2 544 200 
89 331 
326 540 
863 087 
923 962 
341 280 

1 665 613 
81 111 
546 789 
762 940 
274 773 

573 455 
47 158 
170 573 
207 749 
147 975 


1 745 656 
54 557 
209 825 
603 152 
676 192 
201 930 

1 190 691 
45 822 
402 368 
574 436 
168 065 

444 306 
40 185 
137 889 
163 025 
103 207 


798 544 

34 774 
116 715 
259 935 
247 770 
139 350 

474 922 

35 289 
144 421 
188 504 
106 708 

129 149 
6 973 
32 684 
44 724 
44 768 I 


1 772 321 
58 061 
222 175 
607 803 
682 373 
201 909 

1 190 276 
43 902 
>99 882 
577 302 
169 190 

478 827 
43 832 
152 559 
174 718 
107 710 


771 879 
31 270 

104 365 
255 284 
241 589 
139 371 

475 337 
37 209 
146 907 
185 638 

105 503 


648 012 
30 535 
99 241 
233 957 
197 156 
87 123 

362 557 
32 850 
127 804 
144 829 
57 074 


Michigan 


24-9 


Table 4. — Structural Characteristics and Heating Equipment, tor the State, Inside and 
Outside SMS As, Urean and Rural: 1960 

[Based on sample; see text] 


Units in Structure Basement 

Trailer Heating Equipment 

Year Structure Built 


SUBJECT 




THE 

STATE 



URBAN! 

TOTAL 

1 

RURAL 

TOTAL 

INSIDE 

SMSA»S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

UNITS IN STRUCTURE 


















ALL UNITS 

2 

548 

373 

1 

749 

576 

798 

797 

1 

775 

674 

772 

699 

652 

398 

120 

301 

1) DETACHED 

1 

985 

855 

1 

283 

617 

702 

238 

1 

268 

744 

717 

111 

600 

490 

116 

621 

It ATTACHED ............ 


aa 

819 


69 

922 

18 

897 


74 

367 

14 

452 

13 

645 


007 



203 

978 


170 

718 

33 

260 


190 

930 

13 

040 

11 

880 

1 

168 

3 AND 4 . • 


84 

027 


66 

774 

17 

253 


78 

137 

5 

890 

5 

817 


73 

5 OR MORE . . 


156 

294 


142 

614 

13 

680 


151 

351 

4 

943 

4 

876 


67 

TRAILER 1 


















ON PERMANENT FOUNDATION ... 


2 

916 



720 

2 

196 



471 

2 

445 

2 

128 


317 

MOBILE 


26 

484 


15 

211 

U 

273 


11 

674 

14 

810 

13 

562 

1 

24B 

OWNER OCCUPIED 

1 

665 

653 

1 

190 

974 

474 

679 

1 

190 

149 

475 

504 

366 

455 

109 

049 

It DETACHED 

1 

526 

204 

1 

084 

062 

442 

142 

1 

076 

862 

449 

342 

343 

102 

106 

160 

it attached . • 


30 

042 


23 

481 

6 

561 


24 

583 

5 

459 

4 

903 


556 



66 

292 


56 

05^ 

10 

239 


62 

356 

3 

936 

3 

122 


814 

3 AND 4 . , , 


10 

690 


a 

055 

2 

635 


10 

032 


658 


613 


45 

5 OR MORE 


5 

619 


4 

616 

1 

001 


5 

127 


492 


430 


62 

TRAILER 


26 

806 


14 

705 

12 

101 


11 

189 

15 

617 

14 

205 

1 

412 

RENTER OCCUPIED 


573 

419 


444 

027 

129 

392 


478 

933 

94 

486 

83 

234 

11 

252 

It DETACHED 


219 

346 


137 

687 

81 

659 


142 

970 

76 

376 

65 

915 

10 

461 

It ATTACHED . 


49 

027 


40 

575 

8 

452 


43 

515 

5 

512 

5 

261 


251 



115 

519 


97 

428 

18 

091 


109 

654 

5 

865 

5 

511 


354 

3 AND 4 


60 

619 


49 

509 

11 

110 


57 

576 

3 

043 

3 

015 


28 

5 TO 9 


38 

598 


32 

992 

5 

606 


37 

218 

1 

380 

1 

375 


5 

10 TO 19 . 


28 

631 


26 

592 

2 

039 


28 

168 


463 


463 


« t . 

20 TO 


36 

104 


35 

299 


805 


35 

920 


184 


184 


1 1 1 

50 OR MORE 


22 

981 


22 

719 


262 


22 

956 


25 


25 


4 « • 

TRAILER ..... 


2 

594 


1 

226 

1 

368 



956 

1 

630 

1 

485 


153 

VACANT available FOR RENT 


61 

047 


48 

719 

12 

328 


51 

428 

9 

619 

9 

619 


• • * 



19 

967 


12 

640 

7 

327 


12 

707 

7 

260 

7 

260 


• • • 

2 TO 4 


21 

940 


18 

305 

3 

635 


20 

204 

1 

736 

1 

736 


t » • 

5 TO 9 


4 

801 


3 

977 


824 


4 

507 


294 


294 


« • t 

10 OR MOKE 


14 

339 


13 

797 


542 


14 

010 


329 


329 


« » • 

YEAR STRUCTURE BUILT 


















ALL UNITS . , • . 

2 

548 

476 

1 

749 

679 

798 

797 

1 

775 

727 

772 

749 

651 

812 

120 

937 

1959 TO MARCH I960. . . , * . 


75 

445 


52 

964 

22 

481 


45 

553 

29 

892 

28 

830 

1 

062 

1955 TO 


289 

6S9 


206 

eao 

82 

779 


160 

936 

100 

723 

96 

183 

4 

540 

1950 TO 1954 


337 

783 


247 

002 

90 

781 


235 

437 

102 

346 

96 

845 

5 

501 

1940 TO 1949 


404 

389 


283 

388 

121 

001 


271 

114 

133 

275 

123 

729 

9 

546 

1930 TO 1939. • • . 


294 

481 


214 

700 

79 

781 


211 

562 

82 

919 

74 

066 

a 

853 

1929 OR EARLIER .... 

1 

146 

719 


744 

745 

401 

974 


823 

125 

323 

594 

232 

159 

91 

435 

OWNER OCCUPIED 

1 

665 

603 

1 

190 

899 

474 

704 

1 

190 

245 

475 

358 

365 

664 

109 

694 

1955 TO MARCH 1960. ... 


280 

380 


216 

496 

63 

884 


194 

758 

05 

622 

80 

316 

5 

306 

1950 TO 


265 

537 


213 

316 

52 

221 


204 

913 

60 

624 

55 

563 

5 

061 

1940 TO 1949 


296 

235 


230 

008 

66 

227 


221 

617 

74 

618 

65 

980 

a 

638 

1939 OR EARLIER 


823 

451 


531 

079 

292 

372 


568 

957 

254 

494 

163 

805 

90 

689 

ALL HOUSING UNITS 

2 

548 

792 

1 

749 

995 

79B 

797 

1 

775 

990 

1 

772 

802 

651 

B6S 

120 

937 

BASEMENT 


















basement 

1 

891 

868 

1 

402 

643 

489 

225 

1 

472 

184 

419 

684 

318 

883 

100 

801 

CONCRETE SLAB ..... 


238 

167 


132 

522 

105 

645 


116 

294 

121 

873 

116 

325 

5 

548 

OTHER 

i 


418 

338 


214 

411 

203 

927 


187 

196 

231 

142 

217 

190 

13 

952 

HEATING EQUIPMENT 


















STEAM OR HOT WATER 


364 

299 


304 

944 

59 

355 


321 

320 , 

42 

979 

35 

978 

7 

001 

WARM AIR FURNACE 

1 

541 

197 

1 

171 

588 

369 

609 

1 

205 

718 ' 

335 

479 

267 

137 

68 

342 

FLOOR t WALLt OR PIPELESS FURNACE. 


105 

839 


65 

966 

37 

873 


63 

334 1 

40 

505 

35 

174 

5 

331 

BUILT-IN ELECTRIC UNITS 


6 

142 


3 

342 

2 

800 


3 

119 , 

3 

023 

2 

743 


280 

OTHER MEANS WITH FLUE . 


491 

610 


189 

201 

302 

409 


166 

941 

322 

669 

283 

549 

39 

120 

OTHER MEANS WITHOUT FLUE. 


20 

324 


10 

333 

9 

991 


10 

572 

9 

952 

9 

138 


814 

NONE 


21 

065 


4 

305 

16 

760 


2 

923 1 

18 

142 

18 

093 


49 
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Table 5. — Occupancy Charactekistics, for the State, Inside and Outside SMS As, 
Urban and Rural: 1960 

[Based on sample; see text] 


Populacion 

Persons 


Persons per Room 
Year Moved into Unit 


THE STATE 

URBAN f 
TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA1S 

OUTSIDE 

SMSAiS 

TOTAL 

NONPARM 

OCCUPIED 

FARM 

7 674 484 

5 611 710 

2 062 774 

5 632 665 

2 041 819 

1 599 825 

441 994 

3.4 

3.4 

3.4 

3,4 

3.6 

3.6 

3.7 

3.6 

3.6 

3,4 

3.6 

3.6 

3.6 

3.6 

5.1 

3.0 

3.3 

2.9 

3.7 

3,6 

3.9 

6 136 272 

4 364 934 

1 771 338 

4 323 532 

1 812 740 

1 119 406 

693 334 

3.4 

3.4 

3.4 

3.4 

3.5 

3.4 

3.7 

2 239 079 

1 635 000 

604 071 

1 669 089 

569 990 

449 053 

120 937 

1 665 603 

1 190 899 

474 704 

1 190 245 

475 358 

365 664 

109 694 

133 876 

84 292 

49 584 

91 461 

42 415 

34 252 

0 163 

455 290 

314 984 

140 306 

320 368 

134 922 

101 595 

33 327 

308 443 

227 262 

81 181 

227 569 

00 874 

61 408 

19 466 

312 277 

232 456 

79 021 

230 210 

82 067 

65 299 

16 768 

224 438 

' 166 271 

50 167 

162 265 

62 173 

48 702 

13 471 

126 106 

91 297 

34 809 

87 439 

38 667 

29 697 

8 970 

56 347 

40 276 

16 071 

38 532 

17 815 

13 191 

4 624 

48 826 

34 061 

14 765 

32 401 

16 425 

11 520 

4 905 

3.3 

3.4 

3.1 

3.3 

3.2 

3.3 

3.2 

573 476 

444 109 

129 367 

478 844 

94 632 

83 309 

11 243 

126 376 

102 125 

24 251 

113 705 

12 671 

11 526 

1 145 

154 304 

124 596 

29 708 

134 754 

19 550 

17 437 

2 113 

100 101 

76 994 

23 107 

82 852 

17 249 

15 385 

1 864 

78 875 

57 711 

21 164 

62 101 

16 774 

14 821 

1 953 

51 505 

37 122 

14 383 

39 253 

12 252 

10 420 

1 832 

29 807 

21 535 

8 272 

22 102 

7 705 

6 562 

1 143 

15 250 

11 042 

4 208 

11 199 

4 051 

3 473 

578 

17 258 

12 984 

4 274 

12 878 

4 380 

3 765 

615 

2.6 

2.5 

3,0 

2.4 

3,4 

3.3 

3.8 

1 665 603 

1 190 899 

474 704 

1 190 245 

475 350 

365 664 

109 694 

749 990 

514 087 

235 903 

529 133 

220 857 

158 665 

62 192 

376 409 

275 192 

101 217 

273 514 

102 895 

80 323 

22 572 

389 810 

294 215 

95 595 

287 157 

102 653 

85 533 

17 120 

124 845 

91 794 

33 051 

86 617 

38 228 

32 010 

6 216 

24 549 

15 611 

a 938 

13 824 

10 725 

9 133 

1 592 

573 476 

444 109 

129 367 

478 844 

94 632 

83 389 

11 243 

218 517 

170 418 

48 099 

1B6 334 

32 183 

27 595 

4 588 

136 545 

106 119 

30 426 

114 392 

22 153 

19 446 

2 707 

147 545 

114 026 

33 519 

122 744 

24 801 

22 348 

2 453 

51 310 

39 156 

12 154 

40 588 

10 722 

9 021 

901 

19 559 

14 390 

5 169 

14 786 

4 773 

4 179 

594 

1 665 603 

1 190 899 

474 704 

1 190 245 

475 358 

365 664 

109 694 

172 611 

125 826 

46 785 

119 463 

53 148 

48 380 

4 768 

114 614 

83 143 

31 471 

79 723 

34 891 

30 976 

3 915 

119 063 

87 025 

32 030 

84 992 

34 071 

30 000 

4 071 

323 08B 

246 516 

76 572 

241 699 

81 389 

70 386 

11 003 

292 283 

220 974 

71 309 

221 021 

71 262 

57 507 

13 755 

363 870 

254 948 

108 922 

258 204 

105 666 i 

76 907 

28 759 

280 074 

172 467 

107 607 

185 143 

94 931 

51 500 

43 423 

573 476 

444 109 

129 367 

470 644 

94 632 

83 389 

11 243 

248 824 

191 700 

57 124 

208 471 

40 353 

38 138 

2 215 

82 816 

65 126 

17 690 

69 746 

13 070 

12 173 

897 

52 516 

41 165 

11 351 

44 130 

8 386 

7 577 

609 

78 114 

61 709 

16 405 

66 228 

11 886 

10 221 

1 665 

44 949 

35 145 

9 604 

37 812 

7 137 

5 866 

1 271 

41 565 

31 742 

9 823 

34 090 

7 475 

5 428 

2 047 

24 692 

17 522 

7 170 

IB 367 

6 325 

3 986 

2 339 


POPULATION 


POPULATION IN HOUSING UNITSi 1960 

PER OCCUPIED UNIT 

OWNER 

RENTER 

population in DWELLING UNlTSt 1950 
PER OCCUPIED UNIT 

ALL OCCUPIED UNITS 


OWNER OCCUPIED. 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS . , « . . 

7 PERSONS 

a PERSONS OR MORE . 

MEDIAN.- 

RENTER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 persons 

7 PERSONS 

8 PERSONS OR MORE . 

MEDIAN 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS. 

0.51 TO 0.75. 

0.76 TO 1.00. 

1.01 TO 1.50. 

1.51 OR MORE. 


RENTER OCCUPIED 
0.50 OR LESS. . . . 
0.51 TO 0.75. . . . 
0.76 TO 1.00. . . . 
1.01 TO 1.50. . . . 
1.51 OR MORE. . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED, 
1959 TO MARCH 1960. 

195B. . 

1957 

1954 TO 1956. . . , 
1950 TO 1953. . . , 
1940 TO 1949. . , . 

1939 OR EARLIER . , 

RENTER OCCUPIED 
1959 TO MARCH 1960. 

1956 

1957 

1954 TO 1956, . , , 
1950 TO 1953. . . . 

1940 TO 1949, . . . 
1939 OR EARLIER . . 


Michigan 
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Table 6. — Type op Fuel and Selected Equipment, for the State, Inside and Outside SMSA’s, 

Urban and Rural: 1960 
[Based on sample; see text] 


Heating Fuel 
Water Hear. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 






THE STATE 







RURAL 




SUBJECT 








URBAN 

* 










!) 


1 


TOTAL 



1 

1 


1 



TOTAL 


INSIDE 

OUTSIDE 



TOTAL 

NONFARM 

OCCUPIED 





SMSAfS 

SMSA'S 







FARM 


ALL OCCUPIED UNITS 

2 

239 

079 

1 635 

008 

604 

071 

1 669 

QB9 

569 

990 

449 

053 

120 

937 

heating fuel 
















UTILITY GAS 

1 

028 

768 

912 

716 

116 

052 

972 

472 

56 

296 

52 

829 

3 

467 

FUEL OILf KEROSENE* ETC 


786 

215 

475 

057 

311 

158 

437 

587 

348 

628 

288 

225 

60 

403 

COAL OR COKE . 


339 

049 

211 

236 

128 

613 

225 

877 

113 

972 

69 

214 ’ 

44 

750 

WOOD 


28 

549 

3 

568 

24 

981 

1 

600 

26 

949 

15 

927 

11 

022 

ELECTRICITY 


5 

760 

3 

635 

2 

125 

3 

374 

2 

306 

2 

095 


291 

BOTTLED* TANK* OR LP GAS 


40 

048 

21 

251 

18 

797 

20 

842 

19 

206 

15 

771 

3 

435 

OTHER FUEL 


9 

113 ! 

7 

182 

1 

931 

6 

977 

2 

136 

1 

703 


433 

NONE 



766 


352 


414 


374 


392 


334 


58 

WATER HEATING FUEL 
















UTILITY GAS 

1 

318 

205 

1 181 

131 

157 

074 

1 260 

481 

57 

724 

54 

563 

3 

161 

ELECTRICITY 


532 

869 

254 

372 

270 

497 

222 

942 

309 

927 

235 

764 

74 

163 

COAL OR COKE 


63 

140 

50 

485 

12 

655 

54 

798 

6 

342 

6 

082 

2 

260 

WOOD 


6 

689 

1 

790 

4 

899 

2 

027 

4 

662 

2 

473 

2 

189 

BOTTLED* TANKf OR LP GAS 


122 

815 

60 

353 

62 

462 

53 

923 

68 

892 

53 

586 

15 

306 

FUEL OIL* KEROSENE, ETC 


81 

231 

45 

914 

35 

317 

43 

263 

37 

96B 

30 

232 

7 

736 

OTHER FUEL 


4 

124 

2 

859 

1 

265 

3 

173 


951 


744 


207 

NONE 


109 

995 

38 

093 

71 

902 

28 

496 

81 

499 

62 

654 

18 

845 

COOKING FUEL 
















UTILITY GAS 

1 

052 

807 

946 

227 

106 

580 

1 007 

941 

44 

866 

41 

673 

3 

193 

ELECTRICITY ... 


910 

856 

575 

459 

335 

397 

570 

750 

340 

106 

263 

511 

76 

595 

BOTTLED, TANKf OR LP GAS 


227 

387 

94 

202 

133 

105 

70 

809 

156 

578 

122 

254 

34 

324 

FUEL OILt KEROSENE* ETC 


9 

139 

4 

480 

4 

659 

4 

301 

4 

838 

3 

852 


986 

COAL OR COKE 


B 

478 

4 

312 

4 

166 

4 

216 

4 

262 

2 

734 

1 

52B 

WOOD 


20 

969 

3 

100 

17 

869 

3 

007 

17 

962 

11 

024 

6 

930 

OTHER FUEL. ... 


i 

613 


919 


694 


994 


619 


432 ; 


187 

NONE 


7 

819 

6 

298 

i 

521 

7 

085 


734 


618 


116 

CLOTHES WASHING MACHINE 
















WRINGER OR SPINNER 


939 

856 

626 

213 

313 

643 

628 

959 

310 

897 

229 

305 

81 

592 

AUTOMATIC OR SEMI-AUTOMATIC . . 


904 

532 

709 

195 

195 

337 

724 

926 

179 

606 

147 

001 

32 

605 

WASHER-DRYER COMBINATION 


44 

962 

31 

768 

13 

194 

32 

507 

; 12 

455 

9 

642 

2 

813 

NONE 


349 

718 

267 

621 

B1 

897 

282 

711 

67 

007 

60 

ISO 

6 

057 

CLOTHES DRYER 
















GAS HEATED . 


320 

237 

284 

412 

35 

825 

290 

707 

29 

530 

25 

514 

4 

016 

ELECTRICALLY HEATED ........ 


411 

542 

258 

434 

153 

108 

250 

26B 

161 

274 

126 

137 

35 

137 

NONE 


507 

289 

1 092 

151 

415 

138 

1 128 

128 

379 

161 

294 

447 

84 

714 

HOME FOOD FREEZER 
















1 OR MORE 


430 

532 

252 

702 

177 

880 

223 

905 

206 

677 

131 

904 

74 

773 

NONE « 

1 

BOB 

436 

1 382 

295 

426 

191 

1 445 

198 

363 

288 

314 

194 

49 

094 

telephone AVAILABLE 
















YES 

1 

928 

267 

1 441 

287 

486 

980 

1 477 

158 

451 

109 

353 

437 

97 

672 



310 

812 

193 

721 

117 

091 

191 

931 

US 

861 

95 

616 

23 

265 

AUTOMOBILES AVAILABLE 

















1 

351 

434 

971 

088 

380 

346 

992 

700 

358 

734 

277 

471 

81 

263 



504 

692 

368 

473 

136 

219 

355 

356 

149 

336 

118 

697 

30 

639 

3 OR MORE 


61 

270 

44 

334 

16 

936 

42 

634 

18 

636 

13 

380 

5 

256 

NONE 


321 

630 

251 

060 

70 

570 

278 

371 

43 

259 

36 

550 

6 

709 

AIR CONDITIONING 
















ROOM UNITI 
















1 


82 

102 

69 

859 

12 

243 

71 

189 

10 

913 

9 

194 

1 

719 

2 OR MORE 


IS 

320 

15 

345 

2 

975 

15 

166 

3 

154 

2 

599 


555 

CENTRAL SYSTEM 


18 

735 

14 

182 

4 

553 

14 

797 

3 

938 

3 

118 


820 

NONE 

2 

119 

911 

1 535 

611 

584 

300 

1 567 

951 

551 

960 

431 

187 

120 

773 

. TELEVISION SETS 

















1 

793 

863 

1 292 

024 

501 

839 

1 318 

253 

475 

610 

370 

734 

104 

876 

2 UR MORE 


278 

082 

230 

295 

39 

787 

236 

081 

42 

001 

35 

041 

6 

160 

NONE 


167 

123 

104 

678 

62 

445 

114 

769 

52 

354 

39 

523 

12 

831 

RADIO SETS 

















1 

191 

830 

838 

347 

353 

483 

857 

282 

334 

548 

260 

531 1 

74 

017 

2 OR MORE ..... 


904 

004 

693 

987 

210 

017 

709 

088 

194 

916 

152 

023 ' 

42 

893 



143 

234 

102 

663 

40 

571 

102 

733 

40 

501 

33 

544 

6 

957 
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State and Small Areas 


Table 7» — Financial Characteristics and Duration op Vacancy, por the State, Inside and 
Outside SMSA’s, Urban and Rural Nonfarm: I960 
[Some data based on sample; see text. Plus (-{-) or minus (— ) after number indicates median above or below that number] 


Value Contract Rent 

Gross Rent Duration of Vacancy 


SUBJECT 


VALUE 


OWNER OCCUPIED 

LESS THAN SSiOOO 

$5t000 TO £7 1 400. . . • . 

$7 1 500 TO 

SlOtOOO to' 

$12t500 TO 

SlStOOO TO $i7i400 

$I7i500 TO 

$20 1 000 TO $24 T 900 

$25i000 TO $34i900 • • . . 

$35 f 000 OR MORE 

MEDIAN DOLLARS 


VACANT available FOR SALE 

LESS THAN 

$5t000 TO S9i9O0 • . . . 

$10t000 TO 

$I5tOOO TO . . 

$20t000 TO 

$25 t 000 OR MORE 

MEDIAN PRICE ASKED DOLLARS 


gross RENT 


RENTER OCCUPIED 

LESS THAN $20 

$20 TO 

$30 TO 

$40 TO 

$50 TO $59 

$60 TO $69 

$70 TO $79 

$80 TO $99 

$100 TO 

$120 TO . , 

$150 TO 

$200 OR MORE 

NO CASH RENT 

MEDIAN. ... DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED . . 

LESS THAN $20 

$20 TO $29 

$30 TO • . 

$40 TO 

$60 TO $79 

$80 TO $99 

$100 TO $149. . 

$150 OR MORE 

NO CASH RENT . . 

median DOLLARS 


VACANT AVAILABLE FOR RENT 

LESS THAN $30 .......... 

$30 TO $39 

$40 TO $59 

$60 TO $79. « 

$aO TO $99 

$100 TO $119 

$120 OR MORE . . , , 

MEDIAN RENT ASKED {DOLLARS) I 

VACANT AVAILABLE FOR RENT 

WITH ALL UTILITIES IN RENT 

WITH SOME OR NO UTILITIES IN RENT . . . 


DURATION OF VACANCY 


VACANT available FOR SALE 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS 

6 months or more 

VACANT available FOR RENT 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 months or MORE 


THE STATE 


URBAN 1 

TOTAL 

RURAL 

NONFARM 1 

total 

TOTAL 

INSIDE 

SMSA»S 

OUTSIDE 

SMSA’S 

1 385 389 

1 059 800 

325 589 

1 096 923 

288 466 

86 972 

34 323 

52 649 

40 813 

46 159 

163 569 

97 467 

66 102 

109 770 

53 799 

230 445 

168 414 

62 031 

179 946 

50 499 

267 046 

213 635 

53 411 

221 310 

45 736 

218 322 

185 081 

32 441 

188 700 

29 622 

160 676 

138 593 

22 083 

139 530 

21 146 

93 481 

80 843 

12 638 

80 875 

12 606 

81 749 

69 008 

12 741 

67 761 

13 988 

53 080 

45 459 

7 621 

43 549 

9 531 

30 049 

26 177 

3 872 

24 669 

5 380 

12 000 

12 700 

9 300 

12 500 

9 700 

23 579 

17 355 

6 224 

17 104 

6 475 

2 485 

801 

1 684 

953 

1 532 

6 197 

4 018 

2 179 

4 149 

2 048 

7 689 

6 285 

1 404 

6 232 

1 457 

3 958 

3 347 

611 

3 267 

691 

1 304 

1 107 

197 

951 

353 

1 946 

1 797 

149 

1 552 

394 

12 000 

13 100 

0 100 

12 800 

9 100 

562 233 

441 146 

121 087 

478 844 

83 389 

1 607 

644 

1 043 

813 

874 

7 951 

4 897 

3 054 

5 867 

2 084 

20 374 

13 724 

6 650 

16 391 

3 983 

35 443 

24 166 

11 277 

28 884 

6 559 

55 685 

39 845 

15 840 

46 749 

8 936 

85 316 

66 333 

16 982 

74 731 

10 584 

84 455 

68 629 

15 826 

74 148 

10 307 

126 075 

106 148 

19 927 

ill 382 

14 693 

64 607 

56 400 

8 207 

50 302 

6 305 

30 628 

27 622 

3 006 

28 389 

2 239 

9 627 

8 709 

918 

8 907 

720 

2 947 

2 617 

330 

2 578 

369 

37 439 

21 412 

16 027 

21 703 

15 736 

77 

79 

68 

77 

71 

562 233 

441 146 

121 087 

478 844 

83 389 

7 203 

1 932 

5 271 

2 640 

4 563 

21 801 

10 666 

10 935 

13 592 

6 209 

41 028 

25 907 

15 121 

30 794 

10 234 

157 370 

117 960 

39 410 

133 520 

23 850 

194 194 

168 259 

25 935 

179 788 

14 406 

63 614 

58 112 

5 502 

59 478 

4 136 

33 864 

31 456 

2 408 

32 025 

1 839 

5 720 

5 242 

478 

5 304 

416 

37 439 

21 412 

16 027 

21 703 

15 736 

63 

65 

51 

64 

49 

58 985 

48 144 

10 841 

51 484 

7 501 

3 200 

1 685 

1 515 

2 089 

1 111 

5 761 

4 102 

1 659 

4 571 

1 190 

20 042 

15 967 

4 075 

17 412 

2 630 

20 161 

17 876 

2 285 

18 753 

1 406 

5 163 

4 713 

450 

4 830 

333 

2 262 

2 071 

191 

2 083 

179 

2 396 

1 730 

666 

1 746 

650 

60 

62 

51 

61 

50 

61 

61 

59 

60 

69 

60 

63 

49 

62 

47 

25 702 

17 901 

7 801 

17 555 

8 147 

11 287 

9 206 

2 081 

9 129 

2 I5B 

3 654 

2 568 

1 066 

2 525 

1 129 

10 761 

6 107 

4 654 

5 901 

4 860 

61 005 

48 628 

12 377 

51 428 

9 577 

9 529 

7 816 

1 713 

e 458 

1 071 

25 373 

22 197 

3 176 

23 403 

i 970 

a 163 

6 171 

1 992 

6 533 

1 630 

17 940 

12 444 

5 496 

13 034 

4 906 
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Table 8. — SiiLiiCTBD Characteristics of Housing Units With Nonwhite Household Heads, for the State, SMS As, 

AND Places or 10,000 Inhabitants or More: 1960 

[BiiHL'd on suniph!; B(‘e text. Data .shown for areafl having 400 or more housing units with nonwhite household heads. “U" denotes an unincorporated place. Median not shown where base 
is less than 200; minus ( - ) after number indicates median below that number. Percent not shown where less than 0.1] 


AREA 

TOTAL 

OCCUPIED 

UNITS 

median 

NUMBER 

OF 

ROOMS 

MEDIAN 

NUMBER 

OF 

PERSONS 

1 PERCENT OF ALL OCCUPIED— 

OWNER 

RENTER 

IN ONE- 
HOUSING 
UNIT 
STRUC- 
TURES 

IN STRUC- 
TURES 
BUILT 
1950-1960 

SOUND. 
WITH ALL 
PLUMBING 
FACIL- 
ITIES 

WITH 1.01 
OR MORE 
PERSONS 
PER 
ROOM 

MOVED IN 
DURING 
1958- 
1960 

OWNER 

OCCU- 

PIED 

RENTER 

OCCU- 

PIED 

median 

VALUE 

(DOL- 

LARS) 

MEDIAN 

GROSS 

1 RENT 
' (DOL- 
LARS) 

THE STATE 

187 106 

5,1 

3.3 

52.9 

8.5 

67.2 

18.0 

38.7 

43.9 

56.1 

9 600 

76 

URBAN 

180 030 

5.1 

3.3 

51.3 

7.7 

68,4 

IB. 6 

39.1 

43.0 

57.0 

9 800 

76 

rural 

7 076 

4.8 

2.9 

94,5 

27.9 

37.4 

22.9 

28.0 

66.4 

33.6 

5 800 

64 

NONFARH 

6 194 

4.7 

2.9 

94.3 

29.6 

39.2 

22.7 

28.4 

67.2 

32.6 

5 800 

64 

FARM 

882 

5,1 

2.6 

96.0 

16.1 

24.6 

23.7 

24.8 

61.0 

39.0 

... 

... 

INSIDE SMSA'S 

175 369 

5.1 

3.3 

50.8 

7.B 

69, i 

18.5 

39.1 

42.9 

57.1 

9 900 

76 

IN CENTRAL CITIES . 

153 846 

5.2 

3,2 

47.9 

5.4 

69.9 

17.6 

39.7 

40.8 

59.2 

9 800 

76 

NOT IN CENTRAL CITIES . . , . 

21 523 

5.0 

3.6 

71.5 

25.2 

62.9 

24.7 

34.5 

57.5 

42.5 

9 900 

73 

OUTSIDE 

11 737 

4,8 

3.0 

84.1 

17.9 

39.8 

22.9 

33.6 

59.6 

40.4 

6 600 

64 

STANDARD METROPOLITAN 













STATISTICAL AREAS 













ANN ARBOR 

2 967 

4.6 

3.0 

63.8 

23.0 

58.6 

25.1 

46,5 

46.1 

53,9 

11 500 

85 

DETROIT 

147 598 

5.2 

3.2 

47.9 

7.3 

71.2 

17.5 

38.8 

41.1 

58.9 

10 200 

76 

flint 

8 674 

4.9 

3.6 

67.0 

12.9 

59,9 

23.5 

39.0 

55.3 

44.7 

9 100 

83 

GRAND RAPIDS . 

3 820 

5.4 

3.3 

45.6 

1.6 

60.2 

17.8 

45.9 

47.6 

52.4 

8 100 

69 

JACKSON 

1 238 

5.8 

3.3 

76.5 

1.6 

48,9 

15.9 

28.6 

59.6 

40.4 

7 000 

75 

KALAMAZOO i 

1 340 

5.2 

3.5 

71.2 

7.6 

48.4 

22.7 

42.7 

55.3 

44.7 

a 200 

77 

LANSING 

2 051 

5.2 

3.4 

67.4 

9.5 

72,7 

18.4 

45.9 

55.9 

44.1 

9 900 

83 

MUSKEGON-MUSKEGON HEiGHTS . . . 

2 982 

4.7 

3.7 

83.0 

6.2 

59.4 

28.4 

33.8 

57.3 

42.7 

7 300 

64 

SAGINAW 

4 308 

5.0 

4.0 

66.6 

10.5 

48.5 

30.2 

40.9 

46.7 

53.3 

8 100 

81 

PLACES 













ALBION 

590 

5.2 

4.2 

92.7 

25.9 

51.2 

31.9 

26.1 

49.8 

50.2 

6 BOO 

67 

ANN ARBOR 

1 241 

4.0 

2.5 

39.4 

12. a 

59.6 

17.7 

55.0 

35,1 

64.9 

13 400 

89 

BATTLE CREEK 

1 757 

5.3 

3.3 

67.7 

5.5 

57.5 

17.4 

47.7 

59.0 

41.0 

0 500 

72 

BENTON HARBOR 

1 224 

4.5 

3.2 

55.9 

10.9 

40.3 

25.1 

40.7 

43.7 

56.3 

9 200 

64 

DETROIT 

129 643 

5.2 

3.2 

45.1 

5.0 

72.2 

16.6 

39.6 

39.0 

61.0 

10 200 

76 

eCORSE 

1 385 

5.0 

3.7 

73.1 

36.3 

78.3 

24.7 

43.2 

65,7 

34.3 

11 500 

73 

flint ... 

8 431 

4.9 

3.5 

65.9 

10.4 

58.8 

23.3 

37.1 

54.1 

45.9 

9 OOO 

83 

GRAND RAPIDS . 

3 690 

5,4 

3.3 

44.1 

0.7 

59,6 

18.0 

46.9 

46.4 

53.6 

7 900 

69 

hamtramck * 

1 285 

4.9 

3.4 

44.3 

0.9 

51.8 

21.6 

26.6 

37.0 

63.0 

8 100 

66 

HIGHLAND PARK ......... 

2 065 

5,5 

3.5 

49.3 

0.4 

70.5 

12.8 

40.1 

46,0 

54.0 

9 800 

82 

INKSTER 

3 065 

4.9 

3.8 

01.8 

37.8 

89.9 

28.5 

31.9 

67,8 

32.2 

10 800 

82 

JACKSON 

1 196 

5.8 

3.4 

76.1 

0.9 

49.7 

16.5 

28.8 

59.9 

40.1 

7 000 

75 

KALAMAZOO 

1 226 

5.2 

3.6 

69.2 

5.4 

46.4 

23.6 

43.1 

52.4 

47.6 

8 100 

78 

LANSING . . 

1 005 

5.4 

3.5 

68.8 

5.9 

72.4 

10.7 

44.3 

58. 4 

41.6 

10 000 

84 

MOUNT CLEMENS 

541 

5.2 

3.9 

74.1 

17.6 

45.5 

31.8 

39.6 

53.2 

46.8 

7 100 

70 

MUSKEGON . . , * 

970 

4.7 

3.1 

71.2 

0.4 

43.9 

25.3 

43.1 

38,7 

61.3 

9 000 

68 

MUSKEGON HEIGHTS. 

1 650 

4.8 

4.0 

86.7 

9.5 

74.7 

29.3 

29.4 

64.9 

35.1 

7 300 

59 

PONTIAC . . 

3 310 

5.0 

3.5 

70.3 

25.7 

66,0 

23.3 

36.3 

57.2 

42.8 

9 200 

70 

PORT HURON. . 

430 

5.3 

2.4 

B2.9 

4.1 

46.1 

11.6 

19.9 

68,7 

31.3 

5 600 

. * • 

RIVER ROUGE .......... 

1 441 

5.0 

3.4 

56.1 

14.3 

56.8 

24.6 

26.4 

49.3 

50.7 

10 000 

69 

SAGINAW ....... 

3 012 

5.0 

4.1 

62.3 

8.6 

49.2 

30.1 

40.5 

43.2 

56.8 

8 300 

81 

YPSILANTI 

1 192 

4.6 

3.3 

74.0 

20.9 

58.5 

26.4 

35.5 

49.8 

50.2 

10 200 

86 
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Table 9. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of Housing i pi i 

Units With Nonwhite Household Heads, for the State, Inside and Outside SMSA’s, Urban and wlitersupply 

Rural: I960 Toilet Facilities 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhito household heads. Median not shown 

where base is leas than 200] 


OUTSIDE 

SMSA'S 


ALL OCCUPIED UNITS. 


OWNER OCCUPIED. 
RENTER OCCUPIED 


75 192 
100 177 


CONDITION AND PLUMBING 


OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES. . 
lacking some OR all FACILITIES. 

DETERIORATING 

WITH ALL plumbing FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH All plumbing facilities. . 
LACKING SOME OR ALL FACILITIES. 

DETERIORATING 

WITH all plumbing FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 
DILAPIDATED « 


ALL OCCUPIED UNITS. 


82 193 

75 192 

7 001 

77 494 

4 699 

4 161 

64 517 

60 477 

4 040 

61 938 

2 579 

2 335 

63 072 

59 653 

3 419 

61 049 

2 023 

1 826 

1 445 

824 

621 

889 

556 

509 

13 789 

11 805 

1 984 

12 429 

1 360 

1 184 

12 133 

10 926 

1 207 

11 501 

632 

544 

1 656 

879 

777 

928 

728 

640 

3 887 

2 910 

977 

3 127 

760 

642 

104 913 

100 177 

4 736 

102 536 

2 377 

2 033 

67 067 

65 355 

1 712 

66 197 

870 

798 

62 715 

61 466 

1 247 

62 092 1 

623 

603 

4 352 

3 887 

465 

4 105 1 

247 

195 

27 ISO 

25 656 

1 524 

26 582 

598 

532 

22 980 

22 219 

761 

22 797 

183 

169 

4 200 

3 437 

763 

3 785 

415 

363 

10 666 

9 166 

1 500 

9 757 

909 

703 

IB7 106 

175 369 

11 737 

IBO 030 

7 076 

6 194 


WATER SUPPLY 


HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE. . 
PIPED WATER OUTSIDE STRUCTURE ...... 

NO PIPED WATER. 


171 715 
2 995 
69 
590 


TOILET FACILITIES 


FLUSH TOILETt EXCLUSIVE USE . . 

FLUSH toilet* SHARED 

OTHER TOILET FACILITIES OR NONE 


167 346 
6 963 
1 060 


BATHING FACILITIES 


BATHTUB OR SHOWER* EXCLUSIVE USE. 
BATHTUB OR SHOWER* SHARED . . . . 
NO BATHTUB OR SHOWER. . 


165 964 
7 303 
2 102 


OWNER OCCUPIED. 


MORE THAN 1 . . 
SHARED OR NONE. 


RENTER OCCUPIED 


MORE THAN 1 . . 
SHARED OR NONE. 


100 230 
80 453 
2 896 
8 881 


OWNER OCCUPIED. 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS ...... 

6 ROOMS 

7 ROOMS 

a ROOMS OR MORE . , 
MEDIAN 


RENTER OCCUPIED 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE . . 

MEDIAN 


100 177 
4 270 
7 396 
18 809 
20 170 
25 404 
17 257 
4 451 
2 420 
4.5 


OWNER OCCUPIED. 

0 AND 1 ..... . 


RENTER OCCUPIED 

NONE 

1 



3 OR MORE 


Table 10. — Occupancy Characteristics, Units in Structure, and Year Structure Built for Housing 
Units With Nonwhite Household Heads, for the State, Inside and Outside SMSA’s, Urban and 
Rural: 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


Units in Structure 
Trailer 

Year Structure 
Built 


Pcr.sons 

Persons per Room 
Ye-ar Moved into 
Unit 


SUBJECT 

THE STATE 

URBAN 1 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA ' S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

FARM 

ALL OCCUPIED UNITS 

187 106 

175 369 

11 737 

180 030 

7 076 

6 194 

882 

UNITS IN STRUCTURE 








OWNER OCCUPIED 

02 191 

75 185 

7 006 

77 497 

4 694 

4 173 

521 

i» DETACHED 

61 605 

55 081 

6 524 

57 139 

4 466 

3 961 

505 

If ATTACHED 

4 649 

4 542 

107 

4 534 

115 

103 

12 


13 470 

13 274 

196 

13 444 

26 

26 


3 AND 4 . . 

1 491 

1 405 

86 

1 474 

17 

17 

. ■ * 

5 OR MORE • • 

865 

047 

18 

861 

4 

4 

. • • 

TRAILER 

ill 

36 

75 

45 

66 

62 

4 

RENTER OCCUPIED 

104 981 

100 230 

4 751 

102 597 

2 304 

2 033 

351 

If DETACHED 

21 908 

19 367 

2 541 

20 219 

1 689 

1 384 

305 

It ATTACHED 

10 666 

10 078 

588 

10 350 

308 

287 

21 


20 129 

27 429 

700 

20 044 

85 

67 

IB 

3 AND 4 

14 449 

13 897 

552 

14 271 

178 

171 

7 

5 TO 

8 633 

a 388 

245 

8 575 

58 

58 


10 TO 

8 216 

8 135 

81 

a 191 

25 

25 

• « « 

20 TO 49 

B 751 

a 746 

5 

a 751 

• • . 

. . • 

• « fl 

50 OR MORE 

4 161 

4 161 

• t ■ 

4 161 

. * . 

... 

• « • 

trailer 

68 

29 

39 

27 

41 

41 

> « • 

YEAR STRUCTURE BUILT 








OWNER OCCUPIED 

82 193 

75 192 

7 001 

77 494 

4 699 

4 161 

53B 

1955 TO MARCH 1960 

4 702 

4 096 

606 

4 046 

656 

612 

44 

1950 TO 1954. 

4 741 

3 987 

754 

4 012 

729 

663 

46 

1940 TO 1949. .... 

8 099 

6 026 

1 273 

6 958 

1 141 

1 083 

58 

1939 OR EARLIER 

64 651 

60 203 

4 368 

62 478 

2 173 

1 783 

390 

RENTER OCCUPIED 

104 913 

100 177 

4 736 

102 536 

2 377 

2 033 

344 

1955 TO MARCH 1960 

2 814 

2 490 

324 

2 529 

285 

272 

13 

1950 TO 1954 

3 557 

3 140 

417 

3 250 

307 

266 

39 

1940 TO 1949 

6 090 

5 384 

706 

5 511 

579 

461 

118 

1939 OR EARLIER 

92 452 

09 163 

3 289 

91 246 

1 206 

1 032 

174 

PERSONS 








OWNER OCCUPIED 

02 193 

75 192 

7 001 

77 494 

4 699 

4 161 

538 

1 PERSON 

5 302 

4 506 

796 

4 703 

599 

551 

48 

2 PERSONS . ...... 

19 727 

17 643 

2 084 

18 197 

1 530 

1 372 

158 

3 PERSONS 

15 850 

14 609 

1 241 

15 049 

BOi 

708 

93 

4 PERSONS 

12 543 

11 688 

855 

12 041 

502 

449 

53 

5 PERSONS 

9 731 

9 132 

599 

9 321 

410 

344 

66 

6 PERSONS ; 

7 150 

6 631 

519 

6 056 

294 

254 

40 

7 PERSONS . 

4 530 

4 213 

317 

4 312 

218 

193 

25 

a PERSONS OR MORE • . • • 

7 360 

6 770 

590 

7 015 

345 

290 

55 

MEDIAN* . , . . 

3.5 

3.6 

3.0 

3.6 

2.8 

2.7 

3.2 

RENTER OCCUPIED 

104 913 

100 177 

4 736 

102 536 

2 377 

2 033 

344 

1 PERSON. . 

17 588 

16 763 

025 

17 150 

438 

307 

131 

2 PERSONS 

25 534 

24 416 

1 lie 

24 993 

541 

445 

96 

3 PERSONS 

17 559 

16 854 

705 

17 194 

365 

328 

37 

4 PERSONS 

13 746 

13 162 

584 

13 452 

294 

277 

17 

5 PERSONS 

10 785 

10 356 

429 

10 597 

188 

174 

14 

6 PERSONS 

7 625 

7 282 

343 

7 440 

185 

174 

11 

7 PERSONS 

4 774 

4 470 

296 

4 650 

124 

115 

9 

B PERSONS OR MORE 

7 302 

6 866 

436 

7 060 

242 

213 

29 

MEDIAN 

3.0 

3.0 

3.1 

3.0 

3.1 

3.3 

1.9 

PERSONS PER ROOM 








OWNER OCCUPIED 

82 193 

75 192 

7 001 

77 494 

4 699 

4 161 

530 

0*50 OR LESS 

36 149 

32 8BB 

3 261 

33 800 

2 261 

1 9B4 

277 

0.51 TO 0.75 

17 573 

16 188 

1 385 

16 717 

856 

776 

80 

0.76 TO 1.00 

16 764 

15 549 

1 215 

16 006 

758 

664 

94 

1.01 TO 1.50 

8 595 

7 869 

726 

a 132 

463 

413 

50 

1.51 OR MORE 

3 112 

2 698 

414 

2 751 

361 

324 

37 

RENTER OCCUPIED 

104 913 

100 177 

4 736 

102 536 

2 377 

2 033 

344 

0.50 OR LESS 

32 785 

31 517 

1 260 

32 137 

646 

582 

66 

0.51 TO 0.75 

21 282 

20 547 

735 

20 926 

356 

326 

30 

0.76 TO 1.00 

27 461 

26 274 

1 187 

26 8B2 

579 

453 

126 

l.Ol TO 1.50 

15 637 

14 878 

759 

15 289 

348 

328 

20 

1.51 OR MORE 

7 748 

6 961 

787 

7 302 

446 

344 

102 

YEAR MOVED INTO UNIT 








OWNER OCCUPIED 

82 193 

75 192 

7 OOi 

77 494 

4 699 

4 161 

538 

1959 TO MARCH 

9 355 

8 668 

687 

8 956 

399 

372 

27 


5 156 

4 664 

492 

4 834 

322 

298 

24 


6 626 

6 084 

542 

6 240 

386 

339 

47 

1954 TO 1956. . 

18 474 

17 161 

1 313 

17 524 

950 

851 

99 

1950 TO 1953 

17 414 

16 232 

1 182 

16 592 

822 

723 

99 

1940 TO 

16 148 

16 325 

1 823 

16 921 

1 227 

1 076 

151 

1939 OR EARLIER 

7 020 

6 058 

962 

6 427 

593 

502 

91 

RENTER OCCUPIED 

104 913 

100 177 

4 736 

102 536 

2 377 

2 033 

344 

1959 TO MARCH 1960 : 

41 916 

39 842 

2 074 

40 943 

973 

648 

125 


16 022 

15 327 

695 

15 736 

286 

243 

43 


11 690 

11 161 

529 

11 430 

252 

213 

39 

1954 TO 1956. 

17 412 

16 772 

640 

17 059 

353 

290 

63 

1950 TO 1953 

8 689 

8 337 

352 

8 490 

199 

175 

24 

1940 TO 1949 

6 467 

6 200 

267 

6 279 

188 

156 

32 

1939 OR earlier 

2 717 

2 538 

179 

2 591 

126 

108 

16 
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Table 11. — Selected Equipment and Financial Characteristics of Housing Units With Nonwhite 
Household Heads, for the State, Inside and Outside SMSA’s, Urban and Rural: I960 

[Based on sample; see text. Data shown lor areas having 400 or more housing units with nonwhite household heads. Median not shown 
where base is less than 200; minus (-) after number indicates median below that number] 


Heating Equip. 
Clothes Washing 
Machine 
Clothes Dryer 
Home Food 
Freezer 


Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 


SUBJECT 


THE STATE 


URBAN* 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA.S 

OUTSIDE 

SMSA’S 

TOTAL 

NONFARM 

farm 

all occupied units 

187 106 

175 369 

11 737 

180 030 

7 076 

6 194 

882 

HEAT I NS EQUIPMENT 








STEAM OR HOT WATER . , , . 

55 812 

55 416 

396 

55 583 

229 

205 

24 

WARM AIR FURNACE , 

90 694 

85 587 

5 107 

86 621 

2 073 

1 830 

243 

FLOOR. WALL* OR PXPELESS FURNACE 

4 603 

4 211 

392 

4 344 

259 

235 

24 

BUILT-IN ELECTRIC UNITS 

462 

408 

54 

428 

34 

34 

. . . 

OTHER MEANS WITH FlUE 

32 521 

27 007 

5 514 

28 216 

4 305 

3 771 

534 

OTHER MEANS WITHOUT FLUE 

2 828 

2 573 

255 

2 674 

154 

100 

54 

NONE. . . 

186 

167 

19 

164 

22 

19 

3 

CLOTHES WASHING MACHINE 








WRINGER OR SPINNER , , 

98 915 

92 315 

6 600 

94 555 

4 360 

3 696 

664 

AUTOMATIC OR SEMI-AUTOMATIC ... 

30 030 

28 343 

1 607 

29 111 

919 

868 

51 

WASHER-DRYER COMBINATION 

2 438 

2 258 

180 

2 320 

118 

78 

40 

NONE 

55 725 

52 524 

3 201 

54 046 

1 679 

1 502 

177 

CLOTHES DRYER 








GAS HEATED 

5 519 

5 371 

148 

5 486 

33 

33 

• • $ 

ELECTRICALLY HEATED . 

4 248 

3 691 

557 

3 765 

483 

412 

71 

NONE. . « 

177 341 

166 378 

10 963 

170 781 

6 560 

5 699 

861 

HOME FOOD FREEZER 








1 OR MORE 

16 264 

13 486 

2 778 

14 063 

2 201 

1 769 

432 

NONE . 

170 844 

161 954 

6 890 

165 969 

4 075 

4 375 

500 

automobiles AVAILABLE 









92 055 

85 249 

6 806 

87 579 

4 476 

3 920 

556 


16 564 

15 006 

1 558 

15 314 

1 250 

974 

276 

3 OR MORE 

2 351 

2 085 

266 

2 201 

150 

in 

39 

NONE 

76 045 

73 007 

3 038 

74 845 

i 200 

1 139 

61 

AIR CONDITIONING 








ROOM UNIT! 








. 

3 547 

3 324 

223 

3 409 

138 

98 

40 

2 OR MORE 

1 117 

1 084 

33 

1 098 

19 

19 


CENTRAL SYSTEM 

1 147 

1 027 

120 

1 111 

36 

16 

20 

NONE. 

181 297 

170 005 

11 292 

174 414 

6 883 

6 on 

872 

TELEVISION SETS 









149 no ' 

139 734 

9 376 

143 435 

5 675 

5 038 

637 

2 OR MORE . • 

16 900 

16 389 

511 

16 678 

222 

1B2 

40 


21 098 

19 317 

1 781 

19 919 

1 179 

924 

255 

RADIO SETS 









118 435 

110 890 

7 545 

113 514 

4 921 

4 327 

594 

2 OR MORE 

47 674 

45 317 

2 357 

46 487 

1 187 

972 

215 


20 999 

19 233 

i 766 

20 031 

968 

845 

123 

VALUE 








OWNER OCCUPIED 

67 919 

62 590 

5 329 

64 788 

3 131 

3 131 


LESS THAN $5.000 

5 389 

3 639 

1 750 

4 052 

1 337 

1 337 


$5,000 TO $7.400 

12 335 

10 899 

1 436 

11 661 

674 

674 


$7*500 TO $9.900 * 

1 18 956 

17 790 

1 166 

18 468 

468 

466 


$10,000 TO . . « 

1 16 513 

15 921 

592 

16 165 

348 

348 


$12,500 TO 

6 098 

7 914 

164 

7 968 

130 

130 

• $ • 

$15,000 TO $17.400 

3 707 

3 625 

82 

3 644 

63 

63 


$17,500 TO 

1 456 

1 396 

60 

1 420 

36 

36 


$20,000 TO $24.900 * 

945 

898 

47 

913 

32 

32 


$25,000 TO $34.900 

386 

378 

8 

359 

27 

27 


$35,000 OR MORE 

134 

130 

4 

116 

16 

16 


median DOLLARS . 

9 600 

9 900 

6 600 

9 800 

5 800 

5 800 

• • • 

GROSS RENT 








RENTER OCCUPIED • « 

104 913 

100 177 

4 736 

102 536 

2 377 

2 377 


LESS THAN $20 

182 

129 

53 

148 

34 

34 


$20 TO $29 

983 

841 

142 

B86 

97 

97 


$30 TO 

3 380 

3 026 

354 

3 224 

156 

156 


$40 TO 

6 950 

6 436 

514 

6 775 

175 

175 


$50 TO $59. . 

11 039 

10 393 

646 

10 798 

241 

241 


$60 TO « • ■ 

17 581 

16 890 

691 

17 290 

291 

291 


$70 TO 

19 303 

18 690 

613 

19 044 

259 

259 


$80 TO $99. • . 

26 239 

25 592 

647 

25 979 

260 

260 


$100 TO 

11 591 

11 344 

247 

11 520 

71 

71 


$120 TO 

3 757 

3 728 

29 

3 728 

29 

29 


$150 TO 

494 

478 

16 

480 

14 

14 


$200 OR MORE 

• • • 

... 






NO CASH RENT 

3 414 

2 630 

784 

2 664 

750 

750 


MEDIAN DOLLARS . 

76 

76 

64 

76 

64 

64 

9*9 


T:iblc 12. — Ticmuru, Vacancy Status, and Condition and Plumbing Facilitibs, for SMSA’s, Constituent 
C ouNTiKs, PfacT'S OF 50,000 iNiiAnrrANTs OH More, Urban Balance, Rural Total, and Urbanized 
Areas: I960 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Baching Fac. 


[Some data baaed on sample; see text. “U” denotes an unincorporated place] 


STANDARD METROPOLITAN STATISTICAL AREAS 


SUBJECT 

— 

ANN ARBOR 


BAY 

CITY 


THE AREA 

WASHTENAW 

COUNTY 

ANN ARBOR 

URBAN 

BALANCE 

RURAL 

THE AREA 

BAY 

COUNTY 

BAY CITY 

URBAN 

BALANCE 

RURAL 

ALL HOUSING UNITS 

51 40B 

20 752 

15 707 

14 949 

32 295 

16 692 

5 551 

10 052 

TENURE! COLOR! AND VACANCY 









STATUS 









OCCUPIED 

47 272 

19 726 

14 760 

12 778 

30 062 

15 991 

5 310 

8 761 

OWNER OCCUPIED 

30 271 

10 125 

10 352 

9 794 

24 300 

11 836 

4 700 

7 762 

PERCENT OF ALL OCCUPIED 

64.0 

51.3 

70.1 

76.6 

80. 8 

74.0 

88.5 

88.6 

WHITE 

28 904 

9 689 

9 518 

9 697 

24 196 

n 759 

4 696 

7 741 

NONWHITE 

1 367 

436 

834 

97 

104 

79 

4 

21 

RENTER OCCUPIED 

17 001 

9 601 

4 416 

2 9B4 

5 762 

4 153 

610 

999 

WHITE 

15 401 

8 796 

3 793 

2 812 

5 663 

4 074 

610 

999 

NONWHITE , 

1 600 

805 

623 

172 

79 

79 

... 

... 

vacant . 

4 136 

1 026 

939 

2 171 

2 233 

701 

241 

1 291 

YEAR ROUND ........ 

2 806 

945 

932 

929 

1 171 

590 

150 

423 

SOUND OR DETERIORATING 

2 594 

927 

856 

011 

1 on 

539 

132 

340 

AVAILABLE 

1 610 

773 

663 

374 

618 

404 

79 

135 

FOR SALE ONLY 

494 

178 

185 

131 

254 

121 

49 

84 

HOMEOWNER VACANCY RATE 

1.6 

1.7 

1.8 

1.3 

l.O 

1.0 

1.0 

1.1 

FOR RENT 

1 316 

595 

478 

243 

364 

203 

30 

51 

RENTAL VACANCY RATE 

7.2 

5.B 

9.B 

7.5 

5.9 

6.4 

4.7 

4.9 

RENTED OR SOLD! AWAITING OCCUPANCY . 

220 

73 

57 

90 

122 

26 

20 

74 

HELD FOR OCCASIONAL USE 

199 

15 

24 

160 

38 

13 

6 

19 

HELD FOR OTHER REASONS 

365 

66 

112 

187 

233 

94 

27 

112 

DILAPIDATED 

212 

18 

76 

118 

160 

59 

16 

83 

SEASONAL . 

1 330 

81 

7 

1 242 

1 062 

103 

91 

868 

CONDITION AND PLUMBING 









ALL UNITS 

51 388 

20 752 

15 705 

14 931 

32 295 

16 692 

5 551 

10 052 

SOUND 

44 688 

19 031 

13 357 

12 300 

26 283 

13 714 

4 816 

7 753 

WITH ALL PLUMBING FACILITIES 

41 855 

17 909 

12 858 

U 080 

24 554 

13 187 

4 607 

6 760 

LACKING ONLY HOT WATER 

291 

8 

19 

264 

279 

70 

40 

161 

LACKING OTHER PLUMBING FACILITIES. . . . 

2 542 

1 114 

480 

948 

1 450 

449 

169 

832 

DETERIORATING* . . 

5 145 

1 510 

1 747 

1 688 

4 806 

2 551 

589 

1 666 

WITH ALL PLUMBING FACILITIES ...... 

3 062 

1 213 

1 420 

1 229 

3 381 

2 134 

441 

806 

LACKING ONLY HOT WATER 

210 

8 

42 

160 

196 

86 

23 

85 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 073 

289 

285 

499 

1 229 

329 

125 

775 

DILAPIDATED 

1 555 

211 

601 

743 

1 206 

427 

146 

633 

OWNER OCCUPIED 

30 271 

10 125 

10 352 

9 794 

24 300 

11 838 

4 700 

7 762 

SOUND 

27 668 

9 647 

9 408 

e 613 

20 811 

10 338 

4 181 

6 292 

WITH ALL PLUMBING 

27 064 

9 567 

I 9 283 

8 214 

19 943 

10 179 

4 037 

5 727 

LACKING SOME OR ALL FACILITIES ..... 

604 

80 

1 125 

399 

068 

159 

144 

565 

DETERIORATING 

2 076 

403 

754 

919 

2 907 

1 331 

414 

1 162 

WITH ALL PLUMBING FACILITIES 

1 728 

381 

1 680 

667 

2 109 

1 162 

310 

629 

LACKING SOME OR ALL FACILITIES 

348 

22 

74 

252 

798 

169 

96 

533 

dilapidated 

527 

75 

1 190 

262 

582 

169 

103 

308 

RENTER OCCUPIED 

17 001 

9 601 

4 416 

2 964 

5 762 

4 153 

610 

999 

SOUND 

1 13 832 

0 484 

3 315' 

2 033 

4 061 

2 936 

445 

600 

WITH ALL PLUMBING FACILITIES 

12 479 

7 546 

3 023 

1 910 

V 3 553 

2 631 

406 

516 

LACKING SOME OR ALL FACILITIES 

1 353 

938 

2921 

123 

506 

305 

39 

164 

DETERIORATING 

2 3B0 

988 

776! 

616 

1 367 

1 032 

132 

203 

WITH ALL PLUMBING 

1 756 

738 

595 

423 

1 020 

835 

96 

89 

lacking SOME OR ALL FACILITIES 

624 

2S0 

161 

193 

347 

197 

36 

114 

dilapidated 

789 

129 

325 

335 

334 

185 

33 

116 

VACANT available FOR SALE 

494 

178 

105 

131 

254 

121 

49 

84 

WITH ALL PLUMBING FACILITIES 

451 

177 

161 

113 

207 

lOB 

42 

57 

LACKING SOME OR ALL FACILITIES 

43 

1 

24 

IB 

47 

13 

7 

27 

VACANT AVAILABLE FOR RENT 

1 316 

595 

478 

243 

364 

263 

30 

51 

WITH ALL PLUMBING FACILITIES . 

1 036 

480 

353 

203 

291 

232 

29 

30 

LACKING SOME OR ALL FACILITIES 

280 

115 

125 

40 

73 

51 

1 

21 

ALL HOUSING UNITS 

51 408 

20 752 

15 707 

14 949 

32 295 

16 692 

3 551 

10 052 

1 

WATER SUPPLY 









HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

49 096 

20 693 

15 336 

13 067 

29 246 

16 095 

S 155 

7 996 

ONLY COLD PIPED WATER INSIDE STRUCTURE . .i 

1 545 

55 

275 

1 215 

1 705 

576 

247 

8S2 

PIPED WATER OUTSIDE STRUCTURE 

84 

• * « 

13 

71 

132 

4 

12 

116 

NO PIPED WATER 1 

663 

4 

81 

576 

1 212 

17 

137 

1 050 

TOILET FACILITIES 









FLUSH TOILET! EXCLUSIVE USE 

47 937 

19 359 

14 932 

13 646 

29 748 

16 138 

5 329 

8 261 

FLUSH TOILET! SHARED 

2 058 

1 381 

573 

104 

584 

512 

16 

56 

OTHER TOILET FACILITIES OR NONE 

1 393 

12 

200 

1 161 

1 963 

42 

206 

1 715 

BATHING FACILITIES 









BATHTUB OR SHOWERi EXCLUSIVE USE 

47 257 

19 302 

14 756 

13 199 

29 006 

15 789 

5 189 

8 026 

BATHTUB OR SHOWER? SHARED 

2 188 

1 407 

649 

132 

567 

494 

12 

61 

NO BATHTUB OR SHOWER 

1 943 

43 

300 

1 600 

2 722 

409 

350 

1 963 
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State and Small Areas 


Table 12. — ^Tenure, Vacancy Status, and Condition and Plumbing Facilities, tor SMSA’s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: I960 — Con. 

[Some data based on sample; see text. “U" denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac, 
Bathing Fac. 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


ALL HOUSING UNITS. 


TENUREf COLORi AND VACANCY 
STATUS 


OCCUPIED • • 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED, 

WHITE 

NONWHITE • 

RENTER OCCUPIED. ...... 

WHITE. . 

NONWHITE 


VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE .... 

FOR RENT 

RENTAL VACANCY RATE. ..... 
RENTED OR SOLDi AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS . 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES* 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

dilapidated 


OWNER OCCUPIED 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES , 
LACKING SOME OR ALL FACILITIES 

deteriorating 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


VACANT AVAILABLE FOR SALE. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

VACANT available FOR RENT. 
WITH ALL PLUMBING FACILITIES • 
LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS, 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

WATER INSIDE STRUCTURE , , 
PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH toilet, EXCLUSIVE USE. . , 

FLUSH TOILET, SHARED 

OTHER TOILET FACILITIES OR NONE, 


BATHING FACILITIES 


BATHTUB OR SHOWER, EXCLUSIVE USE 
BATHTUB OR SHOWER, SHARED. . . , 
NO BATHTUB OR SHOWER 


1 120 223 
25 565 
7 213 


1 114 524 
26 384 
12 093 


COUNTIES 

MACOMB 

OAKLAND 

WAYNE 

3 113 362 

204 632 

835 249 

9 106 995 

188 986 

784 668 

3 92 272 

157 365 

517 966 

0 86.2 

83,3 

66.0 

2 91 398 

154 573 

460 991 

1 874 

2 792 

56 975 

6 14 723 

31 621 

266 702 

9 14 074 

28 948 

183 067 

7 649 

2 673 

83 635 

4 6 367 

15 646 

50 581 

6 5 550 

10 264 

49 022 

9 5 113 

9 245 

44 971 

4 3 325 

5 720 

39 099 

6 1 858 

2 809 

6 369 

4 2.0 

i.a 

1.2 

a 1 467 

2 911 

32 730 

6 9,1 

8.4 

10.9 

0 868 

1 254 

2 028 

4 150 

748 

446 

770 

1 523 

3 398 

7 437 

1 019 

4 051 

3 817 

5 382 

1 559 

113 337 

204 634 

835 030 

104 509 

183 414 

740 194 

102 614 

178 537 

721 745 

423 

1 055 

1 362 

1 472 

3 822 

17 087 

6 558 

16 195 

76 546 

5 242 

13 357 

67 241 

259 

567 

865 

1 057 

2 271 

a 440 

2 270 

5 025 

18 290 

92 272 

157 365 

517 966 

87 588 

147 514 

489 101 

86 667 

146 089 

486 584 

5 921 

1 425 

2 517 

^ 3 586 

7 955 

24 906 

» 3 022 

6 945 

23 675 

5 564 

1 010 

1 231 

1 1 098 

1 896 

3 959 

• 14 723 

31 621 

266 702 

> 11 947 

24 354 

215 018 

1 1 1 395 

23 1B4 

202 899 

552 

1 170 

12 119 

1 2 077 

5 445 

41 440 

’ 1 648 

4 636 

35 533 

• 429 

809 

5 907 

; 699 

1 822 

10 244 

i 1 858 

2 809 

6 369 

1 796 

2 663 

6 222 

i 62 

146 

147 

1 1 467 

2 911 

32 730 

i 1 238 

2 516 

27 258 

' 229 

395 

5 472 

113 362 

204 632 

835 249 

110 331 

197 985 

827 842 

1 761 

5 373 

5 792 

119 

171 

123 

1 126 

1 105 

1 273 

110 602 

200 427 

809 194 

710 

1 773 

23 082 

2 025 

2 434 

2 754 

110 113 

197 226 

807 185 

760 

1 913 

23 711 

2 464 

5 495 

4 134 


514 837 
299 472 
58.2 
248 954 
50 518 
215 365 
136 240 
79 125 


553 106 
477 760 
464 740 
715 
12 305 
60 708 
53 967 
433 
6 388 
14 558 

299 472 
279 212 
278 454 
758 
17 590 
17 200 
318 
2 662 


533 904 
19 013 
189 


532 891 
19 525 
690 


Table 12. — Tunhiu;, Vacancv Status, and Condition and Puimiung Facilities, for SMSA's, Constituent 
Counties, Pi.ACia of 50,(X)0 Iniiahitants or More, Urban Balance, Rural Total, and Urbanized 
Arkas: 1960 — C.on. 


Tenure by Color, 
Vacancy Status . 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac, 


[Sonio data baaed on sample; see text. “XJ” denotes an unincorporated place] 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS— CON. 

DETROIT— CON. 



PLACES' 

—CON. 



URBAN 

BALANCE 

RURAL 

LIVONIA 

PONTIAC 

ROSEVILLE 

ROYAL 

OAK 

ST CLAIR 
SHORES 

WARREN 

ALL HOUSINCi UNITS 

17 941 

24 754 

13 030 

23 537 

20 954 

25 332 

366 126 

58 319 

TENURE 1 COLOR » AND VACANCY 









.STATUS 









OCCUPIED 

17 014 

23 224 

12 405 

22 803 

20 284 

23 941 

346 452 

51 170 

OWNER OCCUPIED 

16 046 

15 451 

11 069 

18 365 

18 592 

20 911 

286 502 

41 956 

PERCENT OF ALL OCCUPIED 

94.3 

66.5 

89.2 

80.5 

91.7 

87.3 

82.7 

82.0 

WHITE 

16 030 

13 553 

10 944 

18 341 

18 543 

20 875 

279 141 

41 362 

NONWHITE 

16 

1 898 

125 

24 

49 

36 

7 361 

594 

RENTER OCCUPIED 

968 

7 773 

1 336 

4 438 

1 692 

3 030 

59 950 

9 214 

WHITE. « 

968 

6 353 

1 286 

4 422 

1 688 

3 017 

54 009 

6 842 

nonwhite « • . . 

... 

1 420 

50 

16 

4 

13 

5 941 

372 

VACANT • 

9a7 

1 530 

625 

734 

670 

1 391 

19 674 

7 149 

YEAR ROUND 

916 

1 491 

602 

705 

649 

1 325 

16 424 

4 014 

SOUND OR DETERIORATING 

890 

1 372 

577 

697 

608 

1 283 

15 026 

3 509 

AVAILABLE 

709 

1 104 

367 

550 

494 

739 

10 383 

1 902 

FOR SALE ONLY * * . 

606 

314 

246 

211 

357 

457 

4 744 

967 

HOMEOWNER VACANCY RATE 

3.6 

2.0 

2.2 

1.1 

1 .9 

2.1 

1.6 

2*3 

FOR RENT 

103 

790 

121 

339 

137 

282 

5 639 

935 

RENTAL VACANCY RATE 

9.6 

9.2 

8.3 

7.1 

7.5 

8.5 

B.6 

9.2 

RENTED OR SOLD* AWAITING OCCUPANCY . 

117 

71 

124 

82 

54 

385 

i 965 

416 

HELD FOR OCCASIONAL USE 

la 

14 

7 

9^ 

8 

19 

601 

386 

HELD FOR OTHER REASONS 

52 

183 

79 

56 

52 

140 

2 077 

805 

DILAPIDATED 

26 

119 

25 

8 

41 

42 

1 398 

505 

SEASONAL « . 

11 

39 

23 

29 

21 

66 

3 250 

3 135 

CONDITION AND PLUMBING 









ALL UNITS . 

17 941 

24 754 

13 030 

23 537 

20 936 

25 332 

366 ooe 

58 306 

SOUND 

17 204 

20 617 

12 020 

22 759 

20 274 

24 140 

336 637 

48 031 

WITH ALL PLUMBING FACILITIE.S 

17 233 

19 790 

11 960 

22 546 

20 239 

23 925 

330 768 

45 257 

LACKING ONLY HOT WATER 

23 

73 

8 

28 

12 

70 

869 

949 

LACKING OTHER PLUMBING FACILITIES. . . . 

28 

754 

52 

185 

23 

145 

4 980 

2 625 

DETERIORATING. .... 

554 

3 481 

772 

683 

484 

970 

22 587 

7 038 

WITH ALL PLUMBING FACILITIE.S 

4Ba 

2 966 

717 

578 

454 

860 

19 402 

4 742 

LACKING ONLY HOT WATER . . 

34 

57 

15 

13 

11 

24 

668 

403 

LACKING OTHER PLUMBING FACILITIES. . . . 

32 

438 

40 

92 

19 

86 

2 517 

1 893 

DILAPIDATED 

103 

656 

238 

95 

178 

222 

6 784 

2 437 

OWNER OCCUPIED 

16 046 

15 451 

11 069 

18 365 

i 18 592 

20 911 

266 502 

41 956 

SOUND 

15 651 

13' 964 

10 444 

18 056 

i 18 206 

20 240 

273 254 

36 947 

WITH ALL PLUMBING FACILITIE.S 

15 619 

13 802 

10 420 

18 017 

1 18 182 

20 146 

271 554 

35 314 

LACKING SOME OR ALL FACILITIE.S 

32 

162 

24 

39 

24 

94 

1 700 

1 633 

DETERIORATING 

350 

1 314 

466 

272 

1 306 

565 

10 739 

3 887 

WITH ALL PLUMBING FACILITIES 

322 

1 192 

468 

260 

266 

516 

9 620 

2 eii 

LACKING SOME OR ALL FACILITIES 

28 

122 

20 

12 

20 

49 

1 119 

1 076 

DILAPIDATED 

45 

173 

137 

37 

80 

106 

2 509 

1 122 

RENTER OCCUPIED 

968 

7 773 

1 336 

4 438 

i 1 692 

3 030 

59 950 

9 214 

SOUND 

799 

5 613 

1 041 

4 050 

' 1 545 

2 671 

48 578 

6 717 

WITH ALL PLUMBING FACILITIES . 

785 

5 089 

1 016 

3 897 

1 537 

2 592 

46 176 

6 187 

LACKING SOME OR ALL FACILITIES 

14 

524 

25 

153 

B 

79 

2 402 

530 

DETERIORATING 

143 

1 781 

220 

337 

107 

271 

8 740 

1 795 

WITH ALL PLUMBING FACILITIES 

127 

i 486 

197 

j 270 

103 

260 

7 492 

1 272 

LACKING SOME OR ALL FACILITIES 

16 

295 

23 

1 67 

i 4 

11 

1 248 

523 

DILAPIDATED 

26 

379 

75 

51 

40 

88 

2 632 

702 

VACANT AVAILABLE FOR SALE 

606 

314 

246 

211 

357 

457 

4 744 

967 

WITH ALL PLUMBING FACILITIES *,.•.«« 

593 

293 

242 

210 

355 

454 

4 612 

844 

LACKING SOME OR ALL FACILITIES ...... 

13 

21 

4 

1 

2 

3 

132 

123 

VACANT AVAILABLE FOR RENT 

103 

790 






935 

WITH ALL PLUMBING FACILITIES 

91 

630 






740 

LACKING SOME OR ALL FACILITIES 

12 

160 





HHUJixi 

195 

ALL HOUSING UNITS 

17 941 

24 754 


23 537 

20 954 

25 332 

366 126 

58 319 

WATER SUPPLY 









HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

17 840 

24 276 

12 919 

23 414 

20 865 

25 095 


52 029 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

93 

445 

71 

123 

57 

182 

4 803 

3 978 

PIPED WATER OUTSIDE STRUCTURE. ...... 

. • * 

* . • 

12 

• « « 

7 

• • . 

13S 

248 

NO PIPED WATER 

B 

33 

20 

# « « 

7 

55 

1 244 

2 051 

TOILET facilities 









FLUSH T01LET» EXCLUSIVE USE 

17 886 

23 761 

12 922 

23 287 

20 900 

25 138 

359 839 

53 980 

FLUSH TOILETi. SHARED «... 

31 

917 

41 

250 

11 

83 

3 708 

245 

OTHER TOILET FACILITIES OR NONE 

24 

76 

67 

• • « 

25 

111 

2 461 

4 081 

bathing facilities 









BATHTUB OR SHOWER. EXCLUSIVE USE .... . 

17 853 

23 371 

12 906 

23 252 

20 873 

25 071 

357 026 

52 645 

BATHTUB OR SHOWER. SHARED 

27 

1 004 

45 

269 

23 

88 

3 927 

265 

NO bathtub or shower 

61 

379 

79 

16 

40 

173 

5 055 

5 396 
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Table 12. Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMS As, Constituent Tenure by Color, Water Supply 

Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total and Urbanized Vacancy Status Toilet Fac. 

Areas; 1960-~Con. ’ Condition and Plumb. Bathin^^ Fac. 

[Some data based on sample; see text. "U” denotes an unincorporated place] 


ALL HOUSING UNITS. 


TENURE* COLOR* AND VACANCY 
STATUS 


OCCUPIED 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED. 

WHITE. 

NONWHITE 

renter OCCUPIED. ...... 

WHITE 

NONWHITE 


VACANT 

YEAR ROUND ... 

SOUND OR DETERIORATING 

AVAILABLE. . 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE , , . . 

FOR RENT .... 

RENTAL VACANCY RATE 

RENTED OR SOLO* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS ...... 

DILAPIDATED. , , , , 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS. .......... 

SOUND. 

WITH ALL PLUMBING FACILITIES . . , 
LACKING ONLY HOT WATER ...... 

LACKING OTHER PLUMBING FACILITIES. 

deteriorating 

WITH ALL PLUMBING FACILITIES . , , 

LACKING only hot WATER 

LACKING OTHER PLUMBING FACILITIES, 

dilapidated 


OWNER OCCUPIED 

SOUND. ... 

WITH ALL PLUMBING FACILITIES . 
LACKING Some or all FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES , 
LACKING SOME OR ALL FACILITIES 

dilapidated. . . 


RENTER OCCUPIED. 
SOUND 


WITH ALL PLUMBING FACILITIES . 

A'-'- facilities 
deteriorating. . 

WITH ALL PLUMBING FACILITIES . 


VACANT available FOR SALE. 
WITH ALL PLUMBING FACILITIES . 
lacking some OR ALL FACILITIES 

available for rent, 
with all plumbing facilities . 
Lacking some or all facilities 


ALL HOUSING UNITS. 


WATER SUPPLY 

ONLY^COLn^pJofii’’^?^'*'*'''^'^ inside structure. 

inside structure . , 

OUTSIDE STRUCTURE 

NO PIPED WATER . 


STANDARD METROPOLITAN STATISTICAL AREAS— -CON, 


FLINT 

THE AREA 




— 

FLINT 

URBAN 

RURAL 

GENESEE 


balance 


COUNTY 




. U2 876 

62 275 

26 474 

24 127 

. 105 188 

58 592 

24 824 

21 772 

. 83 538 

42 849 

21 460 

19 229 

. 79,4 

73.1 

86.4 

ea«3 

. 78 627 

38 26S 

21 182 

19 157 

. 4 911 

4 561 

278 

72 

. 21 650 

15 743 

3 364 

2 543 

. 17 687 

11 873 

3 295 

2 519 

. 3 963 

3 870 

69 

24 

. 7 688 

3 683 

1 650 

2 355 

. 6 530 

3 466 

1 539 

1 525 

. 5 986 

3 197 

1 390 

1 399 

. 4 378 

2 652 

999 

727 

. 1 552 

725 

468 

359 

* 1.8 

1.7 

2,1 

1*8 

. 2 826 

1 927 

531 

368 

. 11.5 

10.9 

13,6 

12.6 

. 426 

142 

119 

165 

. 248 

48 

28 

172 

. 934 

355 

244 

335 

. 544 

269 

149 

126 

. 1 158 

217 

111 

830 

112 876 

62 275 

26 474 

24 127 

96 092 

52 134 

22 770 

21 168 

91 432 

50 102 

21 806 

19 524 

600 

124 

192 

284 

4 060 

1 908 

772 

1 380 

13 897 

8 see 

3 Oil 

2 298 

10 634 

7 147 

2 157 

1 330 

417 

145 

172 

100 

2 846 

1 296 

682 

868 

2 887 

1 553 

693 

641 

83 538 

42 849 

21 460 

19 229 

75 553 

38 930 

19 159 

17 464 

73 630 

38 554 

18 Sl7 

16 559 

1 923 

376 

642 

905 

6 848 

3 465 

1 939 

1 444 

5 618 

3 235 

1 467 

916 

1 230 

230 

472 

526 

1 137 

454 

362 

321 

21 650 

15 743 

3 364 

2 543 

15 247 

10 see 

2 517 

1 842 

13 424 

9 553 

2 343 

1 528 

1 823 

1 335 

174 

314 

5 231 

4 030 

689 

512 

3 870 

3 111 

501 

258 

1 361 

919 

188 

254 

1 172 

825 

158 

189 

1 552 

725 

466 

359 

1 417 

693 

425 

299 

135 

32 

43 

60 

2 826 

1 927 

531 

366 

2 085 

1 443 

399 

243 

741 

484 

132 

125 

• 112 876 

62 275 

26 474 

24 127 


GRAND RAPIDS 


367 

286 

355 

3 259 

573 

3 107 

782 

152 

109 

372 

761 

19 774 

030 

15 129 

525 

13 942 

505 

1 187 

715 

3 862 

829 

3 280 

866 

582 

016 

7B3 

901 

340 

831 

324 

70 

16 

412 

2 061 

970 

1 685 

442 

376 


TOILET FACILITIES 


Flush toilet* exclusive use. . , 
flush toilet* SHARED ...... 

other toilet facilities OR NONE. 


bathing facilities 


SM0.ER, EXCLUSIVE USE 

bathtub or shower* shared. . . , 
no bathtub or shower 


JACKSON 


KALAMAZOO 


SUBJECT 

THE AREA 

JACKSON 

county 

JACKSON 

— 

URBAN 

balance 

RURAL 

THE AREA 

KALAMAZOO 

COUNTY 

KALAMAZOO 

URBAN 

BALANCE 

RURAL 

ALL HOUSING UNITS 

41 160 

16 843 

7 671 

16 646 

52 437 

25 499 

10 868 

16 070 

TENURE T COLOR! AND VACANCY 









STATUS 









OCCUPUD 

37 520 

16 139 

7 386 

13 995 

48 139 

23 856 

10 343 

13 940 

OWNER OCCUPIED 

29 132 

10 639 

6 602 

11 891 

36 352 

15 346 

9 172 

11 834 

PERCENT OF ALL OCCUPIED 

77.6 

65.9 

89.4 

85.0 

75.5 

64.3 

88.7 

84*9 

WHITE 

20 394 

9 922 

6 594 

11 078 

35 606 

14 703 

9 121 

11 762 

NONWHITE 

738 

717 

8 

13 

746 

643 

51 

52 

RENTER OCCUPIED 

a 3as 

5 500 

784 

2 104 

11 787 

8 510 

1 171 

2 106 

WHITE 

7 888 

5 021 

781 

2 006 

11 185 

7 927 

1 167 

2 091 

NONWHITE 

500 

479 

3 

18 

602 

583 

4 

15 

VACANT 

3 640 

704 

285 

2 651 

4 298 

1 643 

525 

2 130 

YEAR ROUND 

1 597 

659 

249 

689 

3 200 

1 609 

495 

1 096 

SOUND OR deteriorating 

1 390 

612 

219 

559 

2 857 

1 390 

465 

994 

AVAILABLE 

724 

414 

110 

200 

1 938 

1 099 

269 

570 

FOR SALE ONLY 

241 

74 

58 

109 

748 

236 

176 

336 

HOMEOWNER VACANCY RATE 

0.6 

0.7 

0.9 

0.9 

2.0 

1.5 

1.9 

2.8 

FOR RENT 

483 

340 

52 

91 

1 190 

863 

93 

234 

RENTAL VACANCY RATE 

5.4 

5.8 

6.2 

4.1 

9.2 

9.2 

7.4 

10.0 

RENTED OR SOLO» AWAITING OCCUPANCY . 

159 

57 

39 

63 

264 

63 

92 

109 

HELD FOR OCCASIONAL USE 

126 

19 

13 

94 

111 

15 

21 

75 

HELD FOR OTHER REASONS 

381 

122 

57 

202 

544 

221 

83 

240 

DILAPIDATED 

207 

47 

30 

130 

343 

211 

30 

102 

SEASONAL 

2 043 

45 

36 

1 962 

1 098 

34 

30 

1 034 

CONDITION AND PLUMBING 









ALL UNITS 

41 156 

16 843 

7 671 

16 642 

52 437 

25 499 

10 868 

16 070 

SOUND 

34 003 

14 175 

6 656 

13 172 

44 835 

21 104 

10 099 

13 632 

WITH ALL PLUMBING FACILITIES 

31 055 

13 127 

6 345 

11 583 

42 373 

19 982 

9 809 

12 582 

LACKING ONLY HOT WATER 

376 

53 

79 

244 

279 

96 

49 

134 

LACKING OTHER PLUMBING FACILITIES. . . • 

2 572 

995 

232 

1 345 

2 183 

1 026 

241 

916 

DETERIORATING 

5 582 

2 228 

749 

2 605 

5 730 

3 274 

610 

1 846 

WITH ALL PLUMBING FACILITIES . 

3 436 

1 503 

462 

1 451 

4 072 

2 424 

411 

i 237 

lacking only HOT WATER . . . 

2B2 

97 

23 

162 

175 

91 

37 

47 

lacking other plumbing FACILITIES. . . . 

1 864 

620 

244 

992 

1 483 

759 

162 

562 

dilapidated. 

1 571 

440 

266 

865 

1 872 

1 121 

159 

592 

OWNER occupied 

29 132 

10 639 

6 602 

11 891 

36 352 

15 346 

9 172 

a 834 

SOUND. 

25 073 

9 464 

5 878 

9 731 

33 080 

13 988 

8 652 

10 440 

WITH ALL PLUMBING FACILITIES 

23 856 

9 276 

5 637 

8 943 

32 276 

13 785 

8 458 

10 033 

LACKING SOME OR ALL FACILITIES 

1 217 

108 

241 

788 

804 

203 

194 

407 

DETERIORATING 

3 199 

1 012 

551 

1 636 

2 596 

1 075 

427 

1 094 

WITH ALL PLUMBING FACILITIES . 

2 225 

815 

379 

1 031 

2 027 

974 

278 

775 

LACKING SOME OR ALL FACILITIES 

974 

197 

172 

605 

569 

101 

149 

319 

dilapidated 

860 

163 

173 

524 

676 

283 

93 

300 

RENTER OCCUPIED* .... 

j a 388 

5 500 

784 

2 104 

11 787 

8 310 

1 171 

2 106 

SOUND 

1 6 074 

4 247 

587 

1 240 

8 735 

6 213 

1 025 

1 497 

WITH ALL PLUMBING FACILITIES 

1 5 113 

3 467 

545 

1 101 

7 769 

5 454 

964 

1 351 

LACKING SOME OR ALL FACILITIES 

, 961 

780 

42 

139 

966 

759 

6l 

146 

DETERIORATING 

j 1 831 

1 026 

145 

660 

2 238 

1 670 

125 

435 

WITH ALL PLUMBING FACILITIES 

1 995 

600 

78 

317 

1 528 

1 156 

87 

285 

LACKING SOME OR ALL FACILITIES 

036 

426 

67 

343 

710 

522 

38 

150 

DILAPIDATED 

, 483 

227 

52 

204 

814 

619 

21 

174 

VACANT AVAILABLE FOR SALE 

i 

241 

74 

58 

109 

748 

236 

176 

336 

WITH ALL PLUMBING FACILITIES 

213 

69 

46 

98 

704 

216 

169 

317 

LACKING SOME OR ALL FACILITIES 

28 

5 

12 

11 

44 

18 

7 

19 

VACANT available FOR RENT 

483 

340 

52 

91 

1 190 

863 

93 

234 

WITH ALL PLUMBING FACILITIES 

317 

205 

44 

68 

823 

541 

81 

201 

LACKING SOME OR ALL FACILITIES 

166 

135 

e 

23 

367 

322 

12 

33 

ALL HOUSING UNITS. • 

41 160 

16 B43 

7 671 

16 646 


25 499 

10 668 

16 070 

WATER SUPPLY 









HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

37 136 

16 167 

j 7 045 

13 924 

49 708 

24 826 

10 413 

14 469 

only COLD PIPED WATER INSIDE STRUCTURE . . 

2 729 

622 

1 460 ; 

A 647 

2 083 

655 

388 

1 040 

PIPED WATER OUTSIDE STRUCTURE 

125 

12 

14 

99 

28 

• • . 

5 

23 

NO PIPED WATER 

1 166 

42 

152 

972 

618 

16 

62 

538 

TOILET FACILITIES 









flush to I let I EXCLUSIVE USE 

37 237 

15 478 

7 2371 

14 522 

49 279 

23 746 

10 660 

14 873 

flush TOILET! SHARED 

1 374 

1 273 

20 

81 

1 809 

1 688 

38 

63 

OTHER TOILET FACILITIES OR NONE 

2 545 

92 

414' 

2 039 

1 349 

65 

170 

1 114 

BATHING FACILITIES 









bathtub OR SHOWERt EXCLUSIVE USE 

35 963 

15 066 

7 028 

13 869 

48 010 

23 343 

10 389 

14 278 

bathtub or SHOWER! SHARED 

1 419 

1 304 

24 

91 

1 885 

1 741 

51 

93 

NO BATHTUB OR SHOWER 

3 774 

473 

619| 

2 602 

2 542 

415 

428 1 

1 699 
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State and Small Areas 


Table 12. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960 — Con. 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Baching Fac. 


SUBJECT 


ALL HOUSING UNITS. . . • • . 

TENURE! COLOR! AND VACANCY 
STATUS 


OCCUPIED 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED . . . 

WHITE. .... 

nonwhite . . . • 

VACANT 

year ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE 

FOR RENT . • * 

RENTAL VACANCY RATE 

RENTED OR SOLDi AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED. , 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER .... 

LACKING OTHER PLUMBING FACILITIES. . . . 
DETERIORATING. ........ 

WITH ALL PLUMBING FACILITIES 
LACKING ONLY HOT WATER • . . 

LACKING OTHER PLUMBING FACILITIES. . . . 

dilapidated 

OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES • 

LACKING SOME OR ALL FACILITIES 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES 
DILAPIDATED. . 

VACANT AVAILABLE FOR SALE. . 

WITH ALL PLUMBING FACILITIES . . 

LACKING SOME OR ALL FACILITIES . 

VACANT AVAILABLE FOR RENT. . 

WITH ALL PLUMBING FACILITIES . . 

LACKING SOME OR ALL FACILITIES . 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 

PIPED WATER outside STRUCTURE 

NO PIPED WATER , 


TOILET FACILITIES 

FLUSH TOILET! EXCLUSIVE USE. . 

FLUSH TOILET! SHARED 

OTHER TOILET FACILITIES OR NONE 


BATHING FACILITIES 

bathtub or SHOWER! EXCLUSIVE USE 
BATHTUB OR SHOWERf SHARED. . . . 
NO BATHTUB OR SHOWER 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


LANSING 

MUSKEGON 

-MUSKEGON 

HEIGHTS 

THE 

AREA 

COUNTIES 

LANSING 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

MUSKEGON 

COUNTY 

urban 

rural 

CLINTON 

EATON 

INGHAM 

91 

083 

11 

170 

15 

780 

64 

125 

35 

468 

26 

663 

28 

952 

46 447 

31 

191 

15 256 

85 

117 

10 

328 

14 

181 

60 

608 

33 

558 

25 

151 

26 

408 

42 426 

29 

565 

12 861 


034 

8 

595 

11 

641 

43 

790 

24 

000 

17 

951 

22 

083 

33 551 

22 

149 

11 402 

75. 2l 

83.2 

82.1 

72,3 

71.5 

71.4 

83.6 

79.1 

74.9 

08.7 

62 

888 

8 

571 

11 

629 

42 

688 

22 

946 

17 

899 

22 

043 

31 842 

20 

650 

11 192 

1 

146 


24 


12 

1 

110 

1 

054 


52 


40 

1 709 

1 

499 

210 

21 

0B3 

1 

733 

2 

540 

16 

810 

9 

558 

7 

200 

4 

325 

8 075 

7 

416 

1 459 

20 

178 

1 

733 

2 

528 

15 

917 

8 

807 

7 

050 

4 

321 

7 602 

6 

210 

i 392 


905 




12 


893 


751 


150 


4 

1 273 

1 

206 

67 

5 

966 


850 

1 

599 

3 

517 

1 

910 

1 

512 

2 

544 

4 021 

1 

626 

2 395 

5 

021 


629 

1 

092 

3 

300 

1 

823 

1 

346 

1 

852 

2 406 

1 

465 

941 

4 

456 


533 


939 

2 

984 

1 

713 

1 

176 

1 

567 

2 133 

1 

322 

611 

2 

934 


245 


527 

2 

162 

1 

347 


837 


750 

1 350 


954 

404 

1 

015 


99 


226 


690 


371 


351 


293 

532 


324 

208 


1.6 


1.1 


1.9 


1.6 


1.5 


1.9 


1.3 

1.6 


1.4 

1.8 

1 

919 


146 


301 

1 

472 


97 6 


486 


457 

826 


630 

196 


8.3 


7.8 

10.6 


0.1 


9,3 


6,3 


9.6 

8.5 


7.0 

11.8 


421 


80 


98 


243 


98 


122 


201 

205 


90 

115 


216 


45 


74 


97 


32 


52 


132 

85 


43 

42 


885 


163 


240 


482 


236 


165 


484 

405 


235 

250 


565 


96 


153 


316 


110 


170 


285 

273 


143 

130 


945 


221 


507 


217 


07 


166 


692 

1 615 


161 

1 454 

91 

060 

11 

178 

15 

780 

64 

102 

35 

467 

26 

641 

28 

952 

46 445 

31 

191 

15 254 

77 

012 

B 

800 

12 

739 

55 

473 

30 

921 

23 

570 

22 

521 

38 660 

25 

897 

12 763 

72 

551 

8 

055 

11 

460 

53 

036 

29 

671 

22 

844 

20 

036 

35 978 

24 

737 

11 241 


450 


116 


123 


211 


37 


131 


282 

432 


143 

289 

4 

Oil 


629 

1 

156 

2 

226 

1 

213 


595 

2 

203 

2 250 

1 

017 

1 233 

11 

074 

1 

932 

2 

405 

6 

737 

3 

957 

2 

192 

4 

925 

6 070 

4 

300 

1 770 

7 

60 6 

1 

139 

1 

348 

5 

319 

3 

345 

1 

620 

2 

841 

4 614 

3 

621 

993 


296 


74 


88 


134 


46 


75 


175 

224 


103 

121 

2 

97 2 


719 


969 

1 

284 


566 


497 

1 

909 

1 232 


576 

656 

2 

974 


446 


636 

1 

892 


589 


879 

1 

506 

1 715 


994 

721 

64 

034 

8 

595 

11 

641 

43 

798 

24 

000 

17 

951 

22 

083 

33 551 

22 

149 

11 402 

56 

41B 

7 

101 

9 

813 

39 

504 

22 

088 

16 

233 

18 

097 

29 219 

19 

328 

9 691 

54 

448 

6 

633 

9 

232 

38 

503 

21 

923 

15 

875 

16 

650 

28 218 

19 

044 

9 174 

1 

970 


468 


581 


921 


165 


358 

1 

447 

1 001 


264 

717 

6 

159 

1 

267 

1 

507 

3 

385 

1 

672 

1 

258 

3 

229 

3 488 

2 

347 

1 141 

4 

555 


800 


926 

2 

829 

1 

546 


958 

2 

051 

2 786 

2 

076 

710 

1 

604 


467 


581 


556 


126 


300 

1 

178 

702 


271 

431 

1 

457 


227 


321 


909 


240 


460 


757 

844 


474 

370 

21 

083 

1 

733 

2 

540 

16 

810 

9 

55B 

7 

200 

4 

325 

8 B75 

7 

416 

1 459 

16 

642 

1 

240 

1 

051 

13 

551 

7 

488 

6 

286 

2 

868 

6 463 

5 

467 

996 

14 

987 

1 

062 

1 

596 

12 

329 

6 

553 

6 

016 

2 

418 

5 568 

4 

739 

029 

1 

655 


170 


255 

1 

222 


935 


270 


450 

895 


728 

167 

3 

545 


358 


557 

2 

630 

1 

838 


686 

1 

021 

i 877 

1 

565 

312 

2 

554 


222 


317 

2 

015 

1 

467 


514 


573 

1 426 

1 

272 

154 


991 


136 


240 


615 


371 


172 


448 

451 


293 

158 


8<36 


135 


132 


629 


232 


228 


436 

535 


384 

151 

1 

015 


99 


226 


690 


371 


351 


293 

532 


324 

208 


901 


64 


189 


648 


355 


320 


218 

456 


304 

152 


114 


35 


37 


42 


16 


23 


75 

76 


20 

56 

1 

919 


146 


301 

1 

472 


976 


486 


457 i 

826 


630 

196 

1 

492 


102 


209 

i 

181 


770 


417 


305 

605 


469 

136 


427 


44 


92 


291 


206 


69 


152 1 

221 


161 

60 

91 

083 

11 

178 

15 

780 

64 

125 

35 

468 

26 

663 

28 

952 

46 447 

31 

191 

15 256 

84 

967 

9 

860 

13 

684 

61 

423 

34 

938 

26 

412 

24 

617 

43 218 

30 

277 

12 941 

3 

504 


715 

1 

026 

1 

763 


453 


940 

2 

111 

2 470 


B15 

1 655 


337 


101 


108 


128 


11 


41 


285 

71 


13 

58 

2 

252 


502 


962 


788 


65 


248 

1 

939 

686 


86 

600 

84 

008 

9 

917 

13 

762 

60 

329 

33 

802 

25 

647 

24 

559 

43 495 

29 

859 

13 636 

2 

061 


69 


207 

1 

785 

1 

501 


335 


225 

1 136 

1 

015 

121 

4 

991 

1 

192 

1 

811 

1 

988 


164 


659 

4 

168 

1 814 


317 

1 497 

82 

730 

9 

654 

13 

333 

59 

743 

33 

572 

25 

117 

24 

041 

42 241 

29 

306 

12 935 

2 

140 


80 


224 

1 

836 

1 

547 


333 


260 

1 206 

1 

052 

154 

6 

190 

1 

444 

2 

223 

2 

523 


348 

1 

191 

4 

651 

2 998 

1 


833 

2 165 


Michigan 


24-23 


Table 12. — Thnuri-:, Vacancy Status, and Condition and Plumbing Faculties, for SMSA’s, Constituent 
C ouNTiiis, Pi.Ac'iis OF Inhabitants (mi More, Urban Balance, Rural Total, and Urbanized 

Areas; 1960--~Con. 


Tenure by Color, 
Vacancy Status 
Condition and Plumb, 


Water Supply 
Toilet Fac. 
Bathing Fac. 


[Sonu; (latii based on sample; see text. “U” denotes an unincorporated place] 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


SAGINAW 


SAGINAW 

COUNTV 


URBAN 

BALANCE 


URBANIZED AREAS 


ANN 

ARBOR 


BAY CITY 


DETROIT 


ALL HOUSING UNITS. . 

TENURE! COLOR! AND VACANCY 
STATUS 

OCCUPIED 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED. 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 

VACANT 

year ROUND .... 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY. 

HOMEOWNER VACANCY RATE . . . . 

FOR RENT ..... 

RENTAL VACANCY RATE, 

RENTED OR SOLD! AWAITING OCCUPANCY 
HELD FOR OCCASIONAL USE. * . , . . 
HELD FOR OTHER REASONS ...... 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 


29 9IB 


16 669 


34 470 


ALL UNITS 

SOUND. .... 

WITH ALL PLUMBING FACILITIES . . . 

LACKING only HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING. . 

WITH ALL PLUMBING FACILITIES . . . 

lacking only hot water 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. . . 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


RENTER OCCUPIED. 

SOUND 

WITH ALL PLUMBING FACILITIES . 
RACKING SOME OR ALL FACILITIES 

DETERIORATING. . 

WITH all PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


VACANT available FOR SALE, 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

VACANT AVAILABLE FOR RENT, 
WITH all PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER .... 

TOILET FACILITIES 

FLUSH TOILET! EXCLUSIVE USE 

FLUSH TOILETi SHARED .... 

OTHER TOILET FACILITIES OR NONE. .... 

BATHING FACILITIES 

BATHTUB OR SHOWERi EXCLUSIVE USE ... • 

BATHTUB OR SHOWER. SHARED 

NO BATHTUB OR SHOWER 


52 870 
41 114 
77. B 
39 104 
2 010 
11 756 
9 458 

2 298 

3 035 
2 645 
2 306 
1 410 

654 

1.6 

756 

6.0 

239 

66 

591 

339 

390 


55 897 
46 069 
43 125 
467 

2 477 
7 546 
5 313 

309 

1 924 

2 282 

41 114 
36 246 
34 514 

1 732 

3 869 

2 811 

1 05B 
999 

11 756 
7 939 
7 066 
873 

2 896 
2 099 

797 

921 

654 

581 

73 

756 

561 

195 


55 905 


51 297 
2 453 
158 
1 989 


51 223 
1 300 
3 374 


50 499 
1 316 
4 082 


28 563 
19 608 
68*6 
17 960 

1 648 
8 955 
6 791 

2 164 

1 355 
1 296 
1 125 
782 
250 
1.3 
532 
5.6 
78 
20 
245 
171 
59 


29 916 
24 172 
23 226 
173 
773 

4 505 
3 747 

169 
589 
1 239 

19 608 
17 213 
16 890 
323 
1 938 

1 746 
192 
457 

8 955 
6 062 

5 520 
542 

2 245 
1 752 

493 

648 

250 

238 

12 

532 

441 

91 


28 971 
865 


28 600 
1 141 
175 


28 268 
I 159 
489 


a 882 
8 033 
90.4 
7 736 
297 
849 
738 
111 

436 

404 

362 

257 

181 

2.2 

76 

8.2 

47 

5 

53 

42 

32 


9 315 
a 184 
7 765 
92 
327 
655 
534 
66 
255 
276 

B 033 
7 362 
7 037 
325 
534 
343 
191 
137 

849 

524 

452 

72 

210 

125 

85 

115 

18 1 
170 
11 

76 
49 
• 27 


15 425 
13 473 
07.3 
13 408 
65 
1 952 
1 929 
23 

1 244 
945 
819 
371 
223 
1.6 
148 
7,0 
114 
41 
293 
126 
299 


16 666 
13 713 

12 134 
202 

1 377 

2 186 
1 032 

74 

1 oao 

767 

13 473 
11 671 
10 587 

1 004 
1 397 
722 
675 
405 

1 952 
1 353 
1 094 
259 
441 
222 
219 
158 

223 

173 

50 

148 

71 

77 


16 669 


B 468 
464 
45 
298 


8 714 
47 
554 


a 555 
39 
721 


13 838 
1 114 
109 
1 605 


13 909 
U2 
2 645 


13 676 

lie 

2 872 


32 652 
19 152 
58.7 
17 885 
1 267 
13 500 
12 062 
1 418 

I 818 
1 732 
1 649 
1 333 
318 
1.6 
1 015 
7.0 
123 
27 
166 
83 
86 


34 468 
30 834 
29 268 
27 

1 539 

2 890 
2 283 

46 

561 

744 

19 152 
17 974 
17 761 
193 
937 
849 
88 
241 

13 500 
a 442 
10 248 
1 194 
1 641 
1 219 
422 
417 

318 

293 

25 

I 0151 
784 
231 


34 102 
280 
8 
78 


32 361 
1 919 
186 


32 153 
2 005 
310 


21 301 
16 538 
77.6 
16 455 
83 
4 763 
4 684 
79 

942 

748 

671 

483 

170 

1.0 

313 

6,2 

48 

19 

121 

77 

194 


22 243 
18 530 
17 794 
118 


618 

140 

575 

111 

454 

573 


16 538 
14 519 
14 216 
303 
1 745 
1 480 
265 
274 


763 

381 

037 

344 

164 

931 

233 

216 

170 

150 

20 

313 

261 

52 


21 250 
823 
16 
154 


21 467 
528 
248 


20 978 
506 
759 


1 085 990 


022 001 
720 046 

70.5 
660 021 

60 025 
301 955 
215 409 
06 546 

63 989 
60 026 
55 116 
45 870 
9 916 
1*4 
35 954 

10.6 

3 688 
773 

4 785 
4 910 
3 963 


1 085 761 
971 999 
950 802 
I 796 
19 401 
90 915 
79 944 
1 255 
9 716 
22 847 

720 046 
682 322 
679 I9l 
3 131 
31 970 
30 313 
1 657 

5 754 

301 955 
243 311 
230 063 
13 246 
46 673 
40 074 

6 599 
a 971 

9 916 
9 691 
225 

35 954 
30 081 
5 873 


1 085 990 


I 075 822 
a 414 
136 
I 3B9 


1 057 514 
25 247 
3 000 


1 053 573 
26 048 
6 140 
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State and Small Areas 


Table 12. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Constituent 
Counties, Places op 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960 — Con. 

[Some data based on sample; see text. “U" denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toiler Fac. 

B.1 tiling Fac. 


SUBJECT 


urbanized areas— con. 


GRAND 

RAPIDS 


MUSKEGON- 

MUSKEGON 

HEIGHTS 


SAGINAW 


ALL HOUSING UNITS. 


TENURE I COLOR t AND VACANCY 
STATUS 


OCCUPIED 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED, 

WHITE 

NONWHITE 

renter occupied 

WHITE. ... 

NONWHITE 


VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE Only 

HOMEOWNER VACANCY RATE .... 

FOR RENT • . • * 

RENTAL VACANCY RATE 

RENTED OR SOlDi AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL ...... 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES , . , 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 

LACKING only HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


RENTER OCCUPIED. 

SOUND. ....... 


WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING some OR ALL FACILITIES 
DILAPIDATED 


VACANT AVAILABLE FOR SALE, 
WITH ALL PLUMBING FACILITIES , 
LACKING SOME OR ALL FACILITIES 

VACANT AVAILABLE FOR RENT. 
WITH ALL plumbing FACILITIES . 
LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS. . . 

WATER SUPPLY 


HOT AND COLD PIPED WATER INSIDE STRUCTURE* 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 
PIPED WATER OUTSIDE STRUCTURE. . . , , . 
NO PIPED WATER . 


TOILET FACILITIES 


FLUSH TOILETi EXCLUSIVE USE. . . 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER. EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . , . 
NO BATHTUB OR SHOWER 


79 618 
61 209 
76,9 
56 370 

4 839 
18 409 
14 470 

3 939 

5 070 

4 757 
4 359 
3 485 
1 106 

1.8 
2 379 
11.4 
245 
66 
563 
398 
313 


84 688 
71 315 
68 371 
316 
2 628 
11 222 
8 967 
306 

1 949 

2 151 

61 209 
55 228 
54 226 
1 002 
5 201 
4 515 
686 
780 

18 409 
12 884 
11 404 
1 480 
4 579 

3 493 
1 086 

946 

1 106 

1 033 

73 

2 379 
1 771 

608 


82 263 
2 025 
38 
362 


80 596 
2 930 
1 162 


79 541 
3 136 

2 on 


91 283 


86 828 
64 469 
74.2 
62 709 
1 760 
22 359 
20 367 
1 992 


455 

337 

991 

914 

719 

1 

195 

8.9 

349 

92 

636 

346 

lie 


91 279 
79 631 
77 400 
252 
1 979 
9 077 
a 639 
229 
1 009 
1 771 

64 469 
59 262 
56 656 
606 
4 617 
4 293 
324 
590 

22 359 
17 307 
16 022 

1 205 
4 214 
3 561 

653 

838 

719 

692 

27 

2 195 
1 800 

307 


91 2S3 


89 791 
1 385 
15 
68 


88 996 
2 037 
246 


87 957 
2 172 
1 150 


22 142 
16 002 
72.3 
15 277 
725 
6 140 
5 658 
482 

913 
843 
774 
497 
124 
0.8 
373 
5.7 
92 
27 
. 158 

69 

70 


23 055 
19 569 
18 321 
95 


153 

830 

890 

120 

812 

656 


16 002 
14 240 
13 894 
346 
1 456 
1 125 
331 
306 

6 140 
4 713 
3 910 
803 
1 152 
668 
484 
275 

124 

no 

14 

373 

231 

142 


21 923 
969 
26 
137 


21 365 
1 284 
406 


20 805 
1 319 
931 


33 186 
23 698 
71.4 
23 004 
694 
9 488 
8 901 
587 

2 065 
2 010 
1 770 
1 316 
380 
1.6 
936 
9.0 
147 
25 
282 
240, 
55 


35 251 
30 141 
28 786 
142 

1 213 
3 834 

2 808 
119 
907 

1 276 

23 698 
21 861 
21 490 
371 
1 461 
1 228 
233 
376 

9 488 
7 045 
6 241 
804 
1 803 
1 243 
560 
640 

380 

355 

25 

936 

605 

331 


49 208 
34 524 
70.2 
33 426 
1 098 
14 684 
13 791 
893 


34 203 
971 
5 
72 


33 315 
1 726 
210 


32 688 
1 792 
771 


650 

533 

347 

826 

580 

1,7 

248 

7 

160 

46 

313 

186 

117 


51 835 
45 767 
44 164 
100 
1 503 
4 935 
4 123 
78 
734 

1 133 

34 524 
31 745 
31 395 
350 

2 240 
2 001 

239 

539 

14 684 
12 147 
11 064 

1 063 

2 167 
1 724 

443 

370 

580 

562 

10 

1 248 
1 015 
233 


50 697 
922 
20 
196 


49 505 
1 686 
564 


49 209 
1 721 
905 


28 166 
20 970 
74.5 
19 480 
1 482 
7 196 
5 990 
1 206 

1 425 


323 

193 

876 

285 

1.3 

591 

7.6 

86 

24 

207 

130 

102 


29 591 
24 557 
23 511 
100 
938 
4 088 
3 455 
90 
543 
946 

20 970 
18 290 
18 063 
227 
2 240 
2 002 
238 
440 


196 

301 

588 

713 

522 

229 

293 

373 

285 

269 

16 

591 

433 

158 


29 591 


26 821 
707 
13 
50 


28 356 
1 015 
220 


27 841 
1 049 
701 


36 668 
27 030 
73.7 
25 085 

1 945 
9 636 
7 363 

2 275 

1 730 
1 645 
1 441 
999 
419 
1.5 
580 
5.7 
124 
25 
293 
204 
85 


36 393 
31 708 
30 367 
257 
1 084 
5 180 
4 145 
227 
BOB 

1 505 

27 030 
24 050 
23 418 
632 

2 386 
2 026 

360 

594 


638 

481 

675 

.606 

398 

828 

570 

759 

419 

397 

22 

580 

470 

110 


36 652 
1 308 
49 
384 


36 506 
1 166 
721 


36 037 
1 176 
1 180 


Michigan 
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Tabic 13. — Batuudoms, Rooms, and BedroqMvS, for SMSA's, Constituent Counties, Places of 50,000 Bathrooms 

iNiiAmTANTs OR Moui-:, lJuijAN Balanck, Rural Total, and Urbanized Areas: I960 

[Some data based on Hainple; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-|-) after 

number indicates median above that number] 


Bedrooms 


SUBJECT 


BATHROOMS 


ALL UNITS. . 



1 PLUS PARTIAL . . 

2 OR MORE 

SHARED OR NONE . . 

OWNER OCCUPIED 



MORE THAN 1. . . . 
SHARED OR NONE . . 

RENTER OCCUPIED 



MORE THAN i. . . . 
SHARED OR NONE . . 


ROOMS 


ALL UNITS 

1 ROOM ... 

2 ROOMS 

3 ROOMS 

4 ROOMS. .... 

5 ROOMS 

6 ROOMS 

7 ROOMS 

e ROOMS OR MORE. . 

MEDIAN . . 

OWNER OCCUPIED 

1 ROOM . * . > 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN 

RENTER OCCUPIED 

1 ROOH 

2 ROOMS 

3 ROOMS. • « . « . 

4 ROOMS 

5 ROOMS. . . 

6 ROOMS 

7 ROOMS 

6 ROOMS OR MORE 

MEDIAN 

VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS 

4 ROOMS. , 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE 

MEDIAN 

VACANT available FOR RENT 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS. ... 

5 ROOMS OR MORE. ...... 

MEDIAN .... 


BEDROOMS 


ALL UNITS. . 

NONE 

1 

2 

3 

4 OR MORE 

OWNER OCCUPIED 

0 AND 

2 

3 

4 OR MORE 

RENTER OCCUPIED 
NONE . . 

1 



3 OR MORE 


STANDARD METROPOLITAN STATISTICAL AREAS 


ANN ARBOR 


THE AREA 

WASHTENAW 

COUNTY 

ANN ARBOR 

URBAN 

BALANCE 

RURAL 

51 3B5 

20 752 

15 705 

14 928 

36 582 

14 469 

12 076 

10 037 

5 6B9 

2 677 

1 722 

1 290 

4 248 

2 122 

846 

1 278 

4 866 

1 484 

1 059 

2 323 

30 272 

10 144 

10 338 

9 790 

20 282 

5 823 

7 827 

6 632 

a 745 

4 222 

2 247 

2 276 

1 245 

99 

264 

SB2 

17 000 

9 582 

4 430 

2 9BB 

13 848 

7 093 

3 600 

2 355 

850 

443 

227 

180 

2 302 

1 246 

603 

453 

51 308 

20 752 

15 705 

14 931 

1 946 

1 468 

337 

141 

2 876 

1 847 

696 

333 

6 364 

3 203 

1 952 

1 209 

7 094 

3 136 

2 369 

2 389 

13 056 

4 123 

5 673 

3 260 

9 211 

3 562 

2 572 

3 077 

5 161 

1 055 

1 214 

2 092 

4 eeo 

1 558 

892 

2 430 

5.0 

4.7 

4.9 

5.5 

30 271 

10 125 

10 352 

9 794 

63 

23 

12 

28 

187 

36 

84 

67 

833 

159 

345 

329 

3 430 

949 

1 312 

1 169 

9 992 

3 132 

4 630 

2 230 

7 395 

2 862 

2 154 

2 379 

4 257 

1 590 

1 032 

1 635 

4 114 

1 374 

783 

1 957 

5.6 

5.6 

5.2 

6.0 

17 001 

9 601 

4 416 

2 984 

1 612 

1 309 

249 

54 

2 303 

1 639 

529 

135 

4 720 

2 826 

1 379 

515 

3 651 

2 032 

920 

699 

2 203 

875 

768 

560 

1 354 

552 

349 

453 

644 

224 

131 

289 

514 

144 

91 

279 

3.5 

3.2 

3.6 

4.7 

494 

178 

185 

131 

B 

2 

2 

4 

52 

12 

11 

29 

258 

78 

142 

38 

99 

49 

22 

28 

77 

37 

8 

32 

5.2 

5.5 

5.1 

5.4 

1 316 

595 

470 

243 

215 

124 

81 

10 

234 

129 

79 

26 

393 

166 

158 

69 

253 

115 

83 

55 

221 

61 

77 

83 

3.0 

2.8 

3.0 

3.6 

51 072 

20 684 

15 633 

14 755 

2 910 

2 178 

563 

169 

9 066 

4 990 

2 541 

1 535 

13 640 

5 022 

3 954 

4 664 

18 484 

6 570 

6 803 

5 111 

6 972 

1 924 

1 772 

3 276 

30 560 

10 060 

10 511 

9 989 

1 283 

421 

407 

455 

7 768 

2 329 

2 666 

2 753 

15 662 

5 612 

5 833 

4 217 

5 847 

1 698 

1 585 

2 564 

16 687 

9 666 

4 257 

2 764 

2 453 

2 029 

370 

54 

6 76B 

4 149 

1 884 

735 

4 586 

2 475 

1 131 

9B0 

2 880 

1 013 

872 

995 


BAY CITY 


THE AREA 

BAY 

COUNTY 

BAY CITY 

URBAN 

BALANCE 

RURAL 

32 295 

16 692 

5 551 

10 052 

23 580 

12 513 

4 163 

6 904 

3 14B 

1 995 

632 

521 

1 738 

1 075 

310 

353 

3 829 

1 109 

446 

2 274 

24 300 

11 838 

4 700 

7 762 

17 937 

6 692 

3 536 

5 709 

4 464 

2 786 

877 

801 

1 899 

360 

287 

1 252 

5 762 

4 153 

610 

999 

4 410 

3 347 

470 

593 

300 

223 

38 

39 

1 052 

583 

102 

367 

32 295 

16 692 

5 551 

10 052 

532 

216 

34 

282 

773 

447 

89 

237 

2 431 

1 515 

335 

581 

5 656 

2 679 

1 043 

1 934 

8 262 

3 771 

1 903 

2 588 

7 237 

3 702 

1 351 

2 184 

3 985 

2 391 

486 

1 108 

3 419 

1 971 

310 

1 138 

5.3 

5.4 

5.2 

5.3 

24 300 

11 838 

4 700 

7 762 

54 

4 

B 

42 

206 

28 

73 

105 

661 

184 

199 

278 

3 855 

1 642 

812 

1 401 

6 700 

2 940 

1 639 

2 121 

6 362 

3 203 

1 229 

1 930 

3 431 

2 065 

442 

924 

3 031 

1 772 

298 

961 

5.6 

5.6 

5.3 

#5.5 

5 762 

4 I53j 

610 

999 

206 

160 

22 

26 

415 

357 

16 

42 

1 382 

1 148 

106 

128 

1 276 

897 1 

175 

204 

1 119 

729 

178 

212 

689 

457 

81 

151 

418 

268 

32 

118 

255 

137 

. 1 • 

lie 

4.2 

4.0 

4.4 

5.0 

254 

121 

49 

84 

25 

11 

4 

10 

55 

24 

12 

19 

79 

28 

25 

26 

45 

22 

5 

18 

50 

36 

3 

11 

5.1 

5.4 

... 

5.0 

364 

283 

30 

51 

24 

19 

* . . 

5 

37 

30 


7 

131 

113 

9 

9 

92 

67 

10 

15 

80 

54 

U 

15 

3.4 

3.3 

... 

3.B 

32 295 

16 692 

5 551 

10 052 

594 

279 

43 

272 

4 ISO 

2 306 

689 

1 185 

11 102 

5 527 

2 346 

3 229 

10 989 

5 531 

2 014 

3 444 

5 430 

3 049 

459 

1 922 

24 239 

11 838 

4 639 

7 762 

1 827 

625 

418 

784 

8 186 

3 881 

1 970 

2 335 

9 673 

4 750 

1 834 

3 089 

4 553 

2 582 

417 

1 554 

5 823 

4 153 

671 

999 

189 

168 

21 

... 

1 891 

1 501 

210 

180 

2 171 

1 457 

314 

400 

1 572 

1 027 

126 

419 
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State and Small Areas 


Table 13. — Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+ ) after 

number indicates median above that number] 


Bathrooni.s 

Rooms 


Balfoiuns 


STANDARD METROPOLITAN STATISTICAL AREAS"-C0N. 


DETROIT 


THE AREA 

,| COUNTIES 

MACOMB 

OAKLAND 

WAYNE 

1 152 941 

113 331 

204 629 

834 981 

879 927 

83 685 

141 015 

655 227 

150 602 

20 119 

30 555 

99 928 

77 844 

5 459 

23 610 

48 775 

44 568 

4 060 

9 449 

31 051 

767 554 

92 229 

157 372 

517 953 

552 398 

67 027 

105 264 

380 107 

205 925 

23 330 

49 102 

133 493 

9 231 

1 872 

3 006 

4 353 

313 oaa 

14 762 

31 611 

266 715 

273 099 

12 593 

26 392 

234 914 

15 728 

971 

2 689 

12 068 

23 461 

1 198 

2 530 

19 733 

1 153 001 

113 337 

204 634 

835 030 

24 197 

695 

1 530 

21 972 

33 344 

1 484 

3 371 

28 489 

83 800 

4 824 

10 558 

68 418 

172 477 

19 310 

33 678 

119 489 

399 650 

51 025 

66 316 

282 309 

264 810 

22 826 

49 004 

192 980 

101 650 

8 426 

23 420 

69 004 

73 073 

4 747 

16 757 

51 569 

5.2 

5,1 

5.3 

5.1 

767 603 

92 272 

157 365 

517 966 

462 

80 

86 

296 

2 292 

416 

644 

1 232 

10 526 

1 692 

2 737 

6 097 

92 034 

13 845 

20 337 

57 052 

298 868 

44 624 

54 262 

199 902 

211 830 

20 182 

43 241 

148 407 

87 446 

7 432 

21 152 

58 B62 

64 145 

4 001 

14 906 

45 238 

5.4 

5.2 

5.5 

5.5 

313 046 

14 723 

31 621 

266 702 

17 061 

360 

828 

15 873 

25 940 

787 

1 962 

23 191 

62 224 

2 458 

5 992 

53 774 

66 214 

4 195 

9 089 

52 930 

80 937 

3 984 

7 973 

68 980 

43 099 

1 725 

3 570 

37 004 

11 167 

681 

1 266 

9 220 

6 404 

533 

941 

4 930 

4,3 

4.4 

4.3 

4.3 

11 036 

1 858 

a 809 

6 369 

353 

33 

90 

230 

1 363 

199 

445 

719 

4 912 

1 085 

976 

2 851 

2 601 

393 

703 

1 505 

1 007 

148 

595 

1 064 

5.3 

5.1 

5.4 

5.3 

37 108 

1 467 

2 911 

32 730 

5 262 

144 

157 

4 961 

4 204 

132 

269 

3 803 

8 105 

322 

669 

7 114 

7 187 

431 

881 

5 875 

12 350 

438 

935 

10 977 

3.6 

3.8 

3.9 

3.6 

1 150 414 

113 167 

204 136 

833 111 

37 727 

1 091 

2 720 

33 916 

132 581 

7 046 

16 253 

109 282 

402 957 

35 923 

71 903 

295 131 

458 755 

58 839 

87 468 

312 448 

118 394 

10 268 

25 792 

82 334 

767 291 

92 133 

156 940 

510 218 

22 501 

3 110 

5 114 

14 277 

260 213 

27 558 

51 082 

181 573 

386 949 

52 669 

78 264 

256 016 

97 628 

8 796 

22 460 

66 352 

313 372 

14 878 

32 044 

266 450 

28 486 

598 

1 727 

26 161 

93 197 

2 925 

8 454 

81 618 

119 000 

6 747 

14 317 

97 936 

72 689 

4 608 

7 546 

60 535 


PLACES 


DEARBORN 


LINCOLN 

PARK 


1 PLUS PARTIAL . . . 

2 OR MORE. . . . . . 
SHARED OR NONE . . . 

OWNER OCCUPIED . 



MORE THAN 

SHARED OR NONE . . . 

RENTER OCCUPIED. 



MORE THAN I 

SHARED OR NONE . . « 


ALL UNITS. 

ROOM 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS OR MORE. 


OWNER OCCUPIED 

ROOM 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS. ..... 
ROOMS OR MORE. 
:dia 


MEDIAN 


RENTER OCCUPIED. 

1 ROOM ....... 

2 ROOMS 

3 ROOMS 

4 ROOMS. 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. . . 

MEDIAN 


VACANT AVAILABLE FOR SALE. 
TO 3 ROOMS ......... 

ROOMS 

ROOMS 

ROOMS 

ROOMS OR MORE 


VACANT available FOR RENT. 

ROOM 

ROOMS 

ROOMS 

ROOMS 

ROOMS OR MORE 


BEDROOMS 


ALL UNITS. . 

NONE 



2 

3 

4 OR MORE 

OWNER OCCUPIED 

0 AND 

2 

3 

4 OR MORE 

RENTER OCCUPIED 

NONE 





3 OR MORE 


35 059 
23 596 

6 575 
3 224 
X 664 

26 507 
16 857 
9 233 
417 

7 391 
6 049 

423 

919 


35 059 
922 
631 

1 578 
4 587 

12 212 
9 206 
3 665 

2 258 

5.3 

26 507 

a 

41 

178 

2 872 
9 730 
8 164 

3 367 
2 147 

5.6 

7 391 
623 
516 
1 242 

1 521 

2 228 
934 
244 

63 

4.4 

143 

2 

17 

62 

34 

28 

5,3 

743 

273 

76 

107 

109 

178 

2.7 


34 958 

1 189 

2 929 

12 958 
14 806 

3 076 

26 447 
554 
9 720 

13 432 
2 741 

7 451 
750 
2 209 
2 670 
1 622 


553 059 
448 492 
55 681 
26 900 
21 786 

299 471 
225 368 
72 894 
1 209 

215 366 
191 339 
8 670 
15 337 


553 106 

18 901 
23 917 
55 010 
75 413 

168 008 
129 695 
46 64B 
35 514 

5.1 

299 472 
164 
579 
3 411 

29 137 
104 161 

93 326 

38 067 

30 627 
5.6 

215 365 
13 753 

19 852 
44 524 

39 930 
54 650 

31 353 
7 415 

3 BBS 

4.2 

2 039 
150 
322 
981 
762 
624 

5.5 

27 909 

4 157 

3 372 
6 132 

4 774 
9 474 

3.6 


551 825 
29 010 
87 959 
203 154 
175 955 
55 747 

300 191 
0 996 
114 508 
133 602 
43 085 

214 646 
22 552 
67 722 
76 764 
47 608 


14 992 
12 780 
1 461 
640 
111 

12 732 
10 802 
1 889 
41 

1 889 
I 653 
171 
65 


14 992 
34 
157 
580 
3 705 
6 712 
2 820 
696 
288 
M.9 


12 732 
4 
30 
150 
3 037 
6 014 
2 613 
621 
263 

5.0 

1 869 
30 
123 
378 
586 
534 
132 
70 
16 
4,2 

152 

1 

25 

79 

44 

3 

5.1 

110 

2 

a 

36 

29 

35 

3.8 


14 933 
57 
953 
6 654 
6 4B2 
707 

12 659 
249 

5 339 

6 154 
717 

1 962 
37 
649 
000 
276 
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Table 13. — Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places op 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (•+■) after 

number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


STANDARD metropolitan STATISTICAL AREAS— CON. 


DETROIT— CON. 


SUBJECT 



PLACES. 

—CON. 



URBAN 

BALANCE 

RURAL 

LIVONIA 

PONTIAC 

ROSEVILLE 

ROYAL 

OAK 

ST CLAIR 
SHORES 

WARREN 

bathrooms 









ALL UNITS. ...... 

17 941 

24 754 

13 030 

23 537 

20 930 

25 332 

366 033 

58 274 


10 860 

20 286 

10 574 

17 473 

14 842 

19 438 

262 381 ! 

39 20S 

lii^PLUS PARTIAL 

5 317 

1 B47 

1 880 

4 103 

4 829 

4 463 

50 0031 

’ 6 243 

2 OR MORE. 

1 647 

1 104 

421 

1 616 

1 152 

1 054 

34 674 1 

5 412 

SHARED OR NONE 

117 

1 517 

155 

345 

107 

377 

10 975 

7 414 

OWNER OCCUPIED 

16 049 

15 451 

11 069 

18 365 

18 601 

20 911 

286 474 

41 924 


9 649 

12 600 

a 863 

12 982, 

12 812 

15 743 

198 236 

28 486 

MORE than 1 . 

6 355 

2 528 

2 124 

5 328 

5 713 

5 014 

84 748 

10 099 

SHARED OR NONE 

45 

323 

82 

55 

76 

154 

3 490 

3 339 

RENTER OCCUPIED 

965 

7 773 

1 336 

4 4381 

1 679 

3 030 

59 975 

9 246 


796 

6 516 

1 100 

3 967 j 

1 569 

2 786 

51 077 

6 959 

MORE THAN 1 

137 

312 

100 

231 

95 

125 

4 704 

760 

SHARED OR NONE 

32 

945 

46 

240' 

15 

119 

4 194 

1 527 

ROOMS 




i 

1 





ALL UNITS 

17 941 

24 754 

o 

o 

i 

23 537 1 

20 936 

25 332 

366 000 

58 306 

I ROOM 

20 

508 

117 

185, 

20 

73 

2 844 

573 

2 ROOMS 

6a 

1 145 

123 

354 

63 

357 

5 497 

1 032 

3 ROOMS 

227 

2 422 

344 

1 404 

381 

1 356 

16 933 

3 565 

4 ROOMS , . 

1 347 

4 447 

2 610 

3 511 

2 261 

5 563 

58 327 

10 506 

5 ROOMS. . 

9 723 

7 568 

6 275 

8 377 

12 628 

11 600 

141 024 

15 523 

6 ROOMS 

4 419 

5 176 

2 439 

6 306 

4 147 

4 427 

83 442 

12 733 

7 ROOMS 

1 4281 

2 121 

687 

2 373 

1 Qia 

1 373 

34 230 

7 411 

B ROOMS OR MORE 

709 1 

1 367 

235 

1 027 

418 

583 

23 711 

6 963 

MEDIAN 

• 

5,0 

5.0 

5.3 

5.1 

5.0 

5.2 

5.4 

OWNER OCCUPIED ... 

16 0461 

15 451. 

11 069 

la 365 

18 592 

20 911 

286 502 

41 956 

1 ROOM 

8j 

• • . 


4 

B 

24 

154 

84 

2 ROOMS 


51 

52 

20 

19 

166 

993 

324 

3 ROOMS 

76' 

252 

173 

76 

92 

703 

4 083 

1 332 

4 ROOMS. ... 

9711 

2 400 

2 201 

1 966 

1 836 

4 124 

37 333 

6 157 

5 ROOMS 

8 9861 

5 482, 

5 630 

7 292 

11 457 

10 133 

lie 176 

U 807 

6 ROOMS 

4 019 

4 227 

2 177 

5 344 

3 846 

3 962 

73 282 

10 368 

7 ROOMS 

1 311 

1 857' 

637 

2 220 

936 

1 267 

30 963 

6 200 

a ROOMS OR MORE 

65B 

1 182: 

195 

943 

396 

532 

21 51B 

5 684 

MEDIAN 

5.3 

5.4, 

5.1 

5.5 

5.1 

5.0 

5.4 

5.6 

RENTER OCCUPIED 

968 

7 773' 

1 336 

4 438 

1 692 

3 030 

59 950 

9 214 

L ROOM . 

12 

367' 

97 

149 

12 

27 

1 764 

227 

2 ROOMS 

31 

8941 

60 

319 

35 

145 

3 606 

357 

3 ROOMS 

120 

1 8801 

144 

1 214 

257 

543 

10 641 

1 261 

4 ROOMS 

299 

1 709 j 

456 

1 374 

329 

1 146 

16 351 

2 513 

5 ROOMS. . 

308 

1 804 

334 

881 

789 

764 

16 605 

2 020 

6 ROOMS 

128 

779 1 

166 

334 

209 

300 

7 394 

1 370 

7 ROOMS. . 

50 

205 

39 

101 

45 

65 

2 197 

736 

a ROOMS OR MORE 

20 

135 

40 

66 

16 

40 

1 390 

710 

MEDIAN 

4.6 

3.9 

4.3 

3.9 

4.B 

4.2 

4.4 

4.6 

VACANT AVAILABLE FOR SALE 

606 

314 

246 

211 

357 

457 

4 744 

967 

1 TO 3 ROOMS 

8 

16 

1 

2 

4 

10 

121 

38 

4 ROOMS 

17 

67 

39 

24 

29 

54 

624 

145 

5 ROOMS 

344 

138 

146 

94 

252 

291 

2 208 

317 

6 ROOMS 

187 

62 

54 

63 

54 

85 

1 020 

236 

7 ROOMS OR MORE 

50 

31 

6 

26 

18 

17 

771 

231 

MEDIAN 

5,3 

5.0 

5.1 

5.3 

5.1 

5.1 

5.2 

5.4 

VACANT AVAILABLE FOR RENT 

103 

790 

121 

339 

137 

282 

5 639 

935 

1 ROOM 

... 

73 

18 

16 

1 

2 

667 

51 

2 ROOMS 

2 

127 

8 

16 

10 

1 28 

504 

53 

3 ROOMS. . .......... 

14 

213 

10 

B1 

20 

1 

1 216 

221 

4 ROOMS 

53 

162 

40 

129 

32 

140 

1 472 

247 

5 ROOMS OR MORE 

34 

215 

45 

95 

74 

1 57 

1 760 

363 

MEDIAN 

4.2 

3.4 

4.1 

3.9 

4.6 

1 3.9 

3*8 

4.1 

BEDROOMS 









ALL UNITS 

17 941 

24 740 

13 030 

23 537 

20 960 

25 332 

365 229 

57 929 

NONE 

80 

1 073 

154 

312 

. « • 

211 

4 792 

849 


517 

4 103 

512 

1 739 

673 

1 948 

25 994 

5 254 


3 611 

a 868 

4 430 

7 849 

5 378 

1 9 071 

120 611 

20 373 


12 211 

8 072 

7 220 

11 026 

13 564 

, 12 474 

175 523 

21 422 

4 OR MORE 

1 522 

2 624 

714 

2 611 

1 345 

1 628 

38 309 

10 031 

OWNER OCCUPIED . 

15 865 

15 411 

11 142 

18 391 

18 678 

1 20 737 

285 718 

42 052 

0 AND 

311 

513 

339 

202 

256 

1 1 105 

7 595 

2 381 


2 926 

5 938 

3 690 

5 323 

4 326 

7 048 

B7 387 

13 808 


11 290 

6 769 

6 559 

10 385 

12 891 

' 11 168 

156 683 

18 016 

4 OR MORE. 

1 338 

2 191 

554 

2 481 

1 205 

! l 416 

34 053 

7 847 

RENTER OCCUPIED 

1 149 

7 799 

1 263 

4 412 

1 622 

3 204 

60 746 

9 ue 

NONE 

60 

863 

115 

285 

• . . 

64 

3 381 

359 


193 

2 985 

175 

1 377 

342 

656 

15 232 

1 657 


558 

2 510 

497 

2 234 

862 

1 1 772 

26 100 

3 833 

3 OR MORE 

338 

1 421 

476 

516 

418 

7li 

16 033 

3 269 
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State and Small Areas 


Table 13.— Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas, 196 on. 

rSome data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (-1-) after 


Uuthroonis 

Rooms 


Bcdrooin.s 


SUBJECT 


BATHROOMS 


ALL UNITS. . 



1 PLUS PARTIAL . • 

2 OR MORE 

SHARED OR NONE . . 

OWNER OCCUPIED 



MORE THAN 1. . . . 
SHARED OR NONE . . 

RENTER OCCUPIED, 



MORE THAN 1. « . » 
SHARED OR NONE . . 


ROOMS 


ALL UNITS 

1 ROOM 

2 ROOMS. . . 

3 ROOMS 

4 ROOMS. ... 

5 ROOMS. 

6 ROOMS. 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN 

OWNER OCCUPIED 

1 ROOM ..... 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS. . . . 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN t . 

RENTER OCCUPIED 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. . . 

MEDIAN ... 

VACANT AVAILABLE FOR SALE, 
1 TO 3 ROOMS 

4 ROOMS. . 

5 ROOMS. . 

6 ROOMS 

7 ROOMS OR MORE 

MEDIAN . 

VACANT AVAILABLE FOR RENT, 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS . . . , 

5 ROOMS OR MORE 

MEDIAN 


BEDROOMS 


ALL UNITS. . 
NONE 

1 



3 

4 OR MORE 

OWNER OCCUPIED 
0 AND 1 

2 

3 

4 OR MORE 

renter occupied 

NONE 



2 

3 OR MORE 


STANDARD METROPOLITAN STATISTICAL AREAS'’ 


FLINT 


THE AREA 

GENESEE 

COUNTY 

FLINT 

URBAN 

BALANCE 

RURAL 

THE AREA 

KENT 

COUNTY 

112 863 

62 275 

26 474 

24 114 

113 112 

69 B34 

50 472 

21 786 

17 576 

82 896 

8 662 

4 836 

1 729 

2 097 

16 009 

5 210 

3 099 

786 

1 325 

6 610 

9 157 

3 868 

2 173 

3 116 

7 589 

83 637 

42 849 

21 455 

19 333 

80 994 

67 672 

35 153 

17 935 

14 584 

57 972 

12 306 

7 051 

2 223 

3 032 

20 462 

3 659 

645 

1 297 

1 717 

2 560 

21 551 

15 743 

3 369 

2 439 

24 771 

17 052 

12 607 

2 814 

1 631 

20 422 

908 

619 

159 

130 

1 585 

3 591 

2 517 

396 

678 

2 764 

112 876 

62 275 

26 474 

24 127 

113 124 

1 450 

1 130 

136 

184 

1 420 

2 631 

1 868 

395 

368 

2 340 

8 747 

5 857 

1 638 

1 252 

7 763 

23 745 

13 203 

6 257 

4 2B5 

17 365 

36 549 

19 457 

9 839 

7 253 

30 999 

23 137 

12 151 

5 349 

5 637 

26 761 

10 029 

5 235 

1 907 

2 887 

15 671 

6 588 

3 374 

953 

2 261 

10 805 

5.0 

5.0 

5.0 

5.3 

5.4 

83 536 

42 849 

21 460 

19 229 

81 004 

125 

16 

36 

73 

51 

439 

157 

133 

149 

397 

2 143 

945 

652 

546 

1 672 

16 163 

8 435 

4 714 

3 014 

10 103 

30 330 

15 648 

8 571 

6 111 

23 164 

20 069 

10 266 

4 820 

4 983 

22 269 

8 674 

4 457. 

1 704 

2 513 

13 708 

5 595 

2 925 

830 

1 840 

9 640 

5.3 

5.3 

5.1 

5.5 

5.7 

21 650 

15 743 

3 364 

2 543 

24 761 

950 

844 

52 

54 

1 015 

1 707 

1 421 

191 

95 

1 578 

5 191 

4 136 

• 671 

384 

4 784 

5 665 

3 963 

1 094 

608 

5 276 

4 365 

3 013 

764 

588 

6 177 

2 163 

1 468 

353 

342 

3 560 

950 

590 

143 1 

217 

1 407 

659 

308 

96 

255 

884 

4.0 

3.9 

4.2 

4.7 

4.4 

1 552 

725 

468 

359 

901 

88 

34 

27 

27 

23 

336 

157 

119 

60 

123 

628 

311 

202 

115 

304 

316 

136 

81 

99 

246 

184 

07 

39 

58 

205 

5.1 

5.1 

4.9 

5.3 

5.5 

2 826 

1 927 

531 

368 

2 412 

210i 

192 

10 

8 

160 

313 

252 

29 

32 

203 

857 

611 

157 

89 

565 

720 

413 

195 

112 

641 

726 

459 

140 

127 

843 

3.5 

3.4 

3.9 

4.0 

3.9 

112 622 

62 251 

26 405 

23 966 

112 959 

2 284 

1 814 

205 

265 

2 499 

14 119 

9 166 

2 868 

2 085 

12 180 

44 076 

25 014 

11 053 

8 009 

36 582 

41 135 

20 558 

10 270 

10 307 

44 360 

11 008 

5 699 

2 009 

3 300 

17 338 

83 404 

42 830 

21 408 

19 166 

80 842 

4 722 

2 172 

1 410 

1 140 

3 205 

33 220 

18 059 

8 977 

6 184 

24 831 

36 073 

17 702 

9 250 

9 121 

37 750 

9 389 

4 097 

1 771 

2 721 

15 056 

21 784 

15 762 

3 4l6 

2 606 

24 923 

1 427 

1 287 

75 

65 

1 849 

7 417 

S 777 

1 071 

569 

7 411 

8 362 

5 091 

1 463 

1 008 

8 718 

4 578 

2 807 

807 

964 

6 945 


•CON. _____ 
GRAND RAPIDS 


grand urban 

RAPIDS BALANCE 


59 030 

33 062 

43 458 

25 072 

9 613 

4 586 

2 900 

2 470 

3 059 

934 

35 709 

29 231 

24 152 

22 035 

11 105 

6 598 

452 

590 

19 805 

2 829 

16 610 

2 303 

1 180 

231 

2 015 

213 

59 030 

33 074 

1 088 

45 

1 650 

354 

5 233 

1 374 

7 728 

5 914 

14 671 

a 168 

14 277 

7 883 

0 099 

3 826 

5 484 

2 510 

5.4 

5.3 

35 740 

29 223 

4 

B 

48 

210 

370 

83S 

2 925 

4 962 

6 724 

10 160 

11 157 

7 165 

7 623 

3 554 

4 061 

2 329 

6.0 

5.3 

19 774 

2 837 

945 

26 

1 393 

117 

4 088 

436 

4 062 

719 

5 083 

661 

2 65B 

550 

1 053 

191 

492 

137 

4.4 

4.7 

340 

384 

8 

7 

24 

59 

87 

175 

116 

87 

105 

56 

5.9 

5.2 

2 061 

171 

127 

4 

179 

16 

497 

39 

546 

46 

712 

66 

3.9 

4.1 


58 978 
1 970 
8 650 
18 278 
21 554 
8 526 


33 012 
90 
1 918 
11 165 
15 036 
4 803 


35 642 
1 119 
9 955 
17 114 
7 454 


29 141 
1 264 
9 730 
13 811 
4 336 


19 872 
1 651 
6 507 
6 923 
4 791 


2 919 

507 
1 083 
1 253 


RURAL 


21 020 
14 366 
1 610 

1 248 
3 596 

16 0S4 
11 785 

2 759 

1 510 

2 137 
1 429 

174 

534 


21 020 
287 
336 

1 156 

3 723 
5 160 

4 601 

2 946 
2 811 

5.5 


16 041 
39 
139 
459 
2 216 
4 200 
3 947 
2 531 
2 430 
5.7 


150 

44 

68 

260 

495 

433 

352 

243 

235 

5.0 


177 

8 

40 

42 

43 

44 
5.5 


IBO 

29 

8 

29 

49 

65 

4.0 


20 969 
439 
1 612 
7 139 
7 770 

4 009 

16 059 
822 

5 146 

6 625 
3 266 

2 132 
122 
397 
712 
901 
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Tabic 13. — Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 Buchrooins Bedrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. Rooms 

[Some data based on sample; median not shown where base is insufficient; see text. “U’^ denotes an unincorporated place. Plus (-|-) after 

number indicates median above that number] 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


SUBJECT 

JACKSON 

KALAMAZOO 

THE AREA 

JACKSON 

COUNTY 

JACKSON 

URBAN 

balance 

RURAL 

THE AREA 

KALAMAZOO 

COUNTY 

KALAMAZOO 

URBAN 

balance 

RURAL 

bathrooms 









ALL UNITS 

41 154 

16 843 

7 671 

16 640 

52 437 

25 499 

10 868 

16 070 


30 155 

12 392 

6 012 

11 751 

38 329 

18 499 

8 426 

11 404 

1 PLUS partial 

3 241 

1 571 

585 

i 085 

6 065 

3 074 

1 346 

1 645 

2 OR MORE 

1 637 

825 

337 

475 

2 987 

1 493 

509 

985 

SHARED OR NONE 

6 121 

2 055 

737 

3 329 

5 056 

2 433 

567 

2 036 

OWNER OCCUPIED 

29 205 

10 639 

6 629 

11 937 

36 391 

15 346 

9 178 

11 867 


22 175 

8 116 

5 242 

a 817 

26 505 

10 878 

7 077 

a 630 

MORE THAN 

4 292 

2 050 

883 

1 359 

6 120 

4 100 

1 706 

2 314 

SHARED OR NONE 

2 738 

473 

504 

1 761 

1 686 

368 

395 

923 

RENTER OCCUPIED 

8 315 

5 500 

757 

2 058 

11 748 

a 510 

1 165 

2 073 


5 779 

3 832 

5B4 

1 363 

9 205 

6 623 

997 

1 585 

MORE THAN I 

433 

318 

19 

96 

489 

324 

53 

112 

SHARED OR NONE 

2 103 

1 350 

154 

599 

2 054 

1 563 

115 

376 

ROOMS 









ALL UNITS. ..... 

4L 156 

16 843 

7 671 

16 642 

52 437 

25 499 

10 868 

16 070 

1 ROOM 

906 

548 

34 

324 

1 338 

1 100 

16 

222 

2 ROOMS * 

i 184 

582 

108 

494 

1 516 

1 126 

107 

283 

3 ROOMS 

3 596 

1 683 

505 

1 408 

4 662 

2 988 

530 

1 144 

4 ROOMS 

6 734 

1 865 

1 683 

3 186 

9 663 

4 242 

2 582 

2 839 

5 ROOMS. .... 

10 054 

3 462 

2 604 

3 988 

13 759 

5 325 

3 909 

4 525 

6 ROOMS 

9 011 

4 058 

1 757 

3 196 

10 70S 

5 128 

2 331 

3 246 

7 ROOMS 

5 288 

2 71B 

660 

1 910 

6 143 

3 197 

937 

2 009 

B ROOMS OR MORE 

4 383 

1 927 

320 

2 136 

4 651 

2 393 

456 

1 802 

MEDIAN 

5.3 

5.6 

5,1 

5.2 

5.2 

5.1 

5.1 

5.3 

OWNER OCCUPIED 

29 132 

10 639 

6 602 

U 891 

36 332 

15 346 

9 172 

11 834 

i ROOM 

68 

4 

16 

48 

49 

13 

4 

32 

2 rooms 

330 

36 

62 

232 

189 

58 

43 

88 

3 ROOMS. . 

1 26B 

165 

313 

790 

935 

301 

212 

422 

4 ROOMS , . . . 

4 132 

799 

1 357 

1 976 

5 968 

2 076 

2 023 

1 867 

5 ROOMS 

7 736 

2 307 

2 305 

3 124 

10 956 

3 866 

3 490 

3 600 

6 ROOMS 

7 396 

3 297 

1 631 

2 468 

8 988 

4 262 

2 116 

2 610 

7 ROOMS. 

4 478 

2 323 

604 

1 551 

5 290 

2 750 

863 

1 677 

a ROOMS OR more 

3 724 

1 708 

314 

1 702 

3 977 

2 020 

419 

1 538 

MEDIAN 

5.6 

6.1 

5.2 

5,4 

5.5 

5.8 

5*2 

5,5 

RENTER OCCUPIED . 

B 386 

5 500 

764 

2 104 

U 707 

8 510 

i 171 

2 106 

1 ROOM 

533 

466 

11 

56 

853 

816 

8 

29 

2 ROOMS. . . 

615 

409 

35 

91 

1 026 

908 

41 

77 

3 ROOMS 

1 759 

1 353 

109 

297 

2 981 

2 373 

230 

1 37b 

4 ROOMS. . * * 

1 724 

966 

249 

509 

2 B45 

1 878 

457 

510 

5 ROOMS 

1 655 

1 031 

241 

383 

1 866 

1 216 

245 

405 

6 ROOMS 

1 081 

666 

98 

317 

1 094 

674 

108 

312 

7 ROOMS 

593 

355 

35 

203 

654 

364 

54 

236 

6 ROOMS OR MORE. . 

428 

174 

6 

248 

468 

261 

28 

159 

MEDIAN 

4.2 

4.0 

4.5 

4.B 

3.9 

3.6 

4.2 

4,6 

VACANT available FOR SALE 

241 

74 

58 

109 

748 

236 

176 

336 

1 TO 3 ROOMS 

14 

1 

5 

6 

30 

14 

4 

12 

4 ROOMS 

23 

3 

7 

13 

87 

20 

29 

36 

5 ROOMS 

90 

19 

24 

47 

335 

65 

95 

175 

6 ROOMS. .... 

66 

26 

15 

25 

173 

721 

32 

69 

7 ROOMS OR MORE 

4B 

25 

7 

16 

123 

65 

16 

42 

median 

5.4 

6.0 

5.2 

5.2 

5.3 

5*8 

5.1 

5.2 

VACANT available FOR RENT. ...... 

463 

340 

52 

91 

1 190 

863 

93 

234 

I ROOM 

68 

62 

• * • 

6 

226 

219 

. * • 

7 

2 ROOMS 

46 

40 

2 

4 

124 

97 

6 

21 

3 ROOMS 

134 

94 

20 

20 

310 

216 

22 

72 

4 ROOMS 

95 

50 

14 

23 

250 

155 

35 

60 

5 ROOMS OR MORE 

140 

86 

16 

38 

280 

176 

30 

74 

MEDIAN 

3.5 

3.2 

3.B 

4.2 

3.3 

3.0 

4.0 

3.8 

BEDROOMS 









all units 

40 946 

16 715 

7 614 

16 617 

52 279 

25 442 

10 799 

16 038 

NONE 

1 036 

663 

* . * 

373 

2 270 

1 989 

19 

262 


6 410 

3 171 

905 

2 334 

6 867 

4 307 

652 

1 708 


13 529 

4 516 

3 462 

5 551 

16 427 

7 060 

4 340 

5 019 


13 812 

5 960 

2 664 

5 188 

20 109 

e 962 

4 531 

6 616 

4 OR MORE 

6 159 

2 405 

583 

3 171 

6 606 

3 116 

1 057 

2 433 

OWNER OCCUPIED 

29 184 

10 837 

6 621 

11 726 

35 911 

15 388 

9 007 

11 516 

0 AND 1 

2 516 

515 

624 

1 377 

2 028 

731 

440 

857 


9 883 

3 068 

3 037 

3 758 

11 497 

4 492 

3 552 

3 453 


12 034 

5 2B0 

2 395 

4 359 

16 962 

7 660 

4 016 

5 2B6 

4 OR MORE 

4 751 

1 954 

565 

2 232 

5 424 

2 505 

999 

1 920 

RENTER OCCUPIED 

8 336 

5 302 

765 

2 269 

12 22B 

6 468 

1 336 

2 424 

NONE 

652 

537 

• * • 

115 

1 647 

1 586 

• > . 

59 


3 038 

2 441 

181 

416 

4 142 

3 186 

385 

571 


2 453 

1 298 

340 

815 

3 622 

2 264 

649 

709 

3 OR MORE 

2 193 

1 026 

244 

923 

2 817 

1 430 

302 

1 085 
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Table 13. — Bathrooms, Rooms, and Bedrooms, for SMS As, Constituent Counties, Places or 50,000 
Inhaditants or More, Urban Balance, Rural Total, and Urbanized Areas: I960— Coa 

[Some data baaed on aarnplo; median not shown where base Is insufficient; see text. "U" denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS 

—CON. 1 

URBANIZED AREAS 

SAGINAW 

ANN 

ARBOR 

BAY CITY 

THE AREA 

SAGINAW 

COUNTY 

SAGINAW 

URBAN 

BALANCE 

RURAL 

BATHROOMS 







ALL UNITS 

55 899 

29 918 

9 315 

16 666 

34 468 

22 243 


41 669 

23 529 

6 374 

11 786 

25 072 

16 676 

1 PLUS PARTIAL 

5 022 

2 721 

1 201 

1 100 

4 144 

2 627 

2 OR MORE 

2 860 

1 565 

809 

486 

2 828 

1 385 

SHARED OR NONE 

6 328 

2 103 

931 

3 294 

2 424 

1 555 

OWNER OCCUPIED 

41 121 

19 608 

8 032 

13 481 

19 157 

16 538 


30 752 

15 181 

5 508 

10 063 

12 675 

12 228 

more than 

7 120 

3 002 

1 902 

1 416 

‘ 6 158 

3 663 

SHARED OR NONE 

3 249 

625 

622 

2 002 

324 

647 

RENTER OCCUPIED . . . 

11 749 

B 955 

850 

i 944 

13 495 

4 763 


9 148 

7 308 

575 

1 265 

11 105 

3 817 

more THAN 

476 

370 

34 

64 

607 

261 

SHARED OR NONE 

2 125 

1 269 

241 

615 

1 783 

685 

ROOMS 







ALL UNITS 

55 897 

29 916 

9 315 

16 666 

34 466 

22 243 

1 ROOM 

701 

541 

46 

114 

1 767 

250 

2 ROOMS 

1 260 

815 

70 

375 

2 508 

536 

3 ROOMS 

4 385 

3 013 

365 

1 007 

5 016 

1 850 

4 ROOMS 

a 126 

4 278 

1 298 

2 550 

5 224 

3 722 

5 ROOMS. 

15 499 

7 815 

3 397 

4 287 

9 218 

5 674 

6 ROOMS. ... 

12 830 

6 508 

2 412 

3 830 

5 754 

5 053 

7 ROOMS • 

7 249 

3 961 

1 050 

2 238 

2 766 

2 877 

a ROOMS OR MORE 

5 847 

2 905 

677 

2 265 

2 215 

2 261 

MEDIAN 

5.4 

5,3 

5.3 

5,5 

4.8 

5.3 

OWNER OCCUPIED 

41 114 

19 60B 

8 033 

13 473 

19 152 

16 538 

1 ROOM 

65 

4 

a 

53 

35 

12 

2 ROOMS. . 

262 

36 

37 

189 

il6 

101 

3 ROOMS 

1 009 

287 

176 

546 

464 

38? 

4 ROOMS 

5 054 

2 132 

1 Qoa 

1 920 

2 105 

2 454 

5 ROOMS. ... 

12 398 

5 877 

3 oie 

3 503 

7 357 

4 579 

6 ROOMS. .... 

10 958 

5 370 

2 206 

3 382 

4 726 

4 432 

7 ROOMS. * t 

6 333 

3 399 

966 

1 968 

2 367 

2 507 

e ROOMS OR MORE « 

S 035 

2 503 

620 

1 912 

1 960 

2 070 

median . 

5.7 

5,8 

B.4 

5.7 

5.4 

5.7 

RENTER OCCUPIED. ...... 

U 756 

6 955 

849 

1 952 

13 500 

4 763 

1 ROOM 

532 

488 

29 

15 

1 530 

182 

2 ROOMS. 

B16 

674 

33' 

109 

2 141 

373 

3 ROOMS. 

2 896 

2 519 

153 

224 

4 107 

1 254 

4 ROOMS 

2 586 

1 921 

219 

446 

2 648 

1 072 

5 ROOMS 

2 260 

1 613 

220 

427 

1 531 

907 

6 ROOMS 

1 376 

985 

101 

290 

BIB 

538 

7 ROOMS 

705 

453 

64 

186 

324 

300 

8 ROOMS OR MORE • 

5B5 

302 

30 

253 

201 

137 

MEDIAN 

4,1 

3.9 

4,5 

4.9 

3.2 

4.0 

VACANT available FOr SALE, . . • « • . 

654 

250 

181 

223 

318 

170 

1 TO 3 ROOMS . . 


5 

. . . 

17 

4 

15 

4 ROOMS. 

104 

39 

27 

30 

22 

36 

5 ROOMS • 

275 

92 

90 

93 

181 

53 

6 ROOMS , 

14S 

58 

44 

43 

68 

27 

7 ROOMS OR MORE 

108 

56 

20 

32 

43 

39 

MEDIAN i • 

5,2 

5.4 

5.2 

5.1 

5.2 

5,1 

VACANT AVAILABLE FOR RENT. 

756 

532 

76 

148 

1 015 

313 

1 ROOM 

38 

34 

. 1 . 

4 

188 

19 

2 ROOMS 

63 

49 

3 

U 

207 

30 

3 ROOMS 

234 

182 

22 

30 

308 

122 

4 ROOMS . 

176 

US 

19 

42 

186 

77 

5 ROOMS OR MORE 

245 

152 

32 

61 

126 

65 

MEDIAN 

3.7 

3.5 

4.2 

4,2 

2.9 

3.4 

BEDROOMS 







ALL UNITS 

55 786 

29 873 

9 286 

16 627 

34 328 

22 243 

NONE 

1 068 

849 

51 

168 

2 710 

322 


6 667 

4 526 

551 

1 590 

7 341 

2 995 


17 229 

9 756 

2 493 

4 980 

8 453 

7 873 


21 534 

9 939 

4 711 

6 B64 

12 493 

7 545 

4 OR MORE, ..... 

9 286 

4 803 

1 480 

3 005 

3 331 

3 508 

OWNER OCCUPIED 

41 160 

19 430 

8 166 

13 562 

19 154 

16 477 

0 AND U , . . 

2 126 

890 

317 

919 

010 

1 043 


12 546 

6 337 

2 206 

4 003 

4 678 

5 851 


18 517 

B 095 

4 409 

6 013 

10 718 

6 584 

4 OR MORE. .......... 

7 971 

4 IQB 

1 236 

2 627 

2 948 

2 999 

RENTER OCCUPIED 

11 710 

9 133 

714 

1 863 

13 498 

4 B24 

NONE 

790 

771 

19 

. . • 

2 3B1 

169 


3 854 

3 280 

229 

345 

5 861 

1 711 


3 978 

5 123 

192 

'663 

3 470 

1 771 

3 OR MORE. 

3 088 

1 959 

274 

855 

1 786 

1 153 


DETROIT 


1 085 73D 
834 444 
142 9B7 
71 938 
36 364 

720 016 
519 979 
194 342 
5 695 

301 978 
265 381 
14 785 
21 812 


1 085 761 
23 549 
32 115 
79 599 
160 527 
381 662 
250 334 
92 908 
65 067 
5.1 


720 046 
374 
1 932 
9 106 
as 302 
285 371 
200 214 
80 145 
57 602 
5.4 


301 955 
16 777 
25 493 
60 583 
63 230 
78 508 
41 495 
10 281 
5 588 
4.3 


9 916 
307 

1 196 
4 541 

2 325 
1 547 

5.3 


35 954 

5 208 
4 122 
7 815 

6 887 
11 922 

3.6 


1 083 543 
36 719 
126 543 
379 711 
434 177 
106 393 

719 836 
19 924 
245 032 
366 608 
86 272 

302 179 
28 042 
91 099 
114 377 
68 661 
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State and Small Areas 

'^^'^^L^HAmTANTS CONSTITUENT COUNTIES, PLACES OP 50,000 

r« . inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 1960— Con. 
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Table 14. — Structural CiiARACTiiRisTics akd Heating Equipment, for SMSA's, Constituent Counties, 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 

1960 

[Based on sample; see text. "U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS 


SUBJECT 

ANN ARBOR | 


BAY 

CITY 


THE AREA 

WASHTENAW 

COUNTY 

ANN ARBOR 

URBAN 

BALANCE 

RURAL 

THE area 

BAY 

COUNTY 

BAY CITY 

URBAN 

BALANCE 

rural 

UNITS IN STRUCTURE 









ALL UNITS 

51 385 

20 752 

15 705 

14 928 

32 295 

16 692 

5 551 

10 052 

It DETACHED 

34 B65 

10 849 

11 221 

12 795 

26 930 

12 416 

5 116 

9 396 

If attached 

1 369 

245 

5S9 

565 

544 

266 

75 

203 


4 256 

2 256 

1 168 

632 

2 150 

1 986 

72 

100 

3 AND 

3 564 

2 160 

1 116 

280 

1 319 

1 255 

17 

47 

5 OR MORE 

6 473 

5 179 

1 215 

7v 

611 

710 

35 

66 

TRAILER? 









ON PERMANENT FOUNDATION 

15 

• ■ • 

* * . 

15 

107 

37 

16 

54 

MOBILE .... 

043 

55 

426 

362 

426 

20 

220 

186 

OWNER OCCUPIED 

30 272 

10 144 

10 336 

9 790 

24 300 

11 038 

4 700 

7 762 

It DETACHED 

27 464 

9 161 

9 282 

9 021 

22 508 

10 731 

4 415 

7 362 

It ATTACHED 

295 

63 

121 

111 

225 

108 

20 

97 


1 195 

557 

344 

294 

806 

724 

20 

62 

3 AND 4. . . 

400 

232 

143 

25 

215 

209 

* • « 

6 

5 OR MORE . 

160 

119 

41 

• * . 

54 

16 

25 

11 

TRAILER 

758 

12 

407 

339 

492 

48 

220 

224 

RENTER OCCUPIED 

17 000 

9 582 

4 430 

2 986 

5 762 

4 153 

610 

999 

If DETACHED 

4 686 

1 355 

1 4B6 

1 847 

2 750 

1 399 

470 

881 

If attached 

947 

172 

382 

393 

240 

146 

55 

39 


2 715 

1 569 

709 

437 

1 164 

1 103 

42 

19 

3 AND 4 

2 B16 

1 809 

813 

194 

962 

929 

17 

16 

5 TO 

•3 454 

2 849 

560 

45 

388 

369 

5 

14 

10 TO 19 ... 

1 023 

646 

353 

24 

125 

111 


14 

20 TO 49 

1 031 

961 

60 

10 

92 

87 

5 

i • 9 

50 OR MORE 

226 

178 

48 

■ . . 

... 



• t » 

TRAILER 

100 

43 

19 

38 

41 

9 

16 

16 

VACANT AVAILABLE FOR RENT 

i 327 

654 

467 

206 

3B6 

314 

14 

58 


302 

56 

139 

107 

119 

57 

9 

53 

2 TO 

491 

166 

206 

99 

173 

163 

5 

5 

5 TO 

25B 

191 

67 

• . * 

49 

49 

• • * 

• • • 

10 OR MORE .i 

276 

221 

55 

... 

45 

45 

1 1 ( 

• • « 

YEAR STRUCTURE BUILT 


1 







ALL UNITS 

51 388 

20 752 

15 705 

14 931 

32 295 

16 692 

5 551 

10 052 

1959 TO MARCH I960 ... 

2 509 

1 012 

889 

608 

920 

147 

251 

522 

1955 TO 1958 

8 723 

3 557 

3 432 

1 734 

3 098 

601 

919 

1 57B 

1950 TO 1954 . * 

5 835 

2 03B 

2 092 

1 705 

3 766 

1 149 

1 100 

1 517 

1940 TO 1949 

7 339 

2 456 

2 302 

2 581 

4 363 

1 203 

1 375: 

1 705 

1930 TO 1939 * 

4 888 

1 982 

1 184 

1 722 

2 775 

1 1 022 

699' 

1 054 

1929 OR EARLIER 

22 094 

9 707 

5 806 

6 501 

17 373 

12 570 

1 207 

3 596 

OWNER OCCUPIED 

30 271 

10 125 

10 352 

9 794 

24 300 

11 838 

4 700 

7 762 

1955 TO MARCH 1960 1 

7 893 

2 489 

3 582 

1 822 

3 458 

656 

1 042 

1 758 

1950 TO 1954 

4 545 

1 490 


1 370 

3 298 

1 092 

1 006 


1940 TO 1949 ' 

4 608 

1 340 

1 648 

1 620 

3 665 

1 U9 

1 201 


1939 OR earlier. 

13 225 

4 806 

3 437 

4 982 

13 859 

8 969 

1 451 


ALL housing units 


20 752 

15 707 

14 949 

32 295 

11^1 

5 551 

10 052 

basement 

■■I 




1 

i 




BASEMENT ...... 

40 151 

18 790 

11 254 

10 107 

21 556 

13 322 

2 926 

5 308 

CONCRETE SLAB 

4 857 

1 605 

1 756 

1 496 

1 996 

557 

390 

1 049 

OTHER. ... 

6 377 

357 

2 695 

3 325 

8 743 

2 013 

2 235 

3 695 

HEATING EQUIPMENT 









STEAM OR HOT WATER ♦ 

9 592 

6 015 

2 008 

1 569 

3 513 

2 329 

400 

784 

WARM AIR FURNACE 

35 121 

14 315 

11 824 

8 982 

18 798 

10 536 

3 503 

4 759 

FLOOR f WALLt OR PIPELESS FURNACE 

1 357 

178 

593 

586 

1 344 

557 

439 

346 

BUILT-IN ELECTRIC UNITS 

76 

27 

■ • • 

49 

46 


4 

28 

OTHER MEANS WITH FLUE 

4 883 

105 

1 lei 

3 517 

8 159 

3 068 

1 164 

3 907 

OTHER MEANS WITHOUT FLUE 

221 

28 

95 

98 

250 

152 

25 

73 

NONE • 

138 

4 

4 

130 

185 

16 

16 

153 
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State and Small Areas 


Table 14. — Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960— Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Units in Structure lUscnicut 

Tniilcr llc.itinij iHHiipni. nr 

Yc.ir Structure Huilt 


SUBJECT 


UNITS IN STRUCTURE 


ALL UNITS 

If DETACHED, 

li ATTACHED 

2 

3 AND 

5 OR MORE 

TRAILER! 

ON PERMANENT FOUNDATION 
MOBILE 


OWNER OCCUPIED 
li DETACHED, . , , 
li ATTACHED. . . . 

3 AND 4 

5 OR MORE 

TRAILER 


RENTER OCCUPIED 
l» DETACHED. . , . 
1. ATTACHED. , , . 

2 *. 

3 AND 4 

5 TO 9 . , 

10 TO 19 .... . 

20 TO 49 

50 OR MORE .... 
TRAILER 


, VACANT AVAILABLE FOR RENT 

1 

2 TO 

5 TO 9 

10 OR MORE 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . • . 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954 . . , 
1940 TO 1949 . • , 
1939 OR EARLIER. . 


ALL HOUSING UNITS< 


BASEMENT 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . . , 


HEATING EQUIPMENT 


STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR I WALLt OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE. . . . , . 
OTHER MEANS WITHOUT FLUE .... 
NONE ...... 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 

DETROIT 


|| COUNTIES 

PLACES 


THE AREA 

MACOMB 

OAKLAND 

WAYNE 

DEARBORN 

DETROIT 

LINCOLN 

park 

i 152 941 

113 331 

204 629 

834 981 

35 059 

553 059 

14 992 

808 308 

101 889 

179 417 

527 002 

26 762 

293 843 

13 562 

55 654 

2 956 

6 154 

46 544 

965 

38 232 

311 

125 742 

2 796 

5 819 

117 127 

4 046 

98 543 

55 1 

41 286 

1 801 

3 990 

35 495 

758 

28 061 

221 

115 300 

2 303 

7 041 

105 956 

2 520 

93 890 

127 

168 

26 

71 

71 

• , * 

24 

. • . 

6 483 

1 560 

2 137 

2 786 

• . » 

466 

220 

767 554 

92 229 

157 372 

517 953 

26 507 

299 471 

12 732 

691 750 

88 342 

151 178 

452 230 

24 313 

246 815 

12 169 

18 816 

1 013 

1 664 

16 139 

466 

12 794 

1 Itt 

42 400 

742 

1 607 

40 051 

1 48S 

33 877 

103 

4 718 

217 

454 

4 047 

157 

3 041 

36 

3 609 

422 

402 

2 785 

81 

2 469 

10 

6 261 

1 493 

2 067 

2 701 

.., 

475 

216 

313 088 

14 762 

31 611 

266 715 

7 391 

215 366 

1 069 

84 397 

8 582 

15 693 

60 122 

2 052 

39 567 

1 111 

32 117 

1 697 

3 886 

26 534 

466 

22 149 

179 

71 310 

1 660 

3 42B 

66 222 

2 307 

55 575 

324 

30 498 

1 296 

2 776 

26 426 

580 

20 051 

172 

20 873 

679 

2 758 

17 436 

330 

14 282 

69 

20 584 

336 

1 303 

18 945 

256 

17 259 

30 

31 916 

285 

1 060 

30 571 

954 

27 648 

, • • 

21 003 

134 

566 

20 303 

446 

18 020 


390 

93 

141 

156 

. • • 

15 

4 

37 065 

1 496 

2 925 

32 644 

735 

27 979 

109 

8 787 

667 

1 386 

6 734 

125 

5 346 

54 

13 067 

431 

915 

11 721 

197 

9 877 

37 

2 744 

144 

257 

2 343 

40 

1 941 

13 

12 467 

254 

367 

11 846 

373 

10 815 

5 

1 153 001 

113 337 

204 634 

835 030 

35 059 

553 106 

14 992 

32 702 

8 607 

8 749 

15 346 

204 

2 591 

459 

134 960 

29 830 

39 047 

66 083 

i 356 

14 391 

1 530 

173 311 

26 469 

45 113 

101 729 

6 710 

39 067 

5 147 

203 660 

20 411 

40 949 

142 300 

10 685 

84 267 

3 950 

149 296 

9 961 

22 643 

116 692 

6 047 

86 600 

1 625 

459 072 

IB 059 

48 133 

392 880 

10 057 

326 190 

2 281 

767 603 

92 272 

157 365 

517 966 

26 507 

299 472 

12 732 

140 393 

1 33 656 

39 621 

67 116 

1 412 

10 347 

1 659 

150 054 

1 23 047 

36 331 

88 676 

6 346 

31 340 

4 833 

167 089 

, 16 725 

32 439 

117 925 

9 408 

69 864 

3 577 

310 067 

1 18 844 

46 974 

244 249 

9 341 

187 921 

2 663 

1 153 243 

' 113 362 

204 632 

835 249 

35 059 

553 199 

14 992 

942 530 
84 642 
125 769 

1 

72 531 
15 640 
25 160 

141 310 
28 541 
34 778 

728 689 
40 461 
65 831 

33 699 
529 
831 

509 504 
15 692 
27 863 

13 392 
498 

1 102 

242 458 
766 471 
37 330 

2 117 
95 592 

7 250 

1 783 

10 790 
82 163 

6 377 
361 
12 755 
715 
176 

20 345 
149 605 
10 213 
394 

22 161 
966 
950 

211 323 
534 703 
20 740 

1 362 
60 676 

5 569 
657 

5 199 
28 682 
356 
25 
712 
77 

8 

175 291 
321 517 
11 206 
992 
39 063 

4 611 
426 

620 

13 173 
482 

15 

665 

37 


Michigan 
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Tabic l4. Structural Characteristics and Heating Equipment, for SMSA's, Constituent Counties, 
Places of 50,000 Inhaiutants or More, Urban Balance, Rural Total, and Urbanized Areas* 
1960— Coa 

[Based on sample; see text, “U" denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


DETROIT—CON. 


SUBJECT 

PLACES— CON. 1 

URBAN 

BALANCE 

RURAL 

LIVONIA 

PONTIAC 

ROSEVILLE 

ROYAL 

OAK 

ST CLAIR 
SHORES 

WARREN 

UNITS IN STRUCTURE 









ALL UNITS 

17 94L 

24 754 

13 030 

23 537 

20 930 

25 332 

366 033 

58 274 

If DETACHED 

17 628 

17 061 

12 049 

19 451 

19 794 

I 23 042 

312 323 

52 793 

If ATTACHED 

156 

1 595 

448 

811 

623 

1 331 

10 692 

1 490 


26 

1 962 

166 

821 

165 

1 416 

17 851 

1 193 

3 AND a 

25 

1 519 

46 

652 

93 

! 164 

a 656 

1 091 

5 OR MORE 

106 

2 521 

164 

1 779 

211 

! 454 

13 145 

375 

TRAILERl 









ON PERMANENT FOUNDATION 

. • « 

4 

. • . 

11 

... 

20 

67 

42 

MOBILE 

... 

92 

157 

12 

44 

903 

3 299 

1 290 

OWNER OCCUPIED 

16 049 

15 451 

11 069 

10 365 

18 601 

20 911 

286 474 

41 924 

li DETACHED ' 

15 967 

14 067 

10 596 

17 876 

18 437 

19 835 

272 000 

39 675 

1» ATTACHED 

60 

470 

264 

166 

64 

106 

3 7L2 

594 


11 

501 

50 

224 

50 

105 

5 605 

306 

3 AND 

11 

223 

* * . 

50 

6 

10 

1 106 

78 

5 OR MORE . . 

... 

103 

10 

45 

... 

» • * 

876 

15 

TRAILER 

... 

87 

149 

4 

44 

1 855 

3 175 

1 256 

RENTER OCCUPIED 

965 

7 773 

I 336 

4 438 

1 679 

3 030 

59 975 

9 246 

It DETACHED 

778 

2 388 

890 

1 178 

835 

2 027 

26 888 

6 683 

It ATTACHED 

85 

925 

150 

582 

492 

198 

6 119 

772 


IS 

1 233 

116 

537 

77 

271 

10 252 

603 

3 AND 4 

9 

1 101 

46 

502 

73 

121 

6 184 

859 

5 TO 9 

. . . 

1 000 

44 

807 

16 

165 

4 015 

145 

10 TO 19 

78 

253 

11 

340 

28' 

139 

2 UO 

80 

20 TO 49 

* . . 

602 

71 

240 

82 

41 

2 255 

23 

50 OR MORE 

. • . 

1 262 

* • . 

233 

76 

... 

1 961 

5 

TRAILER 

... 

! ’ 

a 

19 

... 

68 

191 

76 

VACANT AVAILABLE FOR RENT . 

73 

860 

107 

348 

139 

244 

5 600 

871 


45 

297 

83 

97 

82 

107 

2 017 

534 

2 TO 4 

5 

311 

. 4 1 

156 

48 

36 

2 146 

254 

5 TO 9 

... 

88 

9 

57 

4 

54 

467 

51 

10 OR MORE 

23 

164 

15 

38 

5 

47 

950 

32 

YEAR STRUCTURE BUILT 


! 







ALL UNITS 

17 941 

! 24 754 

13 030 

23 537 

20 936 

25 332 

366 008 

58 306 

1959 TO MARCH i960 

S 562 

! 523 

626 

557 

1 157 

3 520 

16 876 

3 407 

1955 TO 1958 

6 243 

2 262 

2 070 

3 607 

6 1S4 

7 015 

76 761 

U 521 

1950 TO 1954 

4 369 

2 740 

5 765 

6 827 

6 225 

4 669 

82 006 

9 766 

1940 TO 1949 

2 604 

2 505 

1 934 

5 521 

2 577 

5 190 

72 203 

12 134 

1930 TO 1939 . 

1 418 

3 605 

972 

1 830 

1 185 

2 986 

35 919 

7 109 

1929 OR EARLIER 

705 

13 099 

1 463 

5 195 

1 608 

1 952 

82 153 

14 369 

OWNER OCCUPIED 

16 046 

15 451 

11 069 

10 365 

18 592 

20 911 

286 502 

41 956 

1955 TO MARCH 1960 

8 003 

2 174 

2 454 

2 416 

8 616 

9 157 

81 958 

12 197 

1950 TO 1954 

4 036 

i 907 

5 129 

5 873 

5 712 

3 939 

73 789 

7 150 

1940 TO 1949 .... 

2 262 

1 932 

1 599 

5 072 

2 095 

4 276 

58 353 

B 651 

1939 OR EARLIER 

1 745 

9 430 

1 887 

5 004 

2 169 

3 539 

72 402 

13 958 

ALL HOUSING UNITS 

17 941 

24 754 

13 030 

23 537 

20 954 

25 332 

366 126 

58 319 

BASEMENT v 







' 


BASEMENT 

13 062 

21 259 

B 226 

20 632 

16 806 

12 917 

263 816 

29 217 

CONCRETE SLAB 

1 717 

1 556 

2 440 

1 868 

1 435 

4 064 

43 216 

11 627 

OTHER 

3 162 

1 939 

2 364 

1 037 

2 6B9 

8 351 

59 001 

17 430 

HEATING EQUIPMENT 









STEAM OR HOT WATER 

1 530 

3 034 

1 649 

2 499 

1 419 

1 705 

42 094 

7 410 

WARM AIR FURNACE 

15 065 

18 924 

9 030 

19 921 

18 IIB 

16 67B 

272 B30 

32 333 

FLOOR! WALLi OR PIPELESS FURNACE 

435 

976 

1 077 

622 

498 

2 777 

15 405 

3 496 

BUILT-IN ELECTRIC UNITS. . . 

30 

49 

20 

23 

45 

72 

583 

263 

OTHER MEANS WITH FLUE 

645 

1 651 

1 125 

417 

805 

3 633 

32 863 

13 813 

OTHER MEANS WITHOUT FLUE ... 

23 

116 

107 

43 

47 

254 

1 419 

516 

NONE 

5 

4 

22 

12 

4 

13 

814 

475 
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State and Small Areas 


Table 14. — Structural Characteristics and Heating Equipment, for SMSAs, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 
196 0~— Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Units in Structure Basement 

'Trailer Mc.ittng Rquipnitjit 

Year Structure Built 


SUBJECT 


UNITS IN STRUCTURE 


ALL UNITS 

it DETACHED 

if ATTACHED 

2 

3 AND 

5 OR MORE 

TRAILERi 

ON PERMANENT FOUNDATION 
MOBILE 


OWNER OCCUPIED 
if DETACHED. . . . 
It ATTACHED. . . . 

2 . 

3 AND * 

5 OR MORE 

TRAILER. 


RENTER OCCUPIED 
It DETACHED. . . . 
It ATTACHED. . • • 

2..C.**... 

3 AND 4. .... . 

5 TO 

to TO 

20 TO 49 .... . 
50 OR MORE .... 
TRAILER 


VACANT AVAILABLE FOR RENT 

1 

2 TO 4 

S TO 9 

to OR MORE ......... 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
1959 TO MARCH I960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


ALL HOUSING UNITS 


BASEMENT 


BASEMENT . . 
CONCRETE SLAB 

other. ... 


HEATING EQUIPMENT 


steam or HOT WATER 

WARM AIR FURNACE 

FLOOR t WALLt OR PIPELESS FURNACE 
BUILT-IN ELECTRIC UNITS 

other means with flue 

OTHER MEANS WITHOUT FLUE .... 
NONE 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


FLINT 

GRAND 

RAPIDS 


THE AREA 

— 

FLINT 

URBAN 

RURAL 

THE AREA 

GRAND 

URBAN 

RURAL 

GENESEE 


BALANCE 


KENT 

RAPIDS 

BALANCE 


COUNTY 




COUNTY 




112 863 

62 275 

26 474 

24 114 

113 112 

59 030 

33 062 

21 020 

92 902 

45 546 

24 499 

22 857 

86 648 

35 976 

30 850 

19 822 

2 618 

1 730 

545 

343 

2 808 

2 074 

392 

342 

7 835 

6 975 

489 

371 

12 589 

11 758 

516 

315 

4 261 

3 943 

232 

86 

5 267 

5 084 

129 

54 

3 351 

3 202 

102 

47 

4 239 

4 138 

26 

75 

33 

4 

17 

12 

53 

• • • 

25 

28 

1 863 

875 

590 

398 

1 508 

• • . 

1 124 

384 

83 637 

42 849 

21 455 

19 333 

80 994 

35 709 

29 231 

16 054 

77 676 

38 513 

20 539 

18 624 

74 006 

30 007 

27 837 

15 362 

1 028 

662 

IBO 

186 

956 

627 

157 

172 

2 473 

2 177 

159 

137 

3 791 

3 523 

151 

117 

602 

547 

50 

5 

630 

608 

11 

19 

179 

150 

19 

10 

169 

144 

15 

10 

1 679 

800 

508 

371 

1 434 

. • • 

1 060 

374 

21 551 

15 743 

3 369 

2 439 

24 771 

19 80S 

2 829 

2 137 

9 798 

5 250 

2 507 

2 041 

8 288 

4 325 

2 147 

1 816 

1 397 

930 

321 

146 

1 664 

1 360 

194 

110 

4 391 

3 983 

258 

150 

7 434 

6 991 

295 

146 

3 063 

2 897 

129 

37 

3 827 

3 719 

93 

15 

1 478 

1 415 

41 

22 

1 068 

1 047 

11 

10 

503 

485 

14 

4 

504 

584 

• * * 

« • • 

522 

522 

• * * 

... 

475 

475 

* « . 


182 

182 

• 1 . 

. * 1 

504 

504 

. * t 

• * « 

217 

79 

99 

39 

127 

• . . 

89 

3B 

2 582 

1 855 

436 

291 

2 323 

1 986 

145 

192 

1 053 

547 

316 

190 

413 

207 

92 

114 

1 097 

906 

101 

90 

1 374 

1 289 

53 

32 

232 

206 

15 

11 

297 

297 

... 

« . * 

200 

196 

4 


239 

193 

1 

1 

46 

112 876 

62 275 

26 474 

24 127 

113 124 

59 030 

33 074 

21 020 

3 890 

1 337 

1 204 

1 349 

3 258 

373 

1 9021 

903 

16 272 

6 282 

5 320 

4 670 

12 011 

1 981 

6 364 

3 466 

16 887 

7 934 

5 no 

3 843 

14 779 

3 910 

7 7821 

3 067 

16 413 

6 650 

5 417 

4 346 

12 317 

3 880 

5 355 

3 002 

16 163 

9 192 

3 843 

3 128 

10 196 

4 985 

3 3051 

1 906 

43 251 

30 880 

5 580 

6 791 

60 563 

43 901 

8 166 

0 496 

83 538 

42 849 

21 460 

19 229 

81 004 

35 740 

29 223 i 

16 041 

17 535 

6 521 

5 695 

5 319 

13 585 

2 061 

7 790 

3 734 

14 727 

7 155 

4 395 

3 177 

13 092 

3 294 

7 332! 

2 466 

13 320 

5 334 

4 387 

3 599 

10 569 

3 480 

4 801 

2 200 

37 956 

23 839 

6 983 

7 134 

43 758 

26 905 

9 300! 

7 553 

112 876 

62 275 

26 474 

24 127 

113 141 

59 030 

33 078 

21 033 

84 457 

55 174 

i 

1 

14 609 

14 674 

101 976 

57 524 

28 590 

15 862 

8 938 

2 423 

3 316 

3 199 

4 553 

715 

1 655 

2 103 

19 468 

4 678 

8 549 

6 241 

6 583 

791 

2 817 

2 975 

8 926 

5 636 

1 295 

1 995 

10 358 

7 926 

1 386 

1 046 

BO 328 

50 300 

16 003 

14 025 

85 491 

43 893 

27 864 

13 714 

8 293 

2 360 

3 580 

2 353 

2 511 

715 

1 019 

777 

218 

133 

31 

54 

166 

35 

52 

79 

14 386 

3 565 

5 350 

5 471 

13 762 

6 225 

2 498 

5 039 

420 

182 

116 

122 

589 

201 

226 

162 

305 

99 

99, 

107 

247 

35 

9 

203 


Michigan 
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Tiiblc I'i. — Structuhal Chakacti;ristics and Hicating hQuiPMENT, for bMSA's, Constituent Counties, 
Peaces of ^(.^OOO (nmaihtants or More, Urban Balanci;, Rural Total, and Urbanized Areas: 
1 960 — Con. 

[Based on sample; see text. '^U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


STANDARD metropolitan STATISTICAL AREAS-- CON. 


SUBJECT 

JACKSON 1 

KALAMAZOO 

THE AREA 

JACKSON 

county 

JACKSON 

URBAN 

BALANCE 

RURAL 

THE AREA 

KALAMAZOO 

COUNTY 

KALAMAZOO 

URBAN 

BALANCE 

RURAL 

UNITS IN STRUCTURE 






— 



all UNITS 

41 154 

16 843 

7 671 

16 640 

52 437 

25 499 

10 860 

16 070 

it DETACHED . . . 

33 655 

11 410 

7 151 

15 094 

41 781 

16 670 

LO 346 

14 765 

It ATTACHED 

i 104 

779 

115 

210 

973 

454 

203 

316 


2 354 

1 907 

106 

261 

3 658 

3 139 

162 

357 

3 AND 4 

1 477 

1 397 

25 

55 

2 376 

2 214 

47 

115 

5 OR MORE 

1 310 

1 250 

37 

23 

3 094 

2 923 

19 

152 

TRAlLERl 









ON PERMANENT FOUNDATION. ........ 

113 

. • . 

12 

101 

15 

• 4 . 

7 

a 

MOBILE 

1 141 

20 

225 

896 

540 

99 

84 

357 

OWNER OCCUPIED 

29 205 

10 639 

6 629 

11 937 

36 391 

15 346 

9 170 

11 867 

it DETACHED 

26 788 

9 563 

6 363 

10 862 

34 204 

13 938 

8 991 

U 275 

It attached 

304 

205 

39 

60 

239 

88 

57 

94 


726 

595 

29 

102 

1 017 

837 

46 

134 

3 AND 4 

207 

202 

« • . 

5 

333 

307 

5 

21 

5 OR MORE. • . • 

54 

54 

. . . 

1 . . 

86 

81 

. . • 

5 

TRAILER 

1 126 

20 

198 

908 

512 

95 

79 

338 

renter occupied . . . 

8 315 

5 500 

757 

2 058 

11 748 

6 510 

1 165 

2 073 

if DETACHED 

3 740 

1 564 

526 

1 650 

4 624 

2 149 

887 

1 588 

if ATTACHED. ....... 

730 

544 

59 

127 

582 

329 

122 

131 


1 432 

1 232 

71 

129 

2 197 

1 938 

92 

167 

3 AND 4 

1 168 

1 097 

25 

46 

1 783 

1 683 

38 

62 

S TO 

657 

635 

10 

12 

1 122 

1 055 

14 

53 

10 TO 19 

156 

140 

11 

5 

810 

790 

... 

20 

20 TO 49 

215 

199 

16 

. • * 

331 

306 

• . . 

25 

50 OR MORE 

S9 

B9 

• « • 

... 

256 

256 

... 

. • * 

TRAILER. . 

128 

... 

39 

89 

43 

4 

12 

27 

VACANT available FOR RENT. ...... 

480 

341 

53 

86 

1 227 

872 

112 

243 


216 

99 

47 

70 

404 

173 

92 

139 

2 TO 

170 

154 

6 

10 

424 

350 

15 

59 

5 TO 9 . 

32 

32 


. . * 

96 

86 

5 

5 

10 OR MORE 

62 

56 

« . . 

6 

303 

263 

t • • 

40 

1 

YEAR STRUCTURE BUILT 









ALL UNITS 

41 156 

16 043 

1 

1 7 671 

16 642 

52 437 

25 499 

10 868 

16 070 

1959 TO MARCH I960 

1 237 

51 

286 

900 

2 514 

479 

757 

1 278 

1955 TO 1958 

3 672 

266 

1 047 

2 359 

6 377 

1 545 

2 002 

2 030 

1950 TO 1954 

4 031 

506 

1 402 

2 123 

6 727 

2 3B1 

2 230 

2 116 

1940 TO 1949 

4 736 

569 

1 454 

2 713 

6 761 

2 425 

2 179 

2 157 

1930 TO 1939 

4 124 

1 536 

1 097 

1 491 

5 582 

2 666 

1 545 

1 371 

1929 OR earlier 

23 356 

13 915 

2 385 

7 056 

24 476 

16 003 

2 155 

6 310 

OWNER OCCUPIED ..... 

29 132 

10 639 

6 602 

11 891* 

36 352 

15 346 

9 172 

U 834 

1955 TO MARCH 1960 ............ 

4 154 

240 

1 207 

2 707, 

7 272 

1 614 

2 340 

3 310 

1950 TO 1954 . « • . 

3 275 

450 

1 244 

1 58i' 

5 691 

1 942 

1 969 

1 780 

1940 TO 1949 

3 463 

450 

1 255 

1 75B 

5 466 

1 956 

1 906 

1 604 

1939 OR EARLIER 

18 240 

9 499 

2 896 

5 B45 

17 923 

9 834 

2 949 

5 140 

ALL HOUSING UNITS 

41 160 

16 843 

7 671 

16 646 

52 437 

25 499 

i 

10 868 

16 070 

BASEMENT 









BASEMENT 

32 206 

16 127 

5 563 

10 516 

43 754 

23 524 

e 490 

11 740 

CONCRETE SLAB 

3 456 

369 

846 

2 239 

4 704 

1 508 

1 379 

1 817 

OTHER 

5 492 

347 

1 260 

3 885 

3 979 

467 

999 

2 513 

HEATING EQUIPMENT 









STEAM OR HOT WATER 

3 464 

2 376 

374 

714 

5 298 

3 814 

456 

1 026 

WARM AIR furnace . 

29 374 

13 373 

5 791 

10 210 

38 768 

19 746 

8 526 

10 496 

FLOOR 1 WALUi OR PiPELESS FURNACE 

1 246 

242 

345 

659 

2 071 

656 

581 

634 

BUILT-IN ELECTRIC UNITS 

68 

UO 

12 

16 

135 

50 

26 

57 

OTHER MEANS WITH FLUE. .... 

6 536 

756 

1 118 

4 662 

5 672 

1 097 

1 246 

3 329 

other means WITHOUT FLUE 

191 

45 

23 

123 

214 

lOB 

22 

84 

NONE 

277 

11 

8 

258 

279 

28 

9 

242 


24-38 


State and Small Areas 


Table 14.— Structural Characteristics and Heating Equipment, for SMSA's. Constituent Counties, 
^ , r TT n.. at^ttt T IwnAxnvKn Awras: 


Units in AScructurc Basement 

le 14. STRUCTURAL L.HARACTE1HSTJCS ANU i-iisAuiNej , A ^ • Trailer Hearing liciiiipiik-nt 

Places of 50,000 Inhaditan-ts or More, Urban Balance, Rural Total, and Urbanized areas. Yeur Structure Built 
L960 — Con. , *. j i i 

[Based on sample; see text. “U’^ denotes an unincorporated place] 


SUBJECT 


UNITS IN STRUCTURE 


kLL UNITS. . . . . . 

It DETACHED. 

1, ATTACHED. ....... 



3 AND 4. . . 

5 OR MORE 

TRAILER! 

ON PERMANENT FOUNDATION. 

mobile .... 


OWNER OCCUPIED 
It DETACHED. . . . 
1. ATTACHED. . . . 



3 AND 

5 OR moke* .... 
TRAILER 


RENTER OCCUPIED. 
It DETACHED 

it attached 



3 AND 4 

5 TO 

10 TO 19 

20 TO 49 

50 OR MORE 

TRAILER 


VACANT AVAILABLE FOR RENT. 

1 

2 TO 

5 TO 9 . 

10 OR MORE 


YEAR STRUCTURE BUILT 


ALL HOUSING UNITS. . 

BASEMENT 


HEATING EQUIPMENT 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


LANSING 


THE 

AREA 


91 060 
73 098 

2 039 
5 923 

3 566 

4 891 


125 
1 418 


63 942 
59 453 
655 
1 781 
487 
116 
1 450 


21 175 
9 663 
1 220 


101 

630 

647 

275 

310 

236 

93 


ALL UNITS. . 
1959 TO MARCH I960 
1955 TO 1958 . . • 
1950 TO 1954 . . . 
1940 TO 1949 • • • 
1930 TO 1939 • . . 
1929 OR EARLIER. . 

OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . , 
1939 OR EARLIER. . 


B58 

780 

829 

125 

124 


COUNTIES 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . . . 


STEAM OR HOT WATER . 

WARM AIR FURNACE 

FLOOR 1 WALLi OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . . 
NONE 


91 060 
2 905 
11 236 
10 086 
11 662 
9 447 
45 724 


64 034 
10 438 
8 468 
B 954 
36 174 


73 357 
7 549 
10 154 


10 204 
60 849 
5 668 
383 
12 947 
518 
491 


.INTON 

EATON 

INGHAM 

LANSING 

11 178 

15 780 

64 102 

35 467 

10 179 

13 718 

49 201 

26 288 

242 

373 

1 424 

623 

247 

970 

4 706 

4 076 

106 

371 

3 089 

2 625 

38 

128 

4 725 

1 738 

53 

40 

32 

. • . 

313 

180 

925 

117 

8 591 

11 618 

43 733 

23 975 

8 023 

10 947 

40 483 

22 047 

96 

130 

429 

213 

88 

297 

1 396 

1 133 

25 

51 

411 

389 


5 

111 

85 

359 

18B 

903 

108 

1 737 

2 563 

16 875 

9 583 

1 399 

1 685 

6 579 

3 343 

123 

218 

879 

376 

113 

306 

2 682 

2 389 

57 

230 

2 343 

1 956 

33 

66 

1 548 

936 

5 

26 

2 244 

250 

1 w t 

• » . 

310 

115 

t < r 

» . . 

i 236 

209 

7 

32 

54 

9 

141 

324 

1 393 

925 

109 

163 

500 

239 

32 

136 

661 

580 


19 

106 

87 


6 

118 

I9i 

11 178 

15 780 

64 102 

35 467 

382 

567 

1 956 

689 

1 205 

1 658 

a 373 

2 555 

963 

1 287 

7 036 

3 465 

1 321 

1 451 

8 890 

3 910 

830 

1 263 

7 354 

4 191 

6 477 

9 554 

29 693 

20 657 

8 595 

11 641 

43 798 

24 000 

1 390 

1 820 

7 228 

2 866 

852 

1 060 

6 556 

3 120 

1 041 

1 145 

6 768 

3 290 

5 312 

7 616 

23 246 

14 724 

11 178 

15 780 

64 125 

35 468 

8 864 

12 578 

51 915 

31 937 

685 

955 

5 909 

1 605 

1 629 

2 247 

6 278 

1 925 

B35 

883 

8 486 

4 225 

6 300 

9 782 

44 767 

27 307 

726 

1 068 

3 874 

2 052 

51 

64 

268 

132 

3 164 

3 581 

6 202 

1 5B1 

43 

1 79 

396 

133 

59 

323 

109 

37 


URBAN 

BALANCE 


26 641 
19 964 
964 
1 144 
777 
3 114 


36 

642 


17 935 
16 454 
256 
464 
93 
31 
637 


28 952 
26 646 
452 
703 
164 
39 


89 

659 


22 032 
20 952 
186 
184 
5 


705 


7 216 
2 507 
645 
517 
568 
706 
2 010 
195 
27 
41 


495 

185 

181 

24 

105 


26 641 

1 079 
5 608 

3 747 

4 165 

2 782 
9 260 


17 951 
3 900 
2 959 
2 097 
8 195 


4 376 
3 813 
199 
195 
106 
5 
15 


MUSKEGON-MUSKEGON HEIGHTS 


THE 

AREA 


MUSKEGON 

COUNTY 


46 430 
39 065 
1 200 
2 698 
1 648 
1 353 


33 558 
31 390 
462 
914 
230 
120 
434 


438 

356 

68 

14 


2B 952 

1 137 
3 073 

2 874 

3 587 
2 474 

15 B07 


26 663 


19 438 
3 842 
3 361 


4 466 
16 867 
1 807 
114 
3 148 
189 
48 


22 083 
3 672 
2 309 
2 767 
13 255 


B B68 
4 410 
652 
1 502 
1 224 
580 
236 
114 
110 
32 


urban 


021 

349 

323 

92 

57 


240 

562 

380 

238 

181 


33 551 
5 159 
4 530 
7 233 
16 629 


21 982 
2 102 
4 868 


1 511 
16 675 
1 809 
137 
B 218 
196 
406 


31 177 
5 729 
9 524 


3 670 
26 893 
3 182 
49 
11 946 
340 
357 


627 

187 

294 

92 

54 


31 191 
642 
2 293 
2 625 
5 368 
4 337 
15 926 


22 149 
2 623 
2 336 
4 321 
12 869 


RURAL 


31 176 

IS 25t 

24 641 

14 42U 

1 048 

is: 

2 574 

iZt- 

1 549 

9' 

1 304 

4£ 

60 

£ 

39£ 

22 127 

11 43: 

20 461 

10 93' 

411 

5: 

809 

2! 

209 

2 

100 

21 

57 

37' 

7 438 

1 43i 

3 195 

1 21 

589 

6 

1 450 

5i 

1 164 

61 

582 


231 


114 

« • 

110 

» • 


24 054 
2 600 
4 442 


2 886 
19 745 
1 932 
21 

6 282 
263 
62 


19 

16 

2 


15 25 
59 

2 26 

2 75 

3 87 
1 84 
3 91 


11 40 
2 53 
2 19 

2 91 

3 76 


15 25 


7 i; 
3 Ot 
5 01 


7< 

7 

1 2 ! 


5 6( 
2 ' 


T:ihlc M — Structural CiiARACTi-iiKSTics and Hi.:ating Iiqui ilment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhahitaimts or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960 — Con. 

[Baaed on sample; see text. “U" denotes an unincorporated place] 


Units in Structure Basement 
Trailer Hearing Equipment 

Year Structure Built 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS— CON. 

URBANIZED AREAS 

SAGINAW 

ANN 

ARBOR 

BAY CITY 

DETROIT 

THE AREA 

SAGINAW 

COUNTY 

SAGINAW 

URBAN 

BALANCE 

RURAL 

UNITS IN STRUCTURE 








ALL UNITS 

55 899 

29 918 

9 315 

16 666 

34 46B 

22 243 

1 085 733 

li DETACHED 

46 365 

21 752 

a 873 

15 740 

20 507 

17 534 

748 242 

It ATTACHED 

1 613 

1 310 

121 

182 

701 

341 

53 617 


3 505 

3 187 

180 

13a 

3 226 

2 056 

124 095 

3 AND 

2 010 

1 892 

72 

46 

3 206 

1 272 

39 868 

5 OR MORE 

1 792 

1 773 

• . • 

19 

6 363 

745 

114 620 

TRAILERl 








ON PERMANENT FOUNDATION 

83 

. . . 

26 

55 

» ■ f 

53 

122 

MOBILE 

531 

4 

41 

486 

465 

240 

5 169 

OWNER OCCUPIED 

41 121 

19 608 

8 032 

13 481 

19 157 

16 538 

720 016 

It DETACHED 

38 815 

18 074 

7 843 

12 898 

17 258 

15 146 

646 953 

It ATTACHED 

501 

387 

61 

53 

144 

128 

18 067 


950 

866 

49 

35 

836 

744 

41 983 

3 AND 4 

225 

206 

19 

... 

356 

209 

4 593 

S OR MORE 

71 

71 

1 • . 

« • • 

160 

43 

3 443 

TRAILER 

559 

4 

60 

495 

403 

266 

4 977 

RENTER OCCUPIED 

11 749 

8 955 

850 

1 944 

13 495 

4 763 

301 978 

it DETACHED 

5 329 

3 012 

630 

1 687 

2 549 

1 869 

76 768 

It ATTACHED 

1 026 

881 

54 

91 

495 

201 

30 990 


2 1B2 

1 994 

117 

71 

2 184 

1 145 

70 472 

3 AND 

1 538 

1 459 

40 

39 

2 572 

946 

29 429 

5 TO 9 

917 

907 

... 

10 

3 387 

374 

20 643 

10 TO 19 

296 

296 

t . . 

. • * 

999 

111 

20 495 

20 TO 49 

293 

293 

* « . 

. • • 

1 021 

92 

31 869 

50 OR MORE 

113 

113 

. 1 . 

. . . 

226 

• • • 

20 998 

TRAILER 

55 

• . . 

9 

46 

62 

25 

314 

VACANT available FOR RENT. ...... 

650 

497 

57 

96 

1 064 

328 

35 997 


217 

102 

30 

85 

178 

66 

a 203 

2 TO 

357 

319 

27 

11 

361 

168 

12 685 

5 TO 

52 

52 

. . * 

... 

258 

49 

2 674 

10 OR MORE 

24 

24 

... 

. . • 

267 

45 

12 435 

YEAR STRUCTURE BUILT 








ALL UNITS 

55 897 

29 916 

9 315 

16 666 

34 468 

22 243 

1 085 761 

1959 TO MARCH 1960 

1 789 

348 

572 

869 

1 843 

398 

28 732 

1955 TO 1958 

5 969 

1 411 

2 365 

2 193 

6 693 

1 520 

122 502 

1950 TO 1954 

6 200 

2 089 

1 780 

2 331 

3 983 

2 249 

162 702 

1940 TO 1949 

6 899 

2 660 

1 519 

2 720 

4 543 

2 578 

190 456 

1930 TO 1939 

6 048 

3 143 

1 009 

1 896 

3 047 

1 721 

141 256 

1929 OR EARLIER 

28 992 

20 265 

2 070 

6 657 

14 359 

13 777 

440 113 

OWNER OCCUPIED 

41 114 

19 608 

8 033 

13 473 

19 152 

16 538 

720 046 

1955 TO MARCH 1960 

6 609 

1 257 

2 672 

2 680 

5 792 

1 700 

127 031 

1950 TO 1954 

5 636 

1 861 

1 667 

2 108 

3 058 

2 098 

142 273 

1940 TO 1949 

5 621 

2 005 

1 377 

2 239 

2 826 

2 320 

157 765 

1939 OR EARLIER 

23 248 

14 485 

2 317 

6 446 

7 476 

10 420 

292 977 

ALL HOUSING UNITS 

55 905 

29 918 

9 318 

16 669 

34 470 

22 243 

1 085 990 

basement 








BASEMENT 

31 479 

19 054 

4 467 

7 958 

26 485 

16 248 

907 191 

CONCRETE SLAB 

6 098 

2 524 

1 215 

2 359 

3 277 

947 

72 161 

OTHER 

IB 322 

8 340 

3 633 

6 349 

2 706 

5 048 

106 381 

HEATING EQUIPMENT 








STEAM OR HOT WATER 

7 453 

5 130i 

932 

1 391 

7 750 

2 729 

233 712 

WARM AIR FURNACE 

29 495 

15 944 

5 544 

8 007 

24 699 

14 039 

729 140 

FLOOR 1 WALLi OR PIPELESS FURNACE 

2 964 

1 765 

496 

703 

719 

996 

33 235 

BUILT-IN ELECTRIC UNITS 

84 

35 

B 

41 

27 

1 B 

1 830 

OTHER MEANS WITH FLUE 

15 318 

6 777 

2 253 

6 2B8 

1 171 

4 252 

79 941 

other MEANS WITHOUT FLUE 

340 

182 

69 

89 

94 

177 

6 667 

NONE 

243 

83 

13 

147 

8 

32 

1 236 




24-40 


State and Small Areas 


Table 14. — Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, l^nits in Scructurc Bnsc-mcnc 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: ^ n -i Iqnipim-nr 

Y Ciif btruccurc* 13uiit 

I960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


urbanized areas— con. 


SUBJECT 


UNITS IN STRUCTURE 


ALL UNITS. .... 

If DETACHED 

It ATTACHED 



3 AND 4 

5 OR MORE 

TRAILER* 

ON PERMANENT FOUNDATION 
MOBILE ........ 


OWNER OCCUPIED 
li DETACHED. . . , 

ii attached. . . . 

2 *. 

3 AND A. .... . 

5 OR MORE 

TRAILER 


RENTER OCCUPIED 
li DETACHED. . . . 
it ATTACHED. . . . 

3 AND 4 

5 TO 9 ..... . 

10 TO 19 

20 TO 49 

50 OR MORE .... 
TRAILER 


VACANT available FOR RENT 



2 TO 

5 TO 9 

10 OR MORE 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
1959 TO MARCH 1960 
1955 TO 1958 . . , 
1950 TO 1954 . , , 
1940 TO 1949 . . . 
1930 TO 1939 . . • 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . • . 
1939 OR earlier. . 


ALL HOUSING UNITS 


BASEMENT 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . . . 


HEATING EQUIPMENT 


STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR t WALL. OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . . 
NONE 


FLINT 

GRAND 

RAPIDS 

JACKSON 

KALAMAZOO 

LANSING 

MUSKEGON- 

MUSKEGON 

HEIGHTS 

SAGINAW 

B4 68a 

91 267 

23 055 

35 251 

51 835 

29 576 

38 395 

66 445 

66 161 

17 187 

25 959 

38 043 

23 145 

29 949 

2 193 

2 383 

072 

645 

1 168 

1 038 

1 412 

7 216 

12 263 

2 063 

3 271 

4 417 

2 514 

3 281 

4 063 

5 171 

1 415 

2 252 

2 900 

1 524 

1 919 

3 289 

4 164 

1 287 

2 938 

4 705 

1 299 

1 773 

17 

25 

8 

3 

8 

« • f 

16 

1 465 

1 100 

223 

183 

594 

56 

45 

61 204 

64 460 

16 029 

23 704 

34 483 

20 948 

27 029 

56 107 

58 233 

14 713 

22 124 

31 804 

19 311 

25 351 

821 

744 

239 

145 

314 

406 

443 

2 246 

3 669 

619 

877 

1 286 

874 

901 

562 

619 

202 

307 

400 

204 

211 

164 

159 

54 

B1 

111 

100 

71 

1 304 

1 036 

202 

170 

568 

53 

52 

18 414 

22 368 

6 113 

9 482 

14 725 

7 218 

9 639 

7 305 

6 271 

1 995 

2 871 

4 818 

3 045 

3 568 

1 204 

1 511 

596 

443 

794 

584 

921 

4 111 

7 286 

1 278 

2 014 

2 557 

1 410 

2 051 

2 963 

3 790 

1 115 

1 721 

2 199 

1 144 

1 481 

1 450 

1 858 

645 

1 065 

1 543 

577 

907 

499 

584 

151 

790 

2 234 

231 

296 

522 

475 

215 

306, 

310 

114 

293 

1B2 

504 

89 

256 

236 

110 

113 

178 

89 

29 

16 

34 

3 

9 

2 241 

2 099 

374 

955 

1 166 

610 

529 

836 

286 

126 

240 : 

340 

170 

132 

984 

1 323 

160 

361 

602 

294 

321 

221 

297 

32 

91 

106 

92 

52 

200 

193 

56 

263 

118 

54 

24 

84 688 

91 279 

23 055 

35 251 

51 835 

29 591 

38 393 

2 430 

2 394 

306 

1 125 

1 479 

581! 

904 

10 749 

B 778 

1 167 

3 395 

7 103 

2 075 

3 716 

12 440 

11 726 

1 694 

4 468 

6 281 

2 411 

3 002 

11 616 

9 162 

1 716 

4 381 

7 160 

5 0411 

4 005 

12 737 

0 188 

2 348 

3 961 

6 244 

4 196 

4 113 

34 716 

51 031 

15 824 

17 921 

23 568 

15 287 

21 773 

61 209 

64 469 

16 002 

23 698 

34 524 

20 970 

27 030 

li 348 

i 10 176 

1 283 

3 755 

5 663 

2 390 

3 057 

10 991 

10 667 

1 504 

3 ail 

5 284 

2 166 

3 469 

9 347 

a 233 

1 436 

3 681 

5 454 

4 041 

3 292 

29 523 

35 393 

; 11 779 

12 451 

18 123 

12 373 

16 412 

84 688 

91 283 

23 055 

35 251 

51 858 

29 591 

38 398 

66 356 

85 571 

20 677 

31 290 

42 915 

23 119 

22 984 

5 501 

2 326 

996 

2 715 

4 874 

2 427 

3 678 

12 031 

3 370 

1 382 

1 246 

4 046 

4 030 

U 733 

6 603 

9 221 

2 676 

4 219 

7 611 

2 730 

5 935 

63 234 

71 477 

18 217 

27 533 

37 596 

18 999 

21 064 

5 712 

1 661 

504 

1 156 

2 886 

1 822 

2 221 

156 

79 

52 

75 

218 

21 

43 

8 491 

B 370 

1 523 

2 101 

3 024 

5 718 

8 783 

294 

427 

64 

130 

239 

255 

251 

198 

44 

19 

37 

61 

46 

96 


Michigan 


24-41 


Table 15. — Occupancy Ciiauactf.uistics, tor SMSA’s, CoNSTrrui-N'r Cuuntifs, Places ou 50,000 iNiiAUiTANTs Popubciou 
OR Mori:, Urban Balance, Rural Total, and UunANizi-n Areas: 1960 Ic-isons 

[Based on sample; sco text. “U" denotes an unincorporated place] 


Persons |^c^ Room 
Year Moved into Unit 


standard metropolitan statistical areas 


SUBJECT 

ANN ARBOR 


BAY 

CITY 


THE AREA 

WASHTENAW 

COUNTY 

ANN ARBOR 

URBAN 

BALANCE 

RURAL 

THE AREA 

BAY 

COUNTY 

BAY CITY 

URBAN 

BALANCE 

RURAL 

population 









POPULATION IN HOUSING UNITSi i960 

153 689 

56 370 

51 843 

45 476 

107 738 

53 697 

19 543 

34 498 

PER OCCUPIED UNIT 

3.3 

2.V 

3.5 

3.6 

3,6 

3.4 

3.7 

3.9 

OWNER 

3.6 

3.4 

3.7 

3.6 

3,7 

3.5 

3.7 

3.9 

RENTER 

2.7 

2.3 

3.0 

3.5 

3.1 

2.9 

3.3 

4.0 

POPULATION IN DWELLING UNITSi 1950 . . . « 

113 871 

35 OOi 

■ * . 

. . . 

87 586 

51 774 

* . . 

» • * 

PER OCCUPIED UNIT 

3.3 

3.0 

. . . 

... 

3.5 

3.4 

. . . 

... 

ALL OCCUPIED UNITS 

47 272 

19 726 

14 760 

12 778 

30 062 

15 991 

5 310 

6 761 

PERSONS 









OWNER OCCUPIED . . 

30 271 

10 125 

10 352 

9 794 

24 300 

11 838 

4 700 

7 762 

1 PERSON . 

2 315 

833 

729 

753 

2 151 

1 207 

300 

564 

2 PERSONS 

8 133 

2 893 

2 519 

2 721 

6 102 

3 210 

1 064 

1 628 

3 PERSONS 

5 671 

1 953 

1 B94 

1 024 

4 126 

2 050 

907 

1 169 

4 PERSONS 

5 797 

1 977 

2 012 

1 aoa 

4 513 

2 076 

1 004 

1 433 

5 PERSONS 

4 392 

1 481 

1 595 

1 316 

3 308 

1 454 

707 

1 147 

6 PERSONS 

2 213 

670 

778 

757 

2 222 

942 

402 

878 

7 PERSONS 

923 

169 

463 

291 

1 001 

434 

202 

365 

8 PERSONS OR MORE 

827 

141 

362 

324 

877 

385 

114 

378 

MEDIAN 

3.3 

3.2 

3.5 

3.3 

3.4 

3.2 

3.6 

3.7 

RENTER OCCUPIED 

17 001 

9 601 

4 416 

2 984 

5 762 

4 153 

610 

999 

1 PERSON 

4 236 

2 989 

B96 

351 

1 192 

990 

39 

113 

2 PERSONS* 

5 374 

3 325 

1 301 

740 

1 399 

i 078 

130 

191 

3 PERSONS 

3 097 

1 676 

840 

573 

1 040 

746 

139 

155 

4 PERSONS 

2 133 

990 

643 

500 

922 

635 

122 

165 

5 PERSONS 

1 046 

364 

311 

371 

594 

375 

72 

147 

6 PERSONS 

593 

185 

192 

216 

318 

168 

35 

115 

7 PERSONS. * 

239 

39 

102 

98 

142 

85 

15 

42 

B PERSONS OR MORE 

2,83 

33 

123 

127 

155 

76' 

8 

71 

MEDIAN 

2.3 

2.0 

2.5 

3.2 

2.8 

2.5 

3.1 

3.7 

PERSONS PER ROOM 









OWNER OCCUPIED 

30 271 

10 125 

10 352 

9 794 

24 300 

11 838 

4 700 

7 762 

0.50 OR LESS 

13 732 

5 080 

3 967 

4 605 

10 446 

5 864 

1 644 

2 938 

0.51 TO 0.75 

6 904 

2 349 

2 119 

2 436 

5 341 

2 620 

1 162 

1 559 

0.76 TO 1.00 * . . . 

7 222 

2 290 

2 966 

1 966 

5 972 

2 519 

1 349 

2 104 

1.01 TO 1.50 

2 018 

364 

1 062 

592 

2 077 

728 

426 

923 

1.51 OR MORE 

395 

42 

238 

1 15 

464 

107 

119 

238 

RENTER OCCUPIED 

17 001 

9 601 

4 416 

2 984 

5 762 

4 153 

610 

999 

0.50 OR LESS 

5 516 

3 262 

1 297 

957 

2 060 

1 582 

lao 

298 

0.51 TO 0.75 

4 430 

2 451 

1 116 

863 

1 419 

1 022 

156 

241 

0.76 TO 1.00 

5 065 

3 027 

1 283 

755 

1 520 

1 065 

218 

237 

1.01 TO 1.50 

1 198 

415 

498 

265 

522 

338 

42 

142 

1.51 OR MORE 

792 

446 

222 

124 

241 

146 

14 

81 

YEAR MOVED INTO UNIT 









OWNER OCCUPIED 

30 271 

10 125 

10 352 

9 794 

24 300 

11 838 

4 700 

7 762 

1959 TO MARCH I960 

4 062 

1 303 

1 613 

1 146 

2 351 

883 

589 

879 

195B 

2 948 

912 

1 309 

727 

1 463 

531 

343 

589 

1957 

2 454 

876 

896 

682 

1 679 

645 

485 

549 

1954 TO 1956 ..... 

6 115 

2 032 

2 374 

1 709 

3 935 

1 711 

909 

1 315 

1950 TO 1953 

4 479 

1 501 

1 378 

1 600 

3 762 

1 740 

860 

1 154 

1940 TO 1949 

5 401 

1 718 

1 649 

2 034 

5 135 

2 642 

950 

1 543 

1939 OR EARLIER 

4 812 

1 783 

1 133 

1 896 

5 975 

3 678 

564 

1 733 

RENTER OCCUPIED 

17 001 

9 601 

4 416 

2 984 

5 762 

4 153 

610 

999 

1959 TO MARCH 1960 

9 927 

6 025 

2 491 

1 411 

2 709 

1 997 

329 

383 

1958 

2 3B9 

1 369 

610 

410 

768 

580 

58 

130 

1957 

1 036 

548 

281 

207 

470 

276 

63 

131 

1954 TO 1956 

i 413 

690 

428 

295 

726 

503 

87 

136 

1950 TO 1953 

950 

446 

278 

226 

439 

330 

47 

62 

1940 TO 1949 

853 

365 

234 

254 

353 

274 

7 

72 

1939 OR EARLIER 

433 

158 

94 

lai 

297 

193 

19 

85 


24-42 


State and Small Areas 


Table 15. — Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inuahitants Populacion 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. Persons 

[Based on sample; see text. "U” denotes an unincorporated place] 


Persons per lUxim 
Ye.ir Moved into Unit 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 
DETROIT 


SUBJECT 


COUNTIES 


PLACES 


THE AREA 


MACOMB 


OAKLAND 


WAYNE 


DEARBORN 


DETROIT 


LINCOLN 

PARK 


POPULATION 


POPULATION IN HOUSING UNITSi I960. 

PER OCCUPIED unit 

OWNER 

RENTER 

POPULATION IN DWELLING UNITSt 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 


PERSONS 


3 712 481 

3.4 
3.6 
3.0 

2 B95 406 

3.5 


405 120 
3.8 
3.8 
3.4 
IBl 681 
3.7 


681 764 

3.6 

3.7 
3,2 

387 024 
3,5 


2 625 597 
3,3 
3.6 
2,9 

2 326 701 
3,5 


no 942 
3.3 

3.5 

2.6 

93 062 

3.5 


1 645 020 
3.2 

3.4 
2.9 

1 762 107 

3.4 


53 334 
3.6 
3,8 
3.0 
29 255 
3.6 


704 668 


14 621 


OWNER OCCUPIED 

1 person 

2 PERSONS 

3 PERSONS. . . . • 

4 PERSONS. . . . . 

5 PERSONS 

6 PERSONS 

7 PERSONS 

S PERSONS OR more. 


767 603 
48 106 
199 090 
152 079 
154 394 
108 610 
58 496 
25 509 
21 319 


92 272 
4 028 
20 033 
17 560 
20 593 
15 328 
B 515 
3 641 
2 574 


157 365 
8 674 
38 228 
29 6B5 
34 390 
24 743 
12 337 
5 357 
3 951] 


517 966 
35 404 
140 829 
104 834 
99 411 
68 539 
37 644 
16 511 
14 794 


26 507 
1 544 
7 527 
5 696 
5 361 
3 517 
1 713 
679 
470 


299 472 
24 068 
90 710 
61 935 
51 280 
34 008 
19 170 
8 615 
8 886 


12 732 
51B 
2 971 
2 586 
2 620 
2 043 
I 052 
439 
303 


MEDIAN 


3.4 


3.7 


3,6 


3.3 3.2 


3*6 


RENTER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS. .... 

7 PERSONS 

8 PERSONS OR MORE, , 


313 046 

14 723 

31 621 

71 451 

1 804 

5 420 

89 985 

3 693 

8 685 

53 925 

3 042 

6 330 i 

39 783 

2 579 

4 615! 

25 664 

1 783 

3 0281 

14 960 

917 

1 7381 

7 946 

489 

886 

9 332 

416 

919 


266 702 

7 391 

215 365 

64 227 

1 805 

54 410 

77 607 

2 587 

63 119 

44 553 

1 329 

34 019 

32 509 

801 

25 000 

20 853 

499 

16 no 

12 305, 

192 

9 804 

6 571 

114 

5 318 

7 997 

64 

6 697 


1 889 
254 
645 
390 
335 
147 
62 
42 
14 


MEDIAN 


2,4 


3.1 


2.4 


2.2 


2.3 


2,6 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO l.OO . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . , . 


767 603 
323 513 
180 614 
195 197 
59 220 
9 0591 


92 272 
28 952 
21 648 
30 133 
10 081 
1 458 


157 365 
62 566 
40 270 
40 691 
U 883 
1 935 


517 966 
231 975 
110 696 
124 373 
37 256 
5 666 


26 507 
12 346 
6 612 
5 970 
1 443 
136 


299 472 
152 746 
68 011 
59 269 
16 902 
2 544 


12 732 
4 026 
2 918 
4 169 
I 433 
186 


RENTER OCCUPIED 
0.50 OR LESS . . , 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 


313 046 
122 650 
73 231 
79 776 
27 820 
9 569 


14 723 
4 279 

3 682 

4 439 
1 750 

373 


31 

621 

266 

702 

11 

371 

107 

000 

e 

085 

61 

264 

8 

042 

67 

295 

3 

102 

22 

968 

1 

021 

a 

175 


7 391 

215 365 

3 275 

87 854 

1 903 

48 477 

1 828 

54 112 

302 

16 242 

83 

6 680 


1 809 
669 
550 
492 
154 
16 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 

1957 

1954 TO 1956 . . . 

1950 TO 1953 . . . 

1940 TO 1949 . . . 

1939 OR earlier. . 


767 603 
76 359 
5l 359 
56 110 
164 777 
151 663 
168 332 
98 995 


92 272 
12 567 

7 583 

8 814 
26 132 
15 782 
14 188 

7 206 


157 365 
19 200 
13 399 

13 281 
38 124 
30 105 
28 533 

14 723 


517 966 
44 592 
30 377 
34 023 
100 521 
105 776 
125 611 
77 066 


26 507 
1 557 
1 144 
1 232 
4 003 
6 781 
8 196 
3 594 


299 472 
19 646 
13 516 
16 040 
48 622 
60 513 
85 171 
55 956 


12 732 

1 195 
647 
782 

2 678 
4 062 
2 425 

943 


RENTER OCCUPIED 
1959 TO MARCH 1960 

1956 

1957 

1954 TO 1956 . . , 

1950 TO 1953 . . . 

1940 TO 1949 . . , 

1939 OR earlier. . 


313 046 
127 130 
46 289 
29 960 
46 849 
26 457 
23 481 
12 880 


14 723 
8 028 
2 146 
1 226 
1 464 
86B 
621 
370 


31 621 
16 415 
4 776 

2 502 

3 522 
1 868 
1 800 

730 


266 

102 

39 

26 

41 

23 

21 

11 


702 

607 

367 

232 

863 

721 

060 

772 


7 

3 

1 


391 

215 365 

1 689 

066 

ao 035 

1 035 

117 

31 643 

242 

649 

22 021 

186 

982 

35 041 

195 

609 

19 757 

in 

673 

17 149 

76 

295 

9 719 

44 


Michigan 


24-43 


Table 15. — OicupANCv Charactcius'I'ics, ior SMSA*s, O'NS'rrrui'.NT Countims, Places op 50i000 Inhaihtants 
OR Mori;, Urran Balaxcii, Rurai, Totai., an’o Druanizi-d Arhas: 1960 — Con. 

[Bast’d on sample; aeo text. "U” denotes .'in imineorpo rated place] 


Population 

Persons 


Persoms per Room 
Year Moved into Unit 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 
OETROIT—CON. 


SUBJECT 



PLACES- 

-CON. 



URBAN 

balance 

RURAL 

LIVONIA 

PONTIAC 

ROSEVILLE 

ROYAL 

OAK 

ST CLAIR 
SHORES 

WARREN 

population 









POPULATION IN housing UNITS» i960 

66 157 

77 940 

50 762 

80 043 

77 217 

89 087 

1 269 406 

191 773 

PER OCCUPIED UNIT 

3.9 

3.4 

4,1 

3.5 

3.8 

3.7 

3.7 

3.7 

OWNER 

3.9 

3.5 

4.2 

3.8 

3.9 

3.B 

3.8 

3.7 

RENTER 

3.3 

3.0 

3.5 

2.5 

3.0 

3.4 

3.2 

3.8 

POPULATION IN DWELLING UNITS? 1950 . . . . 

17 410 

68 121 

15 781 

46 502 

19 790 

• . f 

. » • 

• • . 

PER OCCUPIED UNIT 

3.6 

3,4 

3.7 

3,6 

3.6 

... 

... 

. . . 

ALL OCCUPIED UNITS 

17 014 

23 224 

12 405 

22 803 

20 284 

23 941 

346 452 

51 170 

PERSONS 









OWNER OCCUPIED 

16 046 

15 451 

11 069 

18 365 

18 592 

20 911 

286 502 

41 956 

1 PERSON . 

380 

1 368 

345 

887 

599 

912 

14 117 

2 568 

2 PERSONS 

3 261 

4 283 

1 934 

4 232 

3 745 

4 540 

65 147 

10 740 

5 PERSONS. . . 

3 078 

3 000 

1 938 

3 600 

3 616 

4 415 

54 793 

7 422 

4 PERSONS 

3 931 

2 650 

2 539 

3 969 

4 349 

4 772 

64 409 

8 314 

5 PERSONS 

2 940 

1 909 

1 946 

3 041 

3 540 

3 277 

46 390 

5 999 

6 PERSONS . 

1 516 

1 136 

1 249 

1 545 

1 706 

1 755 

23 953 

3 701 

7 PERSONS 

538 

53B 

647 

609 

668 

737 

10 266 

1 773 

B PERSONS OR MORE 1 

402 

567 

471 

482 

369 

503 

7 427 

1 439 

median 

3.8 

3,2 

4,0 

3.6 

3.8 

3.6 

3.6 

3,5 

RENTER OCCUPIED. 

968 

7 773 

1 336 

4 438 

1 692 

3 030 

59 950 

9 214 

1 PERSON 

63 

1 762 

177 

1 166 

231 

306 

10 325 

924 

2 PERSONS 

287 

2 167 

310 

1 559 

536 

794 

16 175 

1 806 

3 PERSONS 

230 

1 468 

254 

858 

363 

638 

11 672 

1 904 

4 PERSONS 

147 

938 

196 

487 

283 

581 

9 183 

1 752 

5 PERSONS 

128 

594 

174 

158 

168 

416 

6 097 

1 173 

6 PERSONS 

60 

425 

121 

100 

59 

159 

3 224 

754 

7 PERSONS 

21 

189 

70 

65 

24 

71 

1 570 

462 

B PERSONS OR MORE. . . 

12 

230 

34 

45 

26 

65 

1 704 

439 

MEDIAN 

3.0 

2.5 

3,2 

2.2 

2.7 

3.2 

2.8 

3.5 

PERSONS PER ROOM 









OWNER OCCUPIED 

16 046 

15 451 

11 069 

18 365 

18 592 

20 911 

286 502 

41 956 

0.50 OR LESS 

4 825 

6 956 

2 662 

6 782 

5 251 

6 142 

104 356 

17 421 

0.51 TO 0. ^5 

3 037 

3 339 

2 341 

4 602 

4 142 

5 250 

69 380 

10 182 

0.76 TO 1.00 

5 675 

3 626 

3 867 

5 400 

7 051 

6 925 

83 339 

9 906 

1.01 TO 1.50 

1 535 

1 277 

1 872 

1 445 

1 922 

2 287 

25 42 a 

3 676 

1.51 OR MURE 

174 

253 

327 

136 

226 

307 

3 999 

771 

RENTER OCCUPIED 

968 

7 773 

1 336 i 

4 438 

1 692: 

3 030 

59 950 

9 214 

0.50 OR LESS 

309 

2 669 

324 i 

2 004 

689 

806 

21 483 

2 568 

0.51 TO 0.75 . 

314 

1 908 

323 

1 331 

464 

839 

14 875 

2 239 

0.76 TO 1.00 

235 

2 141 

441 

912 

429 

969 

15 527 

2 690 

1.01 TO 1.50 

91 

773 

184 

175 

86 

339 

6 175 

1 299 

1.51 OR MORE 

19 

282 

64 

16 

24 

77 

1 890 

41B 

YEAR MOVED INTO UNIT 







1 


OWNER OCCUPIED 

16 046 

15 451 

11 069 

18 365 

18 592 

20 911 

286 502 

41 956 

1959 TO MARCH i960 

3 058 

1 714 

1 356 

1 702 

1 973 

4 143 

34 177 

5 638 

1956 

2 088 

972 

696 

1 303 

1 335 

2 157 

23 786 

3 715 

1957 

1 434 

1 013 

689 

1 263 

1 643 

2 376 

26 169 

3 469 

1954 TO 1956 

4 650 

2 862 

2 620 

3 998 

8 168 

4 717 

73 069 

9 190 

1950 TO 1953 

2 565 

2 550 

3 403 I 

4 801 

3 005 

2 668 

54 810 

6 497 

1940 TO 1949 

1 642 

3 612 

i 264 

3 575 

1 607 

3 446 

48 906 

8 486 

1939 OR EARLIER 

609 

2 728 

841 

1 723 

661 

1 404 

25 575 

4 761 

RENTER OCCUPIED 

968 

7 773 

1 336 

4 438 

1 692 

3 030 

59 950 

9 214 

1959 TO MARCH i960 

598 

3 882 

753 

2 466 

872 

1 790 

20 109 

4 524 

1956 

119 

1 032 

200 

803 

290 

417 

8 928 

1 496 

1957 

60 

645 

117^ 

304 

150 

217 

4 838 

773 

1954 TO 1956 

93 

911 

124j 

427 

195 

311 

7 581 

989 

1950 TO 1953 

43 

552 

95 

242 

128 

157 

4 177 

586 

1940 TO 1949 

33 

482 

25 

147 

33 

97 

4 210 

556 

1939 OR earlier 

22 

269 

22i 

49 

24 

41 

2 107 

288 
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State and Small Areas 


Table 15. — Occupancy Characteristics, for SMSA s, Constituent CountiEvS, Places of 50,000 Inhabitan'i's 
OR More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Popul;ition 

Persons 


Pcr.sons per Uooni 
Yc.ir Moved inro Unir 


SUBJECT 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


GRAND RAPIDS 


the area 

GENESEE 

county 

FLINT 

URBAN 

balance 

RURAL 

THE AREA 

KENT 

COUNTY 

GRAND 

RAPIDS 

URBAN 

balance 

rural 

370 405 

193 470 

94 056 

82 879 

357 335 

173 597 

116 413 

67 325 

3.5 

3.3 

3.8 

3.8 

3.4 

3.1 

3.6 

3,7 

3.6 

3.4 

3.8 

3.8 

3.5 

3.3 

3.7 

3,7 

3.2 

3.0 

3.5 

3.9 

2.9 

2.7 

3.3 

3.5 

266 778 

159 384 

• . « 

... 

280 726 

171 399 

• • » 

* . « 

3.4 

3.3 

... 

... 

3.3 

3.2 


... 

105 188 

5B 592 

24 B24 

21 772 

105 765 

55 514 

32 060 

18 191 

S3 538 

42 849 

21 460 

19 229 

8l 004 

35 740 

29 223 

16 041 

5 954 

3 736 

1 163 

1 055 

7 590 

4 473 

2 034 

1 083 

22 632 

12 939 

4 873 

4 820 

22 411 

10 802 

7 168 

4 441 

15 U54 

a 091 

3 922 

3 441 

13 829 

6 225 

4 972 

2 632 

15 943 

7 702 

4 563 

3 678 

14 500 

5 374 

6 383 

2 743 

11 639 

5 344 

3 422 

2 873 

11 065 

4 189 

4 530 

2 338 

6 437 

2 73B 

1 852 

1 847 

6 247 

2 367 

2 371 

1 509 

2 92B 

1 229 

859 

840 

3 043 

1 259 

1 102 

682 

2 551 

1 070 

806 

675 

2 319 

1 051 

655 

613 

3.4 

3.1 

3,7 

3.6 

3.3 

2.9 

3.6 

3.4 

21 650 

15 743 

3 364 

2 543 

24 761 

19 774 

2 837 

2 150 

4 585 

3 786 

499 

300 

6 261 

5 621 

373 

267 

5 181 

4 071 

633 

477 

6 760 

5 519 

715 

526 

3 962 

2 827 

658 

4 77 

4 288 

3 282 

604 

402 

3 076 

1 988 

666 

422 

3 213 

2 384 

496 

333 

2 104 

1 401 

386 

317 

2 063 

1 397 

366 

300 

1 310 

752 

305 

253 

1 125 

793 

152 

180 

601 

376 

95 

130 

52B 

401 

67 

60 

831 

542 

122 

167 

523 

377 

64 

82 

2.8 

2.5 

3,3 

3.5 

2.4 

2.3 

3,0 

3,2 

83 538 

42 849 

21 460 

19 229 

81 004 

35 740 

29 223 

16 04i 

34 709 

20 028 

7 188 

7 493 

38 225 

20 001 

11 247 

6 977 

18 422 

9 337 

4 787 

4 298 

18 497 

7 691 

7 132 

3 674 

20 944 

9 599 

6 298 

5 047 

17 913 

6 172 

a 013 

3 720 

7 829 

3 287 

2 607 

1 935 

5 598 

1 671 

2 545 

1 382 

1 634 

598 

580 

456 

771 

205 

286 

280 

21 650 

15 743 

3 364 

2 543 

24 761 

19 774 

2 837 

2 150 

7 115 

5 532 

881 

702 

11 076 

9 259 

1 017 

800 

5 115 

3 697 

820 

598 

5 906 

4 499 

848 

559 

5 873 

4 147 

1 014 

712 

5 687 

4 506 

671 

510 

2 488 

1 609 

489 

390 

1 681 

1 232 

254 

195 

1 059 

758 

160 

141 

411 

278 

47 

86 

83 538 

42 849 

21 460 

19 229 

B1 004 

35 740 

29 223 

16 041 

10 036 

4 354 

3 158 

2 524 

8 931 

2 761 

4 272 

1 B9B 

5 846 

2 547 

1 838 

1 461 

6 023 

1 949 

2 727 

1 347 

6 417 

2 959 

1 834 

1 624 

5 496 

1 915 

2 406 

1 175 

18 235 

9 117 

4 930 

4 188 

16 286 

6 178 

6 606 

3 300 

14 422 

7 723 

3 666 

3 033 

13 876 

5 943 

5 328 

2 605 

16 952 

9 229 

3 869 

3 854 

15 750 

8 015 

4 623 

3 112 

1 1 630 

6 920 

2 165 

2 545 

14 642 

8 979 

3 059 

2 604 

21 650 

15 743 

3 364 

2 543 

24 761 

19 774 

2 837 

2 150 

11 007 

7 857 

1 939 

1 211 

11 300 

8 903 

1 533 

864 

3 126 

2 330 

471 

325 

3 741 

3 119 

327 

295 

2 022 

1 475 

265 

262 

2 205 

1 773 

258 

174 

2 398 

1 825 

344 

229 

2 791 

2 244 

273 

274 

1 325 

972 

168 

185 

1 868 

1 498 

209 

161 

1 102 

819 

109 

174 

1 815 

1 479 

155 

181 

670 

465 

68 

137 

1 041 

758 

82 

201 


POPULATION 


POPULATION IN HOUSING UNITSf i960. 

PER OCCUPIED UNIT 

OWNER 

RENTER 

POPULATION IN dwelling UNiTSt 1950 
PER OCCUPIED UNIT. ....... 


ALL OCCUPIED UNITS 


OWNER OCCUPIED 
PERSON ..... 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 


a PERSONS OR MORE. 


RENTER OCCUPIED. 

1 PERSON 

2 PERSONS 

3 PERSONS. . . . . , 

4 PERSONS 

5 PERSONS 

6 PERSONS. . • . . . 

7 PERSONS 

6 PERSONS OR MORE. . 

MEDIAN * 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . , 
0.76 TO l.OO . . . 

1.01 TO 1.50 . . . 
1.51 OR MORE . . . 

RENTER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . • . 

1.01 TO 1.50 . . . . 
1.51 OR MORE . , , 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH i960 

1938 

1957 

1954 TO 1956 . . . 
1950 TO 1953 . . . 
1940 TO 1949 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1959 TO MARCH 1960 

1958 .•..««• 

1957 

1954 TO 1956 . . . 
1950 TO 1953 . . , 

1940 TO 1949 . . . 
1939 OR EARLIER. . 


Michigan 
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Table 15. — CXvirpAN'cv CiiARAcrj-uusTics, fcir SMSA’s, Constituent Counties, Places of 50,000 Inhabitants 
OK Mori., Urban Balanci-:, Ru??aj. Totai., and UunANiZHD Aui^as: I 960 — Con. 
fBased on suinple; fice text. “U" denotes an nnineorporated place] 


Population 

Persons 


Persons per Koom 
Year Moved into Unit 


STANDARD METROPOLITAN STATISTICAL AREAS— C0N» 


SUBJECT 

JACKSON 

KALAMAZOO 

THE AREA 

JACKSON 

county 

JACKSON 

URBAN 

balance 

RURAL 

THE AREA 

KALAMAZOO 

COUNTY 

KALAMAZOO 

URBAN 

balance 

RURAL 

population 









POPULATION IN HOUSING UNITSt I960 

125 067 

49 895 

25 407 

49 765 

159 511 

72 899 

36 554 

50 058 

PER OCCUPIED UNIT 

3.3 

3, 1 

3.4 

3.6 

3.3 

3,1 

3.5 

3.6 

OWNER « 

3.4 

3.3 

3.5 

3.5 

3.5 

3.3 

3.6 

3.6 

RENTER . 

3.1 

2.7 

3.3 

3.8 

2.B 

2,6 

3.2 

3.6 

POPULATION IN DWELLING UNITS* 1950 . . . • 

100 075 

49 773 

* . « 

. * » 

lia 413 

51 292 

« . . 

. « * 

PER OCCUPIED UNIT 

3.3 

3.1 

... 

... 

3.2 

3.0 

... 

... 

ALL OCCUPIED UNITS 

37 520 

16 139 

7 386 

13 995 

' 48 139 

23 056 

10 343 

13 940 

PERSONS 





1 

1 

1 

1 




OWNER OCCUPIED 

29 132 

10 639 

6 602 

11 891 

36 352 

15 346 

9 172 

11 834 

I PERSON * 

2 737 

1 270 

460 

999 

1 3 266 

1 804 

638 

824 

2 PERSONS 

8 940 

3 576 

1 976 

3 388 

1 10 070 

4 564 

2 289 

3 217 

3 PERSONS • • 

5 009 

1 762 

1 205 

2 122 

6 419 

2 613 

' 1 724 

2 082 

4 PERSONS 

5 024 

1 554 

1 317 

2 153 

7 234 

2 013 

2 055 

2 366 

5 PERSONS. 

3 716 

1 148 

077 

1 691 

4 872 

1 836 

1 331 

1 705 

6 PERSONS 

1 963 

644 

448 

871 

2 677 

963 

700 

1 014 

7 PERSONS. 

861 

343 

172 

346 

1 002 

384 

263 

355 

8 PERSONS OR MORE 

802 

334 

147 

321 

812 

369 

' 172 

271 

MEDIAN 

3.1 

2.8 

3.2 

3.2 

3.3 

3.0 

3.5 

3.4 

RENTER OCCUPIED 

a 388 

5 500 

784 

2 104 

11 787 

8 510 

1 171 

2 106 

I PERSON 

1 984 

1 639 

117 

228 

3 193 

2 743 

167 

283 

2 PERSONS* .......... . 

2 087 

1 463 

196 

428 

3 120 

2 350 

207 

' 483 

3 PERSONS. ....... 

1 320 

B15 

149 

356 

2 003 

1 404 

270 

1 329 

4 PERSONS. . . 

1 243 

737 

119 

387 

1 560 

9521 

216 

392 

5 PERSONS 

B27 

402 

134 

291 

884 

480 

132 

272 

6 PERSONS * 

453 

210 

46 

195 

5l0 

268 

57 

185 

7 PERSONS 

226 

126 

10 

92 

271 

156 

25 

90 

8 PERSONS OR MORE 

246 

108 

11 

127 

246 

157 

17 

72 

MEDIAN 

2.6 

2.3 

3.0 

3.6 

2.4 

2.1 

1 

3.0| 

3,4 

PERSONS PER ROOM 






1 



OWNER OCCUPIED 

29 132 

10 639 

6 602 

11 891 

36 352 

15 346' 

9 172 

11 834 

0.50 OR LESS 

14 406 

6 339 

2 766 

5 301 

16 629 

0 085 

3 486j 

5 058 

0.51 TO 0.75 

6 166 

2 102 

1 465 

2 599 

a 337 

3 396 

2 254 j 

2 687 

0.76 TO 1.00 

6 208 

1 647 

1 796 

2 765 

8 495 

2 956 

2 550] 

2 989 

l.OI TO 1.50 

1 898 

512 

46? 

919 

2 402 

794| 

767 i 

921 

1.51 OR MURE 

454 

39 

lOB 

307 

409 

115, 

115, 

179 

RENTER OCCUPIED 

e 388 

5 500 

784 

2 104 

U 787 

0 510 

1 171 ' 

2 106 

0.50 OR LESS 

3 159 

2 235 

274 

650 

4 366 

3 300 

377 

689 

0.51 TO 0.75 

1 933 

1 246 

211 

476 

3 075 

2 147 

356 

572 

0.76 TO 1.00 ... 

2 265 

1 477 

184 

604 

3 152 

2 304 

292 

556 

1.01 TO 1.50 

737 

388 

94 

255 

872 

536 

116 

220 

1.51 OR MORE . . 

294 

154 

21 

119 

322 

223 

30 

69 

YEAR MOVED INTO UNIT 









OWNER OCCUPIED 

29 132 

10 639 

6 602 

11 891 

36 352 

15 346 

9 172 

11 834 

1959 TO MARCH 1960 

3 356 

821 

795 

1 740 

5 037 

1 620 

1 477 

1 940 

1958 

2 076 

489 

556 

1 031 

3 070 

1 094 

7B5 

1 191 

1957 

1 920 

569 

450 

901 

3 080 

1 161 

870 

1 049 

1954 TO 1956 

4 960 

1 481 

1 378 

2 109 

6 649 

2 587 

1 961 

2 101 

1950 TO 1953 

4 641 

1 590 

1 158 

1 093 

5 769 

2 421 

1 575 

1 773 

1940 TO 1949 

6 764 

2 931 

1 411 

2 422 

7 083 

3 272 

1 592 

2 219 

1939 OR EARLIER 

5 407 

2 756 

854 

1 795 

5 664 

3 191 

912 

1 561 

RENTER OCCUPIED 

B 380 

5 500 

7841 

2 104 

11 787 

8 510 

1 171 

2 106 

1959 TO MARCH 1960 . . . 

3 692 

2 456 

359 

877 

5 891 

' 4 222 

6B4 

985 

1958 

1 141 

751 

112 

270 

1 579 

1 105 

165 

309 

1957 . . 

703 

446 

103 

234 

998 

731 

89 

178 

1954 TO 1956 

1 102 

726 

92 

264 

1 440 

1 060 

110 

270 

1950 TO 1953 

624 

423 

52 

149 

786 

; 567 

58 

161 

1940 TO 1949 

715 

485 

31 

199 

703 

559 

37 

107 

1939 OR EARLIER 

331 

213 

35 

83 

390 

266 

28 

96 
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State and Small Areas 


Table 15. — Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants Popularion Persons per Hoom 

OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. c.ir t ovtd uuo Umc 

[Based on sample; see text. “U" denotes an unincorporated place] 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


SUBJECT 


population 


POPULATION IN housing UNITSi I960. 

PER OCCUPIED UNIT 

OWNER 

RENTER 

POPULATION IN DWELLING UNITSf 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS. , . . . 

4 PERSONS 

5 PERSONS 

6 PERSONS. . . . . 

7 PERSONS 

8 PERSONS OR MORE. 

MEDIAN 


RENTER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS. .... 

7 PERSONS. .... 

8 PERSONS OR MORE. 

MEDIAN . 


PERSONS PER ROOM 


OWNER OCCUPIED 
O.SO OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
I. 01 TO 1.50 . . . 
1,51 OR MORE . . . 


RENTER OCCUPIED. 
0.50 OR LESS . . • < 

0.51 TO 0.75 . , . 

0.76 TO 1.00 . , . . 

1,01 TO 1.50 . . . . 

1.51 OR MORE . . . < 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 

1957 

1954 TO 1956 . , . 

1950 TO 1953 . , . 

1940 TO 1949 . . . 

1939 OR EARLIER. . 


RENTER OCCUPIED 
1959 TO MARCH i960 

1958 . . 

1957 

1954 TO 1956 . . , 

1950 TO 1953 . . . 

1940 TO 1949 . , , 

1939 OR EARLIER. . 


• 



LANSING 




1 muskegon-muskegon 

HEIGHTS 

THE 

AREA 

1 COUNTIES 


URBAN 

BALANCE 

RURAL 

THE 

AREA 

MUSKEGON 

COUNTY 

URBAN 

RURAL 

CLINTON 

EATON 

INGHAM 

LANSING 

237 526 

38 102 

48 597 

200 827 

106 379 

84 379 

96 766 

148 828 

100 099 

48 729 

3.4 

3.7 

3.4 

3,3 

3.2 

3,4 

3.7 

3.5 

3.4 

3.8 

3,5 

3.7 

3,4 

3.5 

3.4 

3.5 

3.6 

3.6 

3.5 

3.8 

3.0 

3,6 

3.4 

2.9 

2,7 

2.9 

3.9 

3.0 

2.9 

3.7 

232 157 

30 954 

39 678 

161 525 

89 663 

. . . 

, . . 

119 593 

. . . 

, , . 

3.3 

3.6 

3.3 

3,3 

3.2 

. .. 

.. . 

3.4 

.. . 

... 

85 117 

10 328 

14 IBl 

60 60B 

33 558 

25 151 

26 408 

42 426 

29 565 

12 861 

64 034 

a 595 

11 641 

43 798 

24 000 

17 951 

22 063 

33 551 

22 149 

11 402 

5 473 

759 

i 030 

3 684 

2 357 

1 456 

1 660 

3 104 

2 144 

960 

18 099 

2 250 

3 381 

12 468 

7 169 

4 778 

6 152 

8 645 

6 021 

2 624 

11 459 

1 395 

2 070 

7 994 

4 514 

3 141 

3 604 

6 030 

4 113 

1 917 

11 846 

1 430 

2 079 

8 337 

4 415 

3 549 

3 882 

5 B67 

3 784 

2 083 

8 661 

1 252 

1 667 

5 742 

2 881 

2 671 

3 109 

4 455 

2 778 

1 677 

4 831 

784 

873 

3 174 

1 457 

1 433 

1 941 

2 903 

1 704 

1 199 

2 029 

398 

320 

1 311 

650 

572 

807 

1 310 

844 

466 

i 636 

327 

221 

1 008 

557 

351 

728 

1 237 

761 

476 

3.2 

3.4 

3.2 

3.2 

3,0 

3,4 

3.3 

3.3 

3.2 

3.6 

21 083 

I 733 

2 540 

16 810 

9 558 

7 200 

4 325 

8 875 

7 416 

1 459 

4 577 

279 

469 

3 829 

2 826 

1 208 

543 

2 115 

1 894 

221 

5 710 

308 

534 

4 868 

2 637 

2 276 

797 

2 183 

1 903 

280 

3 897 

347 

449 

3 101 

1 517 

1 644 

736 

1 560 

1 296 

264 

2 913 

271 

455 

2 187 

1 113 

1 057 

743 

1 269 

1 003 

266 

1 942 

252 

264 

1 426 

730 

569 

643 

781 

652 

129 

1 085 

125 

198 

762 

394 

268 

423 

461 

327 

134 

487 

73 

85 

329 

184 

107 

196 

205 

129 

76 

472 

78 

86 

308 

157 

71 

244 

301 

212 

89 

2.6 

3,3 

3.1 

2.4 

2.2 

2.6 

3.6 

2.6 

2,5 

3.4 

64 034 

8 595 

11 641 

43 798 

24 000 

17 951 

22 083 

33 551 

22 149 

1 

11 402 

29 993 

3 939 

5 936 

20 118 

11 747 

7 883 

10 363 

14 066 

9 904 

4 164 

14 751 

1 933 

2 711 

10 107 

5 259 

4 538 

4 954 

7 175 

4 832 

2 343 

14 229 

1 838 

2 313 

10 078 

5 296 

4 218 

4 715 

8 240 

5 074 

3 166 

4 294 

737 

549 

3 ooa 

1 510 

1 092 

1 692 

3 245 

1 893 

1 352 

767 

148 

132 

487 

IBB 

220 

359 

823 

446 

377 

21 083 

1 733 

2 540 

16 BIO 

9 558 

7 200 

4 325 

8 875 

7 416 

1 459 

7 246 

685 

953 

5 608 

3 827 

1 940 

1 479 

3 253 

2 803 

450 

6 154 

472 

612 

5 070 

2 364 

2 693 

i 097 

2 061 

1 755 

306 

5 320 

372 

659 

4 289 

2 386 

1 883 

1 051 

2 302 

1 896 

406 

1 735 

143 

223 

1 369 

742 

523 

470 

837 

614 

223 

628 

61 

93 

474 

239 

161 

228 

422 , 

340 

74 

64 034 

8 595 

11 641 

43 798 

24 000 

17 951 

22 083 

33 551 

22 149 

11 402 

7 847 

986 

1 458 

5 403 

2 526 

2 553 

2 768 

3 460 

2 028 

1 432 

5 103 

665 

886 

3 552 

1 787 

1 621 

1 695 

2 249 

1 378 

871 

4 496 

664 

759 

3 073 

1 639 

1 387 

1 470 

2 403 

1 484 

919 

11 780 

1 304 

2 007 

8 469 

4 418 

3 693 

3 669 

6 224 

3 673 

2 351 

10 128 

1 210 

1 696 

7 222 

3 989 

3 003 

3 136 

5 797 

3 707 

2 090 

13 676 

2 044 

2 653 

8 979 

5 182 

3 403 

5 091 

7 690 

5 307 

2 383 

11 004 

1 722 

2 182 

7 100 

4 459 

2 291 

4 254 

5 728 

4 372 

1 356 

21 083 

1 733 

2 540 

16 810 

9 558 

7 200 

4 325 

8 875 

7 416 

1 459 

10 969 

693 

1 178 

9 09B 

4 918 

4 271 

1 780 

4 077 

3 492 

585 

3 109 

212 

298 

2 599 

1 301 

1 210 

598 

1 231 

1 009 

222 

1 691 

122 

211 

1 358 

769 

537 

385 

840 

689 

151 

2 268 

244 

299 

1 725 

1 184 

553 

531 

1 oea 

864 

224 

1 154 

138 

187 

829 

562 

270 

322 

654 

543 

111 

1 234 

197 

235 

802 

558 

261 

415 

621 

541 

80 

658 

127 

132 

399 

266 

98 

294 

364 

278 

86 


Michigan 
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Tabic 1 5. — Occupancy Charactiiristics, for SMSA's, Const [Tlicnt Countjfs, Places of 50,000 Inhaiutants 
OR More, Urban Balance, JIural Total, and Urranizhd Areas: I960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Population 

Persons 


Persons per Boom 
Year Moved into Unit 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS— CON. 

URBANIEED AREAS 

1 SAGINAW 

ANN 

arbor 

BAY CITY 

DETROIT 

THE AREA 

SAGINAW 
COUNTY 1 

SAGINAW 

URBAN ' 

BALANCE ; 

RURAL 

1 

1 

1 

POPULATION 

1 

1 







POPULATION IN HOUSING UNITSf 1960. • . . . 

ISO 130 

97 293 

33 474 

58 363 

102 304 

73 240 

3 495 466 

PER* OCCUPIED UNIT 

3.6 1 

3.4 

3.8 

3.8 

3.1 

3.4 I 

3.4 

OWNER 

3.7 

3.5 

3.8 

3.8 

3.6 

3.6 

3.6 

RENTER 

3.3 

3.1 

3.6 

3.9 

2.5 

3.0 

2.9 

population in dwelling UNITSi 1950 . . . . 

150 329 

90 242 

. • • 

• . * 

... 

• . * 

2 560 121 

PER OCCUPIED UNIT . 

3.5 

3.4 

. . . 

. . . 

... 

... 

3,5 

All OCCUPIED units 

52 870 

28 563 

8 882 

15 425 

32 652 

21 301 

1 022 001 

PERSONS 


1 






OWNER OCCUPIED 

41 114 

19 60B 

8 033 

13 473 

19 152 

16 538 

720 046 

1 PERSON . 

3 596 

2 093 

539 

964 

1 402 

1 587 

44 975 

2 PERSONS 

10 062 

5 587 

1 862 

3 413 

4 994 

4 274 

106 780 

3 PERSONS 

7 106 

3 307 

1 479 

2 320 

3 589 

2 957 

143 729 

4 PERSONS. . . 

7 338 

3 289 

1 652 

2 397 

3 763 

3 080 

144 981 

5 PERSONS 

5 553 

2 361 

1 218 

1 974 

2 964 

2 161 

101 845 

6 PERSONS 

3 308 

1 463 

661 

1 184 

1 386 

1 344 

54 440 

7 PERSONS 

1 670 

675 

319 

676 

581 

636 

23 550 

8 PERSONS OR MORE 

1 681 

833 

303 

545 

473 

499 

19 746 

MEDIAN . . 

3.4 

3.1 

3.6 

3.5 

3.4 

3.3 

3.4 

RENTER OCCUPIED 

11 756 

B 955 

B49 

1 952 

13 500 

1 

4 763 

301 955 

1 PERSON 

2 531 

2 193 

136 

202 

3 782 

1 079! 

70 206 

2 PERSONS. 

2 797 

2 285 

169 

343 

4 515 

1 20a 1 

87 700 

3 PERSONS 

1 902 

1 389 

143 

365 

2 433 

8851 

51 635 

4 PERSONS 

1 599 

1 055 

152 

392 

1 530 

757 

37 724 

5 PERSONS 

1 217 

801 

105 

311 

613 

447 

24 279 

6 PERSONS 

720 

551 

59 

110 

343 

203 

14 119 

7 PERSONS • 

395 

240 

21 

134 

137 

100! 

7 439 

B PERSONS OR MORE 

595 

441 

59 

95 

147 

84 

6 853 

MEDIAN 

2.8 

2.5 

3.3 

3,7 

2.2 

2,6; 

2.4 

PERSONS PER ROOM 








OWNER OCCUPIED 

41 114 

19 606 

8 033 

13 473 

19 152 

16 538 

720 046 

0.50 OR LESS 

la 366 

9 693 

3 064 

5 609 

B 309 

7 508 

303 324 

O.Sl TO 0.75 

0 985 

4 151 

1 845 

2 9a9 

4 222 

3 782 

169 147 

0.76 TO 1.00 

9 795 

4 257 

2 293 

3 245 

4 979 

3 868 

184 065 

1.01 TO 

3 133 

1 248 

621 

I 264 

1 362 

1 154 

55 250 

1.51 OR MORE 

835 

2S9 

210 

366 

280 

226 

a 252 

RENTER OCCUPIED 

11 756 

8 955 

B49 

1 952 

13 500 

4 763 

301 955 

0.50 OR 1.ESS 

3 977 

3 142 

248 

587 

4 371 

1 762 

119 381 

0.51 TO 0.75 

2 795 

2 098 

203 

494 

3 430 

1 170 

70 523 

0.76 TO 1.00 

3 066 

2 314 

253 

499 

4 174 

1 283 

76 580 

1.01 TO 1.30 

1 266 

900 

93 

273 

867 

380 

26 361 

i«51 OR MORE . * 

652 

501 

52 

99 

658 

160 

9 110 

YEAR MOVED INTO UNIT 








OWNER OCCUPIED 

41 114 1 

19 608 

8 033 

13 473 

19 152 

16 538 

720 046 

1959 TO MARCH 1960 . 

4 387 i 

1 614 

1 026 

1 547 

2 773 

1 472j 

69 756 

1956 . 

3 006 ' 

1 169 

B26 

1 011 

2 158 

874 

47 196 

1957 ... 

2 962 ' 

i 232 

BIB 

912 

1 668 

1 130 

52 227 

1954 TO 1956 

7 547 

3 210 

2 030 

2 307 

4 089 

2 620 

154 724 

1950 TO 1953 

6 437 

3 232 

1 186 

2 019 

2 725 

2 6081 

144 272 

1940 TO 1949 

8 165 

4 129 

1 227 

2 809 

3 105 

3 592 i 

158 592 

1939 OR EARLIER. 

a 610 

4 822 

920 

2 868 

2 634 

4 242 j 

1 

93 279 

RENTER OCCUPIED . 

11 756 

8 955 

849 

1 952 

13 500 

4 763 

301 955 

1959 TO MARCH 1960 

U 998 

3 838 

420 

740 

8 314 

2 3261 

121 648 

1958 

1 753 

1 362 

113 

278 

1 903 

638 

44 539 

1957 

1 160 

926 

67 

167 

777 

339 

29 043 

1954 TO 1956 

1 634 

1 275 

88 

271 

1 072 

590 

45 650 

1950 TO 1953 

888 

659 

51 

178 

657 

377 

25 732 

1940 TO 1949 

865 

634 

65 

166 

539 

281 

22 807 

1939 OR EARLIER 

458 

261 

45 

152 

238 

212 

12 536 
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State and Small Areas 


Table 15. — Occupancv Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants Populunon 
OR More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Persons per Koorn 
Yc.ir Mtivctl into Unit 


URBANIZED AREAS— CON. 


subject 


POPULATION 


POPULATION IN housing UNlTSt i960, 
PER OCCUPIED UNIT 

OWNER. ............ 

RENTER 

POPULATION IN DWELLING UNITSf 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 

MEDIAN 


RENTER OCCUPIED 

1 PERSON ..... 

2 PERSONS. .... 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE, 

MEDIAN < 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 , . . 
0.76 TO i.OO . . . 
1.01 TO 1.50 • . . 
1.51 OR MORE . . . 


RENTER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . , 
0.76 TO i.OO . . . 
l.Oi TO 1.50 . . . 
1.51 OR MORE . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 
1958 ....... 

1957 

1954 TO 1956 . . , 
1950 TO 1953 . . . 
1940 TO 1949 . . , 
1939 OR EARLIER. . 


RENTER OCCUPIED 
1959 TO MARCH 1960 

1958 

1957 ....... 

1954 TO 1956 . . , 
1950 TO 1953 . . . 
1940 TO 1949 . . , 
1939 OR EARLIER. . . 










MUSKEGON- 


FLINT 

GRAND 

JACKSON 

KALAMAZOO 

LANSING 

MUSKEGON 

SAGINAW 


RAPIDS 




HEIGHTS 


273 828 

288 016 

70 386 

106 072 

159 357 

95 014 

128 129 

3.4 

3.3 

3,2 

3,2 

3,2 

3.4 

3.5 

3.5 

3.5 

3,3 

^.4 

3.4 

3.5 

3,6 

3.1 

2.8 

2.8 

2.6 

2,7 

2.9 

3i2 

193 800 

219 580 

. 1 . 

75 903 

123 052 

« . * 

103 201 

3.4 

3.2 

. , . 

3.1 

3.2 

... 

3.4 

79 618 

86 820 

22 142 

33 186 

49 208 

28 166 

36 668 

61 209 

64 469 

16 002 

23 698 

34 524 

20 970 

27 030 

4 694 

6 353 

1 652 

2 393 

2 963 

2 046 

2 541 

17 124 

17 765 

5 159 

6 600 

9 827 

5 749 

7 273 

11 403 

11 103 

2 757 

4 202 

6 U30 

3 933 

4 702 

11 593 

11 771 

2 663 

4 662 

6 697 

3 546 

4 858 

8 331 

a 705 

1 874 

3 050 

4 499 

2 5B7 

3 516 

4 315 

4 739 

979 

1 621 

2 281 

1 582 

2 092 

1 957 

2 339 

487 

633 

1 003 

795 

940 

1 792 

1 694 

431 

537 

004 

732 

1 loa 

3.3 

3.2 

2.9 

3,2 

3.2 

3.2 

3.3 

18 409 

22 359 

6 140 

9 488 

14 684 

7 196 

9 638 

4 137 

5 945 

1 740 

2 897 

3 547 

1 848 

2 283 

4 528 

6 202 

1 635 

2 589 

4 445 

1 857 

2 414 

3 358 

3 824 

927 

1 630 

2 732 

1 244 

1 505 

2 534 

2 823 

034 

1 103 

1 868 

961 

1 195 

1 736 

1 740 

513 

600 

1 114 

634 

890 

1 006 

927 

246 

317 

552 

323 

596 

463 

467 

126 

178 

222 

121 

257 

647 

431 

119 

174 

204 

208 

496 

2.7 

2.3 

1 

1 

1 2,2 

2.4 

2.4 

2.6 

61 209 

64 469 

16 002 

23 698 

34 524 

20 970 

27 030 

25 928 

30 768 

8 591 

11 256 

15 944 

9 443 

, 12 431 

13 351 

14 673 

3 305 

5 438 

8 052 

4 601 

' 5 892 

15 123 

14 327 

3 115 

5 275 

7 945 

4 727 

6 436 

5 657 

4 218 

876 

1 507 

2 240 

1 782 

1 817 

1 150 

483 

115 

222 

343 

417 

454 

18 409 

22 359 

6 140 

9 488 

14 604 

7 196 

9 638 

6 152 

10 181 

2 475 

3 627 

4 927 

2 697 

3 308 

4 295 

5 259 

1 411 

2 430 

4 548 

1 715 

2 273 

4 992 

5 123 

1 632 

2 528 

3 711 

1 838 

2 523 

2 072 

1 471 

454 

642 

1 144 

610 

985 

898 

325 

168 

253 

354 

336 

549 

61 209 

64 469 

16 002 

23 698 

34 524 

20 970 

27 030 

7 159 

7 089 

1 498 

2 917 

4 156 

1 922 

2 800 

4 132 

4 707 

956 

1 024 

2 804 

1 264 

i 951 

4 504 

4 356 

917 

1 951 

2 408 

1 393 

2 010 

13 234 

13 026 

2 642 

4 384 

6 746 

3 622 

5 138 

10 876 

11 204 

2 472 

3 883 

5 877 

3 511 

4 294 

12 581 

12 341 

4 049 

4 705 

6 946 

5 041 

5 209 

8 723 

11 746 

3 468 

4 034 

5 507 

4 197 

5 628 

18 409 

22 359 

6 140 

9 488 

14 6BU 

7 196 

9 638 

9 461 

10 306 

2 745 

4 794 

8 134 

3 371 

4 192 

2 676 

3 428 

841 

1 244 

2 243 

986 

1 451 

1 695 

1 999 

525 

810 

1 166 

662 

981 

2 079 

2 479 

809 

1 153 

1 502 

852 

1 339 

1 097 

1 674 

469 

615 

671 

537 

702 

890 

1 629 

510 

590 

653 

518 

683 

511 

844 

241 

282 

315 

270 

290 
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Michigan 


Table 16.— Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 
[Baaed on fiample; sea text. “U" denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


STAfJOARD METROPOLITAN STATISTICAL AREAS 


SUBJECT 

ANN ARBOR | 


BAY 

CITY 


THE AREA 

WASHTENAW 

COUNTY 

ANN ARBOR 

URBAN 

BALANCE 

RURAL 

THE AREA 

BAY 

COUNTY 

BAY CITY 

URBAN 

BALANCE 

RURAL 

ALL OCCUPIED 

47 272 

19 726 

14 768 

12 778 

30 062 

15 991 

5 310 

8 761 

HEATING FUEL 









UTILITY GAS. ... 

24 232 

13 646 

e 598 

1 988 

12 839 

9 151 

2 147 

1 541 

FUEL OILt KEROSENE! ETC . . . . ...... 

17 928 

4 471 

5 312 

8 145 

11 566 

3 887 

2 681 

4 998 

COAL OR COKE 

3 BOB 

1 200 

644 

1 964 

5 055 

2 814 

394 

1 847 

ELECTRICITY 

84 

24 

. . * 

60 

59 

* * . 

22 

37 

BOTTLED. TANK. OR LP GAS . . . 

891 

335 

179 

377 

316 

100 

66 

150 

OTHER FUEL 

304 

50 

35 

219 

227 

39 

• * . 

188 

NONE 

... 

... 

... 

... 

... 

• • • 


... 

WATER HEATING FUEL 









UTILITY GAS . , . . 

27 227 

16 353 

9 123 

1 751 

19 095 

14 600 

2 709 

1 786 

ELECTRICITY. 

13 072 

1 671 

3 944 

7 457 

5 943 

397 

1 669 

3 077 

COAL OR COKE 

694 

360 

1B4 

150 

184 

103 

43 

38 

BOTTLED* TANK. OR LP GAS . . . 

2 132 

550 

593 

989 

1 401 

117 

305 

979 

FUEL OIL* KEROSENE. ETC . , . . 

2 733 

646 

622 

1 465 

847 

207 

151 

489 

OTHER FUEL 

145 

70 

18 

57 

78 

... 

22 

56 


1 244 

76 

284 

884 

2 514 

567 

411 

1 536 

COOKING FUEL 










17 566 

10 203 

6 320 

1 043 

16 629 

13 309 

2 097 

1 223 

ELECTRICITY 

25 603 

a 907 

7 129 

9 567 

a 378 

2 241 

2 059 

4 078 

BOTTLED. TANK! OR LP GAS . . . 

3 2B3 

320 

1 156 

1 807 

4 541 

255 

1 069 

3 217 

FUEL OIL* KEROSENE* ETC 

IBl 

41 

108 

32 

164 

83 

64 

37 

COAL OR COKE 

61 

• . . 

. . . 

61 

195 

62 

21 

112 

OTHER FUEL 

263 

20 

■ . • 

243 

114 

20 

• ■ • 

94 

NONE ....... 

290 

235 

55 

... 

1 21 

21 

... 

t • . 

CLOTHES WASHING MACHINE 









WRINGER OR SPINNER 

13 222 

3 086 

4 911 

5 225 

13 784 

6 776 

1 787 

5 221 

AUTOMATIC OR SEMI-AUTOMATIC 

19 896 

6 230 

1 6 150 

5 516 

11 383 

6 423 

2 441 

2 519 

WA5HER-DKYER COMBINATION 

914 

442 

312 

160 

625 

284 

174 

167 

NONE . 

13 215 

7 968 

3 395 

1 852 

4 270 

2 508 

90S 

854 

CLOTHES DRYER 




1 





GAS HEATED . 

5 448 

2 826 

1 923 

699 

3 662 

2 495 

525 

642 

ELECTRICALLY HEATED. .... 

9 833 

3 029 

2 825 

3 979 

6 629 

2 421 

1 863 

2 325 

NONE 

31 966 

13 871 

10 020 

B 075 

19 771 

U 075 

2 902 

5 794 

HOME FOOD FREEZER 









1 OR MORE 

9 634 

2 030 

2 450 

5 154 

6 860 

2 030 

1 495 

3 335 

NONE . 

37 613 

17 696 

12 318 

7 599 

23 202 

13 961 

3 815 

5 426 

TELEPHONE AVAILABLE 




1 






42 665 

la 695 

12 682 

11 288 

26 155 

14 120 

4 935 

7 100 


4 607 

1 031 

2 086 

1 490 

3 907 

1 871 

375 

1 661 

AUTOMOBILES AVAILABLE 










29 166 

11 909 

9 604 

7 653 

18 985 

10 142 

3 212 

5 631 


11 005 

4 008 

3 134 

3 863 

6 794 

2 852 

1 683 

2 259 

3 OR MORE 

1 665 

588 

491 

586 

BIB 

359 

196 

263 

NONE 

5 411 

3 221 

1 539 

651 

3 465 

2 63B 

219 

606 

AIR CONDITIONING 









ROOM UNIT* 










2 294 

1 440 

589 

265 

465 

322 

87 

56 

2 OR MORE. . 

592 

249 

250 

93 

179 

139 

22 

18 

CENTRAL system 

336 

165 

115 

56 

361 

199 

87 

75 

NONE ... 

44 025 

17 872 

13 014 

12 339 

29 057 

15 331 

5 114 

6 612 

TELEVISION SETS 










36 127 

13 319 

12 047 

10 761 

26 439 

13 461 

4 309 

7 669 

2 OR MORE 

4 788 

1 832 

1 798 

1 15B 

2 692 

1 244 

829 

619 

NONE * 

6 332 

4 575 

923 

834 

1 931 

1 286 

172 

473 

RADIO SETS 










23 414 

9 063 

8 132 

6 219 

16 636 

9 839 

3 070 

5 727 

2 OR MORE 

20 669 

9 220 

5 504 

5 945 

9 628 

5 179 

1 870 

2 579 

NONE 

3 164 

1 443 

1 132 

5B9 

1 798 

973 

370 

455 
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State and Small Areas 


Table 16. — Type of Fuel and Selected Equipment, for SMSA's, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text, “U” denotes an unincorporated place] 


Heating Fud 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Cloches Dryer 


Home Food Freexer 
Telephone Avail. 
Ainoniohilcs Avail. 
Air Conditioning 
'Felcvision Sets 
Radio Secs 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


DETROIT 


SUBJECT 

/ 



COUNTIES 



places 



THE AREA 

MACOMB 


OAKLAND 

WAYNE 

DEARBORN 

DETROIT 

LINCOLN 

park 

ALL OCCUPIED UNITS 

1 080 649 

106 

995 

168 986 

784 668 

33 898 

514 837 

14 621 

HEATING FUEL 









UTILITY GAS ........ 

650 719 

45 

350 

73 249 

532 120 

26 546 

346 467 

11 814 

FUEL OIL* KEROSENE* ETC. ......... 

260 588 

51 

755 

99 483 

109 350 

3 799 

47 282 

2 169 

COAL OR COKE 

148 816 

7 

709 

12 798 

128 309 

2 349 

110 286 

579 

ELECTRICITY . . . 

2 331 


449 

312 

1 570 

21 

1 160 

• 1 • 

BOTTLED* TANK* UR LP GAS . . . 

12 610 

1 

156 

2 153 

9 301 

888 

6 335 

59 

OTHER FUEL 

5 323 


574 

989 

3 760 

295 

3 123 

• 1 • 

NONE 

276 


la 

• • * 

258 

. t . 

184 

* . . 

WATER HEATING FUEL 









UTILITY GAS 

848 458 

73 

723 

110 495 

664 240 

30 544 

442 423 

13 709 

ELECTRICITY 

110 58B 

20 

446 

51 168 

38 974 

1 131 

13 106 

528 

COAL OR COKE 

45 967 

1 

332 

1 507 

43 048 

829 

30 190 

79 

BOTTLED* TANK* OR LP GAS 

30 590 

3 

968 

7 775 

18 847 

879 

12 198 

140 

FUEL OIL* KEROSENE* ETC 

30 120 

5 

099 

14 057 

10 964 

3U 

4 472 

56 

OTHER FUEL 

3 369 


170 

417 

2 782 

61 

2 271 

42 

NONE 

11 571 

2 

273 

3 485 

5 613 

143 

2 177 

67 

COOKING FUEL 









UTILITY GAS 

689 400 

51 

943 

68 466 

568 991 

21 381 

407 559 

11 309 

ELECTRICITY 

341 623 

48 

412 

108 003 

185 208 

10 822 

88 834 

2 871 

BOTTLED* TANK* UR LP GAS 

37 390 

5 

633 

11 186 

20 571 

623 

10 977 

354 

FUEL OIL* KEROSENE. ETC 

2 76B 


385 

746 

1 637 

444 

640 

40 

COAL OR COKE 

2 933 


344 

156 

2 433 

161 

2 053 

« 1 • 

OTHER FUEL • « • . 

2 125 


213 

235 

1 677 

21 

1 402 

16 

NONE . . . 

4 424 


81 

192 

4 151 

246 

3 364 

29 

CLOTHES WASHING MACHINE 









WRINGER OR SPINNER 

398 844 

34 

666 

60 251 

303 937 

10 362 

217 306 

5 119 

AUTOMATIC OR SEMI-AUTOMATIC 

493 012 

61 

426 

103 847 

327 739 

19 404 

176 849 

8 185 

WASHER-DRYER COMBINATION . 

IB 776 

2 

186 

4 018 

12 572 

634 

7 252 

274 

none . 

170 031 

8 

743 

20 868 

140 420 

3 418 

113 430 

1 043 

CLOTHES dryer 









GAS HEATED 

202 718 

25 

857 

32 396 

144 465 

9 17B 

66 395 

5 082 

ELECTRICALLY HEATED 

140 083 

20 

069 

51 728 

68 266 

4 424 

31 548 

1 162 

NONE 

737 862 

61 

085 

104 860 

571 917 

20 296 

414 894 

8 377 

HOME FOOD FREEZER 




1 


1 



1 OR MORE 

130 383 

17 

342 

38 153 

74 888 

3 992 

36 482 

1 405 

NONE 

950 280 

89 

669 

150 831 

709 780 

29 906 

478 355 

13 216 

TELEPHONE AVAILABLE 










949 994 

98 

506 

174 063 

677 425 

32 003 

431 755 

13 651 


1 130 655 

8 

489 

14 923 

107 243 

1 895 

83 082 

970 

AUTOMOBILES AVAILABLE 










622 940 

68 

676 

106 036 

448 220 

19 968 

280 794 

10 273 


242 316 

29 

170 

63 479 

149 667 

9 122 

79 914 

2 915 


29 226 

3 

552 

7 070 

16 598 

1 162 

11 112 

274 


186 137 

5 

613 

12 405 

168 119 

3 641 

143 017 

1 159 

AIR CONDITIONING 

ROOM UNITi 










52 200 

3 

898 

9 871 

38 431 

2 152 

24 527 

638 

2 OR MORE 

11 223 


724 

2 237 

8 262 

6B6 

5 511 

151 

CENTRAL SYSTEM ... 

9 304 


794 

2 480 

6 030 

342 

3 669 

76 


1 007 936 

101 

595 

174 396 

731 945 

30 710 

4B1 130 

13 754 

television SETS 









2 OR MORE 

NONE 

840 173 

86 

650 

143 059 

610 464 

24 696 

401 686 

11 474 

179 490 

17 

125 

39 217 

123 148 

7 811 

72 080 

2 767 

61 000 

3 

236 

6 708 

51 056 

1 391 

40 269 

360 

RADIO SETS 









2 OR MORE 

NONE 

545 897 

54 

449 

83 418 

408 030 

14 371 

278 898 

7 239 

466 819 

46 

96B 

95 840 

324 011 

IB 311 

197 885 

6 692 

67 947 

5 

594 

9 726 

52 627 

1 216 

38 054 

690 


24-51 


Michigan 


Table 16. — Type of Fuel amd Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhaditants or More, Urban Balance, Rural Total, and Urbanized Areas; 1960 — Con. 

(Based on aamplo; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Cloches Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Auconiobiles Avail. 
Air Conditioning 
Television Sets 
Radi(3 Sets 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


DETROIT— CON. 


SUBJECT 



PLACES- 

-CON. 



URBAN 

BALANCE 

RURAL 

LIVONIA 

PONTIAC 

ROSEVILLE 

ROYAL 

OAK 

ST CLAIR 
SHORES 

WARREN 

ALU OCCUPIED UNITS • . . 

17 014 

23 224 

12 405 

22 803 

20 284 

23 941 

346 452 

51 170 

HEATING FUEL 









UTILITY GAS. .... 

a 341 

9 765 

5 B53 

13 754 

10 317 

10 663 

198 452 

a 747 

FUEL OILi KEROSENE! ETC 

8 131 

9 393 

5 837 

7 706 

9 247 

11 679 

121 770 

33 575 

COAL OR COKE , 

390 

3 613 

621 

1 186 

516 

1 185 

21 617 

6 472 

ELECTRICITY 

56 

58 

19 

38 

39 

126 

516 

298 

BOTTLED! TANK! OR UP GA.s • . . 

96 

360 

75 

82 

160 

208 

a 836 

1 511 

OTHER FUEL * . 

... 

21 

• * . 

37 

19 

80 

1 199 

549 

NONE 

... 

... 

... 

• • • 

... 

... 

74 

18 

WATER HEATING FUEL 









UTILITY GAS. . . . . 

ll 541 

17 544 

9 889 

19 750 

17 538 

10 130 

257 905 

9 485 

electricity. . . 

3 452 

2 488 

1 165 

1 997 

1 670 

3 326 

55 514 

26 211 

COAL OR COKE 

39 

489 

61 

126 

99 

334 

4 789 

932 

BOTTLED! TANK! OR LP GAS 

513 

1 403 

304 

397 

442 

1 047 

9 036 

4 231 

FUEL OlLi KEROSENE! ETC 

1 293 

781 

843 

399 

474 

836 

14 719 

5 936 

other fuel .... 

20 

64 

• . . 

42 

39 

39 

527 

264 

NONE 

156 

441 

143 

92 

38 

229 

3 974 

4 111 

COOKING FUEL 









UTILITY GAS 

5 707 

15 673 

7 983 

11 465 

11 480 

13 463 

176 864 

6 516 

electricity. 

10 586 

5 979 

4 019 

11 012 

8 295 

a 375 

155 067 

35 763 

BOTTLED! TANK! OR LP GAS ......... i 

661 

1 376 

362 

204 

406 

1 979 

12 437 

7 811 

FUEL OIL! KEROSENE! ETC 

40 

1081 

41 

19 

58 

37 

910 

423 

COAL OR COKE , . , . 

■ . * 

191 

. * * 

* • • 

22 

45 

372 

261 

OTHER FUEL . 

« * * 

36 

. * t 

43 

39 

19 

209 

338 

NONE . * « 

20 

19 

... 

60 

... 

23 

605 

58 

CLOTHES WASHING MACHINE 









WRINGER OR SPINNER .... 

3 626 

12 264 

3 851 

4 500 

4 059 

7 812 

107 050 

22 89 5 

automatic or SEMI-AUTOMATIC 

12 316 

5 911 

7 478 

15 330 

14 868 

13 120 

198 366 

21 105 

WASHER-DRYER COMBINATION ... 

227 

1B6 

214 

290 

407 

614 

7 613 

1 065 

NONE 

845 

4 849 

862 

2 6B3 

966 

2 395 

33 435 

6 105 

CLOTHES DRYER 









QAS HEATED 

5 478 

2 685 

4 031 

5 953 

6 607 

6 483 

B4 657 

4 169 

electrically HEATED. .... 

3 541 

2 412 

1 685 

4 B37 

3 712 

3 146 

67 666 

15 950 

NONE 

7 995 

18 113 

6 689 

12 013 

9 981 

14 312 

194 141 

31 051 

HOME FOOD freezer 

1 

1 








i OR MORE* 

2 974 

2 763 

1 001 

3 372 

3 03B 

3 053 

56 5B0 

15 643 

NONE . «... 

14 040 

20 447 

11 324 

19 431 

17 262 

20 888 

289 884 

35 527 

TELEPHONE AVAILABLE 










* 16 397 

20 158 

11 536 

21 938 

19 801 

21 774 

317 144 

43 837 


617 

3 066 

869 

865 

483 

2 167 

29 308 

7 333 

AUTOMOBILES AVAILABLE 










10 367 

14 145 

7 988 

13 295 

13 094| 

15 315 

207 671 

30 030 


5 B55 

4 259 

3 167 

7 199 

5 970 

6 637 

100 718 

16 560 

3 OR MORE. * 

614 

565 

507 

893 

504 

637 

10 485 

2 475 

NONE . 

178 

4 255 

743 

1 416 

732 

1 352 

27 539 

2 105 

AIR CONDITIONING 









ROOM UNITI 










744 

468 

428 

1 816 

660 

1 131 

17 882 

1 746 

2 OR MORE 

41 

118 

19 

381 

144 

190 

3 416 

566 

CENTRAL SYSTEM . . 

100 

78 

40 

21B 

224 

93 

4 012 

450 

NONE . * 

16 129 

22 546 

11 918 

20 388 

19 264 

22 527 

321 154 

48 408 

television sets 










12 894 

19 164 

10 029 

17 Q97 

15 988 

19 655 

266 279 

41 209 

2 OR MORE. 

3 823 

2 429 

1 989 

5 096 

4 015 

3 597 

67 794 

7 207 

none 

297 

1 617 

387 

608 

297 

669 

12 391 

2 674 

RADIO SETS 










7 419 

12 594 

6 564 

9 069 

9 277 

12 869 

161 792 

25 805 

2 OR MORE 

9 007 

8 318 

5 286 

12 806 

10 095 

9 739 

166 882 

21 794 

NONE 

588 

2 290 

553 

1 

926 

928 

1 333 

17 790 

3 571 


24-52 


State and Small Areas 


Table 16. — Type of Fuel and Selected Equipment, for SMSA's, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS— CON. 

FLINT 


GRAND 

RAPIDS 


THE AREA 

GENESEE 

COUNTY 

FLINT 

URBAN 

BALANCE 

RURAL 

THE AREA 

KENT 

county 

GRAND 

RAPIDS 

URBAN 

balance 

RURAL 

ALL OCCUPIED UNITS 

105 180 

58 592 

24 S24 

21 772 

105 765 

55 514 

32 060 

18 191 

HEATING FUEL 










39 978 

32 014 

6 229 

1 735 

73 210 

45 783 

24 032 

3 395 

FUEL OlLi KEROSENEt ETC . 

52 637 

19 892 

16 281 

16 464 

20 649 

4 171 

5 921 

10 557 


9 823 

5 553 

1 634 

2 636 

9 208 

4 340 

1 599 

3 269 

ELECTRICITY. • • 

199 

100 

63 

36 

243 

63 

98 

82 

BOTTLED* TANK! OR LP GAS 

1 974 

868 

462 

624 

1 556 

875 

352 

329 

OTHER FUEL . . ♦ 

536 

144 

115 

277 

899 

282 

58 

559 

NONE 

41 

21 

20 

... 

... 

# • • 


... 

WATER HEATING FUEL 









UTILITY GAS 

59 164 

48 635 

8 594 

1 935 

00 377 

51 457 

25 833 

3 087 

ELECTRICITY 

29 908 

5 445 

11 288 

13 175 

16 541 

i 476 

4 579 

10 484 

COAL OR COKE 

462 

168 

137 

137 

477 

294 

59 

124 

BOTTLED* TANK* UR LP GAS 

7 720 

2 578 

2 148 

2 994 

3 988 

1 426 

742 

1 820 

FUEL OIL* KEROSENEt ETC 

3 786 

750 

1 253 

1 703 

1 419 

137 

211 

1 071 

OTHER FUEL 

179 

82 

33 

64 

126 

17 

18 

91 

NONE 

3 969 

914 

1 371 

1 684 

2 837 

705 

618 

1 514 

COOKING FUEL 









UTILITY GAS 

43 234 

35 996 

6 131 

I 107 

68 719 

46 401 

19 990 

2 328 

ELECTRICITY 

47 886 

19 240 

13 749 

14 897 

29 841 

7 499 

10 058 

12 2B4 

BOTTLED* TANK* OR LP GAS 

13 200 

2 772 

4 868 

5 560 

6 360 

1 249 

1 895 

3 236 

FUEL OIL* KEROSENE* ETC 

261 

111 

43 

107 

307 

99 

78 

130 

COAL OR COKE 

141 

82 

• • . 

59 

183 

03 

39 

61 

OTHER FUEL 

115 

40 

33 

42 

145 

17 

* « . 

128 

NONE • 

351 

351 

... 

4 « • 

190 

166 

. * . 

24 

CLOTHES WASHING MACHINE 









WRINGER OR SPINNER • . • 

44 781 

23 328 

10 908 

10 545 

44 122 

22 801 

11 740 

9 581 

AUTOMATIC OR SEMI-AUTOMATIC 

43 082 

24 187 

10 281 

8 614 

41 385 

19 246 

15 944 

6 195 

WASHER-DRYER COMBINATION . • . . 

2 357 

1 055 

650 

652 

2 116 

951 

648 

517 

NONE 

14 968 

10 022 

2 985 

1 961 

18 142 

12 516 

3 728 

1 898 

CLOTHES DRYER 









GAS HEATED 

12 792 

9 645 

2 153 

994 

27 479 

14 024 

11 544 

1 911 

ELECTRICALLY HEATED 

23 603 

8 968 

7 344 

7 291 

15 949 

3 877 

6 081 

5 991 

NONE . 

68 793 

39 979 

15 327 

13 487 

62 337 

37 613 

14 435 

10 289 

HOME FOOD FREEZER 









1 OR MORE 

20 300 

0 047 

5 162 

7 091 

21 663 

6 117 

7 995 

7 551 

NONE 

64 668 

50 545 

19 662 

14 681 

84 102 

49 397 

24 065 

10 640 

TELEPHONE AVAILABLE 










90 996 

50 826 

21 939 

18 231 

97 040 

49 855 

30 715 

16 478 


14 192 

7 766 

2 885 

3 541 

8 717 

5 659 

1 345 

1 713 

AUTOMOBILES AVAILABLE 










68 786 

38 753 

16 395 

13 638 

63 910 

32 981 

20 195 

10 734 


22 699 

9 979 

6 140 

6 580 

24 424 

9 423 

9 300 

5 701 

3 OR MORE. .... 

2 350 

1 167 

592 

591 

3 045 

1 236 

1 ou 

798 

NONE 

11 353 

8 693 

1 697 

963 

14 386 

11 074 

1 554 

958 

AIR CONDITIONING 









ROOM UNITI 










3 625 

2 259 

761 

605 

2 903 

1 585 

1 023 

295 

a OR MORE . 

894 

385 

261 1 

248 

755 

240 

330 

185 

CENTRAL SYSTEM 

930 

674 

148 

108 

692 

284 

285 

123 


99 739 

55 274 

23 654 

20 811 

101 415 

53 405 

30 422 

17 588 

TELEVISION SETS 










89 199 

48 917 

21 706 

18 576 

82 716 

43 233 

25 284 

14 199 

2 OR MORE • . 

9 070 

5 649 

2 149 

2 072 

13 303 

6 054 

5 017 

2 232 


6 119 

4 026 

969 

1 124 

9 746 

6 227 

1 759 

1 760 

RADIO SETS 










60 214 

32 937 

14 992 

12 285 

51 915 

27 935 

14 364 

9 616 

2 OR MORE. • • • 

37 685 

21 577 

8 103 

8 005 

48 550 

24 199 

16 735 

7 616 


7 289 

4 078 

1 729 

1 482 

5 300 

3 380 

961 

959 


Table 16 . — Type of Fuel and Selected Equipment, for SMSA's, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 1960 — Con. 

[Baaed on sample; see tej^t. "U” denotes an unincorporated place] 


Hc.iting Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Secs 


SUBJECT 


ALL OCCUPIED UNITS 


HEATING FUEL 


UTILITY GAS 

FUEL OILi KEROSENEt ETC. 

COAL OR COKE 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS 

OTHER FUEL 

NONE 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

BOTTLED. TANK. OR LP GAS 
FUEL OILf KEROSENE. ETC. 

OTHER FUEL 

NONE 


COOKING FUEL 


UTILITY GAS. ...... 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS 
FUEL OIL< KEROSENE. ETC. 

COAL OR COKE 

OTHER FUEL 

NONE 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC, . . 
WASHER-DRYER COMBINATION * . . . 
NONE 


CLOTHES DRYER 


GAS HEATED .... 
ELECTRICALLY HEATED 
NONE 


HOME FOOD freezer 


1 OR MORE 
NONE . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


!....< 
2 . . . . < 

3 OR MORE, 
NONE • . , 


AIR CONDITIONING 


ROOM UNlTl 



2 OR MORE. . 
CENTRAL SYSTEM 
NONE 


TELEVISION SETS 


1 * • • * I 

2 OR MORE, 
NONE . . , 


radio sets 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 



JACKSON 



KALAMAZOO 


THE AREA 




THE AREA 



RURAL 

JACKSON 

COUNTY 

JACKSON 

URBAN 

balance 

RURAL 

KALAMAZOO 

COUNTY 

KALAMAZOO 

URBAN 

BALANCE 

37 520 

16 139 

7 386 

13 995 

48 139 

23 856 

10 343 

13 940 

13 071 

8 960 

3 359 

752 

17 352 

U 479 

3 879 

1 994 

16 845 

3 887 

3 339 

9 619 

24 766 

9 281 

5 715 

9 770 

6 421 

2 724 

624 

3 073 

4 845 

2 638 

475 

1 732 

62 

40 

22 

... 

130 

47 

. • . 

83 

689 

391 

20 

278 

559 

321 

102 

136 

432 

137 

22 

273 

467 

90 

172 

205 

... 


. . . 

. * . 

20 


a * • 

20 

IB 003 

12 915 

4 232 

856 

24 563 

17 104 

5 137 

2 322 

12 827 

1 523 

2 301 

9 003 

16 003 

3 926 

3 957 

8 120 

265 

171 

* • . 

94 

524 

463 

20 

41 

2 400 

674 

172 

1 554 

3 250 

1 029 

520 

1 701 

941 

264 

170 

487 

1 843 

704 

330 

809 

77 

57 

20 

... 

131 

90 

19 

22 

3 007 

515 

491 

2 001 

1 825 

540 

360 

925 

15 40a 

10 997 

3 732 

679 

18 979 

14 198 

3 006 

1 775 

15 315 

4 UO 

2 917 

a 288 

23 332 

a 489 

6 233 

8 610 

6 103 

665 

716 

4 722 

5 297 

957 

1 026 

3 314 

96 

37 


59 

222 

42 

78 

102 

136 


2*1 

115 

62 

• . . 

i « 1 

62 

152 

38 

. • . 

114 

187 

no 

... 

77 

310 

292 


18 

60 

60 

... 

• » • 

17 825 

6 931 

3 743 

7 151 

20 441 

9 657 

4 459 

6 325 

12 067 

4 797 

2 512 

4 758 

16 436 

7 359 

4 283 

4 794 

555 

265 

79 

211 

1 348 

347 

279 

522 

7 073 

4 146 

i 052 

1 875 

9 914 

6 293 

1 322 

2 299 

4 030 

2 308 

1 012 

718 

4 662 

2 510 

1 282 

870 

7 751 

1 760 

1 770 

4 221 

11 192 

4 174 

2 939 

4 079 

25 731 

12 071 

4 604 

9 056 

32 285 

17 172 

6 122 

B 991 

9 786 

2 481 

2 016 

5 291 

11 146 

3 921 

2 451 

4 774 

27 732 

13 658 

5 370 

8 704 

36 993 

19 935 

7 892 

9 166 

33 294 

14 541 

6 836 

11 917 

43 932 

21 388 

9 855 

12 689 

4 226 

1 598 

550 

2 078 

4 207 

2 46B 

488 

1 251 

23 561 

9 847 

4 837 

8 877 

29 169 

14 212 

6 637 

8 320 

e 864 

2 948 

1 946 

3 970 

12 228 

4 928 

2 971 

4 329 

829 

319 

184 

326 

1 646 

631 

302 

713 

4 266 

3 025 

419 

822 

5 096 

4 085 

433 

570 

987 

534 

295 

158 

1 468 

895 

334 

239 

239 

158 

42 

39 

335 

113 

59 

163 

361 

115 

192 

54 

530 

293 

llB 

119 

35 933 

15 332 

6 857 

13 744 

45 806 

22 553 

9 832 

13 419 

31 481 

13 344 

6 186 

11 949 

37 800 

18 536 

8 206 

11 056 

3 572 

1 254 

911 

1 407 

6 516 

2 684 

1 803 

2 029 

2 467 

1 541 

207 

639 

3 823 

2 634 

334 

855 

18 963 

7 BOB 

3 573 

7 602 

23 651 

11 918 

4 676 

7 057 

16 178 

7 164 

3 388 

5 626 

21 732 

10 323 

5 l6l 

6 248 

2 359 

1 167 

425 

767 

2 756 

1 615 

506 

635 


I. . . . 

2 OR MORE, 
NONE . . , 


24-54 


State and Small Areas 


Table 16. — ^Type of Fuel and Selected Equipment, for SMSA s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Based on sample; see text. "U” denotes an unincorporated place] 


Heatinp; Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes W.ishing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automohilcs Av.iil. 
Air Conditioning 
Television Sets 
Radio Sets 


standard metropolitan statistical areas— con. 


MUSKEGON-MUSKEGON HEIGHTS 


TELEVISION SETS 


CLINTON EATON 


URBAN 

BALANCE 


MUSKEGON 

COUNTY 


ALL OCCUPIED UNITS 


HEATING FUEL 


UTILITY GAS 

FUEL OIL I KEROSENEi ETC. 

COAL OR COKE 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS 

other FUEL 

NONE 


35 192 

1 202 

4 302 

29 688 

19 038 

12 692 

35 009 

6 539 

6 391 

22 079 

10 072 

9 375 

11 897 

1 854 

2 843 

7 200 

3 525 

2 538 

324 

61 

58 

205 

126 

86 

1 244 

395 

223 

626 

329 

155 

1 436 

277 

364 

795 

453 

305 

15 

• . • 

. • * 

15 

15 

♦ • « 


WATER HEATING FUEL 


UTILITY GAS. ...... 

ELECTRICITY 

COAL OR COKE 

BOTTLED. TANKf OR LP GAS 
FUEL 0IL» KEROSENE. ETC. 

OTHER FUEL 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE 

OTHER FUEL 

NONE 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. 
WASHER-DRYER COMBINATION . . 
NONE 


CLOTHES DRYER 


GAS HEATED 

ELECTRICALLY HEATED. 
NONE . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


TELEPHONE AVAILABLE 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


AIR CONDITIONING 


ROOM UNiTt 

1 

2 OR MORE, . 
CENTRAL SYSTEM 
NONE 


2 OR MORE. 
NONE . . * 


2 OK MORE. 
NONE . . . 


Michigan 
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Tabic 16. — Type of Fuel and Selected Equipment, for SMS As, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. “U" denotes an unincorporated place] 


Heating Fuel 
Water Hear. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


SAGINAW 

COUNTY 


ALL OCCUPIED UNITS 


HEATING FUEL 


UTILITY GAS 

FUEL OIL* KEROSENEi ETC. 

COAL OR COKE 

ELECTRICITY 

bottled » TANKt OR LP GA.S 

OTHER FUEL 

NONE 


WATER HEATING FUEL 


UTILITY GAS . 

ELECTRICITY 

COAL OR COKE 

BOTTLED. TANK. OR LP GAS 
FUEL OIL? KEROSENE. ETC. 

OTHER FUEL 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS 
FUEL OiLt KEROSENE. ETC. 

COAL OR COKE 

OTHER FUEL 

NONE 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. 
WASHER-DRYER COMBINATION . . 
NONE 


CLOTHES DRYER 


GAS HEATED 

ELECTRICALLY HEATED. 
NONE 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . • 


TELEPHONE AVAILABLE 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . • . 


AIR CONDITIONING 


ROOM UNITi 



2 OR MORE, . 
CENTRAL system 
NONE 


TELEVISION SETS 


2 OR MORE. 
NONE . • . 


2 OR MORE. 
NONE . • . 


URBANIZED AREAS 


VJN 

30R 

BAY CITY 

DETROIT 

32 652 

21 301 

1 022 001 

21 142 

11 298 

638 465 

9 217 

6 568 

223 802 

1 709 

3 208 

141 719 

24 

22 

2 015 

475 

166 

11 016 

05 

39 

4 740 

• t • 

« . . 

258 

24 349 

17 309 

835 050 

5 123 

2 066 

82 021 

523 

146 

45 015 

1 083 

422 

26 105 

1 165 

358 

23 640 

06 

22 

3 053 

301 

970 

7 131 

15 797 

15 406 

680 B24 

15 017 

4 300 

300 971 

1 379 

1 324 

29 222 

149 

147 

2 287 

... 

83 

2 616 

20 

20 

1 769 

290 

21 

4 326 

7 359 

8 563 

372 850 

13 446 

0 864 

468 546 

754 

458 

17 595 

11 093 

3 416 

163 024 

4 541 

3 020 

197 739 

5 282 

4 304 

122 055 

22 029 

13 977 

702 221 

4 036 

3 525 

113 043 

28 616 

17 776 

908 972 

29 715 

19 055 

899 761 

2 937 

2 246 

122 240 

20 324 

13 354 

586 616 

6 745 

4 535 

223 694 

999 

555 

26 570 

4 584 

2 057 

183 093 

1 671 

409 

50 207 

478 

161 

10 634 

241 

286 

8 614 

30 062 

20 445 

952 360 

23 776 

17 770 

792 752 

3 456 

2 073 

171 317 

5 420 

1 458 

57 946 

16 139 

12 909 

516 205 

14 016 

7 049 

441 887 

2 497 

1 343 

63 923 
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State and Small Areas 


Tabic 16 . — ^Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Hcuting Fuel 
Wuccr Heat. Fuel 
Cooking Fuel 
Clot lies Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio bets 


SUBJECT 


ALL OCCUPIED UNITS 


HEATING fuel 


UTILITY GAS 

FUEL OIL I KEROSENE* ETC. 
COAL OR COKE 

electricity 

BOTTLED* TANK* OR LP GAS 

OTHER FUEL 

NONE 


WATER HEATING FUEL 


UTILITY GAS. ...... 

ELECTRICITY. 

COAL OR COKE 

BOTTLED* TANK* OR LP GAs 
FUEL OIL* KEROSENE* ETC. 

OTHER FUEL 

NONE 


COOKING FUEL 


UTILITY GAS. ...... 

ELECTRICITY. . 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 
COAL OR COKE 
OTHER FUEL 

NONE 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 
AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . • • 
NONE 


CLOTHES DRYER 


GAS HEATED • • • • i 
ELECTRICALLY HEATED. 
NONE 


HOME FOOD FREEZER 


I OR MORE. 
NONE • • . 


TELEPHONE AVAILABLE 


YES. 
NO . 


AUTOMOBILES AVAILABLE 


1 . • • . . 

2 . . . . 

3 OR MORE, 
NONE • • . 


AIR CONDITIONING 


ROOM UNITI 

1 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE 


TELEVISION sirs 


1 . • . . . 

2 OR MORE. 
NONE • • , 


RADIO SETS 


1 URBANIZED AREAS— CON. 






MUSKEGON- 


FLINT 

GRAND 

JACKSON 

KALAMAZOO 

LANSING 

MUSKEGON 

SAGINAW 


RAPIDS 




HEIGHTS 


79 618 

86 828 

22 142 

33 186 

49 208 

28 166 

36 66B 

36 030 

69 729 

11 667 

15 120 

26 948 

21 390 

19 049 

34 779 

9 527 

6 593 

14 264 

15 947 

3 612 

12 540 

7 095 

5 883 

3 250 

3 113 

4 984 

2 697 

4 244 

143 

123 

62 

47 

191 

61 

80 

1 309 

1 226 

411 

330 

465 

383 

458 

221 

340 

159 

262 

658 

23 

297 

41 

. • « 

• • • 


15 



54 475 

76 092 

16 275 

21 982 

34 670 

24 955 

28 705 

16 054 

5 788 

3 509 

7 408 

10 386 

1 620 

4 354 

325 

353 

171 

483 

894 

202 

236 

4 538 

2 lOB 

797 

1 420 

1 138 

581 

i 136 

1 847 

348 

404 

970 

931 

76 

645 

115 

35 

77 

109 

259 

58 

39 

2 264 

1 304 

909 

814 

930 

674 

1 553 

40 510 

66 157 

13 8BO 

17 074 

21 353 

19 882 

24 286 

30 990 

17 221 

6 615 

14 032 

25 838 

7 275 

9 B54 

7 458 

2 968 

1 259 

1 790 

1 592 

746 

1 972 

154 

177 

37 

120 

48 

• t * 

128 

82 

122 

21 

■ * • 

... 

114 

201 

73 

17 

38 

110 

50 

39 

90 

351 

166 

292 

60 

327 

110 

137 

33 157 

34 335 

9 824 

13 639 

14 029 

11 653 

14 244 

32 386 

34 087 

6 898 

11 320 

21 857 

11 318 

15 009 

1 528 

1 519 

344 

804 

1 422 

738 

1 510 

12 547 

16 087 

5 076 

7 423 

11 900 

4 457 

5 905 

11 240 

25 401 

3 128 

3 749 

5 669 

6 797 

6 009 

15 145 

9 938 

3 166 

6 786 

U 002 

4 099 

6 524 

53 233 

51 489 

15 848 

22 651 

31 737 

17 270 

24 135 

12 187 

13 709 

3 987 

6 175 

8 414 

5 537 

5 358 

67 431 

73 119 

18 155 

27 Oil 

' 40 794 

! 

22 629 

31 310 

69 306 

79 943 

20 178 

30 297 

j 

1 46 117 

23 264 

32 942 

10 312 

6 885 

1 964 

2 089 

3 091 

4 902 

3 726 

52 794 

52 633 

13 759 

20 118 

31 686 

17 401 

22 726 

15 075 

18 596 

4 508 

7 617 

10 208 

5 493 

7 160 

1 703 

2 287 

479 

933 

1 393 

676 

858 

10 046 

13 312 

3 396 

4 518 

' 5 921 

4 596 

5 924 

2 925 

2 528 

781 

1 207 

2 021 

603 

1 476 

566 

530 

200 

172 

395 

157 

247 

786 

570 

262 

411 

516 

225 

380 

75 341 

83 200 

20 879 

31 396 

46 276 

27 181 

34 565 

67 524 

67 890 

18 366 

25 903 

38 582 

23 891 

30 367 

7 237 

10 989 

2 020 

4 315 

6 552 

1 1 944 

3 906 

4 857 

7 949 

1 756 

2 968 

4 074 

2 331 

1 

2 395 

46 074 

42 012 

10 555 

15 991 

23 826 

1 

1 14 736 

20 432 

27 942 

40 554 

10 116 

15 117 

22 649 

' 12 093 

13 053 

5 602 

4 262 

1 471 

2 078 

2 733 

1 1 337 

3 183 


I. . . . . 

2 OR MORE. 
t^ONE . . . 


Michigan 
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Table 17. — Financial Characteristics and Duration or Vacancy, tor SMSA's, Constituent Counties, Value Contract Rem 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: Duration o 

1960 

[Some data baaed on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-f) or 
minus ( — ) after number indicates median above or below that number] 


STANDARD METROPOLITAN STATISTICAL AREAS 


SUBJECT 


value 


OWNER OCCUPIED 

LESS THAN $5»000 

$5*000 TO S7t400 

$7 1 500 TO $9 1 900 

$10*000 TO $12*400 

$12*500 TO $14*900 

$15*000 TO $17*400 ..... 

$17*500 TO $19*900 

$20*000 TO $24*900 

$25*000 TO $34*900 

$35*000 OR MORE 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR SALE 

LESS THAN $5*000 

$5*000 TO $9*900 

$10*000 TO $14*900 

$15*000 TO $19*900 ...... 

$20*000 TO $24*900 

$25*000 OR MORE 

MEDIAN PRICE ASKED DOLLARS 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN 

$20 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 . 

$60 TO $69 

$70 TO $79 

$80 TO $99 

$100 TO $119 

$120 TO $149 

$150 TO $199 

$200 OR MORE 

NO CASH RENT 

MEDIAN . DOLLARS 


contract RENT 

RENTER OCCUPIED 

LESS THAN 

$20 TO $29 ... . 

$30 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 . 

$100 TO $149 

$150 OR MORE ..... 

NO CASH RENT 

MEDIAN DOLLARS 


VACANT available FOR RENT 

LESS THAN $30 

$30 TO $39 

$40 TO $59 

$60 TO $79 

seo TO $99 

$100 TO $119 

$120 OR MORE . . « • 

MEDIAN RENT ASKED (DOLLARS) I 

VACANT AVAILABLE FOR RENT 

WITH ALL UTILITIES IN RENT 

WITH SOME OR NO UTILITIES IN RENT. . 


DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS 

6 months or more ....... 


VACANT AVAILABLE FOR RENT 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE 


Ann arbor 


BAY 

CITY 


THE AREA 




THE AREA 





ANN ARBOR 

URBAN 

RURAL 

— — 

BAY CITY 

URBAN 

RURAL 

WASHTENAW 


BALANCE 


BAY 


BALANCE 


COUNTY 




COUNTY 




24 607 

9 145 

9 449 

5 913 

19 433 

10 633 

4 351 

4 449 

435 

11 

191 

233 

2 239 

1 270 

355 

614 

960 

90 

477 

393 

3 358 

2 210 

509 

639 

2 073 

311 

989 

773 

3 745 

2 490 

641 

614 

4 196 

781 

2 428 

987 

3 312 

1 901 

682 

729 

4 482 

1 372 

2 253 

857 

2 315 

1 207 

642 

466 

3 896 

1 682 

1 466 

748 

i 723 

656 

525 

542 

2 444 

1 290 

704 

450 

964 

306 

344 

314 

2 763 

1 577 

580 

606 

938 

293 

363 

262 

1 993 

1 223 

261 

509 

539 

166 

198 

175 

1 265 

808 

100 

357 

300 

134 

72 

94 

15 100 

18 100 

13 200 

14 200 

10 300 

9 300 

12 500 

11 200 

496 

178 

226 

92 

253 

121 

60 

72 



. • . 

• ■ . 

48 

20 

11 

17 

44 

8 

16 

20 

68 

59 

6 

21 

229 

42 

140 

47 

47 

22 

10 

15 

131 

59 

53 

19 

50 

11 

23 

16 

43 

26 

14 

3 

5 

1 

4 

• . . 

49 

43 

3 

3 

15 

B 

4 

3 

14 500 

18 300 

13 700 

... 

9 500 

B 400 

. • • 

. . 1 

16 684 

9 601 

4 416 

2 667 

5 616 

4 153 

610 

853 

32 

21 

4 

7 

35 

12 

a 

15 

99 

57 

25 

17 

81 

58 

3 

20 

420 

333 

52 

35 

202 

162 

10 

30 

655 

387 

163 

105 

488 

368 

45 

75 

715 

254 

313 

148 

723 

587 

43 

93 

1 217 

455 

452 

310 

1 030 

857 

66 

107 

1 628 

641 

648 

339 

B12 

683 

69 

60 

4 663 

2 669 

1 316 

678 

1 037 

735 

162 

140 

3 lOfl 

2 006 

670 

432 

370 

225 

85 

60 

2 202 

1 558 

403 

241 

235 

164 

41 

30 

965 

732 

176 

57 

51 

29 

11 

11 

171 

150 

5 

16 

26 

26 

. . * 

... 

809 

338 

169 

282 

526 

247 

67 

212 

94 

99 

66 

87 

70 

69 

83 

68 

16 684 

9 601 

4 416 

2 667 

5 616 

4 153 

610 

853 

62 

25 

12 

25 

79 

45 

11 

23 

214 

97 

33 

84 

261 

119' 

27 

115 

660 

389 

143 

12B 

535 

392 

37 

106 

2 337 

749 

880 

708 

1 979 

1 541 

192 

246 

4 097 

1 586 

1 616 

895 

1 653 

1 383 

164 

106 

4 349 

2 989 

994 

366 

364 

267 

63 

34 

3 642 

2 972 

512 

158 

184 

124 

49 

11 

514 

456 

37 

21 

35 

35 

. * • 

1 . . 

809 

338 

189 

262 

526 

247 

67 

212 

82 

92 

72 

66 

57 

58 

60 

47 

1 199 

595 

455 

149 

336 

283 

12 

41 

17 

10 

3 

4 

16 

a 

... 

B 

73 

50 

13 

10 

40 

32 

4 

4 

212 

43 

133 

36 

126 

100 

4 

22 

288 

75 

130 

83 

113 

106 

. . • 

7 

347 

212 

125 

10 

12 

12 

. • « 

... 

155 

126 

23 

6 

20 

16 

4 


107 

79 

28 

... 

9 

9 

. . • 

• * • 

81 

93 

70 

• . • 

58 

60 

... 

... 

71 

84 

* . • 

. . ■ 

• ( ■ 

... 

. . . 

* • • 

83 

97 

79 



• • . 



501 

165 

226 

110 

230 

62 

64 

84 

239 

104 

100 

35 

103 

46 

30 

27 

70 

31 

25 

14 

22 

4 

8 

10 

192 

30 

101 

61 

105 

32 

26 

47 

1 335 

654 

455 

226 

361 

298 

12 

51 

311i 

164 

117 

30 

128 

111 

4 

13 

599 

308 

204 

87 

125 

112 

4 

9 

151 

89 

47 

15 

34 

31 

• . . 

3 

274 

93 

87 

94 

74 

44 

!! 

26 
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State and Small Areas 


Table 17 . — Financial Characteristics and Duration of Vacancy, for SMSAs, Constituent Counties, Gross Rent Duration orVacmcy 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas. 

1960— Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (-) after number indicates median above or below that number] 


“n ~~ STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


OWNER OCCUPIED 
LESS THAN *5*000 . 
*5t000 TO *7*400 . 
*7*500 TO *9*900 . 
SlOiOOO TO *12*400 
*12*500 TO *14*900 
*15 1 000 TO *17*400 
$17*500 TO *19*900 
*20*000 TO *24*900 
*25*000 TO *34*900 
*35*000 OR MORE. . 


MEDIAN DOLLARS 


VACANT available FOR SALE 

LESS THAN *5*000 

*5*000 TO *9*900 

*10*000 TO *14*900 

*15*000 TO *19*900 

*20*000 TO *24*900 

*25*000 OR MORE 

MEDIAN PRICE ASKED DOLLARS 


RENTER OCCUPIED. 
LESS THAN *20. . . . 

*20 TO *29 

*30 TO *39 

*40 TO *49 

*50 TO $59 

*60 TO *69 

*70 TO *79 

*30 TO *99 

*100 TO *119 . . ■ . 

*120 TO *149 . . . * 

*150 TO *199 . . . . 

*200 OR MORE . . . . 

NO CASH RENT . . . . 


CONTRACT RENT 


RENTER OCCUPIED* 
LESS THAN *20. . . - 

*20 TO *29 

*30 TO *39 

*40 TO *59 

*60 TO *79 .... . 

*80 TO *99 

*100 TO *149 • • . • 

*150 OR MORE . . « . 

NO CASH RENT . . . . 


MEDIAN DOLLARS 


VACANT AVAILABLE FOR RENT 

LESS THAN *30 

*30 TO *39 ............. . 

*40 TO *59 

*60 TO *79 . • 

*80 TO *99 

*100 TO $119 

*120 OR MORE 

median rent asked (DOLLARS)* 

VACANT available FOR RENT 

WITH ALL UTILITIES IN RENT . . . . 
WITH SOME OR NO UTILITIES IN RENT. 


DURATION OF VACANCY 


VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE 


VACANT AVAILABLE FOR RENT. 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE 


704 083 
14 239 
50 691 
99 22B 
145 148 
131 772 
102 984 
60 241 
48 2B6 
32 275 
19 219 


312 621 
379 
3 257 
9 201 
15 098 
27 102 
46 567 
50 066 
76 700 
41 767 
20 157 
6 254 
2 144 
13 129 


312 621 
973 
6 460 
16 960 
82 909 
126 005 
40 263 
21 777 
4 145 
13 129 


1 COUNTIES 

MACOMB 

OAKLAND 

WAYNE 

86 630 

149 516 

467 937 

1 417 

3 338 

9 484 

4 511 

10 158 

36 022 

9 998 

19 887 

69 343 

16 343 

27 B48 

100 957 

16 049 

23 543 

92 180 

16 423 

17 079 

69 482 

10 292 

11 729 

38 220 

7 570 

13 328 

27 388 

3 169 

13 295 

15 811 

858 

9 311 

9 050 

14 200 

13 900 

13 000 

1 925 

2 843 

6 440 

26 

77 

209 

250 

625 

1 370 

768 

909 

2 664 

634 

448 

1 243 

136 

272 

311 

111 

512 

643 

14 500 

14 000 

13 100 

14 578 

31 406 

266 637 

7 

6 

364 

36 

109 

3 112 

162 

417 

8 622 

359 

929 

14 610 

684 

1 887 

24 531 

1 209 

3 556 

41 802 

2 019 

3 721 

44 326 

3 996 

7 100 

65 604 

2 903 

5 502 

33 362 

1 631 

3 834 

14 692 

464 

1 747 

4 043 

40 

458 

1 646 

1 068 

2 130 

9 923 

92 

90 

78 

14 578 

31 406 

266 637 

44 

64 

865 

197 1 

373 

5 890 

454 

1 030 

15 468 

2 606 

6 523 

73 780 

5 0221 

10 2L9 

110 764 

3 410 

5 453 

31 400 

1 689 

4 731 

15 357 

30 

867 

3 190 

1 060 

2 138 

9 923 

74 

72 

65 

1 423 

2 787 

32 520 

9 

17 

1 219 

52 

68 

2 954 

376 

686 

11 146 

450 

1 026 

12 565 

320 

422 

2 617 

137 

288 

998 

71 

260, 

1 021 

71 

70 

61 

69 

65: 

59 

72, 

73 

62 

1 903 

2 883 

6 674 

906 

1 320 

3 888 

254: 

385 

1 071 

7431 

1 178 

1 715 

1 463 

2 091 

32 544 

400 

523 

4 602 

498 

1 197 

15 709 

96 

310 

4 444 

469 

053 

7 789 


261 384 
6 756 
26 114 
47 939 
61 253 
49 499 
34 392 
17 594 
11 133 
4 730 
1 974 


215 365 
208 
2 459 
7 453 
12 451 
20 851 

35 076 

36 037 
52 104 
25 991 
10 554 

2 559 
1 090 
7 572 


215 365 
604 
4 507 
12 941 
61 627 
91 890 
23 232 
10 729 
2 263 
7 572 


Michigan 
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Table 17. — Financial Chauacteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, Value ^nttact Rent 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: uracion o acmcy 

1960— Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+•) or 
minus ( - ) after number indicates median above or below that number] 


STAMDARD METROPOLITAN STATISTICAL AREAS— CON. 


DETROIT— CON. 


SUBJECT 



places- 

-CON. 



URBAN 

BALANCE 

RURAL 

LIVONIA 

PONTIAC 

ROSEVILLE 

ROYAL 

OAK 

ST CLAIR 
SHORES 

WARREN 

value 









OWNER OCCUPIED 

15 926 

14 353 

10 774 

17 926 

18 404 

19 055 

275 433 

33 192 1 

LESS THAN SStOOO 

104 

681 

137 

73 

51 

363 

4 241 

1 450 

SStOOO TO $7t400 

339 

2 152 

603 

287 

360 

1 525 

15 129 

3 104 

$7 1500 TO S9i 900 

731 

4 061 

1 434 

1 317 

920 

3 690 

31 190 

5 12B 

SlOtOOO TO $iat400 

1 504 

3 942 

2 959 

4 154 

2 117 

4 1B9 

50 550 

6 195 

$12»500 TO $14i900 

2 401 

1 997 

2 823 

4 617 

3 217 

2 937 

51 865 

4 318 

SiStOOO TO $17*400 

4 498 

851 

1 877 

2 612 

5 189 

3 142 

41 361 

3 082 

$17*500 TO $19*900 ... 

3 023 

275 

605 

i 045 

3 160 

2 252 

25 472 

2 040 

$20*000 TO $24*900 

2 377 

209 

175 

i 889 

2 148 

1 341 

22 692 

2 787 

$25*000 TO $34*900 

777 

121 

113 

931 

980 

333 

19 756 

2 871 , 

$35*000 OR MORE 

172 

64 

48 

201 

262 

83 

13 177 

2 217 ; ‘ 

MEDIAN DOLLARS . 

16 600 

10 200 

12 700 

14 200 

16 200 

12 600 

14 300 

12 900 

VACANT AVAILABLE FOR SALE 

614 

314 

271 

211 

357 

506 

4 858 

916 

LESS THAN $5*000 

. • . 

14 

6 

3 

5 

3 

115 

19 

$5*000 TO $9*900 

25 

124 

41 

20 

22 

87 

767 

196 

$10*000 TO $14*900 

139 

153 

108 

92 

129 

188 

2 147 

262 

$15*000 TO $19*900 

318 

\2 

103 

53 

137 

209 

905 

1 19 !; 

$20*000 TO $24*900 . 

65 

5 

4 

27 

37 

10 

330 

128 I 

$25*000 OR MORE. 

67 

6 

9 

16 

27 

9 

594 

192 i 

MEDIAN PRICE ASKED ....... DOLLARS • 

17 200 

10 600 

14 100 

14 500 

15 800 

14 300 

13 900 

14 600 ■; 

GROSS RENT 









RENTER OCCUPIED 

968 

7 773 

1 336 

4 438 

1 692 

3 030 

59 950 

8 789 1,; 

LESS THAN 

... 

4 

. ■ * 

. . . 

. • . 

. • • 

68 


$20 TO $29 

• . . 

37 

• • • 

8 

. • . 

3 

396 

73 

$30 TO $39 

7 

205 

7 

54 

. * . 

27 

1 096 

118 

$40 TO $49 

20 

4B6 

19 

83 

5 


2 410 

173 . 

$50 TO $59 

17 

855 

46 

84 

44 

91 

4 141 

487 ^ ; 

$60 TO $69 » 

57 

1 518 

81 

251 

25 

256 

7 475 

770 t 

$70 TO $79 

60 

1 378 

99 

291 

107 

400 

8 164 

1 407 H 

$B0 TO $99 

172 

1 821 

390 

832 

355 

1 041 

14 847 

2 462 

$100 TO $119 

206 

B79 

361 

1 092 

547 

663 

9 168 

1 350 

$120 TO $149 

254 

212 

205 

1 298 

393 

313 

5 496 

477 ii 

$150 TO $199 

113 

55 

34 

241 

110 

11 

2 713 

187 

$200 OR MORE 

4 

B 

B 

9 

4 

• • ■ 

811 

172 k 

NO CASH RENT 

5B 

315 

86 

195 

102 

154 

1 3 145 

1 098 ;; 

MEDIAN DOLLARS . 

112 

75 

99 

110 

112 

91 

' 86 

87 f. 

CONTRACT RENT 








1^; 

RENTER OCCUPIED 

968 

7 773 

1 336 

4 430 

1 692 

3 030 

59 950 

8 789 if 

LESS THAN 

4 

16 

. . . 

4 

. * » 

7 

248 

75 ?, 

$20 TO $29 

3 

92 

13 

12 

4 

33, 

1 261 

195 ]■ 

$30 TO $39 . 

35 

356 

41 

77 

21 

74 

2 649 

456 

$40 TO $59 . • 

106 

2 257 

159 

2B1 

108 

554' 

14 1B8 

2 238 j! 

$60 TO $79 

269 

3 735 

417 

820 

279 

1 232 

20 777 

2 898 ;[ 

$80 TO $99 

157 

352 

399 

1 342 

759 

695 

9 64S 

1 254 i? 

$100 TO $149 

322 

146 

198 

1 627 

403 

281 

6 556 

40 B I’ 

$150 OR MORE . • . . 

14 

4 

23 

80 

16 

... 

1 481 

167 

NO CASH RENT 

58 

315 

86 

195 

102 

154 

3 145 

i 09B * 

MEDIAN DOLLARS . 

84 

64 

80 

94 

94 

71 

69 

66 

VACANT AVAILABLE FOR RENT 

61 

790 

103 

339 

137 

253 

5 518 

772 I 

1 0 

LESS THAN $30 

... 

a 

. * • 

i 

... 

• . * 

177 

14 ^ 

$30 TO $39 

5 

23 

. • • 

a 

1 

4 

289 

67 ^ 

$40 TO $59 

13 

273 

14 

33 

14 

22 

1 70S 

199 

$60 TO $79 

11 

392 

29 

43 

29 

87 

1 921 

302 I 

$80 TO $99 


65 

37 

93 

66 

70 

735 

124 

$100 TO $119 

28 

12 

23 

109 

17 

54 

359 

27 

$120 OR MORE 

4 

17 

* . . 

52 

10 

16 

332 

41 

MEDIAN RENT ASKED (DOLLARS)* 









VACANT AVAILABLE FOR RENT 

• . * 

64 

. • » 

98 

92 

86 

65 

66 

WITH ALU UTILITIES IN RENT 

• a . 

63 

• * • 

* • • 

• . • 

». . 

62 

*64 

WITH SOME OR NO UTILITIES IN RENT. . . 

.. . 

66 

• • • 

97 

... 


67 


DURATION OF VACANCY 









VACANT AVAILABLE FOR SALE 

614 

287 

279 

240 

276 

506 

4 973 

973 

LESS THAN 4 MONTHS 

388 

132 

168 

116 

151 

275 

2 672 

402 

4 UP TO 6 MONTHS 

67 

36 

14 

40 

37 

72 

722 

102 

6 MONTHS OR MORE 

159 

119 

97 

84 

BB 

159 

1 579 

469 

VACANT AVAILABLE FOR RENT 

61 

857 

103 

348 

139 

253 

5 518 

868 

LESS THAN 1 MONTH 

7 

204 

19 

93 

52 

64 

992 

120 

1 UP TO 4 MONTHS 

17 

332 

62 

158 

43 

93 

2 287 

286 

4 UP TO 6 MONTHS 


72 

6 

40 

12 

22 

619 

1 67 

6 MONTHS OR MOrlE 

*37 

249 

14 

57 

32 

74 

1 620 

1 395 
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State and Small Areas 


Table 17. — Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960~Con. 

[Some data baaed on sample; median not shown where base is insufflcient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (— ) after number indicates median above or below that number] 


Contract Rent 
Duration of Vacancy 


SUBJECT 


value 


OWNER OCCUPICO ■ . • 

LESS THAN S5»000 

$5 1 000 TO * . . . 

$7 1 500 TO S9i900 

SlOiOOO TO $I2f400 

$12i500 TO SlUi900 

$i5»000 TO Sl7f400 

$17*500 TO $19*900 . . 

$20*000 TO $24*900 

$25*000 TO $34*900 • 

$35*000 OR MORE • . . 

MEDIAN . DOLLARS . 


VACANT AVAILABLE FOR SALE 

LESS THAN $5*000 

$5*000 TO $9*900 . 

$10*000 TO $14*900 

$15*000 TO $19*900 . 

$20*000 TO $24*900 

$25*000 OR MORE 

MEDIAN PRICE ASKED DOLLARS . 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN 

$20 TO $29 ..... 

$30 TO $39 

£40 TO $49 

$50 TO $59 

$60 TO $69 ... . 

$70 TO $79 .... 

$60 TO $99 

$100 TO $U9 

$120 TO $149 . • . 

$150 TO $199 

$200 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS . 


CONTRACT RENT 

RENTER OCCUPIED 

LESS THAN $20 • . 

$20 TO $29 • * • 

$30 TO 

$40 TO $59 

$60 TO $79 

$B0 TO $99 

$100 TO $149 

$150 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS . 


VACANT AVAILABLE FOR RENT 

LESS THAN $30 

$30 TO $39 

$40 TO $59 

$60 TO $79 

$60 TO $99 

$100 TO $119 

$120 OR MORE 

MEDIAN RENT ASKED (DOLLARS) I 

VACANT AVAILABLE FOR RENT 

WITH ALL UTILITIES IN RENT 

WITH SOME OR NO UTILITIES IN RENT. . • 


DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS 

6 months or MORE 


VACANT AVAILABLE FOR RENT 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE ...... 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


FLINT 


GRAND 

RAPIDS 


THE AREA 




THE AREA 




— 

FLINT 

URBAN 

RURAL 


GRAND 

URBAN 

RURAL 

GENESEE 


BALANCE 


KENT 

RAPIDS 

BALANCE 


COUNTY 




COUNTY 




74 018 

38 846 

20 373 

14 799 

69 287 

30 912 

27 776 

10 599 

3 250 

1 254 

1 239 

757 

2 681 

891 

852 

938 

9 773 

4 206 

3 575 

1 992 

7 460 

3 766 

2 233 

i 461 

16 584 

a 660 

5 090 

2 834 

12 255 

6 156 

4 441 

1 658 

15 684 

a 834 

3 972 

2 878 

14 291 

6 759 

5 727 

1 805 

12 626 

7 822 

2 902 

1 902 

12 247 

5 457 

5 239 

1 551 

7 134 

3 948 

1 606 

1 500 

7 175 

3 206 

3 012 

957 

3 395 

1 695 

808 

892 

4 297 

1 731 

1 859 

707 

3 011 

1 238 

736 

1 037 

4 43B 

1 834 

1 853 

751 

1 730 

717 

275 

738 

2 899 

845 

1 554 

500 

831 

472 

90 

269 

1 544 

267 

1 006 

271 

11 200 

11 500 

10 200 

11 600 

12 100 

11 700 

12 800 

11 700 

1 586 

725 

529 

332 

823 

340 

357 

126 

115 

46 

49 

20 

59 

15 

21 

23 

589 

256 

210 

123 

204 

134 

36 

34 

540 

295 

158 

87 

240 

82 

131 

27 

193 

67 

8i| 

42 

137 

42 

84 

11 

41 

21 

6 

12 

80 

33 

30 

17 

108 

40 

20 

48 

103 

34 

55 

14 

lO 800 

11 000 

10 200 

11 600 

13 100 

11 300 

14 700 


21 397 

15 743 

3 364 

2 290 

24 550 

19 774 

2 837 

i 939 

23 

• . . 

4 

19 

44 

31 

... 

13 

221 

167 

25 

29 

395 

342 

14 

39 

465 

407 

23 

35 

1 036 

BB5 

87 

64 

897 

687 

129 

81 

2 173 

1 927 

85 

161 

1 720 

1 256 

239 

225 

3 506 

3 050 

227 

229 

3 034 

2 258 

459 

317 

4 774 

4 073 

408 

293 

3 052 

2 210 

483 

359 

3 762 

3 145 

404 

213 

5 920 

4 448 

1 003 

469 

4 229 

3 320 

612 

289 

3 231 

2 442 

490 

299 

1 939 

1 415 

420 

104 

1 273 

1 025 

148 

100 

780 

550 

183 

39 

250 

208 

38 

4 

340 

209 

106 

25 

70 

50 

16 

4 

43 

18 

17 

8 

1 241 

585 

307 

349 

1 529 

793 

274 

462 

82 

82 

83 

77 

69 

68 

02 

68 

21 397 

15 743 

3 364 

2 290 

24 550 

19 774 

2 837 

1 939 

96 

29 

17 

50 

202 

115 

18 

69 

506 

332 

89 

85 

1 059 

030 

93 

136 

877 

547 

152 

178 

2 349 

1 932 

150 

267 

5 133 

3 408 

943 

782 

0 031 

7 438 

765 

628 

6 414 

6 445 

1 328 

641 

7 348 

6 112 

975 

261 

3 702 

3 197 

381 

124 

1 831 

1 469 

298 

64 

1 296 

1 092 

127 

77 

1 240 

964 

232 

44 

132 

108 

20 

4 

161 

12ii 

32 

a 

1 241 

585 

307 

349 

1 529 

793 

274 

462 

67 

69 

64 

57 

58 

58 

64 

4B 

2 637 

1 927 

452 

258 

2 364 

2 061 

171 

132 

58 

35 

7 

16 

100 

90 

5 

5 

137 

83 

27 

27 

343 

278 

24 

41 

755 

513 

133 

109 

96B 

862 

60 

46 

1 131 

833 

213 

85 

607 

541 

58 

8 

369 

305 

55 

9 

133 

108 i 

16 

9 

124 

111 

4 

9 

163 

142 

5 

16 

63 

47 

13 

3 

50 

40 

3 

7 

65 

66 

64 

52 

55 

55 i 

... 

• i » 

67 

67 

. . • 

... 

55 

56! 

... 

« • • 

63 

65 

62 

49 

56 

56 



1 738 

828 

532 

378 

850 

i 

334, 

357 

167 

799 

421 

237 

141 

478 

203j 

225 

50 

237 

126 

68 

43 

115 

43 

32 

40 

702 

281 

227 

194 

265 

8B' 

100 

77 

2 609 

1 844 

452 

313 

2 375 

2 012 

171 

192 

432 

361 

41 

30 

415 

336 

40 

39 

1 114 

815 

215 

84 

1 154 

1 010 

81 

63 

317 

216 

53 

48 

185 

159: 

17 

9 

746 

452 

143 

151 

621 

507 

33 

81 


Michigan 
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Tabic 17. — Financial Characteristics and Duration or Vacancy, for SMSA's, Constituent C.ountuis, Vali 
Places or 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 

I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text “U" denotes an unincorporated place. Plus (4-) or 
minus ( — ) after number indicates median above or below that number] 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


Value 
Grnsa Rene 


Contract Rent 
Duration of Vacaniy 


JACKSON 
C OUNTY 


OWNER OCCUPIED 
LESS THAN $5i000 . 
SSfOOO TO *7»400 . 
57*500 TO $9*900 . 
$10*000 TO 512*400 
512*500 TO 514*900 
515*000 TO $17*400 
517*500 TO 519*900 
520*000 TO 524*900 
525*000 TO 534*900 
$35*000 OR MORE. . 


MEDIAN DOLLARS 


VACANT AVAILABLE FOR SALE. 

LESS THAN $5*000 

55*000 TO $9*900 

510*000 TO $14*900 

515*000 TO $19*900 

520*000 TO $24*900 

525*000 OR MORE 


MEDIAN PRICE ASKED DOLLARS 


RENTER OCCUPIED 
LESS THAN $20. . . 
520 TO $29 ... . 
530 TO $39 .... 
540 TO 549 .... 
550 TO S59 . . . . 
560 TO 569 .... 
570 TO $79 .... 
$80 TO $99 .... 
$100 TO $119 . . . 
$120 TO $149 . . . 
$150 TO $199 . . . 
$200 OR MORE . . . 
NO CASH RENT . . . 


MEDIAN DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED. 
LESS than $20. . . . 

$20 TO $29 

$30 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $149 . • . . 

$150 OR MORE . . • « 

NO CASH RENT . . . . 


median DOLLARS 


VACANT AVAILABLE FOR RENT 

LESS than $30 

$30 TO $39 

$40 TO $59 

$60 TO $79 

$60 TO $99 

$100 TO $119 

$120 OR MORE 

MEDIAN RENT ASKED {DOLLARS) i 

VACANT available FOR RENT. . . . . . 
WITH ALL UTILITIES IN RENT . . . • 
WITH SOME OR NO UTILITIES IN RENT. 


DURATION OF VACANCY 


VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE ....... 


VACANT available FOR RENT. 

LESS than 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE . 


SON 

URBAN 

balance 

RURAL 

9 467 

6 272 

7 676 

687 

409 

923 

1 028 

1 094 

1 418 

2 359 

1 144 

1 352 

1 889 

1 112 

1 197 

998 

924 

893 

586 

472 

781 

310 

291 

416 

362 

322 

421 

283 

237 

190 

165 

187 

85 

9 900 

10 900 

10 300 

74 

52 

111 

8 

. • . 

13 

35 

17 

21 

28 

U 

26 

3 

2 

29 

. . . 

18 

4 

... 

4 

16 

9 100 

. . . 

• . . 

5 500 

784 

1 830 

16 

* i . 

13 

93 

6 

30 

268 

a 

67 

406 

29 

123 

578 

39 

185 

905 

91 

241 

796 

119 

245 

1 253 

185 

341 

5B6 

126 

156 

251 

43 

77 

99 

26 

16 

21 

4 

... 

228 

105 

344 

75 

64 

74 

5 500 

784 

1 636 

45 

a 

46 

160 

15 

170 

387 

44 

IBS 

1 477 

169 

547 

2 084 

285 

395 

843 

69 

73 

238 

78 

78 

38 

6 

. * ■ 

228 

105 

344 

65 

65 

53 

340 

431 

61 

21 

• . * 

. • . 

25 

• • • 

9 

98 

15, 

39 

142 

13 

6 

37 

13 

. • ■ 

12 

• . • 

... 

5 

2 

5 

63 

» . . 

■ . ■ 

59 

* . * 


55 

52 

135 

33 

26 

38 

5 

10 

22 

17 

6 

75 

337 

43 

73 

98 

9 

10 

174 

21 

21 

. 20 

4 

15 

45 

9 

27 


KALAMAZOO 

COUNTY 


URBAN 

BALANCE 
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State and Small Areas 


Table 17. — Financial Characteristics and Duration of Vacancy, for SMSAs, Constituent Counties, 
Places of 50,000 Inhabitants or More,, Urban Balance, Rural Total, and Urbanized Areas: 
I960 — Con. 

[Some data baaed oa sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place, Plus (4*) or 
minus C— ) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


SUBJECT 


STANDARD METROPOLITAN STATISTICAL AREAS~^CQN> 


LANSING 


THE 

AREA 

COUNTIES 

LANSING 

URBAN 

BALANCE 

RURAL 

CLINTON 

EATON 

INGHAM 

51 166 

5 280 

7 782 

38 104 

22 069 

16 576 

12 521 

3 053 

629 

610 

1 614 

544 

892 

1 617 

6 73B 

1 206 

1 501 

4 031 

2 238 

1 969 

2 531 

ID 175 

1 118 

1 553 

7 504 

5 119 

2 644 

2 412 

9 268 

843 

1 194 

7 231 

4 947 

2 462 

1 859 

A 8^5 

505 

947 

5 303 

3 532 

1 953 

1 350 

5 421 

403 

642 

4 376 

2 574 

1 808 

1 039 

3 143 

254 

311 

2 578 

1 274 

1 280 

589 

3 316 

244 

426 

2 646 

1 068 

1 617 

631 

2 182 

58 

247 

1 877 

536 

1 292 

354 

1 035 

20 

151 

864 

237 

659 

139 

11 500 

9 300 

10 100 

12 000 

11 600 

12 900 

9 700 

936 

111 

160 

665 

371 

331 

234 

75 

18 

21 

36 

15 

25 

35 

249 

35 

38 

176 

115 

63 

71 

314 

33 

BO 

201 

114 

124 

76 

140 

17 

10 

113 

62 

47 

31 

63 


11 

52 

19 

32 

12 

95 

8 

... 

87 

46 

40 

9 

12 300 

... 

... 

13 000 

12 400 

13 200 

11 000 

20 202 

1 373 

2 279 

16 550 

9 558 

7 200 

3 444 

26 

4 

7 

15 

4 

11 

11 

192 

12 

44 

136 

79 

53 

60 

604 

71 

73 

460 

315 

194 

95 

996 

120 

153 

723 

548 

249 

199 

1 604 

190 

265 

1 149 

860 

386 

358 

2 688 

188 

4U 

2 069 

1 562 

626 

500 

3 424 

172 

348 

2 904 

1 321 

1 637 

466 

5 235 

318 

435 

4 482 

2 498 

2 031 

706 

2 469 

69 

153 

2 24? 

1 286 

663 

320 

1 14B 

25 

70 

1 053 

589 

474 

as 

378 

3 

20 

355 

114 

204 

60 

71 

• • . 

. . • 

71 

8 

63 

• • . 

i 367 

201 

300 

B66 

374 

409 

584 

. BO 

70 

71 

Bi 

79 

82 

74 

. 20 202 

1 373 

2 279 

16 550 

9 558: 

7 200 

3 444 

. 142 

35 

48 

59 

ei 

47 

87 

. 595 

122 

158 

315 

122 

173 

300 

. 1 152 

167 

222 

763 

444 

298 

410 

. 4 506 

494 

851 

3 161 

2 113 

1 204 

1 189 

. 7 155 

279 

563 

6 313 

4 ?11 

2 330 

614 

. 3 569 

69 

79 

3 421 

1 6B2 

1 717 

170 

. 1 584 

6 

54 

1 524 

5B0 

918 

86 

. 132 

■ • • 

4 

128 

24, 

104 

4 

. 1 367 

201 

300 

B66 

374' 

409 

584 

. 69 

52 

54 

72 

68 

76 

51 

► 1 803 

120 

264 

1 419 

976 

505 

322 

1 57 

18 

8 

31 

16 

28 

13 

. 102 

8 

29 

65 

43 

22 

37 

> 608 

60 

128 

420 

279 

140 

189 

. 671 

34 

60 

577 

450 

165 

56 

1 225 

... 

8 

217 

131 

90 

4 

. 76 

. * t 

19 

57 

38 

27 

11 

. 64 

... 

12 

52 

19 

33 

12 

. 63 

... 

55 

66 

66 

67 

53 

► 65 

• • • 

• • • 

65 

63 

71 

. • * 

. 61 

... 

... 

65 

67 

63 

51 

1 997 

126 

187 

684 

363 

348 

286 

! 417 

37 


353 

213 

143 

61 

. 131 

25 

9 

97 

44 

48 

39 

? 449 

64 

151 

234 

106 

157 

186 

. 1 896 

156 

330 

1 410 

936 

505 

455 

1 295 

12 

62 

221 


124 

55 

1 682 

46 

74 

562 

413 

172 

97 

. 260 

13 

40 

207 

148 

65 

47 

L ^ 

as 

154 

420 

259 

144 

256 


muskegon-muskegon heights 


THE 

AREA 

MUSKEGON 

COUNTY 


URBAN 


RURAL 


value 

OWNER OCCUPIED • • 

LESS THAN SSiOOO 

SStOOO TO *7»4O0 

$7t5O0 TO S9f900 

Si0»000 TO *12^400 

*Uf500 TO 

SlStOOO TO S17»400 • • 

$l7t500 TO S19»900 • 

S20»000 TO $24 1 900 * 

$251000 TO $34 1 900 • 

$35i000 OR MORE 

MEDIAN dollars 

VACANT AVAILABLE FOR SALE 

LESS THAN SStOOO 

$5 1 000 TO $9 1900 

SlOiOOO TO Si4i900 

SlSiOOO TO $X9»900 t • 

$20 1 000 TO $24 1 900 

$251000 OR MORE 

MEDIAN PRICE ASKED DOLLARS 


RENTER OCCUPIED 

LESS THAN 

$20 TO $29 

$30 TO 

$40 TO » • 

$50 TO 

$60 TO $69 

$70 TO $79 

$80 TO $99 . . • . . 

$100 TO $119 

$120 TO $149 

$150 TO $199 . . . t 

$200 OR MORE •*««.« 

NO CASH RENT 

MEDIAN * DOLLARS 


CONTRACT RENT 

RENTER OCCUPIED • • 

LESS THAN . . , , 

$20 TO $29 . • 

$30 TO $39 

$40 TO $59 

$60 TO $79 

$60 TO $99 

$100 TO $149 . 

$150 OR MORE 

NO CASH RENT ... 

MEDIAN ...... DOLLARS 


VACANT AVAILABLE FOR RENT 

LESS THAN . . . 

$30 TO $39 

$40 TO $59 ■ 

$60 TO $79 

$80 TO $99 

$100 TO $119 . * f 

$120 OR MORE ...» * 

MEDIAN RENT ASKED (DOLLARS) I 

VACANT AVAILABLE FOR RENT 

WITH ALL UTILITIES IN RENT . . . . 
WITH SOME OR NO UTILITIES IN RENT. 


DURATION OF vacancy 

VACANT available FOR SALE. 
LESS THAN 4 MONTHS 
4 UP TO 6 MONTHS • 

6 months or more ....... 


VACANT available FOR RENT- 
LESS THAN 1 MONTH, 

1 up TO 4 MONTHS 
4 UP TO 6 MONTHS , 

6 months or more 


29 224 

2 468 
5 475 
7 063 
5 431 

3 439 
2 118 
1 192 
1 044 

702 

292 

9 900 


513 

80 

191 

113 

92 

21 

16 

600 


8 B07 
8 

176 
523 
964 
1 408 
I 650 
1 259 
1 336 
461 
231 
84 
16 
691 


66 


a 807 
72 
522 

1 013 
3 797 

2 116 
359 
213 

24 

691 

53 


796 

55 
LIO 
417 
165 

12 

16 

21 

53 

56 
52 


559 

24Q 

97 

222 


823 

141 

224 

137 

321 


20 638 

1 302 

3 660 
5 232 

4 157 

2 496 
1 546 

805 

737 

477 

224 

10 100 


303 

24 

100 

86 

76 

10 

7 

11 500 


163 

436 

662 

228 

471 


152 

385 

187 

69 

16 

387 

66 


7 416 
32 
371 
832 
3 317 
1 947 
312 
194 
24 
387 

54 


635 

30 

64 

362 

148 

8 

9 

14 

54 

55 
54 


326 

173 

34 

119 


635 

113 

209 

95 

218 


a 586 
1 166 
1 815 
1 831 
1 274 
943 
570 
387 
307 
225 
68 

9 300 


210 

56 

91 

27 

16 

11 

9 

7 700 


1 391 
B 
13 
87 
102 
180 
179 
199 
1B4 
76 
44 
15 


391 

40 

151 

181 

460 

169 

47 

19 

304 


161 

25 

46 

55 

17 

4 

7 

7 


233 

67 

63 

1P3 


188 

88 

13 

42 

103 


Michigan 
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Table 17. — Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960— Con. 

[Some data based on sample; median not shown where base is insufficient; see text. *‘U” denotes an unincorporated place. Plus (4*) or 
minus ( - ) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


— - 

SUBJECT ^ 

1 standard METROPOLITAN STATISTICAL AREAS 

--CON. 1 

URBANIZED AREAS 

SAGINAW 

ANN 

ARBOR 

BAY CITY 

DETROIT 

THE AREA 

SAGINAW 

COUNTY 

SAGINAW 

URBAN 

BALANCE 

RURAL 

VALUE 








OWNER OCCUPIED 

34 292 

18 152 

7 859 

a 281 

17 384 

14 984 

665 574 

LESS than $5(000 *....*«« 

2 628 

1 086 

523 

1 019 

163 

1 625 

12 546 

S5f000 TO $7i400 

5 277 

2 986 

955 

1 336 

452 

2 719 

47 077 

S7f500 TO $9(900 

6 635 

4 211 

1 021 

1 403 

1 136 

3 131 

93 224 


6 217 

3 858 

1 052 

1 307 

2 911 

2 583 

137 840 

si2»500 TO $I4i900 

4 499 

2 491 

982 

1 026 

3 344 

1 649 

126 356 

$15(000 TO $17(400 

3 106 

1 454 

777 

875 

3 041 

1 181 

99 095 

S17(500 TO $19(900 

2 080 

829 

770 

481 

1 919 

650 

57 920 

$20(000 TO $24(900 

2 060 

630 

861 

569 

2 074 

676 

45 284 

$25(000 TO $34(900 

1 171 

439 

517 

215 

1 450 

364 

29 294 

$35(000 OR MORE * • 

619 

168 

401 

50 

892 

206 

16 938 

MEDIAN ... DOLLARS . 

11 000 

10 500 

13 500 

10 700 

15 600 

10 000 

13 300 

VACANT AVAILABLE FOR SALE 

502 

250 

182 

150 

347 

181 

10 120 

LESS THAN $5(000 

51 

19 

1 19 

13 

... 

31 

293 

$5(000 TO $9(900 * 

156 

90 

j 26 

42 

24 

67 

2 025 

$10(000 TO $14(900 

156 

92 

32 

34 

132 

32 

3 983 

$15(000 TO $19(900 

109 

24 

58 

' 27 

108 

34 

2 15B 

$20(000 TO $24(900 • 

50 

7 

13 

30 

37 

5 

591 

$25(000 OR MORE 

56 

18 

34 

4 

46 

12 

1 070 

MEDIAN PRICE ASKED DOLLARS . 

12 600 

10 900 

... 

... 

03 

o 

o 

. ■ . 

13 400 

GROSS RENT 








RENTER OCCUPIED 

11 549 

B 955 

649 

i 745 

13 500 

4 763 

301 955 

LESS THAN 

26 

IB 

. . « 

8 

25 

20 

364 

$20 TO $29 ..... 

202 

139 

33 

1 30 

82 

61 

3 IBO 

$30 TO $39 

439 

334 

37 

^ 66 

385 

172 

9 030 

$40 TO $49 

816 

626 

69 

123 

491 

413 

15 657 

$50 TO $59 

1 267 

1 021 

67 

179 

491 

630 

26 479 

$60 TO $69 

2 009 

1 666 

133 

210 

859 

923 

45 542 

$70 TO $79 

1 639 

1 362 

92 

185 

1 226 

752 

40 412 

$B0 TO $99 

2 652 

2 106 

193 

353 

3 046 

697 

73 66 1 

$100 TO . * . 

1 023 

799 

79 

145 

2 600 

310 

40 155 

$120 TO $149 

516 

417 

43 

56 

1 931 

205 

19 565 

$150 TO $199 

119 

90 

26 

3 

900 

40 

6 041 

$200 OR MORE . 1 

25 

16 

. . . 

9 

155 

26 

1 961 

NO CASH RENT 

814 

361 

77 

376 

501 

314 

11 888 

MEDIAN DOLLARS . 

74 

74 

75 

74 

95 

70 

79 

CONTRACT RENT 








RENTER OCCUPIED 

11 549 

8 955 

849 

1 745 

13 500 

4 763 

301 955 

LESS THAN $20 j 

111 

22 

33 

56 

37 

56 

898 

$20 TO $29 

524 

269 

74 

181 

126 

146 

6 201 

$30 TO $39 

909 

569 

102 

238, 

466 

429 

16 378 

$40 TO $59 j 

3 599 

2 931 

238 

430 

1 428 

1 733 

80 109 

$60 TO $79 

4 159 

3 571 

233 

335' 

3 022 

1 547 

122 445 

$60 TO $99 * 

1 066 

954 

33 

79 

3 927 

330 

38 787 

$100 TO 1 

352 

266 

56 

30 

3 460 

173 

21 282 

$150 OR MORE 

15 

12 

3 

* * . 

493 

35 

3 967 

NO CASH RENT 

B14 

361 

77 

376 

501 

314 

U 880 

MEDIAN DOLLARS .; 

61 

62 

55 

50 

87 

58 

66 

VACANT AVAILABLE FOR RENT. ...... 

701 

532 

68 

101 

998 

295 

35 762 

LESS THAN 

46 

9 

22 

17 

13 

B 

1 224 

$30 TO $39 

69 

45 

. * • 

24 

56 

36 

3 016 

$40 TO $59 

245 

191 

18 

36 

165 

104 

U 928 

$60 TO $79 . . 

257 

220 

17 

20 

188 

106 

13 664 

$80 TO $99 

46 

46 

t « . 

... 

330 

12 

3 223 

$100 TO 

21 

12 

5 

4 

149 

20 

1 396 

$120 OR MORE 

15 

9 

6 


97 

9 

1 311 

MEDIAN RENT ASKED (DOLLARS)! I 






60 

AO 

VACANT AVAILABLE FOR RENT. ...... .i 

59 

62 

. * . 

. . » 

05 


WITH ALL UTILITIES IN RENT 

59 

60 

* f . 

* . ( 

74 

... 

60 

WITH SOME OR NO UTILITIES IN RENT. . .| 

61 

64 


* ■ « 

BB 

... 

63 

DURATION OF VACANCY 








VACANT AVAILABLE FOR SALE. ...... 

595 

242 

188 

165 

334 

146 

10 315 

LESS than 4 MONTHS 

318 

146 

79 

93 

198 

76 

5 671 

4 UP TO 6 MONTHS 

71 

34 

23 

14 

56 

12 

1 560 

6 MONTHS OR MORE . 

206 

62 

86 

58 

ao 

58 

3 064 

VACANT available FOR RENT. 

. 6B1 

496 

68 

U7 

1 057 

310 

35 834 

LESS THAN 1 MONTH 

104 

83 

4 

17 

263 

115 

5 386 

1 UP TO 4 MONTHS 

275 

214 

34 

27 

492 

U6 

17 061 

4 UP TO 6 MONTHS 

68 

50 

15 

3 

125 

31 

4 757 

6 MONTHS OR MORE 

234 

149 

15 

70 

177 

48 

8 610 
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State and Small Areas 


Table 17. — Financial Characteristics and Duration of Vacancy, for SMS As, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960— Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus {+) or 
minus (—) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


SUBJECT 


value 


OWNER OCCUPIED 

LESS THAN $5iOOO . . • • 

SStOOO TO t7 1 

S7»500 TO S9 1 900 ... 

$10(000 TO $12i400 

$12i500 TO $14(900 

$15(000 TO $17(400 

$17(500 TO $19(900 

$20(000 TO $24(900 

$25(000 TO $34(900 

$35(000 OR MORE • 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR SALE 

LESS THAN 

$5(000 TO $9(900 

$10(000 TO $14(900 

$15(000 TO $19(900 ... 

$20(000 TO $24(900 

$25(000 OR MORE 

MEDIAN PRICE ASKED DOLLARS 


GROSS RENT 

renter occupied 

LESS than $20 

$20 'TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 

$60 TO $69 

$70 TO $79 

$80 TO $99 

SlOO TO $119 ...... 

$120 TO $149 

$150 TO $199 

$200 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS 


CONTRACT RENT 

RENTER OCCUPIED 

LESS than 

$20 TO $29 

$30 TO $39 

$40 TO $59 

$60 TO $79 

$60 TO $99 

$100 TO $149 

$150 OR MORE .............. 

NO CASH RENT 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR RENT 

LESS THAN $30 

$30 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE . . 

MEDIAN RENT ASKED (DOLLARS) t 

VACANT AVAILABLE FOR RENT. ...... 

WITH ALL UTILITIES IN RENT 

WITH SOME OR NO UTILITIES IN RENT. . 


DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE 


VACANT AVAILABLE FOR RENT 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE 


URBANIZED AREAS— CON, 


FLINT 


56 306 
2 429 
7 561 
13 237 
12 334 

10 205 
5 143 
2 205 
1 790 

886 

516 

11 000 


I 146 
95 
453 
425 
94 
26 
53 

10 300 


18 409 
4 

183 

422 

781 

1 423 

2 626 
2 594 
5 259 
2 839 
1 152 

234 

66 

826 

82 


18 409 
37 
404 
653 
4 159 
7 502 
3 505 
1 195 
128 
826 

68 


2 332 
42 
110 
621 
1 030 
354 
115 
60 

66 

67 

64 


1 252 
621 
184 
447 


2 249 
395 
1 011 
262 
581 


GRAND 

RAPIDS 


58 269 

1 585 

5 757 
10 326 
12 403 
iO 864 

6 319 
3 634 
3 710 

2 402 
1 269 

12 300 


706 

32 

170 

208 

144 

63 

89 

13 600 


22 359 
31 
360 
954 
1 994 

3 257 

4 429 
3 519 
3 878 
1 803 

731 
315 
35 
1 053 

69 


22 359 
132 
911 
2 060 
8 083 
7 ooa 
1 763 
1 196 
153 
1 053 

59 


2 192 
90 
298 
900 
590 
124 
147 
43 

56 

56 

57 


700 

438 

75 

187 


2 143 
363 
1 074 
176 
530 


JACKSON 


14 541 

1 045 

2 610 
3 257 
2 805 
1 783 

968 

563 

651 

512 

347 

10 300 


117 

a 

48 

34 

5 

16 

4 


6 140 
16 
96 
272 
432 
611 
907 
894 
1 401 
674 
294 
125 
25 
313 

76 


6 140 
49 
175 
419 

1 634 

2 292 
696 
316 

46 

313 

65 


366 

21 

25 

109 

155 

37 

12 

7 

63 

60 


98 

56 

19 

23 


363 

103 

190 

20 

50 


KALAMAZOO 


22 045 
713 

2 287 
4 315 
4 464 

3 642 
2 312 
1 418 
1 486 

940 

468 

12 100 


378 

25 

114 

106 

46 

34 

53 

12 400 


9 488 
26 
130 
438 
617 
812 

1 853 

1 478 

2 174 
933 
573 

83 

21 

350 

75 


9 488 
54 
252 
646 
2 102 
3 960 
1 421 
673 
30 
350 

66 


939 

65 

86 

222 

35t> 

125 

55 

30 

64 

63 

68 


367 

202 

60 

105 


948 

274 

349 

90 

235 


LANSING 


31 669 
962 

3 002 
6 323 
6 039 

4 506 
3 773 
2 252 
2 450 
1 698 

664 

12 300 


582 

25 

141 

185 

101 

47 

83 

13 400 


14 684 
7 

112 
421 
626 
961 
1 811 
2 662 
4 134 
1 976 
987 
315 
71 
601 

82 


14 664 
18 
199 
565 

2 527 
5 886 

3 296 
1 464 

128 

601 

73 


1 233 
23 
53 
307 
524 
213 
61 
52 

68 

66 

69 


574 

310 

62 

202 


1 193 
196 
516 
168 
313 


MUSKEQON- 

MUSKEGON 

HEIGHTS 


19 500 
1 180 

3 410 

4 980 
3 967 
2 382 
i 443 

773 

704 

441 

220 

10 100 


276 

24 

92 

62 

65 

6 

7 

11 300 


7 196 

163 
429 
855 
1 214 
1 424 
1 014 
1 122 
365 
187 
66 
12 
345 

65 


7 196 
32 
363 
814 
3 231 
1 892 
308 
191 
20 
345 

54 


619 

30 

64 

346 

148 

8 

9 

14 

54 

55 
54 


299 

150 

34 

115 


619 

105 

209 
95 

210 


SAGINAW 


25 455 

1 561 

3 822 
5 127 

4 799 
3 402 

2 184 
I 579 
1 467 

945 

569 

11 200 


426 

38 

116 

124 

76 

20 

52 

12 400 


9 630 

LB 
168 
351 
675 
I 070 
1 775 

1 430 

2 271 
874 
460 
116 

16 

414 

74 


9 630 
55 
331 
634 
3 100 
3 784 
983 
322 
15 
414 

62 


569 

18 

45 
197 
231 

46 
17 
15 

62 

60 

64 


415 

225 

51 

142 


533 

87 

236 

52 

158 


Michigan 
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Table 18 . — Tenurk, Vacancy Status, and Condition and Plumbing Facilities, eor Places or 
25,000 TO 50,000 Inhabitants: 1960 

[Some data baaed on sample; see text. "U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 


ALL HOUSING UNITS 

TENURE » COLOR t AND VACANCY 
STATUS 


OCCUPIED 

OWNER OCCUPIED 

percent of all OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE ........ 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING . 

available 

FOR sale only. . . . 

HOMEOWNER VACANCY RATE . . . . . 

FOR RENT 

RENTAL VACANCY RATE 

RENTED OR SOLDf AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIE.S 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING Only hot WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . . . . . 
lacking some or all FACILITIES . . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

lacking SOME OR ALL FACILITIES . . . . 

dilapidated 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING 

WITH All PLUMBING FACILITIES 

lacking SOME OR ALL FACILITIES . . . . 

dilapidated. 

VACANT available FOR SALE 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

VACANT available FOR RENT 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . - 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 

FLUSH TOILETt EXCLUSIVE USE. . . 

FLUSH TOILETi SHARED . 

OTHER TOILET FACILITIES OR NONE, 


bathing FACILITIES 

BATHTUB OR SHOWERt EXCLUSIVE USE 
bathtub OR SHOWERi SHARED. . . . 
NO BATHTUB OR SHOWER 


bathrooms 




1 PLUS PARTIAL 

2 OR MORE. . . 
SHARED OR NONE 


ALLEN PARK 

BATTLE 

CREEK 

BIRMINGHAM 

EAST 

DETROIT 

EAST 

LANSING 

FERNDALE 

GARDEN 

CITY 

HAMTRAMCK 

HAZEL 

PARK 

HIGHLAND 

PARK 

9 528 

15 762 

7 929 

12 261 

7 207 

9 886 

9 352 

11 529 

7 468 

15 153 

9 419 

14 677 

7 624 

12 027 

6 967 

9 612 

9 109 

10 767 

7 218 

13 820 

9 042 

9 348 

5 971 

11 135 

3 2B0 

7 840 

8 513 

5 620 

5 934 

5 230 

96.0 

63.7 

78.3 

92.6 

47.1 

ai.6 

93.5 

52.2 

82.2 

37.8 

9 Ota 

8 312 

5 963 

11 127 

3 271 

7 8l5 

8 496 

5 144 

5 926 

4 280 

24 

1 036 

8 

6 

9 

25 

17 

476 

6 

950 

377 

5 329 

1 653 

892 

3 687 

1 772 

596 

5 147 

1 2B4 

a 590 

377 

4 608 

1 653 

886 

3 559 

1 768 

589 

4 338 

1 284 

7 475 

... 

721 

... 

4 

126 

4 

7 

809 

... 

1 115 

109 

1 005 

304 

234 

240 

274 

243 

762 

250 

1 333 

107 

1 050 

301 

225 

230 

269 

239 

754 

249 

1 328 

107 

940 

296 

220 

219 

256 

234 

586 

231 

1 266 

61 

769 

211 

154 

173 

172 

165 

524 

166 

1 157 

48 

137 

70 

107 

38 

62 

113 

42 

52 

36 

0.5 

1.4 

1,2 

UO 

1,1 

0.3 

1.3 

0.7 

0.9 

0.7 

13 

632 

141 

47 

135 

110 

52 

482 

114 

1 121 

3.3 

10.6 

7.9 

5.0 

3.5 

5.8 

8.0 

8.6 

8.2 

U.5 

31 

29 

55 

35 

16 

44 

44 

12 

32 

33 

4 

a 

6 

6 

3 

5 

5 

5 

6 

7 

1 1 

134 

24 

25 

27 

35 

20 

45 

27 

91 

• » . 

110 

5 

5 

11 

13 

5 

168 

18 

40 

2 

35 

3 

9 

10 

5 

4 

8 

1 

5 

9 520 

15 762 

7 920 

12 261 

7 206 

9 886 

9 352 

11 501 

7 460 

15 083 

9 479 

13 119 

7 652 

11 840 

6 957 

9 455 

9 150 

9 450 

6 640 

13 347 

9 467 

12 150 

7 635 

11 020 

6 834 

9 397 

9 103 

9 168 

6 568 

12 046 

T t t 

47 

... 

a . . 

a 

10 

* * . 

41 

17 

28 

12 

922 

17 

20 

115 

48 

47 

221 

35 

1 273 

49 

2 013 

265 

358 

192 

395 

161 

1 522 

711 

1 575 

40 

1 628 

257 

358 

158 

375 

141 

1 350 

654 

1 288 

3 

71 

4 

. . . 

. . . 

8 

* » . 

18 

. . » 

4 

6 

314 

4 

* . • 

34 

12 

20 

1S4 

57 

2B3 

... 

630 

11 

63 

57 

36 

41 

529 

117 

161 

9 042 

9 348 

5 971 

11 135 

3 280 

7 840 

8 513 

5 620 

5 934 

5 230 

9 011 

8 307 

5 B04 

10 646 

3 221 

7 599 

8 371 

5 002 

5 496 

4 754 

6 999 

6 112 

5 ao4 

10 836 

3 200 

7 591 

8 343 

4 966 

5 479 

4 705 

12 

195 

. . * 

12 

21 

8 

28 

36 

17 

79 

31 

874 

163 

260 

47 

221 

113 

537 

390 

417 

31 

796 

159 

260 

47 

217 

97 

519 

370 

409 


78 

4 

... 

. « « 

4 

16 

18 

20 

8 

..! 

167 

4 

27 

12' 

20 

29 

81 

48 

29 

377 

5 329 

1 653 

392 

3 687 

1 772 

596 

5 147 

1 264 

8 590 

365 

4 025 

1 563 

790 

3 531 

1 605 

541 

4 060 

951 

7 553 

365 

3 376 

1 551 

782 

3 437 

1 570 

522 

3 867 

926 

6 643 


649 

12 

B 

94 

35 

19 

193 

25 

910 

12 

943 

90 

75 

124 

LSI 

48 

799 

284 

930 

3 

709 

86 

75 

90 

135 

44 

682 

257 

684 

9 

234 

4 

. . . 

34 

16 

4 

U7 

27 

246 


361 

... 

27 

32 

16 

7 

286 

49 

107 

48 

137 

70 

107 

38 

62 

113 

42 

52 

36 

47 

128 

69 

106 

38 

61 

112 

40 

50 1 

34 


9 

1 

1 

... 

1 

1 

2 

2 

2 

13 

632 

141 

47 

135 

110 

52 

482 

114 

1 121 

11 

462 

140 

46 

132 

103 

48 

397 

105 

769 

2 

170 

1 

1 

3 

7 

4 

85 

9: 

352 

9 520 

15 762 

7 928 

12 261 

7 207 

9 086 

9 352 

11 529 

7 468 

15 153 

9 523 

15 404 

7 912 

12 252 

7 176 

9 861 

9 336 

U 263 

7 422 

15 014 

5 

350 

a 

9 

20 

25 

16 

234 

46 

65 

... 

4 

. • . 

» • « 

. . . 

. * * 

... 

... 

... 

. . * 

. . . 

4 

8 

» • . 

10 

... 

... 

4 

* » ♦ 

4 

9 516 

14 620 

7 908 

12 253 

7 052 

9 834 

9 311 

11 374 

7 395 

13 546 

12 

i 083 

12 

6 

136 

52 

41 

102 

61 

1 529 


59 

B 

. . * 

18 

... 


25 

12 

6 

9 510 

14 370 

7 904 

12 245 

7 054 

9 835 

9 309 

11 052 

7 366 

13 518 

16 

1 164 

12 

12 

133 

40 

24 

186 

62 

1 552 

2 

228 

12 

4 

19 

11 

19 

263 

40 

13 

6 761 

11 770 

4 160 

9 332 

4 873 

6 470 

8 379 

10 046 

6 894 

11 561 

1 921 

1 532 

1 799 

2 336 

1 264 

903 

590 

420 

258 

1 405 

827 

874 

1 945 

579 

906 

431 

293 

475 

180 

533 

19 

1 506 

24 

14 

163 

82 

90 

560 

136 

1 592 
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State and Small Areas 


Table 18 . — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
25,000 to 50,000 Inhabitants: I960 — Con. 

[Some data baaed on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbini; 


Water Supply 
Toiler Fac, 
Bathin^ti 
Bathrooms 


SUBJECT 


ALL HOUSING UNITS. 

TENURE t COLOR. 

STATUS 


INKSTER MADISON 
HEIGHTS 


9 71^ 8 073 


AND VACANCY 


OCCUPIED 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED 
WHITE. 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 


9 359 
7 787 
83.2 
5 708 
2 079 
1 572 
586 
986 


8 545 
7 642 
89.4 
7 630 
12 
903 
899 
4 


VACANT 

YEAR ROUND . . 

SOUND OR deteriorating 

available 

FOR SALE ONLY. .... 

homeowner vacancy rate 

FOR RENT ............. 

RENTAL VACANCY RATE 

RENTED OR SOLDt AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

seasonal 


354 

348 

325 

268 

1S9 

2.4 

79 

4.8 

20 

1 

36 

23 

6 


328 

320 

308 

210 

118 

1.5 

92 

9.2 

82 

2 

14 

12 

a 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER . . 

LACKING OTHER PLUMBING FACILITIES. » . . 

DETERIORATING , . . . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED 


9 713 
9 278 
9 229 
8 
41 
330 
301 


8 873 
8 362 
a 303 
38 
21 
444 
404 


29 32 

105 67 


OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DETERIORATING. . . 

WITH All PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

dilapidated 


7 787 
7 612 
7 592 
20 
163 
150 
13 
12 


7 642 
7 309 
7 265 
44 
290 
266 
24 
43 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACiLiTlES 

LACKING SOME OR ALL FACILITIES . . . . « 

DETERIORATING. . . 

WITH all PLUMBING FACILITIES 

lacking Some or all facilities 

dilapidated , 


1 572 
1 380 
1 359 
21 
144 
128 
16 
48 


903 

760 

755 

5 

131 

118 

13 

12 


VACANT available FOR SALE. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


189 118 

187 112 

2 6 


VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS. . > 
WATER SUPPLY 


79 92 

70 85 

9 7 


9 713 


a 873 


HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD piped WATER INSIDE STRUCTURE . , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER . . 


9 680 
24 

9 


791 

67 

15 


TOILET FACILITIES 

FLUSH TOlLETf EXCLUSIVE USE. . 

FLUSH TOlLETf SHARED 

OTHER TOILET FACILITIES OR NONE. 


9 647 a 827 

57 23 

9 23 


BATHING FACILITIES 

BATHTUB OR SHOWERi EXCLUSIVE USE 
bathtub or SHOWERf SHARED. . . , 
NO BATHTUB OR SHOWER 


9 635 0 801 

57 32 

21 40 


BATHROOMS 


1 

1 PLUS partial 

2 OR MORE, , , 
SHARED OR NONE 


8 780 7 

514 1 

338 
81 


127 

380 

232 

134 


MIDLAND 

MUSKEGON 

OAK PARK 

PORT HURO^ 

1 SOUTHFIELC 

) SOUTHGATE 

WYANDOTTE 

WYOMING 

8 179 

15 598 

9 886 

12 160 

1 9 103 

• 7 392 

12 907 

12 707 

7 531 

14 739 

9 678 

11 250 

a 730 

7 226 

12 396 

12 353 

6 063 

9 942 

8 337 

8 056 

8 119 

6 824 

9 007 

11 220 

80.5 

67.5 

86.1 

71.6 

93.0 

94.4 

72.7 

90.8 

6 055 

9 564 

8 329 

7 755 

8 099 

6 020 

9 007 

11 212 

8 

378 

a 

301 

20 

4 

. . . 

a 

1 468 

4 797 

1 341 

3 194 

611 

402 

3 389 

1 133 

1 451 

4 197 

1 333 

3 057 

603 

402 

3 385 

1 133 

17 

600 

8 

137 

8 

... 

4 


648 

859 

208 

910 

373 

166 

511 

354 

625 

786 

208 

778 

361 

164 

497 

331 

611 

698 

206 

672 

342 

161 

478 

321 

517 

556 

150 

521 

246 

104 

363 

220 

210 

130 

65 

138 

203 

59 

99 

156 

3.3 

1.3 

0.8 

1.7 

2.4 

0.9 

1*1 

1.4 

307 

426 

85 

383 

45 

45 

264 

64 

17.3 

8.2 

6.0 

10.7 

6.9 

10.1 

7.2 

5.3 

36 

22 

48 

36 

66 

38 

23 

57 

13 

6 

1 

15 

8 

3 

7 

8 

45 

114 

7 

100 

20 

16 

65 

36 

14 

88 

2 

106 

19 

3 

19 

10 

23 

73 

• • • 

132 

12 

2 

14 

23 

8 179 

15 598 

9 886 

12 160 

9 103 

7 392 

12 885 

12 707 

7 578 

12 388 

9 829 

9 706 

8 629 

7 254 

11 835 

11 724 

7 403 

11 633 

9 829 

9 239 

8 534 

7 21B 

11 725 

11 558 

20 

43 

. . * 

100 

31 

4 

16 

44 

155 

712 

. * * 

367 

64 

32 

94 

122 

535 

2 589 

40 

2 070 

393 

114 

934 

907 

413 

2 273 

33 

1 649 

374 

114 

B7l 

768 

8 

44 

4 

113 

11 

. . • 

8 

40 

114 

272 

3 

308 

8 

. > . 

55 

99 

66 

621 

17 

384 

81 

24 

114 

76 

6 063 

9 942 

8 337 

8 056 

a 119 

6 824 

9 007 

11 220 

5 824 

8 434 

6 305 

6 854 

7 812 

6 735 

8 557 

10 479 

5 735 

8 322 

8 305. 

6 648 

7 759 

6 719 

8 541 

10 352 

89 

112 

. * • 

206 

53 

16 

16 

127 

203 

1 241 

32 

1 090 

275 

81 

398 

693 

158 

1 176! 

28 

947 

267 

81 

386 

605 

45 

65| 

4 

143 

8 

. • « 

12 

88 

36 

267 


112 

32 

8 

52 

48 

1 468 

4 797 

1 341 

3 194 

611 

402 

3 389 

1 133 

1 200 

3 410 

1 1 326 

2 299 

523 

368 

2 861 

944 

1 146 

2 850 

1 326 

2 095 

481 

352 

2 775 

909 

54 

560 

* . . 

204 

42 

16 

86 

35 

248 

1 113 

3 

737 

63 

24 

478 

161 

194 

921 

3 

528 

59 

24 

432 

125 

54 

192 

... 

209 

4 

. ■ • 

46 

36 

20 

274 

12 

158 

25 

10 

50 

28 

210 

130 

65 

138 

203 

59 

99 

156 

197 

121 

65 

128 

203 

59 

98 

151 

13 

9 

... 

10 

... 

... 

1 

5 

307 

426 

85 

383 

45 

45 

264 

64 

285 

306 

84 

307 

42 

41 

246 

56 

22 

120 

1 

76 

3 

4 

18 

8 

8 179 

15 598 

9 886 

12 160 

9 103 

7 392 

12 907 

12 707 

7 966 

15 295 

9 882 

11 559 

9 025 

7 372 

12 616 

12 443 

184 

289 

4 

569 

62 

11 

63 

229 

4 

... 

. . . 

7 

4 


... 

4 

25 

14 

» • • 

25 

12 

9 

4 

31 

7 971 

14 706 

9 883 

11 623 

9 067 

7 358 

12 778 

12 613 

63 

835 

3 

393 

8 

21 

97 

19 

145 

57 


144 

28 

13 

8 

75 

7 886 

14 452 

9 883 

11 393 

9 023 

7 354 

12 711 

12 457 

63 

862 

3 

445 

B 

25 

121 

19 

230 

264 

* • • 

322 

72 

13 

51 

231 

5 456 

12 458 

5 574 

9 238 

5 86B 

6 113 

10 241 

11 149 

1 162 

1 090 

2 686 

1 241 

1 736 

1 000 

1 617 

975 

1 215 

783 

1 622 

607 

1 384 

244 

834 

251 

346 

1 259 

4 

1 074 

115 

35 

207 

332 


Michigan 
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Table 19. — Structural Cuaractiuustics, for Places of 25,000 to 50,000 In-habitants; 1960 

[Some data baaed on sample; median not ahown where base ia inaufflcient; see text “U” denotes an untncoi'porated place. Plus (+) after 

number indicates median above that number] 


Rooms 

Bcdroom.s 


Units in Structure 
Tniiler 


ALLEN PARK 

battle 

CREEK 

8IRMINGHAM 

EAST 

DETROIT 

EAST 

LANSING 

FERNDALE 

GARDEN 

CITY 

hamtramck 

HAZEL 

PARK 

9 528 

15 762 

7 928 

12 261 

7 206 

9 886 

9 352 

11 501 

7 468 

4 

448 

26 

9 

142 

24 

• • . 

53 

28 

23 

786 

33 

92 

236 

79 

47 

140 

126 

25 

1 925 

228 

23Q 

1 769 

502 

64 

1 007 

366 

795 

2 513 

944 

1 898 

1 578 

1 974 

1 629 

3 383 

2 261 

4 630 

3 674 

2 181 

6 599 

900 

3 622 

5 751 

3 904 

2 604 

3 124 

3 254 

1 877 

2 511 

1 152 

2 364 

1 325 

2 273 

1 442 

701 

1 829 

1 202 

721 

712 

907 

448 

383 

394 

226 

1 333 

1 437 

201 

717 

414 

88 

350 

167 

5.3 

5.1 

5.8 

5.1 

4.4 

5,2 

5,0 

4.6 

4.9 

9 042 

9 348 

5 971 

11 135 

3 280 

7 840 

8 513 

5 620 

5 934 

8 

317 

20 

54 

46 

68 

33 

105 

104 

727 

1 349 

447 

1 654 

239 

1 465 

1 391 

1 241 

1 699 

4 425 

2 534 

1 397 

6 202 

719 

2 942 

5 353 

2 155 

2 295 

3 003 

2 475 

1 630 

2 366 

1 003 

2 159 

1 239 

1 465 

1 323 

670 

1 509 

1 121 

679 

618 

820 

417 

328 

357 

209 

1 164 

1 348 

180 

655 

386 

80 

326 

156 

5,4 

5.7 

6.2 

5,1 

6.1 

5.3 

5,0 

5.2 

5.0 

377 

5 329 

1 653 

892 

3 687 

1 772 

596 

5 147 

1 284 

. . . 

338 

21 

4 

134 

24 

. . * 

32 

20 

23 

664 

28 

72 

202 

61 

43 

110 

92 

19 

1 408 

189 

172 

1 645 

411 

30 

746 

237 

56 

946 

42? 

226 

1 304 

436 

162 

1 928 

448 

171 

938 

691 

285 

154 

575 

246 

1 509 

338 

72 

662 

IBS 

101 

128 

169 

81 

743 

105 

36 

373 

112 

32 

120 

96 

34 

79 

44 

5.0 

3.8 

4,7 

4.4 

3.4 

4,4 

4.& 

4.4 

4.2 

48 

137 

70 

107 

3B 

62 

113 

42 

52 

1 

3 

• . * 

1 

* • • 

1 

3 

2 

4 

27 

62 

21 

64 

11 

37 

99 

25 

38 

2Q 

72 

49 

42 

27 

24 

11 

15 

10 


5.6 

6.1 

5.3 

... 

5.2 

5.0 

... 

4.6 

13 

632 

141 

47 

135 

110 

52 

482 

114 


68 

. . * 

. . . 

2 

2 

1 

16 

2 

1 

91 

4 

8 

14 

4 

5 

11 

14 

4 

IBl 

9 

10 

74 

30 

5 

102 

32 

3 

128 

41 

13 

33 

29 

14 

106 

49 

3 

164 

87 

16 

12 

45 

27 

167 

17 

f • t 

3.4 

4,7 


3.2 

4.2 

4,5 

4,1 

3.7 

9 466 

15 762 

7 926 

12 243 

7 206 

9 B86 

9 272 

11 496 

7 468 

IS 

877 

74 

• . . 

329 

64 

21 

57 

, . . 

80 

2 974 

26B 

444 

1 684 

763 

202 

1 539 

587 

2 377 

3 377 

2 707 

3 767 

2 295 

4 473 

2 502 

6 079 

4 130 

6 308 

4 682 

3 166 

7 103 

1 072 

3 496 

6 014 1 

3 012 

2 205 

403 

1 852 

1 711 

929 

1 026 

1 090 

533' 

809 

546 

a 994 

9 348 

6 008 

11 153 

3 270 

7 840 

B 361 

5 691 

5 937 


46B 

40 

177 

26 

173 

43 

180 

219 

2 462 

3 582 

1 456 

3 343 

625 

3 610 

2 231 

3 009 

3 171 

6 087 

3 725 

2 848 

6 704 

1 749 

3 113 

5 596 

1 778 

2 044 

443 

1 573 

1 664 

929 

870 

944 

491 

724 

503 

423 

5 329 

1 616 

074 

3 697 

1 772 

748 

5 076 

1 281 

IS 

625 

62 

* « . 

300 

64 

. . . 

38 

• . . 

60 

2 051 

217 

219 

1 585 

499 

164 

1 135 

331 

115 

1 554 

1 019 

372 

1 604 

782 

232 

2 640 

an 

232 

1 099 

318 

283 

208 

427 

352 

1 243 

139 

9 528 

IS 762 

7 928 

12 261 

7 206 

9 886 

9 352 

11 501 

7 468 

9 395 

10 060 

6 672 

n 663 

3 856 

8 524 

9 260 

4 610 

6 739 

50 

599 

638 

164 

251 

529 

27 

1 438 

164 

65 

2 175 

170 

203 

165 

607 

34 

4 272 

341 

9 

1 725 

182 

23 

205 

67 

19 

961 

106 

9 

1 199 

266 

208 

2 729 

159 

12 

220 

lie 

... 

4 

. . . 

... 

. . , 

... 

... 

• . . 

. . . 

a 991 

9 348 

5 971 

11 lie 

3 285 

7 840 

0 513 

5 620 

5 934 

a 942 

8 127 

5 890 

10 946 

3 140 

7 321 

a 492 

3 014 

5 019 

25 

170 

40 

106 

36 

266 

* f . 

753 

53 

24 

1 047 

41 

66 

101 

253 

21 

1 853 

62 

,.« 

4 

... 

... 

... 

... 

. . . 

* t . 

. . . 

428 

5 329 

1 653 

909 

3 682 

1 772 

596 

5 147 

1 284 

351 

1 466 

610 

527 

591 

996 

529 

1 498 

790 

23 

408 

549 

58 

207 

246 

27 

668 

98 

39 

1 258 

115 

124 

91 

328 

14 

2 246 

239 

4 

1 224 

160 

14 

190 

48 

14 

619 

69 


669 

88 

llO 

498 

100 

8 

62 

10 

9 

161 

30 

4 

1 926 

30 

• * . 

24 

35 


141 

101 

72 

179 

24 

4 

30 

43 

19 

540 

151 

58 

125 

119 

56 

475 

> 122 

12 

143 

76 

37 

20 

74 

52 

46 

1 37 

7 

397 

75 

21 

105 

45 

4 

429 

1 85 


ALL UNITS. 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. 

median 


OWNER OCCUPIED 
1 TO 3 ROOMS . . . 

4 ROOMS. ..... 

5 ROOMS 

6 ROOMS. ..... 

7 ROOMS. ..... 

8 ROOMS OR MORE. . 
MEDIAN ...... 


RENTER OCCUPIED. 
ROOM 

ROOMS. ...... 

ROOMS 

ROOMS 

ROOMS. ...... 

ROOMS 

ROOMS OR MORE. . . 


median 

VACANT available FOR SALE. 

1 TO 3 ROOMS 

4 AND 5 ROOMS 

6 ROOMS OR MORE, ....... 

MEDIAN 

VACANT AVAILABLE FOR RENT. 

1 ROOM . 

2 ROOMS 

3 ROOMS. 

4 ROOMS 

5 ROOMS OR MORE. ....... 


NONE 

U . 
2 . . 
3. . 

4 OR I 


OWNER OCCUPIED 
AND 1 


OR MORE. 


RENTER OCCUPIED. 
NONE 

1 

2 . 

3 OR MORE 


UNITS IN STRUCTURE 


ALL UNITS 

li DETACHED. . « 

ii attached , . 

. 

3 AND 4 

5 OR MORE 

TRAILER * . « . 

OWNER OCCUPIED 
If DETACHED, 

ii attached. , . , 

2 OR MORE 

TRAILER, 

RENTER OCCUPIED, , , , , . 

|t detached. . , . . 

ii attached, 

2 * . . 

3 and 4. . 

5 TO 9 , 

IQ TO 19 . . . . 

20 OR MORE 

TRAILER* , . . , , 

VACANT AVAILABLE FOR RENT. 


15 083 
910 
363 
575 
490 
862 
961 
387 
1 535 
4.9 


5 230 
101 
167 
767 
1 734 
1 120 
1 341 
6.4 

0 590 
652 

1 184 

2 255 
i 185 
1 830 
1 078 

406 

3,7 

36 

2 

9 

25 


121 

332 

142 

168 

122 

357 

3.0 


IS 051 
1 910 
3 704 

3 443 

4 059 

1 935 

5 213 
148 
702 

2 725 
1 638 

8 607 

1 537 

3 151 

2 381 
1 538 


15 091 

4 762 
583 

2 736 
1 617 

5 393 


5 230 
3 939 
161 
1 130 


8 590 
707 
376 
1 561 
1 240 
781 
814 
3 111 


077 

93 

984 
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State and Small Areas 


Table 19. — Structural Characteristics, for Places of Z5,000 to 50,000 Inhabitants: I960 — Con. Rooms Units in Structure 

Bedrooms Tnuler 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


SUBJECT 

INKSTER 

MADISON 

MIDLAND 

MUSKEGON 

OAK PARK 

PORT HURON 

SOUTHFIELD 

SOUTHGATE 

WYANDOTTE 

WYOMING 




HEIGHTS 














ROOMS 


















all units* . 

9 

713 

a 

873 

8 179 

15 598 

9 886 

12 

160 

9 

103 

7 

392 

12 

883 

12 

707 

1 ROOM 


55 


7 

29 

392 

5 


270 


20 


31 


88 


12 

2 ROOMS. . * . . 


82 


33 

117 

531 

. • * 


303 


249 


12 


222 


153 

3 ROOMS 


231 


303 

461 

1 674 

96 

1 

203 


367 


70 


817 


502 

4 ROOMS 

2 

451 

2 

014 

1 233 

3 041 

1 281 

1 

692 


909 

1 

592 

2 

329 

2 

955 

5 ROOMS 

4 

230 

4 

735 

2 793 

4 295 

3 967 

2 

695 

2 

886 

4 

056 

4 

325 

4 

957 

6 ROOMS. . . 

1 

914 

1 

465 

1 945 

2 951 

3 174 

3 

052 

2 

598 

1 

175 

3 

325 

2 

622 

7 ROOMS 


533 


232 

952 

1 445 

1 167 

1 

556 

1 

427 


302 

1 

087 

1 

115 

8 ROOMS OR MORE * . . 


217 


84 

649 

1 269 

196 

1 

189 


647 


154 


690 


391 

MEDIAN ..... 


5.0 


4.9 

5.3 

5,0 

5,4 


5,4 


5.5 


5.0 


5.2 


5.1 

OWNER OCCUPIED 

7 

787 

7 

642 

6 063 

9 942 

8 337 

8 

056 

6 

119 

6 

824 

9 

007 

11 

220 

1 TO 3 ROOMS 


68 


214 

194 

219 

a 


233 


501 


39 


133 


356 

4 ROOMS 

1 

734 

1 

466 

641 

1 673 

489 


995 


736 

1 

423 

1 

500 

2 

551 

5 ROOMS . 

3 

632 

4 

299 

2 174 

3 231 

3 448 

2 

035 

2 

556 

3 

803 

3 

163 

4 

548 

6 ROOMS 

1 

715 

1 

368 

1 697 

2 426 

3 054 

2 

493 

2 

406 

1 

121 

2 

679 

2 

390 

7 ROOMS 


459 


223 

767 

1 255 

1 151 

1 

324 

1 

311 


284 


940 

1 

024 

8 ROOMS OR MORE. 


179 


72 

590 

1 138 

187 


976 


609 


154 


592 


351 

MEDIAN 


5.1 


5.0 

5.5 

S.5 

5,6 


5. a 


5,6 


5.0 


5.4 


5.1 

RENTER OCCUPIED 

1 

572 


903 

1 468 

4 797 

1 341 

3 

194 


611 


402 

3 

389 

1 

133 

1 ROOM 


51 


4 

25 

356 

* « * 


209 


12 


18 


80 


4 

2 ROOMS 


74 


k 

52 

457 

• • t 


209 


49 


3 


161 


50 

3 ROOMS 


159 


102 

257 

1 260 

84 


819 


71 


34 


621 


216 

4 ROOMS 


584 


438 

377 

1 188 

735 


533 


112 


140 


725 


318 

5 ROOMS 


447 


258 

393 

B49 

431 


673 


182 


165 

1 

038 


243 

6 ROOMS. 


160 


76 

192 

439 

83 


421 


99 


27 


542 


194 

7 ROOMS OR MORE 


97 


21 

172 

246 

a 


330 


86 


15 


222 


100 

MEDIAN . . 


4.4 


4.3 

4.6 

3.6 

4.3 


4.2 


4.8 


4.5 


4.6 


4,4 

VACANT available FOR SALE. . 


189 


118 

210 

130 

65 


138 


203 


59 


99 


156 

1 TO 3 ROOMS 


4 


3 

4 

14 

. * . 


4 


3 


• • * 


14 


2 

4 AND 5 ROOMS 


137 


103 

156, 

62 

36 


75, 


96 


46 


45 


120 

6 ROOMS OR MORE 


48 


12 

5o! 

54 

29 


59' 


104 


13 


40 


34 

MEDIAN . . . 


5.0 


4. a 

5.1 

5.3 

5.4 


5.3 


5,5 


5,1 


5.3 


5,0 

VACANT AVAILABLE FOR RENT. ...... 


79 


92 

307 

426 

85 


383 


45 


45 


264 


64 

1 ROOM 


1 


... 

7 

53 

1 


35 


, * , 


16 


6 


3 

2 ROOMS 


4 


21 

14 

55 

1 


35 


3 


2 


24 


7 

3 ROOMS 


8 


14 

31 

128 

i: 


125 


21 


2 


84 


14 

4 ROOMS 


31 


54 

180 

91 

56 


68 


I5l 


11 


65 


17 

5 ROOMS OR MORE. « 


35 


22 

75 

99 

26 


120 


25 


14 


85 


23 

MEDIAN 


4.4 


4.1 

4.1 

3.3 

4,2 


3.5 






3.8 


4,0 

BEDROOMS 


















ALL UNITS 

9 

713 

8 

873 

8 179 

15 598 

9 886 

12 

160 

8 

960 

7 

358 

12 

619 

12 

685 

NONE . * 


59 


19 

42 

549 

* t . 


391 


53 


19 


187 


36 



340 


503 

691 

2 616 

159 

1 

B6B 


653 


187 

1 

408 


908 


3 

796 

3 

104 

2 050 

5 977 

2 912 

4 

092 

2 

940 

2 

493 

4 

611 

4 

787 


4 

761 

4 

945 

3 855 

4 271 

6 241 

4 

102 

4 

451 

4 

254 

5 

170 

5 

997 

4 OR MORE 


757 


302 

1 541 

2 185 

574 

1 

707 


863 


405 

i 

443 


955 

OWNER OCCUPIED 

7 

620 

7 

661 

6 063 

10 043 

8 337 

8 

056 

7 

949 

6 

844 

9 

Oil 

11 

147 

0 AND 1 


58 


383 

224 

493 

41 


516 


513 


123 


275 

566 


2 

922 

2 

465 

1 209 

4 145 

1 734 

2 

777 

2 

647 

2 

296 

3 

035 

4 

321 


4 

044 

4 

511 

3 199 

3 489 

6 003 

3 

327 

3 

981 

4 

039 

4 

412 

5 

403 

4 OR MORE 


596 


302 

1 351 

1 916 

559 

1 

436 


808 


386 

1 

209 


775 

RENTER OCCUPIED 

1 

739 


884 

1 468 

4 696 

1 341 

3 

194 


701 


382 

3 

385 

1 

206 

NONE * 


59 


. . . 

21 

500 

* * * 


272 


17 


19 


170 


38 



257 


139 

383 

1 B92 

118 

1 

134 


151 


64 

1 

009 


309 



744 


510 

574 

1 526 

1 059 

1 

036 


293 


143 

1 

409 


314 

3 OR MORE. • • • * 


679 


235 

490 

778 

164 


752 


320 


156 


797 


545 

UNITS IN STRUCTURE 


















ALL UNITS 

9 

713 

a 

873 

8 179 

15 590 

9 886 

12 

160 

9 

103 

7 

392 

12 

099 

12 

707 


a 

794 

a 

214 

7 210 

11 021 

6 688 

9 

078 

8 

410 

7 

265 

10 

240 

11 

952 



148 


143 

86 

600 

588 


402 


48 


43 

636 

124 



315 


68 

241 

1 865 

31 

1 

062 


31 


13 

1 

246 


248 



289 


26 

239 

1 160 

99 


840 


30 


5 


478 


39 



105 


170 

247 

952 

430 


666 


, , , 


19 


295 


10 



62 


252 

154 

... 

... 


112 


576 


47 


4 


334 

OWNER OCCUPIED 

li DETACHED 

li ATTACHED 

7 

707 

7 

642 

6 063 

9 934 

8 337 

8 

056 

8 

114 

6 

624 

9 

007 

11 

220 

7 

516 

92 

7 

266 

99 

5 784 
20 

B 822 
304 

8 224 
BB 

7 

259 

134 

7 

532 

19 

6 

760 

15 

8 

403 

185 

10 

776 

36 



121 


25 

105 

608 

25 


555 


21 


10 


415 


106 



58 


252 

154 

... 

. . . 


108 


542 


3v 


4 


302 

RENTER OCCUPIED. . 

ii detached 

li ATTACHED 

1 

572 


903 

1 468 

4 805 

1 341 

3 

194 


616 


402 

3 

309 

1 

133 


978 

47 


650 

39 

978 

58 

1 803 
275 

342 

456 

1 

314 

201 


516 

26 


355 

28 

1 

596 

398 


057 

70 

3 AND 4 

5 TO 9 

10 TO 

20 OR MORE 

TRAILER 


208 


30 

151 

1 062 

52 


544 


20 


6 


808 


135 


244 


26 

146 

887 

86 


600 


20 


. * * 


340 


39 


53 


32 

83 

402 

140 


299 




3 


124 


• • . 


5 

33 

4 


118 

25 

27 

226 

150 

265 


106 

126 

4 


34 


8 


20 

103 


32 

VACANT available FOR RENT 


56 


98 

307 

446 

84 


383 


24 


29 


249 


53 

2 OR MORE 


24 

32 


73 

25 

126 

181 

107 

339 

42 

42 


140 

243 


24 


13 

16 


79 

170 


47 

6 


Michigan 
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Table 20. — Occupancy Characteristics, Year Built, and Heating Equipment, for Places of 
25,000 to 50,000 Inhabitants: 1960 
[Based on sample; see text. “U” denotes an unincoi'porated place] 


Year Struct. Built 
Basement 

Heating Equipment 
Source of Water 


Sewage Disposal 

Population 

Persons 

Persons per Room 


SUBJECT 


ALL HOUSING UNITS 


YEAR STRUCTURE BUILT 


1955 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR earlier. . 


BASEMENT 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . . . 


HEATING EQUIPMENT 


steam or HOT WATER 

WARM AIR furnace 

FLOOR » WALL? OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

other MEANS WITHOUT FLUE . • . • 
NONE 


source of WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL . . 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER , 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


POPULATION 


POPULATION IN HOUSING UNITSi i960. 

PER OCCUPIED UNIT 

OWNER 

RENTER 

POPULATION IN DWELLING UNITS. 1950 
PER OCCUPIED unit 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS. .... 

7 PERSONS 

8 persons OR more. 

MEDIAN 

RENTER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 

median 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . • 
0.51 TO 1.00 . . . 
1.01 OR MORE . . . 

RENTER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 1.00 . . . 
1.01 OR MORE . . . 


ALLEN PARK 

BATTLE 

CREEK 

BIRMINGHAM 

EAST 

DETROIT 

EAST 

LANSING 

FERNDALE 

GARDEN 

CITY 

HAMTRAMCK 

HAZEL 

PARK 

HIGHLAND 

PARK 

9 528 

15 762 

7 928 

12 261 

7 207 

9 886 

9 352 

11 529 

7 468 

15 153 

1 255 

601 

965 

3 719 

2 579 

425 

4 278 

39 

965 

50 

5 272 

i 095 

2 394 

3 023 

1 036 

1 157 

2 813 

61 

1 702 

28 

2 126 

1 181 

1 713 

3 593 

1 446 

2 636 

1 361 

460 

1 292 

81 

87 5 

12 886 

2 856 

1 926 

2 145 

5 668 

900 

10 941 

3 509 

14 924 

9 106 

14 785 

7 493 

10 577 

4 800 

7 957 

6 994 

9 300 

3 643 

14 920 

145 

633 

173 

694 

2 1B7 

768 

1 111 

893 

1 373 

60 

277 

344 

257 

990 

219 

1 161 

1 247 

1 308 

2 452 

111 

223 

1 594 

1 091 

614 

3 015 

698 

411 

3 505 

570 

7 859 

9 176 

12 819 

6 617 

10 741 

4 000 

a 079 

8 213 

4 225 

4 430 

6 818 

53 

321 

68 

360 

57 

531 

321 

446 

1 160 

60 


21 

8 

12 

16 

20 

12 

B 

4 

17 

76 

940 

128 

501 

96 

525 

307 

3 125 

1 258 

276 


49 

4 

23 

15 

33 

a 

160 

46 

12 

. . . 

18 

12 

B 

7 

... 


32 


21 

9 518 

15 583 

7 919 

12 261 

6 635 

9 681 

9 324 

11 470 

7 454 

15 077 

5 

179 

5 

* . 1 

558 

* . . 

23 

31 

14 

« • » 

5 


4 


13 

5 

5 



14 

a 938 

14 728 

7 899 

12 245 

6 102 

9 816 

9 156 

11 501 

7 344 

15 087 

590 

984 

20 

7 

1 066 

65 

186 

« • * 

114 

. « . 


50 

9 

9 

38 

5 

10 

• « . 

10 

4 

36 693 

44 185 

25 368 

45 793 

21 678 

30 734 

37 823 

34 172 

25 359 

37 231 

3.9 

3.0 

3.3 

3.8 

3.1 

3.2 

4.2 

3.2 

3*5 

2.7 

3.9 

3.2 

3.5 

3.6 

3.6 

3.3 

4.2 

3.0 

3*6 

3*2 

3*4 

2.7 

2.6 

3.3 

2.7 

2.8 

3.8 

3.3 

3.3 

2*4 

11 789 

46 65B 

13 431 

21 415 

11 903 

29 631 

* * * 

42 251 

17 726 

43 962 

3.8 

3.1 

3.3 

3.B 

3.2 

3.5 

*•• 

3.5 

3*7 

3.0 

9 419 

14 677 

7 624 

12 027 

6 967 

9 612 

9 109 

10 767 

7 218 

13 820 

9 042 

9 348 

5 971 

11 135 

3 260 

7 840 

0 513 

5 620 

5 934 

5 230 

194 

1 162 

429 

386 

210 

688 

194 

676 

418 

614 

1 790 

3 139 

1 521 

2 305 

853 

2 477 

1 352 

1 903 

1 625 

1 707 

1 710 

1 687 

1 039 

2 213 

606 

1 568 

1 431 

1 295 

1 021 

991 

2 390 

1 471 

1 410 

2 603 

742 

1 415 

2 183 

774 

1 257 

792 

1 645 

926 

917 

1 903 

452 

946 

1 644 

525 

907 

549 

773 

526 

400 

1 124 

293 

429 

995 

283 

378 

269 

344 

262 

186 

380 

75 

152 

444 

93 

188 

168 

196 

175 

69 

221 

49 

165 

270 

71 

140 

140 

3.8 

2.7 

3.5 

3.8 

3.5 

3.0 

4.1 

2.7 

3.4 

2.8 

377 

5 329 

1 653 

892 

3 687 

1 772 

596 

5 147 

1 284 

a 590 

39 

1 644 

355 

85 

536 

387 

45 

656 

150 

3 179 

BB 

1 346 

605 

306 

1 354 

555 

118 

1 272 

333 

2 560 

76 

812 

346 

157 

933 

363 

128 

1 103 

315 

1 203 

8 1 

699 

156 

111 

516 

203 

102 

979 

206 

736 

44 

418 

131 

120 

223 

146 

94 

636 

159 

440 

32 

220 

43 

76 

101 

50 

68 

263 

53 

259 

17 

84 

9 

16 

20 

43 

19 

105 

24 

99 


106 

8 

21 

4 

23 

22 

133 

44 

114 

3.3 

2.3 

2.3 

2.9 

2.5 

2.4 

3.6 

3.1 

3.0 

1.9 

9 04 2 

9 348 

5 971 

11 135 

3 280 

7 840 

8 513 

5 620 

5 934 

5 230 

2 62 1 

5 308 

3 050 

3 247 

1 622 

3 845 

1 852 

3 100 

2 310 

3 371 

5 598 

3 588 

2 728 

6 520 

i 551 

3 445 

5 002 

2 242 

2 929 

1 698 

823 

452 

193 

1 366 

107 

550 

1 579 

278 

695 

161 

377 

5 329 

1 653 

892 

3 687 

1 772 

596 

5 147 

1 2B4 

e 590 

11 1 

2 250 

971 

241 

681 

624 

160 

1 815 

341 

4 214 

227 

2 471 

635 

555 

2 706 

B02 

324 

2 642 

735 

1 3 920 

39 

608 

47 

96 

300 

146 

112 

690 

20e 

i 456 
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Table 20. — Occupancy Characteristics, Year Built, and Heating Equipment, for Places of 
25,000 TO 50,000 Inhabitants: I960 — Con. 

[Based on sample; see text. "U" denotes an unincorporated place] 


Year Struct. Built 
Basement 

Heating Ecmipmcnt 
Source of Water 


Sewage Disposal 

Population 

Persons 

Persons per Room 


SUBJECT 


ALL HOUSING UNITS 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR earlier. . 


Basement 


BASEMENT . . . 
CONCRETE SLAB, 
OTHER. . . . . 


HEATING equipment 


STEAM OR HOT WATER 

WARM AIR FURNACE . 

FLOOR* WALLf OR PIPEUESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . . 
NONE . . 


SOURCE OF WATER 


PUBLIC system OR PRIVATE COMPANY 

INDIVIDUAL WELL • 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER ..... 
SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


POPULATION 


population in housing UNITS! 1960. 

PER OCCUPIED unit 

OWNER 

RENTER 

POPULATION IN DWELLING UNITSt 1950 
PER OCCUPIED UNIT. . . 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

1 PERSON 

2 PERSONS. .... 

3 PERSONS 

4 PERSONS 

5 PERSONS. .... 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 

MEDIAN , 

RENTER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS. .... 

6 PERSONS 

7 PERSONS 

8 PERSONS OR more. 

MEDIAN 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 1.00 . . , 
1.01 OR MURE . . . , 

RENTER OCCUPIED. 
0.50 OR LESS . . . , 
0.51 TO 1,00 ... , 
1.01 OR MORE . . . . 


INKSTER 

MADISON 

HEIGHTS 

MIDLAND 

MUSKEGON 

OAK PARK 

PORT HURON 

SOUTHFIELD 

SOUTHGATE 

WYANDOTTE 

WYOMING 

. 9 713 

0 873 

8 179 

15 598 

9 886 

12 160 

9 

103 

7 392 

12 907 

12 707 

. 2 173 

4 295 

2 362 

647 

3 001 

825 

3 

356 

1 780 

775 

2 843 

. 3 849 

2 128 

1 361 

611 

5 322 

763 

2 

084 

3 128 

2 014 

3 190 

2 053 

1 268 

1 563 

i 275 

1 366 

1 029 

2 

2L8 

2 028 

2 398 

2 195 

1 638 

1 182 

2 893 

13 065 

197 

9 543 

1 

445 

456 

7 696 

4 479 

6 311 

4 436 

5 781 

12 775 

8 834 

9 895 

4 

417 

6 343 

10 991 

11 362 

1 585 

1 772 

764 

880 

859 

737 

1 

B27 

511 

518 

510 

1 817 

2 665 

1 634 

1 943 

193 

1 528 

2 

859 

538 

1 390 

835 

435 

337 

644 

1 766 

126 

2 152 

1 

332 

204 

1 760 

198 

7 888 

6 401 

5 900 

9 947 

9 597 

7 678 

6 

478 

6 063 

9 675 

11 131 

367 

1 000 

5S1 

753 

86 

609 


475 

106 

365 

405 

18 

12 

13 

4 

17 

33 


24 

4 

13 

27 

927 

1 066 

1 001 

2 897 

52 

1 612 


775 

200 

983 

767 

74 

49 

25 

196 

6 

56 


15 

15 

59 

179 

4 

8 

15 

35 

... 

20 


4 

... 

20 

... 

9 170 

8 773 

7 814 

15 223 

9 886 

12 145 

6 

142 

7 387 

12 867 

B 399 

51 

81 

350 

360 

» « « 

• . • 

2 

920 

5 

21 

4 250 

4 

19 

15 

15 

... 

15 


41 


11 

58 

8 966 

B 2B9 

6 723 

15 281 

9 843 

11 986 

3 

212 

6 948 

12 870 

3 120 

249 

556 

1 346 

286 

43 

100 

5 

805 

430 

4 

9 417 

10 

28 

110 

31 

... 

74 


86 

14 

25 

170 

, 39 149 

i 

33 359 

27 91? 

46 003 

36 534 

35 410 

31 

366 

29 630 

1 43 232 

46 229 

I 4.2 

3.9 

3,7 

3,1 

3.8 

3,1 


3.6 

4.1 

, 3.5 

3.7 

4.2 

3.9 

3.9 

3,3 

3.9 

3.3 


3.6 

4.1 

3.6 

3.8 

: 4.1 

3.7 

3.1 

2.7 

2,9 

2,7 


3,7 

3.7 

3.2 

3.4 

16 385 

• . « 

14 195 

47 223 

* . . 

35 235 

1 


... 

36 457 

• . . 

I 4.1 

... 

3.5 

3.2 

... 

3.3 


... 

... 

3,6 

... 

9 359 

B 545 

7 531 

14 739 

9 678 

11 250 

8 

730 

7 226 

12 396 

12 353 

7 787 

7 642 

6 063 

9 942 

a 337 

0 056 

e 

119 

6 824 

9 007 

1 

11 220 

241 

219 

390 

1 312 

164 

i 054 


430 

156 

748 

695 

1 431 

1 418 

1 163 

2 876 

1 253 

2 304 

2 

056 

1 159 

2 193 

2 595 

1 278 

1 520 

1 170 

1 888 

1 659 

1 497 

1 

681 

1 242 

1 815 

1 851 

1 776 

2 001 

1 334 

1 545 

2 605 

1 308 

1 

784 

1 738 

1 690 

2 496 

1 348 

1 322 

997 

1 049 

1 818 

942 

1 

214 

1 234 

1 304 

1 854 

857 

683 

534 

655 

546 

457 


580 

702 

636 

913 

416 

291 

265 

311 

186 

269 


234 

346 

289 

464 

440 

188 

210 

306 

104 

225 


140 

247 

332 

332 

4.0 

3.6 

3.7 

2.9 

3.9 

2.9 


3.4 

4.0 

3.4 

3.7 

1 572 

903 

1 468 

4 797 

1 341 

3 194 


611 

402 

3 389 

1 133 

166 

44 

292 

1 437 

145 

991 


57 

39 

536 

138 

271 

184 

368 

1 237 

462 

832 


155 

85 

921 

302 

284 

186 

284 

826 

309 

445 


93 

8B 

664 

233 

267 

246 

233 

611 

283 

414 


101 

79 

571 

167 

195 

112 

142 

317 

97 

262 


95 

46 

346 

126 

157 

86 

99 

174 

31 

121 


50 

22 

185 

72 

103 

31 

26 

68 

6 

69 


35 

19 

79 

49 

129 

14 

24 

127 

8 

60 


25 

24 

67 

24 

3.7 

3.7 

2.8 

2.3 

2.7 

2.2 


3,5 

3.4 

2.8 

3.0 

7 787 

7 642 

6 063 

9 942 

8 337 

8 056 

8 

119 

6 824 

9 007 

11 220 

2 109 

1 781 

2 108 

5 232 

2 226 

4 290 

3 

267 

1 585 

3 839 

3 724 

4 063 

4 693 

3 327 

3 939 

5 661 

3 255 

4 

279 

3 990 

4 221 

6 059 

1 615 

1 168 

628 

771 

450 

511 


573 

i 249 

947 

1 437 

1 572 

903 

1 468 

4 797 

1 341 

3 194 


611 

402 

3 369 

1 133 

345 

203 

611 

1 905 

593 

1 401 


161 

94 

1 208 

360 

752 

547 

719 

2 400 

674 

1 561 


357 

230 

1 822 

634 

475 

153 

138 

492 

74 

232 


93 

78 

359 

139 
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Michigan 

Tabic 21. FiNANCiA!. Cmaracthhistk's, Yi^ar Movkd into Unit, and Duration of Vacancy, 

FOR Placks of 25,000 to 50,000 Inhabitants: 1960 

[Based on sample; see text. “U” denotes an unincorporated place. Median not shown where base is less than 200; plus (^-) or minus (-) 

after number indicates median above or below that number] 


Year Moved into Unit 
Automobiles Avail. 
Air Conditioning 
Value 


Gross Rent 
Contact Rent 
Dur.ition of 
'\Gcmcy 


battle BIRMINGHAM 
CREEK 


EAST 

DETROIT 


EAST 

LANSING 


HIGHLAND 

PARK 


ALL OCCUPIED UNIT.S 


TEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

195B 

1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1959 TO MARCH 1960 . 

1958 

1954 TO 1957 . . , . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


9 348 

5 971 

926 

637 

590 

471 

2 400 

1 820 

3 446 

2 482 

1 986 

561 

5 329 

1 653 

2 741 

876 

745 

287 


11 135 

3 280 

7 840 

8 513 

5 620 

692 

433 

602 

i 016 

254 

556 

271 

426 

638 

176 

5 088 

946 

1 397 

4 657 

685 

4 IBO 

1 289 

3 761 

1 950 

2 087 

619 

341 

1 654 

244 

2 418 

892 

3 687 

1 772 

596 

5 147 

514 

2 386 

882 

339 

1 316 

154 

728 

287 

111 

777 

141 

447 

310 

101 

1 376 

72 

105 

237 

38 

1 165 

11 

21 

56 

7 

511 


AUTOMOBILES AVAILABLE 


3 OR MORE, 
NONE , . , 


AIR CONDITIONING 


ROOM UNIT(S) , 
CENTRAL SYSTEM 
NONE 


OWNER OCCUPIED 
LESS than *5t000 . 
$5 1 000 TO S7f400 . 
*7 1 500 TO 49 1 900 , 
SlOtOOO TO S12f400 
412»500 TO 414t900 
*15t000 TO 417t400 
Si7t500 TO $19*900 
420*000 TO 424*900 
425*000 TO $34*900 
435*000 OR MORE. . 
MEDIAN , 


VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


RENTER OCCUPIED. 
LESS THAN 420. . , . 

420 TO 429 

430 TO $39 

440 TO $49 

450 TO $59 

460 TO $69 

470 TO $79 

480 TO $99 

4100 TO 4149 . . . . 

4150 OR MORE . . . • 

NO CASH RENT . . . . 

median 


CONTRACT RENT 


RENTER OCCUPIED. 

median 


VACANT AVAILABLE FOR RENT. . . 

LESS THAN 

430 TO 439 

440 TO $59 

460 TO $79 

480 TO $99 

4100 TO $119 

4120 OR MORE 

median RENT ASKED (DOLLARS) I 

VACANT available FOR RENT. . . . 

WITH ALL UTILITIES IN RENT . . 

WITH SOME OR NO UTIL. IN RENT. 


DURATION OF VACANCY 

VACANT available FOR SALE. 
LESS THAN 4 MONTHS 

4 months or more 


VACANT AVAILABLE FOR RENT. 

LESS THAN I MONTH 

1 UP TO 4 MONTHS 

4 MONTHS OR MORE ....... 


68 

134 

55 

loo 

54 

91 

121 

25 

61 

41 

32 

84 

38 

55 

25 

67 

39 

13 

39 

19 

36 

50 

17 

45 

29 

24 

82 

12 

22 

22 

18 

609 

151 

54 

129 

109 

58 

478 

117 

1 046 

2 

115 

13 

24 

48 

17 

10 

36 

17 

178 

. . 

298 

95 

6 

47 

62 

11 

158 

36 

400 

16 

196 

43 

24 

34 

30 

37 

204 

44 

468 
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Table 21. — Financial Characteristics, Year Moved into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants: 1960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place. Median not shown where base is less than 200; plus (+) or minus (-) 
after number indicates median above or below that number] 


Year Moved into Unit 
Automobiles Avail. 
Air Conditioning 
VaJuc 


Gross Rent 
Contract Ren 
Duration oi’ 
Vacancy 


SUBJECT 

INKSTER 

MADISON 

MIDLAND 

MUSKEGON 

OAK PARK 

PORT HURON 

SOUTHFIELD 

SOUTHGATE 

WYANDOTTE 

WYOMING 



HEIGHTS 









ALL OCCUPIED UNITS 

9 359 

8 545 

7 531 

14 739 

9 67B 

11 250 

8 730 

7 226 

12 396 

12 35 

YEAR MOVED INTO UNIT 











OWNER OCCUPIED 

7 787 

7 642 

6 063 

9 942 

8 337 

8 056 

8 119 

6 824 

9 007 

11 22 

1959 TO MARCH 1960 

767 

1 517 

784 

719 

746 

735 

1 225 

720 

609 

1 60 

1958 

551 

1 311 

623 

447 

635 

512 

791 

514 

455 

1 02 

1954 TO 1957 • • 

2 834 

2 958 

1 998 

2 037 

4 062 

1 827 

2 813 

2 548 

2 038 

3 39 

1940 TO 1953 

3 152 

1 563 

2 045 

3 904 

2 830 

3 095 

2 839 

2 885 

4 157 

3 98 

1939 OR EARLIER 

483 

293 

613 

2 835 

44 

1 887 

451 

157 

1 748 

1 21 

RENTER OCCUPIED. 

1 572 

903 

1 468 

4 797 

1 341 

3 194 

611 

402 

3 389 

1 13 

1959 TO MARCH 1960 

881 

658 

857 

2 164 

630 

1 375 

334 

241 

1 543 

68 

1958 

228 

102 

279 

669 

258 

456 

81 

53 

567 

14 

1954 TO 1957 

261 

95 

164 

1 030 

402 

745 

116 

78 

621 

16 

1940 TO 1953 

172 

44 

130 

739 

51 

493 

72 

30 

49B 

12 

1939 OR EARLIER • 

30 

4 

38 

195 

. . ♦ 

125 

8 

. * . 

160 

2 

AUTOMOBILES AVAILABLE 




! 








6 304 

5 BB7 

4 611 

8 947 

5 128 

7 134 

4 441 

5 254 

7 848 

8 52 


1 847 

2 202 

2 135 

2 277 

4 064 

1 829 

3 706 

1 513 

2 702 

2 82 

3 OR MORE 

257 

158 

267 

313 

282 

165 

427 

103 

256 

40 

NONE • 

900 

298 

518 

3 202 

204 

2 122 

156 

356 

1 588 

59 

AIR CONDITIONING 











ROOM UNIT(S) 

442 

609 

270 

297 

1 172 

354 

610 

268 

859 

39 

CENTRAL SYSTEM . 

113 

20 

21 

113 

414! 

59 

259 

60 

96 


NONE 

B 804 

7 916 

7 240 

14 329 

8 092 

10 837 

7 861 

6 898 

11 441 

11 9C 

value 











OWNER OCCUPIED 

7 630 

7 342 

5 757 

8 982 

8 305 

7 336 

7 513 

6 749 

8 540 

10 7« 

LESS THAN SStOOO 

93 

170 

182 

453 

♦ • t 

814 

56 

13 

195 

2e 

SStOOO TO S7i400 . 

436 

476 

306 

1 576 

32l 

1 953 

244 

87 

746 

1 04 

$7t500 TO S9f900 . . . 

1 079 

1 229 

533 

2 702 

140 

1 725 

501 

499 

1 405 

2 2E 

$10(000 TO $12(400 ........... . 

2 089 

1 305 

849 

2 018 

869 

1 146 

768 

2 075 

2 343 

3 14 

$12(500 TO $14(900 

2 561 

1 600 

754 

1 130 

1 009; 

632 

985 

1 999 

1 709 

2 5C 

$15(000 TO $17(400 .... 

1 031 

1 891 

691 

473 

1 777i 

312 

771 

1 269 

1 073 

9E 

$17(500 TO $19(900 ............ 

123 

550 

693 

263 

1 732 

228 

887 

580 

517 

34 

$20(000 TO $24(900 

64 

113 

833 

196 

1 624 

262 

1 113 

156 

349 

n 

$25(000 TO $34(900 ............ 

101 

8 

619 

127 

929 

160 

1 453 j 

61 

178 

1 

$35(000 OR MORE . 

53 


297 

44 

193 

104 

735 I 

10 

25 


MEDIAN DOLLARS . 

12 600 

13 300 

15 900 

9 800 

18 000 

a 800 

18 700 

13 400 

12 100 

11 4C 

VACANT AVAILABLE FOR SALE. . 

209 

151 

210 

129 

66 

131 

184 

80 

122 

le 

MEDIAN PRICE ASKED ....... DOLLARS . 

12 500 

... 

14 100 

... 

... 

• •• 

... 

... 

. . . 

• * 

GROSS RENT 











RENTER OCCUPIED . 

1 572 

903 

1 468 

4 797 

1 341 

3 194 

611 

402 

3 389 

i 12 

LESS THAN 


. • * 

« . * 

. . t 

... 

16 

t . . 

. * . 

36: 

. 1 

$20 TO $29 

11 

. . « 

17 

121 

. . . 

37 

4 

... 

a; 

. « 

$30 TO $39 

14 

8 

17 

349 

... 

223 

... 

3 

28' 


$40 TO $49 

38 

a 

25 

602 

4 

265 

4 

3 

163 


$50 TO $59 

116 

4 

93 

813 

... 

642 

23 

10 

266 


$60 TO $69 . . 

197 

39 

143 

1 034 

12 

614 

58 

9 

599 

u 

$70 TO $79 

236 

BO 

228 

636 

7 

386 

57 

38 

654 

14 

$80 TO $99 

457 

245 

364 

694 

35 

527 

99 

56 

889 

2f 

$100 TO $149 

423 

417 

395 

291 

927 

292 

194 

235 

561 

Zf. 

$150 OR MORE 

37 

41 

93 

33 

329 

20 

78 

8 

35 

1 

NO CASH RENT . 

43 

61 

93 

224 

27 

172 

94 

40 

148 

1 : 

MEDIAN . DOLLARS . 

86 

103 

89 

64 

130 

65 

101 

110 

78 

£ 

CONTRACT RENT 











RENTER OCCUPIED 

1 529 

642 

1 375 

4 573 

1 314 

3 022 

517 

362 

3 241 

1 OC 

MEDIAN DOLLARS . 

64 

79 

68 

54 

106 

54 

74 

83 

66 

( 

VACANT AVAILABLE FOR RENT. ♦ 

63 

90 

307 

441 

86 

383 

28 

25 

243 

t 

LESS THAN $30 

• . . 

• • • 

12 

26 

... 

23 



4 

t , 

$30 TO $39 . 

4 

... 

8 

44 

... 

46 

. . . 

4 

10 


$40 TO $59 

14 

12 

158 

249 

3 

185 

3 

9 

57 


$60 TO $79 

31 

38 

56 

103 

2 

110 

17 

6 

123 


$80 TO $99 

5 

12 

39 

4 

35 

4 


. • . 

49 


$100 TO $119 . 

9 

28 

la 

4 

23 

10 

4 

3 

t . . 

1 1 

$120 OR MORE 

• * . 

• • . 

16 

11 

23 

S 

4 

3 

... 

• , 

MEDIAN RENT ASKED (DOLLARS) I 











VACANT AVAILABLE FOR RENT 

* • • 

. . . 

58 

54 

... 

55 

... 

... 

67 

• , 

WITH ALL UTILITIES IN RENT 

* • * 

• ■ . 

« • • 

. • . 

... 


. . . 

... 


1 1 

WITH SOME OR NO UTIL. IN RENT 

... 

... 

57 

54 

... 

53 

... 

... 

... 


DURATION OF VACANCY 











VACANT AVAILABLE FOR SALE. 

209 

151 

210 

149 

66 

138 

189 

80 

122 


LESS THAN 4 MONTHS ..... 

88 

70 

59 

70 

25 

69 

90 

58 

68 


4 MONTHS OR MORE 

121 

81 

151 

79 

41 

69 

99 

22 

54 

( 

VACANT AVAILABLE FOR RENT 

63 

90 

307 

441 

86 

383 

28 

25 

243 


LESS THAN 1 MONTH 

13 

29 

93 

51 

20 

69 

4 

18 

84 

■ 

1 UP TO 4 MONTHS 

33 

39 

36 

154 

46 

187 

11 

3 

99 


4 MONTHS OR MORE ....... 

17 

22 

178 

236 

20 

127 

13 

4 

60 



Michigan 
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Tabic 22. — TfiNTURF, Vacancy Status, and Condition and Plumbing Facilitihs, roii Places or 
10,000 TO 23,000 Inhabitants: I960 
[Some data based on sample; see text. “U" denotes an unineorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toiler Fac. 
Bathing Fac. 
B.'irhrooms 


ALU HOUSING UNITS, 


TENURE t COLORi AND VACANCY 
STATUS 


ADRIAN ALBION ALPENA BENTON BERKLEY CADILLAC CENTER CLAWSON GRAND EASTLAWN ECORSE ESCANA8A 

harbor line rapids IU) 


4 708 5 128 1 4 946 


OCCUPIED 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED, 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 


VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

available. . 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE .... 

FOR RENT 

RENTAL VACANCY RATE 

RENTED OR SOLD* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES , . . 

LACKING ONLY HOT WATER 

lacking OTHER PLUMBING FACILITIES. 

DETERIORATING. . 

WITH ALL PLUMBING FACILITIES . . . 

lacking ONLY HOT WATER 

lacking OTHER PLUMBING FACILITIES, 
DILAPIDATED 


OWNER OCCUPIED 

SOUND, . * 

WITH ALL PLUMBING FACILITIES . 
lacking some OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES , 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


VACANT available FOR SALE. 

with all plumbing facilities . 

LACKING SOME OR ALL FACILITIES 


VACANT available FOR RENT. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS. 


WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE, 
only COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET facilities 


FLUSH TOlLETi EXCLUSIVE USE. . . 

FLUSH TOILET » SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWERt EXCLUSIVE USE 
BATHTUB OR SHOWER? SHARED. . . , 
NO BATHTUB OR SHOWER 


MORE THAN 1. , 
SHARED ’OR NONE 
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Table 22. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants: 1960 — Con, 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 


ALL HOUSING UNITS 

TENURE t COLORt AND VACANCY 
STATUS 


OCCUPIED 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED. .... 

WHITE 

NONWHITE • . 

VACANT •*.*..... 

year round 

SOUND OK deteriorating 

AVAILABLE. . . 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE . . . . 

FOR RENT 

RENTAL VACANCY RATE 

RENTED OR SOlD i AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER . 

lacking OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED , . . 

OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING. ... 

WITH AuL PLUMBING FACILITIES . . . • . 
LACKING SOME OR ALL FACILITIES . . * • 
DILAPIDATED. ... 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES .... 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED 

VACANT AVAILABLE FOR SALE 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

VACANT available FOR RENT 

WITH ALL plumbing FACILITIES 

LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER , 


TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE. . 

FLUSH TOILET* SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE 
BATHTUB OR SHOWER* SHARED. . , , 
NO BATHTUB OR SHOWER 


BATHROOMS 


I 

MORE THAN 1. . 
SHARED OR NONE 



GRAND 

HAVEN 

GROSSE 

POINTE 

FARMS 

GROSSE 

POINTE 

PARK 

GROSSE 

POINTE 

WOODS 

HARPER 

WOODS 

HOLLAND 

IRONWOOD 

LAKEVIEW 

(U) 

MAR- 

QUETTE 

MELV IN- 
DALE 

MENOMI- 

NEE 

MONROE 


3 849 

3 630 

4 818 

5 342 

5 474 

7 631 

3 743 

3 282 

5 353 

3 849 

3 753 

7 039 


3 436 

3 574 

4 648 

5 236 

5 383 

7 279 

3 510 

3 152 

5 166 

3 731 

3 449 

6 642 


2 607 

3 354 

3 374 

4 986 

4 905 

5 657 

2 668 

2 633 

3 284 

3 070 

2 643 

4 349 


75.9 

93.8 

72.6 

95.2 

91.1 

77.7 

76.0 

83.5 

63.6 

02.3 

76.6 

65.5 


2 607 

3 354 

3 370 

4 986 

4 901 

5 653 

2 668 

2 629 

3 280 

3 050 

2 643 

4 242 


• ■ . 

. . . 

4 

. . ■ 

4 

4 

■ . . 

4 

4 

20 

. . • 

107 


829 

220 

1 274 

250 

478 

1 622 

842 

519 

1 882 

661 

806 

2 293 


812 

216 

1 274 

250 

478 

1 610 

842 

519 

1 863 

657 

801 

2 156 


17 

4 

... 

.. . 

. .. 

12 

... 

... 

19 

4 

5 

137 


413 

56 

170 

106 

91 

352 

233 

130 

187 

116 

304 

397 


176 

53 

165 

106 

89 

297 

153 

122 

128 

118 

241 

379 


163 

50 

165 

105 

89 

284 

133 

118 

108 

116 

222 

347 


91 

30 

130 

56 

72 

176 

94 

71 

67 

95 

128 

273 


31 

20 

34 

50 

39 

75 

30 

33 

21 

29 

33 

42 


1.2 

0.6 

1.0 

1.0 

0.8 

1.3 

1.1 

1.2 

0.6 

0.9 

1.2 

1.0 


60 

10 

96 

6 

33 

101 

64 

38 

46 

66 

95 

231 


6.7 

4.3 

7.0 

2.3 

6.5 

5.9 

7.1 

6.8 

2.4 

9,1 

10.5 

9.2 


16 

12 

16 

36 

12 

27 

13 

24 

11 

9 

19 

20 


14 

2 

6 

2 

• . • 

14 

4 

3 

8 

2 

16 

3 


42 

6 

13 

11 

5 

67 

22 

20 

22 

10 

59 

51 


13 

3 

• • • 

1 

• . . 

13 

20 

4 

20 

2 

19 

32 


237 

3 

5 


2 

55 

00 

8 

59 

... 

63 

18 


3 849 

3 630 

4 818 

5 342 

5 474 

7 631 

3 743 

3 282 

5 353 

3 849 

3 753 

7 039 


3 419 

3 580 

4 732 

5 315 

5 439 

6 811 

3 102 

3 185 

4 233 

3 636 

3 002 

5 974 


3 390 

3 580 

4 720 

5 315 

5 427 

6 561 

2 860 

3 177 

4 131 

3 598 

2 860 

5 666 


12 

. « . 

. • . 

... 

12 

31 

53 

. . . 

8 

• « • 

43 

24 


17 

• . • 

4 

• . * 

• • • 

219 

269 

8 

94 

40 

99 

284 


325 

38 

86 

27 

31 

735 

473 

85 

932 

162 

647 

923 


256 

31 

86 

21 

31 

622 

164 

57 

779 

182 

517 

600 


12 

. . . 

• . • 

6 

• . . 

4 

41 

12 

31 

... 

39 

63 


57 

7 

• • • 

. • * 

. t • 

109 

268 

16 

122 

. • * 

91 

260 


105 

12 

... 

... 

4 

85 

88 

12 

188 

29 

104 

142 


2 607 

3 354 

3 374 

4 986 

4 905 

5 657 

2 668 

2 633 

3 284 

3 070 

2 643 

4 349 


2 446 

3 334 

3 338 

4 970 

4 839 

5 253 

2 444 

2 569 

2 785 

2 950 

2 205 

4 046 


2 438 

3 334 

3 338 

4 970 

4 877 

5 172 

2 282 

2 569 

2 739 

2 942 

2 138 

3 955 


8 

■ • • 

. . • 

* . . 

12 

81 

162 

* . . 

46 

8 

67 

91 


126 

16 

36 

16 

12 

360 

212 

56 

432 

108 

386 

263 


115 

16 

36 

16 

12 

316 

92 

28 

373 

108 

319 

210 


11 

... 

... 

* . • 

• . . 

44 

120 

28 

59 

• . • 

67 

53 


35 

4 

... 

... 

4 

44 

12 

6 

67 

12 

52 

40 


829 

220 

1 274 

250 

478 

i 622 

042 

519 

1 882 

661 

806 

2 293 


650 

208 

1 235 

245 

463 

1 271 

612 

498 

1 344 

586 

574 

1 675 


637 

208 

1 231 

245 

463 

1 130 

503 

490 

1 299 

558 

531 

1 478 


13 

• ■ . 

4 

... 

. . • 

141 

109 

6 

45 

28 

43 

197 


129 

B 

39 

5 

15 

321 

186 

17 

447 

58 

192 

538 


96 

4 

39 

5 

15 

259 

48 

17 

374 

58 

151 

344 


33 

4 

. . • 

« » • 

. . • 

62 

138 

• . • 

73 

• « . 

41 

194 


50 

4 

... 

• • • 

... 

30 

44 

4 

91 

17 

40 

80 


31 

20 

34 

50 

39 

! 75 

30 

33 

21 

29 

33 

42 


29 

20 

34 

50 

39 

72 

15 

32 

21 

29 

27 

39 


2 

... 

... 

• . . 

... 

3 

15 

1 

... 

i 

6 

3 


60 

10 

96 

6 

33 

101 

64 

38 

46 

66 

95 

231 


53 

9 

95 

6 

32 

86 

31 

37 

36 

64 

75 

143 


7 

1 

1 

• . . 

1 

15 

33 

1 

a 

2 

20 

BB 


3 849 

3 630 

4 018 

5 342 

5 474 

7 631 

3 743 

3 282 

5 353 

3 649 

3 753 

7 039 


3 805 

3 627 

4 818 

5 336 

5 462 

7 S04 

3 286 

3 246 

5 082 

3 845 

3 493 

6 652 


44 

3 

. .. 

6 

12 

127 

441 

36 

253 

4 

248 

370 


. . • 

» « • 

. . « 

• » • 

... 

• . ■ 

... 

... 

5 

... 

* . • 

9 








16 

... 

13 

. • • 

12 

e 


3 802 

3 627 

4 818 

5 342 

5 474 

7 483 

3 540 

3 278 

5 222 

3 825 

3 696 

6 801 


47 

. • • 

. . . 

» t • 

. . • 

148 

121 

4 

46 

20 

26 

214 



3 




... 

82 

... 

85 

4 

31 

24 


3 763 

3 623 

4 814 

5 342 

5 474 

7 311 

3 150 

3 254 

5 053 

3 809 

3 539 

6 419 


47 

. • • 

4 

... 

... 

16B 

121 

6 

62 

24 

30 

220 


39 

7 



... 

152 

472 

20 

238 

16 

184 

400 


3 076 

728 

1 894 

1 992 

4 041 

5 553 

2 619 

2 372 

3 843 

3 377 

2 702 

4 978 


667 

2 896 

2 920 

3 345 

1 419 

1 687 

397 

860 

1 104 

432 

731 

1 319 


106 

6 

4 

5 

14 

391 

727 

50 

406 

40 

320 

742 




Table 22. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants: 1960 — Con. 

[Some data based on sample; see text. "U” denotes an unincorporated place] 


MOUNT MOUNT MUSKEGON 

Clemens pleasant heights 


OWOSSO RIVER 

rouge 


SAULT 

ST STE 
JOSEPH marie 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


TRAV- 
ERSE TRENTON 
CITY 


Water Supply 
Toilet Fac. 
Bathing Fac. 
B.'itliroonis 


WAYNE YPSl- 
LANTI 


ALL HOUSING UNITS. 


TENURE* COLOR* AND VACANCY 
STATUS 


OCCUPIED 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED. 

WHITE 

NONWHITE . 

RENTER OCCUPIED 

WHITE 

NONWHITE 


vacant ....... 

year round 

SOUND OR DETERIORATING 

available 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE .... 

FOR RENT 

RENTAL VACANCY RATE 

RENTED OR SOLD* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

dilapidated 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

lacking OTHER PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

lacking OTHER PLUMBING FACILITIES. 
DILAPIDATED. 


OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
lacking some or ALU FACILITIES 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
lacking SOME OR ALL FACILITIE.S 
DILAPIDATED 


VACANT available FOR SALE. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIE.S 


VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME UR ALL FACILITIES 


ALL HOUSING UNITS. 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


288 

2 059 

1 454 

970 

031 

1 349 

1 000 

B30 

965 

1 171 

859 

704 

66 

178 

141 

46 

240 

518 

399 

119 

189 

367 

294 

107 

51 

151 

105 

12 

17 

192 

55 

21 

9 

63 

43 

74 

9 

47 

40 

72 

... 

16 

3 

2 

56 

156 

136 

54 

48 

105 

106 

46 

8 

51 

30 

e 

017 

5 859 

5 254 

5 036 






TOILET FACILITIES 


FLUSH TOILET* EXCLUSIVE USE. . . 

FLUSH TOILET* SHARED 

OTHER TOILET FACILITIES OR NONE. 


3 894 5 245 

U9 366 

4 24B 


4 975 5 235 4 329 6 014 

57 a 63 515 

4 158 12 34 


BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE 
bathtub or shower* SHARED. . . . 
NO BATHTUB OR SHOWER 


3 B79 5 032 

111 395 

27 432 


4 965 5 182 4 324 5 894 

52 8 63 567 

19 211 17 102 


MORE than 1. . 
SHARED OR NONE 


2 832 4 274 

1 012 660 

173 925 


3 035 3 567 3 698 4 673 

1 917 1 497 628 1 193 

84 345 78 697 
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Table 23.— Structural Charactcristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: 1960 


[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-f) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heacinj; Equip. 
Source of Watei 
Sewage Disposal 


SUBJECT 


ROOMS 


ALL UNITS 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS. . . • 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN * • . 

OWNER OCCUPIED 

i TO 3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE. . 

MEDIAN 

RENTER OCCUPIED 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS. ........... 

7 ROOMS OR MORE 

MEDIAN . 

VACANT AVAILABLE FOR SALE, 
MEDIAN . 

VACANT available FOR RENT, 
MEDIAN 


ALL HOUSING UNITS. 

BEDROOMS 


0 AND 1* 

2 . . . . 

3 OR MORE 


UNITS IN STRUCTURE 

ALL UNITS 

1 . . 

2 . 

3 AND 4. • 

5 OR MORE 

TRAILER 

OWNER OCCUPIED 

1 

2 OK MOKE 

TRAILER 

RENTER OCCUPIED 





3 AND 4 

5 TO 

10 OR MORE 

TRAILER 


YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 

1939 OR EARLIER 


BASEMENT 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . . . 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR. WALL. OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

other means WITHOUT FLUE « . . • 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

individual well. . 

OTHER. ...... 


SEWAGE DISPOSAL 


ADRIAN 

ALBION 

ALPENA 

BENTON 

HARBOR 

BERKLEY 

CADILLAC 

CENTER 

LINE 

CLAWSON 

EAST 

grand 

RAPIDS 

EASTLAWN 

(U) 

ECORSE 

ESCANABA 

6 384 

3 586 

4 48B 

6 471 

6 

291 

3 

359 

2 719 

3 903 

3 201 

4 708 

5 128 

4 948 

1 14 

92 

60 

261 


11 


31 

4 

4 

... 

20 

BB 

168 

281 

153 

100 

270 


13 


99 

3a 

20 

4 

00 

197 

ua 

695 

343 

462 

937 


103 


230 

183 

63 

12 

334 

579 

33E 

1 002 

57 5 

598 

1 300 


967 


487 

721 

601 

152 

770 

902 

905 

1 373 

705 

1 067 

1 580 

2 

204 


859 

861 

2 088 

510 

2 576 

1 843 

1 462 

1 258 

730 

992 

1 017 

2 

047 


760 

492 

855 

889 

719 

1 003 

97C 

986 

542 

648 

679 


703 


513 

284 

173 

662 

154 

326 

SB'S 

675 

446 

561 

427 


243 


380 

122 

79 

972 

55 

190 

421 

5.3 

5.4 

5,5 

4.8 


5.4 


5.5 

5.0 

5.1 

6.6 

4,9 

4.9 

5.1 

4 053 

2 098 

3 175 

3 319 

5 

645 

2 

352 

2 392 

3 470 

2 869 

3 835 

3 080 

2 995 

159 

60 

82 

105 


49 


62 

109 

16 

4 

227 

172 

85 

454 

204 

322 

587 


784 


279 

671 

495 

112 

571 

449 

435 

1 007 

426 

837 

977 

2 

007 


653 

793 

1 925 

423 

2 236 

1 282 

922 

i 046 

599 

845 

760 

1 

909 


602 

445 

809 

759 

620 

747 

73e 

1 387 

809 

1 089 

890 


896 


756 

374 

225 

1 571 

181 

430 

er 

5.9 

6. 1 

5.9 

5.5 


5.5 


5.8 

5.0 

5,1 

6.7 

5.0 

5.2 

5.e 

1 950 

1 280 

1 098 

2 758 


493 


739 

280 

339 

223 

641 

1 811 

1 68* 

86 

35 

56 

209 


7 


23 

... 

« . . 

• . • 

16 

74 

105 

203 

132 

60 

226 


13 


66 

32 

16 

. . t 

19 

113 

82 

499 

260 

347 

7 55 


44 


152 

66 

67 

12 

123 

430 

23£ 

46 1 

344 

239 

640 


146 


150 

43 

88 

35 

171 

411 

422 

283 

262 

192 

555 


133 


144 

6B 

99 

58 

208 

503 

48 

185 

102 

108 

193 


116 


111 

43 

42 

90 

89 

226 

i9t 

233 

145 

96 

180 


34 


93 

28 

27 

28 

15 

54 

15 

3.9 

4. 1 

3.9 

3.8 


4.8 


4,4 

4.5 

4.5 

5.6 

4.5 

4.2 

4. 

69 

19 

29 

28 


56 


52 

15 

'30 

47 

94 

55 

3 

5.8 

... 

... 

. .. 


5.0 


5.2 

... 

... 

... 

5.0 

6.2 

* ' 

225 

Ill 

45 

187 


41 


61 

20 

21 

13 

66 

134 

13 

3.2 

1.4 

... 

3.1 


... 


4.3 

... 

, .. 

... 

3.7 

3.7 

2* 

6 384 

3 586 

4 488 

6 471 

6 

291 

3 

359 

2 719 

3 903 

3 201 

4 708 

5 128 

4 94 

i 166 

720 

870 

1 697 


317 


412 

207 

140 

76 

420 

998 

81 

2 053 

1 080 

1 190 

2 167 

2 

443 

1 

341 

1 246 

1 247 

574 

1 117 

2 041 

1 94 

3 165 

1 786 

2 428 

2 607 

3 

531 

1 

606 

1 266 

2 516 

2 551 

3 171 

2 089 

2 IB 

6 384 

3 586 

4 480 

6 471 

6 

291 

3 

359 

2 719 

3 903 

3 201 

4 708 

5 128 

4 94) 

4 555 

2 883 

3 512 

4 262 

6 

191 

2 

905 

2 100 

3 769 

3 112 

4 185 

3 809 

1 3 44; 

896 

410 

613 

980 


91 


261 

142 

45 

59 

86 

518 

1 95( 

508 

242 

252 

759 


9 


141 

95 

44 

20 

36 

429 

261 

304 

51 

111 

470 


. I * 


39 

382 

45 

10, 

147 

203 

27' 

121 


... 

... 


... 


13 

... 

... 

...i 

254 

169 

K 

4 053 

2 098 

3 175 

3 319 

5 

645 

2 

352 

2 392 

3 470 

2 869 

3 835 

3 080 

2 99! 

3 553 

1 997! 

2 935 

2 909 

5 

614 

2 

219 

1 aas 

3 443 

2 854 

3 558 

2 694 

2 56' 

390 

101 

240 

410 




125 

507 

27 

15 

30 

217 

4i; 

110 

... 

... 

... 


... 


B 

... 

... 

... 

247 

169 

ll 

1 950 

1 280 

1 098 

2 758 


493 


739 

260 

339 

223 

641 

1 811 

L 68’ 

813 

795 

456 

1 178 


424 


472 

181 

230 

155 

429 

939 

73i 

526 

234 

372 

592 


60 


134 

53 

28 

43 

56 

319 

581 

344 

210 

1B4 

596 


9 


94 

21 

28 

20 

26 

360 

211 

174 

41 

70 

341 


• . . 


17 

10 

13 

5 

70 

145 

IK 

82 

. . . 

16 

51 


... 


17 

15 

32 

* • . 

53 

48 

51 

11 

• . . 

• • . 

• . . 


• . • 


5 

. • . 

• . . 

* t • 

7 

• t ■ 


610 

193 

354 

91 


302 


136 

404 

1 143 

573 

2 453 

815 

29 

484 

440 

389 

331 

1 

374 


182 

457 

1 344 

817 

1 074 

306 

22 

676 

327 

332 

678 

3 

096 


355 

1 156 

380 

500 

652 

618 

43; 

4 614 

2 626 

3 413 

5 371 

1 

519 

2 

666 

702 

1 036 

1 231 

529 

3 389 

3 93 

5 461 

3 004 

3 983 

5 825 

5 

781 

2 

761 

1 782 

3 184 

3 100 

2 790 

3 875 

4 20 

330 

435 

159 

360 


142 


234 

657 

369 

81 

799 

398 

17 

593 

147 

346 

286 


368 


364 

280 

350 

20 

1 119 

855 

57 

790 

348 

570 

805 


254 


310 

228 

198 

438 

173 

607 

1 04 

4 608 

2 721 

3 459 

4 707 

5 

726 

2 

182 

2 303 

3 390 

2 728 

3 830 

3 530 

2 91 

299 

101 

129 

133 


106 


160 

98 

116 

24 

243 

201 

5 

. • • 

13 

« . • 

4 


8 


... 

. . . 

4 

• . * 

. « • 

4 


651 

378 

295 

737 


182 


672 

86 

186 

11 

451 

759 

87 

32 

2l 

35 

37 


15 


28 

4 

9 

• « • 

11 

24 

3 

4 

1 

4 

. . . 

4B 


. . . 


7 

. .. 

. . . 

... 

. . . 

3 

1 

1 6 267 

3 516 

4 395 

6 436 

6 

291 

2 

643 

2 700 

3 897 

3 190 

4 449 

5 118 

4 82 

1 81 

60 

93 

35 


... 


654 

9 

• . • 

11 

245 

10 

10 

36 

10 

. . • 

. . * 


• •• 


62 

10 

6 

• • ■ 

14 

. ■ * 

1 

6 226 

3 512 

4 234 

6 404 

6 

278 

2 

787 

2 424 

3 888 

3 190 

4 025 

5 109 

4 72 

93 

43 

249 

51 


13 


482 

290 

9 

11 

629 

19 

19 

65 

31 

5 

16 


... 


90 

5 

6 

... 

54 

... 

2 


PUBLIC SEWER , 

SEPTIC TANK OR CESSPOOL, 
other or NONE 


Michigan 


24-77 


Tabic 23 . — Structiiual Characteristics and SelI'CTed Equipment, for Places of 10,000 
TO 23,000 iNHAniTANTS: 1960— Coii. 

[Some data based on sainjjle; median not shown whore base is insuflicient; see text. “U” denotes an unincorporated place. Plus (4-) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of Wacer 
Sewage Disposal 


SUBJECT 


ROOMS 


ALL UNITS 

1 ROOM 

2 ROOMS 

3 ROOMS 

a ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

median 

OWNER OCCUPIED 

1 TO 3 ROOMS 

a ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE. 

MEDIAN 

RENTER OCCUPIED 

1 ROOM . < 

2 ROOMS 

3 ROOMS 

4 ROOMS. 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE 

MEDIAN . 

VACANT available FOR SALE. 
MEDIAN .. 

VACANT available FOR RENT^ 
MEDIAN ' 


ALL HOUSING units. 

bedrooms 


0 AND 1. 

2 . • . » 

3 OR MORE 


UNITS IN STRUCTURE 

ALL UNITS 





3 AND 4 

5 OR MORE 

TRAILER 

OWNER OCCUPIED . 



2 OR MORE 

TRAILER 

RENTER OCCUPIED 

1 . . 



3 AND 4 

5 TO 

10 OR MORE 

trailer 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1939 OR EARLIER 


BASEMENT 


BASEMENT . . > 
CONCRETE SLAB 
OTHER. . . , . 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR » WALLi OR PiPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . • 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

other. • . 


SEWAGE DISPOSAL 



GRAND 

HAVEN 

GROSSE 

POINTE 

FARMS 

GROSSE 

POINTE 

PARK 

GROSSE 

POINTE 

WOODS 

HARPER 

WOODS 

HOLLAND 

IRONWOOD 

^AKEVIEW 

(U) 

MAR- 

QUETTE 

MELVIN- 

oale 

MENOMI- 

NEE 

MONROE 


3 849 

3 630 

4 818 

5 342 

5 474 

7 631 

3 743 

3 282 

5 353 

3 849 

3 753 

7 039 


34 

7 

4 

. . . 

... 

113 

89 

17 

38 

32 

39 

98 


83 

3 

IS 

. * . 

4 

47 

97 

41 

172 

72 

56 

228 


aai 

14 

76 

24 

129 

494 

224 

113 

527 

208 

221 

666 


699 

64 

245 

294 

977 

1 125 

700 

620 

1 021 

1 145 

644 

1 134 


870 

406 

947 

1 154 

2 300 

1 978 

976 

1 001 

1 361 

1 646 

1 042 

1 817 


764 

951 

1 005 

1 931 

1 676 

1 657 

811 

796 

1 159 

574 

845 

1 473 


607 

873 

661 

1 322 

326 

1 295 

495 

378 

591 

124 

468 

867 


51 1 

1 312 

1 865 

617 

60 

722 

351 

236 

484 

48 

438 

734 


5.5 

6.9 

6.7 

6.1 

5.2 

5.5 

5.3 

5.3 

5.2 

4.B 

5.4 

5.3 


2 607 

3 354 

3 374 

4 986 

4 905 

5 657 

2 668 

2 633 

3 204 

3 070 

2 643 

4 349 


40 


16 

8 

4 

81 

85 

56 

118 

116 

51 

90 


428 

29 

36 

196 

733 

668 

442 

360 

475 

862 

355 

444 


696 

337 

2B4 

1 oae 

2 160 

1 568 

746 

906 

915 

1 408 

790 

1 241 


629 

874 

667 

1 840 

1 623 

1 593 

681 

732 

865 

516 

688 

1 227 


814 

2 114 

2 371 

1 854 

385 

1 727 

714 

579 

911 

16B 

759 

1 347 


5.7 

7.0 

7.7 

6.2 

5.3 

5.8 

5.6 

5.5 

5.7 

4.9 

5.7 

5*8 


829 

220 

1 274 

250 

478 

1 622 

842 

519 

1 882 

661 

806 

2 293 


13 

4 

4 

... 

t - - 

103 

85 

13 

8 

25 

. . a 

68 


54 

3 

12 

* - t 

... 

40 

68 

26 

113 

37 

21 

169 


184 

14 

60 

11 

U7 

363 

137 

62 

419 

97 

127 

546 


247 

27 

201 

92 

214 

393 

208 

230 

495 

228 

237 

609 


142 

61 

574 

56 

102 

310 

155 

129 

420 

216 

198 

486 


66 

51 

314 

48 

42 

176 

92 

30 

278 

54 

112 

225 


123 

60 

109 

43 

3 

237 

97 

21 

149 

4 

ill 

190 


4.2 

5.5 

5.1 

4.9 

4.1 

4.3 

4.1 

4.2 

4.3 

4.3 

4.6 

4.1 


31 

20 

34 

50 

39 

75 

30 

33 

21 

29 

33 

42 



... 

« . . 

6.5+ 

... 

5.4 

. . . 

. . . 

. • a 

. . a 

« . a 

ft ft ft 


60 

3.7 

10 

96 

5.0 

6 

33 

101 

4.0 

64 

4.4 

38 

46 

66 

3.5 

95 

3.9 

231 

3.4 


3 849 

3 630 

4 818 

5 342 

5 474 

7 631 

3 743 

3 282 

5 353 

3 B49 

3 753 

7 039 


493 

11 

221 

80 

394 

823 

656 

298 

869 

402 

476 

1 282 


900 

60.5 

1 123 

1 056 

2 247 

2 022 

1 494 

948 

1 901 

1 844 

979 

2 150 


2 456 

3 014 

3 474 

4 168 

2 833 

4 786 

1 593 

2 036 

2 583 

1 603 

2 298 

3 607 


3 849 

3 630 

4 818 

5 342 

5 474 

7 631 

3 743 

3 282 

5 353 

3 049 

3 753 

7 039 


3 208 

3 624j 

3 396 

5 306 

5 144 

6 310 

3 075 

2 933 

3 817 

3 394 

2 933 

5 230 


415, 


983 


5 

928 

308 

136 

924 

234 

576 

900 


1 13 


363 


14 

200 

166 

207 

345 

25 

119 

514 


113 


76 

36 

311 

170 

170 

6 

258 

60 

125 

370 



... 


... 

... 

23 

24 

. . . 

9 

116 

• • . 

5 

1 

2 607 

3 352 

3 381 

4 986 

4 905 

5 619 

2 660 

2 633 

3 284 

3 070 

2 643 

4 349 

1 

2 479 

3 352 

3 044 

4 986 

4 905 

5 345 

2 488 

2 563 

2 957 

2 876 

2 438 

4 037 


128 


337 

, , , 

• * * 

261 

160 

70 

322 

90 

205 

312 



! ! ! 


. .. 

. . . 

13 

20 

... 

5 

104 

• • « 

. . . 


829 

222 

1 267 

250 

478 

1 660 

842 

519 

1 882 

661 

606 

2 293 


445 

222 

297 

214 

168 

724 

441 

270 

740 

451 

342 

1 038 


208 


607 

* . . 


649 

157 

76 

597 

130 

303 

574 


93 

a ! * 

287 

. * • 

14 

156 

107 

167 

269 

21 

59 

374 


72 


52 

« . * 

296 

63 

60 

6 

140 

31 

96 

213 


11 

• ■ • 

24 

36 

. . . 

58 

73 

a • * 

112 

16 

6 

89 



... 



... 

10 

4 

a . . 

4 

12 


5 


450 

286 

192 

661 

694 

82 8 

93 

651 

661 

681 

287 

696 


347 

827 

533 

1 827 

2 399 

945 

140 

732 

376 

723 

218 

561 


354 

■ 955 

466 

2 144 

2 154 

1 085 

166 

624 

511 

1 347 

486 

728 


2 698 

1 562 

3 607 

710 

227 

4 773 

3 344 

1 075 

3 805 

1 098 

2 762 

5 054 


3 424 

3 542 

4 765 

5 185 

4 977 

7 016 

2 995 

2 614 

4 762 

2 666 

3 121 

6 209 


74 

22 

29 

86 

211 

210 

25 

361 

145 

490 

176 

282 


351 

66 

24 

71 

286 

405 

723 

307 

446 

693 

456 

540 


437 

664 

2 074 

297 

121 

467 

655 

190 

1 2 325 

254 

617 

1 236 


3 003 

2 924 

2 725 

4 973 

5 139 

6 580 

2 183 

2 951 

2 289 

2 661 

2 405 

4 906 


43 

23 

4 

35 

151 

120 

20 

49 

177 

300 

26 

156 


4 




. a a 

4 

• ft * 

4 

» a a 

8 

. . a 

9 


337 

19 

15 

33 

63 

425 

822 

85 

> 536 

366 

1 685 

1 708 


8 



4 

. • a 

27 

24 

* a a 

16 

40 

7 

24 


12 

... 

... 


. aa 

6 

39 

3 

1 10 

. a a 

11 



3 701 

3 620 

4 818 

5 342 

5 474 

4 996 

3 718 

2 094 

^ 5 126 

3 849 

t 3 635 

i 7 024 


148 


« • . 

. . » 

. a . 

2 630 

t 10 

> 1 188 

; 196 

* a a 

104 

( '15 



10 

... 

.. . 

. .. 

5 

. 15 


31 

« a a 

14 

i • . » 


3 375 

3 630 

4 813 

5 307 

5 47<^ 

^ 5 368 

1 3 537 

32J 

4 813 

1 3 849 

> 3 62E 

5 6 949 


474 


5 

35 


2 248 

1 171 

2 941 

. 473 

> . a« 

► 69 

} 66 






... 

IS 

i 35 

i 2C 

) 67 


. 39 

)\ 24 


PUBLIC SEWER , 

SEPTIC TANK OR CESSPOOL^ 
other or none 


24-78 


State and Small Areas 


Table 23. — Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants; 1960^ — Con. 

[Some data baaed on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-P) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Tniilcr 

ye;ir Struct. Built 


B.iscmenc 
Hc.itin^ Hquip, 
Source ol' V^^icer 
Scw;iL(e Dispos.il 


SUBJECT 


ROOMS 


ALL UNITS 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS. 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OK MOKE 

MEDIAN 

OWNER OCCUPIED 

1 TO 3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS. «... 

7 ROOMS OR MORE 

MEDIAN 

RENTER OCCUPIED 

1 ROOM 

2 ROOMS. « 

3 ROOMS 

4 ROOMS 

5 ROOMS . 

6 ROOMS 

7 ROOMS OR MORE. ...... 

median ..... 

vacant available for sale 

MEDIAN 

VACANT available FOR RENT 

median 


ALL HOUSING UNITS. 

BEDROOMS 


0 AND 1. , 

2 . . . * < 

3 OB MORE. 


UNITS IN STRUCTURE 

ALL UNITS 

1 

2 . . 

3 AND 4 

3 OR MORE 

TRAILER 

OWNER OCCUPIED 



2 OR MORE 

TRAILER 

RENTER OCCUPIED 



2 

3 AND 4* .......... . 

5 TO 

10 OR MORE 

TRAILER 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 ... 

1939 OR earlier 


BASEMENT 


BASEMENT . • 

concrete slab 

OTHER. . . . 


HEATING EQUIPMENT 

STEAM OR HOT WATER ....... 

WARM AIR FURNACE 

FLOOR r WALLf OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

other means without flue . . . . 

NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. . . 

other 


SEWAGE DISPOSAL 


MOUNT 

CLEMENS 

MOUNT 

PLEASANT 

MUSKEGON 

HEIGHTS 

NILES 

OWOSSO 

RIVER 

ROUGE 

ST 

JOSEPH 

SAULT 

STE 

MARIE 

TRAV- 

ERSE 

CITY 

TRENTON 

TROY 

WAYNE 

YPSI- 

LANTI 

6 682 

3 644 

5 725 

4 709 

5 595 

5 687 

4 

017 

5 859 

5 254 

5 036 

5 401 

4 404 

6 563 

216 

82 

66 

126 

81 

106 


91 

149 

162 

59 

4 

53 

262 

335 

86 

149 

126 

144 

319 


101 

247 

203 

38 

21 

84 

542 

S87 

653 

548 

436 

448 

878 


442 

747 

446 

213 

212 

191 

1 315 

929 

676 

1 428 

814 

700 

1 114 


762 

1 233 

709 

344 

790 

778 

941 

1 761 

684 

1 678 

1 161 

1 268 

1 365 

1 

067 

1 295 

1 111 

2 202 

1 864 

1 920 

1 411 

1 387 

652 

1 054 

977 

1 376 

1 021 


696 

1 200 

1 219 

1 401 

1 441 

824 

1 025 

640 

454 

547 

667 

965 

480 


451 

601 

722 

496 

763 

381 

574 

527 

357 

255 

402 

613 

404 


407 

387 

682 

283 

306 

173 

493 

5.1 

5.0 

4.9 

5.2 

5,6 

4,8 


5.1 

4.9 

5.5 

5.3 

5.4 

5.1 

4.7 

3 885 

2 015 

3 999 

3 289 

3 897 

2 656 

2 

586 

3 281 

3 417 

3 851 

4 577 

3 400 

3 145 

118 

192 

118 

89 

88 

91 


79 

236 

141 

16 

91 

21 

99 

433 

329 

914 

498 

400 

327 


386 

535 

390 

124 

579 

550 

320 

1 256 

384 

1 362 

890 

959 

730 


787 

812 

782 

1 882 

1 631 

1 630 

981 

1 093 

461 

904 

853 

I 106 

739 


580 

923 

940 

1 159 

1 317 

716 

837 

985 

649 

701 

959 

1 344 

769 


754 

775 

1 164 

670 

959 

483 

908 

5.6 

5.7 

5.2 

5.7 

6.0 

5.7 


5.6 

5.6 

5.9 

5.4 

5.5 

5,2 

5.7 

2 294 

1 431 

1 522 

1 197 

1 313 

2 627 

I 

286 

2 059 

1 454 

970 

542 

835 

2 932 

134 

67 

53 

115 

52 

84 


77 

122 

136 

46 

4 

44 

197 

275 

32 

110 

111 

100 

267 


88 

140 

125 

31 

12 

76 

460 

614 

460 

412 

324 

315 

672 


324 

453 

282 

170 

105 

160 

1 085 

438 

308 

459 

267 

252 

678 


371 

541 

256 

204 

151 

179 

553 

438 

265 

273 

220 

215 

574 


239 

394 

258 

238 

154 

229 

368 

245 

160 

123 

99 

180 

252 


106 

236 

216 

184 

64 

82 

142 

ISO 

139 

92 

61 

199 

100 


83 

165 

179 

97 

52 

65 

127 

3.8 

4.0 

3.9 

3,7 

4.3 

3.9 


3.9 

4.1 

4.2 

4.6 

4.5 

4.3 

3.2 

33 

32 

45 

42 

57 

16 


9 

63 

43 

74 

99 

73 

29 

... 

... 

... 

... 

5.6 

•••! 


... 

5.1 


5.4 

5.7 

4,9 

... 

319 

114 

90 

71 

151 

253 


56 

156 

1361 

54 

56 

49 

338 

2.9 

3.6 

3.6 

3.4 

3.6 

3.2 


3.4 

3.3 

3.5 

3.4 

4.2 

. . , 

2.8 

6 682 

■ "i 

3 644 

5 725 

4 709 

5 595' 

5 6871 

4 

017 

5 859 

5 254 

5 036’ 

5 401 

4 404 

6 563 

1 490 

1 064 

1 040 

710 

1 045 

1 488 


938 

i 311 

1 097 

1 

350 

249 

367 

2 361 

2 023 

1 218 

2 376! 

i 632 

1 387 

1 085 

1 

478 

2 077 

1 454 

934 

1 747 

1 460 

1 511 

3 169 

1 362 

i 2 309 

2 367 

3 163 

2 314 

1 

601 

2 471 

2 703 

3 752 

3 334 

2 577 

2 691 

6 682 

3 644 

5 725 

4 709 

5 595 

i 5 687 

4 

017 

5 859 

5 254 

5 036 

1 5 409 

4 404 

6 563 

4 737 

2 ?99 

4 849 

3 945 

4 592 

2 923 

2 

817 

4 242 

4 178 

4 530 

5 181 

4 097 

3 768 

706 

1 500 

492 

324 

506 

1 303 


645 

624 

542 

198 

96 

96 

806 

551 

289 

239 

269 

245 

793 


338 

430 

249 

108 

34 

88 

962 

688 

356 

125 

143 

224 

668 


217 

459 

200 

200 

98 

123 

1 027 

... 

100 

20 

28 

28 

... 


... 

104 

85 

... 

... 

... 

... 

3 885 

2 015 

3 999 

3 289 

1 3 897 

2 660 

2 

586 

3 281 

3 417 

3 851 

4 602 

3 400 

3 145 

3 531 

1 682 

3 799 

3 113 

3 723 

2 084 

2 

204 

2 664 

3 066 

3 806 

4 542 

3 350 

2 747 

354 

237 

IBO 

156 

154 

576 


302 

321 

270 

45 

60 

50 

398 

... 

96 

20 

20 

20 

... 


... 

96 

81 

... 

... 


... 

2 294 

1 431 

1 522 

1 197 

1 313 

2 623 

L 

288 

2 059 

1 454 

970 

514 

835 

2 932 

1 046 

618 

938 

691 

635 

700 


487 

988 

846 

571 

382 

590 

863 

423 

280 

269 

194 

305 

746 


347 

397 

300 

140 

51 

65 

505 

352 

203 

209 

184 

180 

606 


258 

321 

149 

80 

10 

67 

698 

276 

74 

76 

76 

145 

428 


136 

209 

52 

54 


113 

458 

197 

262 

30 

44 

40 

143 


60 

136 

103 

125 

71 


408 


4 

1 . . 

8 

B 

• • . 


• • • 

B 

4 

. • . 


... 

... 

549 

550 

215 

311 

483 

171 


216 

437 

569 

2 337 

1 732 

776 

451 

846 

311 

347 

378 

359 

232 


375 

402 

357 

913 

978 

639 

564 

650 

420 

1 081 

588 

430 

751 


519 

662 

670 

414 

1 226 

1 633 

931 

4 637 

2 363 

4 002 

3 432 

4 323 

4 533 

2 

907 

4 338 

3 658 

1 372 

1 465 

1 354 

4 617 

5 604 

2 544 

4 540 

4 169 

4 729 

4 261 

3 

817 

4 140 

4 063 

4 405 

2 310 

3 197 

5 699 

397 

536 

578 

287 

201 

618 


98 

368 

376 

231 

1 386 

581 

478 

681 

564 

607 

253 

665 

808 


102 

1 351 

815 

400 

1 713 

626 

386 

1 352 

288 

377 

427 

551 

1 508 

1 

031 

1 317 

831 

473 

762 

327 

1 401 

4 339 

1 945 

3 470 

3 730 

3 958 

2 925 

2 

787 

3 027 

3 153 

4 185 

3 361 

3 661 

4 596 

171 

596 

341 

128 

266 

188 


26 

242 

212 

86 

354 

162 

132 

4 

4 

• . . 

19 

8 

16 


32 

37 

. * . 

15 

28 

8 

. . . 

762 

799 

1 501 

389 

710 

893 


141 

1 172 

1 052 

270 

864 

242 

393 

46 

8 

32 

16 

79 

6B 



48 

6 

7 

24 

4 

38 

8 

4 

4 

... 

23 

9 


• . » 

16 


... 

8 


3 

6 657 

3 583 

5 689 

4 646 

5 515 

5 657 

3 

983 

5 666 

5 141 

5 036 

3 868 

4 404 

6 519 

16 

56 

20 

57 

55 

20 


34 

127 

94 


1 418 


39 

9 

5 

16 

6 

25 

10 


. . . 

66 

19 

... 

103 

... 

5 

6 582 

3 595 

5 657 

4 445 

5 410 

5 648 

3 

906 

5 098 

4 845 

5 006 

836 

4 389 

6 467 

69 

31 

54 

247 

130 

25 


100 

527 

380 

30 

4 385 

15 

81 

31 

18 

14 

17 

55 

14 


11 

234 

29 


186 


15 


PUBLIC SEWER * . • . . 
SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


Michigan 
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Table 2-(.— Oa-ui>ANL'Y and Financial Ciiauactiliustics, tor Placrs or 10,000 
TO 25,000 Inhabitants; 1960 

rBasert on sample; see text. “U” denotes an unincorporated place. Median not shown wl.ere base is less than 200; plus (+) or minus (-) 
^ " aftev number indicates median above or below that numbeil 


Population 
Persons 
Persons per 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


POPULATION 

POPULATION IN housing UNITSt I960. 

PER OCCUPIED UNIT 

OWNER 

RENTER 

POPULATION IN DWELLING UNITSi 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 
PERSONS 


OWNER OCCUPIED 

1 PERSON 

2 

3 

4 

5 

6 
7 


PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS OR more. 


MEDIAN 


RENTER OCCUPIED. 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. . 

MEDIAN 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 1.00 . . . 
1.01 OR MORE . . . 


renter OCCUPIED. 
,50 OR LESS . . . . 
,51 TO 1.00 . . . . 
,01 OR MORE . . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 

1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR LARHER. . 


renter OCCUPIED. 
1959 TO MARCH 1960 . 

1958 

1954 TO 1957 . . . . 
1940 TO 1953 . . • . 
1939 OR EARLIER. . . 


value 


GROSS RENT 


19 570 
3.3 
3.3 

3.1 
17 703 

3.2 


OWNER OCCUPIED ... 

LESS THAN 

SStOOO TO $7 1 400 

S7i500 TO S9f900 

$10»000 TO $12i400 

£12*500 TO £14*900 

£15.000 TO $19*900 

£20*000 TO £24*900 

£25*000 OR MORE 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED 


DOLLARS 


11 693 
3.5 
3.5 
3.4 
9 427 
3.3 


14 398 

3.4 

3.5 
3.1 

13 029 
3.4 


4 053 
556 
1 187 
643 
688 
406 
358 
06 
129 
2.9 

1 950 
427 
478 
337 
324 
140! 
133 
60 
51 
2.7 


4 053 
2 104 
1 652| 
297 

1 950 
654 
1 0301 
266 


4 053 
459 
288 
1 036 
1 369 
901 

1 950 ! 
1 115 
262] 
313 
213 
47] 


3 442 
286 
560 
702 
665 
438 
432 
150 
209| 
10 700 


RENTER OCCUPIED 

LESS THAN 

£20 TO $39 . . . 

£40 TO £59 

£60 TO 

£80 TO £99 

£100 TO $119 

£120 OR MORE 

NO CASH RENT 

MEDIAN ..... ... DOLLARS 

CONTRACT RENT 

renter OCCUPIED 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED DOLLARS 


57 


1 950 
4 
73 
350| 
675! 
390 
218 
129 
111 
74l 


1 839 
63 


225 

62' 


090 

199 

660 

297 

398 

278 

119 

58 

89 

3.1 

. 280 
228 
303 
225] 
209 
144 
57 
45| 
69 
3.0 


2 098 
1 124 
817 
157 

1 2801 
429 
600 
251 


2 098 
201 
71 
413| 
877| 
536| 

1 20o| 

640 

144l 

307 

153 

36 


1 892 
147 
29b| 
386 
393 
293 
246 
66 | 
63 I 
10 700 


18 


9B 

227 

443 

209 

170 

62 

71 

72 


1 209| 
61 


BENTON 

HARBOR 


19 053 
3.1 
3.3 

3.0 

18 118 

3.1 


3 175 
376 
862 
554 
521 
407 
239 
103 
113 
3.1 

1 0981 
239 
272 
1841 
192 
99 
40 
36' 
36 
2.7 


3 175 
1 657 
1 291 
227| 


098 

327 

6161 

155| 


3 175 
190 
126 
668 
1 195 
996 

1 098 
567 

155 
164 

156 
56 


108 

359 

331 

132 

40l 

20 

100 

61 


990 

53 


22 853 

3.7 

3.8 
3.4 

17 912 
3.7 


3 319 
422 

1 065 
639 
500 
293 
195 
103 
102 
2.B 

2 758 
656 
668 
545 
397 
211 
133 

75 

73 

2,6 


CENTER 

LINE 


10 036 

3.2 

3.3 
3.0 

10 320 
3.3 


319 

805 

299 

215] 


2 758 
921 
1 389 
448 


3 319 
3141 
226' 
667 

1 460 
652| 

2 75B 
1 105 

375 

506 

533 

79 


2 944 

2 916 

110 

105 

407 

454 

741 

865 

639 

1 773 

386 

1 412 

467 

240 


10 100 


2 758 
8 

157 
752 
1 013 
461 
221 
53 
93 
68 


2 665 
59 


5 645 
254 
1 293! 
1 019 
1 418 
906 
449 
182 
124 
3.7 

493 

54 

104 

134 

83 

77 

20 

15 

6' 

3.2 


5 645 

2 003 

3 179] 
463 

493 

163 

203] 

47! 


645 

530 

2B1 

469] 

891 

474 

493 

256 

89] 

88 

35 

25| 


5 601 
12 ' 
184 
412 
1 618 
2 182 ] 
787 
231 
175 
13 200 

80 


493' 

*29 

21 

59 

89 

142 

122 

31 

106 


462 

81 


9 844 
3.7 
3.7 
3.2 


CLAWSON 


14 658 

3.8 

3.9 
3.3 


EAST 

GRAND EASTLAWN 
RAPIDS (U) 


352 

290 

680 

tl2a 

402 

262 

151 

76 

63 

3.0 

739 

210 

142 

149 

95 

62 

42 

13 

26 

2.6 


2 352 
1 257 
960 
135| 

739 

315 

351 

73 


2 3521 
193 
143 
525] 
932 
559] 

739 

375 

70 

177 

92 

25 


200 

559 

692 

379 

191 

134 

183 

27 

35 

000 

48 


739 

91 

236 

158 

107 

23 

13 

111 

59 


628 

4a 


3 809 


10 499 
3.4 
3.4 
3.1 


3 092 


17 636 
3.9 
4.0 
3.6 


2 392 

3 470 

96 

109 

541 

688 

531 

681 

554 

802 

300 

662 

230 

334 

76 

117 

64 

77 

3.6 

3.8 

280 

339 

35 

37 

82 

76 

68 

102 

28 

49 

36 

34 

15 

21 

8 

17 

8 

3 

2.8 

3.1 

2 392 

3 470 

717 

987 

1 430 

2 084 

245 

399 

280 

339 

88 

84 

161 

206 

31 

49 

2 392 

3 470 

301 

345 

224 

377 

673 

1 395 

1 000 

1 088 

109 

265 

280 

339 

165 

198 

32 

66 

MB 

50 

23 

14 

12 

11 

1 9l3 

3 417 

28 

8 

52 

162 

240 

340 

450 

1 879 

400 

! 833 

499 

' 1 068 

196 

, 110 

4C 

1 17 

13 60C 

) 13 500 

1< 

• 30 

* . . 


28C 

) 339 

• . 1 

1 ... 

. . 1 

1 * • . 


1 3 

4( 

D 67 

6* 

5 78 

6' 

9 72 

5! 

S 86 

2< 

4 33 

9' 

9 101 

25 

6 306 

6 

1 84 

2 

4 13 

• • 



869 

204 

666 ' 

470 

622 

398 

221 

48' 

40 

3.3 

223] 

2 bI 

56 

55 

42 

36 

4 


3.0 


2 869 
1 648 
1 184 
37 


223 

110 

113 


2 869' 
378 
248 
918 
1 048 
277 

223 

99 

24 

50 

35 

15 


2 844| 
4 

16] 
40 
76 
225] 
627] 
497 
1 359 
24 4001 

49 


20 

41 

40 

32 

75 

15 

102 


208 

86 


17 061 

3.5 

3.6 
3.3 

17 099 
3.8 


ESCANABA 


835 

141 

721 

651 

894 

803 

359 

151 

115 

4.0 

641 

66 

149 

125 

117’ 

98 

48 

16 

22] 

3.3 


3 835 
921 
2 268 
646 


641 

159 

365 

117 


835 

848 

483 

688 

719 

971 

641 

433 

98 

93 

17 


3 546 
48 
128 
324 
877 
1 070 
999 
80 
20 

13 400 
92 


641 

4 

19 

60 

146 

125 

251 

36 

111 


605 

69 


14 977 

3.2 
3.4 
2.9 

14 806 

3.3 


3 080 
267 
900 
599 
452 
379 
245 
100 
138 
3.1 

1 811 
310 
429 
358 
293 
195 

loal 

61 

57 

3,0' 


3 080 
1 324 
1 3861 
370 

I Bll 
521 
970' 
320 


080 

425 

204 

531 

132 

788 

au 

726 

420 

366 

254 

45 


2 656 
70 
459 
665 
771 
419 
200 
52 
20 

10 400 
63 


811 

4 

88 

286 

665 

473 

158 

73 

64 

75 


1 747 
61 


995 

318 

994 

452 

488 

381 

162 

93 

107 

2.9 

. 607 
449 
433 
248 
245 
143 
80 
57 
32 
2.4 


2 995 
1 561 
I 181 
253 

I 6B7 
730 
823 
134 


2 995 
262 
150 
596 
1 146 
841 

1 687 
560 
246 
509 
299 
73 


2 582 
195 
381 
624 
562 
334 
334 
92 
60 

10 400 
40 


I 687 
36 
186 
468 
581 
226 
52 
28 
110 
63 


I 577 
45 


139 
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State and Small Areas 

Table 24.— Occupancy and Financial Chaiiacteristics, for Places of 10 000 
TO 25,000 Inhabitants: 1960 — Coa 

[Based on sample; see text. “U» denotes an unincorporated place. Median not shown where base is less than 200- nlna 
after number indicates median above or below that num^r] ^ 


Populacion 
Persons 
Persons per 
Room 


Yc'.ir Moved into (!iut 
V;iiue 
Gre^ss Rcnr 
Concnict Rem 


population in housing units* 1960 

PER OCCUPIED UNIT 

OWNER 

RENTER , . 

population in dwelling UNITS. 1950 
PER OCCUPIED unit. . 


OWNER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS, 

6 PERSONS 

7 PERSONS 

8 PERSONS Or more 
MEDIAN 


MAR- 

MELVIN- 

MENOMI- 

MONROE 

QUETTE 

dale 

NEE 


17 790 

12 881 

11 499 

22 314 

3.4; 

3.5 

3.3 

3.4 

3.6 

3.6 

3.4 

3,5 

3.1 

3.0 

3.2 

3,1 

15 494 

* . • 

10 967 

20 602 

3.4 

. * . 

3,3 

3,4 

5 166 

3 731 

3 449 

1 ■ 

1 o 

1^*- h 


RENTER OCCUPIED 

person 

PERSONS 
PERSONS 
PERSONS 
PERSONS 
PERSONS. 

PERSONS, 
a PERSONS OR more, 

MEDIAN 


OWNER OCCUPIED 
0*50 OR LESS 
0.51 TO 1,00 
1.01 OR MORE 

renter occupied 

0.50 OR LESS 
0.51 TO 1.00 
1.01 OR MORE 



OWNER OCCUPIED 
1959 TO MARCH i960 

1958 

1954 TO 1957 
1940 TO 1953 

1939 OR earlier 

RENTER OCCUPIED 

1959 TO MARCH 1960 
1958 ....... 

1954 TO 1957 

1940 TO 1953 
1939 OR EARLIER 


OWNER OCCUPIED 
LESS THAN SS.OOO . 
iSiOOO TO S7t400 

57.500 TO 59.900 

510.000 To 512.400 

512. 500 TO 514.900 

515.000 To 519.900 

520.000 TO 524.900 

525.000 OR MORE, , 

median 


VACANT AVAILABLE FOR SALP 

median price asked : . . : ^ 


renter OCCUPIED 
LESS THAN $2o 
520 TO 539 
540 TO 559 
560 TO 579 
580 TO 599 
5100 TO 5119 
5120 OR MORE 
NO CASH RENT 
MEDIAN • , , 


RENTER OCCUPIED. . . . 

median , . ! * ! 

VACANT available FOR RENT 

median rent asked 


4 349 
2 143 

1 942 
264 

2 293 
61& 

1 135 
340 


4 349 
335 


12( 

3 187 

56« 

? 1 009 

1 oi: 

i 1 737 

74‘ 

> 1 001 

8oe 

» 2 293 

32; 

i 990 

e: 

i 316 

206 

' 527 

151 

3S1 

41 

109 

2 404 

3 912 

206 

147 

595 

450 

583 

694 

446 

868 

249 

654 

229 

719 

48 

196 

48 

184 

> 200 

11 900 

32 

42 

806 

2 293 

» • , 

3 

123 

86 

304 

426 

232 

845 

30 

548 

17 

186 

22 

113 

76 

86 

56 

74 

728 

2 207 

37 

60 

113 

221 

• • • 

56 


Michigan 


24-8 J 


Tabic 24. Occupancy and Financial Charactlristics, for Placls of 10,000 
TO 25,000 Inhabitants: I960 — Con. 

[Bascid on sample; see text. “U» denotes an unincorporated place. Median not shown where base is less than 200; plus (+) or minus (-) 

after number indicates median above or below that number] 


Population 
Persiuis 
Peesjons per 
Room 


Year Moved into Unit 
Value 
Gmss Rent 
f ‘on true r Kent 


SUBJECT 


POPULATION 

POPULATION IN HOUSING UNITS. 1960. . . 

PER OCCUPIED unit 

Owner . 

RENTER 

POPULATION IN DWELLING UNITS. 1950 . , 
PER OCCUPIED unit 


ALL OCCUPIED UNITS 

PERSONS 

OWNER OCCUPIED . . . 

I PERSON 

a PERSONS 

3 PERSONS. . . 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

a PERSONS OR MORE. . . . 

median ......... 

RENTER OCCUPIED. . . 

1 PERSON 

2 PERSONS. ....... 

3 PERSONS 

4 PERSONS. ....... 

5 PERSONS 

6 PERSONS 

7 PERSONS. . . 

8 PERSONS OR MORE. . . , 

median 


PERSONS PER ROOM 

OWNER OCCUPIED 

0,50 OR LESS 

0.51 TO 1. 00 

1.01 OR MURE 

RENTER OCCUPIED. 

0.50 OR LESS 

0,51 TO 1.00 

1.01 OR MORE 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1959 TO MARCH I960 

1958 

1954 TO 1957 . . . . 

1940 TO 1953 

1939 OR earlier 

RENTER OCCUPIED 

1959 TO MARCH 1960 

1958 • 

1954 TO 1957 ] 

1940 TO 1953 

1939 OR earlier 


VALUE 


OWNER OCCUPIED 

LESS than S5,000 . . 

$5,000 TO $7,400 

$7,500 TO $9,900 « • . • • . 

$10f000 TO $12,400 

$12,500 TO $14,900 

$15,000 TO $19,900 

$20,000 TO $24,900 

$25,000 OR MORE. ...... 

dollars 

VACANT available FOR SALE. ^ . . . . 

median price asked dollars 

GROSS RENT 

RENTER OCCUPIED 

LESS THAN $20. . . 

$20 TO $39 . . 

$40 TO $59 • • • 

$60 TO $79 

$80 TO $99 ! ! * * * 

$100 TO 

$120 OR MORE 

NO CASH RENT ’ * * 

dollars 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN 

VACANT AVAILABLE 
MEDIAN RENT ASKED. , 


DOLLARS 

FOR RENT 

DOLLARS 



MOUNT 

CLEMEN 

MOUNT 

s pleasan* 

MUSKEGOr 
r HEIGHT* 

4 NILES 

3 

owossc 

RIVER 

ROUGE 

ST 

JOSEPH 

SAULT 

STE 

MARIE 

TRAV- 

ERSE 

CITY 

TRENTON 



20 20i 

11 19: 

19 55; 

13 aoc 

17 2ie 

18 037 

11 412 

18 374 

15 671 

19 047 



3.: 

3.; 

3.; 

3.J 

3.3 

3.t 

2.? 

3.4 

3.2 

4.0 



3.i 

3.i 

3.' 

3.2 

3.4 

3.5 

3.1 

3.7 

3.4 

4.1 



3.C 

3.C 

3.2 

2.« 

2.9 

3.2 

2.5 

3.1 

2.e 

* 4 



16 30 

9 76< 

IS 47C 

12 9ac 

15 655 

19 913 

9 912 

17 277 

13 430 

• f * 



3.i 

3.2 

3.5 

3.2 

3.5 

3.7 

3.1 

3.5 

3.2 

. . . 



6 17? 

3 44« 

5 521 

4 4ad 

5 21C 

5 283 

3 874 

5 340 

4 871 

4 821 



3 085 

2 015 

3 999 

3 289 

3 897 

2 656 

2 586 

3 201 

3 417 

3 051 



362 

22C 

327 

371 

435 

279 

311 

374 

435 

109 



1 

604 

1 241 

944 

1 122 

709 

833 

746 

990 

607 



651 

337 

696 

691 

651 

521 

499 

608 

504 

709 



622 

336 

569 

602 

663 

449 

413 

579 

594 

1 008 



497 

209 

498 

389 

466 

317 

309 

409 

464 

753 



268 

136 

265 

164 

308 

172 

128 

305 

235 

388 



143 

125 

159 

72 

146 

97 

61 

110 

123 

145 



lO? 

48 

244 

56 

104 

112 

32 

150 

72 

132 



3.0 

3.0 

3.1 

3.0 

3.1 

3.2 

2.8 

3.4 

3.1 

4.0 



2 294 

1 431 

1 522 

1 197 

1 313 

2 627 

1 268 

2 059 

1 454 

970 



480 

270 

292 

364 

336 

465 

394 

423 

414 

141 



660 

404 

451 

309 

314 

720 

406 

534 

354 

252 



457 

307 

247 

219 

229 

455 

215 

359 

230 

186 



304 

I 199 

164 

141 

191 

423 

99 

308 

201 

145 



156 

133 

167 

100 

131 

233 

112 

247 

145 

98 



104 

56 

87 

37 

76 

119 

12 

96 

53 

66 



56 

38 

37 

13 

20 

76 

25 

62 

27 

37 



77 

24 

77 

14 

16 

136 

25 

26 

30 

45 



2*5 

2.6 

2.6 

2.3 

2.5 

2.8 

2.1 

2.7 

2.4 

3.0 



3 885 

2 015 

3 999 

3 289 

3 897 

2 656 

2 586 

3 281 

3 417 

3 851 



1 980 

1 029 

1 778 

1 727 

1 960 

1 354 

1 427 

1 397 

1 778 

1 062 



1 596 

785 

1 702 

1 426 

1 661 

1 098 

1 071 

1 468 

1 427 

2 367 



309 

201 

519 

136 

256 

204 

SB 

396 

212 

422 



2 294 

1 431 

1 522 

1 197 

1 313 

2 627 

1 288 

2 059 

1 454 

970 



715 

458 

553 

431 

530 

802 

609 

635 

580 

324 



1 294 

820 

658 

657 

673 

1 318 

605 

i 197 

737 

509 



205 

145 

311 

109 

110 

507 

74 

' 227 

137 

137 



3 885 

2 015 

3 999 

3 289 

3 897 

2 656 

2 586 

3 281 

3 417 

3 851 



264 

233 

325 

312 

412 

151 

255 

336 

275 

514 



150 

124 

214 

194 

274 

66 

114 

234 

184 

449 



989 

441 

884 

677 

920 

363 

558 

690 

932 

1 868 



1 615 

853 

1 78S 

1 272 

1 425 

1 223 

1 023 

1 288 

1 191 

762 



867 

364 

791 

834 

866 

84 8 

636 

733 

635 

2se 



2 294 

1 431 

1 522 

1 197 

1 313 

2 627 

1 288 

2 059 

1 454 

970 



1 170 

825 

609 

567 

617 

i 049 

564 

1 074 

746 

456 



304 

174 

211 

212 

235 

424 

160 

306 

199 

165 



395 

267 

344 

199 

278 

550 

310 

360 

251 

207 



325 

137 

222 

170 

151 

505 

22l 

243 

211 

132 



100 

2B 

56 

49 

32 

99 

33 

76 

47 

8 



3 625 

1 702 

3 799 

3 039 

3 709 

2 316 

2 308 

2 850 

3 046 

3 603 



119 

216 

355 

187 

288 

100 

27 

496 

323 

32 



366 

176 

918 

563 

745 

469 

117 

614 

587 

64 



513 

225 

1 267 

725 

895 

648 

267 

498 

531 

186 



784 

232 

763 

556 

779 

548 

408 

508 

551 

303 



746 

ISO 

269 

383 

396 

298 

435 

212 

365 

331 



699 

356 

183 

340 

375 

209 

540 

312 

434 

1 874 



203 

161 

36 

139 

115 

32 

214 

135 

144 

607 



195 

156 

6 

146 

116 

12 

280 

83 

ill 

326 



12 600 

12 500 

8 700 

iO 200 

9 800 

9 600 

14 300 

9 100 

10 400 

17 600 



26 

26 

48 

49 

53 

17 

5 

58 

59 

V'> 





... 


» . • 

• « . 

... 

... 

, . • 

• • - 



2 294 

1 431 

1 522 

1 197 

1 313 

2 627 

1 288 

2 059 

I 454 

970 



. . • 

* • • 

. . « 

6 

4 

20 

4 

4 

19 




72 

66 

100 

72 

41 

101 

67 

201 

106 

13 



381 

202 

556 

215 

244 

492 

259 

465 

330 

61 



806 

592 

468 

476 

490 

1 095 

445 

719 

433 

205 



525 

226 

257 

207 

257 

692 

213 

275 

206 

303 



206 

121 

72 

86 

100 

126 

112 

155 

146 

208 



191 

119 

33 

56 

76 

29 

107 

117 

76 

148 



113 

105 

36 

79 

101 

72 

81 

123 

138 

32 



76 

72 

64 

69 

71 

70 

72 

67 

69 

91 



2 181 

1 326 

1 486 

1 118 

1 212 

2 555 

i 207 

1 936 

1 316 

938 



67 

64 

54 

61 

60 

60 

64 

58 

55 

76 



346 

118 

106 

56 

151 

225 

57 

156 

115 

68 


-- 

6l 

... 

... 

■ . a 

. . . 

58 

... 

... 

... 




TROY 

WAYNE 

YPSI- 

lanti 

19 384 

• 16 03C 

1 18 913 

3.6 

1 3.0 

1 3.1 

3.8 

1 3.9 

' 3.5 

3.6 

1 3.2 

2.7 

• . . 

• • . 

16 419 

. , . 

. . . 

3.2 

5 119 

1 4_2_35 

6 077 

4 577 

3 400 

3 14b 

198 

161 

359 

1 032 

646 

917 

845 

674 

571 

963 

765 

489 

881 

S91 

389 

379 

208 

181 

191 

147 

126 

88 

138 

113 

3.7 

3,8 

3.0 

542 

035 

2 932 

47 

135 

696 

124 

248 

968 

85 

165 

556 

117 

125 

345 

89 

55 

134 

60 

57 

07 

16 

22 

70 

4 

28 

76 

3.6 

2,7 

2.3 

4 577 

3 400 

3 14b 

1 600 

1 009 

1 646 

2 554 

1 890 

1 267 

423 

493 

232 

542 

835 

2 932 

143 

239 

078 

314 

477 

1 567 

85 

119 

487 

4 577 

3 400 

' 3 14b 

658 

347 

205 

336 

34? 

156 

1 644 

1 03^ 

754 

1 560 

1 41? 

1 339 

379 

250 

611 

542 

835 

2 932 

326 

474 

1 674 

80 

124 

368 

80 

126 

462 

40 

99 

348 

fl 

12 

80 

4 417 

3 325 

2 810 

108 

29 

85 

370 

149 

174 

597 

561 

287 

769 

1 215 

589 

547 

712 

545 

811 

570 

661 

605 

65 

297 

610 

24 

172 

14 200 

11 900 

13 700 

74 

77 

58 

542 

83b 

2 934 

. » . 

« « . 

4 

4 

12 

69 

44 

46 

314 

98 

109 

866 

ill 

318 

969 

136 

102 

377 

110 

116 

222 

39 

52 

111 

99 

94 

83 

503 

783 

2 021 

71 

77 

71 

73 

35 

312 

... 

... 
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State and Small Areas 


Table 25. — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,S00 to 10,000 Inha.bitants; 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


ALL HOUSING UNITS, 


TENUREi COLORf AND VACANCY STATUS 


OWNER OCCUPIED . 

WHITE 

NONWHITE , . . 
RENTER OCCUPIED. 

WHITE 

NON WHITE . . . 
AVAILABLE VACANT 
FOR SALE ONLY. 
FOR RENT . . . 
OTHER VACANT . . 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

lacking only hot water 

LACKING OTHER PLUMBING FACILITIES. 

deteriorating 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


RENTER OCCUPIED. ...... 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


ALL HOUSING UNITS. 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
only COLD piped WATER INSIDE STRUCTURE , 

PIPED WATER OUTSIDE STRUCTURE 

NO piped WATER . 


TOILET FACILITIES 


FLUSH TOlLETt EXCLUSIVE USE. . , 

flush TOlLETt SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING facilities 

BATHTUB OR SHOWERt EXCLUSIVE USE 
BATHTUB OR SHOWERt SHARED. . . . 
NO BATHTuB OR SHOWER 


MORE THAN I, . 
SHARED OR NONE 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. . . 
MEDIAN! 

ALL UNITS 

OWNER OCCUPIED . 
RENTER OCCUPIED. 


UNITS IN STRUCTURE 


it INCL. TRAILER 

2 

3 AND 4 

5 OR MORE. . . , 


ALGONAC 

ALLEGAN 

ALMA 

AUSTIN 
LAKE <U) 

BAD AXE 

1 272 

1 617 

2 666 

1 116 

1 003 

801 

1 101 

1 831 

020 

723 

797 

1 078 

1 830 

817 

723 

4 

23 

1 

3 

... 

20 i 

407 

713 

193 

193 

200 

396 

710 

193 

193 

i 

11 

3 

• , * 

. • . 

63 

39 

52 

52 

30 

23 

15 

15 

32 

2 

40 

24 

37 

20 

28 

207 

70 

70 

51 

57 

1 272 

1 617 

2 666 

1 116 

1 003 

1 133 

1 256 

2 184 

1 053 

753 

1 040 

1 201 

2 055 

1 009 

707 

28 

11 

15 

9 

7 

65 

44 

114 

35 

39 

101 

273 

381 

57 

107 

62 

207 

282 

36 

153 

16 

15 

13 

8 

13 

23 

51 

86 

13 

21 

38 

88 

101 

6 

63 

201 

407 

713 

193 

193 

172 

277 

531 

188 

136 

149 

251 

474 

180 

110 

23 

26 

57 

8 

26 

20 

101 

153 

5 

47 

17 

74 

118 

3 

37 

3 

27 

35 

2 

10 

9 

29 

29 

... 

10 

1 272 

1 617 

2 666 

1 116 

o 

o 

w 

1 142 

1 483 

2 523 

1 055 

956 

104 

124 

112 

55 

45 

... 

3 

3 

• • . 

1 

26 


28 

6 

1 

1 1 204 

1 523 

2 518 

1 100 

969 

. 6 

58 

77 

. • • 

26 

> 62 

36 

71 

16 

8 

i 1 157 

1 465 

2 429 

1 065 

932 

. 5 

45 

79 

* • . 

35 

. 110 

107 

158 

51 

36 

959 

1 181 

1 962 

920 

683 

18B 

237 

474 

119 

221 

125 

199 

230 

77 

99 

1 215 

1 560 

2 522 

43 

1 003 

41 

46 

139 

1 058 

. • • 

16 

11 

5 

15 

• • . 

611 

1 343 

2 304 

34 

843 

550 

222 

314 

1 050 

155 

111 

52 

48 

32 

5 

29 

22 

55 

5 

15 

19 

48 

61 

17 

15 

115 

112 

221 

83 

55 

223 

208 

387 

309 

143 

341 

26B 

575 

373 

230 

266 

367 

660 

219 

217 

151 

313 

419 

72 

196 

128 

279 

280 

38 

132 

5.2 

5.9 

5.6 

4.9 

5.7 

5.5 

6.1 

6.0 

4.9 

6.2 

4,9 

4.8 

4.5 

... 


1 144 

1 492 

2 245 

1 073 

827 

60 

59 

234 

30 

125 

42 

27 

114 

9 

31 

26 

39 

73 

4 

20 


BENTON 
BELOING HEIGHTS 
(U) 


Tenure by Cooler, 
Vacancy Status 
t'ondirion ami 
Plumbing 
Water Supply 
Toilet Facilitie.s 


BESSEMER BEVERLY 
HILLS 


Bat liinu; Facilities 
liatlirtxims 
Source ol Water 
Sewa,u;e Disposal 
lloonis 

Units ill Structure 


Michigan 
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Table 25. — Tenure, Vacancy Status, CoNDi'nON and Peumuing Facilities, and Structural 
Characteristics, for Places of 2,500 to 1.0,000 Inhabitants: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. "U" denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
V.icincy Status 
ConUicioii and 
Plumbing 
Water Supply 
Toilet Facilities 


Bat lung Facilities 
B.ithrcK>ms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

BOYNE 

CITY 

BROWNLEE 
PARK (IJ) 

BUCHANAN 

CARO 

CHARLE- 

VOIX 

CHARLOTTE 

CHEBOYGAN 

CHELSEA 

CHESANIN6 

COLD- 

WATER 

CORUNNA 

ALL HOUSING UNITS 

1 064 

1 090 

1 706 

i 290 

1 315 

2 583 

1 903 

1 062 

838 

3 172 

847 

TENURE* color* AND VACANCY STATUS 












OWNER OCCUPIED 

6B7 

860 

1 216 

825 

676 

1 735 

1 246 

686 

611 

2 039 

643 

AHITE 

683 

865 

1 150 

824 

661 

1 732 

1 243 

683 

611 

2 037 

643 

« 

4 

3 

66 

1 

15 

3 

3 

3 

* . . 

2 

. . . 

RENTER OCCUPIED 

169 

172 

398 

365 

214 

663 

379 

279 

166 

866 

154 

WHITE. 

169 

171 

366 

365 

201 

660 

378 

279 

165 

861 

154 

nonwhite 

• • • 

1 

32 

. . • 

13 

3 

1 

. . . 

1 

5 

. . . 

AVAILABLE VACANT 

41 

20 

46 

23 

63 

106 

78 

63 

40 

141 

33 

FOR SALE ONLY 

19 

7 

7 

9 

30 

40 

28 

41 

12 

42 

5 

FOR RENT 

22 

13 

39 

14 

33 

66 

50 

22 

28 

99 

28 

OTHER VACANT 

167 

30 

46 

77 

362 

79 

200 

34 

21 

126 

17 

CONDITION AND PLUMBING 












ALL UNITS 

1 064 

1 090 

1 706 

1 290 

1 315 

2 583 

i 903 

1 062 

838 

3 172 

847 

SOUND 

692 

848 

1 463 

976 

1 053 

2 307 

1 324 

926 

650 

2 399 

671 

WITH ALL PLUMBING FACILITIES 

630 

761 

1 381 

920 

1 027 

2 142 

1 220 

902 

616 

2 260 

632 

LACKING only HOT WATER 

12 

18 

13 

5 

5 

25 

19 

2 

10 

17 

4 

lacking OTHER PLUMBING FACHITIES. . . . 

50 

69 

69 

51 


140 

85 

22 

24 

122 

35 

DETERIORATING 

235 

150 

146 

267 

216 

236 

438 

101 

175 

624 

148 

WITH ALL PLUMBING FACILITIES 

166 

93 

87 

221 

166 

144 

262 

87 

139 

437 

99 

lacking only HOT WATER 

11 

11 

8 

« • t 

12 

10 

30 

2 

6 

22 

13 

LACKING OTHER PLUMBING FACILITIES. . . . 

58 

54 

51 

46 

38 

82 

126 

12 

30 

165 

36 

dilapidated 

137 

84 

97 

47 

46 

40 

141 

35 

13 

149 

28 

RENTER OCCUPIED 

169 

172 

, 398 

365 

214 

663 

379 

279 

166 

866 

154 

SOUND 

85 

110 

304 

259 

154 

566 

257 

230 

106 

586 

113 

WIVH ALL PLUMBING FACILITIES 

80 

91 

266 

228 

150 

482 

241 

217 

95 

531 

98 

LACKING SOME OR ALL FACILITIES 

5 

19 

38 

31 

4 

84 

16 

13 

11 

55 

15 

DETERIORATING 

59 

34 

57 

90 

48 

91 

97 

34 

59 

230 

34 

WITH all plumbing FACILITIES 

48 

19 

33 

70 

36 

45 

64 

31 

50 

154 

22 

LACKING SOME OR ALL FACILITIES 

11 

15 

24 

20 

12 

46 

33 

3 

9 

76 

12 

dilapidated 

25 

28 

37 

16 

12 

6 

25 

15 

1 

50 

7 

ALL HOUSING UNITS 

1 064 

1 090 

1 706 

1 290 

1 315 

2 583 

1 903 

1 062 

838 

3 172 

047 

WATER SUPPLY 












HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

aaa 

909 

1 603 

1 231 

1 225 

2 442 

1 1 595 

1 038 

789 

2 931 

763 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

141 

142 

94 

39 

64 

118 

190 

20 

48 

185 

78 

PIPED WATER OUTSIDE .STRUCTURE 

7 

5 

2 

3 

« 1 1 

6 

18 

. . . 

1 

2 

2 

NO PIPED WATER 

34 

34 

7 

17 

26i 

17 

100 

4 

. . , 

54 

4 

TOILET FACILITIES 












Flush toilet* exclusive use. . . 

952 

962 

1 605 

1 224| 

1 265! 

2 424 

1 699 

1 033 

808 

2 91B 

812 

flush toilet* SHARED 

‘‘I 

7 

76 

38: 

8 

108 

1 i5 

20 

17 

131 

14 

other toilet facilities or none 

lOB 

121 

25 

28 1 

42 

51 

1 189 

9 

I 3 I 

103 

21 

BATHING facilities 












BATHTUB OR SHOWER* EXCLUSIVE USE 

865 

909 

1 542 

1 176’ 

1 227 

2 339 

1 595 

1 021 

779 

2 820 

764 

BATHTUB OR SHOWER* SHARED 

3 

6 

73 

31, 

11 

109 

16 

25 

17 

157 

13 

NO BATHTUB OR SHOWER 

196 

175 

91 

83 

77 

135 

292 

16 

42 

195 

70 

BATHROOMS 













677 

848 

1 241 

953 

734 

1 864 

1 304 

766' 

662 

2 315 

615 

MORE THAN 

115 

20 

3 18 

243 I 

456 

425 

278 

230 

121 

467 

140 

SHARED OR NONE 

272 

222 

147 

94| 

125 

294 

321 

66 

55 

390 

92 

SOURCE OF WATER 












PUBLIC SYSTEM OR PRIVATE COMPANY 

879 

424 

1 676 

1 263 

1 270 

2 535 

1 582 

1 047 

791 

a 950 

653 

INDIVIDUAL WELL 

154 

628 

24 

9 

10 

42 

243 

15 

47 

222 

194 

OTHER 

31 

30 

6 

18 

35 

6 

78 

. . i 

• * • 

. • • 

• . . 

SEWAGE DISPOSAL 












PUBLIC SEWER 

766 

96 

1 521 

1 259 

1 165 

2 335 

1 283 

I 032 

776 

2 697 

791 

SEPTIC TANK OR CESSPOOL 

218 

900 

172 

• • * 

105 

211 

439 

20 

48 

412 

46 

OTHER OR NONE 

80 

94 

13 

31 

45 

37 

181 

10 

14 

63 

10 

ROOMS 












1 ROOM 

9 

8 

52 

19 

42 

52 

33 

2 

9 

105 

4 

2 ROOMS 

41 

29 

59 

34 

41 

82 

43 

23 

14 

80 

25 

3 ROOMS 

80 

203 

132 

117 

112 

263 

161 

96 

62 

276 

80 

4 ROOMS. 

154 

398 

297 

233 

179 

366 

267 

131 

128 

353 

127 

5 ROOMS 

216 

240 

444 

307 

172 

474 

392 

265 

205 

628 

1 196 

6 ROOMS 

278 

136 

352 

263 

240 

528 

428 

195 

173 

636 

1 189 

7 ROOMS 

155 

52 

196 

170 

153 

435 

291 

165 

137 

576 

, 130 

8 ROOMS OR MORE 

131 

24 

174 

139 

376 

383 

288 

185 

110 

518 

, 96 

MEDIANI 












ALL UNITS 

5.6 

4.3 

5.2 

5.3 

6.0 

5.6 

5.6 

5.6 

5.5 

5.7 

5.5 

OWNER OCCUPIED 

5.9 

4.3 

5.7 

5.8 

6.0 

6.1 

6.1 

6.2 

6.0 

' 6.2 

5.8 

RENTER OCCUPIED 

... 

.. . 

4.1 

4.6 

4,2 

4.2 

4.8 

4.5 

. . • 

4.5 

' • * * 

UNITS IN STRUCTURE 












1. INCL. TRAILER 

1 034 

1 085 

1 473 

1 191 

1 186 

1 972 

1 712 

816 

707 

2 452 

[ 837 


15 

5 

132 

66 

70 

316 

100 

167 

86 

1 41£ 

1 10 

3 AND 4 

6 


54 

26 

34 

199 

78 

69 

1 45 

i 192 

1 • . . 

5 OR MORE 

10 

... 

47 

7 

25 

96 

13 

10 

1 * * * 

10*; 

> * * * 
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State and Small Areas 


Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: I960— Con. 

[Some data baaed on sample; median not shown where base ia insufficient; see text, “U” denotes an unincorporated place Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Staciis 
Gone! it ion and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathinjj; Facilities 
H.ithrtxims 
Source ol* Water 
Sc5va^i];c Di.sposal 
Rooms 

Units in Structure 


SUBJECT 


ALL HOUSING UNITS 

TENUREi COLORt AND VACANCY STATUS 

owner occupied 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 

available vacant 

FOR SALE ONLY 

FOR RENT 

OTHER VACANT 

CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIE.S 

lacking ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES* . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER * 

lacking OTHER PLUMBING FACILITIES* . * 

dilapidated 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

lacking SOME OR ALL FACILITIES * . . * 

DETERIORATING* . 

WITH ALL PLUMBING FACILITIES * . . . * 
lacking some or all FACILITIES . . . . 
DILAPIDATED 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE * 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

toilet FACILITIES 

FLUSH TOILETt EXCLUSIVE USE. *.»*.. 

FLUSH TOILET* SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE ... * 
BATHTUB OR SHOWERi SHARED 

NO bathtub or shower 

BATHROOMS 




MORE than . 

SHARED OR NONE 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER ...... 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS. ........... 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

Q ROOMS OR MORE 

MEDIAN! 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN STRUCTURE 

U INCL. TRAILER 



3 AND 

5 OR MORE. « 


DAVISON 

DOWAGIAC 

DURAND 

EATON 

RAPIDS 

ESSEX- 

VILLE 

FAIR 

PLAIN (U) 

FARM- 

INGTON 

FENTON 

FERRYS- 
BURG iU) 

Flat 

ROCK 

FLUSHING 

1 099 

2 260 

1 149 

1 455 

1 324 

2 426 

1 872 

1 840 

1 

897 

1 242 

1 i2a 

aao 

1 580 

803 

968 

1 120 

2 088 

1 605 

1 364 

628 

939 

856 

B80 

1 431 

802 

968 

1 120 

2 084 

1 604 

1 364 

628 

939 

856 

162 

149 

540 

1 

232 

307 

171 

4 

260 

1 

175 

359 

114 

249 

177 

162 

471 

232 

306 

171 

257 

175 

359 

114 

249 

177 


69 

« 1 t 

1 

* * * 

3 

. • . 

* . * 

... 

* * • 

1 » • 

39 

73 

69 

34 

17 

42 

63 

64 

15 

35 

63 

23 

40 

18 

7 

12 

28 

50 

31 

9 

11 

33 

16 

33 

51 

27 

5 

14 

13 

33 

6 

24 

30 

IB 

67 

45 

146 

16 

36 

29 

53 

140 

19 

26 

1 099 

2 260 

1 149 

1 455 

1 324 

2 426 

1 872 

1 840 

897 

1 242 

1 122 

1 020 

1 873 

840 

1 042 

1 241 

2 284 

1 799 

1 496 

804 

1 086 

1 038 

1 000 

1 754 

802 

992 

1 211 

2 266 

1 797 

1 477 

761 

1 064 

1 Oil 

4 

29 

6 

8 

5 

12 

1 

4 

15 

1 

5 

L6 

90 

32 

42 

25 

6 

1 

15 

20 

21 

22 

73 

277 

279 

253 

67 

112 

66 

265 

79 

103 

66 

63 

173 

209 

161 

60 

99 

61 

227 

54 

80 

52 

5 

20 

13 

12 

3 

4 

* * * 

7 

6 

■ . • 

4 

5 

84 

57 

80 

4 

9 

5 

31 

19 

23 

10 

6 

110 

30 

160 

16 

30 

7 

79 

14 

53 

18 

162 

540 

232 

307 

171 

260 

175 

359 

114 

249 

177 

134 

406 

136 

199 

149 

207 

134 

232 

83 

154 

157 

127 

369 

127 

IBS 

131 

204 

134 

226 

80 

137 

143 

7 

37 

9 

11 

18 

3 


6 

3 

17 

m 

26 

97 

87 

71 

18 

41 

36 

95 

28 

58 

14 

23 

55 

67 

54 

16 

39 

34 

79 

23 

41 

10 

3 

42 

20 

17 

2 

2 

2 

16 

5 

17 

14 

2 

37 

9 

37 


12 

5 

32 

3 

37 

6 

1 099 

2 260 

I--- —-•-== 

1 149 

1 455 

i 324 

2 426 

1 872 

1 840 

897 

1 242 

■ 

1 122 

1 077 

2 009 

1 082 

1 285 

1 306 

2 309 

1 668 

1 778 

833 

1 237 

1 094 

18 

163 

57 

119 

17 

30 

4 

50 

54 

3 

25 


4 

t * . 

16 

. * . 

« . . 

• . . 

1 

1 

1 

• * . 

3 

84 

10 

35 

1 

7 

• * . 

11 

9 

1 

3 

1 082 

2 lie 

1 loa! 

! 1 346 

1 

1 308 

2 412 

1 869 

1 811 

861 

1 195 

1 096 

12 

23, 

24 

29 

15 

3 

3 

12 

... 

45 

13 

5 

119 

17 

80 

1 

11 

• • * 

17 

16 

2 

13 

1 oao 

i 

2 012| 

1 044 

1 2591 

1 294 

2 400 

1 867 

1 770 

844 

1 193 

1 086 

6 

19 

31 

25 

18 

2 

2 ' 

11 

• • . 

45 

19 

13 

229 

74 

171i 

12 

24 

3 

59 

53 

4 

17 

821 

1 619 

830 

934 

849 

1 769 

1 059 

1 39l' 

709 

1 047 

786 

268 

312 

195 

258 

423 

626 

813 

388 

118 

138 

285 

10 

329 

124 

263 

52 

31 

• • * 

61 

70 

57 

51 

1 023 

2 126 

1 129 

1 364 

1 324 

71 

1 B66 

1 779 

65 

1 236 

1 017 

76 

101 

15i 

75 

. . * 

2 350 

6 

56 

812 

6 

105 

.. . 

33 

5 

16 

* • . 

5 

... 

5 

20 

... 


1 059 

1 999 

1 114 

1 357 

1 324 

1 150 

1 720 

1 605 

15 

1 185 

706 

35 

125 

31 

74 

• • • 

1 256 

152 

220 

854 

57 

401 

5 

136 

4 

24 

• • • 

20 

• • • 

15 

28 

. • • 

15 

B 

7 

17 

8 

11 

5 

6 

17 

5 

29 

1 

12 

59 

17 

37 

4 

16 

11 

30 

20 

16 

23 

49 

179 

95 

140 

64 

100 

36 

111 

46 

78 

62 

128 

335 

157 

215 

189 

563 

143 

266 

202 

123 

95 

405 

428 

262 

320 

443 

891 

838 

532 

293 

650 

335 

305 

572 

259 

331 

369 

509 

481 

442 

187 

209 

321 

113 

392 

185 

225 

163 

196 

230 

216 

84 

87 

180 

79 

288 

157 

179 

61 

144 

127 

206 

60 

50 

105 

5.4 

5.7 

5.6 

5.5 

5.4 

5.1 

5.4 

5.4 

5.1 

5.1 

5.6 

5.6 

6.0 

5.9 

5.9 

5.6 

5.2 

5.5 

5.6 

5.2 

5.3 

5.9 

. . . 

4.5 

4.3 

4.4 

. . • 

4.1 

• • . 

4.4 

• . • 

4.5 

... 

1 025 

2 049 

902 

1 332 

1 238 

2 366 

1 814 

1 610 

875 

1 125 

1 051 

38 

132 

168 

82 

49 

' 15 

17 

158 

10 

43 

52 

36 

56 

> 61 

36 

12 

32 

41 

57 

12 

34 

19 

... 

23 

18 

5 

25 

13 

... 

15 

. . . 

40 

... 
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Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data baaed on sample; median not shown where base is inaufRcient; see text. “U" denotea an unincorporated place. Plus (4-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathtooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUajECT 

FRASER 

FREMONT 

GAYLORD 

GLAD- 

grand 

GRAND- 

GREEN- 

GROSSE 

HANCOCK 

HASTINGS 

HILLS- 

holly 





STONE 

LEDGE 

VILLE 

VILLE 

POINTE 



DALE 


ALL HOUSING UNITS 

2 041 

1 134 

004 

1 612 

1 610 

2 259 

2 574 

2 294 

1 695 

2 267 

2 505 

1 083 

TENURE* COLOR* AND VACANCY STATUS 













OWNER OCCUPIED 

i 662 

782 

578 

1 186 

1 198 

1 994 

1 741 

1 520 

1 051 

1 584 

1 604 

744 

white 

1 662 

782 

578 

1 185 

1 198 

1 992 

1 739 

1 520 

1 051 

1 584 

1 604 

743 

NONWHITE 

. . . 

. • . 

... 

1 

... 

2 

2 

... 

... 

... 

... 

1 

RENTER OCCUPIED 

158 

309 

179 

345 

265 

205 

641 

697 

547 

550 

794 

224 

white. ..... 

158 

309 

178 

339 

284 

205 

638 

697 

546 

550 

793 

224 

NONWHITE 

. . * 

• • • 

1 

6 

1 

. . • 

3 

. • * 

1 

. . . 

1 

... 

available VACANT 

180 

14 

B 

33 

71 

36 

63 

38 

39 

73 

49 

60 

FOR sale only 

137 

2 

3 

8 

29 

19 

25 

11 

15 

28 

20 

24 

FOR RENT 

43 

12 

5 

25 

42 

17 

38 

27 

24 

45 

29 

36 

OTHER VACANT 

41 

29 

39 

48 

56 

24 

129 

39 

58 

60 

58 

55 

CONDITION ANO PLUMBING 













ALL UNITS 

2 041 

1 134 

804 

1 612 

1 610 

2 259 

2 574 

2 294 

1 695 

2 267 

2 505 

1 083 ' 

SOUND 

1 522 

938 

696 

1 389 

1 300 

2 043 

1 873 

2 270 

1 584 

1 832 

1 696 

644 

WITH ALL PLUMBING FACILITIES 

1 909 

894 

667 

1 232 

1 253 

2 012 

1 767 

2 269 

1 341 

1 742 

1 779 

796 1 

lacking only HOT WATER . 

2 

4 

4 

18 

13 

4 

16 

1 

24 

9 

17 

7 

lacking OTHER PLUMBING FACILITIES. . . . 

11 

40 

25 

139 

34 

27 

90 

... 

219 

81 

100 

41 

DETERIORATING . 

99 

171 

74 

168 

245 

189 

461 

21 

102 

358 

511 

106 1 

WITH Ai,L PLUMBING FACTLITIES 

87 

127 

52 

91 

205 

167 

357 

21 

48 

252 

432 

145 

LACKING ONLY HOT WATER . 

2 

7 

2 

10 

6 

10 

20 

* • * 

8 

13 

19 

10 

lacking other plumbing FACILITIES. . . . 

10 

37 

20 

67 

34 

12 

84 

. . • 

46 

93 

60 

31 

DILAPIDATED 

20 

25 

34 

55 

65 

27 

240 

3 

9 

77 

98 

53 

RENTER OCCUPIED 

158 

309 

179 

345 

285 

205 

641 

697 

547 

550 

794 

224 

SOUND 

121 

222 

153 

262 

183 

157 

362 

686 

498 

370 

541 

144 

WITH ALL PLUMBING FACILITIES 

121 

202 

140 

203 

172 

146 

317 

686 

356 

333 

476 

123 

lacking some or all FACILITIES 

• « • 

20 

13 

59 

11 

U 

45 

• • . 

140 

37 

65 

21 

deteriorating. . . . . 

29 

80 

IB 

62 

82 

43 

178 

10 

47 

149 

210 

67 

WITH ALL PLUMBING FACILITIES 

24 

57 

13 

34 

69 

32 

136 

10 

16 

102 

175 

55 

lacking SOME OR ALL FACILITIES 

5 

23 

5 

28 

13 

11 

42 

* . « 

31 

47 

35 

12 

dilapidated 

a 

7 

8 

21 

20 

5 

101 

1 

2 

31 

43 

13 

all HOUSING UNITS 

2 041 

1 134 

804 

1 612 

1 610 

2 2S9 

2 574 

2 294 

1 695 

2 267 

2 505 

1 083 

WATER SUPPLY 













HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 022 

1 083 

744 

1 431 

1 540 

2 221 

2 340 

2 293 

1 538 

2 122 

2 378 

995 j 

only COLO PIPED WATER INSIDE STRUCTURE . . 

14 

48 

47 

153 

68 

36 

196 

1 

154 

126 

123 

65 1 

PIPED WATER OUTSIDE STRUCTURE 

1 

« • * 

3 

7 

• * • 

. • ■ 

2 

. * . 

. . . 

... 

... 

4 1 

NO PIPED WATER 

4 

3 

10 

21 

2 

2 

36 

. • . 

3 

19 

4 

19 

toilet FACILITIES 













FLUSH TOILET* EXCLUSIVE USE 

2 022 

1 100 

758 

1 505 

1 S76 

2 241 

2 398 

2 294 

1 591 

2 167 

2 383 

1 013 

Flush toilet* shared 

9 

25 

10 

45 

22 

13 

104 

... 

92 

64 

106 

27 

OTHER TOILET FACILITIES OR NONE 

10 

9 

36 

62 

12 

1 3 

1 72 

• * * 

12 

36 

16 

43 

BATHING FACILITIES 












{’ 

BATHTUB OR SHOWER* EXCLUSIVE USE 

2 021 

1 048 

733 

1 365 

1 519 

2 214 

2 2B1 

2 293 

1 428 

2 052 

2 323 

979 

bathtub or SHOWER* SHARED 

4 

25 

11 

51 

27 

15 

105 

... 

92 

87 

113 

28 

NO BATHTUB OR SHOWER 

16 

61 

60 

196 

64 

30 

188 

1 

173 

128 

69 

76 1 

BATHROOMS 











1 



1 299 

1 802 

550 

1 179 

1 143 

1 759 

1 852 

757 

1 21l' 

1 581 

1 786 

831 

MORE THAN 

722 

253 

144 

165 

360 

441 

399 

1 537 

186 

436 

522 

139 

SHARED OR NONE 

20 

1 79 

110 

268 

107 

59 

323 

. •• 

298 

250 

197 

113 ' 

SOURCE OF WATER 













PUBLIC SYSTEM OR PRIVATE COMPANY 

1 670 

1 064 

785 

1 470 

1 563 

1 529 

2 445 

2 294 

1 680 

2 203 

2 443 

949 ■ 

INDIVIDUAL WELL 

366 

65 

19 

122 

41 

725 

114 

. • . 

5 

54 

56 

128 ; 

OTHER 

5 

5 

... 

20 

6 

5 

15 

. . . 

10 

10 

6 

6 

SEWAGE DISPOSAL 













PUBLIC sewer 

1 064, 

1 03J 

745 

1 379 

1 464 

797 

2 251 

2 294 

1 631 

2 153 

2 223 

824 i 

SEPTIC TANK OR CESSPOoL 

968 

96 

54 

108 

130 

1 457 

284 

. . • 

49 

89 

272 

197 

OTHER OR NONE 

9 

7 

5 

45 

16 

5 

39 

• * * 

15 

25 

10 

62 

ROOMS 












1 

i 

1 ROOM 

36 

13 

12 

17 

5 

2 

64 

2 

42 

39 

46 

15 1 

2 ROOMS 

IS 

37 

20 

37 

21 

72 

79 

3 

55 

61 

67 

38 

3 ROOMS 

49 

101 

61 

133| 

137 

153 

241 

66 

168 

149 

203 

84 ! 

4 ROOMS. * 

192 

173 

119 

278 

236 

345 

430 

180 

237 

269 

316 

133 ! 

5 ROOMS. • • 

1 065 

263 

159 

404 

354 

746 

612 

421 

339 

422 

457 

323 ; 

6 ROOMS. 

469 

233 

162 

363 

396 

531 

567 

446 

451 

603 

535 

203 i 

7 ROOMS 

151 

175 

147 

249 

244 

271 

320 

430 

109 

416 

475 

146 1 

S ROOMS OR more 

64 

139 

124 

131 

217 

139 

261 

746 

214 

308 

406 

141 1 

MEDIAN! 

ALL UNITS 

5.2 

5.4 

5.7 

5.3 

5.6 

5.2 

5.3 

6.6 

5.5 

5*8 

5.8 

5.3 i 

OWNER OCCUPIED 

5.2 

5.9 

6.0 

5.7 

6.0 

5.4 

5.6 

7.2 

6.0 

6.1 

6*2 

5.6 i 

RENTER OCCUPIED 

... 

4.4 

... 

4.8 

4.7 

4.2 

4.0 

5.2 

4.1 

4.6 

4.4 

4.5 ! 

UNITS IN STRUCTURE 













I* INCL. TRAILER . • . . 

1 053 

933 

745 

1 371 

1 381 

2 216 

2 258 

1 77C 

I 1 117 

1 845 

2 047 

876 


36 

98 

6 

190 

139 

37 

119 

239 

1 260 

239 

195 

; 114 

3 ANO 4..... * 

10 

55 

42 

28 

77 

6 

77 

IOC 

1 202 

137 

162 

1 56 , 

5 OR MORE 

42 

48 

11 

23 

13 

• . . 

120 

185 

i 116 

46 

81 

1 ” 
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State aad Small Areas 


Table 25 .— Tenure, Vacancy Status, Conditlon and Plumbing Facilities, and Structural 
Characteristics, tor Places oe 2,500 to 10,000 Inhabitants: 1960 Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-}-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrot^ms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 


ALL HOUSING UNITS 

TENURE I COLORi AND VACANCY STATUS 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED. ... 

WHITE * 

NON WHITE 

AVAILABLE VACANT 

FOR SALE ONLY 

FOR RENT 

OTHER VACANT 

CONDITION AND PLUMBING 

ALL UNITS 

SOUND • 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER ........ 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . • 
DILAPIDATED . . . « 

renter OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

lacking SOME OR ALL FACILITIES . . . * 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

lacking Some or all facilities . . . . 

DILAPIDATED. . 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. . 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE. ....... 

FLUSH TOILETt SHARED . 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SH0WER» EXCLUSIVE USE . . • . . 

bathtub or SHOWER. SHARED 

NO BATHTUB OR SHOWER 

BATHROOMS 


I 

MORE THAN 

SHARED OR NONE 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
other or NONE 


ROOMS 


1 ROOM 

2 ROOMS. . . 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS. . 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN! 

ALL UNITS. ... 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN STRUCTURE 

1. INCL. TRAILER 

2 

3 AND 

5 OR MORE. .......... 


HOLT (U) 

HOUGHTON 

HOWELL 

HUDSON 

HUOSON- 

VILLE 

HUNT- 

INGTON 

WOODS 

IONIA 

IRON 

MOUNTAIN 

IRON 

RIVER 

ISHPE- 

MING 

ITHACA 

KEEGO 

HARBOR 

1 397 

1 113 

1 654 

656 

677 

2 381 

2 222 

3 225 

1 350 

2 949 

866 

981 

1 157 

681 

1 109 

611 

578 

2 297 

1 425 

2 251 

831 

1 884 

610 

637 

1 157 

681 

1 103 

610 

578 

2 295 

1 423 

2 251 

031 

1 884 

610 

636 



6 

1 

f - t 

2 

2 

• t « 

• « t 

« • ■ 

• • • 

1 

164 

372 

420 

165 

68 

43 

665 

773 

3B1 

942 

18B 

178 

164 

371 

418 

165 

88 

41 

663 

773 

379 

940 

186 

178 


1 

2 

. • t 

. . . 

2 

2 

... 

2 

2 

... 

. • « 

33 

19 

60 

33 

7 

19 

76 

82 

41 

48 

11 

31 

15 

6 

18 

13 

5 

17 

26 

27 

11 

11 

4 

7 

18 

13 

42 

20 

2 

2 

50 

55 

30 

37 

7 

24 

43 

41 

65 

47 

4 

22 

56 

119 

97 

75 

57 

135 

1 397 

1 113 

1 654 

856 

677 

2 381 

2 222 

3 225 

1 350 

2 949 

866 

981 

1 257 

944 

1 310 

746 

642 

2 374 

1 777 

2 616 

1 Oil 

2 45B 

694 

607 

1 237 

920 

1 287 

702 

624 

2 373 

1 698 

2 457 

914 

2 182 

645 

579 

2 

1 

5 

19 

7 

... 

17 

27 

8 

13 

9 

10 

le 

23 

18 

25 

11 

i 

62 

132 

89 

263 

40 

16 

116 

138 

279 

89 

29 

6 

375 

520 

268 

383 

166 

290 

90 

122 

238 

66 

26 

6 

285 

394 

183 

161 

121 

239 

2 

2 

2 

7 

• . 4 

... 

19 

44 

16 

24 

10 

10 

24 

14 

39 

16 

3 

... 

71 

82 

69 

198 

35 

41 

24 

31 

65 

21 

6 

1 

70 

89 

71 

108 

6 

84 

164 

372 

420 

165 

68 

43 

665 

773 

381 

942 

188 

178 

121 

329 

288 

146 

69 

43 

469 

544 

255 

713 

141 

85 

116 

310 

280 

138 

65 

43 

439 

466 

210 

569 

127 

80 

5 

19 

8 

e 

4 

f • • 

30 

78 

45 

144 

14 

5 

32 

34 

116 

16 

14 

f • • 

171 

192 

95 

191 

45 

75 

21 

30 

98 

14 

13 

» • • 

128 

154 

59 

72 

35 

68 

11 

4 

18 

2 

1 


43 

38 

36 

119 

10 

7 

11 

9 

16 

3 

5 


25 

37 

31 

38 

2 

18 

1 397 

1 113 

1 654 

856 

677 

2 381 

2 222 

3 225 

1 350 

2 949 

866 

981 

1 347 

1 089 

1 589 

793 

661 

2 380 

2 076 

3 043 

1 202 

2 631 

797 

899 

23 

23 

44 

60 

15 

1 

119 

178 

139 

315 

57 

71 

1 


2 

• a * 

. . . 

... 

6 

. • . 

1 

... 

5 

2 

26 

1 

19 

3 

1 

• • . 

21 

4 

8 

3 

7 

9 

1 343 

1 094 

1 605 

830 

675 

2 380 

2 ll2i 

3 103 

1 284 

2 809 

819 

955 

a 

17 

22 

6 

• . • 

1 

40 

100 

41, 

96 

20 

, 7 

46 

2 

27 

20 

2 

. . . 

70 

22 

25| 

44 

27 

19 

1 337 

1 072 

1 572 

803 

661 

2 381 

2 050 

2 970 

1 146 

2 406 

760 

901 

B 

17 

19 

5 

a > • 

• * . 

40 

U4 

38 

81 

18 

6 

52 

24 

63 

46 

16 

. . . 

132 

141 

166 

462 

60 

74 

1 213 

941 

1 286 

613 

548 

593 

1 632 

2 386 

851 

2 098 

602 

827 

130 

143 

269 

158 

99 

1 788 

415 

491 

257 

262 

144 

56 

54 

29 

99 

85 

30 

• « • 

175 

348 

242 

569 

120 

98 

5 

1 113 

1 490 

B52 

411 

2 381 

2 144 

3 209 

1 350 

2 939 

648 

20 

1 352 

. . ■ 

164 

4 

266 

... 

64 

16 

. • . 

10 

9 

943 

40 

. . . 

. . . 

• « . 

... 

. ■ . 

14 

. . « 

• • . 

. . • 

9 

18 

25 

1 113 

1 427 

832 

29 

2 381 

2 025 

3 155 

1 279 

2 687 

650 


1 313 

. . • 

201 

19 

628 

• • ■ 

148 

65 

66 

238 

173 

972 

59 

. . ■ 

26 

5 

20 

• . . 

49 

5 

5 

24 

43 

9 

4 

19 

12 

4 

1 

2 

28 

70 

46 

43 

3 

2 

26 

48 

25 

7 

. ■ ■ 

1 

45 

60 

36 

43 

19 

31 

80 

106 

132 

42 

15 

... 

155 

229 

105 

200 

58 

81 

335 

ill 

196 

78 

124 

21 

222 

625 

260 

657 

116 

197 

497 

172 

343 

113 

243 

384 

472 

819 

366 

773 

140 

352 

264 

284 

373 

180 

156 

717 

563 

667 

222 

667 

195 

179 

129 

184 

292 

198 

80 

657 

400 

431 

162 

313 

152 

75 

62 

189 

281 

234 

58 

599 

337 

324 

133 

253 

183 

64 

5.0 

5.9 

5.8 

6.5 

5.3 

6.6 

5.8 

5.3 

5.1 

5.2 

6.0 

5.0 

5.2 

6.5 

6.1 

6.6 

5,5 

6.6 

6.2 

5.7 

5.8 

5.7 

6.4 

5.2 

« . • 

3.7 

4.5 

• ■ • 


• . • 

5.2 

4,3 

4.6 

4,5 

• • . 

... 

1 392 

823 

1 416 

834 

669 

2 381 

1 875 

2 761 

999 

1 858 

831 

937 

5 

67 

138 

. . • 

8 

a . • 

176 

257 

258 

B46 

20 

25 

. . • 

118 

76 

16 

. . . 

. * ■ 

123 

99 

55 

187 

15 

14 

. . . 

105 

24 

6 

... 

... 

48 

108 

38 

56 

... 

5 


Table 25. — Tenure, Vacancy Status, Condition and Plumeing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants; I960 — Con. 

[Some data based on sample; median not shown where base ia insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply- 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Dispo.sal 
Rooms 

Units in Structure 


SUBJECT 


ALL HOUSING UNITS 

TENURE! COLOR! AND VACANCY STATUS 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 

AVAILABLE VACANT ..... 

FOR sale only 

FOR RENT . 

OTHER VACANT 

CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACIl ITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACIl ITIES. . . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL plumbing FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER , 

TOILET FACILITIES 

FLUSH TOlLETi EXCLUSIVE USE 

FLUSH TOILET! SHARED . 

OTHER toilet FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWERi EXCLUSIVE USE 

bathtub or SHOWER! SHARED 

NO BATHTUB OR SHOWER . 

bathrooms 


1 . . . . . . 

MORE THAN 1 

SHARED OR NONE 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER , 

SEPTIC TANK OR CESSPOOL, 
other or none 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS , , . . 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MED I AN I 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN STRUCTURE 

li INCL. TRAILER 

2 

3 AND 

5 OR MORE 



KINGS- 

FORO 

LAKE 

ORION 

LAPEER 

lathrup 

VILLAGE 

LAuRIUM 

LEVEL 
PARK-OAK 
PARK (U) 

LOWELL 

LUDING- 

ton 

MANISTEE 

MANIS- 

TIQUE 

MARINE 

CITY 

MARSHALL 


1 6<I0 

1 069 

1 860 

1 039 

1 137 

085 

833 

3 339 

2 916 

1 569 

1 412 

2 228 


1 339 

542 

1 104 

1 007 

734 

774 

608 

2 268 

2 003 

1 099 

1 003 

1 552 


1 339 

542 

1 102 

1 007 

734 

774 

608 

2 267 

2 002 

1 094 

1 002 

1 552 


• • • 

• • • 

2 

• * • 

. i . 

* . • 

• . . 

1 

1 

5 

1 

* . 0 


210 

266 

600 

4 

261 

68 

161 

776 

660 

358 

273 

596 


210 

266 

596 

4 

25B 

68 

161 

772 

675 

354 

273 

594 


• * • 

■ . • 

4 

* . . 

3 

« t . 

* . ■ 

4 

5 

4 

. » . 

2 


31 

43 

97 

12 

58 

15 

42 

82 

76 

29 

53 

31 


19 

2 

25 

12 

27 

13 

12 

25 

29 

10 

20 

10 


12 

41 

72 

• * * 

31 

2 

30 

57 

47 

19 

33 

21 


60 

218 

59 

16 

84 

28 

aa 

213 

157 

83 

83 

49 


i 640 

1 069 

1 860 

1 039 

1 137 

885 

833 

3 339 

2 916 

1 569 

1 412 

2 228 


1 463 

731 

1 613 

1 032 

983 

795 

716 

2 457 

2 280 

1 100 

931 

1 824 


1 363 

673 

1 494 

1 032 

844 

766 

693 

2 375 

2 119 

1 018 

908 

1 743 


15 

7 

13 

• • « 

21 

12 

6 

27 

51 

7 

7 

9 


85 

51 

106 

• » « 

118 

17 

17 

55 

110 

75 

16 

72 


143 

280 

199 

7 

135 

82 

93 

646 

533 

354 

412 

280 


69 

225 

134 

7 

75 

62 

69 

524 

420 

258 

376 

207 


17 

11 

10 

• • • 

15 

8 

a 

47 

34 

12 

13 

14 


57 

44 

55 

t f « 

45 

12 

16 

75 

79 

64 

23 

59 


34 

58 

48 

.. . 

19 

B 

24 

236 

103 

115 

69 

124 


210 

266 

600 

4 

261 

68 

161 

776 

680 

358 

273 

596 


157 

153 

510 

4 

214 

49 

ua 

462 

471 

192 

146 

439 


133 

142 

440 


177 

46 

114 

433 

405 

156 

141 

400 


24 

11 

70 


37 

3 

4 

29 

66 

36 

3 

39 


47 

94 

80 

• • • 

44 

19 

33 

232 

176 

123 

102 

111 


21 

88 

54 

• * * 

17 

16 

27 

187 

135 

91 

93 

77 


26 

6 

26 

< * • 

27 

3 

6 

45 

41 

32 

9 

34 


6 

19 

10 

... 

3 

... 

10 

02 

33 

43 

25 

46 


1 640 

1 069 

1 860 

1 039 

1 137 

B85 

033 

3 339 

2 916 

1 569 

1 412 

2 22B 


1 499 

964 

1 742 

1 039 

992 

840 

797 

3 113 

2 691 

1 385 

1 348 

2 109 


126 

93 

102 

• * . 

142 

42 

34 

218 

220 

130 

63 

97 


1 

* • • 

2 

• « . 

• . • 

1 

. * . 

1 

1 

... 

« * • 

6 


14 

12 

14 

» . t 

3 

2 

2 

7 

4 

54 

1 

16 


1 5B4 

1 028 

1 765 

1 039 

1 097 

874 

816 

3 277 

2 650 

1 405 

1 399 

2 109 


25 

17 

70 

« t . 

34 

• * ■ 

10 

45 

50 

51 

9 

64 


31 

24 

25 

. • . 

6 

11 

7 

17 

16 

113 

4 

55 


1 472 

945 

1 665 

1 039 

968 

852 

793 

3 140 

2 696 

1 331 

1 356 

2 045 


21 

19 

74 

« « ■ 

28 

* . * 

7 

43 

71 

57 

10 

65 


147 

105 

121 

. 1 • 

141 

33 

33 

156 

147 

181 

46 

118 


1 200 

722 

1 309 

124 

835 

743 

633 

2 469 

2 115 

1 133 

1 057 

1 559 


225 

190 

345 

915 

163 

86 

154 

560 

483 

180 

251 

438 


215 

157 

206 

. . • 

139 

56 

46 

310 

318 

256 

104 

231 


1 635 

998 

1 768 

1 039 

1 137 

10 

695 

3 265 

2 880 

1 468 

1 401 

2 062 


• • • 

71 

87 

. • • 

. • . 

875 

130 

59 

36 

58 

5 

140 


5 

. . . 

5 

. • • 

. . . 

• . • 

... 

15 

• •• 

43 

6 

6 


1 593 

196 

1 721 

805 

1 137 

10 

648 

3 238 

2 684 

1 334 

1 391 

2 039 


38 

871 

124 

229 

• « * 

864 

165 

92 

16 

159 

IS 

153 


9 

... 

15 

5 

. . . 

11 

20 

9 

16 

76 

6 

36 


5 

23 

62 


24 

2 

5 

18 

47 

35 

12 

28 


21 

32 

84 

. * * 

11 

. • ■ 

12 

71 

35 

54 

28 

55 


100 

lOB 

200 

1 

43 

17 

54 

283 

128 

101 

96 

167 


423 

184 

309 

10 

126 

245 

103 

480 

340 

203 

195 

252 


507 

216 

406 

131 

194 

331 

179 

836 

697 

345 

314 

457 


361 

244 

353 

341 

353 

206 

185 

714 

626 

373 

324 

523 


141 

140 

244 

323 

168 

58 

164 

477 

505 

269 

252 

385 


82 

122 

202 

233 

218 

26 

131 

452 

538 

189 

191 

361 


5.0 

5.4 

5.2 

6.6 

6.0 

5.0 

5.8 

5.5 

5.8 

5.6 

5.7 

5.B 


5.2 

6.1 

5.7 

6.7 

6.3 

5.1 

6.0 

5.9 

6.4 

5.9 

6.0 

6.0 


4.3 

4.3 

3.9 

... 

4.7 

• • . 

. • . 

4.5 

4.7 

4.5 

4.7 

4.6 


1 526 

903 

1 429 

1 039 

827 

885 

807 

2 975 

2 361 

1 353 

1 264 

1 783 


S3 

82 

172 

• * • 

220 

• • . 

6 

160 

361 

143 

92 

284 


52 

40 

U5 

♦ « • 

60 

* ■ . 

20 

158 

91 

24 

36 

122 


9 

36 

144 

... 

30 

... 

... 

46 

03 

49 

20 

39 


24-88 


State and Small Areas 


Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an. unincorporated place. Plus (-}-) after 

number indicates median above that number] 


Tenure by Color, 
V.icancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bath totems 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


subject 

MARYS- 

VILLE 

MASON 

MICHIGAN 

CENTER 

lU) 

MILAN 

MILFORD 

i 

MOUNT 

MORRIS 

MUNISING 

negaunee 

NEW 

BALTI- 

MORE 

NEWBERRY 

NORTH 

MUSKEGON 

NORTH- 

VILLE 

ALL HOUSING UNITS 

1 

181 

1 

402 

1 

459 

1 

163 

1 1 

266 

970 

1 

303 

2 

013 

1 

095 

838 

1 

174 

1 

384 

TENURE* COLOR* AND VACANCY STATUS 









1 














OWNER OCCUPIED ••••« •• 

1 

008 

1 

018 

1 

239 


784 

1 

960 

755 


777 

1 

168 


688 

575 

1 

027 


925 

WHITE 

1 

OOB 

1 

015 

1 

238 


779 

1 

960 

755 


774 

1 

166 


688 

574 

1 

027 


925 

NONWHITE • 

RENTER OCCUPIED 


92 


3 

293 


1 

144 


5 

31B 


201 

163 


3 

418 


774 


218 

1 

180 


102 


341 



92 


291 


144 


310 


201 

162 


412 


772 


217 

174 


102 


340 



t . • 


2 


. . • 


e 


• • • 

1 


6 


2 


1 

6 


. . . 


1 

AVAILABLE VACANT 


46 


61 


27 


47 


70 

41 


39 


40 


32 

11 


17 


81 

FOR sale ONLY 


41 


29 


8 


4 


54 

14 


7 


6 


9 

B 


7 


16 

FOR RENT %..«•«* 


5 


32 


19 


43 


16 

27 


32 


32 


23 

3 


10 


65 

OTHER vacant 


35 


30 


49 


14 


35 

19 


69 


31 


157 

72 


28 


37 

CONDITION AND PLUMBING 























ALL UNITS. • 

1 

IBl 

1 

402 

1 

459 

1 

163 

1 

266 

978 

1 

303 

2 

013 

1 

095 

838 

1 

174 

1 

364 

SOUND 

1 

113 

1 

185 

1 

277 


900 


975 

838 


876 

1 

765 


848 

496 

1 

014 

1 

197 

WITH ALL PLUMBING FACILITIE.S 

1 

101 

1 

138 

1 

163 


857 


971 

804 


034 

1 

429 


825 

483 

1 

009 

1 

146 

LACKING ONLY HOT WATER 


1 


13 


25 


2 

1 

. . • 

3 


7 


30 





1 


* * . 

lacking other PLUMBING FACILITIES. . . . 


11 


34 


89 


41 


4 

31 


35 


306 


21 

1 1 


U’ 


51 

deteriorating . 


61 


169 


144 


241 

1 

222 

131 


374 


223 


192 

184 


119 


148 

WITH all PLUMBING FACILITIES 


50 


123 


86 


218 


212 

107 


259 


82 


166 

159 


112 


135 

LACKING ONLY HOT WATER 


3 


4 


2 


6 


3 

6 


13 


14 


12 

5 


... 


2 

LACKING OTHER PLUMBING FACILITIES. . . . 


B 


42 


56 


17 


7 

18 


102 


127 


14 

20 


7 


11 

DILAPIDATED. 


7 


4B 


38 


22 


69 

9 


53 


25 


55 

158 


41 


39 

RENTER OCCUPIED 


92 


293 


144 


318 


201 

163 


418 


774 


218 

180 


102 


341 

SOUND. • 


76 


233 


115 


198 


103 

119 


237 


618 


150 

85 


61 


257 

WITH ALL PLUMBING FACILITIES 


74 


213 


96 


171 


102 

108 


222 


446 


149 

83 


60 


239 

LACKING SOME OR ALL FACILITIES ..... 


2 


20 


17 


27 


1 

11 


15 


172 


1 

2 


1 


18 

DETERIORATING 


14 


49 


20 


107 


72 

40 


164 


142 


6 1 

46 


25 


58 

WITH ALL PLUMBING FACILITIES 


13 


36 


10 


91 


70 

34 


109 


47 


59 

31 

1 

22 


52 

LACKING SOME OR ALL FACILITIES 


1 


13 


10 


16 


2 

6 


55 


95 


2 

15 


3 


6 

DILAPIDATED 


2 


11 


9 


13 


26 

4 


17 


14 


7 

49 


16 


26 

ALL HOUSING UNITS 

i 

181 

1 

402 

1 

459 

1 

1 

163 

1 

266 

978 

1 

303 

2 

013 

1 

095 

838 

1 

174 

1 

384 

WATER SUPPLY 























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

161 

1 

306 

1 

315 

1 

120 

1 

245 

944 

1 

202 

1 

702 

1 

030 

707 

1 

167 

1 

330 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


14 

1 

73 


112 


37 


18 

28 


84 


301 


54 

101 


6 


47 

PIPED WATER OUTSIDE STRUCTURE 


. • . 


5 


. . . 


1 


... 

• * . 


4 


. . . 


... 

7 


1 


1 

NO PIPED WATER 


6 


18 


32 


5 


3 

6 


13 


10 


11 

23 


. . . 


6 

TOILET FACILITIES 























FLUSH TOILET* EXCLUSIVE USE 

1 

170 

1 

339 

1 

366 

1 

122 

1 

252 

949 

1 

204 

1 

926 

1 

055 

785 

1 

164 

1 

320 

FLUSH TOILET* SHARED 


1 


21 


11 


29 


a 

10 


61 


60 


5 

• * • 


a 


57 

OTHER TOILET FACILITIES OR NONE 


10 


42 


62 


12 


6 

19 


38 


27 


35 

53 


2 


7 

BATHING FACILITIES 























BATHTUB OR SHOWER* EXCLUSIVE USE 

I 

158 

1 

297 

1 

295 

1 

098 

1 

240 

927 

1 

142 

1 

562 

1 

040 

705 

1 

160 

1 

308 

BATHTUB OR SHOWER* SHARED. . 


2 


23 


11 


33 


7 

19 


63 


73 


» « . 

. . . 


6 


55 

NO BATHTUB OR SHOWER 


21 


82 


153 


32 


19 

32 


98 


378 


55 

133 


B 


21 

BATHROOMS 

























B94 

1 

031 

1 

131 


873 


786 

841 


916 

1 

253 


853 

540 


622 


829 

MORE THAN 1 


273 


249 


118 


222 


442 

86 


222 


288 


175 

154 


527 


452 

SHARED OR NONE 


14 


122 


210 


68 


36 

51 


165 


472 


67 

144 


25 


65 

SOURCE OF WATER 























PUBLIC SYSTEM OR PRIVATE COMPANY 

1 

166 

1 

333 


5 

1 

142 

1 

242 

809 

1 

253 

1 

964 

1 

083' 

784 

1 

071 

1 

330 

INDIVIDUAL WELL 


10 


59 

1 

439 


15 


24 

169 


35 


38 


... 

171 


98 


16 

OTHER 


5 


10 


15 


6 


... 

... 


15 


11 



37| 


5 


... 

SEWAGE DISPOSAL 























PUBLIC SEWER 

i 

098 

1 

284 


... 

1 

132 

1 

078 

137 

1 

221 

1 

921 


90 

756 

1 

119 

1 

326 

SEPTIC tank or CESSPOOL 


69 


82 

1 

378 


25 


188 

817 


62 


60 


967 

27' 


50 


20 

OTHER OR NONE 


14 


36 


B1 


6 


... 

24 


20 


32 


38 

55, 


5 


... 

ROOMS 























1 ROOM 


3 


16 


a 


38 


9 

2 


65 


33 


11 

14i 


2 


58 

2 ROOMS. .... 


5 


40 


20 


21 


8 

19 


39 


23 


32 

43 


7 


52 

3 ROOMS 


24 


1291 


130 


70 


67 

75 


143 


178 


96 

58 


34 


174 

4 ROOMS 


221 


208 


366 


195 


95 

186 


249 


378 


217 

144 


152 


122 

S ROOMS 


431 


360 


501 


335 


503 

293 


243 


494 


259 

195 


348 


336 

6 ROOMS 


322 


301 


255 


256 


237 

232 


271 


467 


258 

168 


303 


300 

7 ROOMS. .... 


116 


192 


130 


154 


229 

118 


174 


246 


123 

120 


162 


195 

B ROOMS OR MORE . . • . 


59 


156 


49 


94 


118 

53 


119 


194 


99 

96 


166 


147 

MEDIAN* 























ALL UNITS 


5.3 


5.4 


4.9 


5.3 


5.4 

5.2 


5.1 


5.3 


5.2 

5.3 


5.6 


5.4 

OWNER OCCUPIED 


5.4 


5.6 


5.0 


5.4 


5.7 

5.2 


5.8 


5.7 


5.6 

6.0 


5.8 


5.9 

RENTER OCCUPIED. .... 


... 


4.5 


... 


4,6 


4.5 



3,9 


4.6 


4.4 

... 


... 


3.5 

UNITS IN STRUCTURE 























i* INCL. TRAILER .... 

1 

181 

1 

199 

1 

422 

1 

031 


987 

897 


943 

1 

376 

1 

033 

822 

1 

134 

1 

141 



. ■ . 


94 


30 


96 


54 

45 


147 


486 


28 

16 


25 


91 

3 AND 4 


• * . 


109 


7 


9 


54 

36 


90 


121 


22 

• . . 


15 


88 

5 OR MORE 


.. . 


.. . 


... 


27 


171 

... 


115 


30 


12 

... 


... 


26 


Michigan 


24-89 


Table 25. — Tenure, Vacancy Status, Condition and Plumeing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (-1-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Smens 
Condition and 
Plumbinj^]; 
Water Supply 
Toilet Facilitic.s 


Baching Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


i 

SUBJECT i 

NORWAY 

1 

NOVI 

OTSEGO 

PAW 

PAW 

PAW 

LAKE 

PAW 

(U» 

PETOSKEY 

PLAIN- 

WELL 

PLEASANT 

RIDGE 

PLYMOUTH 

PORTLAND 

RICHMOND 

RIVER- 

VIEW 

ALL HOUSING UNITS . 

1 

107 

1 

940 

1 

354 

1 

02 a 

1 

747 

2 

158 

993 

1 210 

2 

681 

1 027 

821 

1 772 

TENURE r COLORt AND VACANCY STATUS 






















OWNER OCCUPIED 


853 

1 

284 


905 


635 


809 

1 

244 

714 

1 

114 

1 

916 


777 

569 

1 522 

WHITE 


853 

1 

2S4 


905 


630 


808 

1 

226 

714 

1 

114 

1 

916 


777 

569 

1 520 

NONWHITE 


• * • 


• . • , 


« • • 


5 


1 


18 

• • • 


. • • 


• . « 


• . * 

• . * 

2 

RENTER OCCUPIED. . 


168 


384 


353 


316 


221 


643 

208 


71 


807 


177 

201 

196 

WHITE 


168 


370 


353 


316 


220 


623 

208 


71 


807 


177 

201 

196 

NONWHITE 


• . . ' 


6 


. ■ • 


• * * 


1 


20 

• • • 


... 


. ■ * 


• • . 

. . . 

. • . 

available VACANT 


131 


83 


40 


34 


47 


88 

21 


12 


112 


35 

35 

36 

FOR SALE ONLY. .... 


31 


39 


13 


13 


19 


30 

3 


9 


52 


9 

11 

24 

FOR RENT 




44 


27 


21 


28 


50 

18 


3 


60 


26 

24 

12 

OTHER VACANT 


73 I 


189 


56 


43 


670 


183 

50 


13 


46 


38 

16 

IB 

CONDITION AND PLUMBING 






















ALL UNITS 

1 

107 

1 

940! 

1 

354 

1 

02 a 

1 

747 

2 

158 

993 

1 

210 

2 

681 

1 

027 

821 

1 772 

SOUND 


934 

1 

53 1| 

1 

150 


096 

1 

453 

1 

795 

893 

1 

170 

2 

432 


889 

660 

1 650 

WITH ALL PLUMBING FACILITIES 


816 

1 

475 

1 

077 


875 

1 

226 

1 

674 

832 

1 

168 

2 

400 


856 

646 

1 620 

LACKING ONLY HOT WATEn 


7 


11' 


7 


3 


64 


25 

3 


• t . 


5 


3 

4 

1 

lacking OTHER PLUMBING FACILITIES. . . • 


IIG 


45 . 


66 


18 


161 


96 

58 


2 


27 


30 

10 

29 

DETERIORATING 


141, 


294 


161 


114 


248 


300 

76 


34 


289 


95 

144 

99 

WITH ALL PLUMBING FACILITIE*; 


77 


221 


101 


87 


142 


189 

52 


32 


259 


66 

138 

79 

LACKING ONLY HOT WATER 


5 


13 ' 


14 


13 


20 


21 

5 


• • • 


5 


. . • 

3 

2 

lacking OTHER PLUMBING FACILITIES. . . . 


59 1 


601 


46 


14 


B6 


90 

19 


2 


25 


29 

3 

IB 

DILAPIDATED 


32 


115^ 


43 


IB 


46 


63 

24 


6 


160 


43 

17 

23 

RENTER OCCUPIED 


168 


364' 


353 


316 


221 


643 

208 


71 


Q07 


177 

201 

196 

SOUND 


1151 


253, 


273 


2581 


159 


537 

170 


63 


573 


142 

136 

149 

WITH ALL PLUMBING FACILITIE<; 


87| 


237 


246 


250, 


145 


485 

144 


63 


554 


136 

132 

147 

LACKING SOME OR ALL FACILITIES 


28 


16 


27 


8 


14 


52 

26 


. ■ . 


19 


6 

4 

2 

DETERIORATING 


431 


99 


65 


52 I 


49 


85 

32 


a 


143 


28 

57 

36 

WITH ALL PLUMBING FACILITIES 


27, 


83 


42 


42 


36 


49 

20 


7 


125 


17 

56 

26 

LACKING SOME OR ALL FACILITIES 


16 


16 


23 


10 


13 


36 

1 12 


1 


18 


n 

1 

10 

DILAPIDATED 


10 


32 


15 


6 


13 


21 

1 ^ 


... 


91 


7 

8 

11 

ALL HOUSING UNITS 

1 

107 ' 

1 

940 

1 

354 

1 

028 

1 

747 

! 2 

158 

1 

1 

! 993 

1 

210 

2 

881 

1 

027 

621 

1 772 

WATER SUPPLY 






















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 


982 

1 

793' 

1 

259 

1 

985 

1 

457 

1 2 

007 

958 

1 

209 

2 

661 


985 

806 

1 71B 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


115 


89' 


89 


39 


234 


126 

26 


• • * 


19 


28 

15 

18 

PIPED WATER OUTSIDE STRUCTURE 


2 


16, 


2 


3 


13 


6 

3 


. • . 


• ■ . 


1 

. • • 

. . . 

NO PIPED WATER . • « 




42| 


4 


1 


43 


19 

6 


1 


1 


13 

. . . 

36 

TOILET FACILITIE.S 


i 


i 









1 









FLUSH TOILET. EXCLUSIVE USE 

1 1 

021 

1 

843 

1 

310 

1 

on 

1 

628 

2 

007 

1 931 

1 

206 

2 

801 


988 

B16 

1 724 

Flush toilet, shared 

1 

11* 


21 


34 


8 


43 


97 

1 50 


3 


79 


3 

5 

4 

OTHER TOILET FACILITIES OR NONE 


751 


76 


10 


9 


76 


54 

12 


1 


1 


36 

••• 

44 

bathing FACILITIES 








1 













1 

BATHTUB OR SHOWER. EXCLUSIVE USE 


920 

1 

799 

1 

217 


903] 

1 

479 

1 

930 

902 

1 

206 

2 

781 


941 

' 805 

1 1 723 

BATHTUB OR SHOWER. SHARED 




18 


36 


9 


71 


lU 

40 


3 


06 


13 

1 3 


NO BATHTUB OR SHOWER 


174 


123 


101 


36' 


197 


117 

43 


1 


14 


73 

13 

*49 

BATHROOMS 


i 



















1 



793 ' 

1 

156 


973 


772 

1 

236 

1 

472 

688 


568 

2 

024 

1 

767 

680 

1 519 

MORE THAN 1. , 


121 I 


572 


204 


190 1 


161 


406 

215 


630 


727 


194 

122 

193 

SHARED OR NONE 


193 


212 


177 


66! 


350 


280 

90 


4 


130 


66 

1 19 

60 

SOURCE OF water 


1 






i 














public system or private COMPANY 

1 

072 


273 

1 

306 

1 

976 


113 

2 

108 

935 

1 

210 

2 

065 

1 

006 

816 

1 741 

individual well 


16 

1 

641 


48 

1 

35 

1 

593 


20 

58 


• • * 


16 

1 

16 

5 ' 

* . . 

other 


19 


26 


... 

1 

17 


41 


30 

... 


... 


... 


5 

... 

31 

SEWAGE DISPOSAL 






















PUBLIC SEWER 


801 


15 

1 

2B4 


894 


6 

1 

653 

905 

1 

210 

2 

850 


798 

742 

1 673 

SEPTIC TANK OR CESSPOOL 


286 

1 

868 


51 


119 

1 

671 


261 

83 


• • « 


31 


203 

74 

53 

other or none 


20 


57 


19 


15 


70 


44 

5 


... 




26 

5 

46 

ROOMS 

















1 





1 ROOM 


i 

7j 


a 


11 


11 


44 


43 

23 


2 


1 

38 


17 

6 

3 

2 ROOMS 


9 


38 


42 


35 


51 


95 

24 


1 


88' 


17 

7 

21 

3 ROOMS. . , . . 


46 


136 


126 


lU 


209 


256 

98 


11 


292 


55 

38 

22 

4 ROOMS 


1531 


324 


203 


211 


453 


303 

125 


41 


414 


157 

98 

163 

5 ROOMS 


322 


434 


285 


229 


442 


369 

193 


209 


762 


200 

202 

720 

6 ROOMS 


277 


510 


336 


159 


283 


366 

200 


338 


627 


220 

190 

706 

7 ROOMS. ..... 


172 


321 


215 


137 


143 


326 

178 


266 


419 


181 

141 

99 

3 ROOMS OR MORE 


119 


169 


136 


135 


122 


400 

152 


342 


241 


172 

139 

38 

MEDIAN* 







1 















ALL UNITS 


5.6 


5.6 


5.5 

1 

5.1 


4.B 


5.5 

5.7 


6.5 


5.3 


5.8 

5.8 

5.4 

OWNER OCCUPIED . 


5.7 


5 . 9 I 


5.8 


6.0 


5.2 


6.3 

6.2 


6.6 


5.8 


6.1 

6.1 

5.4 

renter OCCUPIED. . 


•••i 


4.4, 


4.5 


4.3 


3.5 


4.1 

4.1 


. .. 


4.0 


... 

5.2 

4.9 

UNITS IN STRUCTURE 




1 


















1. INCL. TRAILER . . 


993 

1 

841] 

1 

056 

! 

774 

1 

631 

1 

715 

783 

1 

173 

2 

222 


926 

759 

1 731 



90| 


67] 


179 


107 


64 


186 

117 


33 


324 


60 

42 

12 

3 AND 


24' 


16 


78 


113 


30 


130 

80 


... 


214 


28 

20 

14 

5 OR MORE 


... 


I6l 
1 


41 


34 


22 


127 

13 


4 


121 


13 


15 
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State and Small Areas 


Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Places op 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (-j-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Baching Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 


ALL HOUSING UNITS. . . 

TENURE* COLOR* AND VACANCY STATUS 

OWNER OCCUPIED ..... 

WHITE 

NONWHITE 

RENTER OCCUPIED, ... 

WHITE 

NONWHITE .... 

AVAILABLE VACANT 

FOR SALE ONLY 

FOR RENT 

OTHER VACANT 

CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIE*; 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. , . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIE.F 

LACKING SOME OR ALL FACILITIES . . , . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . « . 
DILAPIDATED 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 

PIPED WATER OUTSIDE STRUCTURE , 

NO PIPED WATER , 

TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE 

FLUSH toilet* SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE 

BATHTUB OR SHOWER* SHARED 

NO BATHTUB OR SHOWER 

BATHROOMS 




MORE THAN 1 

SHARED OR NONE 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


ROOMS 


1 ROOM 



2 ROOMS 



3 ROOMS 



4 ROOMS 



5 ROOMS 



6 ROOMS 



7 ROOMS 



8 ROOMS OR MORE, , . 



MEDIAN! 



ALL UNITS 



OWNER OCCUPIED . 



RENTER OCCUPIED. 



UNITS IN 

STRUCTURE 


1* INCL. TRAILER , . 





. ■ . • • 

3 AND 4 



5 OR MORE 





ROCHES- 

TER 

ROGERS 

CITY 

ROMEO 

ROOSE- 

VELT 

PARK 

ST CLAIR 

ST 

IGNACE 

ST JOHNS 

ST LOUIS 

SOUTH 

HAVEN 

SOUTH 

MONROE 

<U» 

SPARTA 

SPRING- 

FIELD 

. 1 796 

1 313 

1 046 

712 

1 531 

1 228 

1 826 

1 195 

3 044 

850 

872 

1 359 

. 1 244 

981 

677 

653 

1 074 

643 

1 351 

804 

1 317 

646 

675 

1 040 

. 1 244 

981 

646 

653 

1 073 

639 

1 350 

799 

1 252 

646 

674 

1 029 

• • 1 . 

• 1 . 

29 

* . * 

1 

4 

1 

5 

65 

. • * 

1 

11 

* 465 

269 

295 

36 

306 

278 

362 

306 

679 

180 

155 

251 

. 465 

269 

264 

36 

306 

264 

360 

306 

614 

180 

155 

242 

. • * • 

• • . 

31 

• • * 

* * * 

14 

2 

* • * 

65 

■ * . 


9 

, 60 

37 

44 

19 

73 

53 

51 

47 

66 

13 

18 

46 

. 29 

12 

7 

14 

17 

17 

22 

16 

17 

2 

11 

21 

. 31 

25 

37 

5 

56 

36 

29 

31 

69 

11 

7 

25 

. 27 

26 

30 

4 

78 

254 

62 

38 

962 

11 

24 

22 

1 796 

1 313 

1 046 

712 

1 531 

1 228 

1 826 

1 195 

3 044 

850 

872 

1 359 

1 625 

1 230 

834 

708 

1 346 

873 

1 611 

930 

2 297 

587 

756 

1 126 

1 588 

1 169 

793 

686 

1 320 

823 

1 53? 

896 

2 018 

577 

711 

1 099 

il 

17 

16 

3 

12 

6 

14 

7 

18 

1 

5 

7 

26 

44 

25 

19 

14 

44 

60 

27 

261 

9 

40 

20 

146 

59 

177 

2 

158 

299 

182 

202 

625 

168 

108 

99 

120 

42 

159 

1 

119 

229 

133 

176 

405 

139 

84 

65 

12 

5 

3 

. * * 

7 

8 

7 

7 

29 

3 

2 

2 

14 

12 

15 

1 

32 

62 

42 

19 

191 

26 

22 

32 

25 

24 

35 

2 

27 

56 

33 

63 

122 

95 

B 

134 

465 

269 

295 

36 

306 

278 

362 

306 

679 

180 

155 

251 

363 

240 

199 

36 

256 

ISO 

319 

219 

463 

76 

121 

130 

348 

223 

177 

24 

251 

162 

295 

207 

428 

76 

109 

119 

15 

17 

22 

12 

5 

18 

24 

12 

35 

• • * 

12 

11 

90 

22 

79 

* * * 

42 

77 

38 

65 

167 

60 

32 

24 

72 

17 

72 

. * * 

27 

60 

29 

60 

137 

51 

22 

14 

18 

5 

7 

. * ( 

15 

17 

9 

5 

30 

9 

10 

10 

12 

7 

17 

. . . 

6 

21 

5 

22 

49 

44 

2 

97 

1 796 

1 313 

1 046 

712 

1 531 

1 228 

1 826 

1 195 

3 044 

650 

872 

1 359 

1 756 

1 246 

981 

705 

1 479 

1 112 

1 739 

1 121 

2 846 

777 

834 

1 292 

40 

51 

53 

7 

49 

72 

75 

64 

192 

42 

32 

53 

. ■ • 

1 

7 

• * * 

* * * 

• . * 

3 

5 

. . « 

3 


2 


15 

5 

• * * 

3 

44 

9 

5 

6 

26 

6 

12 

. 1 768 

1 269 

1 024 

694 

1 514 

1 142 

1 7B4 

1 158 

2 611 

787 

851 

1 295 

25 

27 

4 

17 

11 

20 

19 

8 

420 

9 

11 

a 

> 3 

17 

18 

1 

6 

66 

23 

29 

13 

54 

10 

56 

1 752 

1 240 

966 

692 

1 473 

1 095 

1 709 

1 121 

2 576 

773 

807 

1 283 

23 

24 

5 

16 

12 

22 

21 

5 

426 

8 

12 

B 

21 

49 

55 

4 

46 

111 

96 

69 

42 

69 

53 

68 

1 262 

1 004 

753 

573 

1 129 

902 

1 305 

972 

1 951 

614 

669 

1 235 

493 

219 

218 

118 

339 

183 

.357 

166 

531 

119 

149 

81 

41 

90 

75 

21 

63 

143 

164 

57 

562 

117 

54 

43 

1 796 

1 231 

1 033 

653 

1 521 

1 151 

1 753 

1 179 

3 025 

554 

822 

695 

. • • 

77 

7 

59 

10 

41 

73 

16 

14 

293 

50 

620 


5 

6 

... 

* * • 

36 

... 

... 

5 

3 


44 

1 739 

1 258 

996 

680 

1 417 

927 

1 694 

1 127 

3 000 

135 

794 

274 

57 

50 

44 

32 

95 

250 

97 

41 

29 

653 

73 

1 042 


5 

6- 

... 

19 

51 

35 

27 

15 

62 

5 

43 

23 

18 

5 

15 

12 

87 

10 

7 

545 

3 

4 

1 

44 

21 

17 

* . . 

20 

89 

36 

25 

121 

11 

14 

30 

125 

82 

86 

1 

109 

144 

151 

123 

263 

61 

5l 

167 

232 

210 

162 

96 

237 

219 

194 

175 

369 

202 

112 

388 

556 

341 

220 

362 

326 

227 

364 

248 

536 

258 

235 

420 

420 

• 320 

186 

189 

369 

203 

444 

283 

481 

200 

219 

230 

250 

185 

173 

37 

276 

103 

351 

184 

339 

89 

128 

73 

146 

136 

197 

12 

182 

156 

276 

150 

390 

26 

109 

42 

5.4 

5.5 

5.7 

5.2 

5.7 

4.8 

5.9 

5.6 

4.9 

5.1 

5.6 

4.7 

5*6 

5.6 

6.4 

5.2 

5.9 

5.4 

6.1 

5.9 

6.0 

5.2 

5.8 

4.9 

4.4 

4.2 

4.3 

... 

4.B 

4.0 

4.3 

4.7 

3.9 



3.5 

1 634 

1 139 

078 

712 

1 320 

991 

1 545 

1 046 

1 953 

796 

845 

1 211 

61 

87 

109 

... 

113 

134 

167 

81 

270 

32 

5 

37 

7 1 

46 

54 

• • . 

49 

59 

81 

48 

252 

22 

22 

102 



41 

5 

... 

49 

44 

33 

20 

561 



9 


Michigan 


24-91 


Table 25. — Tenure, Vacancy Status, Condition and Plum ring Facilities, and Structural 
Characteristics, por Places of 2,500 to 10,000 I nh adit ants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (-{-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Scutus 
Condicion and 
Plumbing 
Water Supply 
Toilet Facilities 


Bat hing Facilities 
Bathttwtns 
Source of* Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

spring- 

field 

PLACE j 
(U) 

STURGIS 

"“I 

SWARTZ 

CREEK 

TECUMSEH 

1 

THREE 

RIVERS 

! VASSAR 

1 

WAKE- 

FIELD 

WALLED 

LAKE 

WHITE- 

HALL 

WHITE 

LAKE- 

SEVEN 

HARBORS 

(u) 

WOLF 
LAKE <U) 

ZEELAND 

ALL HOUSING UNITS 

1 542 

3 

106 

861 

2 

103 

2 

457 

1 

1 858 

1 

041 

1 041 

894 

1 393 

706 

1 

234 

TENURE! COLOR! AND VACANCY STATUS 




















OWNER OCCUPIED , . 

1 

374 

2 

127 

701 

i 

590 

1 

759 

592 


763 


713 

631 

652 

548 


935 

WHITE 

1 

372 

2 

121 

701 

1 

589 

1 

702 

584 


782 


713 

627 

652 

544 


935 

NONWHITE ... 


2 


6 

. ■ • 


1 


57 

a 


1 


« • * 

4 

. . • 

4 


« a • 

RENTER OCCUPIED 


133 


760 

92 


409 


563 

196 


166 


206 

144 

109 

76 


243 

white 


133 


757 

91 


409 


541 

! 184 


166 


206 

143 

109 

75 


240 

NONWHITE 


• • * 


3 

1 


. • * 


22 

1 12 


. . * 


. . . 

1 

• « • 

1 


3 

AVAILABLE VACANT 


23 


150 

52 


75 


78 

29 


63 


65 

57 

40 

21 


30 

FOR SALE only 


14 


56“ 

38 


25 


25 

12 


29 


25 

24 

25 

15 


12 

FOR RENT ..... 


9 


94 

14 


50 


53 

17 


34 


40 

33 

15 

6 


18 

OTHER VACANT 


12 


69 

16 


29 


57 

41 


29 


57 

62 

592 

61 


26 

CONDITION AND PLUMBING 




















ALL UNITS 

1 

542 

3 

106 

861 

2 

103 

2 

457 

858 

1 

041 

' 1 

041 

894 

1 393 

706 

1 

234 

SOUND 

I 

519 

2 

630 j 

805 

1 

897 

2 

004 

541 


836 


673 

754 

1 138 

573 

1 

183 

WITH ALL PLUMBING FACILITIES 

1 

512 

2 

557 

779 

1 

862 

1 

869 

514 


749 

1 

840 

744 

967 

476 

1 

109 

lacking only HOT WATER 


. * • 


21 

3 


6 


25 

4 


11 

1 

2 

7 

84 

21 


12 

lacking OTHER PLUMBING FACILITIES. ♦ . , 


7 


sal 

23 


29 


90 

23 


76 


23 

3 

87 

76 


62 

deteriorating 


22 


400 i 

46 


159 


382 

240 


lai 


134 

131 

210 

89 


43 

WITH all PLUMBING FACILITIES 


20 


340 1 

38 


134 


298 

215 


74 


119 

115 

149 

63 


30 

LACKING ONLY HOT WATER 


. . • 


loj 

4 


3 


29 

4 


14 


6 

6 

12 

6 


1 

LACKING OTHER PLUMBING FACILITIES. . . , 


2 


50 

4 


22 


55 

21 


93 


7 

10 

49 

20 


12 

DILAPIDATED. 


1 


76) 

10 


47 


71 

77 


24 


34 

9 

45 

44 


8 

RENTER OCCUPIED 


133 


760* 

92 


409 


563 

196 


166 


206 

144 

109 

76 


243 

SOUND. ....... 


130 


556' 

76 


324 


397 

117 


113 


147 

113 

79 

62 


220 

WITH ALL PLUMBING FACILITIE.R ...... 


128 


526 1 

68 


312 


341 

108 


96 


138 

111 

70 

47 


185 

LACKING SOME OR ALL FACILITIES 


2 


30 

8 


12 


56 

9 


17 


9 

2 

9 

15 


35 

DETERIORATING. . 


3 


169 

15 


64 


136 

59 


45 


47 

29 

26 

B 


22 

WITH all plumbing FACILITIES 


2 


147 

13 


54 


109 

50 


18 


45 

27 

15 

5 


17 

LACKING SOME OR ALL FACILITIES 


1 


22 

2 


10 


27 

9 


27 


2 

2 

11 

3 


5 

DILAPIDATED 


. . . 


35 

1 


21 


30 

20 


a 


12 


4 

6 


1 

ALL HOUSING UNITS 

1 

542 

3 

1 

106, 

861 

2 

i 

103, 

2 

457 

858 

1 

041 

1 

041 

894 

1 393 

! 

706 

1 

234 

WATER SUPPLY 




















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

539 

3 

010 

832 

2 

058' 

2 

317 

807 


9lB 

1 

996 

869 

1 164 

583 

1 

187 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 


2 


91 

22 


36 


133 

41 


117 

1 

36 

21 

1 195 

97 


45 

PIPED WATER OUTSIDE STRUCTURE 


... 


. . . 

• « • 


2 


2 

. • « 


1 


1 

• » « 

1 7 



... 

NO PIPED WATER 


1 


5 

7 


7 


5 

10 


5 


6 

4 

27 

24 


2 

toilet FACILITIES 




















FLUSH TOILET! EXCLUSIVE USE 

1 

537 

3 

1 

0561 

834 

2 

062 

2 

367 

eiB 


994 

1 

010 

887 

1 339 

639 

1 

223 

FLUSH TOILET! SHARED 


3 


43 

10 


28 


69 

15 


5 


17 

• . . 

14 

2 


9 

OTHER TOILET FACILITIES OR NONE 


2 


7 

17 


13 


21 

25 


42 


14 

7 

40 

65 


2 

BATHING FACILITIES 




















BATHTUB OR SHOWER! EXCLUSIVE USE 

1 

533 

2 

975 

828 

2 

0421 

2 

297 

792 


854 


993 

878 

' 1 255 

592 

1 

158 

BATHTUB OR SHOWER! SHARED '. 


5 


46 

10 


30 1 


74 

13 


6 


16 

. . • 

1 4 

« . . 


12 

NO BATHTUB OR SHOWER 


4 


85 

23 


31 


86 

53 


181 


32 

16 

1 134 

114 


64 

BATHROOMS 





















1 

394 

2 

307 

659 

1 

566 

1 

826 

662 


695 


762 

669 

887 

551 


895 

MORE THAN 1 


148 


648 

174 


450 


421 

114 


153 


209 

204 

140 

10 


282 

SHARED OR NONE 


... 


151 

28 


67 


210 

82 


193 


70 

21 

366 

145i 


57 

SOURCE OF WATER 





1 















PUBLIC SYSTEM OR PRIVATE COMPANY 

1 

276 

3 

100 

1 

1 293 

1 

882 

2 

274 

824 

1 

022 


137 

874 

. .. 

27 

1 

188 

INDIVIDUAL WELL 


266 


6 

1 568 


221 


183 

29 


14 


883 

15 

1 383 

659 


46 

OTHER 


... 


... 

1 


... 


... 

5 


5 


21 

5I 

10 

20 


... 

SEWAGE DISPOSAL 




















PUBLIC SEWER 


20 

3 

064 

298 

1 

874 

2 

212 

809 ' 


963 


10 

763 

... 

5 

1 

204 

SEPTIC TANK OR CESSPOOL 

1 

512 


42 

553 


219 


208 

24' 


62 

1 

005 

116 

1 349 

651 


30 

OTHER OR NONE 


10 


... 

10 


10 


37 

25 


16 


26 

15 

44 

50 


... 

ROOMS 










1 

1 










1 ROOM . . • 


3 


43 

2 


23 


34 

1 i 


B 


12 

2 

18 

1 


6 

2 ROOMS 


5| 


65 

9 


47 


33 

17 


16 


31 

12 

21 

12 


6 

3 ROOMS. 


38 


235 

33 


161 


185 

6i 


67 


62 

55 

90 

33 


67 

4 ROOMS 


517 


405 

85 


296 


296 

135 


191 


278 

138 

343 

245 


180 

5 ROOMS 


548 


844 

401 


544 


514 

211 


285 


255 

209 

392 

216 


275 

6 ROOMS 


301 


744 

224 


499 


599 

199 


277 


286 

217 

323 

132 


290 

7 ROOMS 


93 


500 

68 


285 


468 

129 


117 


71 

143 

124 

47 


241 

8 ROOMS OR MORE. 


37 


270 

39 


246 


326 

105 


BO 


46 

lie 

82 

20 


167 

MEDIAN! 




















ALL UNITS 


4.9 


5.5 

5.3 


5,5 


5.6 

5,5 


5.3 


5.0 

5.6 

5.1 

4.8 


5.8 

OWNER OCCUPIED 


4.9 


5.8 

5.3 


5.7 


6.1 

6.0 


5.7 


5.3 

6.0 

5.2 

4.9 


6.1 

RENTER OCCUPIED 


... 


4.7 

... 


4.1 


4.7 

... 


... 


4.3 

., . 

. .. 

.. . 


4.4 

UNITS IN STRUCTURE 




















l! INCL. TRAILER 

1 

532 

2 

707 

861 

1 

651 

2 

149 

842 


936 


986 

B04 

1 363 

706 

1 

009 



... 


165 

• . • 


139 


122 

. . . 


76 


19 

60 

7 

* • . 


179 

3 AND 


10 


147 

. * « 


91 


79 

t « * 


1? 


10 

25 

5 

. • a 


41 

5 OR MORE 


... 


87 

1 


22 


107 

16, 


12 


26 

5 

18 

... 


5 
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State and Small Areas 


Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Pius (4-) or 
minus (—) after number indicates median above or below that number] 


SUBJECT 

ALGONAC 

ALLEGAN 

ALMA 

AUSTIN 
LAKE (U) 

bad AXE 

belding 

BENTON 

HEIGHTS 

(U) 

BESSEMER 

BEVERLY 

HILLS 

BIG 

RAPIDS 

BLISS- 

FIELD 

ALL HOUSING UNITS 

1 272 

1 617 

2 666 

1 116 

1 003 

1 614 

1 699 

1 128 

2 457 

2 362 

873 

YEAR STRUCTURE BUILT 












1955 TO MARCH i960 • 

158 

70 

208 

263 

44 

92 

83 

40 

497 

355 

51 


63 

77 

193 

143 

74 

127 

260 

48 

1 453 

87 

103 

1940 TO 1949 . 

180 

138 

235 

223 

112 

119 

490 

28 

337 

126 

56 

1939 OR EARLIER 

871 

1 332 

2 030 

487 

773 

1 276 

866 

1 012 

170 

1 794 

661 

HEATING EQUIPMENT 













268 

157 

238 

51 

182 

157 

48 

215 

301 

206 

104 

WARM AIR FURNACE 

343 

1 104 

1 670 

739 

561 

915 

727 

637 

2 084 

1 524 

610 

BUILT-IN ROOM UNITS 

192 

37 

286 

84 

40 

145 

53 

20 

48 

135 

24 

OTHER MEANS WITH FLUE 

457 

311 

442 

242 

220 

331 

832 

252 

20 

459 

118 

OTHER MEANS WITHOUT FLUE ......... 

4 

a 


• • . 

... 

B 

39 


... 



NONE 

a 

« • * 

14 

• . . 

. • . 

58 

. • • 

• t « 

4 

6 

5 

POPULATION 












POPULATION IN HOUSING UNITS* i960. . . . • 

3 184 

4 797 

8 168 

3 520 

2 976 

4 881 

5 934 

3 260 

8 623 

6 814 

2 653 

PER OCCUPIED UNIT 

3.2 

3.2 

3.2 

3.5 

3.2 

3*2 

4. L 

3.1 

3.6 

3. 1 

3.2 

OWNER 

3.2 

3.3 

3.3 

3.5 

3.4 

3.3 

4.0 

3.1 

3.6 

3.3 

3.2 

RENTER 

3.0 

2.9 

2.9 

3.2 

2.B 

3.0 

4.4 

3.0 

3.B 

2.8 

3.4 

ALL OCCUPIED UNITS .... 

1 002 

1 508 

2 544 

1 013 

916 

1 512 

1 431 

1 066 

2 413 

2 223 

827 

PERSONS 












1 PERSON 

170 

233 

376 

72 

141 

266 

143 

183 

93 

352 

105 

2 PERSONS 1 

311 

444 

738 

275 

268 

406 

318 

306 

680 

680 

258 

3 PERSONS. 

153 

261 

407 

196 

145 

248 

253 

201 

440 

447 

143 

4 PERSONS 

144 

238 

464 

230 

147 

239 

184 

172 

542 

322 

149 

5 PERSONS 

97 

182 

284 

126 

108 

178 

147 

105 

362 

229 

94 

6 PERSONS 1 

67 

82 

1S9 

66 

58 

107 

136 

65 

174 

100 

39 

7 PERSONS 

33 

35 

78 

31 

24 

29 

89 

20 

! 57 

54 

23 

S PERSONS OH MOKE 

27 

33 

38 

17 

25 

37 

161 

14 

1 37 

39 

16 

MED I AN 1 












ALL OCCUPIED 

2.6 

2.8 

2.9 

3.3 

2.8; 

2.8 

3.5 

2.7 

3.5 

2.7 

2.9 

OWNER 

2.4 

3.0 

3.3 

3.3 

3.0 

2.9 

3.0 

2.7 

3.5 

2.6 

2.7 

RENTER 

3.0 

2.9 

2.5 

• . . 

. . . 

2.7 

4.1 

3.2 

• . • 

2.6 

... 

PERSONS PER ROOM 












1.00 OR LESS 

921 

1 423 

2 400 

902 

846 

1 397 

993 

1 003 

2 341 

1 966 

799 

1.01 OR MORE 

81 

85 

144 

111 

70 

115 

438 

63 

72 

257 

28 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED * 

801 

1 101 

1 831 

B20 

723 

1 181 

809 

835 

2 337 

1 305 

678 

1958 TO MARCH 1960 

143 

127. 

248 

235 

91 

224 

85 

32 

386 

236 

118 

1954 TO 1957 

235 

241 

462 

244 

131 

255 

238 

160 

1 016 

251 

117 

1940 TO 1953 

282 

464 

723 

272 

339 

428 

376 

295 

887 

470 

269 

1939 OR earlier. ............. 

141 

269 

398 

69 

162 

274 

110 

348 

46 

348 

174 

RENTER OCCUPIED 

201 

407 

713 

193 

193 

331 

622 

231 

76 

918 

149 

1958 TO MARCH 1960 

121 

224 

469 

13B 

111 

173 

320 

79 

48 

654 

105 

1954 TO 1957 

47 

101 

124 

27 

49 

80 

167 

48 

16 

133 

20 

1940 TO 1953 

23 

65 

100 

16 

24 

70 

122 

66 

12 

98 

20 

1939 OR earlier 

10 

17 

20 

12 

9 

8 

13 

16 

. . . 

33 

4 

VALUE 












OWNER OCCUPIED 

757 

1 056 

1 663 

798 

672 

1 117 

695 

803 

2 333 

1 097 

674 

LESS THAN $5*000 

HI 

149 

184 

32 

45 

225 

159 

355 

4 

170 

34 

$5t000 TO $9*900 

257 

522 

748 

293 

2B0 

645 

377 

364 

24 

447 

219 

$10*000 TO $14*900 . 

218 

241 

379 

326 

194 

198 

140 

68 

44 

234 

302 

$15*000 TO $19*900 

104 

76 

220 

127 

119 

33 

19 

12 

221 

194 

70 

$20*000 TO $24*900 

27 

20 

56 

16 

21 

4 

. * . 

4 

636 

32 

32 

$25*000 OR MORE 

40 

48 

76 

4 

13 

12 

* . . 

... 

1 404 

20 

17 

MEDIAN DOLLARS , 

10 200 

a 600 

9 300 

11 000 

10 200 

7 100 

7 300 

5 500 

27 700 

9 200 

11 000 

GROSS RENT 












RENTER OCCUPIED 

201 

407 

713 

193 

193 

331 

622 

231 

76 

918 

149 

LESS THAN 

. . • 

13 

. . . 

. • * 

3 

4 

• . • 

4 

• • . 

• • • 

• . . 

$20 TO $39 

5 

45 

19 

. • . 

7 

56 

22 

40 

... 

85 

12 

$40 TO $59 

14 

92 

171 

21 

36 

98 

214 

112 

• • * 

195 

13 

$60 TO $79 

63 

117 

207 

42 

72 

83 

183 

39 

* • • 

370 

25 

$80 TO $99 

43 

78 

126 

52 

45 

54 

100 

12 

4 

115 

22 

$100 TO $119 

39 

24 

73 

32 

6 

12 

43 

e 

* * • 

57 

41 

$120 OR MORE 

13 

5 

34 

21 

• • • 

... 

4 

4 

64 

33 

16 

NO CASH RENT . . 

24 

33 

83 

25 

24 

24 

56 

4 

8 

63 

20 

MEDIAN DOLLARS . 

. .. 

68 

71 

... 

... 

59 

70 

51 

... 

65 

. .. 

CONTRACT RENT 












RENTER OCCUPIED 

177 

374 

630 

168 

169 

307 

566 

227 

66 

855 

129 

MEDIAN DOLLARS 

... 

47 

59 

... 

... 

44 

51 

30 

... 

62 

... 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 
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Table 26. — Occupancy and Financial Chakacteiiistics, Ylar Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. ‘TI’' denotes an unincorporated place. Plus (-1-) or 
minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

BOYNE 

CITY 

BROWNLEE 
PARK (U) 

BUCHANAN 

CARO 

CHARLE- 

VOIX 

CHARLOTTE 

CHEBOYGAN 

CHELSEA 

CHESANING 

COLD- 

WATER 

CORUNNA 

ALL HOUSING UNITS 

1 064 

1 090 

1 706 

1 290 

1 315 

2 583 

1 903 

1 062 

838 

3 172 

847 

YEAR STRUCTURE BUILT 












1955 TO MARCH 1960 

44 

225 

88 

73 

65 

267 

105 

154 

76 

200 

68 

1950 TO 195U 

52 

116 

165 

94 

62 

162 

134 

71 

67 

152 

' 45 

1940 TO 1949 

88 

272 

221 

131 

149 

134 

156 

112 

94 

239 

137 

1939 OR EARLIER 

880 

477 

1 232 

992l 

1 

1 039 

2 020 

1 506 

725 

601 

2 5B1 

! 597 

HEATING EQUIPMENT 











1 

steam or HOT WATER 

52 

8 

117 

157 

276 

150 

209 

164 

1 127 

373 

45 

warm air FURNACE 

408 

677 

1 134 

701 

581 

1 713 

540 

768 

1 424 

2 376 

520 

BUILT-IN ROOM UNITS 

12 

40 

103 

135 

33 

194 

27 

25 

1 40 

91 

63 

OTHER MEANS WITH FLUE 

588 

356 

296 

279 

308 

514 

1 089 

86 

247 

326 

206 

OTHER MEANS WITHOUT FLUE . . . . ’ 

4 

4 

53 

12 

13 

4 

9 

, 17 

* . « 

6 

13 

NONE .... 

... 

5 

3 

6 

104 

8 

29 

1 m 

... 

... 

... 

POPULATION 








1 

1 




POPULATION IN HOUSING UNITSt I960 

2 797 

3 307' 

5 341 

3 510 

2 737' 

7 565 

5 696 

3 173 

2 735 

B 817 

2 633 

PER OCCUPIED unit. . . 

3.3 

3.2i 

3.3 

2.9 

3.1 

3.2 

3.5 

1 3.3 

3.5 

3.0 

3.3 

OWNER 

3.3 

3.1 

3.4 

3.0 

3.1 

3.3 

3.6 

3.3 

3.6 

3.2 

3.3 

RENTER .... 

3.1 

3.5i 

3.1 

2.B 

3.1 

2.B 

3.2 

3.3 

1 

3.0 

2.7 

3.3 

ALL OCCUPIED UNITS 

856 

- i 

1 040 

1 614 

1 190 

890 

2 398 

1 625 

1 

! 

965 

777 

2 905 

797 

PERSONS 












1 PERSON . . 

158 

146 

244 

229 i 

165 

438 

214 

144 

no 

581 

120 

2 PERSONS 

236 

350 

423 

3621 

261 

629 

428 

267 

212 

811 

210 

3 PERSONS 

138 

172 

279 

203 

147 

411 

280 

154 

131 

469 

' 160 

4 PERSONS 

113 

162 

297 

182 

137 

381 

253 

159 

109 

452 

107 

5 PERSONS 

93 

98 

181 

121 

96 

299 

209 

120 

81 

310 

101 

6 PERSONS 

50 

45 

aa 

55 

43 

138 

107 

63 

52 

175 

56 

7 PERSONS. . . 

36 

25 

46 

27 

21 

60 

66 

23 

45 

70 

22 

8 PERSONS OR MORE. ............ 

32 

42 

54 

U 

20 1 

42 

68 

25 

37 

37 

21 

MEDIAN! 


1 



1 







ALL OCCUPIED 

2.7 

2.61 

3.0 

2.5 

2.6i 

2*8 

3.1 

3.0 

3.0 

2.6 

2.9 

OWNER 

2.5 

2.4 

3.4 

2.5 

2f5| 

3.0 

3.4 

2.5 

3.0 

2.7 

3.2 

RENTER 


... 

2.8 

2.2 

2.9, 

2.5 

3.2 

3.5 

... 

2.4 

I*. 

PERSONS PER ROOM 











1 

! 

1.00 OR LESS 

774 

885 

1 452 

1 130 

8271 

2 239 

i 454 

902 

687 

2 774 

735 

1.01 OR MORE ........ 

82 

155 

162 

60 

63 i 

1 

159 

171 

63 

90 

1 131 

62 

YEAR MOVED INTO UNIT 



1 


1 

1 







OWNER OCCUPIED 

687 

868 

' 1 216 

025 

676' 

1 735 

1 246 

1 6B6 

611 

2 039 

1 643 

195B TO MARCH I960 . 

97 

302 

107 

110 

76' 

384 

194 

1 66 

84 

368 

, 128 

1954 TO 1957 . . 

131 

173 

337 

146 

150 

447 

255 

1 215 

142 

477 

US 

1940 TO 1953 

250 

269 

352 

376 

316 

597 

463 

210 

271 

708 

' 262 

1939 OR EARLIER 

209 

124 

220 

193 

134 

307 

334 

173 

114 

486 

! 138 

RENTER OCCUPIED 

169 

172 

396 

365 

214 

663 

379 

279 

166 

866 

154 

1958 TO MARCH 1960 

95 

105 

232 

196 

123 

415 

235 

184 

90 

551 

95 

1954 TO 1957 

35 

29 

115 

97 

59 

115 

75 

53 

36 

165 

36 

1940 TO 1953 

20 

38 

48 

50 

24 

108 

41 

37 

24 

130 

23 

1939 OR earlier. .... 

19 

... 

3 

22 

al 

25 

28 

5 

16 

20 

... 

value 








1 




OWNER OCCUPIED 

639 

598 

1 159 

771 

601 

1 514 

1 129 

1 599 

556 

1 840 

625 

LESS THAN S5f000 

271 

176 

105 

43 

122 

136 

295 

1 

48 

155 

90 

SSfOOO TO S9t900 

270 

354 

469 

362 

279 

700 

503 

132 

224 

892 

272 

Slot 000 TO $l4t900 

65 

56 

353 

218 

104 

456 

198 

277 

182 

512 

155 

SLBiOOO TO $19»900 « 

25 

4 

137 

90 

65 

113 

73 

: 102 

67 

IBB 

63 

S20i000 TO S24i900 

4 

6 

70 

33 

9 

64 

32 

! 52 

24 

56 

28 

S25fOOO OR MORE 

4 

t • # 

25 

25 

22 1 

43 

26 

' 16 

11 

37 

16 

MEDIAN DOLLARS • 

5 700 

6 200 

10 100 

9 800 

8 200 

9 400 

7 100 

1 12 400 

1 

10 100 

9 300 

9 100 

GROSS RENT 








i 

I 




RENTER OCCUPIED 

169 

172 

398 

365 

214 

663 

379 

279 

166 

866 1 

154 

LESS THAN $20 

4 

• • * 

• • • 

. . « 

5 

« • * 

• . . 

^ • 

... 

• . . 1 

... 

$20 TO $39 

15 

11 

35 

20 

24 

44 

26 

... 

24 

60, 

12 

$40 TO $59 

55 

40 

BO 

59 

34 

149 

43 

57 1 

38 

175 

12 

$60 TO $79 . 

24 

61 

137 

116 

61 

212 

85 

67, 

48 

269 

67 

seO TO $99 

24 

37 

56 

66 

37 

145 

74 

72 

28 

207 

34 

$100 TO $119 ... 


3 

37 

30 

17 

44 

42 

46 

4 

79 

14 

$120 OR MORE 

*4 

. • . 

1 24 

12 

4 

20 

49 

21 

... 

28, 

4 

NO CASH RENT 

43 

20 

29 

62 

32 

49 

60 

16 

24 

481 

11 

MEDIAN * dollars . 


* • • 

69 

71 

... 

71 

81 

82 


73i 

. . . 

CONTRACT RENT 








i 

, i 




RENTER OCCUPIED 

126 

152 

369 

303 

182 

614 

319 

1 263' 

142 

BIB 

143 

MEDIAN DOLLARS . 


f » « 

55 

50 

i» • . 

57 

53 

1 

... 

58 

«*. 


24-94 


State aad Small Areas 


Table 26 .— Occupancy and Financial Characteristics. Year Built A>ro Heating Equipment, 

FOR Places of Z,300 to 10,000 Inhabitants; 1960— Con. 

rsorae data based on sample; median not shown where base is insaffleient; see text “U” denotes an unincorporated place. Plus (+) or 
[Some data on sample, „„„ber] 


Year Striictuie Built 
Hcatin,q; Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


ALL HOUSING UNITS 

YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 

1939 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS. ...... 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . • . 
NONE 


POPULATION 


POPULATION IN HOUSING UNiTSi 

PER OCCUPIED unit 

OWNER 

RENTER 


ALL OCCUPIED UNIT.S 


357 

221 

101 

420 


80 

880 

40 

95 

4 


3 757 

3.6 

3.7 

2.8 


PERSON 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

8 PERSONS OR MORE. 
MEDIANI 

ALL OCCUPIED . . 

OWNER. . « . . 

renter . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


88 

235 

188 

248 

143 

86 

27 

25 

3.5 

3.7 


964 

78 


60 
136 
230 
1 834 


105 
1 506 

iia 

531 


145 

3.4 

3.4 

3.4 


EATON 

RAPIDS 


1 455 


51 

78 

66 

954 


93 

763 

82 

148 

63 


3 298 
3.2 
3.2 
3.0 


337 

547 

355 

340 

262 

142 

54 

83 

3.0 

2.9 

2.9 


926 

194 


ESSE>t- 

VILLE 


1 324 


141 
1 017 


107 

750 

231 

343 

B 

16 


3 993 

3.1 

3.2 
3.1 


1 275 


179 

259 

258 

628 


118 
1 020 
96 
77 
13 


FAIR 
PLAIN (U) 


FARM- 

INGTON 


1 872 


578 

3.5 

3.6 
3.0 


I 291 


158 

294 

176 

183 

114 

70 

26 

14 

2.9 

2.9 

2 


978 

57 


184 

389 

222 

222 

147 

66 

27 

18 

2.8 

2.8 

2.6 


198 

77 


613 

666 

523 

624 


189 
1 932 
119 
167 
19 


7 998 
3.4 
3.4 
3.2 


128 

301 

237 

277 

182 

99 

35 

32 

3.4 

3.7 


1 L96 
95 


886 

359 

239 

386 


239 

558 

32 

43 


6 835 

3.8 

3.9 
3.3 


358 
172 
237 
1 073 


189 
1 248 
168 
235 


FERRYS- 
BURG (U) 


flat [flushing 
ROCK 


105 

162 

200 

430 


47 

541 

41 

208 


52 


6 033 

3.5 

3.6 
3.1 


2 579 
3.5 
3.5 
3.2 


173 

603 

491 

561 

332 

118 

45 

25 

3.3 

3.3 

3.0 


2 175 
173 


95 
37 B 
321 
388 
3L1 
170 
75 
42 

3.7 

3.9 


1 598 
182 


219 

407 

283 

346 

230 

128 

63 

47 

3.3 

3.5 

2 


1 547 
176 


67 

204 

132 

130 

115 

61 

19 

14 

3. 

3. 


672 

70 


1 242 


257 

402 

133 

450 


81 

989 

47 

125 


1 122 


4 614 
3.9 

4.1 

3.1 


249 

211 

113 

549 


59 

941 

23 

94 


3 684 

3.6 

3.7 
2.9 


86 

238 

206 

242 

195 

123 

62 

36 

3.6 
4.0 

2.7 


987 

201 


96 

248 

200 

198 

154 

75 

33 

29 

3.4 

3.5 


970 

63 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

1958 TO MARCH i960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 


880 

151 

344 

299 

86 


1 580 
219 
374 
606 
381 


803 

122 

161 

3ial 

202 


162 

116 

17 

20 

9 


540 

313 

141 

69 

17 


232 

171 

33 

25 

3 


968 

18B 

210 

380 

190 


1 120 
134 
289 
474 
223 


2 osel 

437 

719' 

780 

152 


1 605 
312 
881 
31B 
94 


1 364 
267 
484 
441 
172 


628 

108 

197 

223 

iOO' 


939 

184| 

448 

201 

106 


856 

188 

274 

290 

104 


307 

185 

58 

60 

4 


171 

100 

49 

9 

13 


260 

196 

47 

17 


175 

111 

38 

10 

8 


359 

223 

78 

49 

9 


114 

91 

23 


249 

174 

39 

36 


177 

121 

40 

12 

4 


value 


OWNER OCCUPIED 

LESS THAN $5f000 

$5»000 TO S9t900 

SIO.OOO TO S14i900 * 

$15?000 TO $19i900 

$20*000 TO $24*900 

$25*000 OR MORE 

MEDIAN DOLLARS . 


857 

12 

155 

289 

305 

64 

32 

14 600 


1 499 
296 
794 
286 
63 
48 
12 
7 800 


719 
96 
400 
144 
34 
28 
17 
0 400 


855 
87 
351 
204 
130 
33 
50 
9 900 


1 079 
28 
148 
355 
343 
118 
87 

15 100 


2 056 
32 
292 
484 
596 
319 
333 
16 900 


1 589 
8 
55 
343 
756 
227 
200 
17 200' 


1 245 
44 
405 
472 
256 
36 
32 

11 600 


606 
56 
235 
170 
BO 
43 
22 
10 300 


923 

14 

60 

523 

256 

63 

7 

14 100 


811 

a 

173 

230 

228 

84 

88 

14 900 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN 

$20 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE 

NO CASH RENT ........ 

MEDIAN 


CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN 


DOLLARS . 


162 


26 

41 

45 

30 

a 

12 


540 

48 

129 

1B6 

115 

36 

26 

67 


232 

*17 

49 

103 

33 

15 

a 

7 

68 


307 

16 

54 

133 

64 

12 

28 

70 


171 

4 

24 

54 

53 

16 

12 

8 


260 

4 

22 

74 

68 

33 

42 

17 

86 


175 

4 

10 

30' 

50 

33 

44 

4 


359 

13 

49 

100 

95 

35 

25 

42 

79 


114 

21 

51 

26 

7 

3 

6 


249 

4 

45 

72 

82 

17 

25 

4 

80 


177 

4 

32 

49 

52 

28 

12 


150 


514 

49 


225 

54 


279 

53 


163 


243 

70 


171 


317 

64 


108 


245 

65 


165 



24-95 


Michigan 


Table 26. — Occupancy and Financial CtrARACTURisTics, Ylar Built, and Hlating Equipment, 

FOR Places of 2,500 to 10,000 Inuabitants: i960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Hquipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

FRASER 

FREMONT 

GAYLORD 

GLAD- 

STONE 

GRAND 

LEDGE 

grand- 

VILLE 

GREEN- 

VILLE 

GROSSE 

rOINTE 

HANCOCK 

HASTINGS 

HILLS- 

DALE 

HOLLY 

ALL HOUSING UNITS 

2 041 

1 134 

804 

1 612 

1 610 

2 259 

2 574 

2 294 

1 695 

2 267 

2 505 

1 083 

YEAR STRUCTURE BUILT 













1955 TO MARCH i960 

1 185 

71 

77 

105 

144 

603 

184 

202 

48 

120 

loj 

153 

1950 TO 1954 

274 

124 

55 

101 

153 

485 

292 

255 

36 

132 

121 

57 

1940 TO 1949 

220 

206 

104 

ill 

132 

321 

295 

308 

39 

239 

208 

99 

1939 OR EARLIER 

362 

733 

568 

1 295 

1 181 

850 

1 803 

1 529 

1 572 

1 776 

2 063 

774 

HEATING EQUIPMENT 








1 





STEAM OR HOT WATER 

184 

62 

54 

276 

131 

71 

253 

984 

612 

183 

268 

113 

WARM AIR FURNACE 

1 707 

730 

417 

781 

1 090 

1 900 

1 315 

1 248 

802 

1 616 

1 958 

614 

BUILT-IN ROOM UNITS 

52 

40 

13 

85 

140 

72 

302 

11 

36 

116 

24 

82 

OTHER MEANS WITH FLUE 

94 

274 

307 

470 

241 

208 

661 

45 

226 

332 

251 

254 

other means WITHOUT FLUE 

• • . 

17 

4 

« . . 

a 

a 

27 

4 

19 

12 


12 

NONE ..... 

4 

11 

9 

... 

... 

... 

16 

2 

... 

8 

4 

8 

POPULATION 













population in housing UNITSi 1960 

7 014 

3 377 

2 541 

5 232 

5 153 

7 967 

7 420 

6 566 

4 804 

6 338 

7 175 

3 255 

PER OCCUPIED UNIT 

3.9 

3.1 

3.4 

3.4 

3.5 

3.6 

3.1 

3.0 

3.0 

3.0 

3.0 

3.4 

OWNER 

3.9 

3.2 

3.4 

3.5 

3.6 

3.7 

3.2 

3.2 

3.2 

3.0 

3.1 

3.5 

RENTER ... 

3.4 

2.8 

3.3 

3.2 

3.2 

2.9 

2,9 

2.4 

2.5 

2.9 

2.7 

3.0 

ALL OCCUPIED UNITS 

1 820 

1 091 

757 

1 531 

1 483 

2 199 

2 382 

2 217 

1 598 



2 134 

2 398 

968 

PERSONS 













1 PERSON 

72' 

214 

109 

200 

182' 

180 

424 

293 

298 

419 

430 

150 

2 PERSONS 

356' 

290 

188 

436 

397 

543 

672 

821 

500 

652 

742 

245 

3 PERSONS. ......... . 

36 1' 

179 

144 

263 

242 

390 

394 

425 

293 

339 

389 

140 

4 PERSONS. 

4421 

168 

131 

235 

243 

449 

’ 396 

317 

203 

318 

415 

177 

5 PERSONS 

332] 

132 

1 87 

181 

198 

320 

273 

189 

161 

226 

231 

134 

6 PERSONS 

1531 

69 

1 54 

106 

133 

178 

132 

98 

71 

96 

113 

72 

7 PERSONS 

64 

25 

1 23 

52 

52 

85 

59 

50 

42 

59 

47 

29 

8 PERSONS OR MORE 

40 ! 

14 

1 21 

58 

36 i 

54 

30 

24 

30 

25 

31 

21 

MEDIANi 





1 








ALL OCCUPIED 

3.8j 

2.7 

1 3.1 

3.0 

3.2| 

3.5 

2.7 

2.5 

2.5 

2.5 

2.6 

3.1 

OWNER 

3.8 

2.6 

! 3.6 

3.0 

3.3 

3.6 

2.7 

2.9 

2.8 

2.5 

2.7 

3.1 

RENTER 

*’*1 

2.4 

... 

3.1 

2.B 

2.8 

2.4 

2.1 

2.4 

2.6 

2.4 

3.2 

PERSONS PER ROOM 

i 












1.00 OR LESS 

1 624 

1 029 

693 

1 357 

1 369 

1 971 

2 201 

'2 195 

1 517 

2 040 

2 309 

B9l 

1.01 OR MORE 

196 

62 

64 

174 

114 

228 

181 

22 

81 

94 


77 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

1 662 

782 

578 

1 186 

1 198 

1 994 

1 741 

1 520 

1 051 

1 584 

i 604 

744 

1958 TO MARCH 1960 

647 

104 

98 

102 

216 

448 

337 

181 

124 

292 

243 

161 

1954 TO 1957 

552 

150 

166 

240 

302 

679 

376 

418 

190 

320 

338 

175 

1940 TO 1953 

382 

409 

192 

464 

481 

613 

653 

566 

375 

652 

663 

247 

1939 OR earlier 

81 

U9 

122 

380 

199 

254 

375 

355 

362 

320 

360 

161 

RENTER OCCUPIED 

158 

! 309 

179 

345 

285 

205 

641 

697 

547 

550 

794 

224 

1958 TO MARCH 1960 

98 

1 191 

114 

188 

191 

U5 

417 

368 

257 

368 

507 

173 

1954 TO 1957 

36 

70 

37 

92 

44 

37 

153 

176 

136 

115 

164 

25 

1940 TO 1953 

20 

37 

24 

37 

42 

43 

43 

131 

97 

67 

106 

22 

1939 OR earlier 

4 

11 

4 

as 

a 

10 

28 

22 

57 

••• 

17 

4 

VALUE 













OWNER OCCUPIED 

1 638 

741 

517 

1 060 

1 109 

1 824 

1 616 

1 454 

904 

1 472 

1 465 

669 

LESS THAN $5*000 

12 

33 

77 

124 

85 

36 

272 

4 

322 

172 

173 

53 

$5tOQO TO $9*900 

too 

289 

233 

571 

503 

339 

804 

43 

440 

6B4 

670 

284 

$10*000 TO $14*900 .... 

494 

262 

130 

267 

331 

809 

332 

90 

88 

420 

347 

255 

$15*000 TO $19*900 

730 

85 

51 

57 

142 

436 

127 

215 

30 

lOB 

165 

60 

$20*000 TO $24*900 

204 

21 

12 

21 

36 

136 

41 

320 

12 

36 

72 

4 

$25*000 OR MORE 

98 

51 

14 

20 

12 

68 

40 

782 

12 

52 

38 

13 

MEDIAN ........ DOLLARS . 

16 400 

10 800 

9 000 

8 600 

9 700 

13 400 

8 000 

26 300 

6 100 

9 200 

9 200 

10 000 

GROSS RENT 













RENTER OCCUPIED. . . 

158 

309 

179 

345 

285 

205 

641 

697 

547 

550 

794 

224 

LESS THAN $20 

* • . 

3 

• . . 

. • . 

. . > 

. . . 

... 

. • . 

19 

... 

8 

... 

$20 TO $39 

4 

23 

8 

40 

4 

6 

85 

. • . 

100 

40 

39 

28 

$40 TO $59 

9 

103 

33 

96 

77 

33 

179 

10 

221 

135 

179 

36 

$60 TO $79 . . 

33 

79 

7B 

120 

102 

69 

216 

21 

91 

169 

223 

77 

$80 TO $99 

43 

44 

28 

32 

34 

32 

73 

47 

34 

1Q6 

150 

59 

$100 TO $119 

33 

7 

24 

12 

20 

22 

39 

25 

15 

52 

102 

7 

$120 OR MORE . . 

24 

12 

4 

8 

7 

15 

16 

553 

22 

12 

32 

7 

NO CASH RENT 

12 

38 

4 

37 

41 

28 

33 

41 

45 

36 

61 

10 

MEDIAN DOLLARS . 

... 

62 

... 

63 

66 

... 

63 

167 

54 

72 

72 

70 

CONTRACT RENT 













RENTER OCCUPIED 

146 

271 

175 

308 

244 

177 

608 

656 

502 

514 

733 

214 

MEDIAN DOLLARS . 

... 

47 

... 

44 

53 

... 

48 

150+ 

44 

54 

57 

55 


24-96 


State and Small Areas 


Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data baaed on sample; median not shown where base is insufficient; see text, “U" denotes an unincorporated place. Plus (-H) or 
minus (—) after number indicates median above or below tliat number] 


Yeur Structure Built 
HtMting Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS. . . . 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1939 OR EARLIER 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE 


POPULATION 

POPULATION IN HOUSING UNITSi 1960 

PER OCCUPIED UNIT 

OWNER 

RENTER ..... 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS, . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 

median: 

ALL OCCUPIED . . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 ...... 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

1958 TO MARCH 1960 . 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 


VALUE 


OWNER OCCUPIED 

LESS THAN *5f000 

SSiOOO TO S9i900 . 

SiOiOOO TO S14»900 

SlStOOO TO $19t900 

$20i000 TO S24i900 ... 

S25t000 OR MORE . . . . 

MEDIAN * DOLLARS 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN $20 

$20 TO $39 . 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

median DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED. 

median 



HOLT (U| 

HOUGHTON 

HOWELL 

HUDSON 

HUOSON- 

VILLE 

HUNT- 

INGTON 

WOODS 

IONIA 

IRON 

MOUNTAIN 

IRON 

RIVER 

ISHPE- 

MING 

ITHACA 

KEEGO 

HARBOR 


1 397 

1 113 

1 654 

856 

677 

2 381 

2 222 

3 225 

1 350 

2 949 

866 

981 


305 

8 

139 

43 

169 

208 

80 

134 

72 

76 

57 

36 

, 

302 

30 

124 

41 

145 

745 

60 

108 

38 

193 

30 

32 


222 

20 

140 

35 

118 

1 029 

84 

105 

158 

101 

57 

104 

* 

568 

1 055 

1 251 

737 

245 

399 

1 998 

2 878 

1 082 

2 579 

722 

809 


64 

697 

209 

87 

41 

200 

246 

645 

260 

918 

63 

63 


985 

359 

1 020 

599 

567 

2 144 

1 462 

2 191 

782 

1 091 

418 

511 


198 

12 

141 

16 

31 

33 

96 

73 

« ■ . 

4 

109 

BB 


146 

41 

280 

154 

38 

* . ■ 

414 

284 

299 

913 

256 

298 


4 

4 

4 

■ . . 

. * . 

4 

4 

13 

6 

18 

4 

6 


... 

... 

... 

... 

... 

... 

... 

19 

3 

5 

16 

15 


4 795 

3 122 

4 813 

2 484 

2 646 

8 746 

6 664 

8 863 

3 653 

8 814 

2 592 

2 761 

, 

3.6 

3.0 

3.1 

3.2 

4.0 

3.7 

3,2 

2.9 

3.0 

3.1 

3.2 

3,4 

, 

3.7 

3.1 

3.2 

3.3 

4.1 

3.7 

3.2 

3.0 

3.2 

3.2 

3.2 

3.3 

• 

3.3 

2.6 

3.0 

2.9 

3.3 

... 

3.1 

2.8 

2.6 

3,0 

3,4 

3,6 


1 321 

1 053 

1 529 

776 

666 

2 340 

2 090 

3 024 

1 212 

2 826 

798 

815 


99 

154 

263 

109 

47 

88 

383 

523 

207 

445 

147 

97 


304 

379 

453 

248 

130 

563 

565 

1 on 

371 

826 

212 

239 


235 

IBO 

241 

126 

92 

398 

370 

513 

220 

515 

129 

150 


298 

165 

253 

121 

142 

568 

337 

466 

166 

475 

107 

131 


210 

93 

157 

90 

118 

414 

208 

298 

132 

303 

94 

83 


119 

51 

93 

45 

83 

216 

112 

133 

56 

159 

57 

56 


32 

18 

34 

16 

35 

59 

62 

46 

26 

58 

35 

33 


24 

13 

35 

21 

19 

34 

53 

34 

14 

45 

17 



3.6 

2.5 

2.7 

2.7 

4.0 

3.7 

2.8 

2.5 

2.6 

2«B 

2.8 

3.0 


3.6 

2.8 

2.5 

2,9 

4. i 

3.7 

2.7 

2.5 

3.4 

2.8 


3,0 


... 

2.3 

2.8 

■ • * 

. . . 

• » . 

3,0 

2.7 

2.3 

3.0 




1 176 

1 010 

i 439 

754 

583 

2 292 

1 973 

2 881 

1 149 

2 637 

747 

716 


145 

43 

90 

22 

83 

46 

117 

143 

63 

189 

51 

99 


1 157 

681 

1 109 

611 

57B 

2 304 

1 425 

2 251 

831 

1 884 

610 

637 


240 

81 

192 

66 

83 

276 

164 

193 

114 

156 

74 

88 


369 

85 

226 

121 

223 

725 

284 

323 

174 

364 

143 

124 


449 

310 

436 

283 

188 

i 179 

652 

704 

311 

592 

249 

277 


99 

205 

255 

141 

84 

124 

325 

1 031 

232 

; 772 

144 

148 


164 

372 

420 

165 

88 

36 

665 

773 

381 

942 

IBB 

178 


121 

208 

261 

117 

58 

16 

365 

359 

167 

391 

108 

99 


33 

60 

89 

35 

26 

4 

148 

197 

116 

268 

52 

39 


10 

68 

66 

13 

4 

16 

121 

178 

74 

175 

19 

36 


... 

36 

4 

• . . 

... 

it* 

31 

39 

24 

108 

9 

4 


1 089 

621 

1 068 

589 

570 

2 304 

1 312 

2 092 

691 

1 468 

575 

591 


23 

98 

101 

98 

4 

. . « 

140 

313 

77 

124 

69 

77 


294 

289 

338 

295 

128 

t * • 

648 

891 

262 

672 

301 

386 


564 

127 

367 

162 

306 

48 

380 

545 

201 

412 

158 

94 


188 

83 

129 

26 

112 

672 

108 

216 

94 

172 

32 

26 


8 

12 

76 

4 

16 

678 

16 

68 

32 

60 

12 

4 


12 

12 

57 

4 

4 

906 

20 

59 

25 

28 

3 

4 


11 700 

7 900 

11 500 

8 000 

12 100 

23 200 

9 000 

9 100 

10 100 

9 600 

8 500 

7 600 


164 

372 

420 

165 

88 

36 

665 

773 

381 

942 

188 

178 


• . . 

. ■ • 

. • * 

• . • 

. * • 

... 

* • * 

9 

3 

4 

5 

i « • 


4 

28 

9 

4 

• * • 

. . • 

39 

120 

47 

no 

5 

4 


24 

112 

50 

28 

12 

* « • 

137 

240 

172 

296 

38 

B 


24 

108 

ns 

40 

34 

• * • 

231 

157 

72 

300 

56 

32 


47 

68 

137 

47 

15 

* . • 

141 

115 

40 

94 

54 

86 


40 

24 

68 

26 

10 

• . . 

56 

9 

8 

36 

B 

28 


12 

16 

24 

4 

4 

28 

16 

14 

• ■ . 

29 

5 

• « • 


13 

16 

17 

16 

13 

B 

43 

109 

39 

73 

17 

20 



66 

84 

» • . 

. . ■ 

• * « 

72 

57 

53 

62 

... 



151 

356 

403 

149 

75 

28 

622 

664 

342 

869 

171 

158 


. • * 

55 

64 

... 

... 

... 

52 

43 

36 

38 

... 



DOLLARS 


Michigan 


24-97 


Table 26.' — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 iNi-rAniTANTs: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (4-) or 
minus (~) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


NGS- 

*ORD 

LAKE 

ORION 

LAPEER 

UATHRUP 

VILLAGE 

LAURIUM 

LEVEL 
PARK-OAK 
PARK (U) 

LOWELL 

LUDING- 

TON 

MANISTEE 

MANIS- 

TIQUE 

MARINE 

CITY 

MARSHALL 

1 640 

1 069 

1 860 

1 039 

1 137 

885 

833 

3 339 

2 916 

1 569 

1 412 

2 220 

94 

36 

120 

214 

29 

250 

44 

323 

124 

97 

36 

203 

64 

62 

109 

360 

20 

296 

76 

138 

77 

32 

88 

154 

173 

136 

203 

313 

15 

75 

62 

235 

184 

120 

185 

130 

1 309 

835 

1 428 

152 

1 073 

264 

651 

2 643 

2 531 

1 320 

1 103 

1 741 

63 

127 

432 

44 

536 

41 

57 

479 

549 

270 

483 

196 

1 306 

552 

B96 

987 

406 

625 

513 

1 914 

1 632 

552 

494 

1 697 

24 

113 

164 

6 

4 

99 

28 

132 

73 

27 

119 

59 

247 

240 

356 

• * t 

162 

120 

235 

757 

637 

705 

304 

252 

* . . 

fl 

9 

* ■ • 

8 

. . . 

. . , 

19 

25 

4 

12 

24 

... 

29 

3 

. . . 

21 

... 

... 

38 

... 

11 

. • . 

* ** 

5 074 

2 683 

5 166 

3 556 

2 990 

3 007 

2 529 

9 378 

8 273 

4 814 

4 384 

6 624 

3.3 

3.3 

3.0 

3.5 

3.0 

3.6 

3.3 

3.1 

3.1 

3.3 

3.4 

3.1 

3.3 

3.5 

3.2 

3.5 

3. 1 

3,6 

3.3 

3.2 

3.2 

3.4 

3.5 

3.2 

3,4 

2.9 

2.7 

... 

2.6 

3.7 

3.4 

2.8 

2.8 

3.1 

3.2 

2.9 

1 549 

808 

1 704 

1 011 

995 

842 

769 

3 044 

2 663 

1 457 

1 276 

2 14B 

175 

117 

319 

29 

174 

47 

125 

524 

485 

221 

172 

381 

504 

225 

505 

338 

316 

220 

213 

893 

780 

400 

339 

625 

247 

137 

305 

183 

177 

162 

126 

555 

449 

253 

226 

368 

254 

129 

243 

195 

139 

188 

111 

470 

444 

226 

205 

357 

202 

102 

174 

141 

lOl 

126 

84 

314 

258 

165 

151 

218 

98 

49 

94 

82 

56 

67 

57 

169 

156 

105 

94 

116 

38 

26 

28 

31 

18 

20 

40 

67 

56 

50 

41 

41 

31 

23 

36 

12 

14 

12 

13 

52 

55 

37 

48 

42 

2.9 

3,0 

2.6 

3.3 

2.5 

3,5 

2.9 

2.7 

2.7 

2.9 

3.1 

2.7 

3.0 

3.0 

2.6 

3.2 

2.7 

3.5 

3.3 

2.7 

2.7 

3.0 

3.1 

2.7 

3.1 

2.6 

2.4 


2.1 

... 


2,4 

2.5 

2.4 

2.8 

2.5 

1 406 

740 

1 572 

i 000 

947 

750 

720 

2 888 

2 554 

1 339 

1 168 

2 036 

143 

68 

132 

11 

48 

92 

49 

156 

129 

lie 

108 

112 

1 339 

542 

1 104 

1 Oil 

734 

774 

608 

2 268, 

2 003 

1 099 

1 003 

1 552 

184 

74 

166 

149 

104 

195 

86 

268 

208 

160 

108 

309 

264 

114 

237 

343 

110 

276 

122 

437 

271 

196 

200 

303 

462 

265 

457 

470 

266 

236 

224 

908 

764 

393 

447 

566 

429, 

89 

244 

49 

254 

67 

174 

655 

760 

350 

24B 

374 

210 

266 

600 

ff « » 

261 

68 

161 

776 

680 

358 

273 

596 

128 

176 

385 


109 

58 

102 

372 

349 

201 

144 

358 

39 

50 

123 

• « • 

62 

7 

42 

170 

154 

80 

62 

143 

26 

36 

77 

« * f 

57 

3 

17 

176 

165 

53 

55 

85 

15 

4 

15 

• 99 

33 

■ 1 * 

• . . 

58 

12 

24 

12 

10 

1 291 

510 

1 034 

1 ou 

629 

758 

563 

2 149 

1 827 

975 

923 

1 451 

282 

32 

121 


321 

32 

102 

260 

292 

252 

131 

131 

631 

133 

390 

« • » 

275 

271 

282 

689 

897 

488 

524 

463 

270 

200 

297 

* • • 

33 

247 

151 

594 

406 

141 

164 

437 

aa 

104 

144 

32 

. . 1 

132 

20 

249 

156 

57 

76 

240 

12 

17 

35 

170 

. « . 

44 

e 

91 

48 

20 

16 

78 

a 

24 

47 

aoi 

• . • 

32 

. • « 

46 

28 

17 

12 

102 

7 700 

12 500 

10 100 

31 400 

5 000- 

11 300 

8 400 

9 500 

8 300 

6 700 

8 200 

11 500 

210 

266 

600 

• 9 % 

261 

68 

161 

776 

680 

358 

273 

596 

. . . 

... 

20 

• 99 

12 

... 

... 

... 

... 

4 

... 

... 

15 

... 

32 

9 9 9 

66 

. • . 

4 

75 

08 

40 

17 

23 

66 

40 

156 

9 9 9 

94 

4 

37 

296 

219 

137 

28 

86 

48 

71 

211 

9 9 9 

65 

23 

57 

230 

220 

113 

104 

204 

20 

59 

102 

• • • 

4 

18 

29 

66 

76 

39 

57 

126 

20 

44 

50 

9 9 9 

... 

4 

17 

32 

13 

3 

16 

85 

8 

12 

B 

9 9 9 

• . • 

4 

5 

• • • 

« * * 

. ■ * 

16 

51 

33 

40 

21 

9 9 9 

20 

15 

12 

77 

64 

22 

35 

21 


80 

67 

9 9 9 

49 

. . • 

• • • 

59 

60 

59 

72 

77 

177 

226 

579 

9 9 9 

241 

53 

149 

699 

616 

336 

238 

575 


60 

55 

... 

31 

... 

.. . 

44 

41 

1 ” 

53 

62 


ALL HOUSING UNITS. . . . 

YEAR STRUCTURE BUILT 

1955 TO MARCH i960 

1950 TO 1954 

1940 TO 1949 ... 

1939 OR EARLIER 

HEATING EQUIPMENT 

steam or hot WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER means WITH FLUE 

other means without FLUF . . . 

NONE ..... 


population 

population in housing units? 1960. . . . 

PER OCCUPIED UNIT 

OWNER 

RENTER 

ALL OCCUPIED UNITS 

PERSONS 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS. .... 

7 PERSONS 

a PERSONS OR more. . . 

MEDIAN! 

ALL OCCUPIED 

OWNER 

RENTER 

PERSONS PER ROOM 

1.00 OR LESS 

1.01 OR MORE 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 .... 

1939 OR earlier 

RENTER OCCUPIED 

195B TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

VALUE 

OWNER OCCUPIED 

LESS THAN . 

S5i000 TO $9t900 

SlOrOOO TO Sl4t900 

S 15 ? 000 TO *19? 900 . . . . . . 

*20? 000 TO *24? 900 

$25?000 OR MORE. 

MEDIAN DOLLARS 

GROSS RENT 

RENTER OCCUPIED. 

LESS THAN . 

*20 TO *39 

*40 TO *59 ............... 

*60 TO *79 

*S0 TO *99 * 

*100 TO *119 

*120 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS 

CONTRACT RENT 

RENTER OCCUPIED. .......... 

MEDIAN DOLLARS 
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State and Small Areas 


Table 26 . — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (— ) after number indicates median above or below that number] 


Year Scruccurc Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gro.ss Reut 
Contract Rent 


SUBJECT 

MARYS- 

VILLE 

MASON 

MICHIGAN 

CENTER 

(U> 

MILAN 

MILFORD 

MOUNT 

MORRIS 

MUNISING 

NEGAUNEE 

NEW 

BALTI- 

MORE 

r~ 

NEWBERRY 

NORTH 

MUSKEGON 

NORTH- 

VILLE 

ALL HOUSING UNITS 

1 181 

1 402 

1 459 

1 163 

1 266 

978 

1 303 

2 013 

1 095 

B3B 

1 174 

1 384 

YEAR STRUCTURE BUILT 













1955 TO MARCH i960 

247 

260 

177 

212 

596 

124 

SI 

81 

217 

52 

221 

229 

1950 TO 1954 . 

261 

110 

214 

88 

85 

122 

61 

Hi 

181 

40 

182 

68 

1940 TO 1949 

236 

143 

307 

123 

07 

140 

133 

87 

178 

70 

291 

103 

1939 OR EARLIER 

437 

8S9 

761 

740 

498 

592 

1 058 

1 734 

519 

676 

480 

1 946 

HEATING EQUIPMENT 












! 

steam or hot water . . 

153 

125 

74 

132 

200 

56 

329 

604 

122 

126 

165 

1 270 

WARM AIR FURNACE 

S79 

892 

947 

821 

955 

618 

585 

772 

516 

197 

846 

981 

BUILT-IN ROOM UNITS 

58 

127 

83 

35 

30 

166 

32 

5 

171 

184 

48 

33 

OTHER means WITH FLUE 

79 

206 

351 

163 

76 

134 

357 

626 

273 

305 

U5 

44 

OTHER MEANS WITHOUT FlUE 

12 

52 

4 

12 

5 

4 

... 

■ • . 

9 

a . . 


18 

NONE 

... 

... 

... 

. . . 

... 

... 

... 

6 

4 

26 

. . . 

i , . 

POPULATION 













POPULATION IN housing UNITS« i960 

4 052 

4 382 

4 611 

3 611 

4 308 

3 459 

4 168 

6 089 

3 139 

2 585 

3 796 

3 857 

PER OCCUPIED UNIT 

3.7 

3.3 

3.3 

3.3 

3.7 

3.8 

3.5 

3,1 

3.5 

3.4 

3.4 

3.0 

OWNER 

3.7 

3.5 

3.3 

3.4' 

3.8 

3.9 

3,7 

3,1 

3.5 

3.5 

3.4 

3,2 

RENTER 

3.5 

2.9 

3.2 

3.1 

3.2 

3.2 

3.0 

3,2 

3.3 

3.2 

3.0 

2.6 

1 

ALL OCCUPIED UNIT.S j 

1 100 

1 311 

1 383 

1 102, 

1 161 

918 

1 195 

1 942 

! 

1 

! 906 

755 

1 129 

1 266 

PERSONS i 













1 PERSON , 

65 

175 

136 

131 

113 

78 

166 

294 

94 

97 

98 

192 

2 PERSONS ' 

264 

356 

404 

315 

240 

226 

2B6 

583 

259 

210 

350 

387 

3 PERSONS 

213 

224 

277 

218 

202 

152 

189 

347 

179 

131 

186 

252 

4 PERSONS 

233 

249 

249 

ia5| 

243 

155 

213 

326 

131 

122 

229 

204 

5 PERSONS ' 

167 

144 

163 

149' 

205 

153 

134 

202 

118 

90 

142 

127 

6 PERSONS 1 

97 

96 

90 

57 1 

78 

74 

89 

104 

56 

60 

81 

67 

7 PERSONS 1 

36 

35 

39 

23 1 

40 

39 

49 

54 

40 

16 

26 

27 

8 PERSONS OR MORE 

25 

32 

25 

2? 

40 

41 

49 

32 

29 

29 

17 

10 

median: I 




1 









ALL OCCUPIED j 

3.5 

3.1 

3.0 

3,0| 

3.6 

3.5 

3.2 

2.8 

3.1 

3.0 

3.1 

2.7 

OWNER. . . 

3.6 

3.3 

3.2 

3.0, 

3.7 

3.5 

3.5 

2.6 

3.3 

3.0 

3.2 

3.1 

RENTER . . ' 

... 

2.6 

... 

2.9 

2.8 

... 

2.6 

3.1 

2.9 

• • • 

, . , 

2.2 

PERSONS PER ROOM ' 




1 









1.00 OR LESS 

979 

1 210 

1 239 

1 009 

1 045 

ao4 

1 059 

i 797 

819 

670 

1 075 

1 204 

1.01 OR MORE 

121 

101 

144 

93 

116 

114 

136 

145 

07 

85 

54 

62 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

1 ooa 

1 018 

1 239 

784 

960 

755 

777 

1 168 

692 

575 

1 027 

890 

1958 TO MARCH I960 

181 

295 

207 

130 

415 

113 

79 

85 

165 

72 

170 

211 

1954 TO 1957 

294 

237 

319 

242 

214 

217 

144 

199 

209 

1 10 

295 

187 

1940 TO 1953 

422 

307 

569 

274 

222 

309 

331 

420 

261 

186 

438 

299 

1939 OR EARLIER. . 

111 

179 

144 

138 

109 

116 

223 

464 

57 

207 

124 

193 

RENTER OCCUPIED 

92 

293 

144 

318 

201 

163 

416 

774 

214 

ISO 

102 

340 

1958 TO MARCH 1960 

65 

194 

92 

138 

133 

116 

213 

358 

164 

96 

73 

214 

1954 TO 1957 .... 

23 

45 

33 

65 

43 

20 

107 

200 

30 

51 

21 

73 

1940 TO 1953 

4 

50 

12 

98 

25 

11 

86 

180 

12 

25 

B 

45 

1939 OR EARLIER 

... 

4 

7 

17 

... 

16 

L2 

36 

8 

8 

... 

B 

VALUE 













OWNER OCCUPIED 

984 

954 

1 198 

736 

943 

' 723 

662 

938 

651 

514 

1 008 

840 

LESS THAN $5»000 

32 

74 

131 

23 

16 

44 

76 

121 

9 

90 

12 

9 

$5f000 TO $9t900 

257 

271 

558 

189 

112 

, 373 

316 

344 

136 

230 

125 

134 

SlOtOOO TO Si4i900 

347 

386 

335 

363 

485 

234 

174 

293 

283 

129 

221 

303 

SlSiOOO TO S 19 >900 ..... 

253 

162 

128 

92 

265 

1 44 

52 

134 

149 

40 

237 

269 

S20t000 TO $24 1900 . 

42 

36 

33 

35 

41 

1 26 

32 

33 

34 

9 

149 

73 

$25 f 000 OR MORE 

53 

25 

13 

34 

24 


12 

13 

40 

16 

264 

52 

MEDIAN DOLLARS . 

13 000 

11 400 

9 100 

12 100 

14 000 

' 9 500 

8 600 

10 O00| 

12 800 

8 700 

17 400 

14 500 

GROSS RENT 








i 





RENTER OCCUPIED 

92 

293 

144 

318 

201 

163 

418 

7741 

214 

180 

102 

340 

LESS THAN 

... 

4 

. . . 

... 




7 


4 

. • • 

■ • . 

$20 TO $39 

a . . 

18 

10 

4 

6 

*8 

66 

62 

3 

17 

... 

8 

$40 TO $59 

15 

59 

9 

90 

IB 

16 

140 

260 

12 

36 

16 

48 

$60 TO $79 

23 

90 

30 

64 

43 

16 

127 

239 

37 

54 

36 

90 

$B0 TO $99 

36 

33 

37 

99 

58 

48 

33 

86 

91 

28 

21 

96 

$100 TO , 

* . . 

53 

38 

38 

42 

35 

8 

a 

33 

17 

4 

58 

$120 OR MORE 

14 


. . . 

9 

31 

20 

12 

23 

26 


21 

20 

NO CASH RENT 

4 

21 

20 

14 

3 

20 

32 

69, 

12 

24 

4 

20 

median DOLLARS . 

. . . 

69 


78 



58 

60 

90 

... 

... 

83 

CONTRACT RENT 













RENTER OCCUPIED 

88 

272 

124 

304 

198 

143 

386 

705, 

202 

156 

98 

320 

median dollars . 

. . . 

58 

... 

57 

... 


40 

37 1 

72 

... 

... 

69 


Michigan 
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Table 26. — Occupancy and Financial Chahacteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 In[iabitants: I960— Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus ( — ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipnicnc 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


ALL HOUSINfa UNITS. 


YEAR structure built 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 OR EARLIER. . 


ORWAY NOVI OTSEGO PAW PAW PAW PAW PETOSKEY PLAIN- PLEASANT PLYMOUTH PORTLAND RICHMOND RIVER- 

LAKE (U> WELL RIDGE VIEW 

1 107 1 940 1 354 1 028 1 747 2 158 993 1 2l0 2 881 1 027 62l 1 772 


72 399 

72 402 

161 409 

905 1 671 


heating equipment 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


86 

239 

104 

177 

69 

679 

981 

923 

704 

518 

... 

95 

38 

37 

219 

323 

612 

289 

102 

812 

... 

13 

... 

5 

50 

19 

. . . 

... 

3 

79 


325 37B 

B66 2 287 

7 102 

8 105 

4 9 


180 60 

418 1 511 

56 83 

155 118 

12 


population in HOUSING UNITS 
PER OCCUPIED UNIT. . . . 

OWNER 

RENTER 



ALL OCCUPIED UNITS 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS. . . . . 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIAN! 

ALL OCCUPIED . . 

OWNER. . . . . 

renter . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR earlier. . . 


OWNER OCCUPIED 

LESS THAN SSiOOO 

$5i000 TO S9 1900 

iiOiOOO TO $14«900 

SlStOOO TO S19f900 

S20t000 TO S24i900 

£25 » 000 OR MORE 

MEDIAN DOLLARS 


RENTER OCCUPIED 

LESS THAN 

$20 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS 


807 

177 

201 

203 

*13 

6 

4 

. . • 

52 

45 

28 

17 

159 

68 

57 

44 

203 

20 

54 

45 

189 

9 

30 

50 

157 

• . t 

8 

34 

34 

9 

20 

13 

95 

• . . 

• . . 

. . . 


CONTRACT RENT 


RENTER OCCUPIED 

MEDIAN ... DOLLARS 
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State and Small Areas 


Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data baaed on sample; median not shown where base is insufficient; see text. "U" denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rcot 
Contract Rent 


SUBJECT 

ROCHES- 

TER 

ROGERS 

CITY 

ROMEO 

ROOSE- 

VELT 

PARK 

ST CLAIR 

ST 

IQNACE 

ST JOHNS 

ST LOUIS 

1 

SOUTH 

HAVEN 

SOUTH 

MONROE 

(U) 

SPARTA 

SPRING- 

FIELD 

ALL HOUSING UNITS . . . . 

1 796 

i 313 

1 046 

712 

1 531 

1 226 

1 026 

1 195 

3 044 

850 

072 

1 359 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 

311 

151 

54 

263 

89 

155 

164 

92 

135 

50 

87 

319 

1950 TO 1954 . • , . . 

170 

83 

93 

84 

114 

151 

116 

59 

145 

165 

81 

238 

1940 TO 1949 

155 

227 

93 

240 

165 

336 

143 

115 

269 

24B 

96 

275 

1939 OR EARLIER 

1 160 

052 

806 

125 

1 163 

586 

1 403 

929 

2 495 

387 

606 

527 

HEATING EQUIPMENT 













STEAM OR MOT WATER 

444 

171 

146 

34 

394 

150 

305 

99 

339 

62 

54 

43 

WARM AIR FURNACE 

1 094 

993 

616 

629 

834 

386 

1 148 

615 

1 675 

600 

615 

860 

BUILT-IN ROOM UNITS 

95 

12 

28 

28 

103 

81 

111 

136 

109 

41 

65 

162 

OTHER MEANS WITH FLUE 

150 

137 

239 

21 

184 

568 

255 

331 

648 

139 

138 

294 

OTHER MEANS WITHOUT FLUE 

4 

. • • 

17 

. . t 

16 

43 

7 

14 

100 

8 

. . . 

. ■ . 

NONE 

9 

. . . 

* . . 

* • • 

• . . 

• . . 

... 

... 

173 

. . . 

. • • 

. . , 

POPULATION 







s======:j 






POPULATION IN HOUSING UNITS* I960 

5 413 

4 483 

3 217 

2 578 

4 531 

3 273 

5 555 

3 755 

6 114 

2 822 

2 730 

4 469 

PER OCCUPIED UNIT. • 

3.2 

3.6 

3.3 

3.7 

3.3 

3.6 

3.2 

3.4 

3.1 

3,4 

3.3 

3.5 

OWNER 

3.3 

3.7 

3.4 

3.8 

3.4 

3.7 

3.4 

3.4 

3.2 

3.4 

3.4 

3.5 

RENTER 

2.B 

3.2 


. . . 

2.9 

3.1 

2.8 

3.3 

2.9 

3.6 

2.9 

3.4 

ALL OCCUPIED UNITS 

1 709 

1 250 

i 

972 

689 

1 300 

921 

1 713 

1 110 

1 996 

826 

830 

1 291 

PERSONS 













1 PERSON 

255 

151 

163 

35 

197' 

131 

263 

154 

390 

71 

114 

112 

2 PERSONS . 

481 

305 

253 

145 

439, 

236 

474 

292 

508 

253 

230 

326 

3 PERSONS 

320 

211 

162 

124 

i9l' 

147 

289 

196 

313 

148 

131 

255 

4 PERSONS* • • 

303 

202 

151 

180 

2lOi 

145 

306 

170 

308 

151 

162 

274 

5 PERSONS 

194 

174 

115 

124 

165 

98 

183 

144 

185 

100, 

99 

184 

6 PERSONS 

93 

112 

60 

48 

90 i 

78 

116 

89 

117 

52 1 

59 

09 

7 PERSONS 

35 

50 

38 

23 

55 

45 

49 

39 

54 

32, 

23 

32 

B PERSONS OR MORE 

28 

45 

30 

10 

33 

41 

33 

26 

41 

I 9 I 

12 

19 

MEDIANI 













ALL OCCUPIED 

2.9 

3.3 

2.9 

3.7 

2.B 

3.1 

2.9 

3.1 

2.6 

3.1 

3,0 

3,3 

OWNER 

2.9 

3.3 

3.1 

3.4 

2.9 

3.2 

2.9 

3.2 

2.6 

3.2| 

3.4 

3.2 

RENTER 

2.4 

2.9 

3.0 


2.5 

3.0 

2.7 

3.7 

2.2 


• * * 

3,4 

PERSONS PER ROOM 













1.00 OR LESS 

1 618 

1 102 

903 

625 

1 297 

785 

1 633 

1 007 

1 852 

730' 

789 

1 116 

1.01 OR MORE 

91 

148 

69 

64 

83 

136 

80 

103 

144 

96, 

41 

175 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

1 244 

981 

677 

653 

1 074 

643 

1 351 

804 

1 317 

646 

675 

1 040 

195B TO MARCH I960 

213 

127 

105 

204 

145 

114 

204 

116 

180 

46' 

91 

342 

1954 TO 1957 

253 

213 

148 

213 

235 

131 

338 

200 

336 

107, 

153 

228 

1940 TO 1953 . 

496 

401 

260 

207 

423 

236 

540 

349 

461 

396 

262 

350 

1939 OR EARLIER 

262 

240 

164 

29 

271 

162 

269 

139 

340 

97 

149 

120 

RENTER OCCUR 

465 

269 

295 

36 

306 

27 B 

362 

306 

679 

180 

155 

251 

1956 TO MARCH 1960 

282 

180 

165 

32 

187 

182 

217 

231 

428 

96 

82 

166 

1954 TO 1957 

83 

64 

69 

4 

62 

40 

80 

37 

117 

43 

40 

51 

1940 TO 1953 

82 

2l 

37 

• . . 

30 

36 

57 

38 

118 

32, 

33 

34 

1939 OR EARLIER 

16 

4 

24 

. . . 

19 

20 

B 

... 

16 

9 

... 

, . * 

VALUE 













OWNER OCCUPIED 

1 198 

896 

621 

629 

1 041 

518 

1 255 

724 

1 145 

625' 

637 

922 

LESS THAN SSiOOO 

44 

47 

32 

. • ■ 

90 

58 

69 

165 

04 

72 1 

64 

69 

SBiOOO TO S9i900 . . 

247 

292 

177 

40 

406 

212 

526 

331 

419 

167 

287 

350 

SlOiOOO TO S14t900 

422 

355 

288 

313 

317 

136 

408 

172 

411 

1851 

177 

354 

SlStOOO TO S19t900 . 

377 

135 

60 

212 

115 

03 

174 

39 

123 

il7| 

81 

125 

saOiOOO TO S24t900 . 

68 

51 

40 

60 

41 

20 

58 

9 

48 

44 1 

8 

16 

S25f000 OR MORE. ... 

40 

16 

24 

4 

72 

9 

20 

8 

60 

40 ! 

20 

8 

MEDIAN dollars . 

13 500 

11 200 

11 500 

14 200 

10 300 

9 700 

10 300 

7 900 

10 700 

11 900 

9 500 

10 400 

GROSS RENT 













RENTER OCCUPIED . 

465 

269 

295 

36 

306 

278 

362 

306 

679 

180 

155 

251 

LESS THAN 

... 






4 



• . . 

• . . 

8 

$20 TO $39 

4 

9 

B 

12 

8 

32 

22 

10 

28 

13 

14 

4 

$40 TO $59 

43 

62 

28 

4 

22 

64 

93 

72 

211 

26 

5 

72 

$60 TO $79 

112 

111 

109 

4 

135 

59 

112 

95 

245 

44 

45 

60 

$80 TO $99 

141 

62 

85 

4 

55 

64 

72 

77 

93 

64 

53 

67 

$100 TO $119 

73 

4 

20 

4 

24 

19 

16 

16 

57 

13 

23 

20 

$120 OR MORE ...... 

62 

4 

4 

4 

28 


13 

6 

4 

8 

5 

. . . 

NO CASH RENT • 

30 

17 

41 

4 

34 

40 

• 30 

30 

41 

12 

10 

* . * 

MEDIAN DOLLARS • 

89 

68 

76 

... 

76 

67 

69 

69 

65 

... 

• • • 

67 

CONTRACT RENT 













RENTER OCCUPIED 

435 

252 

254 

32 

272 

238 

332 

276 

638 

168 

145 

251 

MEDIAN DOLLARS . 

71 

51 

55 


• 59 

45 

57 

56 

50 

... 

... 

49 


Michigan 
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Table 26 . — Occupancy and Financial Characteristics, Year Built, and Heating Equu^ment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-j-) o** 
minus ( — ) after number indicates median above or below that number] 


Ycjc vStructurc Ihiilt 
Hcatin,u F.cjuipmcnt 
Population 
PcrstMis 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS. ... 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1939 OR EARLIER 


heating EQUIPMENT 

steam or hot VkATER 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS 

OTHER means WITH FLUE. . . . 
OTHER means WITHOUT FlUE . . 
NONE 


POPULATION 

POPULATION IN HOUSING UNITSf 1960 

PER OCCUPIED UNIT 

OWNER. 

RENTER . 


ALL OCCUPIED UNITS ........ 

PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. • • * 

6 PERSONS. . . . 

7 PERSONS. . . . 

B PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 ......... 

1940 TO 1953 

1939 OR earlier. ....... 

RENTER OCCUPIED 

1958 TO MARCH i960 

1954 TO 1957 

1940 TO 1953 

1939 OR earlier 


VALUE 


OWNER OCCUPIED 

LESS THAN S5 * 000 

SSiOOO TO £9i900 ............ 

SlOtOOO TO S14f900 

$15»000 TO $19»900 . 

S20t000 TO S24f900 

$25t000 or more 

MEDIAN DOLLARS 


GROSS RENT 

RENTER OCCUPIED 

LESS than 

$20 TO 

$40 TO 

$60 TO $79 

$80 TO $99 ........ 

$100 TO $119 ... 

$120 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN ...... . 


SPRING- 

FIELD 

PLACE 

(U) 

STURGIS 

SWARTZ 

CREEK 

TECUMSEH 

THREE 

RIVERS 

VAS5AR 

WAKE- 

FIELD 

WALLED 

LAKE 

WHITE- 

HALL 

VVH 1 TL 
LAKC- 
StVCN 
HAHUCJRS 

WOLF 
LAKE (U) 

ZEELAND 

1 542 

3 106 

861 

2 103 

2 457 

858 

1 041 

1 041 

094 

1 393 

706 

1 234 

172 

216 

713 

441 

39 

1 418 
49 
28 
e 

334 
298 
264 
2 210 

386 
2 377 
130 
205 

a 

— 

380 

63 

UO 

308 

60 

722 

13 

58 

e 

396 

357 

357 

993 

121 

1 546 
107 
325 
4 

145 

76 

137 

2 099 

318 

1 759 
56 
266 
38 

53 

48 

78 

679 

153 

333 

87 

285 

41 

41 

113 

846 

132 

560 

23 

230 

08 

2B3 

238 

188 

332 

101 

557 

142 

215 

4 

22 

160 

86 

114 

532 

131 

49a 

37 

213 

3 

12 

213 

205 

348 

627 

66 

541 

146 

618 

*22 

119 

126 

213 

248 

25 
24 8 
73 
351 

5 

4 

44 

40 

150 

992 

Uti 

9BV 

0 

101 

0 

5 107 

B 855 

3 001 

7 010 

7 075 

2 639 

3 099 

3 537 

2 590 

2 748 

2 517 

3 656 

3.4 

3. 1 

3.8 

3.5 

3.0 

3.3 

3.3 

3.8 

3.3 

3.6 

4.0 

3^1 

3.4 

3. 1 

3.8 

3.6 

3. 1 

3.3 

3.2 

4,0 

3.4 

3.6 

4.0 

3.2 

3.1 

2.9 

3.6 

3.2 

2.8 

3.4 

3.4 

3,4 

3.0 

3.6 

4.0 

2*6 

1 507 

2 887 

793 

1 999 

2 322 

788 

949 

919 

775 

761 

624 

1 170 

110 

454 

42 

205 

399 

103 

149 

55 

90 

53 

39 

192 

422 

857 

182 

490 

709 

224 

262 

197 

205 

225 

123 

360 

296 

545 

140 

330 

399 

133 

157 

163 

137 

134 

IQB 

1 BB 

346 

502 

1B2 

432 

369 

142 

133 

196 

166 

126 

131 

199 

206 

298 

132 

275 

246 

88 

119 

ISl 

98 

105 

86 

121 

74 

120 

65 

166 

122 

37 

58 

96 

42 

56 

63 

7l 

35 

75 

29 

57 

44 

16 

27 

33 

21 

29 

39 

20 

16 

36 

21 

36 

34 

25 

24 

28 

14 

31 

33 

19 

3.2 

2.7 

3.7 

3.4 

2.6 

3.0 

2,9 

3.7 

3.2 

3.3 

3.6 

2.7 

3.3 

2.7 

4.0 

3.4 

2.9 

3.4 

3,1 

3,7 

3.6 

3.1 

3.6 

2.9 


2.7 

« « . 

3.0 

2.3 


... 

3.2 




2*2 

1 386 

' 2 742 

715 

1 840 

2 238 

729 

863 

773 

727 

664 

490 

1 141 

121 

1 145 

78 

159 

84 

59 

66 

146 

48 

97 

134 

37 

1 374 

2 127 

696 

1 590 

1 759 

1 

592 

703 

713 

631 

656 

548 

935 

268 

381 

242 

372 

2B2 

92 

70 

174 

98 

117 

102 

U2 

403 

593 

174 

405 

393i 

101 

12?! 

263 

194 

234 

148 

120 

627 

723 

201 

657 

702 

272 

291 

223 

211 

277 

251 

395 

76 

430 

79 

156 

382 

127 

293 

53 

120 

26 

47 

300 

133 

760 

97 

409 

563 

196 

166 

206 

1441 

105 

76 

243 

110 

448 

63 

264 

324 

loa 

80 

139 

98 

77 

46 

147 

15 

184 

26 

65 

112 

52 

46 

60 

24 

25 

15 

56 

4 

84 

5 

60 

101 

28 

34 

7 

22 

3 

7 

32 

4 

44 

3 

. • . 

26 

8 

4 


... 


8 

B 

1 366 

2 041 

680 

1 476 

1 679 

568 

739 

688 

598 

628 

340 

855 

17 

109 

13 

32 

152 

82 

240 

16 

24 

36 

96 

37 

310 

803 

112 

300 

936 

265 

334 

249 

184 

206 

318 

369 

747 

649 

305 

630 

422 

141 

121 

253 

209 

246 

95 

305 

212 

275 

189 

260 

94 

64 

2B 

130 

116 

92 

21 

92 

60 

100 

41 

93 

36 

12 

4 

24 

29 

IS 

4 

28 

20 

105 

20 

81 

39 

4 

12 

8 

36 

33 

4 

24 

12 300 

10 600 

14 000 

12 200 

8 900 

6 600 

6 700 

11 500 

a 800 

a 000 

7 500 

10 300 

133' 

760 

97 

409 

563 

196 

166 

206 

144 

105 

76 

243 

* • * 

... 

■ * • 

* • . 

... 

4 

• « * 

• . * 

• • • 

. « * 

« • . 

* » • 

. • . 

35 

... 

B 

51 

4 

4 

. • « 

7 

4 

• . * 

24 

8 

128 

7 

50 

111 

28 

68 

14 

15 

9 

6 

104 

15 

273 

38 

169 

195 

88 

58 

29 

50 

16 

43 

52 

44 

182 

6 

79 

ill 

40 

22 

92 

26 

44 

4 

28 

40 

79 

10 

47 

52 

12 

• . . 

39 

20 

20 

... 

« . • 

22 

29 

15 

24 

22 

a 

• . t 

15 

7 

10 

... 

3 

4 

34 

19 

32 

21 

12 

14 

17 

19 

* « * 

23 

32 


74 

. • 1 

76 

70 

. • • 

» . * 

... 

• • ♦ 

» • » 

* • « 

55 

129 

726 

78 

377 

542 

184 

152 

189 

125 

105 

S3 

211 

.. . 

58 

... 

61 

57 

... 

... 

... 

... 

* * * 


44 


DOLLARS 


211 

44 



24-102 


State and Small Areas 


Table 27 . — Selected Characteristics or Housing Units, for Places of 
rSome data based on sample; average not shown where base is insufficient; see text. 


1,000 TO 2,500 Inhabitants: 1960 

“U*' denotes an unincorporated place] 


PUACE 


ALMONT 

ANCHOR BAY GARDENS <U) . 

ARMADA 

AUBURN 

BANGOR ... 

bayport park-lakeside 


BEECHWOOO (U) 

BELLEVILLE 

BELLEVILLE NORTH (U) . 
BELLEVUE . 

BERRIEN SPRINGS. . . . 
BLOOMFIELD HILLS • . « 

BRECKENRIDGE 

BRIDGEPORT (U) • * . . 
BRIDGMAN 

BRIGHTON ....... 

BRONSON 

BUNNY RUN (UJ. . . . . 

CALUMET 

CAPAC 

CARLETON 

CARSON CITY 

CASPIAN. ....... 

CASS CITY 

CASSOPOLIS 

CEDAR SPRINGS 

Clair haven (u). . . . 

CLARE 

CLINTON 

CLIO 

COLEMAN 

COLOMA 

COLON 

CONSTANTINE. ..... 

COOPERSVILLE 

CROSWELL 

crystal falls 

DECATUR 

DETROIT BEACH (U). . . 
DE 

DEXTER 

DUNDEE • 

EAST JORDAN 

EAST KINGSFORD |U) . . 

EAST rA*AS 

EDHORE 

ELK RAPIDS 

ELKTON 

EUCLID CENTER <U). . . 
EVART 

FOWLERVILLE 



FRANKFORT. ...... 

FRANKLIN . . 

FRUITPORT. ...... 

GALESBURG. ...... 

GIBRALTAR. ...... 

GLADWIN, . . 

grand BLANC. ..... 
GRASS LAKE 

GRAYLING 

GROS5E POINTE SHORES . 

GWINN 

HARBOR BEACH 

HARBOR SPRINGS .... 

HARRISON 

HART 

HARTFORD . 

homer 

HOUGHTON LAKE HEIGHTS 
(U) 

HOWARD CITY 

HUBBELL 

IMLAY CITY 

JONESVILLE 

KALKASKA 

LAINGSBURG 

LAKE LINDEN 

LAKE MICHIGAN BEACH (U 

LAKE ODESSA 

LAKE ORION HEIGHTS (U) 

LAKEVIEW 

LAKEWOOD (U) 

LAMBERTVILLE (U> . . . 

L ANSE 

LAWTON . 

LESLIE . . 

LINDEN ........ 

MANCELONA 


all HOUSING UNITS BY CONDITION AND PLUMBING 



SOUND 1 

DETERIORATING 

DILAP- 

IDATED 


TOTAL 

TOTAL 

WITH 

ALL 

LUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 

ING 

SOME 

DR ALL 
FA- 
CILI- 
TIES 

TOTAL 

WITH 

ALL 

plumb- 

ing 

FA- 

CILI- 

TIES 

LACK- 

ING 

SOME 

DR ALL 
FA- 
CILI- 
TIES 

POPU- 

.ATION 

IN 

HOUSING 

UNITS 

434 

307 

296 

11 

111 

98 

13 

16 

1 279 

774 

584 

480 

104 

120 

82 

38 

70 

1 830 

366 

404 

741 

361 

393 

449 

337 

370 

431 

24 

23 

18 

5 

10 

155 

3 

5 

122 

2 

5 

33 

1 

137 

1 497 

2 076 

760 

649 

613 

36 

100 

71 

29 

11 

1 569 

686 

639 

251 

421 

623 

585 

250 

326 

607 

576 

249 

300 

16 

9 

1 

26 

38 

51 

1 

92 

33 

47 

1 

68 

5 

4 

24 

25 

3 

3 

2 323 

1 902 

1 128 
i 268 

655 

559 

531 

28 

71 

62 

9 

25 

1 931 

715 

678 

678 

t * * 

29 

29 

36 

8 

2 196 

395 

281 

270 

11 

109 

73 

5 

X 131 

420 

367 

358 

9 

38 

29 

9 

15 

1 326 

520 

767 

509 

585 

500 

568 

9 

17 

9 

160 

1 

134 

8 

26 

2 

22 

1 443 

2 270 

83? 

749 

705 

44 

73 

63 

10 

15 

2 267 

462 

415 

366 

49 

39 

25 

14 

a 

1 058 

463 

276 

248 

28 

165 

121 

44 

22 

1 111 

436 

397 

353 

44 

30 

13 

17 

9 

1 235 

372 

261 

248 

13 

87 

56 

31 

24 

1 379 

40B 

298 

aao 

18 

B4 

76 

8 

26 

1 196 

502 

474 

370 

104 

19 

1 

18 

9 

1 484 

672 

630 

583 

47 

40 

27 

13 

2 

1 918 

713 

483 

443 

40 

lea 

152 

36 

42 

1 996 

586 

327 

310 

17 

189 

150 

39 

70 

1 768 

526 

4B2 

452 

30 

22 

11 

11 

22 

1 365 

899 

775 

730 

45 

101 

71 

30 

23 

2 442 

504 

486 

460 

26 

16 

10 

6 

2 

1 481 

707 

639 

604 

35 

60 

41 

19 

8 

2 212 

399 

271 

240 

31 

111 

68 

43 

17 

1 264 

487 

338 

332 

6 

109 

101 

a 

40 

1 473 

458 

3B9 

358 

31 

62 

30 

32 

7 

1 055 

608 

482 

437 

45 

87 

65 

22 

39 

1 710 

501 

444 

441 

3 

50 

42 

B 

7 

1 564 

678 

590 

524 

66 

71 

37 

34 

17 

1 817 

842 

679 

630 

49 

96 

41 

55 

67 

2 195 

630 

525 

474 

51 

79 

51 

26 

26 

1 824 

681 

444 

398 

46 

161 

102 

59 

76 

1 571 

345 

336 

315 

21 

a 

4 

4 

1 

1 232 

532 

475 

46B 

7 

42 

39 

3 

15 

1 702 

803 

767 

702 

65 

28 

14' 

14 

a 

2 360 

726 

477 

418 

59 

196 

111 

85 

53 

1 919 

363 

204 

193 

11 

121 

73 

48 

38 

1 063 

i 028 

892 

784 

108 

108 

64 

44 

28 

2 457 

4l8j 

223 

220 

3 

148 

117 

31 

47 

1 214 

528, 

342 

289 

53 

174 

131 

43 

12 

1 004 

305 

193 

191 

2 

102 

92 

10 

10 

993 

62S 

531 

517 

14 

66 

45 

21 

31 

2 343 

628 

525 

464 

61 

96 

57 

39 

7 

1 759 

562 

436 

402 

34 

91 

52 

39 

35 

1 662 

522 

489 

479 

10 

25 

22 

3 

a 

1 728 

631 

483 

469 

14 

131 

109 

22 

17 

1 690 

655 

649 

64B 

1 

5 

5 

• * • 

1 

2 262 

306 

264 

254 

10 

37 

33 

4 

5 

1 037 

458 

289 

281 

6 

108 

95 

13 

61 

1 367 

743 

676 

666 

10 

37 

31 

6 

30 

2 196 

737 

525 

486 

39 

182 

122 

60 

30 

2 219 

487 

477 

468 

9 

6 

6 

« • • 

4 

1 565 

318 

180 

175 

5 

105 

91 

14 

33 

1 037 

680 

560 

505 

55 

90 

44 

46 

30 

1 991 

702 

698 

693 

5 

3 

3 

. «. 

1 

2 291 

333 

191 

163 

28 

115 

77 

38 

27 

1 009 

795 

665 

639 

26 

119 

87 

32 

11 

2 266 

689 

536 

496 

40 

65 

61 

24 

68 

1 417 

696 

471 

362 

109 

213 

96 

117 

12 

1 066 

741 

558 

537 

21 

167 

115 

52 

16 

1 964 

803 

453 

406 

47 

259 

216 

43 

91 

2 300 

515 

481 

415 

66 

31 

16 

15 

3 

1 618 

802 

632 

487 

145 

' 166 

7B 

88 

4 

1 195 

370 

295 

246 

49 

• 72 

29 

' 43 

3 

1 004 

492 

340 

304 

36 

. 117 

69 

1 48 

35 

1 417 

666 

543 

519 

24 

121 

79 

' 42 

2 

1 959 

650 

341 

325 

16 

1 249 

187 

62 

60 

1 861 

605 

430 

373 

57 

’ 111 

4a 

1 63 

64 

1 311 

324 

200 

168 

32 

1 105 

1 59 

1 46 

1 19 

t 1 043 

460 

266 

263 


S 167 

151 

16 

, 27 

1 306 

641 

495 

423 

72 

’ 5C 

1 25 

i 25 

. 96 

i 1 092 

679 

360 

345 

15 

> 224 

i 196 

. 28 

l 95 

i 1 806 

746 

587 

636 

1 49 

> 111 

87 

- 

^ 46 

! 1 918 

400 

1 304 

286 

. 16 

i 79 

) 49 

) 30 

1 17 

i 126 

785 

1 508 

411 

\ 95 

) 25C 

) 129 

> 121 

27 

' i B15 

349 

i 317 

287 

' 3C 

) 25 

3 K 

) 13 

1 9 

1 1 168 

754 

637 

59C 

> 4' 

' 85 

) 57 

' 26 

1 32 

! 2 361 

485 

; 396 

i 356 

> 3£ 

3 6C 

) 3J 

1 29 

1 29 

» 1 389 

585 

. 505 

' 441 

6t 

i 65 

5 29 

) 3^ 

^ 17 

' 1 788 

387 

' 288 

1 261 

2i 

^ 6< 

i S: 

* 26 

1 17 

' 1 146 

418 

t 395 

i 341 

5i 

i 19 

) : 

1 

> 

^ 1 141 


OCCUPIED HOUSING UNITS 


OWNER OCCUPIED | 

RENTER 

OCCUPI 

EO 

1.01 

OR 

MORE 

PER- 

SONS 

PER 

ROOM 

A 

A 

occu- 

PIED 

ay 

NON- L 
WHITE 

VAIL- 

BLE 

ACANT 

ous- 

ING 

NITS 

TAL 

^VERAGE 

VALUE 

(DOL- 

LARS) 

WER- 

\ge 

HUM- 

BER 

OF 

=^OOMS 

TOTAL 

AVER- A 
AGE A 
GROSS ^ 
RENT E 
(DOL- 
LARS) F 

VER- 

GE 

UM- 

ER 

OF 

(OOMS 

291 

10 500 

6.1 

96 

... 

5.0 

26 

. . . 

23 

452 

15 000 

5.2 

115 

• • t 

4.3 

59 

• • • 

12 

269 

10 500 

6.5 

68 

. . * 

5.0 

14 

• * . 

i<; 

326 

11 000 

5.4 

56 

* . • 

4.6 

57 

* • . 


467 

10 000 

5.9 

202 

. . . 

4.6 

45 

7 

1 

401 

17 000 

5.7 

65 

* . • 

4.2 

45 

... 

r 

580 

11 500 

5.3 

79 

• . a 

4.9 

70 

1 

2, 

405 

15 000 

6.0 

201 

* • * 

4.3 

39 

• • * 

224 

12 500 

5.5 

16 

. . a 

... 

49 

... 


322 

9 000 

6.4 

71 

*.* 

5.4 

16 

2 

2 

442 

10 000 

5.7 

165 

• • * 

4.4 

44 

1 


450 

41 000 

9.4 

224 

... 

5.3 

6 

2 

2( 

279 

B 500 

5.9 

86 

... 

4.9 

22 

. * « 


343 

14 500 

5.3 

57 

* . * 

4.5 

32 

1 

i( 

369 

12 500 

5.5 

Bl 

< . . 

4.4 

29 

1 

2 

515 

13 000 

5.8 

175 

... 

4.8 

58 

. * • 

3 

547 

10 000 

6*1 

180 

« • i 

4.8 

41 

• * • 

6 

266 

9 SOO 

5.2 

35 

• . • 

... 

37 

... 


173 


6.8 

248 

53 

4.2 

16 

3 

2 

324 

9 000 

5.9 

94 

... 

4.9 

25 

* . • 


265 

10 000 

6.0 

80 

... 

4.7 

55 

... 

1 

295 

9 500 

6.3 

83 

t . * 

5.2 

20 

. * » 

1 

379 

8 500 

5.8 

96 

* . . 

4.7 

36 

, . . 


503 

11 500 

6.2 

138 

« • . 

4.3 

33 

♦ , . 

1 

492 

9 000 

6.1 

123 

• . . 

5.2 

56 

114 

2 

416 

9 OOO 

5.6 

128 

. . * 

4.7 

55 

* . a 

1 

373 

17 OOO 

5.5 

41 

« . • 

» . » 

28 

, * » 

1 

543 

11 500 

5.8 

268 

66 

4.5 

52 

1 

5 

357 

12 OOO 

6.3 

113 

• * • 

4.7 

20 

. . • 

1 

471 

11 500 

6.1 

163 

... 

4.4 

66 

1 

6 

322 

0 OOO 

5.6 

41 

• •• 

... 

37 

5 

1 

362 

12 OOO 

5.6 

89 

• • . 

4.8 

36 

1 


320 

9 OOO 

6. 1 

66 

i . * 

4.7 

14 

. * , 

] 

397 

8 500 

6.4 

160 

. . • 

5.0 

19 

3 

1 

382 

10 OOO 

6.0 

91 

. t * 

5.0 

33 

1 


457 

8 500 

6.2 

123 

... 

5.3 

30 

. • • 

3 

K 

627 

9 OOO 

5.9 

120 

• • * 

5.0 

25 

* . * 


464 

7 OOO 

6.2 

129 

. * . 

5.0 

40 

28 


322 

9 OOO 

5.4 

74 

■ • . 

4.7 

61 

. . • 

2 

285 

10 OOO 

5.9 

44 
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41 
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294 

12 OOO 

6.2 

209 1 

90 

4.4 

48 

... 

1 

532 

11 000 1 

6.0 

204 

... 

4.6 

42 

. . * 

4 

503 

6 500i 

5.9 

83 

• . « 

4.9 

48 

6 

2 

283 

6 500 

4.9 

45 

• • * 

... 

38 

. * . 


580 

12 500 

6.0 

184 

85 

4.9 

47 

. * . 


292 

9 500 

5.7 

87 

a . . 

4.6 

31 

1 


262 

8 500 

6.0 

55 

• . • 

5.2 

18 

3 

1 

221 

10 OOO 

6.1 

58 

• . . 

5.1 

31 

• * . 

5 

512 

8 OOO 

4.7 

98 


3.9 

157 

1 


419 

6 OOO 

6.0 

149 

• • . 

4.9 

43 

3 

1 

429 

10 OOO 

6.3 

104 

... 

4.0 

36 

2 

J 

418 

14 500 

6.2 

89 

• • . 

5.4 

27 

* . • 


363 

9 OOO 

6*2 

158 

■ • . 

4.9 

43 

1 


610 

34 OOO 

7.1 

19 

• • . 

* . • 

6 

1 


258 

12 500 

5.6 

28 

. * • 

. . • 

30 

. * . 


297 

at. 

6.1 

130 

• • * 

4.2 

35 

. , • 


546 

15 OOO 

5.4 

101 

. t « 

4.6 

63 

. • • 

1 

517 

9 500 

5.9 

149 

• . . 

4*6 

61 

. * . 


366 

16 OOO 

6.0 

84 

. • • 

5.1 

29 
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• . . 
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5.9 

118 
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72 

2 
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* * • 

1 

3 


215 
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80 
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4.3 
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. . • 


530 
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5.5 

56 

• * • 


390 
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5.1 

37 

39 
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Table 27. — -Sr.UiCTBD Characteristics or Housino Units, for Places of 1,000 to 2,500 Inhabitants; 1960 — Con. 
[Some data based on sample; average not shown where base is insufficient; see text, “U” denotes an unincorporated place] 


ALL HOUSING UNITS BY CONDITION AND PLUMBING 


OCCUPIED HOUSING UNITS 


PLACE 

TOTAL 

SOUND 

DETERIORATING 

DILAP- 

IDATED 

POPU- 

LATION 

IN 

HOUSING 

uN I rs 

OWNER OCCUPIED 

RENTER OCCUPIED 

1.01 

OR 

MORE 

PER- 

SONS 

PER 

ROOM 

OCCU- 

PIED 

BY 

NON- 

ahite 

AVAIL- 

ABLE 

VACANT 

HOUS- 

ING 

UNITS 

TOTAL 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 
ING 
SOME 
OR ALL 
FA- 
CILI- 
TIES 

total 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

lack- 
ing 
SOME 
OR ALL 
FA- 
CILI- 
TIES 

TOTAL 

AVERAGE 

VALUE 

(DOL- 

LARS) 

AVER- 

AGE 

num- 

ber 

OF 

ROOMS 

TOTAL 

AVER- 

AGE 

GROSS 

RENT 

(DOL- 

LARS) 

AVER- 

AGE 

num- 

ber 

OF 

ROOMS 

MANCHESTER , 


524 


490 

457 

33 

29 

19 

10 

5 

1 

568 

371 

12 

500 

6.4 

113 


5.1 

20 

... 

16 

MANITOU beach-devils 























LAKE (U) 

1 

593 

1 

496 

1 271 

225 

90 

57 

33 

7 

1 

533 

399 

12 

000 

5.4 

89 


4.8 

42 

• * • 

9 

WANTON ......... 


391 


341 

289 

52 

39 

20 

19 

11 

1 

050 

286 

5 

000 

5.9 

53 


5.1 

30 

1 

19 

marcellus 


409 


352 

309 

43 

45 

30 

15 

12 

1 

053 

301 

7 

000 

6.2 

59 


5.8 

14 

4 

14 

MARLETTE 


542 


311 

311 

. • . 

225 

205 

20 

6 

1 

640 

390 

10 

000 

6.1 

110 


5.1 

29 

• • • 

20 

middleville 


392 


66 

65 

I 

266 

24 B 

IS 

60 

1 

196 

281 

e 

500 

6.4 

88 


4.8 

22 

1 

9 

MILLINGTON 


370 


328 

305 

23 

28 

22 

6 

14 

1 

159 

275 

9 

000 

5.9 

69 


4.9 

31 

... 

9 

MONTAGUE 


757 


615 

570 

37 

125 

100 

25 

17 

2 

366 

551 

12 

500 

6.0 

115 


4.6 

59 

1 

27 

MONTROSE . . 


446 


416 

382 

34 

27 

15 

12 

3 

1 

466 

338 

10 

000 

5.6 

70 


5.0 

4B 

. . • 

25 

MORENCl 


712 


659 

630 

29 

46 

27 

19 

7 

2 

Oil 

523 

7 

500 

6.4 

135 


5.3 

22 

1 

20 

NASHVILLE 


553 


448 

405 

43 

87 

53 

34 

la 

1 

525 

415 

6 

500 

6.4 

93 


5.4 

19 

... 

19 

NEWAYGO 


515 


381 

356 

25 

90 

65 

25 

44 

1 

447 

328 

a 

500 

6.0 

113 


4.6 

37 

• . . 

25 

NEW BUFFALO 


876 


641 

606 

35 

204 

172 

32 

31 

2 

128 

501 

11 

000 

5.3 

195 


4.0 

58 

1 

70 

NEW HAVEN 


326 


189 

177 

12 

62 

43 

19 

75 

1 

196 

194 


. . • 

6.3 

96 

• • « 

5.1 

46 

65 

15 

OLIVET 


302 


256 

245 

11 

38 

27 

11 

a 


863 

183 


* . . 

6.2 

92 


4.6 

19 

1 

19 

ONAWAY 


513 


332 

268 

64 

165 

44 

121 

16 

1 

380 

339 

5 

500 

5.7 

86 


5.0 

60 

« • . 

28 

ONTONAGON 


834 


684 

625 

59 

128 

80 

48 

22 

2 

320 

527 

9 

500 

5.8 

213 

60 

4.4 

SO 

• . • 

37 

ORCHARD LAKE 


345 


332 

309 

23 

8 

8 

. * * 

5 


944 

255 

30 

000 

6.9 

25 

... 

■ • • 

13 

• . * 

11 

OVID . 


483 


208 

196 

12 

161 

142 

19 

114 

1 

473 

366 

7 

500 

6.4 

82 


5.3 

17 

. . • 

9 

OXFORD 


799 


708 

674 

34 

90 

56 

34 

1 

2 

319 

523 

10 

000 

6*3 

217 

... 

4.5 

43 

1 

28 

PARCHMENT 


526 


504 

502 

2 

16 

14 

2 

6 

1 

565 

380 


... 

5.8 

135 

... 

3.6 

19 

1 

7 

PATTERSON GARDENS (U). . 


506 


421 

377 

44 

70 

38 

32 

15 

1 

747 

396 

9 

000 

5.2 

86 


4.4 

72 

« « « 

15 

pearl BEACH (U) . • . . . 


696 


652 

557 

95 

32 

19 

13 

12 

1 

224 

329 

13 

500 

5.6 

61 


4.7 

31 

. . • 

7 

PENTWATER 


703 


590 

505 

85 

90 

52 

38 

23 

1 

020 

283 

a 

500 

6.1 

65 

« • 

4.5 

24 

• . t 

24 

PERRY 


436 


335 

294 

41 

97 

63 

34 

4 

1 

340 

335 

3 

000 

5.9 

72 

• • • 

5.0 

39 

• . . 

4 

PETERSBURG 


344 


221 

213 

B 

96 

88 

8 

27 

1 

018 

245 

9 

500 

6.0 

75 

• • • 

5.0 

17 

■ . • 

12 

PIGEON 


413 


366 

353 

13 

45 

31 

14 

2 

1 

174 

306 

11 

500 

6.3 

82 

• • • 

5.6 

9 

• • . 

12 

PINCONNING 


436 


380 

347 

33 

49 

32 

17 

7 

1 

321 

308 

9 

000 

5.4 

86 


4.4 

46 

1 

a 

POTTERVILLE 


312 


277 

263 

14 

27 

17 

10 

a 

1 

028 

244 

9 

000 

5.5 

42 


. . « 

24 

* . • 

20 

QuINCY 


574 


530 

490 

40 

37 

20 

17 

7 

1 

602 

411 

B 

000 

6.5 

115 


5.2 

19 

... 

26 

RAMSAY (U) 


375 


365 

277 

88 

9 

2 

7 

1 

1 

158 

290 

4 

500 

5.7 

54 


4.7 

22 

... 

10 

READING 


420 


354 

295 

59 

51 

26 

25 

15 

1 

128 

303 

7 

000 

6.9 

72 


4.4 

20 

• . . 

19 

REED CITY 


728 


576 

548 

28 

121 

63 

38 

31 

2 

180 

513 

10 

000 

6.6 

167 


5.0 

40 

• . • 

19 

ROCKFORD 


691 


673 

656 

17 

16 

13 

3 

2 

2 

063 

490 

11 

500 

6.1 

157 


4.8 

28 

3 

27 

ROCKWOOD 


615 


536 

521 

15 

66 

54 

12 

13 

1 

980 

423 

14 

000 

6.1 

101 


4.4 

50 

1 

61 

ROMULUS 


537 


495 

455 

40 

32 

IB 

14 

10 

1 

798 

350 

9 

500 

5.8 

146 


4.4 

74 

194 

25 

ST CHARLES 


611 


536 

452 

04 

47 

22 

25 

20 

1 

959 

465 

7 

000 

5.7 

113 


4.2 

59 

4 

20 

SALINE 


764 


637 

626 

U 

123 

107 

16 

4 

2 

322 

531 

16 

500 

5.9 

177 


4.0 

44 

3 

36 

SANDUSKY 


670 


490 

470 

20 

169 

120 

41 

il 

2 

066 

480 

9 

000 

6.0 

148 


5.4 

51 

1 

a 

SARANAC . . . 


3B1 


338 

308 

30 

24 

17 

7 

19 

1 

081 

276 

8 

000 

6.2 

75 


5.0 

18 

1 

1 

SCHOOLCRAFT 


428 


363 

335 

28 

46 

26 

1 20 

19 

1 

193 

303 

9 

500 

6.5 

7B 


4.4 

19 

2 

15 

SCOTTVILLE 


444 


137 

135 

2 

192 

183 

' 9 

115 

1 

218 

339 


. * * 

5.9 

BO 


5.3 

21 

. . . 

8 

SEBEWAING 


727 


640 

589 

51 

78 

45 

! 33 

9 

2 

026 

565 

9 

000 

6.0 

110 


5.3 

24 

. * • 

11 

SHELBY 


547 


485 

453 

32 

46 

34 

12 

16 

1 

603 

415 

8 

000 

6.3 

96 


4.9 

30 

1 

6 

SHEPHERD 


389 


336 

301 

35 

26 

11 

1 15 

27 

1 

293 

301 

9 

000 

6.2 

63 


5.2 

34 

1 

8 

SHOREWOOD HILLS-FLOWER 























HILLS (U) 

1 

126 

1 

042 

972 

70 

74 

40 

34 

10 

1 

330, 

397 

13 

000 

5.4 

75 


4.5 

33 

* . . 

17 

SOUTH LYON 


552 


490 

466 

24 

48 

34 

14 

14 

1 

744 1 

361 

U 

500 

6.0 

158 


4.4 

48 


24 

SOUTH ROCKWOOD 


349 


268 

243 

25 

51 

31 

20 

30 

1 

337 

282 

11 

500 

5.7 

52 


5.0 

57 

. . . 

8 

SPARLINGVILLE (Ul, . . . 


489 


431 

348 

83 

53 

16 

37 

5 

1 

077, 

395 

6 

500 

5.1 

59 


4.3 

101 

. . . 

21 

SPRING lake 


685 


596 

585 

11 

BO 

78 

2 

9 

2 

057 

500 

13 

000 

6.0 

138 


4.6 

39 

1 

12 

STAMBAUGH. . 


629 


553 

528 

25 

68 

39 

29 

8 

1 

876 

461 

10 

000 

5.7 

142 

« • • 1 

5.0 

32 

1 

14 

STANDI SH 


418 


360 

341 

19 

53 

40 

13 

5 

1 

195 

295 

11 

500 

6.0 

97 


4.3 

24 

• t . 

13 

STANTON 


447 


170 

163 

7 

241 

196 

45 

36 

1 

128 

304 

a 

000 

6*1 

103 


4.2 

21 

• • . ; 

25 

STOCKBRIOGE 


346 


248 

235 

13 

68 

51 

17 

30 

1 

097 

265 

10 

500 

6.4 

62 


5.2 

22 

. * « ' 

a 

SUNRISE HEIGHTS (U). . . 


546 


464 

458 

6 

58 

34 

24 

24 

1 

569 

445 

n 

000 

4.0 

76 


3.9 

50 

13 

2 

SYLVAN LAKE 


652 


597 

594 

3 

44 

34 

10 

11 

2 

004 

528 

17 

500 

6.0 

81 


4.B 

21 

* • . 

14 

TAWAS CITY 


660 


479 

455 

24 

170 

146 

24 

11 

1 

802 

433 

11 

000 

5.8 

133 


4.5 

43 

1 

33 

TEMPERANCE (U) . . . . . 


669 


623 

612 

11 

30 

21 

9 

16 

2 

215 

549 

15 

500 

5.6 

77 


4.7 

55 

• . * 

27 

THREE OAKS 


626 


514 

492 

22 

103 

71 

32 

9 

1 

763 

441 

10 

500 

5.9 

135 


4.6 

25 

• . . 

27 

UNION CITY ....... 


591 


486 

440 

46 

02 

58 

34 

13 

1 

648 

434 

7 

000 

6.4 

104 

• • » 

4.6 

26 

1 

31 

UTICA 


502 


419 

399 

20 

61 

59 

2 

22 

1 

401 

295 

14 

500 

5.8 

149 


4.8 

25 

... 

15 

VERONA PARK 


632 


627 

614 

13 

2 

1 

1 

3 

1 

884 

539 

13 

000 

5.3 

59 


4.3 

25 

... 

26 

VICKSBURG. 


741 


612 

576 

36 

98 

70 

28 

31 

2 

198 

520 

10 

000 

6.0 

159 


4.7 

55 

* * . 

34 

watervliet . 


570 


479 

474 


86 

76 

10 

5 

1 

B18I 

410 

10 

000 

5.7 

135 

* • • 

4.7 

50 

1 

20 

WAYLAND. . . 


623 


520 

487 

33 

82 

67 

15 

21 

2 

013 

463 

9 

500 

6.1 

126 

• « • 

5.0 

46 

2 

16 

WEST BRANCH 


668 


479 

458 

21 

150 

132 

26 

31 

1 

995i 

419 

9 

500 

6.3 

196 


4.8 

32 

* . . 

19 

WHITE CLOUD 


390 


287 

259 

28 

93 

58 

35 

10 


999 

246 

7 

500 

5.4 

74 

• • • 

4.9 

37 

■ * • 

23 

WHITE PIGEON 


447 


2U 

2L0 

1 

1B7 

164 

23 

49 

1 

384 

319 

9 

500 

6.1 

94 


5.4 

32 

. • . 

16 

williamston 


756 


615 

507 

28 

102 

90 

12 

39 

2 

214 

506 

11 

500 

6.1 

188 

81 

4.6 

44 

2 

32 




672 


604 

402 

202 

43 

22 

21 

25 

1 

524 

374 

12 

000 

5.3 

62 


4.5 

61 

. . . 

16 

WOLVERINE LAKE 


751 


579 

555 

24 

126 

105 

21 

46 

2 

404 

537 

13 

500 

5.5 

74 

• • * 

4.4 

05 

1 

16 

woodland BEACH (U) . . . 


759 


681 

622 

59 

55 

46 

9 

23 

1 

944' 

415 

9 

500 

5.5 

93 

• • • 

4.9 

57 


25 

YALE 


589 


532 

499 

33 

40 

33 

7 

17 

1 

621 

431 

8 

500 

6.2 

119 

• » • 

4.9 

19 

* •• 

21 
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State and Small Areas 


Table 28. — Tenure, Vacancy Status, Condition and Plumring Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s; 1960 
[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by (iolor, 
Vacancy Status 
(Condition is: Plumb. 
Water Supply 
Toilet Facilities 
Bathinp; Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

ALCONA 

ALGER 

ALLEGAN 

ALPENA 

ANTRIM 

ARENAC 

BARAGA 

BARRY 

BENZIE 

BERRIEN 

Branch 

ALL HOUSING UNITS 

4 

906 

3 

820 

20 

764 

9 

584 

6 

693 

4 

669 

3 

049 

12 

723 

5 

154 

53 

896 

12 

391 

TENURE » COLORt AND VACANCY STATUS 
























1 

939 

2 

623 

16 

363 

7 

944 

3 

109 

2 

92a 

2 

060 

9 

439 

2 

413 

44 

412 

9 

852 

OWNER OCCUPIED 

1 

647 

1 

aao 

13 

440 

6 

462 

2 

620 

2 

473 

1 

617 

7 

864 

1 

976 

32 

659 

7 

698 

white 


634 

1 

871 

13 

231 

6 

462 

2 

612 

2 

473 

1 

585 

7 

860 

1 

968 

31 

157 

! 7 

686 

NONWHITE 


13 


9 


209 


• • ■ 


6 


. . . 


32 


4 


8 

1 

502 


12 



292 


743 

2 

923 

1 

482 


489 


455 


443 

1 

575 


437 

11 

753 

2 

154 

white 


292 


731 

2 

875 

1 

462 


481 


451 


420 

1 

575 


434 

10 

036 

2 

154 

NONWHITE 


... 


12 


48 


... 


e 


4 


23 


« i . 


3 

1 

717 


... 

VACANT 

3 

047 

1 

197 

4 

401 

' 1 

640 

3 

584 

1 

741 


9B9 

3 

284 

2 

741 

9 

484 

2 

539 


1 

183 


399 

1 

594 


469 


609 


606 


291 


771 


578 

2 

709 


815 

SOUND OR DETERIORATING . t 

1 

109 


326 

1 

377 


403 


468 


537 


222 


691 


497 

2 

380 


717 

available * • * 


92 


82 


404 


174 


U1 


140 


47 


266 


146 

1 

24 5 


385 



38 


16 


160 


93 


54 


44 


23 


111 


55 


408 


105 

FOR RENT 


54 


66 


244 


81 


57 


104 


24 


155 


91 


037 


260 

RENTED OR SOLDi AWAITING OCCUPANCY . 


11 


3 


78 


43 


14 


17 


13 


44 


12 


254 


57 

HELD FOR OCCASIONAL USE 


909 


16 


526 


72 


147 


240 


16 


176 


249 


238 


52 

HELD FOR OTHER REASONS 


97 


225 


369 


114 


196 


132 


146 


205 


90 


643 


223 

DILAPIDATED 


74 


73 


217 


56 


141 


69 


69 


80 


81 


329 


98 

SEASONAL 

i 

864 


798 

2 

807 

1 

181 

2 

975 

1 

135 


698 

2 

513 

2 

163 

6 

775 

‘ 

724 

CONDITION AND PLUMBING 























ALL UNITS . . 

4 

986 

3 

820 

20 

764 

9 

584 

6 

693 

4 

669 

3 

049 

12 

723 

5 

154 

53 

896 

12 

391 

SOUND 

4 

151 

2 

400 

16 

543 

8 

193 

4 

859 

3 

849 

2 

335 

10 

083 

4 

172 

42 

008 

' 10 

125 

WITH ALL PLUMBING FACILITIES . 

2 

503 

1 

553 

14 

540 

6 

930 

3 

846 

2 

988 

1 

431 

8 

064 

3 

420 

39 

168 

8 

520 

LACKING ONLY HOT WATER 


87 


97 


279 


157 


65 


67 


27 


156 


99 


628 


109 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

561 


750 

1 

724 

i 

106 


948 


794 


877 

1 

863 


653 

2 

212 

1 

496 

DETERIORATING. . 


632 

1 

091 

3 

222 

1 

058 

1 

302 


651 


558 

2 

146 


654 

7 

757 

1 

839 

WITH ALL PLUMBING FACILITIES 


180 


406 

1 

772 


450 


572 


155 


154 

1 

275 


297 

5 

350 

1 

081 

LACKING ONLY HOT WATER 


20 


17 


175 


56 


48 


16 


13 


73 


12 


326 


47 

LACKING OTHER PLUMBING FACILITIES. . . . 


432 


668 

1 

275 


552 


762 


480 


391 


798 


345 

2 

001 


711 

DILAPIDATED. . . 


203 


329 


999 


333 


452 


169 


156 


494 


328 

4 

131 


427 

VACANT available FOR SALE 


38 


16 


160 


93 


54 


44 


23 

j 

111 


55 


406 


105 

WITH ALL PLUMBING FACILITIES ....... 


24 


B 


122 


52 


33 


27 


12 


76 


36 


374 


77 

VACANT AVAILABLE FOR RENT 


54 


66 


244 


81 


57' 


104 


24 


155 


91 


037 


260 

WITH ALL PLUMBING FACILITIES .1 


33 


21 


177 


61 


_!iiJ 


59 


11 


103 


65 


640 


175 

ALL HOUSING UNITS 


■ 

■ 

MW 


BM 




■ 

■ 

■ 

■ 

■ 

12 

723 

5 

154 

53 

896 

12 

391 

, WATER SUPPLY 























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 

839 

2 

298 

17 

328 

7 

753 

4 

670 

3 

334 

1 

863 

10 

059 

3 

932 

47 

183 

10 

343 

ONLY COLD PIPED WATER INSIDE STRUCTURE . • 


786 


532 

1 

901 


956 


950, 


485 


430 

1 

760 


523 

3 

144 

1 

026 

PIPED WATER OUTSIDE STRUCTURE • 


205 


54 


260 


127 


237 


36 


66 


120 


151 

1 

340 


68 

NO PIPED WATER . 

1 

156 


936 

1 

255 


748' 


836 


814 


690 


776 


548 

a 

220 


954 

TOILET FACILITIES 























FLUSH TOILETi EXCLUSIVE USE 

3 

210 

2 

401 

17 

973 

B 

149 

5 

005 

3 

513 

2 

019 

10 

897 

4 

173 

48 

018 

10 

482 

FLUSH TOILET* SHARED 


23 


74 


25B 


119 


55 


28 


22 


108 


20 

1 

104 


23B 

OTHER TOILET FACILITIES OR NONE 

1 

753 

1 

345 

2 

533 

1 

316 

1 

633 

1 

128 

i 

008 

1 

718 


961 i 

4 

774 

1 

671 

BATHING facilities 























BATHTUB OR SHOWER* EXCLUSIVE USE 

2 

857 

2 

114 

17 

025 

7 

702 

4 

582 

3 

256 

1 

660 

9 

736 

3 

B91 

46 

804 

9 

912 

BATHTUB OR SHOWER* SHARED 


19 


78 


249 


156 


84 


20 


22 


135 


24 

1 

218 


231 

NO BATHTUB OR SHOWER 

2 

110 

1 

628 

3 

490 

i 

726 

2 

027 

1 

385 

1 

367 

2 

852 

1 

239 

5 

874 

2 

248 

ROOMS 























I ROOM «... 


323 


295 


730 


260 


408 


169 


196 


259 


251 

3 

137 


352 

2 ROOMS 


503 


356 


625 


442 


453 


242 


247 1 


493 


327 

1 

909 


368 

3 ROOMS 

1 

08B 


549 

1 

543 

1 

086 


963 


553 


358 

1 

427 


625 

4 

861 

1 

065 

4 ROOMS . 

1 

251 


all 

3 

198 

1 

728 1 

1 

414 


940 


590 1 

2 

422 

1 

081 

11 

211 

1 

709 

5 ROOMS 


736 


631 

4 

401 

2 

265 

1 

187 


941 


541 

2 

170 


897 

13 

606 

2 

142 

6 ROOMS 


494 


625 

4 

337 

1 

901 


930 


871 


553 

2 

409 


051 

9 

460 

2 

363 

7 ROOMS 


337 


338 

2 

933 


982 


685 


463 


306 i 

1 

716 


502 

5 

294 

2 

098 

8 ROOMS OR MORE. 


254 


215 

2 

997 


920 


653 


490 


250 

1 

827 


620 

4 

416 

2 

294 

MEDIANI 























ALL UNITS 


4.0 


4.4 


5.5 


5.1 


4.6 


5.0 


4.7 


5.3 


4.8 


4.9 


5.7 

OWNER OCCUPxEO 


5.4 


5.3 


5.9 


5.6 


5.8 


5.6 


5.6 


6.0 


5.8 


5.4 


6.2 

RENTER OCCUPIED. ........... 


4.3 


3.9 


4.9 


4.0 


4.6, 


4.9 


4.3 


5.0 


4.4 


4.0 


5.3 

UNITS IN STRUCTURE 
























4 

879 

3 

433 

19 

415 

8 

284 

6 

459 

4 

371 

2 

996 

11 

883 

4 

894 

47 

006 

11 

009 



21 


152 


544 


647 


119 


93 


4 


350 


100 

2 

925 


607 



5 


98 


298 


261 


23 


20 


16 


178 


66 

1 

859 


293 

5 TO 9 


. . . 


38 


56 


100 


19 


36 


12 


26 


15 


916 


127 

10 OR MORE 


* t . 


77 


42 


41 


4: 


5 


17 


25 


• • • 


418 


66 

TRAILER! ON PERMANENT FOUNDATION 


26 


. . . 


36 


75 


13 


28 


t ^ t 


41 


17 


74 


77 

MOBILE ............. 


55 


22 


373 


176 


56 


116 


4 


220 


62 


698 


212 

YEAR STRUCTURE BUILT 























1959 TO MARCH 1960 


230 


77 


492 


402 ; 


175 


159 


36 


321 


77 

1 

825 


303 

1955 TO 1958 


821 


277 

1 

639 

1 

332' 


623 


573 


159 

1 

259 


481 

5 

041 


924 

1950 TO 1954 

1 

024 


269 

2 

300 

1 

263 


841 


558 


263 1 

1 

583 


523 

6 

833 

1 

022 

1940 TO 1949 

1 

285 


714 

3 

097 

1 

579 

1 

273 

1 

110 


460 

1 

554 


804 

9 

622 

1 

221 

1930 TO 1939 


624 


585 

1 

8B6 


714 


866 


463 


407 1 

1 

041 


766 

6 

682 


854 

1929 OR EARLIER 

1 

002 

1 

898 

11 

350 

4 

294 

2 

915 

1 

806 

1 

724 

6 

965 

2 

503 

23 

893 

8 

067 

BASEMENT 























BASEMENT 

1 

445 

1 

849 

13 

850 

6 

141 

2 

553 

1 

785 

1 

384 

6 

217 

1 

971 

37 

194 

9 

109 

Concrete slab .....•• 

1 

449 


264 

2 

416 

1 

429 

2 

060 


389 


46 

1 

683 

1 

040 

6 

439 

1 

144 

OTHER. 

2 

092 

1 

707 

4 

498 

1 ^ 

014 

2 

080 

2 

495 

1 

619 

2 

823 

2 

143 

10 

263 

2 

138 



Michigan 
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Tabic 28. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMSA’s: 1960 — Con. 

[Some data baaed on sample; see text Median not shown where base is less than 200] 


Tenure by Color, Rooms 

Vacancy Status Units in Structure 

Condition & Plumb. Trailer 
Water Supply Year Structure 

Toilet Facilities Built 

Bathing Facilities Basement 


SUBJECT 


ALL HOUSING UNITS 

TENURE f COLOR* AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 

vacant 

YEAR ROUND 

SOUND OH DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLD* AWAITING OCCUPANCY 

held FOR occasional USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 

CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING other PLUMBING FACILITIES. . . 

DETERIORATING. 

WITH AlL PLUMBING FACILITIES; 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

VACANT available FOR SALE 

WITH ALL PLUMBING FACILITIES 

VACANT available FOR RENT 

WITH ALL PLUMBING FACILITIES 


ALL HOUSING UNITS. 

WATER .SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
only COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET facilities 

FLUSH TOILET* EXCLUSIVE USE. • 

FLUSH toilet* SHARED 

OTHER toilet FACILITIES OR NONE. .... 

BATHING FACILITIES 

bathtub OR SHOWER* EXCLUSIVE USE ... • 

BATHTUB OR SHOWER* SHARED 

NO BATHTUB OR SHOWER . 

ROOMS 

1 ROOM 

2 ROOMS 

3 ROOMS. .... 

4 ROOMS 

5 ROOMS 

6 ROOMS. . 

7 ROOMS 

B ROOMS OR MORE 

MEDIANI 

ALL UNITS. 

OWNER OCCUPIED 

RENTER OCCUPIED. .... 

UNITS IN STRUCTURE 

1 

2 

3 AND 

S TO 9 

10 OR MORE .... 

TRAILERi ON PERMANENT FOUNDATION. . . . 

MOBILE ... 

YEAR STRUCTURE BUILT 

1959 TO MARCH 1960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER. .... 

BASEMENT 

BASEMENT ..... 

CONCRETE SLAB. . 

OTHER 
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State and Small Areas 


Table 28 .- — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMSA’s: 1960 — Con. 

[Some data baaed on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


ALL HOUSING UNITS 

TENURE? COLORt AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED . 

WHITE 

NQNWHITE ... 

RENTER OCCUPIED 

WHITE 

NONWHITE . . . . 

VACANT 

YEAR ROUND 

SOUND OR deteriorating 

available 

FOR SALE ONLY. .... 

FOR RENT 

RENTED OR SOLD? AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR other REASONS 

DILAPIDATED . 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES; • . . . . 

lacking only HOT WATER 

LACKING other PLUMBING FACILITIES. . . 

deteriorating 

WITH all PLUMBING FACILITIES . . . . . 

LACKING ONLY HOT WATER 

lacking OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

VACANT available FOR SALE. . . . . • 
WITH ALL PLUMBING FACILITIES ...... 

VACANT available FOR RENT 

WITH ALL plumbing FACILITIES 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER , 

toilet FACIl.ITIES 

FLUSH TOILETi EXCLUSIVE USE 

FLUSH TOILETi SHARED , 

OTHER TOILET FACILITIES OR NONE. . . . . , 

BATHING FACILITIES 

BATHTUB OR SHOWERi EXCLUSIVE USE , 

BATHTUB OR SHOWERi SHARED 

iNO BATHTUB OR SHOWER 

ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS. ........... 

7 ROOMS 

B ROOMS OR MORE 

MEDIANt 

ALL UNITS 

OWNER OCCUPIED 

renter OCCUPIED 

UNITS IN STRUCTURE 


1 

2 

3 AND 4 

5 TO 

10 OR MORE 

TRAILER* ON PERMANENT FOUNDATION 
MOBILE . , 

YEAR STRUCTURE BUILT 

1959 TO MARCH 1960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


basement 


GOGEBIC 

GRAND 

TRAVERSE 

GRATIOT 

HILLSDALE 

HOUGHTON 

HURON 

IONIA 

IOSCO 

IRON 

ISABELLA 

KALKASKA 

9 

287 

12 

870 

11 

584 

12 

054 

13 

477 

13 

889 

13 

054 

8 

946 

7 

106 

10 

018 

3 801 

7 

B20 

9 

065 

10 

532 

10 

276 

10 

825 

9 

522 

11 

506 

4 

859 

5 

334 

8 

777 

L 346 

6 

116 

7 

035 

8 

136 

a 

004 

e 

014 

7 

809 

9 

074 

3 

545 

4 

287 

6 

47 3 

1 179 

6 

loa 

7 

026 

a 

124 

8 

000 

a 

014 

7 

809 

9 

058 

3 

536 

4 

287 

6 

404 

1 175 


8 


9 


12 


4 


• • • 


. • . 


16 


9 


* . . 


69 

4 

1 

704 

2 

030 

2 

396 

2 

272 

2 

811 

1 

713 

2 

432 

1 

314 

1 

047 

2 

304 

167 

1 

700 

2 

012 

2 

392 

2 

259 

2 

806 

1 

713 

2 

427 

1 

290 

1 

047 

2 

255 

167 


4 


la 


4 


13 


5 


... 


5 


24 


... 


49 

... 

1 

467 

3 

805 

1 

052 

1 

77B 

2 

652 

4 

367 

1 

548 

4 

087 

1 

772 

1 

241 

2 455 


526 


797 


782 


821 

1 

030 

2 

024 


842 


860 


746 


692 

336 


428 


605 


622 


675 


875 

1 

820 


651 


B22 


655 


548 

285 


229 


290 


271 


242 


318 


593 


335 


247 


219 


280 

73 


97 


99 


105 


84 


123 


116 


127 


89 


42 


102 

49 


132 


191 


166 


158 


195 


477 


208 


158 


177 


178 

24 


17 


68 


71 


27 


36 


45 


38 


IB 


5 


35 

6 


31 


169 


42 


169 


97 


918 


56 


452 


293 


45 

33 


151 


158 


238 


237 


424 


264 


222 


105 


138 


168 

171 


98 


112 


160 


146 


155 


204 


191 


38 


91 


144 

51 


941 

3 

006 


270 


957 

1 

622 

2 

343 


706 

3 

227 

1 

026 


549 

2 119 

9 

207 

12 

870 

11 

584 

12 

054 

13 

477 

13 

889 

13 

054 

8 

946 

7 

106 

10 

018 

3 801 

7 

528 

10 

438 

a 

708 

8 

629 

10 

407 

11 

107 

9 

714 

7 

621 

5 

296 

7 

937 

3 124 

6 

119 

8 

913 

7 

903 

7 

412 

7 

400 

9 

460 

8 

725 

6 

248 

4 

351 

6 

772 

1 517 


140 


138 


85 


229 


225 


375 


158 


134 


69 


86 

178 

1 

269 

1 

387 


720 


988 

2 

782 

1 

272 


831 

1 

439 


876 

1 

079 

1 429 

1 

387 

1 

860 

2 

296 

2 

750 

2 

580 

2 

096 

2 

533 


925 

1 

519 

1 

556 

507 


366 

1 

105 

1 

279 

1 

736 

i 

218 

1 

166 

1 

533 


410 


564 


820 

112 


71 


58 


60 


72 


105 


113 


100 


19 


53 


44 

11 


950 


697 


957 


942 

1 

257 


817 


900 


496 


902 


692 

364 


372 


572 


580 


675 


490 


686 


807 


200 


291 


525 

170 


97 


99 


105 


84 


123 


116 


127 


89 


42 


102 

49 


41 


87 


68 


56 


66 


76 


96 


74 


24 


73 

27 


132 


191 


166 


158 


195 


477 


208 


158 


177 


178 

24 


62 


146 


94 


89 


90 


333 


Its 


140 


122 


119 

17 

9 

287 

12 

870 

11 

584 

12 

054 

13 

477 

13 

389 

13 

054 

a 

946 

7 

106 

10 

018 

3 801 

7 

128 

10 

620 

9 

939 

9 

842 

9 

913 

11 

309 

11 

012 

6 

057 

5 

349 

8 

208 

i 740 

1 

110 

1 

013 


803 

1 

179 

2 

714 

1 

196 

1 

114 

1 

047 


883 


719 

687 


29 


373 


78 


155 


77 


136 


113 


261 


100 


74 

33 

1 

020 


864 


764 


878 


773 

1 

248 


815 


701 


774 

1 

017 

1 341 

7 

716 

10 

870 

9 

S76 

10 

147 

11 

163 

11 

771 

11 

241 

7 

458 

5 

812 

8 

215 

2 046 


161 


250 


142 


166 


203 


99 


184' 


12 


74 


198 

47 


410 

1 

750 

1 

566 

1 

741 

2 

111 

2 

019 

1 

629 

1 

476 

1 

220 

1 

605 

1 70B 

6 

756 

10 

433 

9 

578 

9 

713 

9 

105 

11 

370 

10 

776 

6 

872 

5 

108 

7 

828 

1 843 


153 


245 


134 


175 


214 


117 


182 


12 


70 


202 

47 

2 

378 

2 

192 

i 

872 

2 

161 

4 

158 

2 

402 

2 

096 

2 

062 

1 

928 

1 

988 

1 911 


470 


795 


127 


171 


247 


205 


no 


232 


367 


218 

; 232 


383 


786 


236 


230 


554 


498 


328 


518 


465 


322 

1 538 


677 

1 

355 


726 


811 

1 

145 


679 


780 

1 

521 


648 

1 

lOB 

823 

1 

770 

2 

355 

1 

359 

1 

345 

1 

779 

2 

187 

1 

629 

2 

529 

1 

348 

1 

676 

772 

2 

347 

2 

624 

2 

066 

1 

901 

2 

707 

2 

640 

2 

501 

1 

933 

1 

553 

1 

722 

519 

1 

997 

2 

167 

2 

883 

2 

466 

3 

627 

2 

649 

2 

664 

1 

054 

1 

318 

1 

943 

354 


999 

1 

434 

2 

107 

2 

364 

1 

701 

2 

485 

2 

368 


598 


822 

1 

469 

244 


644 


354 

2 

080 

2 

764 

1 

717 

2 

546 

2 

674 


561 


585 

1 

560 

319 


5.1 


4,9 


5.9 


6.1 


5.6 


5.8 


5.9 


4.4 


5.0 


5.5 

3.9 


5.4 


5.7 


6.1 


6,4 


6.0 


6.2 


6*2 


5.3 


5,6 


5.9 

5.4 


4.4 


4.4 


5.4 


5.3 


4.6 


5.7 


5.3 


4.2 


4,7 


4.5 

1 . 1 

a 

251 


389 

10 

548 

11 

153 

11 

477 

13 

252 

11 

921 

6 

468 

6 

333 

B 

455 

3 675 


485 


606 


442 


293 


907 


286 


472 


150 


570 


560 

36 


282 


337 


19B 


232 


523 


100 


253 


46 


83 


305 

10 


116 


101 


84 


69 


311 


31 


91 


61 


51 


89 

20 


109 


181 


9 


35 


126 


43 


10 

1 

• . « 


37 


267 

10 


4 


29 


64 


28 


12 


24 


42 


26 


4 


73 

8 


40 


227 


239 


244 


121 


153 


265 


195 


2B 


269 

42 


98 


245 


208 


198 


109 


258 


179 


435 


149 


285 

136 


431 


344 


824 


862 


398 

1 

524 


767 

1 

890 


504 

1 

223 

91B 


518 

1 

944 


791 


830 


517 

1 

597 


8B2 

1 

700 


65B 

1 

038 

758 


936 

2 

547 


987 


957 


776 

2 

101 

1 

088 

2 

128 


988 

1 

140 

718 


803 

1 

277 


842 


647 


517 

1 

149 


839 


685 


683 


931 

312 

6 

501 

5 

513 

7 

932 

8 

560 

11 

160 

7 

260 

9 

299 

1 

900 

4 

124 

5 

401 

959 

6 

238 

7 

108 

7 

562 

9 

789 

10 

941 

7 

971 

10 

532 

2 

297 

4 

839 

6 

415 

1 044 


70 

2 

795 

1 

044 


984 


362 

2 

096 


923 

2 

815 


304 

1 

170 

1 313 

2 

979 

2 

967 

2 

978 

1 

281 

2 

174 

3 

822 

1 

599 

3 

834 

1 

963 

2 

433 

1 444 
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Table 28. — Tenure, Vacancy Status, Condition and Piaimhing Faciijtii;s, and Structural 
Characteristics, for Countiils Outsidjc SMSAs; 1960 — Con. 

[Some data based on sample; sec text Median not shown whero base is le.ss than 200] 


'I enure by Ciolor, 
V.itMiu y St.Hus 
(ioiiditiou I’lutiib. 
Wjrcr Siipnly 
Toilet I'.iLilirics 
b’.iciluics 


RtKUiis 

I Inns ui btftutun 
■J'r.tik*r 

Vc.ir St rui tun 
Iluilt 
M.iS('nu*nt 


SUBJECT 


ALL HOUSING UNITS 

TENURE ^ C0L0R» AND VACANCY STATUS 

OCCUPIED ......... 

OWNER OCCUPIED 

WHITE 

NONWHITE 

renter occupied 

white 

nonwhite . . 

VACANT ....... 

YEAR ROUND 

SOUND OR DETERIORATING 

available . 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLOt AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL ... 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING Only hot water 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . • • . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

VACANT available FOR SALE 

WITH ALL PLUMBING FACILITIES 

VACANT available FOR RENT. . , , , . 
WITH ALL PLUMBING FACILITIES 


ALL HOUSING UNITS « , . . 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 
PIPED WATER OUTSIDE STRUCTURE. ...... 

NO PIPED water . . 

TOILET FACILITIES 

FLUSH TOILETr EXCLUSIVE USE 

FLUSH TOILET* SHARED . 

OTHER TOILET FACILITIES OR NONE 

bathing facilities 

BATHTUB OR SHOWER* EXCLUSIVE USE 

BATHTUB OR SHOWER* SHARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN* 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN STRUCTURE 


1 

2 

3 AND 

5 TO 9 . . . 

10 OR MORE 

TRAILER* ON PERMANENT FOUNDATION 

MOBILE . 

YEAR STRUCTURE BUILT 

1959 TO MAf^CH 1960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 . 

1929 OR EARLIER 


BASEMENT 


keweenav 

LAKE 

1 APEER 

LEELANAU 

LENAWEE 

LIVING- 

STON 

LUCE 

MACKINAC 

MANISTEE 

MAR- 

QUETTE 

MASON 

MECOI.Ta 

1 91E 

5 434 

12 872 

5 6B6 

25 621 

15 946 

a 893 

6 16B 

0 642 

18 219 

9 515 

U U50 

805 

1 807 

10 771 

2 664 

21 962 

10 770 

1 662 

2 920 

5 875 

15 586 

6 767 

5 737 

672 

1 497 

0 584 

2 202 

16 763 

a 611 

1 315 

2 243 

4 704 

10 512 

5 505 

4 ;*97 

672 

1 030 

8 543 

2 167 

16 713 

8 563 

1 306 

2 225 

4 766 

10 508 

H 4 05 

4 25V 

. * ■ 

467 

41 

35 

50 

48 

9 

16 

16 

4 

20 

4U 

133 

310 

a 187 

462 

5 219 

2 159 

347 

67? 

1 091 

5 074 

1 262 

1 442 

127 

226 

2 176 

441 

5 174 

2 140 

339 

657 

1 070 

4 985 

1 254 

1 425 

6 

84 

11 

21 

45 

19 

a 

20 

13 

89 

0 

1 ? 

1 113 

3 627 

2 101 

3 022 

3 639 

5 176 

l 231 

3 240 

2 767 

2 633 

2 74B 

2 317 

76 

485 

979 

583 

1 398 

1 262 

170 

505 

574 

710 

764 

772 

67 

354 

831 

536 

i 260 

1 178 

87 

401 

44 1 

611 

505 

6V / 

20 

119 

375 

105 

788 

529 

32 

98 

146 

299 

231 

HU) 

18 

56 

134 

42 

253 

277 

16 

46 

71 

02 

76 

IV) 

2 

63 

241 

63 

535 

252 

16 

52 

75 

217 

155 

1 14 

19 

6 

123 

12 

76 

37 

4 

U 

19 

32 

21 

13 

9 

49 

104 

221 

iia 

383 

15 

195 

65 

111 

132 

33f. 

19 

IftO 

229 

19B 

278 

229 

36 

97 

211 

169 

201 

iU0 

9 

131 

148 

47 

138 

84 

83 

104 

133 

107 

17V 

115 

1 037 

3 142 

1 122 

2 439 

2 241 

3 914 

1 061 

2 743 

2 193 

1 915 

1 904 

1 52V 

1 91B 

5 434 

12 672 

5 6B6 

25 621 

15 946 

2 693 

6 168 

Q 642 

18 2 19 

9 515 

0 USU 

1 518 

4 131 

10 086 

4 840 

21 554 

13 372 

1 875 

4 412 

6 489 

15 024 

6 454 

U 74.* 

1 005 

2 356 

8 55B 

3 740 

19 04B 

10 479 

1 325 

3 443 

5 258 

12 012 

5 4 37 

4 314 

21 

197 

209 

70 

599 

737 

13 

4U 

130 

137 

205 

202 

492 

1 578 

1 319 

1 030 

1 907 

2 156 

537 

921 

1 101 

2 875 

812 

1 371 

317 

949 

2 049 

552 

3 260 

2 239 

521 

1 375 

1 572 

2 574 

2 196 

i 523 

49 

2B2 

1 219 

221 

a 091 

1 306 

229 

750 

BbB 

1 283 

1 530 

741 

21 

28 

92 

36 

118 

132 

a 

14 

03 

103 

B1 

4.' 

247 

639 

738 

295 

1 051 

801 

284 

611 

631 

1 IBB 

577 

/40 

83 

354 

737 

294 

B07 

335 

497 

381 

50 1 

621 

865 

5ll(,l 

18 

56 

134 

42 

253 

277 

16 

46 

71 

02 

76 

7U 

5 

24 

92 

30 

204 

223 

6 

30 

4 0 

48 

47 

5,’ 

2 

63 

241 

63 

535 

252 

16 

52 

75 

217 

155 

lit) 

2 

14 

173 

54 

384 

200 

8 

45 

56 

99 

127 

hi 

1 918 

5 434 

12 872 

5 686 

25 621 

15 946 

2 693 

6 160 

8 642 

18 219 

9 515 

i\ 050 

1 190 

2 eo6 

10 451 

4 154 

22 335 

12 382 

1 717 

4 304 

6 507 

14 414 

7 567 

5 535 

362 

781 

1 357 

547 

2 159 

2 86B 

296 

387 

971 

2 051 

' i 152 

1 irt4 

11 

, 80 

i4B 

290 

150 

67 

46 

51 

347 

203 

19B 

113 

355 

1 

1 767 

916 

695 

977 

629 

034 

1 346 

017 

1 551 

59H 

1 zit> 

1 398 

3 228 

10 921 

4 346 

23 268 

14 491 

1 840 

4 530 

6 928 

15 500 

a 130 

5 776 

15 

43 

147 

99 

356 

I4fi 

20 

24 

59 

237 

82 

172 

505 

2 163 

1 804 

1 241 

1 977 

1 307 

1 033 

1 606 

1 655 

2 474 

1 295 

2 no 

1 108 

2 892 

10 299 

4 149 

22 303 

12 837 

1 683 

4 315 

6 466 

13 737 

7 670 

5 4 77 

15 

39 

140 

95 

401 

143 

20 

20 

66 

233 

79 

176 

795 

2 503 

2 425 

1 442 

2 917 

2 966 

1 190 

1 U33 

2 no 

4 249 

1 766 

2 405 

134 

521 

196 

594 

225 

244 

433 

4 60 

414 

540 

465 

244 

128 

646 

302 

332 

71B 

556 

335 

480 

420 

966 

442 

608 

251 

1 Ifll 

1 031 

654 

1 890 

1 557 

391 

920 

763 

1 952 

987 

1 009 

269 

1 294 

2 216 

978 

3 603 

3 462 

490 

1 247 

1 368 

3 602 

1 569 

1 38U 

504 

775 

2 745 

922 

5 332 

3 609 

478 

1 231 

1 729 

4 862 

1 999 

1 385 

428 

439 

2 363 

705 

5 167 

2 794 

370 

844 

1 523 

3 476 

1 687 

1 289 

129 

274 

1 820 

549 

4 331 

1 703 

222 

391 

1 lao 

1 563 

1 152 

975 

75 

304 

2 099 

952 

4 355 

2 021 

166 

595 

1 245 

1 258 

1 214 

1 160 

4.9 

3.8 

5.5 

4.B 

5.7 

5.1 

4.1 

4.5 

5.3 

4.9 

5.1 

S.l 

5.7 

5.3 

5.9 

6.0 

6.1 

5.7 

5.4 

5,3 

6.0 

5.4 

5.8 

6.0 


4.3 

4.6 

4.6 

5.0 

4.8 

4.2 

4.4 

4.3 

4,5 

4*7 

4,1 

1 850 

5 370 

11 812 

5 189 

22 483 

14 804 

2 6B9 

5 788 

7 952 

14 073 

8 742 

6 981 

19 

32 

440 

102 

1 446 

511 

32 

165 

417 

2 545 

215 

389 

16 

... 

188 

99 

681 

151 

32 

05 

U2 

733 

199 

205 

« • • 

• * • 

102 

120 

246 

75 

32 

11 

42 

335 

149 

71 

29 

... 

97 

120 

125 

47 

61 

39 

51 

174 

44 

235 

4 

4 

a 

32 

50 

24 

25 

9 

. . » 

80 

16 

5tl 


28 

225 

24 

590 

334 

22 

71 

68 

259 

ISO 

119 

75 

204 

303 

99 

652 

524 

83 

186 

197 

1 096 

200 

1 79 

147 

884 

1 329 

427 

2 770 

2 078 

367 

659 

627 

1 654 

901 

1 046 

96 

1 011 

1 257 

790 

2 687 

2 153 

449 

909 

700 

1 688 

asi 

725 

150 

1 168 

1 782 

1 146 

3 302 

3 000 

618 

1 472 

1 189 

1 994 

l 273 

1 020 

152 

767 

1 144 

733 

1 460 

2 093 

476 

1 160 

862 

1 623 

1 080 

620 

1 290 

1 400 

7 057 

2 491 

14 750 

6 098 

900 

1 782 

5 059 

10 164 

5 210 

4 468 

933 

84 

1 322 

1 493 

9 077 
i 251 

2 659 

1 119 

18 517 

2 313 

0 559 

2 655 

1 054 
641 

1 506 
076 

5 329 

1 495 

13 342 
384 

5 471 

1 094 

4 971 

1 270 

1 017 

901 

2 619| 

2 544 

1 900 

4 791 

4 732 

1 198 

3 786 

1 818 

4 493 

2 950 
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Table 28 .- 


-Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: I960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing F.icilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

MENOMI- 

NEE 

MIDLAND 

MISSAU- 

KEE 

MONROE 

MONTCALM 

MONT- 

MORENCY 

NEWAYGO 

OCEANA 

OGEMAW 

ONTO- 

NAGON 

OSCEOLA 

ALL HOUSING UNITS 

6 

391 

15 

290 

3 

080 

31 

159 

14 

378 

4 

544 

10 

773 

7 

585 

5 

794 

4 

150 

5 

413 

TENURE. COLOR. AND VACANCY STATUS 























OCCUPIED 

7 

159 

13 

612 

1 

916 

27 

573 

10 

886 

1 

370 

7 

054 

4 

828 

2 

883 

3 

138 

3 

992 

OWNER OCCUPIED * 

5 

053 

11 

479 

1 

656 

21 

370 

8 

861 

1 

195 

5 

831 

3 

968 

2 

383 

2 

362 

3 

302 

WHITE 

5 

845 

11 

467 

1 

656 

21 

096 

e 

853 

1 

195 

5 

673 

3 

940 

a 

383 

2 

362 

3 

302 

NONWHITE 


B 


12 


. * • 


274 


8 


. * * 


158 


28 


. • * 


• t . 


. • . 

RENTER OCCUPIED 

1 

306 

2 

133 


260 

6 

203 

2 

025 


175 

1 

223 


660 


500 


776 


690 

WHITE 

1 

288 

2 

116 


255 

5 

983 

2 

022 


175 

1 

202 


847 


500 


776 


686 

NONWHITE 


IS 


17 


5 


220 


3 


... 


21 


13 


. , . 


. . . 


4 

VACANT 

1 

232 

1 

67 B 

1 

164 

3 

586 

3 

492 

3 

174 

3 

719 

2 

757 

2 

911 

1 

012 

1 

421 

YEAR ROUND ........ 


685 

1 

333 


237 

1 

852 

1 

113 


224 


870 


514 


341 


329 


479 

SOUND OR DETERIORATING ... 


538 

1 

250 


175 

1 

647 


852 


195 


668 


404 


304 


271 


356 

AVAILABLE 


245 


699 


49 


950 


328 


98 


184 


156 


51 


118 


101 

FOR SALE ONLY. ..... 


92 


288 


28 


346 


137 


41 


82 


61 


29 


42 


36 

FOR RENT 


153 


411 


21 


604 


191 


57 


102 


95 


22 


76 


65 

RENTED OR SOLD. AWAITING OCCUPANCY . 


40 


59 


20 


146 


64 


11 


30 


27 


11 


24 


18 

HELD FOR OCCASIONAL USE. ..... . 


51 


242 


28 


173 


153 


37 


139 


94 


120 


40 


58 

HELD FOR other REASONS . 


202 


250 


78 


378 


307 


49 


315 


127 


122 


89 


IBl 

DILAPIDATED . . . 


147 


83 


62 


205 


261 


29 


202 


110 


37 


58 


121 

SEASONAL 


547 


345 


927 

1 

734 

2 

379 

2 

950 

2 

849 

2 

243 

2 

570 


683 


942 

CONDITION AND PLUMBING 























ALL UNITS . . 

B 

391 

15 

290 

3 

OBO 

31 

159 

14 

378 

4 

544 

10 

773 

7 

585 

5 

794 

4 

150 

5 

413 

SOUND 

6 

350 

13 

415 

2 

227 

25 

025 

9 

665 

3 

810 

B 

139 

5 

498 

4 

386 

3 

287 

3 

555 

WITH ALL PLUMBING FACiLiTIES 

5 

521 

11 

910 

1 

695 

22 

562 

7 

731 

1 

958 

5 

538 

4 

252 

2 

589 

2 

135 

2 

707 

LACKING ONLY HOT WATER 


130 


162 


24 


329 


145 


127 


297 


117 


U7 


31 


123 

LACKING OTHER PLUMBING FACILITIES. . . . 


699 

1 

343 


508 

2 

134 

1 

789 

1 

725 

2 

304 

1 

129 

1 

680 

1 

121 


725 

DETERIORATING 

1 

522 

1 

621 


609 

4 

722 

3 

320 


604 

1 

916 

1 

565 

1 

044 


685 

1 

388 

WITH ALL PLUMBING FACILITIES 


780 


752 


162 

2 

7B5 

1 

771 


90 


701 


691 


316 


157 


583 

LACKING ONLY HOT WATER 


98 


50 


28 


245 


129 


15 


75 


BB 


38 


6 


51 

LACKING OTHER PLUMBING FACILITIES. , . . 


644 


819 


419 

1 

692 

1 

420 


499 

1 

140 


786 


690 


520 


754 

DILAPIDATED 


519 


254 


244 

1 

412 

1 

393 


130 


718 


522 


364 


178 


470 

VACANT AVAILABLE FOR SALE 


92 


288 


28 


346 


137 


41 


82 


61 


29 


42 


36 

WITH ALL PLUMBING FACILITIES 


46 


244 


14 


294 


83 


19 


44 


38 


15 


12 


17 

VACANT AVAILABLE FOR RENT 


153 


411 


21 


604 


191 


57 


102 


95 


22 


76 


65 

WITH ALL PLUMBING FACILITIES 


104 


332 


11 


404 


117 


21 


55 


55 


17 


42 


32 

ALL HOUSING UNITS 

e 

391 

15 

290 

3 

080 

51 

159 

14 

378 

4 

544 

10 

773 


585 

5 

794 

4 

150 

5 

413 

WATER SUPPLY 























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

6 

598 

13 

173 

2 

014 

26 

736 

10 

689 

2 

262 

6 

844 

5 

383 

3 

168 

2 

689 

3 

660 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


719 


996 


353 

2 

334 

1 

770 


583 

2 

266 

1 

153 

1 

179 


507 


745 

PIPED WATER OUTSIDE STRUCTURE 


41 


170 


76 


146 


150 


21 


299 


360 


543 


72 


130 

NO PIPED WATER 

1 

033 


951 


637 

1 

943 

i 

761 

1 

678 

1 

364 


689 


904 


802 


870 

TOILET FACILITIES 























FLUSH TOILET. EXCLUSIVE USE 

6 

918 

13 

301 

2 

067 

27 

574 

11 

101 

2 

399 

7 

714 

5 

764 

3 

557 

2 

860 

3 

806 

FLUSH TOILET. SHARED 


55 


71 


22 


331 


213 


52 


49 


145 


30 


39 


69 

other TOILET FACILITIES OR NONE 

1 

418 

1 

918 


991 

3 

254 

3 

064 

2 

093 

3 

010 

1 

676 

2 

207 

1 

251 

1 

538 

BATHING FACILITIES 























BATHTUB OR SHOWER. EXCLUSIVE USE 

6 

657 

12 

971 

1 

941 

26 

480 

10 

239 

2 

259 

6 

772 

5 

220 

3 

118 

2 

347 

3 

580 

BATHTUB OR SHOWER. SHARED 


59 


85 


22 


341 


208 


64 


66 


211 


23 


26 


69 

NO BATHTUB OR SHOWER * 

1 

675 

2 

234 

1 

117 

4 

338 

3 

931 

2 

221 

3 

935 

2 

154 

2 

653 

1 

775 

1 

764 

ROOMS 























I ROOM 


187 


135 


152 


45B 


39 5 

1 

569 1 


294 


655 


319 


201 


221 

2 ROOMS 


220 


442 


159 


678 


4S8 

1 

5001 


599 


299 


478 


352 


288 

3 ROOMS 


570 

1 

059 


466 

2 

095 

1 

437 


021 1 

1 

341 


705 


963 


430 


388 

4 ROOMS 

1 

379 

2 

640 


569 

5 

790 

2 

46 B 

1 

014, 

2 

420 

1 

274 

1 

304 


642 


740 

5 ROOMS 

2 

OIB 

4 

619 


471 

7 

804 

2 

791 


711 

2 

146 

1 

282 

1 

049 

1 

049 


948 

6 ROOMS 

1 

892 

3 

465 


514 

6 

917 

2 

879 


369 

1 

731 

1 

278 


790 


708 

1 

140 

7 ROOMS. .......... « . 

1 

104 

1 

716 


404 


003 

1 

866 


203 

1 

193 

1 

084 


405 


472 


719 

6 ROOMS OR MORE 

1 

021 

1 

214 


345 

3 

414 

2 

054 


149 

1 

049 

1 

008 


406 


296 


969 

MEDIAN! 























ALL UNITS 


5.4 


5.2 


4.9 


5.3 


5.4 


3.7 


4.8 


5.2 


4.4 


4.9 


5.6 

OWNER OCCUPIED ............ 


5.7 


5.4 


5.9 


5.6 


5.9 


5.0 


5.7 


6.0 


5.6 


5.4 


6.1 

RENTER OCCUPIED 


4.7 


4.6 


5.5 


4.5 


4.7 




4.7 


4,9 


4.9 


4.5 


5.2 

UNITS IN STRUCTURE 
























7 

393 

14 

016 

3 

042 

27 

778 

13 

426 

4 

506: 

10 

246 

7 

203 

5 

620 

3 

914 

5 

039 



644 


306 


9 

1 

597 


247 


23 


219 


89 


64 


59 


162 

3 AND 4 


156 


249 


« . • 


761 


148 




118 


66 


22 


30 


62 

5 TO . 


104 


171 


. • « 


346 


72 


• • # 


39 


45 


12 


25 


39 

10 OR MORE 


43 


76 


... 


127 


88 


6 


24 


65 


• • * 


38 


19 

TRAILER! ON PERMANENT FOUNDATION. . . . • 


13 


127 


6 


93 


45 




16 


16 


55 


41 


25 

mobile 


38 


345 


21 


457 


352 


9 


109 


101 


21 


43 


67 

YEAR STRUCTURE BUILT 












i 











1959 TO MARCH 1960 *...... 


ISO 


558 


60 

1 

109 


344 


150 i 


276 


87 


348 


02 


ill 

1955 TO 195B 


482 

3 

282 


207 

3 

638 

1 

230 


772 

1 

316 


451 

1 

157 


273 


460 

1950 TO 1954 , 


600 

2 

400 


316 

4 

093 

1 

541 

1 

039 i 

1 

366 


814 


909 


418 


618 

1940 TO 1949 

1 

251 

3 

050 


693 

5 

113 

1 

756 

1 

354 

2 

010 

1 

238 

1 

264 


593 


551 

1930 TO 1939 


870 

1 

975 


434 

3 

959 

1 

225 


661 

1 

287 


770 


585 


594 


225 

1929 OR EARLIER 

5 

008 

4 

025 

1 

370 

13 

247 

8 

262 


568 

4 

518 

4 

225 

1 

531 

2 

190 

3 

428 

basement 























BASEMENT 

6 

230 

B 

459 

1 

666 

17 

665 

9 

248 

1 

288 

5 

681 

3 

941 

2 

038 

1 

090 

3 

825 



474 

1 

754 


759 

3 

667 

1 

697 

1 

097 

1 

830 

1 

262 

1 

768 


389 


717 


1 1 

687 

5 

077 


655 

9 

827 

3 

433 

2 

159 

3 

262 

2 

382 

1 

908 

1 

871 


871 


OSCODA 


2 691 


173 

173 


I 630 
326 
305 
60 
17 
43 
2 

175 
6B 
21 
1 304 


691 

132 

190 

132 

810 

431 

43 

3 

380 

126 


17 

9 


43 

26 


301 

430 

7 

953 


1 547 
13 
1 131 


1 385 
13 
1 293 


133 

446 

682 

561 

401 

238 

100 

130 


3.7 

5.0 


2 639 
2L 


68 

324 

646 

922 

417 

314 


&6fi 
1 244 
781 


Michigan 


24-109 


Table 28. — Tenurh, Vacancy Status, Condition and Plumbing Facilities, and Structural Tenure by Color, Rooms 

Characteristics, tor Counties Outside SMSA’s: I960 — Con. Vaamey Status Units in Structure 

Condituin & Plumb. Trailer 

[Some data based on sample; see toxL Median not shown wliere base is less than 200] Water Supply Year Structure 

Toilet facilities Built 

Bathing Facilities Basement 


SUBJECT 

OTSEGO 

OTTAWA 

PRESQUE 

ISLE 

ROS- 

COMMON 

ST CLAIR 

ST 

JOSEPH 

SANILAC 

SCHOOL- 

CRAFT 

SHIA- 

WASSEE 

TUSCOLA 

VAN 

BUREN 

WEXFORD 

ALL HOUSING UNITS 

4 

210 

30 

766 

5 

411 

a 

059 

37 

877 

15 

766 

13 

721 

3 

632 

16 

805 

13 

701 

22 

349 

7 

211 

TENURE t COLOR* AND VACANCY STATUS 

























OCCUPIED 

2 

131 

27 

386 

3 

476 

2 

396 

31 

268 

13 

103 

9 

45B 

2 

577 

15 

432 

a 

903 

14 

657 

5 

545 

OV^NER OCCUPIED 

1 

745 

22 

710 

2 

915 

1 

990 

24 

940 

10 

480 

7 

846 

1 

990 

12 

523 

9 

770 

11 

286 

4 

472 

WHITE 

1 

745 

22 

670 

2 

915 

1 

990 

24 

460 

10 

307 

7 

846 

1 

986 

12 

511 

9 

750 

10 

559 

4 

472 

NONWHITE 


■ * ■ 


40 


. . » 


. • • 


480 


173 


. . • 


4 


12 


20 


727 


. . . 

RENTER OCCUPIED 


386 

4 

676 


561 


406 

6 

328 

2 

623 

1 

612 


587 

2 

909 

2 


3 

371 

1 

073 

WHITE. . 


381 

4 

622 


56L 


406 

6 

114 

2 

577 

1 

608 


579 

2 

901 

2 

121 

3 

087 

1 

06B 

NONWHITE 


5 


54 


... 


... 


214 


46 


4 


8 


8 


12 


264 


5 

VACANT 

2 

079 

3 

380 

1 

935 

5 

663 

6 

609 

2 

663 

4 

263 

1 

055 

1 

373 

1 

798 

7 

692 

1 

666 

YEAR ROUND . « 


147 

t 

296 


260 

1 

382 

3 

045 


965 

1 

194 


317 

1 

164 


920 

1 

4B0 


812 

SOUND OR DETERIORATING 


103 

1 

174 


225 

1 

332 

2 

609 


843 


997 


241 


979 


685 

1 

270 


669 

AVAILABLE 


40 


601 


96 


118 

1 

267 


468 


332 


89 


498 


315 


453 


233 

FOR SALE ONLY 


19 


290 


45 


76 


508 


205 


14B 


52 


177 


127 


155 


103 

FOR RENT 


21 


311 


51 


42 


759 


263 


184 


37 


321 


188 


298 


130 

RENTED OR SOLD* AWAITING OCCUPANCY . 


21 


160 


13 


20 


162 


69 


68 


8 


95 


36 


135 


79 

HELD FOR OCCASIONAL USE 


15 


81 


48 

1 

005 


455 


102 


167 


60 


65 


42 


289 


203 

HELD FOR OTHER REASONS ....... 


27 


332 


6a 


109 


725 


204 


430 


84 


321 


292 


393 


154 

DILAPIDATED 


44 


122 


35 


50 


436 


122 


197 


76 


185 


235 


210 


143 

SEASONAL 

i 

932 

2 

084 

1 

675 

4 

201 

3 

564 

1 

698 

3 

069 


738 


209 


878 

6 

212 


854 

CONDITION AND PLUMBING 

























ALL UNITS 

4 

210 

30 

766 

5 

411 

B 

059 

37 

877 

15 

766 

13 

721 

3 

632 

16 

805 

13 

701 

22 

349 


211 

SOUND . . 

3 

493 

27 

095 

4 

435 

7 

187 

30 

457 

12 

649 

10 

689 

2 

608 

13 

207 

10 

562 

16 

144 

5 

558 

WITH ALL PLUMBING FACILITIE.S ...... 

2 

597 

25 

582 

3 

332, 

4 

871 

27 

502 

a 

507 

8 

105 

1 

901 

12 

333 

9 

050 

12 

868 

4 

508 

lacking only HOT WATER 


50 


257 


121 


395 


699 


136 


556 


22 


120 


333 


500 


69 

lacking other plumbing facilities. . . . 


846 

1 

256 


982' 

1 

921 

2 

256 

1 

006 

1 

948 


685 


754 

1 

171 

2 

77 6 


901 

DETERIORATING 


451 

2 

994 


8231 


750 

5 

730 

2 

385 

2 

448 


746 

1 2 

995 

2 

373 

4 

442 

1 

234 

WITH ALL PLUMBING FACILITIES 


151 

2 

136 


203| 


296 

3 

724 

1 

530 

1 

220 


316 

1 

915 

1 

355 

2 

292 


692 

lacking only HOT WATER . . . 


29 


124 


29 


12 


347 


120 


187 


36 


136 


102 


302 


62 

lacking OTHER PLUMBING FACILITIES. . . . 


271 


734 


sal 


442 

1 

659 


735 

1 

041 


394 


944 


916 

1 

648 


480 

DILAPIDATED 


266 


677 


1531 


122 

1 

690 


732 


584 


278 


603 


766 

1 

763 


419 

VACANT available FOR SALE 


19 


290 


45 


76 


508 


205 


148 


52 


177 


127 


155 


103 

WITH ALL PLUMBING FACILITIES 


8 


263 


25 


56 


411 


182 


89 


21 


120 


74 


116 


70 

VACANT available FOR RENT ' 


21 


311 


51 


42 


759 


263 


184 


37 


321 


188 


298 


130 

WITH all PLUMBING FACILITIES 1 


17 


253 


25 1 


29' 


565 


200 


109 


15 


226 


113 


214 


103 

ALL HOUSING UNITS 

4 

210 

30 

766 

5 

411 

B 

059 

37 

B77 

15 

1 

766 

13 

721 

3 

632 

16 

805 

13 

701 

22 

349 

7 

211 

WATER SUPPLY 

























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 

902 

28 

892 

3 

775 

5 

426 

32 

BOO 

13 

728 

9 

930 

2 

3B4 

14 

961 

11 

059 

16 

560 

5 

618 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 


576 

1 

363 


653 

1 

392 

3 

298 

1 

232 

2 

421 


306 

1 

201 

1 

312 

2 

854 


649 

PIPED WATER OUTSIDE STRUCTURE 


62 


75 


36 


118 


1211 


20 


140 


24 


55 


142 


700 


63 

NO PIPED WATER 


671 


436 


947 


123 

1 

658! 


778 

1 

230 


918 


588 

1 

168 

2 

235 


BBl 

TOILET FACILITIES 















1 










FLUSH toilet* EXCLUSIVE USE 

3 

161 

29 

417 

4 

082 

6 

190 

34 

211 

14 

152 

a 

457 

1 ^ 

419 

15 

225 

a 

466 

17 

449 

5 

796 

FLUSH TOILET* SHARED 


24 


355 


43 


4 


493 


159 


82 


60 


247 


116 


909 


103 

OTHER TOILET FACILITIES OR NONE 

1 

025 


994 

1 

286 

1 

865 

3 

173 

1 

455 

2 

182 

1 1 

153 

1 

333 


119 

3 

991 

1 

312 

BATHING facilities 

























BATHTUB OR SHOWER* EXCLUSIVE USE 

2 

879 

28 

490 

3 

798 

5 

626 

33 

022 

13 

584 

10 

378 

1 2 

318 

14 

705 

a 

loe 

16 

405 

5 

497 

bathtub or SHOWER* SHARED 


45 


398 


43 


4 


553 


158 


96 


68 


255 


127 


953 


89 

NO BATHTUB OR SHOWER 

1 

286 

1 

870 

1 

570 

2 

429 

4 

302 

2 

024 

3 

245 

1 

246 

1 

045 

2 

466 

4 

991 

1 

625 

ROOMS 

























i ROOM 


188 


492 


195 


305 


597 1 


311 


157 


334 


166 


239 

3 

141 


179 

2 ROOMS 


339 


412 


352 


682 


9041 


408 


319 


171 


288 


285 


799 


432 

3 ROOMS 

1 

840 

1 

594 


744 

1 

938 

2 

717 

1 

266 


958 


4S2 

1 

132 


877 

1 

765 


670 

4 ROOMS 


992 

5 

024 

1 

183 

2 

623 

6 

67ll 

2 

479 

2 

453 


657 

2 

253 

2 

218 

3 

667 

1 

231 

5 ROOMS 


659 

8 

319 

1 

031 

1 

296 

9 

433 

3 

263 

2 

576 

1 

719 

3 

557 

2 

769 

3 

902 

1 

619 

6 ROOMS • 


519 

6 

846 


857 


659 

8 

501 

3 

223 

2 

724 

1 

6iO 

' 3 

875 

2 

733 

3 

952 

1 

477 

7 ROOMS. 


373 

4 

613 


504 


281 

4 

871 

2 

447 

1 

964 


364 

2 

816 

1 2 

164 

2 

567 


869 

B ROOMS OK MORE 


300 

3 

466 


545 


275 

4 

183 

2 

369 

2 

570 


325 

2 

718 

2 

416 

2 

556 


734 

MEDIANt 













! 












ALL UNITS 


4.2 


5.4 


4.7 


3.9 


5.4 


5.5 


5.6 


4.6 


5.B 


5.7 


5.0 


5.2 

OWNER OCCUPIED 


5.4 


5.7 


5.7 


4.8 


5.7 


6.0 


6*3 


5.5 


6.0 


6.0 


5.9 


5.7 

RENTER OCCUPIED. ... 


4.2 


4.5 


4.4 


4.3 


4.6 


5.0 


5.5 


4.1 


4.6 


5.2 


4.5 


4.5 

UNITS IN STRUCTURE 













! 













3 

138 

27 

825 

S 

054 

7 

968 

33 

856 

14 

538 

1 13 

173 

3 

381 

15 

170 

12 

938 

19 

633 

6 

650 



104 

1 

884 


112 


10 


607 


346 


223 


143 


735 


224 


852 


272 

3 AND 4 


622 


419 


81 


11 

1 

028 


324 


63 


26 


316 


81 


566 


141 

5 TO 9 


290 


270 


74 


5 


525 


212 

1 

38 


35 


178 


26 


260 


22 

10 OR MORE 


... 


146 


14 


15 


325 


60 


29 


14 


64 


29 


721 


17 

TRAILER* ON PERMANENT FOUNDATION 


. . . 


24 


18 


13 


57 


37 

1 

12 


5 


36 


83 


80 


24 

MOBILE 


56 


198 


58 


37 


480 


249 

1 

1 

183 


26 


306 


318 


237 


05 

YEAR STRUCTURE BUILT 

























1959 TO MARCH 1960 


139 

1 

122 


149 


417 


844 


435 

! 

265 


77 


403 


342 


421 


73 

1955 TO 1958 


672 

3 

896 


669 

1 

693 

2 

983 

1 

526 

1 1 

199 


322 

1 

634 

1 

237 

1 

742 


561 

1950 TO 1954 


699 

3 

B67 


819 

1 

605 

4 

493 

1 

536 

1 1 

304 


329 

1 

359 

1 

147 

2 

509 


674 

1940 TO 1949 ... 


911 

4 

486 

1 

085 

2 

057 

5 

995 

1 

714 

' 2 

160 


632 

, 1 

664 

1 

577 

3 

577 

1 

075 

1930 TO 1939 


607 

2 

708 


448 

1 

287 

4 

762 

1 

406 

1 

362 


511 

! 1 

149 

1 

155 

2 

395 


631 

1929 OR EARLIER 

1 

1B2 

14 

687 

2 

241 

1 

000 

18 

780 

9 

149 

7 

411 

1 

761 

10 

596 

1 8 

243 

11 

705 

4 

197 

BASEMENT 

























BASEMENT ..... 

I 

548 

24 

793 

2 

349 

1 

115 

20 

790 

12 

520 

6 

986 

1 

406 

12 

905 

9 

432 

12 

982 

4 

625 

CONCRETE SLAB 

1 

037 

2 

360 

1 

791 

3 

758 

4 

504 

1 

015 

2 

789 


483 

1 

116 

1 

267 

2 

867 

1 

052 

OTHER. . 

1 

625 

3 

613 


771 

3 

186 

12 

583 

2 

231 

3 

946 

1 

743 

2 

784 

3 

002 

6 

500 

1 

534 


24-110 


State and Small Areas 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type ot Fuel, for Counties 

Outside SMS As: 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


Heucing Equipment 
Popuhition 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Hearing Fuel 
Cooking Fuel 


SUBJECT 

ALCONA 

ALGER 

ALLEGAN 

ALPENA 

ANTRIM 

ARENAC 

1 

BARAGA 

BARRY 

BENZIE 

BERRIEN 

BRANCH 

ALL HOUSING UNITS 

1 

4 

1 

986 

3 

820 

20 

764 

9 

584 

6 

693 

1 

1 4 

669 

3 

049 

12 

723 

5 

154 

53 

896 

12 

391 

heating equipment 
























STEAM OR HOT WATER 



152 


342 


778 


770 

! 

86 


196 


245 


475 


239 

4 

468 


774 

WARM AIR FURNACE 


1 

002 


945 

U 

016 

5 

487 

1 

554 

1 

200 


799 


647 

1 

409 

32 

288 

7 

039 

Floor* wall* or pipeless furnace . « 



154 


70 


570 


319 


391 


196 


30 


723 


274 

1 

969 


386 

built-in electric units 



. ■ . 


7 


20 


20 


34 


. • • 


• . * 


32 


20 


789 


16 

OTHER MEANS WITH FLUE 


3 

536 

2 

386 

7 

78B 

2 

848 

1 “ 

212 

2 

830 

1 

498 

5 

543 

2 

976 

11 

327 

3 

601 

OTHER MEANS WITHOUT FLUE 



109 


42 


199 


82 


77 


133 


305 


127 


60 

1 

036 


77 

NONE 



33 


28 


393 


58 

1 

339 


114 


172 


176 


176 

2 

019 


498 

POPULATION 










1 

1 














population IN housing UNITS* i960. . 


6 

274 

9 

158 

58 

252 

28 

006 

10 

19B 

10 

322 

6 

942 

31 

771 

7 

889 

148 

672 

31 

442 

PER occupied unit 

• • • 


3,2 


3.5 


3.6 


3.5 


3.3 


3.5 


3.4 


3.4 


3.3 


3.3 


3.2 

OWNER 

• • • 


3.2 


3.7 


3.6 


3.6 


3.2 


3.5 


3.5 


3.4 


3.2 


3.4 


3.1 

RENTER 

« • « 


3.4 


3.0 


3.6 


3.1 


3.5 


3.8 


3.0 


3.4 


3.4 


3.2 


3.3 

population in dwelling units* 1950 . 


5 

855 

9 

747 

47 

200 

21 

939 

10 

656 

9 

610 

7 

895 

25 

998 

0 

013 

113 

349 

28 

318 

PER OCCUPIED UNIT. 



3.4 


3.5 


3.4 


3.6 


3.3 


3.5 


3.5 


3.3 


3.4 


3.3 


3.2 

ALL OCCUPIED UNITS 


1 

939 

2 

623 

16 

363 

7 

944 

3 

109 

2 

928 

2 

060 

9 

439 

2 

413 

44 

412 

9 

852 

PERSONS 
























1 PERSON 



274 


412 

1 

648 


966 


513 


343 


300 

1 

054 


351 

5 

277 

1 

362 

2 PERSONS 



629 


647 

4 

511 

2 

057 


930 


794 


620 

2 

917 


756 

12 

418 

3 

122 

3 PERSONS. 



339 


399 j 

2 

B96 

1 

320 


433 


477 


276 

1 

628 


364 

8 

298 

1 

777 

4 PERSONS 



275 


433' 

2 

689 

1 

444 


451 


497 


318 

1 

480 


372 

7 

891 

1 

479 

5 PERSONS 



148 


289 j 

2 

074 


949 


354 


357 


220 

1 

152 


245 

5 

560 

1 

027 

6 PERSONS 



157 


231 

1 

257 


576 


218 


240 


189 


623 


173 

2 

648 


562 

7 PERSONS. ............. 



60 


101 


709 


313 


87 


106 


60 


328 


70 

1 

149 


274 

8 PERSONS OR MORE 



57 


111 


579 


319 


123 


114 


77 


257 


74 

1 

171 


249 

MEDIAN* 
























ALL OCCUPIED 



2.7 


3.1 


3.2 


3.2 


2.8 


3.2 


2.9 


3.0 


2.8 


3.0 


2.7 

OWNER 



2.6 


3.4 


3.2 


3.3 


2.7 


3.1 


3.0 


2.9 


2.7 


3.1 


2.7 

RENTER 



3.1 


2.6 


3.2 


2.8 


3.2 


3.8 


2.6 


3.1 


3.2 


2.8 


2.9 

PERSONS PER ROOM 
























1.00 OR LESS 

• « • 

1 

747 

2 

200 

14 

694 

6 

963 

2 

808 

2 

585 

1 

809 

8 

669 

2 

194 

39 

744 

9 

210 

1.01 OR MORE 

. . . 


192 


423 

1 

669 


981 


301 


343 


251 


770 


219 

4 

660 


642 

YEAR MOVED INTO UNIT 
























OWNER OCCUPIED 


1 

647 

1 

880 

13 

440 

6 

462 

2 

620 

2 

473 

1 

617 

7 

864 

1 

976 

32 

659 

7 

698 

1958 TO MARCH 1960 . 



320 


1871 

2 

088 

1 

185 


363 


454 


96 

1 

608 


284 

6 

125 

1 

435 

1954 TO 1957 

. • . ' 


351 


378 

3 

068 

1 

574 


560 


516 


2B9 

1 

604 


359 

B 

086 

1 

726 

1940 TO 1953 



634 


808 

5 

234 

2 

168 

1 

023 


937 


642 

2 

940 


833 

12 

716 

2 

944 

1939 OR earlier 



342 


507 

3 

030 

1 

535 


674 


566 


590 

1 

512 


500 

5 

732 

1 

593 

RENTER OCCUPIED 



292 


743 

2 

923 

1 

482 


489 

1 

455 


443 

1 

575 


437 

' 11 

753 

2 

154 

1958 TO MARCH I960 



174 


364 

1 

660 


929 


267 

1 

252 


219 

1 

004 


275 

1 7 

098 

1 

240 

1954 TO 1957 



55 


174 


599 j 


265 


102 


118 


97 


325 


67 

2 

549 


441 

1940 TO 1953 



45 


140 


456 


209 


70 

1 

64 


79 


175 


67 

1 

704 


365 

1939 OR EARLIER 



18 


65 


208 


79 


50 

1 

21 


48 


71 


28 


402 


108 

HEATING FUEL 












1 

j 












UTILITY GAS 



. » . 


. . . 

1 

969 


20 


... 

i 

44 


20 

2 

163 


... 

12 

532 

1 

192 

FUEL OIL* KEROSENE* ETC 


1 

177 

1 

529 

9 

664j 

4 

454 

2 

165 

2 

186 


968 

4 

654 

1 

547 

22 

312 

5 

193 

COAL OR COKE 



377 


460 

3 

864 

2 

819 


616 


274 


385 

1 

86 1 


503 

7 

720 

2 

968 

WOOD 



314 


412 


3l6l 


499 


260 


289 


584 


311 


282 


315 


224 

ELECTRICITY 



• . • 


. . . 


19i 


. • . 


* » * 


... 


* • * 


38 


. • • 


615 


20 

BOTTLED* TANK* OR LP GAS 



71 


203 


451' 


134 


68 


135 


103 


392 


61 


836 


255 

OTHER FUEL 



• • • 


19 


60 i 


18 


. • • 




• • * 


... 


20 


63 


• ■ . 

NONE 

... 


• * • 


... 


20| 


... 


... 

! 

1 

... 


... 


20 


... 


19 


• • i 

WATER HEATING FUEL 
























UTILITY GAS 

i 


... 


> . ■ 

2 

1 

023 


20 


66 


... 


97 

2 

273 



11 

828 

1 

812 

ELECTRICITY 

* • . ^ 


966 

1 

136' 

9 

252' 

2 

817 


967 

1 

445 


309 

4 

436! 

1 

146 

26 

135 

4 

932 

COAL OR COKE . 



46 


84 1 


213, 


572 


90 




44 


39j 


120 


620 


37 

WOOD 



24 


126 


39 


37 


45 


... 


202 


60 


60 


58 


39 

BOTTLED* tank* OR LP GAS 



230 


432 

2 

382 


851 


780 


473 


406 

1 

187! 


301 

1 

553 

1 

304 

FUEL OIL* KEROSENE* ETC 



93 


147 


849 

2 

540 


489 


317 


490 


310 


283 

1 

026 


690 

OTHER FUEL 



• . . 


• • • 


. • . 


• • • 


42 




65 




20 


22 


. . . 

NONE . 



580 


696 

1 

605, 

1 

107 


630 


693 


447 

1 

134 


483 

3 

170 

1 

038 

COOKING FUEL 
























UTILITY GAS 



14 


79 i 

1 

723 


99 


108 


179 


264 

i 

600 


20 

10 

213 

1 

590 

ELECTRICITY 



944 

1 

189 

9 

526 

5 

814 

1 

293 

1 

238 


780 

5 

115 

1 

530 

28 

541 

5 

803 

BOTTLED* TANK* OR LP GAS 



757 


822' 

4 

729 

1 

438 

1 

400 

1 

442 


525 

2 

333 


701 

4 

869 

2 

198 

FUEL OIL* KEROSENE* ETC . 



. • . 


, • • 


150 


20 


22 


46 


44 


lie 


20 


352 


43 

COAL OR COKE ..... 



24 


... 


95 


40 


. • • 




19 


39 




137 


61 

WOOD 



200 


533 


120 


446 


266 


23 


428 


234 


142 


198 


62 

OTHER FUEL 



• • . 


... 


20 


17 


20 


• * a 






• • • 


20 


. . . 

NONE 



... 


••• 


... 


70 




• « • 


...j 


••• 


••• 


82 


55 


Michigan 
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Table 29. — Occupan'Cy Charactbristics, Heatin-g Equipment, and Tyem; of Fuel, for Counties 

Outside SMSA's: 1960 — Con. 

[Based on aainple; see text. Median not shown where base is less than 200] 


Hcatinj^ Equipmcnc 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

CALHOUN 

CASS 

CHARLE- 

VOIK 

CHEBOYGAN 

CHIPPEWA 

CLARE 

CRAWFORD 

DELTA 

DICKINSON 

I EMMET 

1 . 

GLADWIN 

ALL HOUSINCi UNITS 

44 

005 

14 

762 

6 

832 

7 

560 

12 

263 

8 

033 

2 

388 

11 

917 

8 

702 

1 7 

951 

6 

841 

HEATING EQUIPMENT 























steam or hot WATER 

2 

964 


436 


466 


373 

1 

455 


127 


97 

1 

469 


856 


507 


163 

WARM AIR FURNACE 

33 

033 

7 

316 

2 

181 

1 

336 

4 

491 

1 

428 


629 

5 

338 

5 

427 

2 

779 

1 

134 

FLOORi WALL* OR PIPELESS FURNACE 

1 

395 


713 


224 


301 


513 


567 


149 


335 


121 


493 


325 

BUILT-IN ELECTRIC UNITS 


86 


158 


28 


30 


61 


22 


... 


8 


... 


103 


8 

OTHER means WITH FUUE . . 

6 

236 

5 

661 

3 

60S 

5 

356 

5 

344 

5 

589 

1 

513 

4 

560 

2 

177 

3 

872 

4 

900 

OTHER MEANS WITHOUT FLUE 


182 


232 


81 


41 


292 


149 


.. « 


79 


21 


36 


110 

NONE * 


109 


246 


247 


123 


107, 


151 


... 


108 


100 


31 


201 

POPULATION 























POPULATION IN housing UNITS* 1960. . . • • 

134 

515 

36 

938 

12 

962 

14 

649 

31 

551 

11 

925 

4 

520 

34 

313 

23 

968 

15 

652 

10 

568 

PER OCCUPIED unit 


3.3 


3.4, 


3.2 


3.6 


3.5 


3.4 


3.2 


3,5 


3.2 


3.3 


3.4 

OWNER 


3.4 


3.4, 


3.3 


3.7 


3.7 


3.5 


3.2 


3.6 


3.2 


3.4 


3.4 

RENTER 


3.1 


3.?' 


3.0 


3.1 


3.2 


3.1 


3.2 


3.1 


3.2 


3.1 


3,5 

population in dwelling units* 1950 . . . . 

112 

20fl 

28 

004 1 

13 

400 

13 

537 

28 

468 

10 

202 

4 

127 

32 

442 

24 

704 

16 

173 

9 

391 

PER OCCUPIED UNIT 


3*2 


3.2 1 


3.4 


3.5 


3.6 


3.5 


3.3 


3.5 


3.3 


3.4 


3.6 

ALL OCCUPIED UNITS . 

41 

010 

10 

774 

3 

989 

4 

122 

6 

956 

3 

485 

1 436 

9 

914 

7 

488 

4 

696 

3 

105 

PERSONS 























1 PERSON 

5 

232 

1 

324 


617 


547 

1 

179 


450 


198 

I 

321 

1 

087 


770 


433 

2 PERSONS 

11 

794 

3 

097 

1 

195 

1 

167 

2 

166 


987 


494 

2 

738 

2 

293 

1 

26B 


890 

3 PERSONS 

7 

426 

1 

900 


65{)l 


590 

1 

613 


553 


266 

1 

557 

1 

306 


759 


507 

4 PERSONS 

7 

399 

1 

708 

1 

560 1 


658 

1 

493 


569 


170 

1 

613 

1 

090 


773 


449 

5 PERSONS 

4 

802 

1 

207 


491 1 


447 

1 

139 


407 


127 

1 

227 


911 


507 


332 

6 PERSONS 

2 

470 


774 


219 I 


280 


734 


289 


93 


668 


442 


297 


227 

7 persons 


987 


348 


135 1 


175 


317 


115 


44 


395 


199 


108 


180 

6 persons or more 


900 


416 


122 


258 


315 


115 


42 


395 


160 


214 


87 

MEDIAN* 























ALL OCCUPIED 


3.0 


3.0 


2.8 


3.1 


3.2 


3.1 


2.6 


3,1 


2,8 


2.9 


3.0 

OWNER * 


3,1 


2.9 


2.8 


3.1 


3.3 


3.1 


2.6 


3,2 


2,8 


3,0 


2-9 

RENTER 


a.7| 


3.2 


2.7 


3.0 


2.9 


2.9 


2,7 


2,7 


2.B 


2.6 


3.4 

PERSONS PER ROOM 























1.00 OR LESS 

37 

469 

9 

564 

3 

605 

1 

, 3 

501 

7 

753 

3 

001 

1 

254 

B 

802 

6 

892 

4 

153 

2 

787 

1.01 OR MORE 

3 

541 

1 

210 


384 

1 

541 

1 

203 


484 


182 

1 

112 


596 


543 


318 

YEAR MOVED INTO UNIT 























OWNER OCCUPIED 

1 30 

527 

8 

842 

3 

320 

3 

357 

6 

066 

2 

869 

1 

174 

7 

368 

6 

m 

3 

626 

2 

636 

1958 TO MARCH 1960 

6 

521 

1 

505 


541 


562 

1 

149 


623 


226 


977 


639 


544 


452 

1954 TO 1957 

7 

951 

2 

280 


702 


726 

1 

262 


743 


267 

1 

551 


980 


675 


61B 

1940 TO 1953 

10 

977 

3 

543 

1 

243 

1 

255 

2 

385 

1 

050 


446 

2 

767 

2 

059 

1 

460 


947 

1939 OR EARLIER 

5 

078 

1 

514 


834 


814 

1 

270 


453 


235 

2 

073 

2 

433 


947 


619 

RENTER OCCUPIED 

10 

483 

1 1 

932 


669 


765 

2 

890 


616 


262 

2 

546 

1 

377 

1 

070 


469 

1958 TO MARCH I960 

6 

686 

1 1 

114 


384 


459 

1 

938 


368 


175 

1 

273 


666 


611 


272 

1954 TO 1957 .... 

2 

194 


408 


158 


158 


522 


116 


39 


708 


364 


234 


98 

1940 TO 1953 

1 

286 


318 


76 


105 


305 


84 


48 1 


391 


258 


174 


61 

1939 OR EARLIER 


317 


92 


51 


43 


125 


48 


... 


174 


89 


51 


38 

HEATING FUEL 























UTILITY GAS. ... 

15 

644 

1 

937 




25 


235 

1 

086 


22 


2261 


20 


21 


18 

FUEL OIL* kerosene* ETC 

18 

432 

S 

456 

2 

450 

2 

572 

5 

574 

1 

788 


994 

5 

043 

4 

285 

2 

796 

2 

389 

COAL OR COKE 

5 

621 

2 

359 

1 

131 


734 

2 

422 


165 


66 

2 

996 

2 

789 

1 

062 


287 

WOOD . . 


327 


244 


350 


632 


590 


222 


176 


632 


82 


624 


369 

ELECTRICITY 


95 


123 


20 


. * * 


. • . 


39 


... 


. . . 


... 


29 


. . • 

BOTTLED* TANK* OR LP GAS 


752 


466 




159 


92 


123 


178 


923 


312 


164 


42 

OTHER FUEL 


139 


189 


38 


. . . 


43 


42 


... 


94 


... 


. i . 


. . • 

NONE 


... 


... 


... 


... 


... 


... 


... 


... 


... 


... 


... 

WATER HEATING FUEL 























UTILITY GAS 

23 

598 

1 

405 


61 


22 


488 


983 


45 

1 

479 


239 


148 


39 

ELECTRICITY. 

11 

137 

6 

31B 

1 

719 

1 

745 

4 

786 

1 

494 


463 

4 

145 

3 

775 

1 

755 

1 

733 

COAL OR COKE 


322 


156 


264 


87 


803 


21 


... 


276 


260 


22 


42 

WOOD 


61 


21 


154 


184 


177 


. • • 


22 


266 


60 


248 


• . . 

BOTTLED* TANK* OR LP GAS 

2 

244 

1 

091 


819 


694 


436 


165 


487 

1 

925 

1 

509 

1 

245 


377 

FUEL OIL* KEROSENE* ETC 

1 

126 


394 


364 


431 


636 


118 


221 


426 


851 


516 


243 

OTHER FUEL 


... 


• • • 


21 


. • • 


23 


... 


. . . 


104 


59 


20 


21 

NONE 

2 

520 

1 

389 


587 


959 

1 

607 


704 


198 

1 

293, 


735 


742 


650 

COOKING FUEL 























UTILITY GAS, , , 

16 

997 

1 

641 


122 


92 


453 


686 


45 

1 

667 


334 


170 


101 

ELECTRICITY 

18 

825 

5 

302 

2 

150 

1 

830 

5 

947 

1 1 

657 


685 

4 

816 

4 

428 

2 

109 

1 

708 

BOTTLED* TANK. OR LP GAS 

4 

618 

3 

361 

1 

292 

i 

713 

1 

883 

1 

004 


596 

2 

47 a 

2 

315 

1 

899 


924 

FUEL OIL* KEROSENE* ETC 


155 


205 


60 


47 


62 


42 


22 


21 


BO 


42 


63 

COAL OR COKE . 


40 


81 


40 


80 


lie 


IB 


• « « 


sal 


80 


... 


21 

WOOD 


170 


184 


306 


360 


431 


61 


88 


706 1 


232 


476 


208 

OTHER FUEL 


40 


• • • 


... 


• • « 


43 


. • • 


... 


20 


. . . 


• « . 


. . . 

NONE 


165 


... 


19 


• • « 


19 


17 


••V 


148' 


19 


... 


... 
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State and Small Areas 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type ot Fuel, for Counties 

Outside SMSA’s: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

GOGEBIC 

GRAND 

TRAVERSE 

GRATIOT 

HILLSDALE 

HOUGHTON 

HURON 

IONIA 

IOSCO 

IRON 

ISABELLA 

KALKASKA 

ALL HOUSING UNITS 

9 

287 

12 

870 

11 

584 

12 

054 

13 

477 

13 

889 

13 

054 

8 

946 

7 

106 

10 

oia 

3 

801 

HEATING EQUIPMENT 

steam or hot WATER ..... 

WARM AIR FURNACE 

FLOOR* WALL* OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

other MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE ......... 

NONE 

1 

4 

3 

082 

522 

156 

192 

200 

135 

5 

4 

992 

584 

548 

16 

870 

309 

551 

5 

1 

4 

7B9 

002 

143 

36 

389 

59 

166 

6 

3 

580 

919 

322 

12 

999 

120 

102 

3 
5 

4 

098 

354 

157 

28 

339 

210 

291 

i 

4 

6 

246 

926 

799 

22 

261 

77 

558 

6 

4 

755 

713 

751 

24 

508 

163 

140 

2 

5 

300 

543 

899 

15 

051 

103 

35 

3 

2 

623 

750 

149 

4 

485 

38 

57 

4 

1 

3 

477 

126 

238 

16 

847 

38 

276 

2 

36 

489 

343 

31 

B6B 

n 

23 

population 
























POPULATION IN HOUSING UNITS* 1960. . 


24 

740 

30 

795 

36 

211 

34 

412 

33 

547 

34 

471 

40 

022 

16 

140 

17 

262 

31 

455 

4 

268 

PER OCCUPIED UNIT 



3.2 


3.4 


3.4 


3.3 


3.1 


3.6 


3.5 


3.3 


3.2 


3*6 


3.2 

OWNER 



3.2 


3,5 


3,4 


3.3 


3.2 


3.6 


3.5 


3.2 


3.3 


3.7 


3.2 

RENTER ... 



3.0 


3.1 


3.7 


3.4 


2.9 


3.6 


3.5 


3.5 


3.0 


3.3 


. . . 

population in DWELLING UNITS* 19S0 , 


26 

640 

24 

950 

32 

654 

31 

374 

38 

533 

33 

016 

35 

364 

10 

858 

17 

269 

27 

262 

4 

595 

per occupied unit 



3.3 


3.3 


3,4 


3.3 


3.3 


3.6 


3.3 


3,3 


3.3 


3.6 


3.4 

ALL OCCUPIED UNITS 

7 

820 

9 

065 

10 

532 

10 

276 

10 

825 

9 

522 

1 

11 

506 

4 

859 

5 

334 

8 

777 

1 346 

PERSONS 
























1 PERSON 


1 

275 

1 

269 

1 

226 

1 

181 

i 

711 

1 

008 

1 

340 


494 


776 


910 


187 

2 PERSONS 


2 

266 

2 

512 

! 2 

919 

3 

106 

! 3 

361 

2 

556 

3 

277 

1 

542 

1 

397 

2 

370 


453 

3 PERSONS 


1 

297 

1 

438 

1 

742 

1 

710 

2 

002 

1 

672 

2 

026 


864 

1 

072 

1 

499 


248 

4 PERSONS 


1 

311 

1 

397 

1 

936 

1 

807 

1 1 

533 

i 

529 

1 

738 


816 


833 

1 

464 


173 

5 PERSONS. ............. 



864 

1 

171 

1 

209 

1 

178 

1 

156 

1 

077 

1 

413 


588 


706 

1 

095 


121 

6 PERSONS 



494 


676 


838 


730 


570 


7B2 


841 


306 


352 


670 


83 

7 PERSONS. . . 



158 


353 


365 


319 


281 


451 


398 


148 


115 


412 


36 

8 PERSONS OR MORE 



155 


249 


297 


245 


211 


447 


473 


101 


83 


357 


45 

MEDIAN* 
























ALL OCCUPIED 



2.8 


3.0 


3.1 


3.0 


2.7 


3.2 


3.1 


3.0 


3.0 


3.2 


2.6 

OWNER 



2.B 


3.1 

1 

3,0 


2.9 


2,7 


3.1 


3.0 


2.8 


3.0 


3.3 


2.7 

RENTER 



2.7 


2.7 


3.5 


3.2 


2.6 


3,5 


3.2 


3.3 


2.7 


3.1 


• . . 

PERSONS PER ROOM 
























UOO OR LESS 


7 

205 

B 

121 

9 

736 

9 

676 

10 

117 

B 

703 

10 

441 1 

4 

264 

4 

978 

7 

735 

1 

226 

UOL OR MORE 

. . . 


615 


944 


794 


600 


7081 


819 

L 

0651 


595 


356 

1 

042 


120 

YEAR MOVED INTO UNIT 















1 

1 









OWNER OCCUPIED 


6 

116 

7 

035 

8 

136 

6 

004 

8 

014 

7 

809 

9 

074 

3 

545 

4 

287 

6 

473 

1 

179 

1958 TO MARCH 1960 



440 

1 

105 

1 

160 

1 

356 


862 


851 

1 

298' 


788 


472 

1 

138 


258 

1954 TO 1957 


1 

101, 

1 

845 

1 

770 

1 

783 

1 

181 

1 

429 

1 

909; 


875 


718 

1 

519 


286 

1940 TO 1953 • 


2 

489 

2 

593 

3 

179 

3 

207 

2 

770 

2 

904 

3 

695' 

1 

276 

1 

604 

2 

351 


405 

1939 OR EARLIER 


2 

086 

1 

492 

2 

027 

1 

650 

3 

201 

2 

625 

2 

172, 


606 

1 

493 

1 

465 


230 

RENTER OCCUPIED 


1 

704 

2 

030 

2 

396 

2 

272 

2 

811 

1 

713 

2 

432 

1 

314 

1 

047 

2 

304 


167 

1958 TO MARCH 1960 



761 

1 

302 

1 

312 

1 

269 

1 

139 


770 

1 

277 

1 

018 


421 

1 

413 


70 

1954 TO 1957 



411 


347 1 


522 


576 


579 


415 


495 


192 


323 


481 


40 

1940 TO 1953 



395 


303 


445 


324 


634 


345 


513 


84 


199 


306 


20 

1939 OR EARLIER 



137 


78 


117 


loi 


459 


183 


147 


20 


104 


104 


29 

heating fuel 
























UTILITY gas 



. . . 

1 

895 

3 

785 


815 


164 


... 

3 

550 


20 


21 

4 

001 


... 

FUEL OIL* KEROSENE. ETC 


4 

577 

5 

207 

3 

976 

5 

679 

3 

438, 

6 

384 

4 

865 

4 

044 

2 

652 

3 

155 


765 

COAL OR COKE 


2 

551 

1 

209 

1 

743 

3 

268 

5 

8141 

2 

458 

2 

445 


326 

2 

309 

1 

004 


259 

WOOD 

« • • 


559 


419 


352 


190 


810 


347 


214 


192 


226 


456 


280 

ELECTRICITY. . . , . 



... 


39 


82 


« • • 


H2l 


... 


40 


> • • 


• • 1 


« * . 


. . . 

BOTTLED* TANK* OR LP GAS 

• • • 


83 


276 


573 


279 


537 


294 


294 


277 


126 


80 


42 

OTHER FUEL 

• • • 


• • • 


20 


. • . 


20 


20 


39 


BO 


... 


... 


B1 


. . . 

NONE 

• • • 


50 


... 


21 


25 


... 


... 


10 


... 


... 


. . . 


. f » 

WATER HEATING FUEL 
























UTILITY GAS 

• • « 


21 

1 

991 

4 

344 

1 

599 


706 


20 

4 

007 


64 


128 

4 

ooo 


... 

ELECTRICITY 

• « 1* 

5 

682 

4 

538 

3 

572 

4 

419 

4 

486 

6 

554 

4 

404 

2 

950 

3 

082 

2 

851 


427 

COAL OR COKE . 

ft • • 


234 


346 


58 


133 

1 

213 


155 


lie 


22 


251 


61 


63 

WOOD 

ft • ft 


155 


63 


• • « 


45 


597 


19 


18 


22 


149 


20 


21 

BOTTLED* TANK* OR LP GAS 



286 

1 

249 

1 

184 

1 

513 

1 

071 


821 


990 


828 


517 


551 


362 

FUEL OIL* KEROSENEt ETC . 



164 


210 


179 


977 


603 


898 


448 


522 


495 


224 


63 

OTHER FUEL 

ft • ft 


43 


... 


. i • 


20 


197 


. • • 


21 


a ■ . 


105 


. * . 


1 . » 

NONE 

ft ft ft 

1 

235 


668 

1 

195 

1 

570 

1 

952 

1 

055 

1 

500 


451 


607 

1 

070 


410 

COOKING FUEL 
























UTILITY GAS 

ft • ft 


254 

1 

519 

3 

286 

1 

049 

1 

127 


59 

3 

249 


189 


96 

3 

014 


22 

ELECTRICITY 


5 

416 

4 

967 

4 

679 

5 

389 

5 

464 

6 

143 

6 

245 

2 

483 

3 

855 

4 

107 


450 

BOTTLED* TANK* OR LP GAS 

ft ft ft 

1 

222 

2 

124 

2 

328 

3 

534 

2 

173 

2 

852 

1 

660 

2 

038 


967 

1 

458 


724 

FUEL OIL* KEROSENE* ETC 

ft ft ft 


21 


42 


96 


100 


126 


19 


lie 


41 


43 


16 


■ * . 

COAL OR COKE .... 

ft ft ft 


125 


21 


45 


124 


354 


256 


80 


22 


22 


82 


... 

WOOD 

ft ft ft 


763 


252 


79 


SO 

1 

561 


174 


134 


86 


351 


58 


150 

OTHER FUEL 

ft ft ft 


. . . 


. • • 


19 


• • • 


20 






• * • 


* ■ . 


40 


» • * 

NONE 

ft ft ft 


19 


140 


... 


... 


... 


19 


*20 


... 


... 


... 


... 


24-113 


Michigan 


Table 29. — Occupancy Ciiaracturustics, HiiATiNG Hquipment, and Typp: of Fuel, for Counties 

OuTsiDic SMS As: 1960 — Con. 

[Utised on .snniple; seo text. Median not shown wliero base is less than 200] 


Hcaciug Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

I-lcating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

KEWEENAW 

LAKE 

1 APEER 

LEELANAU 

LENAWEE 

LIVING- 

STON 

LUCE 

MACKINAC 

MANISTEE 

MAR- 

QUETTE 

MASON 

MECOSTA 

all HOUSING UNITS 



1 

918 

5 43U 

12 

872 

5 

666 

25 

621 

15 

946 

2 

893 

6 

160 

8 

642 

18 

219 

9 

515 

6 

058 

HEATING EQUIPMENT 


























steam or hot water 




135 

57 

1 

163 


232 

1 

958 


944 


170 


328 


712 

4 

419 


734 


287 

WARM AIR FURNACE 




531 

615 

5 

838 

1 

629 

15 

635 

6 

748 


484 


943 

3 

290 

6 

964 

3 

432 

3 

035 

FLOOR! WALL! OR PlPEUESS FURNACE . 




221 

120 

1 

049 


246 

1 

130 


895 


300 


301 


162 


485 


441 


390 

BUILT-IN ELECTRIC UNITS 




• . • 

. « . 


21 


48 


72 


48 


• . • 


16 


16 


3 


4 


29 

OTHER MEANS WITH FLUE 




814 

4 546 

4 

441 

2 

839 

6 

220 

6 

743 

1 

793 

4 

309 

3 

973 

6 

216 

4 

379 

4 

150 

other means without FLUF 




38 

72 


214 


63 


262 


210 


70 


134 


97 


73 


258 


44 

NONE 




179 

24 


146 


629 


344 


350 


68 


137 


392 


59 


267 


123 

population 









i 

















population in housing UNITS! 1960. 



2 

496 

5 327 

38 

137 

8 

969 

76 

272 

37 

583 

6 

141 

10 

508 

19 

212 

53 

679 

21 

501 

19 

084 

PER OCCUPIED UNIT 




3.1 

2,9 


3.5 


3,4 


3.5 


3,5 


3.7 


3.6 


3.3 


3.4 


3.2 


3.3 

OWNER 




3.1 

2.9 


3.6 


3.5 


3.5 


3.5 


3,7 


3.6 


3.3i 


3.5 


3.2 


3.4 

RENTER 




. . . 

3.2 


3.5 


3.0 


3,5 


3.6 


3.6 


3.5 


3.0 


3.3 


3.0 


3.2 

POPULATION IN DWELLING UNITSi 1950 



2 

918 

5 249 

31 

252 

8 

541 

62 

903 

26 

009 

6 

215 

9 

U7 

18 

356 

45 

526 

20 

112 

16 

444 

PER OCCUPIED UNIT 




3.2 

3.0 


3.5 


3.6 


3,4 


3,3 




3.5 


3.2 


3,4 


3.2 


3.4 

ALL OCCUPIED UNITS 



005 

1 807 

10 

771 

2 

664 

21 

9B2 

10 

770 

1 

662 

2 

920 

5 

875 

15 

566 

6 

767 

5 

739 

PERRONS 


























1 PERSON 




119 

362 

1 

115 


353 

2 

561 

1 

139 


208 


409 


868 

1 

690 

1 

007 


764 

2 PERSONS, . . 




239 

615 

3 

026 


872 

5 

874 

3 

006 


385 


739 

1 

746 

4 

046 

2 

006 

1 

702 

3 PERSONS, .... 




106 

294 

i 

826 


435 

3 

667 

1 

874 


274 


449 


981 

2 

938 

1 

201 

1 

057 

4 PERSONS 




100 

190 

1 

783 


346 

4 

113 

1 

989 


296 


463 


805 

2 

684 

1 

104 


612 

5 PERSONS 




74 

138 

1 

287 


247 

2 

613 

1 

213 


194 


366 


673 

2 

009 


625 


633 

6 PERSONS. .... 




56 

126 


947 


178 

1 

746 


745 


156 


208 


387 

1 

209 


367 


405 

7 PERSONS. . . 




18 

45 


413 


100 


761 


422 


49 


139 


185 


454 


192 


106 

0 PERSONS OR hORE 




13 

37 


374 


133 


627 


382 


100 


147 


150 


356 


185 


180 

MEDIANi 


























ALL OCCUPIED 




2.7 

2.4 


3.2 


2,7 


3.2 


3.2 


3.4 


3,2 


2,8 


3.2 


2.7 


2.9 

OWNER 




2,7 

2.4 


3.2 


2.8 


3.2 


3.1 


3.4 


3.2 


2.9 


3.2 


2.8 


2.9 

RENTER 




. . , 

2.3 


3.2 


2,5 


3,3 


3.4 


3.2 


3.2 


2.6 

i 

3.2 


2.6 


2.6 

PERSONS PER ROOM 




















1 






1.00 OR LESS 

. , 

, 


747 

1 628 

9 

621 

2 

423 

20 

062 

9 

715 

1 

360 

2 

422 

5 

394 

1 13 

745 

6 

263 

5 

120 

1.01 OR MORE 

• • 

• 


58 

i79i 

1 

150 


241 


900 

1 

055 


302 


498 


401 

1 

841 


504 


619 

YEAR MOVED INTO UNIT 





1 





















OWNER OCCUPIED . 




672 

1 497 

B 

584 

2 

202 

16 

763 

8 

611 

1 

31S 

2 

243 

4 

784 

10 

512 

5 

505 

4 

297 

1958 TO MARCH 1960 




41 

210 

1 

305 


271 

3 

083 

1 

670 


210 


350 


584 

1 

615 


753 


683 

1954 TO 1957 




87 

323 

2 

099 


449 

3 

945 

2 

440 


262 


529 


B23 

i 2 

125 

1 

096 


837 

1940 TO 1953 




242 

655 

3 

309 


804 

6 

313 

3 

106 


523 


812 

1 

839 

3 

751 

2 

109 

1 

583 

1939 OR earlier 




302 

309 

1 

871 


670 

3 

422 

1 

395 


312 


552 

1 

538 

1 3 

021 

1 

567 

1 

194 

RENTER OCCUPIED 




133 

310 

2 

187 

1 

462 

5 

219 

2 

159 


347 


677 

1 

091 

5 

074 

1 

262 

1 

442 

1958 TO MARCH I960 




52 

166 

1 

220 


244 

3 

188 

1 

331 


215 


369 


577 

! 3 

026 


619 


914 

1954 TO 1957 




32 

55 


484 


82 

1 

Oil 


462 


80 


122 


227 


032 


292 


252 

1940 TO 1953 




44 

56 


346 


99 


780 


310 


36 


107 


220 

1 ^ 1 

706 


240 


193 

1939 OR earlier, . 




5 

33 


137 


37 


240 


56 


16 


79 


67 

1 

310 


111 


83 


HEATING FUEL 


UTILITY GAS 

FUEL 0IL» KEROSENE» ETC. 
COAL OR COKE ...... 

WOOD «... 

ELECTRICITY. ...... 

BOTTLED 1 TANKi OR LP GAS 

OTHER FUEL 

NONE 


. * . 

19 

2 529 

241 

905 

5 016 

510 

338 

2 466 

27 

4U 

359 

• . « 

19 

41 

27 

115 

342 

• . . 

. . . 

10 


, , , 1 

5 091 

2 568 

1 716 

11 908 

6 504 

388 

4 256 

1 305 

450 

84 

79 

44 

41 

57 

66 

520 

217 

• , . 

62 

20 

• . . 

20 

20 


128 

229 

183 

102 

20 


2 122 
349 
242 
24 
103 


174 
3 111 
2 106 
355 
54 
75 


364 
a 705 
5 135 
417 

944 

21 


1 677 
3 256 
1 129 
532 
21 
152 


2 358 
2 212 
745 
364 

60 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD 

BOTTLED ( TANKi OR LP GA.S 
FUEL OILi KEROSENE! ETC. 
OTHER FUEL ....... 

NONE 


« • . 

36 

2 379 

322 

523 

5 268 

27 

19 

56 

• • • 

92 

20 

160 

426 

985 

27 

181 

696 

• * • 

• , • 

20 

269 

530 

1 347 


• . • 

6 364 

2 935 

1 440 

10 578 

5 600 

88 

104 

78 

80 

* • * 

40 

384 

2 253 

807 

90 

959 

749 

* * • 

59 

. • • 

574 

1 665 

553 


18| 
552' 
38 I 
41 
479 
56 
20 
458 


139 

314 

34 

599 

131 

21 

682 


620 
3 005 
512 
56 
597 
314 

763 


1 206 
7 321 
836 
109 
2 063 
2 024 
45 
1 902 


1 699 

2 700 
164 

65 

807 

452 

660 


2 342 
1 783 
61 
20 
409 
126 
21 
977 


COOKING FUEL 


UTILITY GAS 

electricity 

BOTTLED I TANKi OR LP GA.q 
FuEL OILi KEROSENEi ETC. 
COAL OR COKE ...... 

WOOD 

OTHER FUEL 

NONE .......... 


27 

322 

322 


36 1 

453 6 

965 2 


38 

38 

277 


901 

021 

651 

57 

41 

100 


. 4 

1 666 12 
668 4 


7B6 1 

456 6 

406 1 

62 
147 
40 
21 
64 


790 

984 

B17 

20 

40 

100 


36 

551 1 

776 1 

40 
20 
239 


182 

689 

i 551 

256 

3 580 

9 452 

220 

1 275 

3 607 

32 

18 

70 

24 

102 

102 

185 

211 

752 

... 

. • « 

22 

21 

... 

22 


499 

276 

585 

42 

63 

281 


1 820 
2 355 
1 276 
61 

206 


21 


24-114 


State and Small Areas 


Table 29.— Occupancy Characteristics, Heating Equipment, and Type ot Fuel, for CouNrn-.s 

Outside SMSA’s: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


HiMtiii.i', hijnii'iui nr Vi ,n Mnvi sl niro 

lViM»H'< Ih .Kitii' i'ui'l 

Prison*. I’lT \\ .ir«'r lit. amt; I in'l 

Room ^ otikim; Imu j 


ALL HOUSING UNITS 

heating equipment 
steam or hot water ....... 

WARM AIR FURNACE 

FLOORt WALL. OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . . 
NONE 


1960. 


POPULATION IN HOUSING UNITS. 

PER OCCUPIED UNIT 

OWNER. . * 

renter ............ 

population in dwelling units. 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS . . . 
PERSONS 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS. . 

5 PERSONS. 

6 PERSONS 

7 PERSONS 

S PERSONS OR MORE. ...... 

MEDIAN* 

ALL OCCUPIED . . 

OWNER 

RENTER 

PERSONS PER ROOM 

1.00 OR LESS 

1.01 OR MORE 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED ...... 

195B TO MARCH I960 

1954 TO 1957 . 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

1958 TO MARCH I960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER. . 

HEATING FUEL 

UTILITY GAS 

FUEL OILt KEROSENEt ETC. . . . 

COAL OR COKE 

WOOD 

electricity. . * 

BOTTLED! TANK! OR LP GAS . . . 

OTHER FUEL 

NONE 

WATER HEATING FUEL 
UTILITY GAS. . . 

electricity 

COAL OR COKE ......... 

WOOD 

BOTTLED f TANK I OR LP GAS . . . 
FUEL CiLi KEROSENE. ETC. . . . 

other fuel 

NONE 

COOKING FUEL 

UTILITY GAS 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS . . . 
FUEL OILf KEROSENE. ETC. . . . 

COAL OR COKE 

WOOD ... 

OTHER FUEL 

NONE 


MENOMI- 

NEE 


812 
4 368 
240 
4 

2 798 
52 
117 


25 206 
3.5 
3.5 

3.4 
24 889 

3.5 


856 
2 048 
1 142 
1 103 
885) 
473 
312 
340 

3.1 
3. 1 
3.0 


6 423 
736 


5 853 
704 
1 026 
2 413 
1 710 

1 306 
651 
312 
237 
106 


104 

525 

883 

624 

23 


1 443 

2 609 
100 
154 

1 423 
261 

1 169 


15 290 


825 

a 681 

1 310 
26 
4 093 
167 
188 


51 504 

3.8 

3.9 
3.4 

35 527 
3.7 


1 076 

2 974 
2 417 
2 757 
2 108 
1 189 

564 

527 

3.6 

3.7 
3.1 


11 866 
1 746 


11 479 

2 408 

3 35a| 

4 159 

1 554 

2 133 
1 486 

299 

260 

88 


3 515 
7 826 
2 035 
86 
43 
107 


MISSAU- 

KEE 


69 

975 

171 

4 

833 

17 

11 


6 859 

3.6 
3.5 
3.9 

7 444 

3.7 


232 

545 

274 

278 

263 

150 

73 

101 

3.2 

3.0 

3.8 


1 670 
246 


656 

201 

328 

619 

508 

260 

129 

44 

55 

32 


155 

853 

444 

464 


58 
1 334 


19 
1 391 
408 
59 
39 


31 159 


2 985 
17 882 
1 771 
78 
7 885 
255 
303 


100 126 
3.6 
3.6 
3.6 
74 790 
3.6 


516 
223 
965 
877 
498 
331 
1 080 
1 083 

3.3 

3.3 

3.3 


24 321 
3 252 


560 

250 

516 

044 

203 

411 

478 

951 

363 


6 215 
14 990 
4 929 
303 

836 

241 

59 


9 118 
11 426 
244 
59 

2 818 

1 155 

20 

2 733 


6 435 
15 714 
4 599 
367 
202 
197 
20 
39 


35 673 
3.3 
3.3 
3.3 
30 748 
3.2 


10 886 


1 575 
3 111 
1 805 
1 748 
1 333 
792 
296 
226 

2.9 

2.9 

2.9 


9 931 
955 


8 861 
1 425 

1 904 
3 420 

2 112 

2 025 
1 120 
507 
285 
113 


3 812 

4 356 
1 850 

455 

372 

41 


105 


MONT- 

MORENCY 


84 

648 

244 

25 

489 

38 

16 


601 

3.4 
3.3 

124 

3.5 


197 

470 

158 

195 

141 

91 

39] 

79 

2.6 

2.5 


176 

194 


195 
218 
320 1 
448 
209 

175 

103 

42 

30 


785 

339 

198 


98 

296 

24 

390 

267 

295 


122 

514 

611 


NEWAYGO 


10 773 


265 

475 

416 

32 

398 

120 

67 


23 900 
3.4 
3.4 

3.3 
21 471 

3.4 


941 
2 128 
1 086 
1 063 
856 
438 
271 
271 

2.9 

2.9 

2.8 


6 256 
798 


831 

861 

358 

359 
253 


223 

706 

288 

134 

95 


557 
3 945 
1 497 
882 
19 
154 


551 

649 

43 

60 

587 

566 

24 

574 


276 

276 

075 

35 

19 

349 


7 585 


301 

279 

329 

28 

097 

80 

471 


16 523 
3.4 

3.4 

3.5 
16 002 

3.4 


6.J9 
1 367 
788 
800 
519 
374 
161 
180 

3.0 

3.0 

3-i 


367 

461 


968 

586 

753 

617 

012 

860 

452 

186 

171 

51 


3 079 
1 034 
586 

64 

65 


2 214 
129 
43 

1 060 
523 
22 
837 


86 

235 

120 

42 

21 

302 

22 


OOLMAW 

ONTO- 

0‘.f[ OLA 



NAiloN 



— - 

794 

4 

1*|0 


4 13 


IMO 


47V 


170 

1 

257 

1 

IfiO 

1 

980 


608 


77 


335 


5 


4 


7 

3 

64 9 

2 

iiU 

2 

762 


M 


29'. 


19 


38 


13 


134 

9 

84 / 

10 

556 

1 ^ 

;;'7 


3.4 


3.4 


3.4 


3.4 


3,'. 


3,4 


3 . 5 


3.1 


l.U 

9 

325 

lo 

186 


7*'2 


3.5 


3.4 

. 

3 . 5 

2 

883 

3 

1 58 


992 


399 


4 33 


49r, 


86l 


H54 

1 

134 


458 


60V 


693 


378 


4/3 


625 


34 4 


343 


4 55 


212 


227 


257 


108 


94 


190 


123 


10!' 


142 


2.9 


3.U 


3.0 


2.9 


3,0 


3,0 


3.2 


2,8 


3*0 

2 

576 


740 

5 

593 


307 


398 


399 

2 

383 

2 

362 

3 

302 


432 


318 


471 


441 


380 


704 


959 i 

1 

003 

1 

236 


55 ij 


661 


891 


500 ! 


776 


690 


318, 


402 


375 


116^ 


209 


149 


62i 


106 


110 


4| 

! 


59 


56 


74 i 


20 

1 

291 

1 

734 

1 

972 

1 

406 


519' 


465 


657 


246; 


527 


499 


... 




... 


194 


135 


30 


116, 


19 


21 


116 


119 

1 

051 

1 

297 

1 

757 

1 

424 


... 


39 


19 


46 


97 


114 


569 


312 


252 


143 


59 


196 


70 


... 


» . . 


642 


755 


936 


116 


130 


916 

1 

311 

1 

404 

1 

056 

1 

169 


B95 


774 


• • • 


20 


■ 4 » 


• ■ • 


38 


20 


194 


624 


405 


93 




21 


1.‘ 


3.0 

3.tl 


MO? 

I4i? 

101 * 

HO 

UM 

20 

2.M 


961 

100 


172 
3M7 
171 

173 
76 
55 
3a 

M 


71M 

82 

22M 


21 

38a 

20 

143 

101 


IMM 

469 

366 


Michigan 
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Table 29. — Occdpancy CuARArruRrsTics, Huatintg Equipmi^nt, and Typr op Furl, for Countiks 

OcTTSiDL SMSA's: 1960 — Cbn. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Popul.it ion 
I’crsons 
Persons per 
Room 


Year Moved into 
Unit 

He.'iting Fuel 
Water lie.iting Fuel 
Cooking Fuel 


SUBJECT 


OTSEGO 


OTTAWA 


PRESQUE 

ISLE 


ROS- 

COMMON 


ST CLAIR 


ST 

JOSEPH 


SANILAC 


SCHOOL- 

CRAFT 


SHIA- 

WASSEE 


TUSCOLA 


VAN 

BUREN 


WEXFORD 


ALL HOUSING UNITS 


HEATING EQUIPMENT 


16 805 


13 701 


7 ail 


STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOORS WALL! OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUF . . . . 
NONE 


POPULATION 


91 

1 833 

999 

22 998 

104 

741 

22 

6B 

2 927 

4 256 

37 

182 

30 

6BB 


272 

144 

049 

1 283 

267 

608 

60 

24 

i 495 

5 904 

190 

56 

78 

40 


5 234 

1 238 

17 7B0 

9 590 

2 570 

551 

119 

107 

11 470 

3 842 

442 

284 

254 

154 


an 

291 

4 700 

933 

505 

91 

57 

... 

7 093 

2 235 

288 

32 

267 

50 


1 001 

1 307 

10 402 

5 974 

830 

863 

52 

49 

4 059 

5 154 

200 

145 

181 

209 


1 202 

375 

a 886 

3 190 

87 L 

331 

99 

4 

a 391 

3 107 

377 

151 

2 443 

53 


POPULATION IN housing UNiTSi I960 

PER OCCUPIED UNIT * . . . 

OWNER 

RENTER 

population in DWELLING UNITS* 1950 . . . . 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 
PERSONS 


7 


6 


800 

3.7 

3.7 

3.6 
245 

3.6 


99 


72 


729 

12 729 

7 116 

3.6 

3.7 

3.0 

3.7 

3.8 

3.0 

3.3 

1 3.2 

2.9 

BBU 

1 11 829 

5 910 

3,4 

, 3.8 

3.1 


390 

3.4 

3.5 
3. 1 
778 
3.4 


42 

34 


04 a 

32 322 

3,2 

3.4 

3.2 

3.4 

3.2 

3.6 

838 

30 743 

3.2 

3,4 


090 

53 217 

3.5 

3.4 

3.6 

3.5 

3.2 

3.3 

022 

45 529 

3.5 

3.4 


631 

3.5 

3.5 

3.5 

441 

3.4 


47 

38 


796 

18 401 

3.3 

3.3 

3.3 

3.4 

3.3 

3.1 

348 

18 477 

3.1 

3.4 


31 260 


1 PERSON .... 

2 PERSONS, , . , 

3 PERSONS. , , , 

4 PERSONS. ... 

5 PERSONS. . , . 

6 PERSONS, . . . 

7 PERSONS. . . . 

B PERSONS OR MORE 
MEDIAN* 

all occupied . 

OWNER. . . . 
RENTER . . . 


171 

623 

342 

382 

254 

155 

83 

121 


2 584 
6 935 

4 374 

5 101 
4 014 
2 431 
1 061 

886 


428 

877 

565 

556 

434 

271 

127 

218 


347 

924 

400 

280 

232 

124 

48 

41 


4 136 
8 045 

5 248 
4 998 
3 711 
2 162 
1 137 
1 Oil 


1 726 
4 102 

2 377 
2 070 
1 464 

719 

394 

251 


994, 
2 B19' 
1 679 
1 679 
979 
709 
276 
323 


333 1 
710' 
429. 
354 
321 
1B6 
122 
120 


1 735 
4 196 
Z 663 

2 726 
2 002 
1 249 

478 

383 


1 373 
3 190 

2 114 
2 083 
1 371 

914l 
427 I 
431 


2 047 
4 516 
2 418 
2 200 
1 742 
932 
447 
355 


794 
1 570 
1 029 
841 
573 
365 
179 
194 


3.3 3.5 
3.3 3.6 
3.2 2.9 


3.3 2.4 

3.4 2.4 

2.8 2.5 


3.0 2.8 

3.1 2.8 

2,7 2.9 


3.0 3.1 

3.0 3.2 

3.5 2.5 


3.2 3.2 
3.2 3.1 
3.1 3.2 


2.8 2.9 

2.8 2.9 

2.9 2.8 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


1 787 
344 


24 699 
2 687 


3 055 
421 


2 162 
234 


28 445 
2 823 


12 310 
793 


8 713 
745 


2 207 
370 


14 218 
1 214 


10 758 
1 145 


13 312 
1 345 


5 005 
540 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . ♦ . 
1939 OR EARLIER. . 


1 745 

22 710 

2 915 

319 

3 789 

375 

514 

5 923 

572 

584 

8 375 

1 1 127 

328 

4 623 

841 


990 ' 

24 940 

10 480 

5271 

3 909 

2 lOfl 

571 

5 839 

2 618 

705' 

9 981 

3 681 

187 

5 211 

2 073 


7 846 
969 

1 636 

2 873 
2 368 


1 990 
312 
417 
728 
533 


12 523 
2 267 
2 070 
4 662 
2 724 


9 770 

1 393 

2 117 

3 675 
2 585 


11 2B6 

1 855 

2 654 
4 467 
2 310 


4 472 
676 
968 
1 747 
1 081 


RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


386 

4 676 

561 

250 

2 910 

309 

63 

936 

126 

58 

620 

76 

15 

210 

50 


406 

6 328 

2 623 

265 

3 556 

1 489 

77 

1 506 

560 

64 

972 

438 

... 

294 

136 


612 

B22 

372 

232 

186 


587 

313 

129 

113 

32 


2 909 
1 761 
624 
423 
101 


2 133! 
1 152 ! 
449 
378 
154 


3 371 
2 002 
689 
489 
191 


1 073 
647 
237 
140 
49 


HEATING FUEL 


UTILITY GAS 

FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD ..... 

ELECTRICITY 

BOTTLED r TANK* OR LP GAS 
OTHER FUEL ....... 

NONE 


595 

141 

395 


9 469 
11 508 
5 681 
79 
19 
536 
94 


... 

. * . 

9 225 

987 

2 016 

12 999 

971 

. « • 

7 789 

472 

243 

404 

. • . 1 

. • . 

158 

23 

137 

592 

...i 

... 

61 

23 i 

... 

40 


2 890 
6 663 
2 697 
195 
41 
597 
20 


60 
5 972 
2 665 
285 
62 
414 


21 
1 554 
481 
325 
21 
175 


3 994 
7 568 
3 091 
179 
103 
434 
63 


1 660 
6 928 
2 325 
501 
19 
470 


3 464 
7 448 
2 604 
327 
99 
617 
19 
79 


1 469 

2 319 
991 
379 

387 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY. ...... 

COAL OR COKE 

WOOD 

BOTTLED* tank* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 
OTHER FUEL ..... . . 

NONE 


21 
1 103 

167 

406 

62 

372 


B 543 
14 486 
194 

1 925 
1 137 
19 

1 082 


105 
1 396 
155 
175 
526 
338 

781 


450 

361 

262 

323 


10 193 
12 425 
1 401 
60 

1 819 

2 619 

39 
2 712 


2 902 
6 843 
97 

1 518 
759 

984 


20 
6 548 
263 
23 
692 
801 

1 111 


21 
1 151 
134 
21 
546 
203 

501 


4 968 
7 487 
161 

1 000 
565 
42 
1 209 


1 936 
5 738 
207 
41 
1 564 
841 

1 576 


3 996 
5 732 
488 
101 

1 733 
568 

38 

2 001 


941 
3 105 
23 
40 
550 
202 

684 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD 

OTHER FUEL 

NONE 


21 
1 042 
733 


4 

18 

3 


294 

21 

20 


896 

949 

191 

194 

39 

40 

38 

39 


320 
1 407 
1 197 
23 
23 
506 


66 

2B7 

935 

22 


7 

19 

3 


65 

21 


228 2 

672 7 

338 3 

348 
258 
269 
20 
135 


538 

203 6 
133 2 

19 
34 

115 

20 
41 


20 

143 

759 

187 

229 

120 


64 3 

1 157 9 

1 138 2 

110 
21 
87 


442 1 

175 5 

436 4 

161 
99 
39 
60 
20 


373 I 
B62{ 
316' 
4li 
105i 
166 
20 
20 


3 423 
5 729 

4 9ia' 

97 ; 

134 

219 

78 

59 


718 
3 668 
B79 
40 
20 
220 
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State and Small Areas 


Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

1960 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gro.ss Rent 
(‘ontract Rent 


SUBJECT 


ALL OCCUPIED UNITS « . . . 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

automatic or SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . . 
NONE 


CLOTHES DRYER 

GAS HEATED 

ELECTRICALLY HEATED. . . . ^ 
NONE 


HOME FOOD FREEZER 

1 OR MORE 

NONE , 


TELEPHONE AVAILABLE 

YES 

NO 


AUTOMOBILES AVAILABLE 





3 OR MORE 

NONE 


AIR CONDITIONING 

ROOM UNIT I 

1 

2 OR MORE 

CENTRAL SYSTEM 

NONE 


TELEVISION SETS 



2 OR MORE 

NONE 

RADIO SETS 



2 OR MORE 

NONE 


value 

OWNER OCCUPIED . . 
LESS THAN 55 r 000 . « . 
SStOOO TO $7ta00 . • . 
S7t500 TO $9 1 900 . . , 
510*000 TO $12*400 . , 
512*500 TO 514*900 . . 
$15*000 TO 517»400 . . 
517*500 TO 519*900 . . 
$20*000 TO $24*900 . . 
$25*000 TO $34*900 . . 
$35*000 OR MORE. , • , 


median DOLLARS 

VACANT available FOR SALE. ..... 
MEDIAN PRICE ASKED DOLLARS 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN 520. 

$20 TO $29 . . 

$30 TO $39 

$40 TO $49 . , 

$50 TO $59 

$60 TO $69 , 

$70 TO $79 

$aO TO $99 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 


MEDIAN DOLLARS 

CONTRACT RENT 

RENTER OCCUPIED , 

median DOLLARS 

VACANT AVAILABLE FOR RENT. ..... 
median rent ASKED DOLLARS 


ALCONA 

ALGER 

ALLEGAN 

ALPENA 

ANTRIM 

ARENAC 

BARAGA 

BARRY 

BENZIE 

BERRIEN 


. 1 939 

2 623 

16 363 

7 944 

3 109 

2 928 

2 060 

9 439 

2 413 

44 412 


. 1 44B 

1 541 

8 948 

4 178 

1 972 

1 700 

1 195 

5 215 

1 386 

18 535 


. 285 

735 

5 083 

2 421 

771 

507 

624 

2 748 

650 

15 945 


• . • . 

la 

507 

79 

. * . 

92 

* . . 

193 

19 

2 181 


. 206 

329 

1 825 

1 266 

366 

469 

241 

1 283 

358 

7 751 


. 46 

92 

1 047 

40 

111 

91 

102 

563 

80 

2 179 


. 428 

677 

4 344 

2 197 

594 

726 

220 

2 274 

466 

12 616 


. 1 465 

1 854 

10 972 

5 707 

2 404 

2 111 

1 738 

6 602 

1 667 

29 617 


. 1 058 

429 

5 824 

1 980 

955 

1 444 

475 

3 820 

812 

12 888 


. BBl 

2 194 

10 539 

5 964 

2 154 

1 484 

1 585 

5 619 

1 601 

31 524 


. 1 279 

1 822 

13 764 

5 552 

2 391 

1 921 

1 108 

8 037 

1 809 

38 345 


. 660 

801 

2 599 

2 392 

718 

1 007 

872 

1 402 

604 

6 067 


. 1 095 

1 780 

9 376 

4 815 

1 897 

1 351 

1 173 

6 218 

1 493 

26 4B2 


. 547 

469 

5 049 

1 900 

711 

1 106 

367 

2 234 

564 

11 199 


« 52 

56 

569 

375 

90 

113 

05 

238 

20 

1 270 


. 245 

3ia 

1 369 

854 

411 

356 

435 

749 

336 

5 461 



20 

270 

19 


23 


263 

41 

1 eoi 


... 

... 

98 

. • • 

... 

• • . 

. . . 

95 

... 

446 


23 

20 

137 

80 

... 

23 

, , , 

58 

20 

293 


1 916 

2 583 

15 850 

7 845 

3 109 

2 882 

2 060 

9 023 

2 352 

41 872 


1 429 

2 137 

13 920 

5 943 

2 674 

2 499 

1 789 

7 734 

1 914 

35 332 


. 94 

109 

1 194 

139 

45 

68 

. . . 

980 

122 

4 479 


. 416 

377 

1 249 

1 862 

390 

361 

271 

725 

377 

4 601 


. 1 063 

1 544 

9 145 

5 114 

1 989 

1 798 

1 660 

5 547 

1 485 

23 549 


' 603 

829 

6 342 

2 544 

593 

682 

278 

3 186 

606 

17 266 


273 

250 

876 

286 

527 

448 

122 

1 706 

322 

3 597 


780 

1 213 

7 942 

4 636 

1 493 

1 148 

999 

4 704 

1 123 

25 848 


198 

417 

1 210 

391 

475 

306 

336 

824 

403 

1 737 


154 

289 

1 774 

651 

440 

290 

228 

1 248 

268 

3 775 


146 

164 

1 679 

1 on 

215 

106 

178 

960 

140 

4 851 


83 

172 

1 373 

905 

158 

166 

145 

688 

114 

4 664 


47 

59 

772 

612 

45 

91 

28 

428 

57 

3 445 


49 

60 

500 

429 

43 

50 

24 

208 

66 

2 475 


21 

4 

222 

250 

39 

13 

20 

124 

34 

1 509 


35 

36 

224 

194 

40 

24 

24 

88 

16 

1 701 


27 

12 

143 

67 

29 

13 

12 

92 

13 

921 


20 

i * • 

45 

46 

9 

9 

4 

44 

12 

570 


8 200 

6 600 

9 000 

10 700 

6 500 

7 300 

6 800 

8 200 

6 500 

11 300 


29 

8 

88 

87 

54 

15 

15 

73 

10 

405 








... 

... 

• • . 

11 300 


278 

738 

2 630 

1 429 

444 

408 

438 

1 434 

407 

11 014 


7 

41 

21 

. • « 

20 

4 

38 

... 

8 

30 


13 

72 

28 

32 

20 

35 

9 

24 

27 

155 


11 

52 

153 

104 

28 

35 

28 

65 

12 

409 


25 

106 

241 

122 

65 

33 

67 

160 

56 

948 


19 

119 

320 

278 

63 

45 

101 

194 

77 

1 399 


23 

75 

414 

221 

35 

33 

52 

196 

55 

2 035 


35 

71 

378 

150 

30 

52 

24 

235 

35 

1 743 


43 

43 

417 

174 

40 

25 

14 

247 

59 

1 981 


14 

12 

168 

74 

8 

9 

4 

96 

16 

869 


3 

12 

48 

24 

. « . 

17 

. • • 

24 

6 

457 


85 

135 

442 

242 

135 

120 

101 

193 

54 

968 



53 

68 

63 

53 

58 

53 

69 

60 

70 


193 

603 

2 180 

1 107 

309 

286 

337 

1 241 

353 

10 046 


... 

33 

48 

52 

35 

42 

34 

48 

41 

57 



46 

232 

71 

49 

69 

34 

122 

66 

748 



... 

46 

... 

... 

... 

... 

... 

... 

59 



BRANCH 


9 852 


4 904 
3 217 
320 
1 411 


639 
2 622 
6 591 


4 343 

5 509 


7 345 
2 507 


6 211 
2 347 
258 
1 036 


318 
40 
42 
9 452 


8 395 
589 
866 


5 356 
3 733 
763 


4 811 
704 
1 206 
1 105 
779 
402 
24B 
168 
92 
50 
49 

0 600 
89 


1 923 
4 

28 

104 

158 

240 

324 

300 

394 

115 

72 

184 

70 


i 739 
53 

238 

44 


Michigan 
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Table 30. — Financial Chahacthristics and Selected Equipment, for Counties Outside SMSAs: 

1960 — Con. 

[Based on sample; see text. Median not shown whore base is less than 200; plus (+) or minus (— ) after number indicates median above 
^ or below that number] 


Clothes Washing 
M.ichinc 
Cloches Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


ALL OCCUPIED UNITS .... 
CLOTHES WASHING MACHINE 


CHARLE- 

VOIX 


3 989 


4 122 


8 956 


9 914 


GLADWIN 


WRINGER OR SPINNER .... 
AUTOMATIC OR SEMI-AUTOMATIC 
washer-dryer combination , 
NONE 


17 164 
15 364 
892 
7 590 


5 661 
3 396 
306 
1 411 


2 162 
1 210 

617 


2 537 
1 023 
74 
488 


4 473 
2 691 
102 
1 690 


1 633 
1 308 
41 
503 


803 

332 

221 


5 773 
2 775 
22 
1 344 


4 200 
2 612 
10 
658 


2 447 
1 302 
102 
845 


2 117 
655 
60 
273 


CLOTHES DRYER 


GAS HEATED . . . . ■ 
electrically HEATED 
NONE 


5 622 
7 549 
27 039 


617 
2 690 
7 467 


156 
786 
3 047 


93 
766 
3 263 


118 
2 006 
6 832 


185 
923 
2 377 


44 

509 

883 


235 
1 635 
a 044 


119 
1 775 
5 594 


143 
841 
3 712 


60 
732 
2 313 


HOME POOD FREEZER 


1 OR MORE 
NONE . . 


10 265 
30 745 


3 922 1 190 

6 852 2 799 


1 091 
3 031 


1 370 
7 586 


1 150 

2 335 


441 2 131 

995 7 783 


801 
6 687 


1 240 
3 456 


1 447 
1 658 


TELEPHONE AVAILABLE 


YES 

NO 


automobiles AVAILABLE 


1 . . . . 

2 . . . . 

3 OR MORE 
NONE . . 


36 710 
4 300 


7 930 3 126 

2 836 B63 


3 083 
I 039 


6 551 
2 405 


2 715 
770 


868 

568 


8 168 
1 746 


6 303 3 800 
1 185 896 


2 331 
774 


26 163 
8 321 
1 169 
5 357 


6 946 
2 470 
305 
1 053 


2 432 
827 
291 
439 


2 590 
862 
257 
413 


5 967 
1 376 
183 
1 430 


2 360 
649 
82 
394 


904 

355 

66 

111 


6 225 
1 802 
176 
1 711 


4 495 
i 5021 
138 
I 353 


2 672 
1 149 
183 
692 


2 249 
511 

345 


AIR conditioning 

ROOM UNIT! 



2 OR MORE 

CENTRAL SYSTEM 

NONE 


TELEVISION SETS 

1 

2 OR MORE. 

NONE 


RADIO SETS 



2 OR MORE 

NONE 


value 

OWNER OCCUPIED ... 

LESS THAN $5,000 

$5,000 TO $7,400 

$7,500 TO $9,900 

$10,000 TO $12,400 

$12,500 TO $14,900 .... 

$15,000 TO $17,400 . . • • 

$17,500 TO $19,900 

$20,000 TO $24,900 

$25,000 TO $34,900 

$35,000 OR MORE 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN 

$20 TO $29 

$30 TO $39 

$40 TO $49 . . . 

$50 TO $59 

$60 TO $69 

$70 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE .... 

NO CASH RENT 

median DOLLARS 


CONTRACT RENT 

RENTER OCCUPIED 

median ..... . DOLLARS 

VACANT AVAILABLE FOR RENT 

median RENT ASKED DOLLARS 


1 146 
233 
634 
38 997 


33 990 
4 413 
2 607 


21 870 
16 398 
2 742 


24 911 
1 686 
3 561 
267 
945 
579 
071 
364 
218 
816 
404 

11 000 


397 

11 100 


10 139 
28 
90 
430 
737 

1 oao 

1 769 

1 399 

2 271 
1 050 

633 

652 

74 


410 

120 

41 

10 203 


9 197 
630 
947 


6 627 
3 167 
980 


6 104 

1 oao 

1 504 
1 192 
890 
517 
310 
228 
232 
104 
47 
a 500 


9 407 
62 


880 

64 


138 


1 750 
9 
30 
107 
182 
245 
299 
252 
288 
92 
24 
222 
66 


1 528 
46 


58 
3 931 


3 322 
194 
473 


2 385 
1 268 
336 


188 

728 

567 

374 

197 

98 

82 

43 

39 

34 

26 

, 600 
66 


657 

13 

35 

36 

32 
77 
61 
76 
81 

33 
17 

196 

66 


461. 

43 


21 
4 101 


146 

147 
829 


2 969 
912 
241 


2 009 
511 
485 
368 
240 
130 
108 
54 
68 
24 
21 
7 600 

58 


756 

13 

18 

54 

43 

33 

91 

54 

134 

61 

54 

201 

75 


555 

50 


42 
20 
83 
B 811 


7 344 
305 
1 307 


5 248 
3 113 
595 


4 158 
935 
976 
678 
674 
282 
288 
97 
140 
84 
4 

8 100 
103 


2 872 
26 
98 
174 
206 
335 
474 
402 
486 
235 
136 
300 
69 


2 572 
60 


231 

57 


41 
3 444 


742 

264 

479 


2 387 
861 
237 


870 

459 

488 

296 

262 

141 

107 

52 

43 

14 

8 

' 400 
65 


576 

12 

12 

52 

60 

60 

100 

60 

64 

28 

126 

63 


448 

48 


22 
22 
1 392 


103 

66 

267 


926 

333 

177 


933 
215 
278 
187 
87 
48 
33 
12 
17 
44 
12 
' 300 

12 


262 

17 

18 
23 
17 
31 
36 
10 
23 
19 
12 
56 
59 


206 

42 


21 
164 
9 709 


B 212 
302 
1 400 


6 178 
3 444 
292 


5 253 
780 
1 050 
1 229 
962 
466 
312 
168 
155 
67 
44 
9 100 

99 


521 

61 

138 

145 

368 

365 

435 

326 

282 

80 

40 

281 

61 


2 240 
43 


20 
7 450 


6 628 
237 
623 


5 074 
2 101 
313 


5 328 
1 224 
1 291 
I 090 
846 
245 
305 
135 
109 
59 
24 
7 800 

59 


1 373 
21 
55 
lie 
202 
233 
181 
83 
154 
29 
22 
275 
57 


1 098 
40 


22 

4 674 


3 801 
103 
792 


2 883 
1 584 
229 


2 347 
686 
553 
391 
294 
101 
lie 
49 
59 
51 
45 
7 200 

53 


1 036 
8 

12 

77 

112 

123 

194 

69 
107 

70 
37 

227 

64 


809 

47 


21 

3 084 


2 570 
122 
413 


2 268 
601 
236 


1 262 
279 
339 
235 
196 
69 
67 
25 
35 
17 

7 600 

110 


420 

16 

a 

32 

28 

50 

76 

35 

53 

B 

18 

96 

64 


324 

39 
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State and Small Areas 


Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMS As: 

1960— Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (4-) or minus {— ) after number indicates median above 

or below that number] 


Clothes Washing 
Miichinc 
Clothes Dryer 
Home Food Freezer 
Telephone Aviiil. 
Auromohiles Avail. 


Air (ionditioning 
Television Sets 
Radio Secs 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL OCCUPIED UNITS . • . . 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
washer-dryer COMBINATION . . . . 
NONE 


CLOTHES DRYER 


GAS HEATED . . . . , 
ELECTRICALLY HEATED. 
NONE 


HOME FOOD FREEZER 


1 OR MORE 
NONE • . 


TELEPHONE AVAILABLE 


YES 

NO 


automobiles AVAILABLE 


1 • • • • 

2 . . . » 

3 OR MORE 
NONE . . . 


air conditioning 


ROOM UNITj 

1 

2 OR MORE, , 

central system 

NONE 


TELEVISION sets 


1 . • » , 

2 OR MORE 
NONE . , . 


RADIO SETS 


1 • • » • 

2 OR MORE, 
NONE , * , 


VALUE 


OWNER OCCUPIED 

LESS THAN *5,000 

*5,000 TO *7,400 

*7,500 TO *9,900 

*10,000 TO *12,400 

$12,500 TO *14,900 

*15,000 TO *17,400 « , . . • 

*17,500 TO *19,900 

*20,000 TO *24,900 

*25,000 TO *34,900 

*35,000 OR MORE 

MEDIAN 

VACANT AVAILABLE FOR SALE 
MEDIAN PRICE ASKED 


GROSS RENT 

RENTER OCCUPIED, . . . 

LESS THAN 

*20 TO *29 

*30 TO 439 

*40 TO *49 

*50 TO *59 

*60 TO $69 

*70 TO *79 

*80 TO *99 

*100 TO *119 

*120 OR MORE 

NO CASH rent 

MEDIAN 


CONTRACT RENT 

RENTER occupied 

MEDIAN 

VACANT available FOR RENT, 
MEDIAN RENT ASKED 


dollars 


DOLLARS 


dollars 


dollars 


dollars 


GOGEBIC 

GRAND 

TRAVERSE 

GRATIOT 

HILLSDALE 

HOUGHTON 

HURON 

IONIA 

IOSCO 

IRON 

ISABELLA 

KALKASKA 

7 820 

9 065 

10 532 

10 276 

10 825 

9 522 

11 506 

4 859 

5 334 

8 777 

i 346 

5 719 

4 185 

5 437 

5 751 

6 991 

6 277 

6 258 

2 320 

3 716 

4 125 

812 

1 451 

2 980 

3 480 

3 045 

a 200 

a 324 

3 735 

1 537 

1 076 

3 074 

2S6 

122 

143 

229 

178 

62 

291 

178 

22 

42 

123 

t . * 

52S 

1 757 

i 386 

1 302 

1 572 

630 

1 335 

980 

500 

1 455 

278 

42 

541 

7B2 

339 

43 

97 

973 

194 

146 

856 

64 

1 472 

2 202 

3 038 

3 018 

1 495 

2 359 

3 254 

1 153 

998 

2 309 

127 

6 306 

6 322 

6 712 

6 919 

9 287 

7 066 

7 279 

3 512 

4 190 

5 612 

1 155 

1 IBS 

2 011 

3 644 

4 256 

855 

4 108 

4 153 

1 551 

944 

2 990 

299 

6 635 

7 054 

6 888 

6 020 

9 970 

5 414 

7 353 

3 308 

4 390 

5 787 

1 047 

6 597 

7 965 

8 060 

8 374 

8 693 

6 994 

9 416 

3 681 

4 503 

6 643 

872 

1 223 

1 lOO 

2 472 

1 902 

2 132 

2 528 

2 090 

1 178 

751 

2 134 

474 

4 947 

5 195 

6 684 

6 201 

6 490 

6 890 

7 912 

3 014 

2 785 

5 419 

875 

1 118 

2 408 

2 402 

2 640 

1 786 

1 529 

2 259 

1 287 

1 482 

2 084 

213 

126 

^48 

199 

271 

208 

215 

270 

no 

233 

226 

85 

1 629 

1 214 

1 247 

1 164 

2 341 

688 

1 065 

448 

034 

1 048 

173 


244 

321 

185 

19 

159 

270 

20 

20 

123 


, • * 

44 

103 

69 

* , • 

79 

42 

* • * 

. • . 

- * ft 

* • » 

• , , 

22 

103 

39 

83 

39 

113 

• « « 

... 

145 

21 

7 820 

8 755 

10 005 

9 983 

10 723 

9 245 

11 081 

4 839 

5 314 

a 509 

1 325 

6 407 

7 048 

a 974 

a 358 

a 3831 

7 860 

9 B29 

4 223 

4 602 

7 282 

1 064 

269 

840 

480 

578 

223 

437 

971 

261 

142 

433 

65 

1 144 

i 177 

1 078 

1 340 

2 219 

1 225 

706 

375 

590 

1 062 

217 

5 172 

5 272 

6 494 

5 700 

6 748 

6 322 

6 716 

3 180 

3 378 

5 474 

941 

2 395 

3 035 

3 224 

3 913 

3 775 

2 823 

4 075 

1 325 

1 835 

2 900 

213 

253 

758 

814 

663 

302 

377 

715 

354 

121 

403 

192 

5 150 

5 090 

4 763 

4 498 

6 386 

4 047 

6 013 

2 511 

3 227 

3 560 

630 

2 021 

783 

929 

958 

3 716 

691 

1 213 

295 

566 

604 

261 

1 5l6 

970 

1 238 

1 241 

1 437 

1 092 

1 764 

476 

712 

484 

151 

683 

1 864 

1 025 

815 

495 

726 

1 269 

463 

741 

i 650 

80 

487 

1 827 

613 

627 

278 

592 

855 

450 

627 

539 

55 

155 

1 507 

331 

289 

162 

343 

355 

314 

261 

i 297 

22 

126 

' 384 

252 

226 

115 

265 

261 

184 

176 

346 

12 

64 

273 

123 

83 

61 

91 

100 

lOB 

41 

205 

9 

68 

241 

101 

132 

48 

158 

120 

122 

60 

237 

28 

28 

159 

107 

84 

54 

52 

52 

70 

26 

144 

12 

• * , 

82 

44 

43 

20 

37 

24 

29 

17 

52 


5 900 

9 800 

8 000 

7 700 

5 000- 

a 300 

7 600 

10 100 

8 600 

10 200 

5 900 

88 

94 

91 

69 

84 

89 

90 

74 

27 

61 

31 






... 

, , » 

... 

• • • 

• ■ • 

. • . 

1 700 

1 930 

1 978 

1 970 

2 770 

1 381 

2 176 

1 310 

1 035 

2 129 

151 

54 

23 

19 

B 

76 

n 

20 

• » • 

15 

18 


120 

56 

8 

38 

327 

24 

66 

... 

31 

70 

8 

195 

81 

106 

130 

361 

119 

137 

21 

122 

92 

a 

235 

193 

222 

173 

446 

104 

180 

32 

217 

154 


312 

225 

260 

236 

459 

221 

322 

76 

164 

206 

28 

218 

308 

348 

352 

280 

219 

393 

133 

109 

402 

4 

145 

243 

243 

227 

142 

146 

316 

204 

76 

321 


150 

269 

329 

349 

144 

193 

313 

388 

77 

290 

8 

40 

191 

120 

136 

64 

47 

116 

212 

32 

172 

9 

28 

99 

50 

64 

69 

12 

20 

106 

12 

139 


203 

242 

273 

257 

402 

285 

293 

136 

180 

265 

86 

55 

69 

67 

68 

49 

63 

66 

87 

53 

70 


1 497 

1 688 

1 705 

1 713 

2 368 

1 096 

1 883 

1 174 

855 

1 864 

65 

34 

54 

49 

50 

35 

39 

45 

66 

33 

60 


149 

170 

no 

116 

190 

440 

169 

151 

171 

162 

28 



* • • 

• * , 

, . , 

83 

... 

... 



... 


Michigan 
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Tabic 30. — Financ’ial Cjiakac Ti:uj.sTjt\s 


AND SliLl-CTl-D liqtnPMHNT, FOR CoUNTlES OuTSIDE SMSA’S' 
1 960 — Con. 


ed on sample; see text. Median not shown when; base is less than 200; pins (+) or minus (-) after number 

or below that number] 


indicates median above 


Cloches Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Concnact Rent 


SUBJECT 

KEWEENAW 

LAKE 

LAPEER 

LEELANAU 

LENAWEE 

LIVING- 

LUCE 

MACKINAC 

MANISTEE 

MAR- 

MASON 

MECOSTA 







STON 




QUETTE 



ALL OCCUPIED UNITS 

fl05 

1 807 

10 771 

2 664 

2l 982 

10 770 

1 662 

2 920 

5 875 

15 586 

6 767 

5 739 

CLOTHES WASHING MACHINE 













ger or spinner . . 

MATIC OR SEMI-AUTOMATIC. 

er-oryer combination 

670 

ai 

54 

1 092 
249 
IB 

5 962 
3 453 
184 

1 552 
601 
66 

9 905 
8 526 
365 

4 418 
4 450 
325 

909 

500 

40 

1 621 
911 
48 

3 478 
1 656 
155 

8 326 
5 223 
124 

3 715 
1 B94 
144 

3 017 

1 596 
19 


44a 

1 172 

445 

3 186 

1 577 

213 

340 

586 

1 913 

1 014 

1 107 

CLOTHES DRYER 













HEATED 

TRICA..LY HEATED 

27 

57 

261 

617 
3 239 

66 

649 

2 038 
6 244 

479 
3 034 

76 

331 

90 

869 

76 
1 320 

126 
3 661 

385 

1 618 

397 

1 252 


778 

1 489 

6 915 

1 949 

13 700 

7 257 

1 255 

1 961 

4 479 

n 799 

4 764 

4 090 

home food freezer 













MORE 

26 

565 

3 656 

816 

7 809 

3 625 

312 

860 

1 566 

1 684 

1 741 

1 588 


779 

1 242 

7 115 

1 848 

14 173 

7 145 

1 350 

2 060 

4 307 

13 902 

5 026 

4 151 

TELEPHONE AVAILABLE 

584 

1 181 

8 237 

2 052 

17 512 

9 200 

1 237 

2 043 

4 832 

13 399 

5 608 

4 423 


221 

626 

2 534 

612 

4 470 

1 570 

425 

877 

1 043 

2 187 

1 159 

1 316 

AUTOMOBILES AVAILABLE 

59 1 

1 057 

7 255 

1 805 

14 983 

6 994 

875 

1 704 

3 699 

9 820 

3 943 

3 921 

MORE 

107 

323 

2 410 

587 

4 665 

2 831 

546 

752 

1 373 

3 286 

1 799 

896 

27 

59 

257 

22 

245 

255 

41 

. * . 

149 

351 

126 

200 


80 

368 

849 

250 

2 089 

690 

200 

464 

654 

2 127 

899 

722 

AIR CONDITIONING 













UNIT! 













}R MORE 

• « . 

. • « 

105 

22 

918 

394 

20 

. , . 

150 

43 

22 

40 

• . • 

* • • 

20 

• t • 

207 

40 

• 1 1 

. . ^ 


20 


AL SYSTEM 

. « . 

* * • 

63 

. « • 

284 

73 

19 

43 

IB 

20 

62 

43 


aos 

1 007 

10 583 

2 642 

20 573 

10 263 

1 623 

2 877 

5 707 

15 503 

6 603 

5 656 

TELEVISION SETS 













MORE 

697 

1 366 

9 525 

2 178 

18 285 

9 114 

1 332 

2 395 

4 783 

13 484 

5 308 

4 829 

• * . 

73 

538 

111 

1 884 

1 055 

• . . 

83 

403 

912 

83 

204 


108 

36a 

708 

375 

1 813 

601 

330 

442 

689 

1 190 

1 376 

706 

RADIO SFTS 













more 

616 

1 178 

6 120 

1 820 

11 550 

5 777 

1 107 

1 941 

3 505 

9 434 

3 596 

3 544 

108 

343 

3 741 

508 

9 169 

4 526 

287 

794 

2 043 

5 564 

2 718 

1 644 


01 

286 

910 

336 

1 263 

467 

268 

185 

327 

500 

453 

551 

VALUE 













WNER OCCUPIED 

603 

937 

4 852 

1 141 

11 644 

5 967 

900 

1 472 

3 373 

8 288 

3 261 

2 149 

THAN $5f000 

552 

433 

722 

202 

1 260 

476 

273 

441 

799 

1 352 

554 

571 

0 TO $7*400 

47 

229 

1 166 

269 

2 072 

802 

199 

292 

858 

1 409 

589 

556 

0 TO $9*900 

4 

98 

1 031 

192 

2 240 

1 080 

183 

179 

597 

1 490 

717 

379 

00 TO $12*400 

• ■ • 

81 

772 

138 

2 285 

1 25B 

129 

22B 

428 

1 477 

494 

227 

00 TO $14*900 

• « . 

24 

463 

123 

1 467 

856 

42 

62 

236 

916 

373 

128 

00 TO $17*400 

. « • 

12 

315 

70 

950 

520 

27 

98 

185 

721 

170 

127 

00 TO $19*900 


9 

155 

34 

452 

303 

18 

60 

100 

366 

139 

84 

00 TO $24*900 


19 

139 

51 

437 

362 

13 

43 

100 

356 

131 

45 

00 TO $34*900 


28 

60 

37 

318 

204 

8 

22 

44 

167 

61 

28 

00 OR MORE 

* t • 

4 

29 

25 

163 

106 

8 

47 

26 

34 

33 

4 


5 000- 

5 400 

8 800 

6 800 

10 300 

11 200 

7 200 

7 500 

7 600 

9 800 

9 200 

7 300 

ACANT AVAILABLE FOR SALE 

a 

51 

89 

38 

212 

253 

8 

31 

55 

59 

58 

48 

N PRICE ASKED DOLLARS . 



... 

... 

9 400 

10 000 

... 

... 



... 

... 

GROSS RENT 













enter OCCUPIED . 

133 

294 

1 898 

390 

4 759 

1 987 

347 

664 

1 055 

5 070 

1 165 

1 357 

THAN $20. . , , ^ 

17 

e 

20 

8 

13 

12 

16 

8 

4 

33 

8 

8 

0 $29 

11 

33 

27 

* • • 

31 

44 

27 

34 

39 

92 

25 

52 

3 $39 

11 

46 

68 

28 

174 

45 

28 

46 

91 

259 

66 

109 

D $49 

10 

25 

156 

24 

320 

61 

43 

24 

164 

492 

191 

85 

3 $59 , 

6 

29 

289 

32 

509 

162 

35 

70 

186 

670 

199 

187 

3 $69 


25 

251 

75 

811 

258 

49 

44 

182 

649 

210 

346 

3 $79 

23 

4 

304 

32 

775 

324 

29 

72 

119 

767 

109 

95 

3 $99 

17 

4 

334 

33 

917 

518 

39 

09 

97 

1 023 

103 

143 

rO $119 ^ 

12 


113 

25 

494 

237 

20 

52 

13 

334 

44 

61 

3R MORE 


• ! * 

26 

21 

225 

88 

8 

12 

. . . 

279 

* • • 

38 

RENT ' * ' . ' 

26 

120 

310 

112 

490 

238 

53 

213 

160 

472 

210 

233 




69 

66 

74 

79 

59 

70 

58 

71 

59 

63 

CONTRACT RENT 













^NTER OCCUPIED , . ^ 

107 

174 

1 588 

278 

4 269 

1 749 

294 

451 

895 

4 598 

955 

1 124 



49 

48 

57 

58 

32 

45 

38 

54 

43 

58 

rent 

4 

55 

190 

55 

454 

189 

11 

47 

55 

206 

142 

68 

RENT ASKED DOLLARS . 



... 

55 

... 

. . . 

... 

«. « 

43 

... 

... 
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Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

1960~-Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-f ) or minus (— ) after number indicates median above 

or below that number] 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER . . • . • 
AUTOMATIC OR SEMI-AUTOMATIC. 
WASHER-DRYER COMBINATION . . 
NONE 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
C'.ontract Rent 


SUBJECT 

MENOMI- 

NEE 

midland 

MISSAU- 

KEE 

MONROE 

MONTCALM 

MONT- 

MORENCY 

NEWAYGO 

OCEANA 

OGEMAW 

ONTO- 

NAGON 

OSCEOLA 

OSCODA 

ALL OCCUPIED UNITS , 

7 159 

13 612 

1 916 

27 573 

10 886 

1 370 

7 054 

4 828 

2 883 

3 130 

3 992 

1 061 


I 432 14 526 

272 a 691 

58 405 

154 3 951 


CLOTHES DRYER 


GAS HEATED 

electrically heated. 

NONE ... 


540 

1 058 

98 

3 

210 

1 

005 

24 

201 

195 

23 

39 

153 

21 

1 534 

5 596 

620 

6 

630 

3 

017 

146 

2 193 

1 341 

557 

750 

1 114 

142 

5 085 

6 958 

1 198 

17 

733 

6 

864 

1 200 

4 660 

3 292 

2 303 

2 349 

2 725 

898 


HOME FOOD FREEZER 


1 OR MORE. 
NONE * * . 


1 505 4 854 
5 654 a 758 


908 7 050 4 213 

1 008 20 523 6 673 


1 631 1 255 

3 197 1 628 


TELEPHONE AVAILABLE 


5 873 12 Oia 
1 286 1 594 


21 630 B 326 

5 943 2 S60 


3 292 2 010 
i 536 873 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE • . • 


4 375 

8 397 

1 431 

16 932 

7 476 

757 

4 833 

3 053 

2 091 

1 694 

2 764 

693 

1 451 

3 640' 

272 

6 637 

1 993 

320 

1 274 

998 

4851 

701' 

752' 

245 

169 

662 

97 

930 

413 

194 

111 

196 

701 

99, 

116, 

21 

1 164 

913' 

116 

3 074 

1 004 

99 

836 

581 

237' 

444 ' 

360 ' 

102 


AIR CONDITIONING 


ROOM UNITl 

1 * .... . 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE 


TELEVISION SETS 


2 OR MORE, 
NONE . . . 


5 932 

U 955 

1 489 

23 

016 

9 239 

1 026 

5 843 

3 837 

2 480 

2 306 

3 247 

733 

564 

936 

39 

3 

005 

653 

* . . 

355 

108 

46 

39 

269 

20 

663 

721 

388 

1 

552 

994 

344 

856 

883 

357 

791 

476 

308 


2 OR MORE, 
NONE . , . 


OWNER OCCUPIED 
LESS THAN SSiOOO . 
SSfOOO TO S7 f 400 , 
«7i500 TO S9!900 . 
$10(000 TO S12t400 
$12 1 500 TO $14(900 
$15(000 TO $17(400 
$17(500 TO $19(900 
$20(000 TO $24(900 
$25(000 TO $34(900 
$35(000 OR MORE, , 
MEDIAN 


VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


RENTER OCCUPIED. 
LESS THAN $20, • , , 

$20 TO $29 

$30 TO $39 

$40 TO 

$50 TO $59 

$60 TO $69 .... . 

$70 TO $79 

$80 TO $99 

$100 TO $119 . • • . 

$120 OR MORE . * • . 

NO CASH RENT . , . . 

MEDIAN 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN 


VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED DOLLARS 


788 

63 

125 

5 355 
56 

1 551 
41 

96 

891 

39 

582 

36 

346 

42 

561 

43 

456 

39 

94 

383 

57 

4 

534 

55 

137 

66 

49 

68 

15 

74 

58 

42 
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Table 30. — Financial Ciiaractlrkstics and SiiLECTi-D Equipmijnt, tor Countiks Outsidis SMSA's* 

1960~Con. 


[Based on sample; see text. Median not shown where base is less than 200; plus (-j-) or minus (~) after number indicates median above 

or below that number] 


ClotJics Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Tcicvi.sion Secs 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL OCCUPIED UNITS . . . . 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. . . 

washep<-dryer combination . . . . 

NONE 


clothes dryer 


GAS HEATED .... 

electrically heated 

NONE 


HOME FOOD FREEZER 


1 OR MORE 
NONE . . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . • 
2 . . . • 

3 OR MORE 
NONE . . 


AIR conditioning 


ROOM UNIT! 

1 

2 OR MORE. . . , 
CENTRAL SYSTEM , . 
NONE 


television sets 


1 . . . . 

2 OR MORE 
NONE . . 


RADIO SETS 


1 . • . • 

2 OR MORE 
NONE . , 


value 


OWNER OCCUPIED 

LESS THAN $5f000 

S5»000 TO *7*400 

$7 *500 TO *9 I 900 

*10*000 TO *12iUOO ..... 
*12*500 TO *14*900 ..... 

*15*000 TO 517*400 

*17*500 TO *19*900 

*20*000 TO *24*900 

*25*000 TO *34*900 

*35*000 OR MORE 

MEDIAN 

VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED 


GROSS RENT 

RENTER OCCUPIED. . . . 

^ESS THAN *20 

J*20 TO *29 . . 

*30 TO *39 

*40 TO *49 

*50 TO *59 

*60 TO *69 ........ 

*70 TO *79 ....... . 

*80 TO *99 

*100 TO *119 

*120 OR MORE 

NO CASH RENT 

MEDIAN . . 


CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN , 

VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED. ...... 


DOLLARS 


DOLLARS 


DOLLARS 


DOLLARS 


nnt 1 ARC 


OTSEGO 

OTTAWA 

PRESQUE 

ISLE 

ROS- 

COMMON 

ST CLAIR 

ST 

JOSEPH 

SANILAC 

SCHOOL- 

CRAFT 

SHIA- 

WASSEE 

TUSCOLA 

VAN 

BuREN 

WEXFORD 

2 

131 

27 386 

3 476 

2 

596 

31 268 

13 

103 

9 

458 

2 

577 

15 

432 

11 

903 

14 

657 

5 

545 

1 

329 

14 397 

2 312 

1 

26B 

14 079 

6 

345 

5 

297 

1 

560 

7 

389 

6 

415 

7 

420 

2 

708 


478 

9 555 

732 


690 

12 076 

4 

570 

3 

106 


578 

5 

871 

3 

065 

4 

772 

1 

990 


79 

694 

68 


85 

645 


470 


363 


43 


234 


440 


465 


190 


245 

2 740 

364 


353 

4 468 

1 

718 


692 


396 

1 

938 

1 

183 

2 

000 


657 


39 

2 422 

90 


43 

2 lOB 


59B 


145 


65 


873 


440 

1 

227 


342 


563 

10 602 

536 


508 

6 735 

3 

414 

2 

323 


556 

5 

092 

3 

154 

2 

955 

1 

724 

1 

529 

14 362 

2 850 

1 

845 

22 425 

9 

091 

6 

990 

1 

956 

9 

467 

8 

309 

10 

475 

3 

479 


736 

7 668 

1 029 


711 

7 029 

4 

939 

3 

801 


434 

3 

908 

4 

270 

5 

608 

1 

534 

1 

395 

19 718 

2 447 

1 

685 

24 239 

8 

164 

5 

657 

2 

143 

11 

524 

7 

633 

9 

049 

4 

Oil 

1 

441 

24 892 

2 119 

1 

657 

26 674 

9 

948 

7 

365 

1 

621 

U 

942 

a 

750 

U 

432. 

4 

637 


690 

2 494 

1 357 


739 

4 594 

3 

155 

2 

093 


756 

3 

490, 

1 

3 

153 

3 

225 i 


908 

1 

465 

16 270 

2 112 

1 

307 

20 388 

7 

766 

6 

965 

1 

607 

9 

455 

7 

704 

8 

756 

3 

902 


485 

7 809 

910 


604 

6 430 

3 

507 

1 

342 


377 

3 

671 

2 

571 

3 

710 


933 


80 

1 oao 

91 


68 

533 


432 


162 


109 


446 


428 


422 


108 


101 

2 227 

363 


417 

3 917 

1 

398 


989 


484 

1 

860 

1 

200 

1 

769 


602 


19 

407 




657 


452 


. 

163 


22 


479 


340 


472 




... 

158l 

69 


. . « 

173 


76 


63 


t • . 


142 


35 


60 


. . . 


... 

260 

• • < 


* « • 

154 


153 


* • * 


'67 


198 


61 


160 


42 

2 

112 

26 561 

3 407 

2 

396 

30 284 

12 

422 

9 

232 

2 

488 

14 

613 

U 

4S9 

13 

945 

5 

503 

i 

S6l 

23 086 

2 511 

2 

177 

26 591 

n 

259 

8 

071 

1 

989 

1 

1 12 

599 

1 

1 

1 10 

143 

12 

729 

4 

571 


21 

1 971 

22 


68 

2 291 


849 


246 


42 

1 

638 


698 


aio 


450 


249 

2 329 

943 


151 

2 386 


995 

1 

141 


546 

1 

195 

1 

062 

1 

118 


524 

1 

645 

14 336 

2 452 

1 

758 

17 697 

6 

397 

5 

745 

1 

693 

8 

825 

6 

934 

a 

943 

3 

367 


445 

12 153 

915 


419 

11 761 

5 

651 

3 

233 


664 

5 

228 

4 

160 

4 

347 

1 

027 


41 

897 

109 


219 

1 810 

1 

035 


480 


220 

1 

379 


809 

1 

367 


351 

1 

067 

18 052 

1 733 

1 

447 

19 407 

7 

904 

3 

464 

1 

363 

9 

066 

5 

145 

6 

537 

3 

257 


244 

944 

295 


315 

2 330 


797 


750 


371 

1 

103 


943 

1 

095 

1 

041 


229 

2 505 

254 


315 

4 499 

1 

614 


992 


433 

1 

998 

1 

263 

1 

429 


957 


200 

3 599 

350 


296 

4 078 

1 

929 


549 


221 

2 

032 


965 

1 

339 


491 


178 

3 656 

365 


133 

3 152 

1 

442 


527 


171 

1 

643 


831 

1 

171 


280 


B6 

3 009 

190 


111 

1 797 


763 


2B6 


55 


881 


425 


627 


174 


55 

1 716 

108 


91 

1 147 


521 


130 


40 


543 


32B 


328 


123 


33 

951 

52 


35 

808 


320 


70 


21 


287 


173 


209 


100 


24 

915 

67 


72 

743 


261 


100 


30 


330 


120 


167 


39 


13 

463 

38 


65 

529 


174 


52 


a 


145 


69 


112 


32 

8 

5 

294 

14 


12 

324 


83 


B 


13 


104 


28 


60 


20 

300 

11 400 

9 800 

6 

300 

9 300 

9 

500 

7 

500 

6 

800 

9 

300 

0 

400 

8 

900 

6 

500 


22 

272 

40 


56 

416 


204 


108 


23 


134 


90 


82 


77 



11 900 

... 



8 000 

9 

900 


• . • 


... 


t . • 


• • . 


• • • 


. ■ • 


380 

4 512 

537 


397 

6 146 

2 

418 

1 

266 


563 

2 

678 

1 

821 

2 

920 

1 

054 


• • ■ 

16 

8 


• . « 

25 


8 


4 


28 


6 


12 


8 


* ( . 


10 

80 

a 


16 

89 


45 


33 


48 


51 


47 


69 


39 


20 

180 

21 


25 

314 


78 


78 


44 


66 


89 


130 


91 


19 

495 

39 


37 

458 


249 


150 


57 


202 


223 


276 


120 


74 

763 

63 


23 

948 


275 


169 


100 


334 


208 


411 


187 


49 

649 

120 


42 

1 064 


419 


145 


79 


542 


330 


552 


108 


60 

688 

59 


20 

616 


366 


172 


50 


394 


226 


445 


106 


54 

731 

68 


61 

1 088 


516 


195 


43 


503 


310 


418 


160 


30 

307 

4 


29 

478 


183 


72 


3 


189 


70 


169 


33 


9 

130 

4 


12 

221 


72 


35 


4 


109 


40 


32 


17 


55 

473 

143 


132 

645 


207 


233 


107 


260 


266 


410 


193 


68 

67 

65 


68 

69 


71 


66 


55 


70 


66 


67 


60 

325 

4 039 

394 

265 

5 501 

2 

211 

1 

053 


456 

2 

418 

1 

555 

2 

510 


861 


47 

51 

46 


44 

53 


52 


41 


35 


54 


43 


48 


45 


12 

276 

48 


56 

674 


235 


104 


32 


254 


120 


232 


116 
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Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 
[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure hy Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


15athii\i» Facilities 
Source ol Water 
Scwaij;e Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

ALCONA 

ALGER 

ALLEGAN 

ALPENA 

ANTRIM 

ARENAC 

1 BARAGA 

BARRY 

BAY 

BENZIE 

BERRIEN 

Branch 

ALU HOUSING UNITS. 

4 

503 

2 

303 

12 

692 

4 

194 

6 

160 

3 

899 

2 

842 

8 

427 

7 

629 

4 

845 

24 

878 

6 

961 

TENURE! COLOR! AND VACANCY STATUS 

















1 









1 

456 

1 

214 

8 

592 

2 

769 

2 

576 

2 

158 

1 

853 

5 

276 

6 

338 

2 

104 

17 

378 ' 

4 

689 

OWNER OCCUPIED 

1 

178 


894 

6 

991 

2 

438 

2 

132 

1 

750 

1 

415 

4 

392 

1 5 

485 

1 

697 

13 

305 

3 

632 

WHITE 

1 

165 


885 

6 

838 

2 

438 

2 

124 

1 

750 

1 

387 

4 

308 

! 5 

464 

1 

689 

13 

081 

3 

628 

NONWHITE 


13 


9 


153 


. t • 


8 


* . . 


28 


4 

1 

21 


a 


224 i 


4 

RENTER OCCUPIED 


278 


320 

1 

601 


331 


444 


408 


438 


884 


853 


407 

4 

073 

1 

057 

WHITE 


278 


320 

i 

569 


331 


436 


404 


415 


864 

! 

853 


404 

3 

865 ' 

1 

057 

nonwhite . 


... 


... 


32 


... 


B 


4 


23 


... 


... 


3 


208 1 


• • • 

VACANT 

3 

047 

1 

089 

4 

lOO 

1 

425 

3 

584 

1 

741 


989 

3 

151 

1 1 

291 

2 

741 

7 

500 ' 

2 

272 

YEAR ROUND 

1 

183 


304 

1 

326 


321 


609 


606 


291 


645 


423 


578 

1 

584 


559 

SOUND OR DETERIORATING 

1 

109 


251 

1 

154 


284 


466 


537 


222 


581 


340 


497 

1 

399 ' 


496 

AVAILABLE . . . 


92 


43 


295 


100 


111 


140 


47 


193 


135 


146 


623 1 


244 

FOR SALE ONLY 


38 


9 


122 


64 


54 


44 


23 


83 


84 


55 


241 1 


63 

FOR RENT 


54 


34 


173 


36 


57 


104 


24 


110 


51 


91 


382 1 


161 

RENTED OR SOLD! AWAITING OCCUPANCY . 


11 


1 


49 


28 


14 


17 


13 


36 


74 


12 


154 


36 

HELD FOR OCCASIONAL USE 


909 


11 


513 


63 


147 


240 


16 


169 


19 


249 


203 


48 

HELD FOR OTHER REASONS . 


97 


196 


297 


93 


196 


132 


146 


183 


112 


90 


419 1 


168 

DILAPIDATED 


74 


53 


172 


37 


141 


69 


69 


64 


83 


81 


185 i 


63 

SEASONAL • 

1 

864 


785 

2 

774 

1 

104 

2 

975 

1 

135 


698 

2 

506 


868 

2 

163 

5 

916 

i 

713 

CONDITION AND PLUMBING 

























ALL UNITS 

4 

503 

2 

303 

12 

692 

4 

194 

6 

160 

3 

899 

2 

842 

6 

427 

7 

629 

4 

845 

24 

878 

6 

961 

SOUND 

3 

788 

1 

404 

9 

745 

3 

492 

4 

484 

3 

269 

a 

174 

6 

674 

5 

971 

3 

944 

19 

058 

5 

874 

WITH ALL PLUMBING FACILITIES 

2 

202 


671 

8 

182 

2 

573 

3 

531 

2 

498 

1 

343 

4 

954 

5 

163 

3 

247 

17 

550 

4 

637 

LACKING ONLY HOT WATER 


78 


93 


228 


118 


57 


63 


27 


140 


125 


79 


308 


80 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

508 


640 

1 

335 


801 


896 


708 


804 

1 

580 


683 


618 

1 

200 

1 

157 

DETERIORATING 


553 


632 

2 

169 


484 

1 

257 


498 


524 

1 

412 

1 

142 


605 

3 

293 


848 

WITH ALL PLUMBING FACILITIES 


138 


111 

1 

099 


102 


510 


104 


149 


800 


507 


205 

1 

928 


390 

LACKING ONLY HOT WATER 


16 


8 


133 


27 


35 


12 


13 


32 


45 


12 


160 


24 

LACKING OTHER PLUMBING FACILITIES. . . . 


399 


513 


937 


355 


712 


382 


362 


580 


590 


306 

1 

205 


434 

dilapidated 


162 


267 


770 


210 


419 


132 


144 


341 


516 


296 

2 

527 


239 

RENTER OCCUPIED 


278 


320 

1 

601 


331 


444 


408 

1 

438 


084 


853 


407 

4 

073 

1 

057 

SOUND 


179 1 


138 

1 

037 


232 


273 


296 


312 


532 


592 


281 

2 

6461 


794 

WITH ALL PLUMBING FACILITIES 


133 j 


67 


833 


193 


191 


248 


201 


442 


435 


238 

2 

417 


630 

LACKING SOME OR ALL FACILITIES .... . 


46 1 


71 


204 


39 


62 


48 


111 


90 


157 


43 


229i 


164 

DETERIORATING 


79, 


124 


375 


61 1 


123 


100 


98 


259 


161 


95 


986, 


206 

WITH ALL PLUMBING FACILITIES 


37* 


29 


202 


7 


44 


26 


39 


166 


70 


67 


643' 


112 

LACKING SOME OR ALL FACILITIES ..... . 


42 i 


95 


173 


54 


79 


74 


59 


93 


91 


28 


343 j 


96 

DILAPIDATED 


20 


58 


189 


36| 


4a_ 


12 


28 


93 


100 


31 



441 



55 

ALL HOUSING UNITS 

4 

503' 

2 

303 

12 

692 

4 

194' 

6 

160 

3 

899 

2 

842 

a 

427 

7 

629 

4 

845 

24 

878^ 

6 

961 

WATER SUPPLY 








i 

















HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

2 

470 


943 

9 

638 

2 

794 1 

4 

244 

2 

738 

1 

690 

6 

231 

5 

948 

3 

730 

20 

295 

5 

420 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


730 ' 


395 

1 

509 


670 


883 


424 


410 

1 

457 


694 


451 

1 

636' 


729 

PIPED WATER OUTSIDE STRUCTURE 


197, 


46 


230 


98, 


214 


32 


61 


04 


100 


147 

1 

183 i 


32 

NO PIPED WATER 

1 

106 


919 

1 

115 


632 1 


819 


705 


681 


655 


087 


517 

1 

764 


780 

TOILET facilities 













1 












FLUSH TOILETi EXCLUSIVE USE 

2 

849 

1 

069 

10 

507 

3 

148 , 

4 

579 

2 

944 

1 

878 

7 

014 

6 

235 

3 

955 

20 

941 

5 

644 

FLUSH TOILETi SHARED 


19 


12 


63 


4 


55 


23 


18 


40 


44 


20 


162 


79 

OTHER TOILET FACILITIES OR NONE 

1 

635 

1 

222 

2 

122 

1 

042 

1 

526 


932 


946 

i 

373 

1 

350 


870 

3 

775 

1 

238 

BATHING FACILITIES 

























BATHTUB OR SHOWERi EXCLUSIVE USE .... . 

2 

488 


096 

9 

826 

2 

668 

4 

166 

2 

685 

1 

555 

6 

022 

5 

987 

3 

681 

20 

415 

5 

198 

BATHTUB OR SHOWERi SHARED 


15 


a 


61 


6' 


84 


23 


22 


48' 


49 


24 


221 


79 

NO BATHTUB OR SHOWER 

2 

000 

1 

399 

2 

805 

1 

318 

1 

908 

1 

191 

1 

265 

2 

357, 

1 

593 

1 

140 

4 

242 

1 

684 

SOURCE OF WATER 

























PUBLIC SYSTEM OR PRIVATE COMPANY . . . • . 


240 


199 

2 

176 


285 

2 

012 


B86 

1 

150 


958 

3 

356 

1 

501 

7 

221 

1 

989 

INDIVIDUAL WELL 

3 

807 

1 

710 

9 

898 

3 

431 

3 

403 

2 

867 

1 

096 

7 

112 

3 

836 

2 

955 

16 

391 

4 

704 

OTHER 


480 


395 


737 


512 


736 


147 


578 


390 


409 


413 

1 

251 


238 

SEWAGE DISPOSAL 




! 





















PUBLIC SEWER 


« • • 


52, 


558 


10 


248 


526 

1 

025 


607 


480 


860 

4 

459 

1 

242 

SEPTIC TANK OR CESSPOOL 

3 

042 

1 

115 

10 

261 

3 

318 

4 

435 

2 

640 


769 

6 

372 

5 

996 

3 

163 

16 

695 

4 

443 

OTHER OR NONE 

1 

485 

1 

137, 

1 

992 


900 

1 

468 


734 

1 i 

030 

1 

401 

1 

125 


846 

3 

709 

1 

246 

ROOMS 

























i ROOM 


315 


228 


646 


200 


404 


161 


191 


200 


273 


236 

2 

200 


241 

2 ROOMS. ... 


499 


319 


478 


330 


448 


230 


247 


433 


201 


323 


902 


283 

3 ROOMS 

1 

066 


387 

1 

102 


599 


950 


537 

! 

354 

1 

234 


541 


617 

2 

123 


795 

4 ROOMS 

1 

208 


523 

2 

307 

1 

038 

1 

374 


870 

! 

570 

2 

008 

1 

704 

1 

044 

5 

654 

1 

275 

5 ROOMS 


643 


339 

2 

916 

1 

019 

1 

086 


789 


525 

1 

573 

2 

125 


857 

6 

128 

1 

286 

6 ROOMS 


387 


282 

2 

397 


664 


617 


684 


488 

1 

352 

1 

622 


801 

4 

125 

1 

312 

7 ROOMS 


232 


142 

1 

477 


199 


555 


330 


266 


827 


645 


450 

2 

085 


908 

B ROOMS OR MORE 


153 


83 

1 

369 


145 


524 


298 


201 


800 


518 


517 

1 

581 


861 

median: 

























ALL UNITS 


3.8 


3.9 


5.1 


4.4 


4.4 


4.7 


4.6 


4.7 


5.0 


4,7 


4.7 


5.2 

OWNER OCCUPIED 


5.1 


4.6 


5.5 


4.9 


5.6 


5.4 


5.5 


5,5 


5,2 


5.7 


5.2 


5.7 

RENTER OCCUPIED 


4.3 


3.8 


4.9 


4.2 


4.4 


4.9 


4.3 


4.9 


4.8 


4.4 


4.2 


5.6 

YEAR STRUCTURE BUILT 

























1955 TO MARCH I960 

1 

024 


291 

1 

597 

1 

323 


763 


692 


195 

1 

375 

i 

898 


554 

4 

533 


970 

1950 TO 1954 . 


990 


208 

1 

748 


836 


819 


510 


263 

1 

407 

1 

327 


510 

3 

424 


818 

1940 TO 1949 

1 

193 


565 

2 

306 

1 

077 

1 

239 

1 

016 


452 

i 

223 

1 

527 


756 

5 

291 


926 

1930 TO 1939 


559 


458 

1 

339 


367 


807 


386 


379 


781 


019 


738 

3 

193 


623 

1929 OR earlier 


737 


781 

5 

702 


591 

2 

532 

I 

295 

1 

553 

3 

641 

2 

058 

2 

287 

8 

437 

3 

624 



Michigan 


24-123 


Tabic 31. — TjiNurk, Vacancy Status, Condition and Plumbing Facilities, and Structural 
ClIARACTIiRISTICS OF IlURAL- MonI'ARM HouSING UnITS, FOR CouNTHis: I960 — Coti. 

[Soniti data based on sample ; see text. Median not shown where base is less than 200] 


Tenure by C^olor, 
Vacancy Status 
(’ondition & Plumb. 
Water Suj^ply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disfxjsal 
Rooms 

Year Struct, Built 


SUBJECT 

CALHOUN 

CASS 

CHARLE- 

VOIX 

CHEBOY- 

GAN 

CHIPPEWA 

CLARE 

CLINTON 

CRAWFORD 

DELTA 

DICK- 

INSON 

EATON 

EMMET 

ALL HOUSING UNITS 

11 

636 

10 

594 

3 928 

5 256 

5 

746 

7 

585 

5 

812 

2 

380 

4 

711 

2 

510 

6 

402 

5 

248 

TENURE t COLORi AND VACANCY STATUS 























OCCUPIED 

10 

340 

6 

746 

1 718 

2 096 

2 

958 

3 

037 

5 

118 

1 

428 

3 

055 

1 

674 

5 

362 

2 

264 

OWNER OCCUPIED 

a 

549 

5 

536 

1 444 

i 719 

2 

145 

2 

461 

4 

191 

1 

166 

2 

566 

1 

452 

4 

374 

1 

871 

WHITE. 

a 

490 

5 

041 

1 439 

1 697 

2 

096 

2 

461 

4 

179 

1 

166 

2 

566 

1 

452 

4 

366 

1 

815 

NONWHITE 


59 


495 

5 

22 


47 


. . . 


12 


■ . . 


... 


... 


8 


56 

RENTER OCCUPIED 

1 

791 

1 

210 

274 

377 


813 


576 


927 


262 


489 


222 


988 


393 

WHITE 

1 

769 

1 

036 

274 

377 


778 


568 


927 


258 


481 


222 


984 i 


368 

NONWHITE 


22 


174 

... 

... 


35 


a 


... 


4 


a 


... 




25 

vacant 

1 

296 

3 

848 

2 210 

3 160 

2 

788 

4 

548 


694 


952 

1 

656 


a36 

1 

040 1 

2 

984 

YEAR ROUND 


755 


921 

464 

276 


508 


486 


514 


414 


395 


227 


630 


496 

SOUND OR DETERIORATING 


613 


775 

381 

206 


415 


412 


431 


334 


299 


196 


549 


399 

AVAILABLE. . 


268 


238 

82 

61 


133 


142 


181 


25 


105 


66 


262 


lU 

FOR sale only 


154 


104 

45 

36 


45 


46 


73 


12 


79 


47 


97 


56 

FOR RF.NT 


114 


134 

37 

25 


88 


96 


108 


13 


26 


19 


165 


55 

RENTED OR SOLDi AWAITING OCCUPANCY . 


110 


39 

10 

5 


23 


57 


68 


6 




4 


59 


33 

HELD FOR OCCASIONAL USE 


35 


313 

159 

28 


122 


101 




312 


101 


37 


49 


136 

HELD FOR OTHER REASONS 


200 


185 

130 

112 


137 


112 


145 


n 


67 


89 


179 


119 

DILAPIDATED 


142 


146 

83 

70 


93 


74 


83 


60 


96 


31 


81 


97 

SEASONAL ....... 


541 

2 

927 

1 746 

2 084 

2 

2B0 

4 

062 


180 


558 

1 

261 


609 


410 

2 

4BB 

CONDITION AND PLUMBING 























ALL UNITS 

11 

636 

10 

594 

3 928 

5 256 

5 

746 

7 

585 

5 

612 

2 

3B0 

4 

711 

2 

510 

6 

402 

1 5 

248 

SOUND 

9 

235 

8 

087 

3 244 

4 211 

4 

459 

6 

307 

4 

281 

1 

926 

3 

626 

1 

972 

5 

087 

1 4 

326 

with all PLUMBING FACILITIES 

8 

405 

6 

71R 

2 480 

3 2l6 

2 

690 

2 

964 

3 

859 

1 

476 

2 

449 

J 

156 

4 

310 

3 

277 

LACKING ONLY HOT WATER 


133 


258 

57 

75 


70 


70 


57 


16 


111 


38 


48 


208 

LACKING OTHER PLUMBING FACILITIES. . . . 


697 

1 

ill 

707 

920 

1 

691 

3 

273 


365 


434 

1 

066 


778 


721 


841 

DETERIORATING 

1 

634 

1 

729 

457 

726 


927 


933 

1 

177 


312 


788 


422 

1 

043 


572 

WITH ALL PLUMBING FACILITIES 


995 


957 

IBS 

282 


236 


329 


671 


126 


135 


139 


498 


243 

LACKING ONLY HOT WATER 


56 


184 

a 

36 


14 


44 


39 


12 


16 


12 


28 


27 

LACKING OTHER PLUMBING FACILITIES. . . . 


583 


580 

264 

408 


677 


560 


467 


174 


637 


271 


517 


302 

DILAPIDATED 


767 


778 

227 

319 


360 


345 


354 


142 


297 


116 


272 


350 

RENTER OCCUPIED 

1 

791 

1 

210 

274 

377 


813 


576 


927 


262 


489 


222 


983 


393 

SOUND. «... 

1 

206 


673 

170 

239 


616 


348 


604 


207 


330 


121 


691 


243 

WITH ALL PLUMBING FACILITIES 

1 

044 


542 

125 

215 


512 


300 


500 


189 


212 


79 


585 


149 

LACKING SOME OK ALL FACILITIES 


162 


131 

45 j 

24 


104 


48 


104 


18 


110 


42 


106 


94 

DETERIORATING. . . , , 


372 


357 

64 

79 


131 


192 


219 


41 


126 


87 


240 


67 

WITH ALL PLUMBING FACILITIES 


184 


205 

32 

33 1 


46 


72 


123 


18 


28 


42 


126 


30 

LACKING SOME OR ALL FACILITIES 


188 


152 

32 

46 


85 


120 


96 


23 


90 


45 


114 

1 

37 

DILAPIDATED 


213 


IBOi 

40 

591 


66 


36 


104 


14 


33 


14 


57 

1 

83 

ALL HOUSING UNITS 

11 

636 

10 

j 

594 

3 928 

5 256 

5 

746 

7 

585 

5 

Bl2 

2 

300 

4 

711 

2 

SIO 

6 

402 

5 

248 

WATER SUPPLY 























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

10 

052 

8 

219 

2 819 

3 667 

3 

144 

3 

612 

4 

906 

1 

635 

2 

aio 

1 

428 

5 

117 

1 3 

746 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


946 

1 

298 

453 

546 


622 

1 

456 


456 


196 


551 


308 


473 


812 

PIPED WATER OUTSIDE STRUCTURE. ...... 


36 


144 

50 

105 


338 


243 


72 


36 


15 


55 


60 


99 

NO PIPED WATER 


602 


933 

606 

85B 

1 

642 

2 

274 


378 


513 

1 

335 


719 


7S2 


591 

toilet FACILITIES 























FLUSH TOILET* EXCLUSIVE USE 

10 

339 

a 

904 

2 908 

3 944 

3 

229 

4 

412 

4 

996 

1 

732 

2 

980 

1 

481 

5 

100 

4 

124 

FLUSH TOILET* SHARED 


73 


28 

20 

8 


40 


61 


42 


9 


8 


4 


53 


43 

OTHER TOILET FACILITIES OR NONE 

1 

224 

1 

662 

1 000 

1 304 


477 

3 

112 


774 


639 

1- 

723 


025 

1 

249 

, 1 

081 

BATHING FACILITIES 























BATHTUB OR SHOWER* EXCLUSIVE USE 

9 

899 

8 

395 

2 770 

3 700 

3 

072 

3 

482 

4 

798 

1 

650 

2 

735 

1 

303 

4 

977 

3 

840 

BATHTUB OR SHOWER* 


77 


24 

16 

16 


47 


61 


53 


■ . » 


12 


4 


57 


43 

NO BATHTUB OR SHOWER 

1 

660 

2 

175 

1 142 

1 540 

a 

627 

4 

042 


961 


730 

1 

964 

1 

123 

1 

368 

1 

365 

SOURCE OF water 























PUBLIC SYSTEM OR PRIVATE COMPANY 

2 

043 

1 

115 

1 047 

242 


533 

1 

500 

1 

451 


489 


316 


864 

1 

452 

1 

547 

INDIVIDUAL WELL 

9 

442 

9 

165 

2 297 

4 522 

3 

978 

5 

701 

4 

235 

1 

858 

3 

963 

1 

347 

4 

547 

3 

318 

OTHER 


202 


333 

561 

400 

1 

213 


384 


120 


36 


479 


256 


402 


372 

SEWAGE DISPOSAL 























PUBLIC SEWER ..... 


792 


596 

345 

* 1 ■ 


326 


B4B 


215 


614 


12 


144 


IBO 

1 

03H 

SEPTIC TANK OR CESSPOOL 

9 

783 

8 

455 

2 572 

3 987 

3 

116 

3 

817 

4 

836 

1 

265 

3 

277 

1 

452 

5 

064 

3 

272 

OTHER Or none 

1 

112 

1 

562 

988 

1 257 

2 

280 

2 

920 


755 


504 

1 

469 


891 

1 

157 


927 

ROOMS 























1 ROOM 


111 


36 B 

165 

204 


358 


968 


53 


105 


340 


198 


404 


181 

2 ROOMS . . . 


222 


435 

292 

362 


471 


976 


185 


206 


409 


252 


145 


268 

3 ROOMS 


850 


991 

491 

B3B 

1 

104 

1 

440 


377 


3B1 


638 


189 


364 


611 

4 ROOMS 

2 

539 

2 

559 

819 

1 364 

I 

423 

1 

460 


974 


559 


976 


465 


099 


858 

5 ROOMS 

3 

446 

2 

778 

684 

1 001 

1 

174 

1 

179 

1 

301 


392 

1 

015 


707 

1 

440 


953 

6 ROOMS 

2 

428 

1 

753 

636 

703 


737 


745 

1 

266 


328 


723 


371 

1 

377 


831 

7 ROOMS 

1 

141 


908 

460 

397 


294 


470 


961 


129 


337 


171 


956 


550 

a ROOMS OR MORE 


899 


802 

381 

387 


185 


347 


695 


200 


273 


157 


817 


996 

MED I AN 1 























ALL UNITS 


5.1 


4.8 

4.8 

4.4 


4.2 


3.8 


5.5 


4.2 


4.5 


4.7 


5.5j 


5.2 

OWNER OCCUPIED ...... 


5.2 


5.2 

5.6 

5.2 


5.0 


5.1 


5.6 


5.1 


5.2 


5.1 


5.7 ' 


5.4 

RENTER OCCUPIED 


4.6 


4.5 

4.7 

4.1 


4.4 


4.3 


4.9 


4.3 


4.3 


4,8 


5.4| 


4.5 

YEAR STRUCTURE BUILT 























1955 TO MARCH I960 

3 

070 

1 

446 

500 

1 012 

1 

454 

2 

166 

1 

115 


406 


792 


241 

1 

159 


604 

1950 TO 1954 

1 

694 

1 

437 

444 

796 


688 

1 

802 


629 


376 


560 


181 


630 


446 

1940 TO 1949 

1 

651 

2 

191 

745 

1 385 

1 

291 

1 

338 


869 


540 


859 


299 


779 


895 

1930 TO 1939 

1 

258 

1 

286 

456 

632 


587 


605 


496 


225 


630 


342 


722 


501 

1929 OR EARLIER. . . 

3 

963 

4 

234 

1 783 

1 431 

1 

726 

1 

674 

2 

703 


833 

1 

062 

1 

447 

3 

112 

2 

802 
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State and Small Areas 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: I960' Con, 

[Some data based on sample; see text. Median not shown where base is less than 200] 


GENESEE GLADWIN 


ALL HOUSING UNITS. 


tenure » COLORt AND VACANCY STATUS 


OCCUPIED 

OWNER OCCUPIED . 
WHITE. .... 
NONWHITE . . . 
RENTER OCCUPIED. 
WHITE. .... 
NONWHITE . . . 


vacant • • 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

FOR RENT 

rented or soldi AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 
LACKING only HOT WATER ...... 

lacking OTHER PLUMBING FACILITIES. 

DETERIORATING. . . . 

WITH ALL PLUMBING FACILITIES . . . 

lacking only HOT WATER 

lacking other PLUMBING FACILITIES. 

dilapidated . . 


RENTER OCCUPIED 

SOUND. . 

WITH ALL PLUMBING FACILITIES . 
lacking some OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
lacking some OR ALL FACILITIES 
dilapidated. ... 


ALL housing units. 


water SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 


FLUSH TOILET. EXCLUSIVE USE. . . 

FLUSH TO I LET I SHARED 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWERi EXCLUSIVE USE 
bathtub OR SHOWER. SHARED. . • • 
NO BATHTUB OR SHOWER 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER • • 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS* . 

6 ROOMS 

7 ROOMS 

6 ROOMS OR MORE. • • 
MEDIAN I 

ALL UNITS 

OWNER OCCUPIED . 
RENTER OCCUPIED. 


YEAR STRUCTURE BUILT 


1955 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . • . 
1929 OR earlier. • 


21 

649 

5 966 

3 

239 

19 

OBI 

4 515 

2 

385 

17 

621 

1 956 

1 

511 


247 

80 


72 

1 

213 

2 479 


802 

1 

987 

1 025 


617 

1 

138 

350 


84 


88 

21 


18 


761 

654 


515 


581 

426 


237 

2 

290 

420 


461 

1 

664 

222 


312 

1 

400 

166 


201 


264 

56 


111 


449 

129 


90 


217 

76 


28 


232 

177 

53 

69 


62 

59 

21 649 

5 966 

" 

3 239 


6 741 

3 785 

6 630 

a 961 

5 587 

2 489 

4 624 

6 377 

4 381 

2 113 

3 751 

4 023 

84 

35 

166 

148 

1 122 

341 

707 

2 206 

7B6 

1 023 

1 527 

2 144 

289 

430 

824 

921 

23 

21 

52 

85 

474 

572 

651 

1 138 

368 

273 

479 

440 

476 

771 

1 176 

1 590 

337 

408 

703 

957 

294 

336 

559 

669 

43 

72 

144 

288 

82 

262 

336 

548 

42 

149 

222 

247 

40 

133 

164 

301 

57 

81 

87 

85 


Tenure by Color, 
Vacancy St.icus 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


llithing Facilities 
Source of Water 
Sc\vae;e Disposal 
Rooms 

Year Struct. Built 


RON 

INGHAM 

IONIA 

453 

6 614 

5 771 

173 

7 804 

4 530 

985 

6 275 

3 527 

985 

6 267 

3 515 

... 

6 

12 

188 

1 529 

1 003 

188 

1 529 

998 

... 

... 

5 

280 

810 

1 241 

958 

708 

569 

761 

587 

418 

563 

307 

180 

114 

123 

81 

449 

184 

99 

44 

74 

20 

915 

46 

46 

239 

160 

172 

197 

121 

151 

322 

102 

672 

453 

8 614 

5 771 

609 

6 869 

3 825 

360 

6 241 

3 217 

337 

75 

91 

912 

553 

517 

365 

1 165 

1 396 

713 

713 

733 

86 

40 

52 

566 

412 

611 

479 

500 

550 

1 IBS 

1 529 

1 003 

848 

983 

501 

744 

874 

410 

104 

109 

91 

296 

341 

353 

176 

212 

215 

120 

129 

138 

44 

205 

149 

9 453 

B 614 

5 771 

7 433 

7 451 

4 357 

939 

638 

623 

106 

76 

92 

975 

449 

699 

7 940 

7 452 

4 543 

63 

aa 

30 

1 450 

1 080 

1 198 

7 606 

7 301 

4 250 

71 

90 

38 

1 774 

1 223 

1 483 

3 666 

2 157 

1 589 

5 363 

6 327 

3 892 

391 

145 

311 

1 279 

1 166 

1 154 

6 836 

6 396 

3 494 

1 305 

1 067 

1 144 

196 

97 

57 

476 

201 

215 

576 

616 

. 413 

1 826 

1 695 

i 987 

2 OOS 

2 22^ 

^ 1 246 

1 681 

1 941) 

f 1 166 

1 587 

1 03C 

) 9231 

1 lOi 

^ 807 

' 762 

5.: 

S 5.: 

5 5.5 

5.1 

r 5.1 

\ 5,7 

5.< 

a 4.{ 

J 5.3 

1 56f 

3 1 61< 

b 598 

1 37< 

? 1 261 

3 478 

1 77^ 

1 1 52, 

1 645 

811 

3 831 

3 506 

3 91' 

4 3 35 

1 3 544 


Michigan 


24-125 


Tabic 31. — TiiNURE, VACAisrcY Status, Condition and Plumbing Facilities, and Structural 
Characteristics or Rural-Nonfarm Housing Units, tor Counties: I960- — Con. 

[Some data based on sample; sec text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS 

TENURE. COLOR. AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

NwNWHITE 

renter OCCUPIED 

WHITE. . 

NONWHITE 

VACANT 

year round 

SOUND OR DETERIORATING ....... 

AVAILABLE 

FOR SALE ONLY 

FOR RENT . . . 

RENTED OR SOLD. AWAITING OCCUPANCY 

HELD FOR occasional USE 

HELD FOR OTHER REASONS 

dilapidated 

SEASONAL 


condition and PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

lacking OTHER PLUMBING FACILITIES. . • 

DETERIORATING. 

WITH AuL PLUMBING FACILITIES 

lacking only hot water 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED. ... 

RENTER OCCUPIED 

SOUND 

WITH AUL PLUMBING FACILITIES . . . . . 
LACKING SOME OR ALL FACILITIES « . • . 

DETERIORATING 

WITH all PLUMBING FACILITIES 

lacking some or ALL FACILITIES . . . . 
DILAPIDATED 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER . 

TOILET facilities 

FLUSH TOILET. EXCLUSIVE USE , 

Flush toilet, shared , 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE .... , 

BATHTUB OR SHOWER. SHARED 

NO BATHTUB OR SHOWER 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . . . . , 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL^ 
OTHER OR NONE 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS. . . 

6 ROOMS. . . 

7 ROOMS. . 

8 ROOMS OR MORE. , 

MEOIANt 

ALL UNITS 

OWNER OCCUPIED ...... 

RENTER OCCUPIED 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 . 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


1 ISABELLA 

JACKSON 

KALA- 

KALKASKA 

KENT 

KEWEENAW 

LAKE 

LAPEER 

LEELANAU 

LENAWEE 

LIVING- 

LUCE 





MAZOO 















STON 



4 

379 

14 

250 

14 061 

3 

560 

17 

883 

1 

913 

5 

208 

8 

214 

5 

004 

a 

570 

12 

666 

2 

009 

3 

336 

11 

599 

11 931 

1 

105 

15 

041 


000 

1 

581 

6 

269 

1 

982 

a 

542 

7 

615 


861 

2 

636 

9 

761 

10 014 


954 

13 

102 


667 

1 

287 

4 

971 

1 

592 

6 

456 

6 

048 


694 

2 

602 

9 

74fl 

9 965 


950 

13 

054 


667 


825 

4 

959 

1 

565 

6 

431 

6 

012 


685 


36 


13 

49 


4 


48 


. . * 


462 


12 


27 


25 


36 


9 


698 

1 

838 

1 917 


151 

1 

939 


133 


294 

1 

298 


390 

2 

086 

1 

567 


167 


661 

1 

820 

1 902 


151 

1 

935 


127 


210 

1 

291 


378 

2 

074 

1 

552 


163 


37 


18 

15 


... 


4 


6 


84 


7 


12 


12 


15 


4 

1 

043 

2 

651 

2 130 

2 

455 

2 

B42 

1 

113 

3 

627 

1 

945 

3 

022 

3 

028 

5 

051 

1 

148 


500 


609 

1 096 


336 


988 


76 


485 


825 


583 


809 

1 

161 


112 


368 


559 

994 


285 


632 


67 


354 


687 


536 


717 

1 

007 


63 


134 


200 

570 


73 


357 


20 


119 


278 


105 


356 


469 


21 


70 


109 

336 


49 


177 


18 


56 


109 


42 


137 


259 


8 


64 


91 

234 


24 


ISO 


2 


63 


169 


63 


219 


210 


13 


29 


63 

109 


a 


lie 


19 


6 


111 


12 


55 


36 


2 


39 


94 

75 


33 


99 


9 


49 


99 


221 


106 


376 


10 


166 


202 

240 


171 


258 


19 


180 


199 


198 


200 


206 


30 


132 


130 

102 


51 


156 


9 


131 


138 


47 


92 


74 


49 


543 

1 

962 

1 034 

2 

119 

1 

854 

1 

037 

3 

142 

1 

120 

2 

439 

2 

219 

3 

890 

1 

036 

4 

379 

14 

246 

14 061 

3 

560 

17 

B70 

1 

913 

5 

208 

8 

214 

5 

004 

11 

570 

12 

666 

2 

009 

3 

255 

11 

374 

11 994 

2 

920 

15 

073 

1 

518 

3 

957 

6 

251 

4 

328 

9 

821 

10 

728 

1 

338 

2 

521 

9 

934 

11 062 

1 

360 

13 

320 

i 

005 

2 

254 

5 

086 

3 

307 

7 

991 

7 

999 


818 


50 


223 

no 


162 


242 


21 


105 


152 


52 


517 


718 


9 


684 

1 

217 

822 

1 

398 

1 

511 


492 

1 

518 

1 

013 


969 

1 

313 

2 

on 


511 


721 

2 

141 

1 513 


482 

1 

973 


317 


913 

1 

433 


443 

1 

374 

1 

717 


341 


248 

1 

180 

987 


112 

1 

170 


49 


261 


795 


170 


630 


909 


62 


16 


141 

38 


11 


105 


21 


28 


64 


32 


80 


120 


4 


457 


820 

488 


359 


698 


247 


624 


574 


241 


664 


688 


275 


403 


731 

554 


15B 


824 


78 


338 


530 


233 


375 


221 


330 


698 

1 

838 

1 917 


151 

1 

939 


133 


294 

1 

298 


390 

2 

086 

1 

567 


167 


435 

1 

085 

1 362 


90 

1 

396 


117 


172 


829 


301 

1 

539 

1 

077 


68 


317 


963 

1 231 


66 

1 

203 


56 


90 


681 


265 

1 

276 


993 


57 


ua 


122 

131 


24 


193 


61 


B2 


148 


36 


263 


84 


11 


165 


567 

306 


20 


383 


11 


74 


345 


45 


441 


430 


42 


65 


274 

244 


4 


203 


. * « 


21 


212 


17 


204 


256 


4 


100 


293 

142 


16 


ISO 


11 


53 


133 


28 


237 


174 


38 


98 


186 

169 


41 


160 


5 


48 


124 


44 


106 


60 


57 

4 

379 

14 

250 

14 061 

3 

560 

17 

803 

1 

913 

5 

208 

a 

214 

5 

004 

11 

570 

12 

666 

2 

009 

3 

015 

11 

850 

12 612 

1 

578 

15 

212 

1 

190 

2 

651 

6 

297 

3 

629 

9 

071 

9 

346 


986 


438 

1 

491 

934 

1 

634 

1 

798 


362 


753 

1 

056 


475 

1 

657 

2 

727 


168 


58 


78 

20 


33 


177 


U 


76 


119 


268 


93 


55 


37 


868 


827 

495 


315 


683 


350 

1 

728 


742 


632 


749 


538 


818 

3 

130 

12 

471 

13 022 

1 

869 

16 

225 

1 

398 

3 

085 

6 

748 

3 

807 

10 

094 

11 

457 

1 

025 


13 


49 

71 


47 


90 


15 


43 


70 


95 


49 


115 


20 

1 

236 

1 

726 

968 

L 

644 

1 

555 


500 

2 

080 

1 

396 

1 

102 

1 

427 

1 

094 


964 

2 

897 

11 

843 

12 447 

1 

661 

15 

153 

1 

108 

2 

757 

6 

234 

3 

614 

9 

382 

9 

862 


945 


13 


63 

85 


47 


62 


15 


39 


66 


91 


53 


107 


20 

1 

469 

2 

340 

1 529 

1 

052 

2 

635 


790 

2 

412 

1 

914 

1 

299 

2 

135 

2 

697 

1 

044 


452 

i 

518 

3 074 


356 

1 

834 

1 

302 


219 

1 

922 


671 

2 

415 

1 

826 


359 

3 

761 

12 

120 

10 673 

2 

969 

15 

773 


306 

4 

6B6 

5 

945 

3 

659 

8 

850 

10 

521 

1 

207 


220 


605 

258 


210 


300 


310 


308 


382 


622 


2B5 


298 


357 


365 


215 

1 090 


9 

1 

854 


451 


5 

1 

600 


79 

1 

603 

1 

106 


158 

2 

959 

12 

561 

12 027 

2 

435 

14 

714 


989 

3 

240 

5 

335 

3 

001 

6 

526 

10 

417 


891 

1 

109 

1 

467 

868 

i 

111 

1 

339 


478 

1 

968 

1 

314 

1 

072 

1 

421 

1 

122 


954 


128 


311 

222 


232 


267 


134 


521 


135 


585 


90 


228 


407 


219 


453 

275 


530 


303 


128 


646 


279 


3U 


351 


522 


298 


431 

1 

332 

1 129 


816 

1 

100 


251 

1 

173 


761 


630 


923 

1 

387 


343 


B12 

3 

023 

2 707 


737 

3 

513 


264 

1 

274 

1 

673 


915 

1 

980 

3 

148 


357 


836 

3 

721 

4 226 


474 

4 

733 


504 


732 

1 

969 


643 

2 

759 

3 

052 


2B9 


918 

2 

753 

2 824 


304 

4 

101 


428 


404 

1 

478 


604 

2 

317 

2 

147 


169 


545 

1 

355 

1 558 


211 

2 

217 


129 


229 


978 


428 

1 

660 

1 

085 


89 


490 

1 

298 

1 120 


254 

1 

636 


75 


229 


941 


688 

1 

470 

1 

097 


57 


5.2 


5.0 

5.1 


3.0 


5.3 


4.9 


3.7 


5.1 


4.6 


5.4 


4.8 


3.4 


5.5 


5.2 

5.3 


5.2 


5.5 


5.7 


5.2 


5.5 


5.6 


5.6 


5.4 


4.9 


5.2 


4.6 

4.5 


. . . 


4.9 


• . . 


4.2 


4.9 


4.5 


5.5 


4.7 


. . . 


854 

3 

153 

3 911 

1 

050 

4 

300 


222 

1 

080 

1 

359 


510 

2 

208 

2 

392 


398 


652 

2 

002 

1 990 


749 

2 

941 


96 


996 

1 

035 


753 

1 

590 

1 

985 


404 


587 

2 

527 

1 997 


698 

2 

869 


150 

1 

156 

1 

350 

1 

104 

2 

014 

2 

712 


532 


300 

1 

365 

1 264 


283 

1 

707 


152 


731 


828 


691 


728 

1 

832 


327 

1 

986 

5 

199 

4 899 


780 

6 

053 

1 

293 

1 

243 

3 

642 

1 

946 

5 

030 

3 

745 


348 
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State and Small Areas 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
(bndicion & Plumb. 
Water Supply 
Toilet Facilities 


B.it!nn^v» Facilities 
Source t)f' Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS. ........ 

TENURE t COLOR* AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

NONWHITE ...... 

renter OCCUPIED 

WHITE 

NONWHITE 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY. ......... 

FOR RENT 

RENTED OR SOLD* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

dilapidated 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND . . . . 

WITH ALL PLUMBING FACILITIES . . . . . 

lacking ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. . . 

WITH all plumbing FACILITIES 

LACKING ONLY HOT WATER 

lacking other plumbing facilities. . . 

DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

lacking Some or all facilities . . . . 

DETERIORATING. . 

WITH All plumbing facilities 

LACKING SOME OR ALL FACILITIES • . . . 

dilapidated 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE 

FLUSH toilet* SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE .... 

BATHTUB OR SHOWER* SHARED 

NO bathtub or SHOWER .......... 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY .... 

individual well 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


ROOMS 


1 ROOM • . * • « 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIANI 

ALL UNITS. . 

OWNER OCCUPIED . 

RENTER OCCUPIED 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 • 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER. ....... 


MACKINAC 

MACOMB 

MaNISTEE 

MAR- 

QUETTE 

MASON 

MECOSTA 

MENOMI- 

NEE 

MIDLAND 

MISSAU- 

KEE 

MONROE 

MONTCALM 

MONT- 

MORENCY 

4 

743 

13 

283 

5 

204 

7 

709 

5 

006 

4 

518 

3 

629 

5 

918 

2 

388 

19 431 

9 

210 

4 

281 

1 

802 

1 1 

671 

2 

670 

5 

457 

2 

553 

2 

338 

2 

701 

4 

aea 

1 

224 

16 292 

5 

910 

1 

107 

1 

416 

8 

969 

2 

295 

3 

985 

2 

164 

1 

899 

2 

233 

4 

313 

1 

022 

13 042 

4 

751 


956 

1 

398 

8 

907 

2 

283 

3 

985 

2 

152 

1 

875 

2 

225 

4 

309 

1 

022 

12 914 

4 

747 


956 


18 


62 


12 


. . . 


12 


24 


8 


4 


, • « 

128 


4 


• . 1 


386 

2 

702 


375 

1 

472 


389 


439 


468 


575 


202 

3 250 

1 

159 


151 


382 

2 

560 


362 

1 

406 


389 


430 


455 


575 


197 

3 171 

1 

156 


151 


4 


142 


13 


66 


... 


9 


13 


... 


5 

79 


3 


. , . 

2 

941 

1 

612 

2 

534 

2 

252 

2 

453 

2 

180 


928 

1 

030 

1 

164 

3 139 

3 

300 

3 

174 


399 

1 

140 


426 


422 


528 


674 


444 


708 


237 

1 427 


943 


224 


316 


986 


316 


366 


394 


571 


316 


639 


175 

1 260 


726 


195 


45 


549 


70 


144 


149 


112 


117 


182 


49 

649 


265 


98 


29 


269 


42 


42 


51 


42 


59 


78 


28 

296 


112 


41 


16 


260 


28 


102 


98 


70 


58 


104 


21 

353 


153 


57 


11 


73 


8 


7 


11 


10 


21 


23 


20 

122 


54 


11 


188 


73 


63 


101 


120 


330 


35 


229 


28 

168 


143 


37 


72 


291 


175 


114 


114 


119 


143 


205 


78 

321 


264 


49 


83 


154 


110 


56 


134 


103 


128 


69 


62 

167 


217 


29 

2 

542 


472 

2 

108 

1 

830 

1 

925 

1 

506 


484 


322 


927 

1 712 

2 

357 

2 

950 

4 

743 

13 

281 

5 

204 

7 

709 

5 

006 

4 

518 

3 

629 

5 

918 

2 

308 

19 431 

9 

210 

4 

281 

3 

382 

11 

320 

3 

832 

6 

320 

3 

215 

3 

229 

2 

596 

4 

848 

1 

722 

15 391 

6 

050 

3 

609 

2 

503 

10 

594 

2 

780 

4 

097 

2 

398 


832 

2 

049 

3 

675 

1 

297 

13 609 

4 

462 

1 

804 


40 


214 


60 


BO 


140 


238 


70 


116 


8 

265 


92 


123 


839 


512 


984 

2 

143 


677 

1 

159 


477 

1 

057 


417 

1 517 

1 

496 

1 

682 

1 

020 

1 

4ig 


921 

1 

080 

1 

238 


880 


702 


896 


470 

2 906 

2 

174 


542 


489 


922 


362 


291 


814 


361 


193 


241 


100 

1 676 


907 


71 


5 


89 


36 


36 


24 


30 


55 


25 


24 

149 


68 


10 


534 


40S 


523 


753 


400 


489 


454 


630 


346 

1 161 

1 

119 


461 


333 


542 


451 


309 


553 


409 


331 


174 


196 

1 054 


986 


130 


3B6 

2 

702 


375 

i 

472 


389 


439 


463 


575 


202 

3 250 

1 

159 


151 


214 

2 

113 


233 

1 

207 


175 


195 


293 


408 


112 

2 168 


510 


93 


142 

1 

952 


184 

1 

005 


139 


145 


207 


202 


87 

1 832 


417 


75 


72 


161 


49 


202 


36 


50 


86 


206 


25 

336 


93 


18 


iia 


405 


88 


199 


110 


154 


104 


148 


67 

774 


481 


58 


42 


269 


42 


52 


98 


66 


44 


31 


14 

420 


257 


23 


76 


136 


46 


147 


20 


88 


60 


117 


53 

354 


224 


35 


54 


184 


54 


66 


96 


90 


71 


19 


23 

308 


168 


' * * 

4 

743 

13 

283 

5 

204 

7 

709 

5 

006 

4 

518 

3 

629 

5 

918 

2 

388 

19 431 

9 

210 

4 

281 

3 

119 

11 

879 

3 

393 

4 

— 

846 

3 

510 

2 

371 

2 

364 

4 

224 

1 

509 

16 022 

6 

228 

2 

075 


305 


743 


679 

1 

163 


754 


971 


361 


6B4 


262 

1 676 

1 

350 


531 


51 


55 


343 


198 


182 


88 


24 


146 


57 

112 


126 


16 

1 

268 


604 


789 

1 

500 


560 

1 

088 


BBO’ 


864 


560 

1 621 

1 

506 

1 

659 

3 

253 

12 

227 

3 

645 

5 

307 

3 

919 

2 

737 

2 

511 

4 

315 

1 

579 

16 748 

6 

607 

2 

208 


8 


48 


12 


SB 


36 


33 


25 


6 


9 

94 


96 


52 

1 

402 

1 

006 1 

1 

547 

2 

264 

1 

051 

1 

748 

1 

093 

1 

595 


000 

2 589 

2 

507 

2 

021 

3 

081 

12 

059 

3 

314 

4 

548 

3 

590 

2 

507 

2 

394 

4 

108 

1 

449 

16 066 

5 

902 

2 

072 


4 


47 


12 


40 


28 




25 


22 


9 

86 


88 


64 

1 

658 

1 

175 

1 

878 

3 

121 

1 

388 

1 

978 

1 

210 

1 

708 


930 

3 279 

3 

220 

2 

145 


610 

4 

154 


634 

2 

732 


669 


27 


376 


375 


478 

2 299 

1 

935 


115 

2 

928 

a 

891 

4 

151 

4 

319 

4 

039 

4 

263 

3 

012 

5 

151 

1 

799 

16 488 

6 

853 

3 

818 

1 

201 


258 


425 


664 


322 


236 


268 


425 


124 

664 


492 


357 


267 

1 

879 



1 

364 


575 


115 


274 


30 



1 421 


619 


93 

2 

793 

10 

499 

3 

701 

4 

949 

3 

356 

2 

805 

2 

277 

4 

505 

1 

708 

15 627 

6 

312 

2 

524 

1 

679 


925 

1 

494 

1 

402 

1 

099 

1 

606 

1 

105 

1 

416 


693 

2 403 

2 

349 

1 

673 


374 


130 


371 


456 


444 


172 


144 


106 


138 

348 


313 


569 


393 


246 


382 


749 


354 


351 


143 


304 


159 

407 


398 


508 


772 


710 


610 

1 

008 


694 


680 


313 


582 


448 

1 247 

1 

148 

1 

006 

1 

025 

2 

692 


997 

1 

569 

1 

026 

1 

020 


646 

1 

306 


491 

4 037 

1 

872 


994 


945 

3 

949 

1 

045 

2 

201 


902 


799 


858 

1 

587 


388 

5 151 

1 

816 


669 


551 

2 

936 


628 

1 

099 


795 


688 


797 

1 

213 


360 

4 450 

1 

727 


310 


293 

1 

507 


500 


409 


430 


391 


387 


505 


254 

2 284 


965 


133 


390 

1 

111 


471 


218 


361 


417 


341 


315 


150 

1 507 


971 


92 


4.3 


5.2 


4.7 


4.5 


4.5 


4.5 


5.2 


4,9 


4,4 

5.2 


5.0 


3.6 


5. 1 


5.4 


5.5 


5.0 


5.4 


5.5 


5,5 


5.2 


5.5 

5.4 


5.6 


4.8 


4.6 


4.6 


4.8 


4.7 


4.9 


5.0 


4.9 


4.5 


5.6 

4.7 


4.9 




601 

3 

447 


691 

1 

920 


730 


830 


353 

1 

404 


231 

3 784 

1 

335 


908 


750 

2 

488 


607 


999 


685 


601 


362 


938 


290 

3 167 

1 

166 

1 

016 

1 

101 

2 

630 


961 

1 

259 


925 


016 


68B 

1 

356 


626 

3 797 

1 

327 

1 

309 


988 

1 

543 


694 

1 

046 


720 


444 


555 


722 


36 B 

2 676 


852 


624 

L 

223 

3 

173 

2 

251 

2 

485 

1 

938 

1 

827 

1 

671 

1 

498 


871 

6 007 

4 

530 


424 


Michigan 


24-127 


Tabic 31. — Ti-NURi:, Vacancy Status, Cximditjon and l^LrfMiiiNG Facilitii-s, and Structural 

CilAUACTKRlSTlCS OF Ru RA I.-NoM I' ARM HoUSINCi UnITS, FOR COUNTIKS: I960 Con. 

[Some data based on sample; see text. Median wit shown where base is less than 200] 


Tenure by Clolor, 
Vacancy Status 
C^ondition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

MUSKEGON 

NEWAYGO 

OAKLAND 

OCEANA 

OGEMAW 

ONTO- 

NAGON 

OSCEOLA 

OSCODA 

OTSEGO 

OTTAWA 

PRESQUE 

ISLE 

ROS- 

COMMON 

ALL HOUSING UNITS 

14 

360 

a 

286 

24 

464 

6 

330 

5 

105 

3 

737 

4 

392 

2 

516 

3 

133 

13 

694 

3 

470 

7 

985 

TENURE! COLOHi AND VACANCY STATUS 

























OCCUPIED 

a 

965 

4 

610 

20 

077 

3 

573 

a 

194 

2 

725 

a 

971 


886 

1 

101 

a 

303 

1 

596 

2 

322 

OWNER OCCUPIED 

10 

574 

3 

763 

16 

983 

2 

824 

1 

733 

1 

961 

2 

354 


737 


900 

9 

690 

1 

330 

1 

925 

WHITE 

10 

368 

3 

617 

16 

915 

2 

800 

1 

7 33 

1 

961 

2 

354 


737 


900 

9 

654 

1 

330 

1 

925 

NONWHITE 


206 


146 


68 


24 


. . • 


, * • 


. . . 


. * * 


tj . 


36 


... 


. . ■ 

RENTER OCCUPIED 

1 

391 


847 

3 

094 


749 


461 


764 


617 


149 


201 

1 

613 


268 


397 

WHITE 

1 

324 


826 

3 

058 


740 


461 


764 


613 


149 


196 

1 

596 


268 


397 

nonwhite ..... 


67 


21 


36 


9 


... 


... 


4 


... 


5 


17 


... 


... 

VACANT 

2 

395 

3 

676 

4 

387 

2 

757 

2 

911 

1 

012 

1 

421 

1 

630 

2 

032 

2 

391 

1 

872 

5 

663 

year round 


941 


829 

1 

873 


514 


341 


329 


479 


326 


113 


710 


203 

1 

382 

SOUND Ok deteriorating 


811 


640 

1 

670 


404 


304 


271 


358 


305 


77 


617 


170 

1 

332 

available 


404 


17n 


854 


156 


51 


ne 


101 


60 


32 


273 


59 


118 

for sale only 


208 


80 


469 


61 


29 


42 


36 


17 


16 


147 


33 


76 

FOR RENT 


196 


90 


385 


95 


22 


76 


65 


43 


16 


126 


26 


42 

rented OR SOLD. AWAITING OCCUPANCY . 


115 


23 


224 


27 


a 


24 


18 


2 


10 


88 


4 


20 

HELD FOR OCCASIONAL USE 


42 


137 


277 


94 


120 


40 


58 


175i 


11 


50 


45 

1 

085 

HELD FOR other REASONS 


250 


310 


315 


127 


122 


89 


181 


68 


24 


206 


62 


109 

DILAPIDATED 


130 


189 


203 


110 


37 


58 


121 


211 


36 


93 


33 


50 

SEASONAL . . . . • 

1 

454 

2 

B47' 

2 

514 

2 

243 

2 

570 


663 


942 

1 

304 1 

1 

919 

1 

601 

1 

669 

4 

261 

CONDITION AND PLUMBING 

























ALL UNITS 

14 

358 

a 

286 

24 

453 

6 

330 

5 

lOS 

3 

737 

4 

392 

2 

516 

3 

133 

13 

694 

3 

470 

7 

985 

SOUND 

11 

987 

6 

093 

20 

736 

4 

593 

3 

863 

2 

923 

a 

967 

1 

988 

2 

630 

11 

925 

2 

750 

7 

125 

WITH ALL PLUMBING FACILITIES 

10 

554 

3 

734 

19 

144 

3 

443 

2 

167 

1 

923 

2 

229 

1 

127 

1 

818 

10 

971 

1 

012 

4 

823 

LACKING ONLY HOT WATER 


273 


255 


425 


92 


113 


31 


110 


128 


33 


145 


101 


395 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

160 

2 

104 

1 

167 

1 

056 

1 

5R3 


969 


628 


7 33 


779 


809 


837 

1 

907 

DETERIORATING 

1 

698 

1 

551 

2 

739 

1 

252 


921 


644 

1 

052 


400 


311 

1 

352 


600 


742 

WITH ALL PLUMBING FACILITIE.S 


953 


47B 

1 

903 


524 


249 


149 


411 


38 


85 


051 


165 


292 

LACKIimG ONLY HOT WATER 


113 


67 


154 


56 


33 


8 


39 


3 


16 


85 


21 


8 

LACKING OTHF.R PLUMBING FACILITIES. . . . 


632 

1 

006 


682 


672 


639 


487 


602 


359 


210 


416 


414 


442 

DILAPIDATED 


673 


642 


97B 


485 


321 


170 


373 


120 


192 


417 


120 


118 

RENTER OCCUPIED 

1 

391 


847 

3 

094 


749 


461 


764 


617 


149 


201 

1 

613 


260 


397 

SOUND 


936 


507 

1 ^ 

262 


449 


298 


605 


404 


126 


140 

1 

19B 


183 


308 

WITH ALL PLUMBING FACILITIES 


777 


364 

1 2 

118 


379 


244 


438 


324 


66 


114 

1 

075 


121 


252 

lacking SOME OR ALL FACILITIE.S 


159 


143 


144 


70 


54 


167 


80 


60 


26 


123 


62 


56 

DETERIORATING 


304 


262 


609 


208 


107 


120 


149 


13 

1 

33 


339 


74 


68 

WITH all PLUMBING FACILITIES 


146 


92 


461 


123 


49 


59 


72 


. . • 


... 


207 


3 


43 

lacking some or ALL FACILITIE.S 


158 


170 


148 


85 


58 


61 


77 


13 


33 


132 


71 


25 

DILAPIDATED 


151 


78 


223 


92 


56 


39 


64 


10 


28 


76 


11 


21 

1 

ALL HOUSING UNITS , 

14 

360 

8 

286 

* 24 

464 

6 

330 

5 

105 

3 

737 

4 

392 

2 

516 

3 

133 

13 

694 

3 

470 

7 

985 

WATER SUPPLY 

















1 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

12 

141 

4 

669 

22 

001 

4 

334 

2 

620 

1 2 

378 

2 

891 

1 

206 

1 

998 

12 

307 

2 

050 

5 

365 

only COLD PIPED WATER INSIDE .STRUCTURE . . 

1 

595 

2 

023 

1 

912 


995 

1 

112 


535 


578 


390 


442 


932 


528 

1 

384 

PIPED WATER OUTSIDE STRUCTURE 


54 


282 


78 


344 


522 


56 


96 


7 


41 


67 


32 


lie 

NO PIPED WATER 


568 

1 

312 


462 


657 


043 

1 

768 


827 


913 


652 


368 


660 

1 

118 

TOILET FACILITIES 

























FLUSH TOILET. EXCLUSIVE USE 

12 

833 

5 

497 

23 

221 

4 

681 

3 

017 

2 

557 

3 

08 1 

1 

434 

1 

2 

210 

12 

773 

2 

383 

6 

134 

FLUSH TOILET. SHARED 


121 


35 


109 


141 


26 


39 


61 


13 


20 


125 


8 


4 

OTHER TOILET FACILITIES OR NONE 

1 

404 

2 

754 

1 

123 

1 

508 

2 

062 

1 1 

141 

1 

250 

1 

069 


903 


796 

1 

079 

1 

847 

BATHING FACILITIES 











! 














bathtub OR SHOWER. EXCLUSIVE USE 

12 

163 

4 

658 

22 

210 

4 

167 

2 

598 

2 

127 

2 

871 

1 

308 

1 

976 

12 

223 

2 

120 

5 

570 

BATHTUB OR SHOWER. SHARED 

1 

150 


51 


129 


207 


19 


28 


65 


13 


41 


140 


0 


4 

NO BATHTUB OR SHOWER 

' 2 

045 

3 

577 

2 

114 

1 

956 

2 

488 

1 

582 

1 

456 

1 

195 

1 

116 

1 

331 

1 

342 

2 

411 

SOURCE OF WATER 

! 
























PUBLIC SYSTEM OR PRIVATE COMPANY 

1 

289 


965 

3 

623 

2 

300 


631 

1 1 

576 

1 

667 


... 


87 

1 

574 


496 


275 

INDIVIDUAL WELL 

12 

638 

6 

930 

20 

373 

3 

423 

4 

017 

! 1 

576 

2 

347 

2 

063 

2 

651 

11 

689 

2 

503 

7 

442 

OTHER 


432 


409 


406 


640 


459 

1 

597 


468 


480 


408 


445 


386 


277 

SEWAGE DISPOSAL 

























PUBLIC SEWER 


150 


639 

1 

274 

1 

094 


802 

1 1 

099 

1 

262 


« . . 


7 

1 

226 


. * . 


224 

SEPTIC TANK OR CESSPOOL 

12 

971 

5 

124 

22 

084 

3 

852 

2 

250 

1 

558 

2 

069 

1 

491 

2 

291 

11 

674 

2 

477 

6 

554 

OTHER OR NONE 

1 

238 

2 

541 

1 

044 

1 

417 

2 

055 

1 ^ 

092 

1 

151 

1 

052 


848 


Boa 


990 

1 

216 

ROOMS 

























I ROOM 


297 


283 


265 


651 


315 


193 


221 


133 


175 


322 


176 


305 

2 ROOMS , 


402 


564 


457 


299 


466 


348 


284 


441 


307 


249 


328 


678 

3 ROOMS 

1 

167 

1 

206 

1 

696 


678 


951 


422 


384 


677 


799 


704 


635 

1 

938 

4 ROOMS 

3 

639 

2 

206 

4 

085 

1 

177 

1 

202 


597 


681 


547 


805 

2 

545 


908 

2 

591 

5 ROOMS 

3 

967 

1 

637 

6 

126 

1 

106 


935 


960 


790 


353 


459 

3 

972 


530 

1 

283 

6 ROOMS 

2 

769 

1 

161 

5 

305 

1 

018 


621 


593 


893 


195 


318 

2 

897 


487 


650 

7 ROOMS 

1 

183 


676 

3 

087 


801 


328 


382 


522 


91 


161 

1 

709 


219 


273 

a ROOMS OR MORE 


934 


553 

3 

432 


600 


287 


242 


617 


79 


109 

1 

296 


187 


267 

MEDIANI 

























ALL UNITS 


4*9 


4.4 


5.4 


4,8 


4.2 


4.8 


5.3 


3.5! 


3.9 


5.3 


4.2 


3.9 

OWNER OCCUPIED 


5.1 


5.3 


5.8 


5,7 


5.4 


5.3 


5.9 


4.8 


4.9 


5.4 


5.5 


4.8 

RENTER OCCUPIED 


4.4 


4.6 


4.6 


4.6 


4.7 


4.5 


5.1 


... 1 


4.1 


4.8 


4.6 


4.2 

YEAR STRUCTURE BUILT 

























1955 TO MARCH 1960 

2 

811 

1 

469 

7 

785 


497 

1 

461 


333 


578 


387 


718 

2 

979 


658 

2 

093 

1950 TO 1954 . 

2 

678 

1 

201 

4 

069 


770 


876 


409 


597 


642 


628 

2 

016 


705 

1 

596 

1940 TO 1949 

3 

758 

1 

701 

4 

505 

1 

159 

1 

141 


516 


488 


879 


773 

2 

565 


795 

2 

044 

1930 TO 1939 

1 

782 

1 

071 

2 

671 


710 


525 


516 


186 


376 


507 

1 

237 


299 

1 

265 

1929 OR EARLIER 

3 

329 

2 

844 

5 

423 

3 

194 

1 

102 

1 

963 

2 

543 


232 


507 

4 

897 

1 

013 


987 


24-128 


State and Small Areas 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: I960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure hy Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


B.ithiii^t; b'.icilities 
Source of Water 
Sewai^e nispos.il 
Rooms 

Year Struct. Built 


SUBJECT 

SAGINAW 

ST CLAIR 

ST JOSEPH 

SANILAC 

: SCHOOL- 
CRAFT 

SHIA- 

WASSEE 

TUSCOLA 

VAN BUREN 

WASHTENAW 

WAYNE 

WEXFORD 

ALL HOUSING UNITS 

12 

095 

17 

406 

a 

336 

9 

715 

' 1 

935 

6 

561 

7 

921 

15 

236 

12 

352 

16 

593 

3 

459 

TENURE* COLOR* AND VACANCY STATUS 























OCCUPIED 

11 

651 

12 

308 

6 

027 

5 

452 


992 

5 

737 

6 

293 

8 

669 

10 

181 

15 

443 

2 

061 

OWNER OCCUPIED ... 

9 

906 

10 

350 

4 

932 

4 

166 


787 

4 

750 

1 5 

033 

6 

744 

7 

514 

12 

450 

1 

746 

WHITE 

9 

845 

10 

207 

4 

845 

4 

166 


787 

4 

750 

5 

025 

6 

191 

7 

428 

11 

99 B 

1 

746 

nonwhite 


61 


143 


87 


• . . 


. . * 


B 


8 


553 


86 


452 


• • « 

RENTER OCCUPIED 

1 

745 

2 

038 

1 

095 

1 

286 


205 


979 

1 

260 

1 

925 

2 

667 

2 

993 


315 

WHITE 

1 

722 

1 

961 

1 

072 

1 

282 


201 


979 

1 

260 

1 

729 

2 

490 

2 

803 


310 

NONWHITE 


23 


77 


23 


4 


4 


... 


... 


196 


169 


190 


5 

VACANT 

1 

244 

5 

018 

2 

309 

4 

263 


943 


824 

1 

628 

6 

567 

2 

171 

1 

150 

1 

398 



945 

1 

767 


623 

i 

194 


231 


653 


797 

1 

234 


929 

1 

001 


572 

SOUND OR DETERIORATING 


819 

1 

477 


524 


997 


180 


503 


586 

1 

047 


ail 


853 


466 

available. 


371 


507 


240 


332 


60 


188 


263 


333 


374 


499 


120 

FOR SALE ONLY 


223 


267 


124 


148 


42 


97 


106 


125 


131 


209 


51 

FOR RENT - 


148 


240 


116 


184 


18 


91 


157 


208 


243 


290 


69 

RENTED OR SOLD* AWAITING OCCUPANCY • 


il4| 


99 


41 


68 


6 


57 


25 


116 


90 


119 


54 

HELD FOR OCCASIONAL USE 


4ll 


423 


93 


167 


49 


51 


39 


246 


160 


36 


178 

HELD FOR other REASONS 


293, 


448 


150 


430 


65 


207 


259 


352 


187 


199 


114 

DILAPIDATED 


126' 


290 


99 


197 


51 


150 


211 


187 


118 


148 


106 

SEASONAL 


299: 

3 

251 

1 

686 

3 

069 


712 


171 


B31 

5 

333 

1 

242 


149 


826 

CONDITION AND PLUMBING 























ALL UNITS • 

12 

892 

17 

406 

a 

336 

9 

715 

1 

935 

6 

561 

7 

921 

15 

236 

12 

334 

16 

593 

3 

459 

SOUND 

10 

664 1 

13 

971 

6 

467 

7 

568 

1 

402 

4 

799 

6 

093 

10 

764 

10 

255 

13 

647 

2 

568 

WITH ALL PLUMBING FACIUITIE.S 

9 

4441 

11 

947 

5 

661 

5 

474 


784 

4 

333 

4 

911 

8 

009 

9 

208 

12 

641 

1 

835 

LACKING ONLY HOT WATER 


1671 


500 


as 


476 


10 


52 


298 


426 


239 


284 


37 

lacking OTHER PLUMBING FACILITIES. . . . 

1 

053 

1 

524 


718 

1 

618 


608 


414 


684 

2 

349 


808 


722 


696 

DETERIORATING 

1 

563 

2 

460 

1 

370 

1 

709 


374 

1 

344 

1 

273 

3 

014 

1 

450 

2 

199 


614 

WITH ALL PLUMBING FACILITIE.S ...... 


696 

1 

231 


765 


625 


60 


767 


542 

1 

367 


921 

1 

439 


210 

LACKING ONLY HOT WATER . . 


48 


170 


78 


175 


17 


47 


70 


212 


144 


132 


31 

LACKING OTHER PLUMBING FACILITIES. . . . 


819 

1 

059 


527 


709 


297 


530 


661 

1 

435 


385 


628 


373 

DILAPIDATED 


665 


975 


499 


438 


159 


418 


555 

1 

438 


629 


747 


277 

RENTER OCCUPIED 

1 

745 

2 

038 

1 

095 

1 

286 


205 


979 

1 

260 

1 

925 

2 

667 

2 

993 


315 

SOUND 

1 

217 

1 

478 


715 


861 


112 


608 


884 

1 

072 

1 

827 

2 

088 


210 

WITH ALL PLUMBING FACILITIES 


994 

1 

317 


611 


784 


72 


527 


740 


910 

1 

712 

1 

893 


172 

lacking SOME OR ALL FACILITIES 


223 


161 


104 


77 


40 


81 


144 


162 


115 


195 


38 

deteriorating. .... 


374 


372 


259 


352 


60 


281 


276 


603 


527 


635 


72 

WITH ALL PLUMBING FACILITIES ...... 


191 


184 


168 


218 


B 


171 


128 


342 


365 


433 


25 

LACKING SOME OR ALL FACILITIES 


183 


188 


91 


134 


52 


no 


148 


261 


162 


202 


47 

dilapidated 


154 


188 


121 


73 

1 

33 


90 


100 


250 


313 


270 


33 

ALL HOUSING UNITS. .... 

12 

895 ' 

17 

406 

B 

336 

9 

715 

I 

935 

6 

561 

7 

921 

15 

236 

12 

352 

16 

593 

3 

459 

WATER SUPPLY 


1 

i 





















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

10 

5021 

13 

730 

6 

763 

6 

564 


907 

5 

401 

5 

789 

10 

178 

10 

750 

14 

590 

2 

195 

only cold piped WATER INSIDE STRUCTURE . . 


884 

2 

217 


935 

2 

077 


155 


678 

i 

015 

2 

357 

1 

100 

1 

133 


410 

PIPED WATER OUTSIDE STRUCTURE 


891 


81 


24 


111 


24 


32 


126 


658 


40 


71 


51 

NO PIPED WATER ........ 

1 

337 

1 

378 


614 


963 


649 


450 


991 

2 

043 


444 


799 


803 

TOILET FACILITIES 























FLUSH TOILET* EXCLUSIVE USE 

10 

7l3j 

14 

929 

7 

147 

8 

152 


919 

5 

579 

6 

222 

11 

212 

11 

366 

15 

000 

2 

320 

FLUSH TOILET* SHARED 


as' 


49 


53 


66 


9 


38 


56 


500 


82 


68 


20 

OTHER TOILET FACILITIES OR NONE 

2 

094 i 

2 

428 

i 

136 

1 

497 

1 

007 


944 

1 

643 

3 

524 


686 

1 

517 

1 

119 

bathing FACILITIES 













1 










BATHTUB OR SHOWER* EXCLUSIVE USE 

10 

516‘ 

14 

113 

6 

743 

7 

091 


878 

5 

334 

5 

937 

10 

282 

10 

927 

14 

839 

2 

144 

BATHTUB OR SHOWER* SHARED 


06 


61 


42 


74 


9 


38 


75 


528 


94 


65 


17 

NO BATHTUB OR SHOWER .... 

2 

290 

3 

232 

1 

551 

2 

550 

1 

048 

1 

189 

1 

909 

4 

426 

1 

313 

1 

689 

1 

298 

SOURCE OF WATER 























PUBLIC SYSTEM OR PRIVATE COMPANY 

3 

966 

6 

600 

2 

290 

1 3 

745 


53 

1 

324 

2 

107 

3 

619 

2 

563 

5 

001 


624 

INDIVIDUAL WELL. ............. 

B 

249 

9 

261 

5 

Bll 

1 ^ 

753 

1 

525 

5 

092 

5 

446 

10 

771 

9 

589 

10 

914 

2 

613 

OTHER 


592 

1 

514 


193 


215 


372 


141 


365 


922 


179 


697 


202 

SEWAGE DISPOSAL 























PUBLIC SEWER 

1 

224 

i 

761 


4ia 

1 ^ 

393 


. . . 


246 

1 1 

556 

1 

B76 

2 

109 

1 

992 


4 

SEPTIC TANK OR CESSPOOL. ......... 

9 

679 

13 

365' 

6 

968 

5 

970 

1 

009 

5 

340 

4 

787 

9 

800 

9 

429 

13 

235 1 

2 

394 

OTHER OR NONE 

1 

904 

2 

257 1 


908 

1 

350 


941 


971 

1 

597 

3 

636 


793 

1 

385 j 

1 

041 

ROOMS 























1 ROOM 


101 


272 


237 


141 


298 


56 

1 

207 

2 

509 


130 


175 


148 

2 ROOMS 


331 


512 


311 


306 


133 


108 


191 


604 


322 


302 


333 

3 ROOMS 


949 

1 

146 


87i 


893 


303 


436 

1 

625 

1 

313 

1 

163 

1 

088 


432 

4 ROOMS 

2 

312 

3 

805 

1 

704 

2 

203 


451 

1 

171 

1 

573 

2 

808 

2 

238 

3 

448 


707 

5 ROOMS 

3 

663 

4 

646 

1 

726 

2 

001 


311 

1 

482 

1 

733 

2 

706 

2 

928 

4 

817 


680 

6 ROOMS 

3 

030 

3 

576 

1 

543 

1 

866 


227 

1 

507 

1 

543 

2 

519 

2 

619 

3 

663 


621 

7 ROOMS . • . 

1 

511 

1 

916 


978 

1 

145 


113 


953 

1 

058 

1 

429 

1 

599 

1 

951 


270 

a ROOMS OR MORE 


995 

1 

533 


966 

1 

160 


99 


848 


991 

1 

348 

1 

335 

1 

149 


268 

MEDIANi 























ALL UNITS 


5.3 


5.1 


5.1 


5.2 


4.0 


5.5 


5.3 


4.6 


5.3 


5.2 


4.7 

OWNER OCCUPIED 


5.4 


5.5 


5.6 


5.9 


5.0 


5.5 


5.5 


5.6 


5.7 


5.4 


5.3 

RENTER OCCUPIED 


4.8 


4.8 


5.2 


5.2 


3.6 


5.5 


5. 1 


4.6 


4.5 


4.4 


4.6 

YEAR STRUCTURE BUIuT 























1955 TO MARCH 1960 

2 

042 

2 

233 

1 

388 

1 

298 


292 

1 

334 

1 

245 

1 

791 

2 

227 

3 

450 


477 

1950 TO 1954 

2 

081 

3 

019 

1 

085 

1 

112 


286 


781 


846 

2 

138 

1 

600 

2 

941 


476 

1940 TO 1949 * 

2 

413 

3 

904 

1 

211 

1 

840 


494 


875 

1 

105 

2 

975 

2 

392 

4 

542 


684 

1930 TO 1939 

1 

541 

2 

6B2 


771 

1 

072 


413 


470 


688 

1 

779 

1 

535 

2 

522 


386 

1929 OR EARLIER 

4 

015, 

5 

568 

3 

881 

4 

393 


440 
1 

3 

101 

4 

037 

6 

553 

4 

580 

3 

138 

1 

436 



Michigan 
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Table 32.. — Occupancy and Financiai. Ckaracteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960 

[Based on sample; see text. Median not shown where base is less than 200; plus (-4-) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. . . . 

heating equipment 

STEAM OR HOT WATER 

WARM AIR FURNACE ...... 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE , . 
NONE 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON «... 

2 PERSONS. . . « 

3 PERSONS. . . . 
PERSONS, . , . 

5 PERSONS. . , . 

(! PERSONS. . . . 

7 PERSONS. . . . 
a PERSONS OR MORE 

median J 

ALL OCCUPIED , 
OWNER. . . . 

renter . . . 


PERSONS PER ROOM 


1. 00 OR LESS I 

1.01 OR MORE , . . 

YEAR MOVED INTO UNIT 

owner OCCUPIEQ ...... 

1958 TO MARCH I960 ...... 

1954 TO 1957 

1940 TO 1953 

1939 OR earlier 

RENTER OCCUPIED 

1958 TO MARCH I960 «....« 
i954 TO 1957 

1940 TO 1953 

1939 OR EARLIER. ....... 

HOME FOOD FREEZER 


1 OR MORE. 
NONE , . , 


VALUE 


OWNER OCCUPIED ....... 

LESS THAN QOO , 

$5«000 TO |7i400 . . 

iTfSOQ TO *9^900 

$10(000 TO $12(400 . . , « , « , 

$U(500 TO $14,900 

$15(000 TO $19,900 
$20(000 TO $24(900 

$25(000 OR MORE. . . 

HEPIAN 

VACANT available FOR SALE. . 
MEDIAN PRICE asked , 

GROSS RENT 

renter occupied. 

LESa THAN $2Qf ......... 

$20 TO $39 , 

$40 TO . . . . , 

$60 TO • • . . 

$60 TO $99 , 

$1QQ TP $119 , 

$120 OR MORE ... 

NO CASH RENT 

MEDIAN « . . . , 


contract rent 

renter occupied « 

MEDIAN t 9 « I . . . . 

VACANT available FOR RENT. , 

median rent asked, , 

ACRES IN THE PLACE 

ALL VACANT UNITS . , . . , 
iO ACRES OR MORE 
LESS THAN lo ACRES 

available VACANT UNITS . . , 
10 ACRES QR MORE 
LESS THAN 10 acres 


DOLLARS 


DOLLARS 


dollars 


DOLLARS 


dollars 


ALCONA 

ALGER 

&LLEQAN 

ALPENA 

ANTRIM 

ARENAC 

BARAGA 

BARRY 

BAY 

BENZIE 

BERRIEN 

BRANCH 

4 503 

a 303 

12 692 

4 194 

6 160 

3 899 

2 842 

8 427 

7 629 

4 045 

24 878 

6 961 

14B 

13 

322 

160 

82 

1B4 

237 

244 

598 

231 

1 484 

336 

737 

303 

5 375 

1 563 

1 291 

906 

686 

2 829 

3 391 

1 277 

12 B06 

3 065 

150 

41 

356 

202 

370 

163 

30 

541 

318 

277 

1 415 

234 

3 331 

1 876 

6 059 

2 152 

4 001 

2 411 

1 434 

4 530 

3 112 

2 824 

6 543 

2 765 

104 

42 

191 

39 

77 

121 

283 

115 

57 

60 

749 

63 

33 

28 

389 

58 

339 

114 

172 

168 

153 

176 

1 881 

498 

1 456 

1 214 

a 592 

2 769 

2 576 

2 158 

1 853 

5 276 

6 338 

2 104 

17 370 

4 689 

245 

246 

946 

284 

458 

267 

286 

516 

527 

323 

1 617 

621 

492 

312 

2 277 

664 

802 

627 

568 

1 557 

1 462 

653 

4 721 

1 517 

227 

168 

1 491 

430 

352 

317 

248 

920 

969 

300 

3 187 

798 

204 

169 

1 382 

592 

378 

366 

277 

864 

1 270 

312 

3 385 

706 

121 

122 

1 091 

345 

264 

252 

IBS 

631 

916 

221 

2 407 

539 

90 

106 

6B1 

228 

154 

181 

181 

411 

606 

156 

1 155 

24B 

41 

40 

386 

119 

79 

66 

44 

196 

269 

69 

487 

136 

36 

51 

338 

107 

89 

82 

61 

181 

239 

62 

419 

124 

2.5 

2.6 

3.2 

3.5 

2.6 

3.1 

2.8 

3.1 

3.7 

2.7 

3.2 

2.8 

2.4 

2.9 

3.2 

3.5 

2.5 

2.9 

2.8 

3.1 

3.7 

2.5 

3.3 

2.6 

3.1 

2.5 

3.4 

5.1 

3.3 

3.8 

2.7 

3.3 

3.7 

3.4 

3.2 

3.2 

1 307 

995 

7 459 

2 288 

2 304 

1 871 

1 634 

4 662 

5 347 

1 909 

15 347 

4 318 

149 

219 

1 133 

481 

272 

287 

219 

614 

991 

195 

2 031 

371 

1 178 

694 

6 991 

2 438 

2 132 

1 750 

i 415 

4 392 

5 485 

1 697 

13 305 

3 632 

283 

100 

1 408 

006 

324 

396 

96 

1 100 

1 274 

280 

3 100 

862 

319 

206 

1 903 

821 

505 

416 

285 

1 240 

1 514 

325 

3 595 

956 

422 

403 

2 663 

639 

817 

65B 

566 

1 584 

1 986 

699 

4 946 

1 334 

154 

185 

1 017 

172 

4B6 

280 

460 

468 

711 

393 

1 582 

480 

278 

320 

1 601 

331 

444 

40B 

438 

884 

853 

407 

4 073 

1 057 

170 

151 

934 

200 

256 

239 

219 

586 

474 

268 

2 647 

641 

52 

67 

329 

82 

67 

96 

97 

168 

235 

67 

900 

212 

41 

34 

2ai 

38 

66 

56 

74 

92 

91 

56 

401 

156 

15 

48 

97 

11 

35 

17 

48 

38 

53 

16 

125 

48 

580 

160 

2 358 

715 

711 

812 

397 

1 705 

1 911 

569 

5 625 

1 684 

750 

1 052 

5 780 

1 975 

1 885 

1 325 

1 535 

3 450 

4 506 

1 421 

11 660 

2 940 

780 

551 

4 802 

1 692 

1 493 

1 148 

1 

999 

3 232 

4 449 

1 123 

11 443 

2 971 

198 

341 

BSl 

273 

475 

306 

336 

652 

614 

403 

951 

549 

154 

85 

1 095 

244 

440 

290 

228 

928 

639 

268 

1 706 

776 

146 

52 

971 

270 

215 

186 

170 

596 

614 

140 

1 987 

643 

63 

49 

B23 

346 

15B 

166 

145 

456 

729 

114 

1 961; 

425 

47 

8 

448 

226 

45 

91 

28 

240 

466 

57 

1 504, 

244 

70 

12 

394 

212 

82 

63 

44 

224 

856 

100 

1 909: 

228 

35 

4 

121 

75 

40 

24 

24 

52 

262 

16 

B36; 

36 

47 


99 

46 

30 

22 

16 

84 

269 

25 

589 

70 

8 200 

5 000- 

8 700 

10 400 

6 500 

7 300 

6 800 

7 700 

11 200 

6 500 

11 400 

8 100 

29 

4 

66 

65 

54 

15 

15 

61 

72 

10 

208 

40 




... 

... 

... 

• •• 

... 

... 

... 

13 000 

... 

278 

320 

1 601 

331 

444 

400 

438 

684 

853 

407 

4 073 

1 057 

7 

41 

8 

. . . 

20 

4 

38 

. . • 

15 

8 

12 

4 

24 

58 

96 

28 

48 

70 

37 

49 

50 

39 

190 

72 

44 

85 

346 

41 

128 

70 

168 

219 

168 

133 

757 

223 

58 

19 

422 

48 

65 

85 

76 

262 

167 

90 

1 278 

355 

43 

10 

223 

42 

40 

25 

14 

141 

140 

59 

806 

187 

14 

4 

104 

34 

8 

9 

4 

44 

60 

16 

290 

36 

3 


32 

4 

* .. 

17 

a . • 

12 

41 

8 

158 

44 

85 

103 

370 

134 

135 

120 

101 

157 

212 

54 

574 

136 


42 

68 


53 

58 

53 

67 

68 

60 

71 

60 

193 

217 

1 231 

197 

309 

288 

337 

727 

641 

353 

3 499 

921 


22 

44 

. .. 

35 

42 

34 

45 

47 

41 

52 

47 

45 

24 

150 

16 

49 

69 

34 

85 

41 

66 

315 

151 

• • . 

... 


• • . 


. • . 

. . . 

. a . 


... 

59 


3 047 

1 089 

4 100 

1 425 

3 584 

1 741 

989 

3 151 

1 291 

2 741 

7 500 

2 272 

711 

310 

1 038 

454 

678 

317 

216 

303 

259 

482 

2 651 

331 

2 336 

779 

3 062 

971 

2 906 

1 424 

773 

2 B4B 

1 032 

2 259 

• 4 849 

' 1 941 

90 

40 

295 

lOB 

111 

103 

72 

193 

135 

146 

• 623 

; 244 

12 

12 

97 

27 

6 

15 

23 

; 47 

22 

1 7C 

> 96 

1 50 

78 

26 

198 

81 

103 

08 

49 

f 146 

1 113 

^ 7C 

> 527 

194 
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State and Small Areas 


Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Rooni 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


ALL HOUSING UNITS. . . • 
heating equipment 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
other means WITHOUT FLUE 
NONE 


ALL OCCUPIED UNITS 
PERSONS 


PERSON . . . . . 

PERSONS 

PERSONS. . . . . 

PERSONS 

PERSONS 

PERSONS. . . . . 

PERSONS 

a PERSONS OR MORE. 
MEDIAN! 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 . . . 
1940 TO 1953 . * . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . « . 


VALUE 


OWNER OCCUPIED ... 

LESS THAN . • 

S5»000 TO $7 1 400 

S7»500 to S9t900 • 

SlOiOOO TO $12»400 . . 

$12»500 TO 414t900 

SlSiOOO TO S19»900 

$20 » 000 TO $24 t 900 . 

$25 • 000 OR MORE 

MEDIAN • • DOLLARS 


GROSS RENT 


CASS 


VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED ....... DOLLARS 


RENTER OCCUPIED 

LESS than 

$20 TO 

$40 TO $59 

$60 TO 

$80 TO $99 

$100 TO $119 ..... 

$120 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS 


CONTRACT RENT 


renter occupied. .......... 

MEDIAN DOLLARS 


VACANT available FOR RENT. 
MEDIAN RENT ASKED. ...... 


ACRES IN THE PLACE 


ALL VACANT UNITS 
10 ACRES OR MORE . . • 
LESS THAN 10 ACRES . . 


available VACANT UNITS 
10 ACRES OR MORE ..... 
LESS THAN 10 ACRES .... 


400 
7 501 
501 
3 079 
76 
79 


772 
2 637 

1 998 

2 138 
1 562 

711 

288 

234 


3.4 

3.3 

3.6 


9 178 
1 162 


8 549 
2 417 
a 526 
2 753 
853 


1 791 
1 138 
385 
244 
24 


3 228 
6 896 


7 073 
742 


i 116 
1 317 
1 296 
883 
1 005 
452 
262 
10 700 


118 


77 

285 

463 

417 

161 

104 

276 

77 


1 515 
55 


296 

293 


268 

64 


263 
4 661 
661 
4 551 
212 
246 


797 

941 

174 

155 

734 

485 

218 

242 


5 879 
667 


CHARLE- 

VOIX 


113 

981 

193 

434 

64 

143 


5 536 
1 069 

1 599 

2 218 
650 


210 

733 

237 

207 

33 


2 074 
4 606 


4 605 
784 
1 094 
808 
715 
406 
475 
184 
139 
B 800 


87 


89 

298 

365 

173 

56 

24 

196 

66 


I 014 
45 


3 848 
460 
3 388 


238 

53 

185 


207 

533 

307 

244 

223 

112 

54 

38 


2.9 

2.9 

2 


1 561 
157 


CHEBOY- 

GAN 


5 256 


164 
711 
299 
3 956 
32 
94 


1 444 
322 
340 
508 
274 


274 

162 

64 

28 

20 


499 
1 269 


948 
335 
249 ^ 
143 
80 
46 
35 
26 
34 
6 400 


35 


274 

4 

32 

20 

52' 

20 

16 

9 

121 


153 

51 


2 210 
534 
1 676 


114 

24 

90 


2 096 


333 

684 

250 

349 

171 

126 

78 

105 


2.6 

2.6 

2.5 


1 813 
283 


CHIPPEWA 


5 746 


124 
1 170 
283 
3 848 
230 
91 


1 719 
354 
433 
647 
285 


377 

224 

83 

60 

10 


460 

696 


880 

216 

162 

laa 

127 

45 

89 

36 

17 

a 300 


20 


377 

13 

46 

33 

60 

60 

19 

5 

141 

67 


236 

45 


3 160 
518 
2 642 


2 958 


347 

752 

528 

491 

382 

249 

115 

94 


CLARE 


118 
1 298 
572 
5 301 
145 
151 


3 037 


3.2 

3.1 

3.4 


2 470 
488 


145 

524 

455 

852 

314 


813 

553 

158 

62 

40 


529 
2 519 


300 

439 

362 

180 

166 

70 

73 

5 

5 

. 500 


45 


813 

22 

71 

76 

157 

211 

80 

19 

177 

79 


636 

68 


75 


2 7B8 
623 
2 165 


157 

37 

120 


CLINTON 


CRAWFORD 


5 812 


324 
2 948 
450 
2 003 
28 
59 


S 118 


411 

863 

474 

498 

338 

266 

99 

88 


3.0 

3.1 
2.7 


a 593 
444 


2 461 
5B4 
702 
894 
281 


576 

356 

112 

68 

40 


947 
2 091 


8701 

459 

488 

296 

262 

141 

159 

43 

22 

400 


65 


576 

12 

64 

120 

160 

64 

28 


128 

63 


448 

48 


4 548 
344 
4 204 


137 

20 

117 


499 

280 

702 

918 

810 

474 

253 

182 


3.6 

3.6 

3.3 


4 393 
725 


97 
625 
149 
1 509 


137 

1 352 
176 

2 907 

43 

96 


4 191 
1 114 
1 127 
1 482 
460 


927 

582i 

174 

143 

28 


1 604 
3 595 


3 465 
516 
8591 
722 
510 
271 
424 
123 
40 
a 700 


61 


61 

199 

216 

229 

43 

U 

168 

71 


759 

47 


80 


694 

280 

414 


192 

47 

145 


198 

490 

264 

170 

127 

93 

44 

42 


2.6 

2.6 

2.7 


246 

182 


166 

222 

267 

442 

235 


262 

175 

39 

48 


441 

972 


933 
215 
278 
187 
87 
48 
45 
17 
56 
' 300 


12 


262 

17 

41 

48 

46 

23 

19 

12 

56 

59 


206 

42 


952 

134 

818 


3 055 


355 

723 

450 

521 

430 

276 

162 

138 


DICK- 

INSON 


48 

1 110 
20 

1 262 
8 

62 


333 
3 561 
428 
1 731 
50 
299 


3.5 

3.5 

3.2 


2 573 
402 


2 566 
422 
644 
942 
550 


489 

279 

103 

50 

57 


816 
2 046 


1 611 
461 
390 
313 
202 
83 
89 
42 
31 
7 200 


55 


489 

25 

57 

169 

60 

24 

16 

4 

134 

49 


355 

30 


1 656 
583 
1 073 


271 

436 

318 

184 

238 

110 

70 

47 


2.9 

2.9 

3.1 


1 463 
211 


I 452 
174 
252 
477 
549 


222 

99 

82 

22 

19 


243 
1 509 


1 138 
379 
345 
214 
113 
17 
45 
17 
8 

6 400 


28 


222 

9 

12 

53 

37 

9 


120 

11 


836 

401 

435 


511 
1 288 
952 
1 063 
756 
474 
141 
177 


3.4 

3.4 

3.5 


4 819 
543 


4 374 
1 OBI 
1 174 
I 587 
532 


988 

601 

233 

126 

28 


1 736 
3 592 


emmet 


3 696 
502 
740 
696 
553 
365 
390 
233 
217 
9 700 


64 


988 

7 

53 

138 

304 

180 

85 

39 

102 

74 


806 

51 


040 

598 

442 


246 

84 

162 


24( 

26‘ 

34f 

2B< 

71 

2 : 


37 ' 

64 

36 

37 
24 
10 

5 

9 


96 

30 


87 

3Q 

3G 

7iS 

43 


39 

23 

1 

4 


5^ 
L 7C 


2i 

49 

2< 

1« 


2 9 
4 

2 5 


Michigan 
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Table 32, — Occupancy and Financial CuARACTiiRisTics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


Hcicing Equipment V.ilue 

Persons Gross Rent 

Persons per Room Contract Rent 

Year Moved into Unit Acres in the 

Home Food Frcc7er Place 


GENESEE GLADWIN GOGEBIC GRAND GRATIOT HILLS- HOUGHTON HURON INGHAM 
TRAVERSE DALE 


ALL HOUSING UNITS. 


heating EQUIPMENT 


steam or hot water . . . 

WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE, . 
OTHER MEANS WITHOUT FLUE 
NONE 


ALL OCCUPIED UNIT.S 


1 742 

151 

80 

129 

165 

236 

1 241 

704 

440 

193 

291 

363 

12 434 

785 

1 074 

1 899 

1 035 

3 071 

3 488 

2 869 

4 892 

2 225 

2 350 

2 798 

2 301 

320 

77 

311 

425 

216 

129 

534 

696 

317 

901 

153 

4 956 

4 399 

1 826 

3 548 

1 991 

2 897 

3 670 

4 732 

2 461 

2 846 

4 533 

2 084 

115 

110 

84 

303 

17 

U2 

163 

56 

77 

112 

103 

32 

101 

201 

96 

551 

132 

98 

270 

558 

48 

78 

35 

54 

19 294 

2 230 

2 159 

3 319 

3 008 

4 959 

6 60S 

5 173 

7 604 

4 530 

4 426 

3 850 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS. . . . . 

6 PERSONS. . • . , 

7 PERSONS. . . . . 

B PERSONS OR MORE, 

mediani 

ALL OCCUPIED , . 

OWNER. . . . . 

RENTER . . . . 


1 162 

353 

319 

326 

293 

620 

1 094 

695 

659 

538 

443 

588 

4 478 

640 

555 

948 

853 

1 336 

1 998 

1 428 

1 980 

1 287 

i 407 

990 

3 511 

389 

360 

577 

445 

823 

1 204 

859 

1 336 

768 

793 

794 

3 777 

326 

409 

452 

569 

852 

919 

819 

1 370 

734 

745 

569 

2 912 

224 

264 

456 

392 

608 

701 

550 

1 155 

524 

539 

525 

1 853 

162 

164 

320 

249 

432 

392 

414 

742 

349 

281 

259 

882 ' 

B7 

1 44 

135 

107 

172 

168 

205 

297 

167 

130 

70 

719 

49 

' 44 

105 

100 

116 

132 

203 

265 

163 

88 

55 

3.6 

2.8 

1 3.1 

3.2 

3.3 

t 3.1 

2,7 

3,0 

3.4 

3.1 

3.0 

2.9 

3.6 

2.7 

3.0 

3.1 

2.9 

3.0 

2,6 

2.9 

3.4 

3.0 

2.B 

2.9 

3.5 

3.2 

3.2 

3,6 

4.1 

3.5 

2.8 

3.4 

3.6 

3.4 

3.3 

3.1 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 . • , 
1940 TO 1953 . . . 
1939 OR EARLIER. , 


RENTER OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 . . , . 
1940 TO 1953 . • . . 
1939 OR EARLIER. . . 


HOME FOOD FREEZER 


I OR MORE. 
NONE . . . 


OWNER OCCUPIED ... 

LESS THAN $5»000 . 

$5i000 TO S7i400 

$7t500 TO S9«900 .... 

SlOtOOO TO *12»4O0 

$12*500 TO $14*900 . . 

$15*000 TO $19*900 

$20*000 TO $24*900 .. . 

$25*000 OR MORE 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR SALE 

median PRICE ASKED DOLLARS 


RENTER OCCUPIED 

LESS THAN $20 

$20 TO $39 

$40 TO $59 . 

$60 TO $79 

$80 TO $99 

SlOO TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN ............. DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED DOLLARS 


1 941 

324 

369 

372 

62B 

980 

1 269 

927 

57 

39 

25 

48 

35 

42 

23 

36 

258 

128 

25 

55 

46 

87 

118 

425 

52 

• • . 

. . • 

. « • 

... 

... 

* * * 

101 


ACRES IN THE PLACE 


ALL VACANT UNITS 
10 ACRES OR MORE . . . 
LESS THAN 10 ACRES . . 


AVAILABLE VACANT UNITS 

10 ACRES OR MORE 

LESS THAN 10 ACRES .... 


I 
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State and Small Areas 


Table 32 , — Occupancy and Financiai- Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties; 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


Heating Equipment 
Persom 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. . . , 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UMiTS 

OTHER MEANS WITH FLUE. . . . < 
OTHER MEANS WITHOUT FLUE . . 
NONE 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. , . . 

4 PERSONS. . . . 

5 PERSONS. . . • 

6 PERSONS. . . . 

7 PERSONS. , . • 

a PERSONS OR more 

MEDIAN* 

ALL OCCUPIED • ■ 
OWNER. . . • < 
RENTER . . • . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR earlier 

HOME FOOD FREEZER 


1 OR MORE, 
NONE . . , 


value 


OWNER OCCUPIED 

LESS THAN SStOOO 

S5t000 TO S7 1 400 

$7»500 TO $9 1 900 

$10 1 000 TO $12 » 400 

$12i500 TO $14>900 

$15*000 TO $19*900 

$20*000 TO $24*900 ..... 

$25*000 OR MORE 

MEDIAN 

VACANT available FOR SALE 
MEDIAN PRICE ASKED 

GROSS RENT 

RENTER OCCUPIED 

LESS THAN 

$20 TO $39 

$40 TO $59 

S60 TO $79 

$80 TO $99 

$100 TO . 

$120 OR MORE . • . 

NO CASH RENT . . 

MEDIAN 


CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN 

VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED 

ACRES IN THE PLACE 

ALL VACANT UNITS . . . . 

10 ACRES OR MORE 

LESS THAN 10 ACRES 

available vacant units . . 

10 ACRES OR MORE 

LESS than 10 ACRES ...... 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


ISABELLA 

JACKSON 

KALA- 

KALKASKA 

KENT 

KEWEENAW 

LAKE 

LAPEER 

LEELANAU 

LENAWEE 

LIVING- 





MAZOO 














STON 

4 

379 

14 

250 

14 

061 

3 

560 

17 

883 

1 913 

5 

208 

6 

214 

5 

004 

11 

570 

12 

666 


140 


600 


906 


32 


856 

135 


53 


497 


183 


530 


635 

1 

285 

B 

515 

9 

032 


404 

11 

470 

531 


562 

3 

446 

1 

354 

5 

669 

4 

679 


458 


581 


807 


349 


738 

221 


101 


604 


262 


626 


741 

2 

202 

4 

177 

2 

994 

2 

741 

4 

461 

809 

4 

404 

3 

267 

2 

513 

4 

216 

6 

047 


22 


115 


80 


11 


146 

38 


64 


177 


63 


194 


206 


272 


258 


242 


23 


199 

179 


24 


143 


629 


335 


358 

3 

336 

11 

599 

11 

931 

1 

105 

15 

041 

800 

1 

581 

6 

269 

1 

982 

8 

542 

7 

615 


272 

1 

032 


973 


167 

1 

162 

119 


330 


621 


290 


830 


761 


798 

3 

132 

3 

036 


370 

3 

948 

239 


559 

1 

673 


663 

2 

092 

2 

014 


563 

2 

008 

2 

018 


197 

2 

526 

181 


239 

1 

Oil 


326 

1 

360 

1 

314 


613 

2 

163 

2 

442 


157 

2 

703 

100 


159 

1 

153 


284 

1 

716 

1 

499 


467 

1 

666 

1 

717 


91 

2 

268 

74 


123 


764 


160 

1 

153 


909 


263 


895 

1 

070 


66 

1 

329 

56 


105 


586 


128 


711 


545 


165 


356 


390 


16 


568 

18 


37 


259 


62 


388 


307 


195 


347 


285 


41 


517 

13 


29 


202 


69 


292 


266 


3.6 


3.3 


3.5 


2.6 


3.5 

2.7 


2,3 


3.3 


2.6 


3.5 


3.3 


3.5 


3.3 


3.5 


2.7 


3.5 

2.6 


2.3 


3.3 


2*6 


3.4 


3.2 


3.8 


3.5 


3.4 


• * . 


3.2 

• • . 


2.3 


3.5 


2.6 


3.7 


3.5 

2 

783 

10 

172 

10 

644 

1 

014 

13 

347 

742 

1 

414 

5 

459 

1 

003 

7 

559 

6 

754 


553 

i 

427 

1 

287 


91 

1 

694 

58 


167 


810 


179 


903 


661 

2 

638 

9 

761 

10 

014 


954 

13 

102 

667 

1 

287 

4 

971 

1 

592 

6 

456 

6 

048 


639 

2 

560 

2 

884 


225 

3 

045 

41 


194 


965 


239 

1 

496 

1 

333 


810 

2 

649 

2 

916 


262 

4 

ill 

87 


295 

1 

399 


373 

1 

777 

2 

003 


829 

3 

471 

3 

208 


332 

4 

539 

242 


578 

1 

861 


637 

2 

445 

2 

080 


360 

1 

081 

1 

006 


135 

1 

407 

297 


220 


746 


343 


738 


632 


698 

1 

838 

1 

917 


151 

1 

939 

133 


294 

1 

290 


390 

2 

066 

1 

567 


374 

1 

083 

1 

231 


70 

1 

iOl 

52 


166 


737 


235 

1 

201 

1 

018 


168 


421 


414 


32 


419 

32 


47 


295 


69 


491 


313 


121 


275 


212 


20 


288 

44 


56 


195 


66 


310 


204 


35 


59 


60 


29 


131 

5 


25 


71 


20 


84 


32 


978 

3 

752 

3 

693 


257 

5 

526 

26 


435 

1 

708 


1 

578 

2 

943 

2 

346 

2 

100 

7 

828 

6 

378 


677 

9 

337 

752 

1 

134, 

4 

383 

1 

5801 

5 

713 

5 

286 

1 

858 

7 

676 

7 

532 


630 

10 

599 

603 


937 

3 

018 

1 

141 

5 

463 

4 

899 


388 


923 


486 


261 


930 

1 552 


433! 


601 


202 


810 


375 


308 

1 

418 

1 

013 


151 

1 

461 

1 47 


229 


983 


269 

1 

136 


675 


425 

1 

352 

1 

288 


80 

1 

658 



90 


024 


192 

1 

020 


869 


307 

1 

197 

1 

248 


55 

1 

805 



61 


598 


138 


959 

1 

101 


117 


893 

1 

061 


22 

1 

551 



24 


340 


123 


596 


646 


197 

1 

197 

1 

410 


21 

1 

664 



21 


326 


104 


614 


694 


76 


421 


545 


28 


751 

... 


19 


104 


51 


158 


286 


40 


275 


481 


12 


771 

. • a 


32; 


42 


62 


170 


253 

8 

900 

10 

300 

12 

000 

5 

900 

11 

700 

5 000“ 

5 

400 

B 

500 

8 

800 

9 

400 

11 

200 


35 


111 


319 


31 


126 

8 


51 


76 


38 


112 


243 


... 


. . . 

14 

300 


* * * 


• •• 

... 


. .. 


, . . 


. • « 


. • . 

9 

800 


698 

1 

838 

1 

917 


151 

1 

939 

133 


294 

1 

298 


390 

2 

086 

1 

567 


18 


13 


16 


... 


13 

17 


8 


. ■ . 


8 


9 


12 


96 


97 


65 


16 


103 

22 


79 


63 


28 


108 


80 


158 


308 


267 


28 


390 

16 


54 


289 


56 


388 


173 


131 


486 


581 


4 


506 

23 


29 


344 


107 


677 


467 


64 


341 


371 


8 


289 

17 


4 


232 


33 


379 


381 


51 


156 


199 


9 


104 

12 


. . • 


63 


25 


162 


169 


20 


93 


164 


» . • 


72 

. . . 


... 


18 


21 


52 


64 


160 


344 


254 


86 


462 

26 


120 


289 


112 


311 


221 


60 


74 


77 


• . ■ 


60 

t « ■ 


... 


71 


66 


71 


78 


538 


494 

1 

663 


65 

1 

477 

107 


174 

1 

009 


278 

1 

775 

1 

346 


38 


53 


58 


... 


40 

... 


... 


45 


48 


48 


56 


64 


61 


165 


28 


132 

4 


55 


120 


55 


138 


164 




... 




... 


... 

• •• 


• • . 


. • . 


. • • 


* • . 


. . « 

1 

043 

2 

647 

2 

130 

2 

455 

2 

629 

' 1 113 

3 

627 

1 

945 

3 

022 

3 

026 

5 

051 


447 


426 


363 


383 


602 

19 


428 


524 


730 


414 


548 


596 

2 

221 

1 

767 

2 

072 

2 

227 

i 1 094 

3 

199 

1 

421 

2 

292 

2 

614 

4 

503 


134 


208 


549 


67 


359 

20 


119 


278 


125 


356 


469 


35 


36 


65 


8 


93 

4 


8 


82 


32 


98 


62 


99 


172 


484 


59 


266 

16 


111 


196 


93 


258 


407 


LUCE 


2 009 


52 
262 
112 
1 471 
70 
42 


661 


109 

173 

130 

165 

ioe 

ai 

25 

70 


3.6 

3.7 


661 

200 


694 

142 

14G 

312 

92 

167 

119 

29 

a 

a 


201 

686 


386 

183 

94 

58 

38 

4 

5 
4 


5 30C 


167 

12 

38 

42 

24 

11 

8 

29 


138 


7 


1 148 
426 
722 

23 

16 

7 


lable 32.. — Uccupancy and tinancial Cfiaractkristics and Hhating Equipment oi- RuRAL-NoNrAUM 

Housing Units, for Counties: I960 — Con. 

[Baaed on sample; see text. Median not shown where base is le.ss than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Plomc Food Freezer 


Value 

Gross Rent 
Contract Rent 
Acres in the 
PJ.ice 


SUBJECT 

MACKINAC 

MACOMB 

MANISTEE 

MAR- 

QUETTE 

MASON 

MECOSTA 

MENOMI- 

NEE 

MIDLAND 

MISSAU- 

KEE 

MONROE 

MONTCALM 

MONT- 

MORENCY 

ALL HOUSING UNITS. . . . . 

..... 

4 

743 

13 

283 

5 

204 

7 

709 

5 

006 

4 

518 

3 

629 

5 

918 

2 

388 

19 

431 

9 

210 

4 281 

HEATING EQUIPMENT 













1 












steam or hot water ....... 



178 

1 

745 


151 


568 


196 


61 


174 


144 


60 

1 

255 


278 

84 

WARM AIR FURNACE 



492 

7 

650 

1 

420 

2 

745 

1 

068 

1 

042 

1 

483 

2 

146 


694 

10 

073 

2 

701 

507 

BUILT-IN ROOM UNITS 



231 


756 


69 


294 


241 


227 


153 


710 


114 

1 

406 


701 

241 

OTHER MEANS WITH FLUE 


3 

619 

2 

949 

3 

104 

4 

025 

3 

043 

3 

063 

1 

667 

2 

633 

1 

501 

6 

111 

5 

012 

' 3 395 

OTHER MEANS WITHOUT FLUE . . . . 



86 


101 


66 


39 


227 


a 


45 


112 


6 


203 


83 

30 

NONE 



137 


80 


392 


38 


229 


117 


102 


173 


11 


303 


435 

16 

ALL OCCUPIED UNITS . . . . 


1 802 

11 

671 

2 

670 

5 

457 

2 

553 

2 

338 

2 

701 

4 

868 

1 

224 

16 

292 

5 

910 

1 107 

PERSONS 



















i 






1 PERSON 



255 


786 


350 


500 


404 


366 


336 


335 


167 

1 

259 


864 

172 

2 PERSONS 



472 

2 

963 


aoi : 

i 

189 


710 


702 


759 

1 

092 


365 

4 

001 

1 

610 

417 

3 PERSONS 



265 

2 

194 


439 

1 

096 


436 


360 


414 


770 


160 

2 

856 


981 

131 

4 PERSONS 



295 

2 

309 


418 

1 

074 


397 


326 


352 


985 


173 

3 

062 


981 

172 

5 PERSONS 



229 

1 

616 


318 1 


787 


245 


252 


372 


787 


169 

2 

152 


740 

96 

6 PERSONS 



128 


936 


169 


452 


189 


158 


172 


484 


103 

1 

505 


433 

59 

7 PERSONS 



76 


475 


105 


192 


76 


99 


118 


215 


45 


731 


167 

19 

8 PERSONS OR MORE 



82 


392 


70 1 


167 


96 


75 


178 


220 


42 


726 


134 

41 

MEDIAN 1 

























ALL OCCUPIED 



3.2 


3.5 


2.9 


3.4 


2.9 


2.8 


3.1 


3.8 


3.0 


3.5 


3.0 

2.4 

OWNER 



3.1 


3.4 


3.0 


3.4 


2.8 


2.6 


3.1 


3.7 


2.9 


3.5 


3.0 

2.4 

RENTER 



3.3 


3.6 


2.7 


3.6 


3.1 


3.2 


3. 1 


3.8 


3.6 


3.6 


3.1 

... 

PERSONS PER ROOM 

























I. 00 OR LESS 


1 

474 

10 

232 

2 

349 

4 

524 

2 

255 

2 

066 

2 

345 

4 

044 

1 

070 

14 

069 

5 

322 

965 

1.01 OR MORE 



328 

1 

439 


321 


933 


298 


272 


356 


B44 


154 

2 

223 


588 

142 

YEAR MOVED INTO UNIT 

























OWNER OCCUPIED 

« « ft « • 

1 

416 

a 

969 

2 

295 


985 

2 

164 

1 

899 

2 

233 

4 

313 

1 

022 

13 

042 

4 

751 

956 

1958 TO MARCH 1960 



227 

2 

113 


347 


792 


401 


367 


324 


940 


168 

2 

798 


911 

191 

1954 TO 1957 



380 

2 

720 


512 


820 


583 


440 


402 

1 

235 


227 

3 

651 

1 

261 

266 

1940 TO 1953 



498 

3 

303 


875 

1 

510 


820 


655 

1 

015 

1 

638 


421 

5 

112 

1 

816 

370 

1939 OR EARLIER 



311 


833 


561 


863 


360 


437 


492 


500 


206 

1 

481 


763 

129 

RENTER OCCUPIED 



386 

2 

702 


375 

1 

472 


389 


439 


468 


575 


202 

3 

250 

1 

159 

151 

1956 TO MARCH 1960 



1B3 

1 

854 


224 

L 

098 


207 


247 


243 


336 


94 

1 

860 


642 

94 

1954 TO 1957 



82 


534 


69 


182 


106 


105 


102 


108 


44 


805, 


293 

32 

1940 TO 1953 ..... 



67 


247 


43 


120 


52 


56 


71 


96 


50 


464 


175 

25 

1939 OR EARLIER 



54 


67 


39 


72 


24 


31 


52 


35 


14 


121 1 


49 

... 

HOME FOOD FREEZER 

























1 OR MORE. . 



541 

2 

967 


658 


007 


666 


601 


552 

1 

750 


522 

4 

203 

1 

771 

365 

NONE 


1 

290 

e 

570 

1 

804 

4 

620 

1 

773 

1 

695 

1 

902 j 

2 

977 


699 

12 

057 

3 

061 

713 

VALUE 

























OWNER OCCUPIED 



954 

7 

709 

1 

546 

2 

079 

1 

112 

1 

052 

1 

333 

3 

184 


747 

11 

511 

3 

515 

626 

LESS THAN SStOOO 



383 


268 


507 


874 


274 


401 


386 


455 


204 

1 

168 


981 

171 

15 f 000 TO S7»400 



165 


608 


370 


602 


173 


314 


358 


557 


252 

1 

756 

1 

007 

155 

S7i500 TO S9f900 . 



94 

1 

057 


108 


540 


244 


174 


174 


612 


117 

2 

194 


652 

99 

SlOiOOO TO $12*400 



122 

1 

438 


173 


408 


144 


65 


174 


577 


105 

2 

172 


381 

135 

SlZiSOO TO $14*900 



32 

1 

182 


85 


205 


129 


36 


97 


298 


34 

1 

376 


217 

24 

$15*000 TO $19*900 . 



75 

1 

594 


129 


193 


60 


17 


96 


537 


21 

1 

591 


161 

13 

$20*000 TO $24*900 



23 


833 


52 


37 


40 


13 


23 


99 


14 


693 


70 

15 

$25*000 OR MORE 



60 


729 


42 


20 


48 


12 


25 


49 


* . • 


561 


46 

14 

MEDIAN 

DOLLARS . 

6 

400 

13 

500 

6 

000 

7 

300 

B 

600 

6 

000 

7 

000, 

9 

900 

6 

700 

10 

700 

6 

900 

7 300 

VACANT AVAILABLE FOR SALE. . 

* • . • • 


23 


285 


24 


23 


30 


30 


28 


58 


18 


261 


84 

36 

MEDIAN PRICE ASKED ....... 

DOLLARS . 


... 

14 

600 


... 


... 


... 


... 


... 


... 


... 

10 

900 


• « . 

... 

GROSS RENT 

























RENTER OCCUPIED 



386 

2 

702 


375 

1 

472 


389 


439 


468 


575 


202 

3 

250 

1 

159 

151 

LESS THAN $20 . . . . 



8 


7 


4 


22 


B 


8 


13 


... 


5 


25 


27 

• • . 

$20 TO $39 



48 


59 


42 


96 


16 


76 


89 


72 


15 


161 


168 

18 

$40 TO $59 , . 



30 


185 


131 


237 


94 


77 


109 


133 


58 


572 


352 

34 

$60 TO $79 . . . 



57 


702 


81 


252 


89 


71 


54 


107 


23 


896 


255 

25 

$80 TO $99 



25 


780 


21 


453 


37 


26 


27; 


66 


20 


842 


102 

19 

$100 TO $119 



33 


415 


... 


105 


12 


4 


Si 


9 


4 


277 


32 

. . • 

$120 OR MORE 



12 


231 


• . • 


70 




5 




26 


« . • 


68 


7 

. . • 

NO CASH RENT 



173 


323 


96 


237 


133 


170 


171 


162 


77 


389 


216 

55 

MEDIAN 

DOLLARS . 


72 


90 


55 


81 


62 


54 


501 


60 


... 


75 


56 

t » • 

CONTRACT RENT 

























RENTER OCCUPIED 




213 

2 

379 


279 

1 

235 


256 


269 


297 


413 


125 

2 

661 


943 

96 

MEDIAN 

DOLLARS . 


44 


70 


32 


72 


39 


34 


30, 


39 


... 

« 

52 


36 

... 

VACANT AVAILABLE FOR RENT. . 



20 


216 


4 


69 


71 


23 


52 


76 


4 


300 


101 

68 

MEDIAN RENT ASKED 

DOLLARS . 




70 


• . . 


... 


... 


... 


••• 


... 


j 


54 


... 

. * » 

ACRES IN the PLACE 

























ALL VACANT UNITS 


2 

941 

1 

610 

2 

534 

2 

252 

2 

453 

2 

180 


928 ’ 

1 

030 

1 

164' 

3 

139 

3 

300 

3 174 

10 ACRES OR MORE 



329 


229 


524 


231 


835 


455 


423 


312 


235 


411 


684 

726 

LESS THAN 10 ACkES 



2 

612 

1 

381 

2 

010 

2 

021 

1 

618 

1 

725 


505 i 


718 


929 

2 

728 

2 

616 

2 448 

AVAILABLE VACANT UNITS . . . 



51 


569 


57 


135 


149 


73 


117, 


182 


51 


649 


265 

128 

10 ACRES OR MORE 




8 


61 


29 


23 


48 


20 


37 1 


48 


26 


85 


80 

24 

LESS THAN 10 ACRES 



43 


508 


28 


112 


101 


53 


80 


134 


25 


564 


185 

104 


State and Small Areas 


24-134 
Table 32.- 


[Based on sample; see text. 


•OcCUPANCr AND FINANCIAL CHARACTERISTICS AND HeATING EQUIPMENT OF RuRAL-NoNFARM 

Housing Units, for Countiis: 1960 — Con. 

Median not shown whore base is less than 200; plus (-I-) or minus (-) after number indicates median above 
or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gros.s Rent 
Contract Rent 
Acres in the 
Place 


ALL HOUSING UNITS. . • 
heating equipment 
steam or hot water 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS 

other 'MEANS WITH FLUE. . . • 
OTHER MEANS WITHOUT FLUE . . 
none 


ALL OCCUPIED UNITS 
PERSONS 


PERSON 

PERSONS 

PERSONS. . . . . 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

a PERSONS OR MORE. 
MEDIAN I 

ALL OCCUPIED . . 
OWNER 

renter . . . . 


752 
6 623 
1 242 
5 377 
69 
295 


175 
2 025 
340 
5 591 
99 
56 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 • • . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


renter occupied. 

1958 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . • 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


value 


OWNER OCCUPIED ........... 

LESS THAN 55f000 

S5»000 TO »7»400 

S7«500 to S9i900 . 

SlOiOOO TO $l2t400 • 

Sl2t500 TO Sl4i900 ...... 

SlSiOOO TO Sl9t900 

$20 t 000 TO $24,900 

$25»000 or more 

MEDIAN DOLLARS 


VACANT available FOR SALE. 
MEDIAN PRICE ASKED ...... 


DOLLARS 


GROSS RENT 


renter occupied. 

LESS THAN $20. . . • 

$20 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 . • . . . 

SlOO TO $119 . . . . 

$120 OR MORE . . . . 

NO CASH RENT . . * . 

MEDIAN 


DOLLARS 


CONTRACT RENT 


6 330 


2 917 
14 162 
1 536 
5 255 
280 
303 


1 109 

620 

2 660 

1 395 

2 032 

718 

2 187 

689 

1 726 

551 

1 257 

287 

482 

178 

512 

172 

3.6 

2.9 

3.6 

2.9 

3.3 

2.8 

10 028 

3 966 

1 937 

644 

10 574 

3 763 

2 219 

660 

3 125 

1 067 

4 111 

1 425 

L 119 

611 

1 391 

B47 


RENTER OCCUPIED. 
MEDIAN 


VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED . DOLLARS 

ACRES IN THE PLACE 

ALL VACANT UNITS . • 

10 ACRES OR MORE 

LESS THAN 10 ACRES 

AVAILABLE VACANT UNITS 

10 ACRES OR MORE ............ 

LESS THAN 10 ACRES * 


771 

367 

171 

62 


3 841 
8 104 


8 586 
1 166 
1 815 
1 831 
1 274 

943 

957 

307 

293 

9 300 

210 
7 700 


1 391 

e 

100 

282 

378 

184 

76 

59 

304 

69 


1 087 
46 


2 393 
279 
2 114 

421 

45 

376 


486 

201 


1 047 
3 467 


2 507 
685 
692 
508 
264 
144 
126 
37 
51 
7 100 

51 


847 

a 

114 

243 

181 

65 

4 

5 

227 

55 


620 

36 


3 676 
547 
3 129 

170 

64 

106 


264 
1 666 
3081 
3 561 
60 
471 


3 573 


1 284 
4 763 

3 664 

4 185 

2 926 
1 711 

890 

654 

3.6 

3.6 

3.4 


17 818 
2 259 


16 903 

4 519 

5 851 
5 
1 


422 

191 


094| 

042 

566 

417 

69 


6 600 
13 662 


14 820 
626 

1 332 

2 131 
2 185 

1 593 

2 06B 
I 316 

3 569 
14 300 

470 
17 300 


094 

4 

61 

212 

785 

752 

399 

339 

542 

85 


2 552 
63 


312 

67 


4 376 
288 
4 OBB 

824 

38 

786 


178 
1 013 
528 
3 302 
46 
38 


ONTO- 

NAGON 


OSCEOLA 


3 737 


458 
958 
65 
i 969 
274 
13 


529 
1 002 
570 
623 
374 
252 
104 
119 

2.9 

2.9 

3.0 


3 211 
362i 


2 824 
501 
664 
1 099] 
560| 

749 

436 

152! 

131 

30 


826 
2 567 


971 

573 

525 

343| 

234 

161 

86 

33 

16 

000 

28 


749 

9 

102 

230 

163 

65 

13 

167 

56 


582 

36 


2 757 
839 
1 916 

156 

60 

96 


153 

1 493 
320 

2 273 

19 

134 


OTSEGO 


8 

356 

266 

863 

a 

15 


299 

693 

353 

290 

245 

154 

81 

79 

2.6 

2.7 

3.0 


1 962 
232 


1 733 
380 
376 
710 
259 

461 

313 

97 

47 

4 


810 
1 373 


I 250 
397 
304 
250 
113 
77 
55 
28 
18 
6 900 

26 


461 

10 

28 

125 

102 

51' 

26 

4 

115 

62 


346 

42 


2 911 
450 
2 453 

52 

ii 

41 


401 

769 

508 

417 

276 

193 

90 

71 

2.9 

2.9 

2.8 


2 372 
353 


1 961 
292! 
342 
611 
516 

764 

402 

201 

102 

59 


445 
2 244 


1 307 
490 
399 
151 
109 
69 
65 
12 
12 

6 000 
24 


764 

15 

70 

146 

143 

61 

99 

27 

203 

65 


561 

43 


1 012 
323 
689 

144 

41 

103 


425 

815 

526 

476 

321 

197 

135 

76 

3.0 

3.0 

2.9 


2 681 
290 


2 354 
407 i 
584 
880 
483 

617 

359 

137 

93 

28 


829 
1 841 


680 

577 

425 

307 

195 

62 

70 

56 

8 

I 500 
37 


617 

8 

73 

158 

109 

76 

28 

4 

161 

59 


33 
496 
105 
2 457 
21 
21 


OTTAWA 1 PRESQUE 
ISLE 


624 
9 088 
469 
2 770 
127 
616 


1 101 11 303 


456 

39 


1 421 
405 
I 016 

114 

19 

95 


143 

336 

152 

97 

63 

47 

35 

13 


808 

78 


737 

1B9 

160 

280 

108 

149 

76 

40 

29 

4 


326 

489 


545 

ISO 

112 

136 

100 

21 

17 

4 

5 

7 700 


149 

4 

23 

14 

36 

a 

9 

55 


1 630 
281 
1 349 

64 

14 

50 


93 
809 
315 
2 030 
145 
78 


ROS- 

COMMON 


83 
386 
160 
151 
123 

84 
47 
67 

3.0 

3.0 

3.2 


873 

228 


900 

197 

308 

293 

102 

201 

136 

26 

28 

11 


334 

707 


550 

167 

127 

69 

81 

53 

37 

12 

4 

' 100 


16 


150 


2 032 
372 
1 660 

48 

16 

32 


817 

585 

744 

236 

843 

147 

442 

489 

3.7 

3.B 

3.5 


9 812 
1 491 


9 690 
2 119 

2 716 

3 591 
1 264 


613 

016 

325 

190 

82 


3 313 
7 911 


8 038 
566 
1 171 
1 698 
1 531 
1 308 
L 049 
409 
306 
11 000 

129 


L 613 
8 
67 
353 
465 
304 
119 
38 
259 
72 


1 354 
49 


2 391 
463 
1 928 

273 

31 

242 


263 

449 

222 

212 

199 

111 

39 

103 

2.9 

3.0 

2.4 


1 411 
187 


330 

236 

290 

533 

271 

268 

121 

58 

51 

38 


420 

164 


837 
248 
167 
145 
140 
60 
25 
16 
36 
7 600 


31 


142 

16 


1 072 
434 
1 430 

58 

7 

51 


144 
1 261 
623 
5 865 
52 
40 


2 322 


343 

888 

392 

275 

215 

124 

48 

37 

2.4 

2.4 

2.5 


2 092 
230 


925 

501 

563 

682 

179 

397 

265 

77 

55 


688 
1 622 


1 447 
315 
315 
298 
133 
111 
126 
72 
77 
8 300 

56 


397 

41 

60 

62 

61 

29 

12 

132 

68 


265 

44 


5 663 
79 
5 504 

127 

11 

116 


Table 32. — Occupancy and Financial, Cuauactkiustics and Hi-ating Hquipment or Rural-Nonfarm 

Housing Units, for Countifs: iy6(') — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-f-) or minus (-) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Hoorn 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

SAGINAW 

ST CLAIR 

ST JOSEPH 

SANILAC 

SCHOOL- 

CRAFT 

SHIA- 

WASSEE 

TUSCOLA 

VAN BUREN 

WASHTENAW 

WAYNE 

WEXFORD 

ALL HOUSlNta UNITS 


12 895 

17 

406 

8 

336 

9 

715 

1 935 

6 

561 

7 

921 

15 

236 

12 

3S2 

16 

593 

3 

459 

heating equipment 























STEAM OR HOT WATER 


1 080 

1 

512 


429 


689 


21 


280 


601 


656 

1 

245 

2 

007 


61 

WARM AIR FURNACE 


6 170 

6 

288 

4 

254 

2 

889 


334 

3 

453 

3 

045 

4 

813 

7 

191 

8 

352 


629 

BUILT-IN ROOM UNITS 


545 

1 

401 


424 


359 


64 


349 


479 


677 


545 

1 

346 


151 

OTHER MEANS WITH FLUE 


4 896 

7 

645 

2 

837 

5 

351 

1 

449 

2 

296 

3 

492 

6 

611 

3 

145 

4 

693 

2 

249 

OTHER MEANS WITHOUT FLUF . . . . 


54 


334 


238 


260 


26 


25 


105 


235 


78 


103 


123 

NONE ... 


147 


226 


154 


267 


39 


158 


199 

2 

244 


130 


92 


46 

ALL OCCUPIED UNITS . . . . 


11 651 

12 

388 

6 

027 

5 

452 

992 

5 

737 

6 

293 

8 

669 

10 

181 

15 

443 

2 

061 

PERSONS 























I PERSON 


863 

1 

273 


711 


724 


116 


502 


830 

1 

167 


867 

1 

172 


274 

2 PERSONS 


2 708 

3 

389 

1 

959 

1 

632 


259 

1 

481 

1 

543 

2 

655 

2 

739 

3 

686 


638 

3 PERSONS 


1 992 

2 

061 

1 

091 


887 


155 


901 

1 

059 

1 

483 

1 

898 

2 

824 


371 

H PERSONS 


2 208 

2 

066 


946 


959 


121 

1 

166 

1 

171 

1 

325 

1 

924 

2 

858 


2B6 

5 PERSONS 


1 852 

1 

634 


664 


544 


150 


035 


684 

1 

024 

1 

331 

2 

100 


197 

6 PERSONS 


966 

I 

037 


358 


400 


82 


470 


515 


503 


772 

1 

450 


140 

7 PERSONS 


582 


476 


172 


149 


53 


208 


216 


318 


279 


676 


78 

8 PERSONS OR MORE 


480 


452 


126 


157 


56 


174 


275 


194 


371 


677 


77 

MEDIANi 























ALL OCCUPIED 


3,6 


3.2 


2 .8 


2.9 


3.3 


3.5 


3.2 


2.6 


3.3 


3.5 


2.8 

OWNER. .... 


3.6 


3.2 


2 .7 


2.B 


3.4 


3.5 


3.2 


2.6 


3,3 


3.6 


2.8 

RENTER 


3.7 


3.3 


3.1 


3.4 


2.9 


3.6 


3.3 


3.0 


3.1 


3.4 


3.0 

PERSONS PER ROOM 























1.00 OR LESS 


9 934 

10 

959 

5 

590 

4 

991 


785 

5 

074 

5 

544 

7 

762 

9 

175 

13 

245 

1 

781 

J.Ol OR MORE 


1 717 

1 

429 


437 


461 


207 


663 


749 


907 

I 

006 

2 

198 


280 

YEAR MOVED INTO UNIT 























OWNER OCCUPIED 


9 906 

10 

350 

4 

932 

4 

166 


787 

4 

758 

5 

033 

6 

744 

7 

514 

12 

450 

1 

746 

1958 TO MARCH i960 


2 322 

1 

827 

1 

248 


691 


143 

1 

141 


919 

1 

396 

1 

716 

2 

696 


311 

1954 TO 1957 . . . . 


2 670 

2 

629 

1 

341 1 

1 

149 


206 

1 

355 

1 

389 

1 

706 

2 

076 

3 

573 


419 

1940 TO 1953 


3 568 

4 

407 

1 

642 1 

1 

598 


289 

1 

680 

1 

890 


598 

2 

885 

4 

701 


667 

1939 OR earlier 


1 338 

1 

487 


701 


728 


149 


574 


835 

1 

044 


837 

1 

480 


349 

RENTER OCCUPIED 


1 745 

2 

038 

1 

095 

1 

286 


205 


979 

1 

260 

1 

925 

2 

667 

2 

993 


315 

1950 TO MARCH 1960 


967 

1 

133 


680 


743 


100 


573 


772 

1 

193 

1 

700 

1 

989 


197 

1954 TO 1957 


381 


532 


223 


301 


49 


225 


236 


416 


447 


564 


60 

1940 TO 1953 


282 


280 


143 


149 


56 


151 


200 


225 


414 


360 


39 

1939 OR EARLIER. . . % 


115 


86 


49 


93 


... 


30 


52 


91 


106 


60 


19 

HOME FOOD freezer 























1 OR MORE 


4 055 

3 

716 

2 

247 

1 

396 


233 

1 

179i 

1 

859 

2 

876 

3 

266 

3 

903 


600 

NONE 


7 896 

B 

735 

3 

976 

4 

060 


713 

4 

620 ' 

4 

375 

5 

543 

6 

797 

11 

313 

1 

534 

value 























OWNER OCCUPIED 


8 281 

a 

192 

4 

184 

3 

464 


388 

4 

013 

3 

806 

4 

816 

5 

913 

10 

663 

1 

057 

LESS THAN SStOOO 


1 019 

1 

152 


536 


750 


119 


629 


818 


984 


233 


556 


482 

S5iOOO TO $7 f 400 


1 336 

1 

902 


935 


992 


96 


937 


963 

1 

181 


393 

1 

164 


265 

$7i500 TO a9»900 


1 403 

1 

531 


669 


649 


70 


781 


636 


984 


773 

1 

940 


112 

SiOiOOO TO $12,400 


1 307 

1 

347 


688 


527 


80 


646 


580 


799 


987 

2 

572 


89 

$12,500 TO $14,900 


1 026 


716 


446 


286 


5 


403 


317 


375 


857 

1 

543 


40 

$15,000 TO $19,900 


1 356 


SOB 


472 


200 


4 


358 


347 


320 

1 

198 

i ■ 

460 


40 

$20,000 TO $24,900 


569 


344 


125 


100 


10 


159 


75 


93 


606 


638 


12 

$25,000 OR MORE 


265 


392 


113 


60 


4 


100 


66 


80 


666 


790 


17 

median 

DOLLARS . 

10 700 

9 

200 

9 

300 

7 

500 

7 

000 

8 

900 

a 

000 

8 

100 

14 

200 

11 

600 

5 

400 

VACANT AVAILABLE FOR SALE. . 


ISO 


212 


120 


100 


19 


69 


59 


60 


92 


161 


29 

MEDIAN PRICE ASKED 

DOLLARS . 

... 

6 

BOO 


... 


... 


... 


... 


... 


... 


... 


... 


... 

GROSS RENT 























RENTER OCCUPIED . 


1 745 

2 

038 

1 

095 

1 

286 


205 


979 

1 

260 

1 

925 

2 

667 

2 

993 


315 

LESS THAN 


8 


9 


8 


4 


24 


4 


8 


8 


7 


4 


« . t 

$20 TO $39 


98 


113 


37 


111 


52 


67 


112 


147 


52 


71 


39 

$40 TO $59 


302 


416 


285 


319 


20 


231 


344 


427 


253 


263 


71 

$60 TO $79 


395 


551 


317 


317 


16 


276 


352 


632 


649 


690 


56 

$80 TO $99 


353 


352 


223 


195 


4 


179 


204 


262 


678 


930 


53 

$100 TO $119 


145 


131 


52 


72 


• * • 


60 


28 


84 


432 


536 


10 

$120 OR MORE ..... 


68 


94 


21 


35 


4 


21 


20 


18 


314 


266 


4 

NO CASH RENT 


376 


372 


1S2 


233 


85 


141 


192 


347 


282 


233 


82 

MEDIAN 

DOLLARS . 

74 


70 


69 


66 


... 


69 


63 


66 


87 


88 


63 

CONTRACT RENT 























RENTER OCCUPIED 


1 369 

1 

666 


943 

1 

053 


120 


83B 

1 

068 

1 

578 

2 

385' 

2 

760 


233 

MEDIAN 

DOLLARS . 

50 


48 


45 


41 


... 


46 


40 


46 


66 


65 


35 

VACANT available FOR RENT. . 


101 


153 


102 


104 


14 


31 


96 


148 


149 


244 


57 

MEDIAN RENT ASKED 

DOLLARS . 





. .. 


... 


... 


... 


... 


... 


... 


64 


... 

ACRES IN THE PLACE 























ALL VACANT UNITS 


1 241 

5 

018 

2 

309 

4 

263 


943 


824 

1 

628 

6 

567 

2 

153 

i 

150 

i 

398 

10 ACRES OR MORE 


371 


600 


399 


988 


263 


375 


692 


965 


319 


105 


500 

LESS THAN 10 ACRES 


870 

4 

418 

1 

910 

3 

275 


680 


449 


936 

3 

602 

1 

634 

1 

045 


698 

AVAILABLE VACANT UNITS . . . 


282 


507 


240 


332 


59 


188 


263 


333 


336 


448 


120 

10 ACRES OR MORE 


27 


134 


18 


116 


26 


88 


98 


125 


95 


43 


34 

LESS THAN 10 ACRES 


255 


373 


222 


216 


33 


100 j 


165 


208 


241 


405 


86 


24-136 


State and Small Areas 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 
[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color Rooms 


Condition and 
Plumbing 
Water Supply 
Toilet Fae. 
Bathing F,ic. 


Year Struct. Built 


Hearing F-quipment 
Source of Water 


Source of Water 
Sewage Disposal 
Home Food Freezer 


ALCONA ALGER ALLEGAN ALPENA ANTRIM ARENAC BARAGA 


BERRIEN branch 


TENURE AND COLOR 


ALL OCCUPIED UNITS 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 


902 

533 

770 

207 

2 029 

2 423 

309 

4 443 

2 258 

649 

488 

723 

202 

1 eaa 

2 277 

279 

3 704 

2 027 

849 

488 

723 

19B 

1 886 

2 277 

279 

3 688 

2 027 

. • . 

• • * 

* . • 

4 

* . . 

• . • 

• ■ • 

16 

. . • 

53 

45 

47 

5 

141 

146 

30 

739 

231 

53 

45 

47 

5 

141 

146 

30 

488 

231 

« . . 

« , * 

• « • 

. . « 

« . . 

. • . 

. , « 

251 

. . « 


CONDITION AND PLUMBING 


ALL OCCUPIED UNITS 

SOUND . t 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

lacking OTHER PLUMBING FACILITIES. 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


ALL OCCUPIED UNITS 


WATER SUPPLY 


HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
only cold piped water INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER .... 


TOILET facilities 


FLUSH 

TOILET* EXCLUSIVE 

USE 

1 . 361 

128 

3 011 

649 

426 

569 

141 

1 712 

2 046 

216 

3 815 

1 929 

FLUSH 

TOILET* SHARED . , 


• . 4 

. . • 

20 

4 

• * * 

5 

4 

8 

12 

. . . 

4 

4 

OTHER 

TOILET FACILITIES 

OR NONE 

> . 118 

B6 

337 

249 

107 

196 

62 

309 

365 

# 91 

624 

325 


bathing FACILITIES 


BATHTUB OR SHOWER* EXCLUSIVE USE 
BATHTUB OR SHOWER* SHARED. . . . 
NO BATHTUB OR SHOWER 


369 

78 

2 917 

641 

414 

571 

105 

1 672 

2 041 

210 

3 778 

1 880 

4 

• * 1 

16 

4 

... 

5 

. . • 

B 

12 

« • « 

8 


110 

136 

435 

257 

119 

194 

102 

349 

370 

99 

657 

374 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS. . . . . 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. 
MEDIAN* 

ALL OCCUPIED . 
OWNER. . • • 
RENTER . . . 


B 

■ • • 

20 

. . • 

4 

8 

5 

12 

9 

15 

208 

e 

4 

• . . 

12 

12 

5 

12 

• * • 

8 

36 

4 

135 

12 

22 

9 

84 

25 

13 

16 

4 

33 

40 

B 

163 

32 

43 

34 

225 

92 

40 

70 

28 

105 

230 

37 

470 

72 

93 

65 

472 

179 

99 

152 

16 

228 

463 

40 

717 

146 

107 

65 

770 

245 

113 

187 

65 

444 

562 

50 

915 

47£ 

105 

12 

743 

135 , 

130 

133 

40 

469 

463 j 

52 

771 

595 

101 

29 

1 042 

214 

129 

192 

49 

730 

620 

103 

1 064 

917 

6.2 

5.5 

6.6 

6.1 

6.4 

6.2 

6.3 

6.9 

6.3l 

6.5 

6.1 

7.1 

6.2 

5.4 

6.7 

6.2 j 

6.5 

6.2 

6.3 

6.9 

6.3 

6.7 

6.3 

7.2 

. . • 

. • • 

5.9 

... 

• .. 

• • . 

• • • 

. • . 

• •• 

. . . 

3.3 

6.9 


YEAR STRUCTURE BUILT 


1955 TO march 1960 
1950 TO 1954 . , . 
1940 TO 1949 . , . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


27 

12 

133 

57 

35 

40 

* • * 

85 

202 

4 

237 

34 

* . • 

176 

38 

22 

48 

• ■ . 

44 

190 

13 

270 

92 

16 

192 

170 

34 

94 

8 

92 

258 

48 

572 

65 

46 

206 

89 

59 

77 

28 

108 

235 

28 

498 

265 

140 

2 661 

548' 

3831 

511 

171 

1 700 

1 538 

216 

2 866 


heating EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


4 

. . • 

84 

20 

265 

57 

2 204 

465 

4 

4 

107 

8 

205 

153 

973 

401 


12 

8 

46 

186 

e 

253 

294 

113 

1 202 

1 368 

132 

2 866 

33 

... 

98 

58 

17 

222 

419 

64 

681 

795 

152 

1 037 

12 

22 

• • . 

16 

■ . ■ 

61 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

individual WELL 

OTHER 


20 

5 

11 

10 

10 

15 

91 

• . • 

98 

3 19v 

853 

521 

743 

215 

1 971 

2 292 

285 

4 280 

30 

10 

10 

16 

. . . 

10 

68 

• • • 

80 


SEWAGE DISPOSAL 


PUBLIC SEWER ...... 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


HOME FOOD FREEZER 


1 OR MORE, 
NONE . . • 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties; 1960 — Con. 

[Based on sample; sec text. Median not shown where base is leas than 200] 


TcMiurc by Color 
Condition and 
Plumbinii 
Water Supply 
Toilet Fuc. 
Baching Fac 


Rooms 

Year Struct. Built 
Hearing Equipment 
Source of Water 
Sew.igc Disposal 
Home Food Freezer 


SUBJECT 

CALHOUN 

CASS 

CHARLE- 

VOIX 

CHEBOY- 

GAN 

CHIPPEWA 

CLARE 

CLINTON 

CRAWFORD 

DELTA 

DICK- 

INSON 

EATON 

TENURE ANO COLOR 












ALL OCCUPIED 

2 635 

1 908 

525 

401 

658 

448 

2 757 

8 

646 

220 

3 011 

OWNER OCCUPIED 

2 291 

i 726 

513 

392 

640 

408 

2 397 

8 

621 

216 

2 750 

WHITE 

2 268 

1 613 

513 

392 

635 

408 

2 389 

0 

621 

216 

2 746 

NONWHiTE 

3 

113 

. . . 

. « * 

5 

« • • 

a 

• • * 

• « * 

a . * 

4 

RENTER OCCUPIED 

344 

182 

12 

9 

18 

40 

360 

• • . 

25 

4 

261 

fcHITE. . 

34L 

159 

12 

9 

18 

40 

360 

• . * 

25 

4 

261 

NONWHITE 

3 

23 

... 

... 

... 

. . . 

... 

... 

... 

. . . 

... 

CONDITION AND PLUMBING 












ALL OCCUPIED UNITS 

2 635 

1 908 

525 

401 

658 

440 

2 757 

8 

646 

220 

3 011 

SOUND 

2 067 

1 452 

361 

263 

491 

348 

2 150 

8 

512 

193 

2 293 

WITH ALL PLUMBING FAClLlTIESi 

1 875 

1 306 

293 

171 

387 

273 

1 941 

4 

362 

125 

2 036 

lacking only hot WATER 

36 

28 

13 

• t » 

8 

13 

40 

. • . 

0 

10 

34 

LACKING OTHER PLUMBING FACILITIES. . . . 

156 

118 

55 

92 

96 

62 

169 

4 

142 

58 

223 

DETERIORATING 

431 

340 

102 

121 

75 

63 

551 

» • t 

118 

27 

612 

WITH ALL PLUMBING FACILITIES 

262 

236 

59 

39 

31 

30 

339 

• • • 

40 

10 

347 

LACKING ONLY HOT WATER 

4 

. * • 

* • • 

12 

13 

e 

24 

• ■ • 

4 

17 

32 

lacking other plumbing FACILITIES, . . . 

165 

104 

43 

70 

31 

25 

188 

. • * 

74 

233 

DILAPIDATED 

137 

116 

62 

17 

92 

37 

56 


16 

. . . 

106 

, RENTER OCCUPIED 

344 

182 

12 

9 

18 

40 

360 

. ■ . 

25 

4 

261 

SOUND 

232 

140 

a 

1 1 * 

9 

26 

241 


25 

4 

176 

WITH ALL PLUMBING FACILITIES 

196 

101 

, « » 

* • . 

5 

20 

201 

• • ♦ 

9 

... 

lie 

LACKING SOME OR ALL FACILITIES 

36 

39 

a 

• • • 

4 

8 

40 

. • * 

16 

4 

56 

DETERIORATING 

76 

33 

4 

9 

5 

12 

99 

t • « 

> a « 

• « i 

73 

WITH ALL PLUMBING FACILITIES 

40 

25 

4 

* t • 

5 

• . * 

59 

« t • 

• • t 

* • • 

28 

LACKING SOME OR ALL FACILITIES 

36 

8 

• , • 

9 

• • • 

12 

40 

B • • 

• • . 


45 

DILAPIDATED 

36 

9 

, , * 

. . . 

4 

• • . 

20 

. • . 

• • . 

* • . 

12 

ALL OCCUPIED UNITS . , , * 

2 635 

1 908 

525 

401 

658 

448 

2 757 

B 

646 

220 

3 011 

WATER SUPPLY 












HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 318 

1 659 

398 

246 

452 

325 

2 462 

8 

475 

152 

2 610 

only COLD PIPED WATER INSIDE STRUCTURE . . 

160 

96 

65 

7^ 

95 

78 

174 

. • • 

86 

39 

234 

PIPED AATER OUTSIDE STRUCTURE 

12 

42 

4 

9 

61 

5 

25 

. • . 

12 

4 

24 

NO PIPED WATER 

145 

111 

58 

70 

50 

40 

96 

. . . 

73 

25 

143 

TOILET FACILITIES 












FLUSH TOILET. EXCLUSIVE USE 

2 274 

1 63S 

407 

250 

478 

342 

2 408 

8 

454 

150 

2 585 

FLUSH TOILET. SHARED 

8 

8 

* , • 

« t . 

. « • 

. . * 

8 

. . » 

4 

... 

28 

OTHER TOILET FACILITIES OR NONE 

353 

265 

118 

151 

180 

106 

341 

. . . 

180 

62 

398 

BATHING facilities 












BATHTUB OR SHOWER. EXCLUSIVE USE 

2 266 

1 627 

399 

227 

447 

333 

2 414 

4 

426 

145 

2 529 

BATHTUB OR SHOWER. SHARED 

4 

4 

• • « 

* • t 

• * . 

. > * 

e 

... 

4 

75 

36 

NO BATHTUB OR SHOWER 

365 

277 

126 

174 

211 

115 

355 

4 

216 

446 

ROOMS 












1 ROOM 

32 

21 

• * • 

* . • 

13 

» • • 

5 

* • * 

4 

... 

12 

2 ROOMS 

16 

4 

4 

5 

9 

5 

25 

... 

4 

■ • « 

8 

3 ROOMS 

61 

64 

9 

13 

23 

27 

52 

* * • 

20 

4 

43 

4 ROOMS 

132 

1691 

80 

52 

43 

26 

119 

4 

78 

21 

130 

5 ROOMS 

2B4 

256 

68 

55 

136 

67 

259 

. * • 

148 

46 

363 

6 ROOMS 

482 

345 

126 

91 

202 

81 

492 

4 

115 

44 

793 

7 ROOMS 

607 

425 

124 

105 

121 

102 

615 

... 

126 

44 

713 

B ROOMS OR MORE 

1 021 

624 

114 

80 

111 

140 

1 190 

. • * 

151 

61 

949 

MED I AN 1 









6.1 



ALL OCCUPIED 

7.0 

6.7 

6.3 

6.3 

6.0 

6.7 

7.2 

* . . 

6.4 

6.7 

OWNER 

7.1 

6.8 

6.3 

6.4 

6.0 

6.6 

7,2 

• ■ . 

6*1 

6.3 

6.6 

RENTER 

6.2 

... 

... 

. .. 

... 

. . , 

7.4 

. . • 

• « . 


6*3 

YEAR STRUCTURE BUILT 












1955 TO MARCH 1960 

105 

126 

37 

10 

56 

35 

100 

. • • 

25 

4 

144 

1950 TO 1954 

121 

96 

13 

12 

34 

26 

91 

. • • 

25 

* • * 

122 

1940 TO 1949 

161 

171 

40 

56 

67 

68 

144 

4 

53 

27 

117 

1930 TO 1939 

138 

137 

34 

47 

89 

54 

123 

• • . 

62 

34 

134 

1929 OR EARLIER 

2 110 

1 378 

401 

276 

412 

265 

2 299 

4 

461 

155 

2 494 

HEATING EQUIPMENT 












STEAM OR HOT WATER 

105 

68 

25 

... 

14 

9 

165 

. . • 

12 

14 

122 

WARM AIR FURNACE 

1 764 

i 149 

211 

85 

294 

130 

1 714 

4 

287 

141 

2 029 

BUILT-IN ROOM UNITS 

62 

92 

14 

5 

12 

17 

136 

. • I 

16 

4 

123 

OTHER MEANS WITH FLUE 

704 

579 

275 

311 

324 

2B& 

734 

4 

331 

61 

728 

OTHER MEANS WITHOUT FLUE , 

• . • 

20 

• • t 

• • . 

14 

4 

8 

• * * 

... 

. • . 

9 

NONE 

... 

... 

... 

... 

... 

... 

... 

... 

» • . 

* • . 

... 

SOURCE OF WATER 












PUBLIC SYSTEM OR PRIVATE COMPANY 

5 


5 

* • » 


17 

40 

. • * 

... 

16 

10 

INDIVIDUAL WELL » 

2 579 

1 668 

515 

403 

653 

426 

2 708 

5 

599 

227 

2 993 

OTHER 

... 

21 

28 

10 

27 

5 

15 

. .. 

• * . 

• . * 

9 

SEWAGE DISPOSAL 












PUBLIC SEWER 

10 

... 

• * • 

... 

• . . 

* • . 

20 

• .« 

46B 

189 

10 

SEPTIC TANK OR CESSPOOL 

2 272 

1 599 

439 

277 

492 

370 

2 380 

5 

2 574 

OTHER OR NONE 

302 

290 

109 

136 

188 

78 

363 

... 

131 

54 

42B 

HOME FOOD FREEZER 












1 OR MORE 

2 023 

1 283 

342 

220 

327 

203 

1 724 

. • ■ 

567 

40 

1 1 619 

NONE 

828 

691 

133 

121 

241 

244 

952 

23 

272 

102 

1 426 


EMMET 


545 

511 

507 

4 

34 

34 


545 

447 

329 

12 

106 

76 

32 

5 

39 

22 

34 

16 

12 

4 

10 

9 

9 


545 


380 

64 

25 

6B 

407 

13B 

402 

143 


4 

35 

47 

76 

143 

109 

131 


6.3 

6*3 


34 

17 

65 

46 

383 


252 

289 

4 


12 

460 

84 


418 

130 


309 

207 
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State and Small Areas 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Room.s 

Year Struct. Built 
Heating Ecjuipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

GENESEE 

GLADWIN 

GOGEBIC 

GRAND 

TRAVERSE 

GRATIOT 

HILLS- 

DALE 

HOUGHTON 

HURON 

INGHAM 

IONIA 

IOSCO 

IRON 

TENURE AND COLOR 













ALL OCCUPIED UNITS 

2 478 

875 

136 

875 

3 072 

2 919 

571 

3 433 

2 356 

2 420 

433 

272 

OWNER OCCUPIED 

2 225 

826 

132 

775 

2 654 

2 617 

530 

3 101 

2 096 

2 164 

429 

260 

WHITE 

2 218 

826 

132 

775 

2 650 

2 617 

530 

3 iOl 

2 096 

2 164 

429 

260 

NONWHITE 

7 

. • . 

. •* 

t . . 

4 

• . « 

. . a 

. • • 

. « . 

. • . 

■ • « 

. • • 

RENTER OCCUPIED 

253 

49 

4 

100 

418 

302 

41 

332 

260 

256 

4 

12 

WHITE. . . 

253 

49 

4 

96 

418 

302 

41 

332 

260 

256 

4 

12 

NONWHITE 

... 

... 

. .. 

4 

... 

... 

. .. 

... 

... 

... 

... 

... 

CONDITION AND PLUMBING 













ALL OCCUPIED UNITS 

2 478 

875 

136 

875 

3 072 

2 919 

571 

3 433 

2 356 

2 420 

433 

272 

SOUND 

2 107 

605 

124 

684 

2 387 

2 092 

495 

2 740 

1 841 

1 827 

296 

186 

WITH ALL PLUMBING FACILITIE.'^ 

1 903 

535 

56 

636 

2 120 

1 865 

239 

2 387 

1 641 

1 646 

258 

165 

LACKING ONLY HOT WATER 

37 

12 

4 

9 

16 

48 

13 

28 

26 

20 

4 

« , • 

LACKING OTHER PLUMBING FACILITIES, . . . 

167 

58 

64 

39 

251 

179 

243 

325 

172 

161 

34 

21 

DETERIORATING 

311 

168 

e 

150 

590 

713 

76 

573 

377 

509 

116 

82 

WITH ALL PLUMBING FACILITIES 

192 

123 

. • * 

91 

341 

442 

22 

324 

273 

333 

41 

38 

lacking ONLY HOT WATER 

12 

... 

. • . 

. . • 

17 

20 

• * . 

13 

12 

28 

• • • 

• . . 

lacking other PLUMBING FACILITIES, , . . 

107 

45 

8 

59 

232 

251 

54 

236 

92 

148 

75 

44 

DILAPIDATED 

60 

102 

4 

41 

95 

114 

. .. 

120 

138 

84 

21 

4 

RENTER OCCUPIED 

253 

49 

4 

100 

418 

302 

41 

332 

260 

256 

4 

12 

SOUND , . . . 

178 

25 

4 

73 

273 

192 

29 

208 

173 

154 

4 

8 

WITH ALL PLUMBING FACILITIES 

128 

25 

. . . 

62 

225 

162 

4 

100 

140 

131 

4 

. . . 

lacking some or all FACILITIES 

50 

» . • 

4 

11 

48 

30 

25 

28 

33 

23 


a 

DETERIORATING 

63 

8 

. . ■ 

19 

125 

93 

12 

100 

49 

86 


4 

WITH ALL PLUMBING FACILITIES 

41 

8 

• . • 

7 

64 

43 

. . . 

56 

25 

61 


i . . 

LACKING SOME OR ALL FACILITIES 

22 

• • . 

. • . 

12 

61 

50 

12 

44 

24 

25 


4 

dilapidated 

12 

16 

... 

8 

20 

17 

... 

24 

38 

16 


... 

ALL occupied UNITS 

2 478 

875 

136 

875 

3 072 

2 919 

571 

3 433 

2 356 

2 420 

433 

272 

WATER SUPPLY 













HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 271 

738 

aa 

765 

2 689 

2 451 

385 

2 929 

2 071 

2 112 

325 

220 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

112 

74 

32 

57 

185 

243 

158 

201 

136 

219 

61 

14 

PIPED WATER OUTSIDE STRUCTURE 

35 

16 

. • . 

4 

20 

36 

4 

30 

28 

9 

26 

17 

NO PIPED WATER 

60 

47 

16 

49 

178 

189 

24 

273 

121 

80 

21 

21 

toilet FACILITIES 













FLUSH TOILETi EXCLUSIVE USE 

2 234 

750 

88 

762 

2 613 

2 486 

386 

2 856 

2 018 

2 092 

313 

221 

FLUSH TOILETt SHARED 

52 

• • . 

4 

* . . 

a 

... 

4 

12 

12 

16 

* . * 

* i • 

OTHER TOILET FACILITIES OR NONE 

192 

125 

44 

113 

451 

433 

lai 

565 

326 

312 

120 

51 

BATHING FACILITIES 













BATHTUB OR SHOWERi EXCLUSIVE USE 

2 176 

718 

64 

757 

2 553 

2 421 

278 

2 824 

2 022 

2 059 

311 

203 

BATHTUB OR SHOWERi SHARED 

59 

• • . 

4 

. • • 

8 

4 

4 

12 

16 

21 


* • . 

NO bathtub or shower 

243 

157 

68 

118 

511 

494 

289 

597 

318 

340 

122 

69 

ROOMS 













1 ROOM 

7 

... 

. . . 

. . . 

16 

... 

e 

• . . 

9 

4 

4 

• * . 

2 ROOMS 

16 

4 

• t • 

12 

17 

12 

4 

9 

23 

4 

10 

13 

3 ROOMS 

48 

25 

12 

37 

93 

29 

12 

38 

62 

2B 

13 

17 

4 ROOMS 

175 

62 

36 

83 

185 

44 

77 

228 

119 

113 

59 

34 

5 ROOMS 

358 

146 

40 

129 

407 

299 

98 

405 

206 

231 

90 

26 

6 ROOMS 

573 

240 

28 

181 

723 

602 

168 

757 

542 

362 

90 

90 

7 ROOMS 

539 

212 

16 

166 

678 

782 

123 

714 

555 

507 

54 

58 

8 ROOMS OR MORE 

762 

186 

4 

265 

953 

1 151 

81 

1 262 

760 

1 171 

113 

34 

MEDIAN! 













ALL OCCUPIED 

6.6 

6.3 

. . * 

6,5 

6.6 

7.1 

6.0 

6.9 

6,7 

7.4 

6.0 

6.0 

OWNER 

6.6 

6.3 

. * t 

6.6 

6.6 

7.1 

6.1 

6.9 

6.8 

7,5 

5.9 

6.1 

RENTER 

6.5 

... 

... 

... 

6.7 

7.2 


6,8 

6,0 

7.1 


... 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 

145 

38 


37 

157 

48 

4 

170 

76 

72 

40 

22 

1950 TO 1954 

142 

2B 

8 

62 

111 

57 

17 

144 

114 

98 

44 

28 

1940 TO 1949 

254 

94 

20 

96 

190 

124 

25 

215 

157 

89 

74 

30 

1930 TO 1939 

205 

93 

24 

53 

182 

73 

26 

218 

161 

94 

35 

51 

1929 OR EARLIER. . 

1 732 

622 

84 

627 

2 432 

2 617 

499 

2 686 

1 848 

2 067 

240 

141 

HEATING EQUIPMENT 













STEAM OR HOT WATER 

253 

12 

... 

32 

204 

76 

12 

360 

127 

104 

9 


WARM AIR FURNACE 

1 59i 

349 

68 

532 

1 264 

1 890 

299 

1 496 

1 531 

1 513 

193 

170 

BUILT-IN ROOM UNITS 

106 

13 

16 

41 

223 

94 

4 

247 

113 

132 

13 


OTHER MEANS WITH FLUE 

515 

501 

52 

270 

1 369 

851 

240 

1 309 

561 

651 

210 

102 

OTHER MEANS WITHOUT FLUE 

7 

. . • 

• . . 

a . • 

a 

8 

16 

21 

24 

20 




6 

... 

... 

... 

4 






!!! 

... 

SOURCE OF WATER 













PUBLIC SYSTEM OR PRIVATE COMPANY 

. • . 

5 

15 


15 

25 

15 

21 

15 

10 


175 

INDIVIDUAL WELL- . 

2 435 

836 

132 

892 

2 988 

2 844 

521 

3 425 

2 311 

2 374 

418 

75 


5 

... 

4 

6 

15 

26 

41 

20 

15 

15 

11 

16 

SEWAGE DISPOSAL 













PUBLIC SEWER 

■ . * 

... 

5 


5 

5 

10 

10 

5 

5 


11 

SEPTIC TANK OR CESSPOOL 

2 212 

709 

98 

785 

2 555 

2 445 

412 

2 909 

2 022 

2 015 

352 

219 

OTHER OR NONE 

228 

132 

48 

113 

45B 

445 

155 

547 

314 

379 

77 

36 

HOME FOOD FREEZER 













1 OR MORE 

1 506 

709 

41 

362 

1 809 

1 937 

227 

2 150 

1 392 

1 767 

285 

172 


1 154 

292 

21 

414 

1 494 

1 083 

328 

1 190 

1 042 

709 

131 

147 


Tabie 33. — Tenure, Condition and Plumbing Faciijtiks, and Structural Ctiaractrristics of 
O ccupuiD Rural-Farm Housing Units, for Counties: I960 — Con. 

[Based on sample; .see text. Median not shown where base ia less than 200] 


Tenure hy C>olc)r 
('.end it ion nnd 
Pluinbin).f 
Water Supply 
Toilet Fac. 
Baching Fac. 


Rooms 

Year Struct. JSiiilc 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . . 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 


CONDITION AND PLUMBING 

ALL OCCUPIED UNIT.S 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER ... 

LACKING OTHER PLUMBING FACII ITIES. . . 
DILAPIDATED. . . 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING 

WITH All PLUMBING FACILITIES 

LACKING SOME OF? ALL FACILITIES . . . . 
DILAPIDATED 


ALL OCCUPIED UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE 

FLUSH TOILET* SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE .... . 

bathtub OR SHOWER* SHARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

^ ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MED I AN t 

ALL OCCUPIED 
OWNER. . . 
RENTER . , 


YEAR STRUCTURE BUILT 

1955 TO MARCH i960 . 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR earlier 

HEATING equipment 

STEAM OR HOT WATER ...... 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. . . ^ 
OTHER OR NONE 

HOME FOOD freezer 


ISABELLA 

JACKSON 

KALA- 

MAZOO 

KALKASKA 

KENT 

KEWEENAW 

LAKE 

LAPEER 

LEELANAU 

LENAWEE 

LIVING- 

STON 

LUCE 

1 995 

2 396 

2 009 

241 

3 150 

5 

226 

2 790 

682 

3 835 

1 626 

46 

1 820 

2 130 

1 820 

225 

2 939 

5 

210 

2 509 

610 

3 375 

1 454 

46 

1 803 

2 130 

1 817 

225 

2 927 

5 

205 

2 489 

602 

3 375 

1 454 

46 

17 

. . • 

3 

* . . 

12 

. 4 • 

5 

20 

8 

. . • 

. . • 

. . . 

175 

266 

189 

16 

211 

. 4 • 

16 

289 

72 

460 

172 

> . . 

175 

266 

189 

16 

207 

. 4 . 

16 

289 

63 

460 

172 

• . ■ 

• * • 

i . * 

. . • 

• # • 

4 

. 4 . 

. . . 

. . . 

9 

. . « 

. . . 

. . • 

1 995 

2 396 

2 009 

241 

3 150 

5 

226 

2 790 

602 

3 835 

1 626 

46 

1 598 

1 798 

1 638 

204 

2 502 

. 4 « 

174 

2 236 

512 

3 052 

1 292 

46 

1 364 

1 649 

1 520 

157 

2 291 

. 4 « 

102 

1 902 

433 

2 753 

1 163 

30 

20 

21 

24 

16 

43 

• 4 • 

12 

40 

18 

34 

10 

4 

214 

128 

94 

31 

168 

. 4 « 

60 

214 

61 

265 

119 

12 

340 

464 

333 

25 

557 

4 4 « 

36 

403 

109 

680 

262 

t # • 

204 

271 

250 

. • • 

373 

* 4 • 

21 

270 

51 

483 

179 

• * t 

20 

21 

9 

* • . 

12 

. 4 . 

. . . 

20 

4 

12 

12 

« • • 

116 

172 

74 

25 

172 

4 4 • 

15 

113 

54 

185 

91 


57 

134 

38 

12 

91 

5 

16 

159 

61 

103 

52 

• » i 

175 

266 

189 

16 

211 

• 4 * 

16 

2B9 

72 

460 

172 


119 

155 

135 

16 

125 

. . • 

a 

235 

44 

302 

112 

■ • • 

83 

138 

120 

16 

104 

. . 1 

4 

205 

25 

268 

100 


36 

17 

15 

. • » 

21 

4 . 1 

4 

30 

19 

34 

12 


40 

93 

49 

. • • 

86 

* 4 « 

4 

23 

16 

133 

56 

t • t 

16 

43 

41 

. . . 

33 

4 . » 

. 4 . 

23 

4 

84 

32 


24 

50 

8 

. . . 

53 

. . • 

4 

... 

12 

49 

24 

t • « 

16 

18 

5 

. .. 

... 

• *• 

4 

31 

12 

25 

4 


1 995 

2 396 

2 009 

241 

3 150 

5 

226 

2 798 

6B2 

3 835 

1 626 

46 

1 679 

2 074 

1 057 

162 

2 020 


155 

2 411 

525 

3 433 

1 442 

30 

166 

156 

106 

53 

230 

. . « 

20 

200 

72 

173 

66 

16 

16 

21 

3 

. . • 

32 

. • 4 

4 

24 

22 

45 

12 

* . . 

134 

145 

43 

26 

68 

5 

39 

163 

63 

184 

86 

* • • 

1 653 

2 051 

1 851 

177 

2 890 


143 

2 412 

539 

3 396 

1 414 

38 

4 

32 

12 

* • * 

11 

. . 4 

. . . 

7 

4 

a 

16 

. . . 

338 

313 

146 

64 

249 

5 

03 

379 

139 

431 

196 

a 

. 1 620 

2 026 

1 831 

102 

2 783 


135 

2 384 

535 

3 364 

1 388 

34 

. 4 

28 

a 

. « . 

7 

. . 4 

. . . 

11 

4 

12 

19 

. . . 

. 371 

342 

170 

59 

360 

5 

91 

; 403 

143 

459 

219 

12 

8 

13 



20 

. 4 • 


4 

9 

... 

4 

... 

17 

41 

a 

"s 

33 

• 4 . 

. . . 

27 

21 

35 

12 

a 

24 

76 

15 

5 

56 

... 

6 

52 

24 

40 

43 

. * . 

188 

163 

132 

35 

210 

5 

20 

192 

63 

142 

90 

9 

202 

267 

299 

45 

427 

... 

43 

393 

79 

366 

IBS 

8 

373 

443 

422 

50 

500 

... 

35 

559 

101 

690 

268 

8 

470 

555 

451 

33 

729 

... 

US 

599 

121 

970 

348 

4 

713 

838 

682 

65 

1 175 

* . . 

75 

972 

264 

1 592 

676 

9 

6.9 

6.9 

6.8 

6.1 

7.0 

... 

6.7 

6.8 

6.9 

7.2 

7.1 

. . . 

6.9 

6.9 

6.8 

6.1 

7.0 


6.7 

6.6 

7.0 

7.1 

7.2 

• . . 

. • . 

5.B 

. . • 

. . . 

6.8 


. . . 

6.7 

. . • 

7.3 

. . • 

. . » 

104 

106 

197 

4 

149 


B 

153 

16 

114 

71 

... 

75 

121 

126 

9 

146 

« . . 

13 

113 

37 

112 

44 

5 

133 

186 

160 

20 

213 

• . . 

12 

229 

42 

162 

148 

16 

140 

126 

107 

29 

199 

. . . 

36 

203 

42 

170 

101 

4 

1 543 

1 857 

1 419 

179 

2 443 

5 

157 

2 100 

545 

3 277 

1 262 

21 

49 

114 

122 

4 

190 


4 

234 

49 

326 

100 

... 

896 

1 695 

1 464 

85 

2 244 

. . * 

53 

1 496 

275 

2 603 

1 049 

25 

196 

94 

84 

25 

118 

• . . 

19 

222 

32 

130 

61 

4 

846 

485 

335 

127 

578 

5 

142 

818 

326 

756 

416 

17 

8 

a 

4 

. * i 

16 

. . . 

a 

28 

... 

20 

. . . 

. • • 


... 

. . • 

. . • 

4 

. . • 

t . . 

... 


... 


... 

15 

42 

16 


16 



25 


25 

5 

... 

1 916 

2 340 

2 044 

246 

3 067 

4 t . 

216 

2 713 

713 

3 797 

1 642 

47 

10 

15 

5 

. . . 

30 

# •« 

5 

25 

21 

33 

... 

5 

5 

5 

5 


9 



20 


21 



1 643 

2 072 

1 920 

109 

2 778 

4 ■ . 

176 

2 336 

575 

3 300 

1 451 

42 

293 

320 

140 

57 

326 

■ • • 

45 

407 

159 

534 

196 

10 

1 353 

1 539 

1 081 

42 

2 025 


130 

i 632 

238 

2 634 

976 

... 

900 

876 

788 

170 

1 303 

27 

108 

1 344 

268 

i 087 

633 

20 


1 OR MORE 
NONE . . 


24-140 


State and Small Areas 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition :ind 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

MACKINAC 

MACOMB 

MANISTEE 

MAR- 

QUETTE 

MASON 

MECOSTA 

MENOMI- 

NEE 

MIDLAND 

MISSAU- 

KEE 

MONROE 

MONTCALM 

MONT- 

MORENCY 

TENURE AND COLOR 













ALL OCCUPIED UNITS ......... 

197 

1 722 

522 

195 

1 170 

1 178 

1 009 

1 193 

692 

3 254 

2 594 

263 

OWNER OCCUPIED 

184 

1 577 

486 

191 

1 073 

1 093 

977 

1 103 

634 

2 906 

2 369 

239 

WHITE 

184 

1 577 

486 

191 

1 065 

1 077 

977 

1 103 

634 

2 067 

2 365 

239 

NONWHITE ...... 

t • » 

. . . 

. . » 

* « . 

8 

16 

• . • 

... 

• t * 

39 

4 

. . * 

RENTER OCCUPIED 

13 

145 

36 

4 

97 

85 

32 

90 

56 

348 

225 

24 

WHITE 

13 

141 

36 

4 

89 

85 

32 

90 

58 

344 

225 

24 

NONWHITE 

... 

4 

... 

... 

8 


... 

... 

. • . 

4 

• . . 

. . • 

CONDITION AND PLUMBING 













ALL OCCUPIED UNITS 

197 

1 722 

522 

195 

1 170 

1 178 

1 009 

1 193 

692 

3 254 

2 594 

263 

SOUND. . 

147 

1 406 

333 

171 

746 

721 

752 

989 

505 

2 587 

1 757 

201 

WITH ALL PLUMBING FACILITIES 

111 

1 272 

301 

106 

624 

607 

612 

832 

398 

2 271 

1 516 

154 

lacking Only hot water 

. . . 

11 

8 

• . * 

28 

8 

17 

26 

16 

40 

45 

4 

LACKING OTHER PLUMBING FACILITIES. . . . 

36 

123 

24 

65 

94 

106 

123 

131 

91 

276 

196 

43 

DETERIORATING 

37 

265 

144 

24 

336 

332 

173 

190 

139 

562 

649 

62 

WITH ALL PLUMBING FACILITIES 

27 

158 

96 

* . • 

224 

195 

70 

98 

62 

321 

392 

19 

LACKING Only hot water 

1 * . 

a 

8 

4 

8 

4 

4 

17 

4 

16 

37 

5 

lacking OTHER PLUMBING FACILITIES. . . . 

10 

99 

40 

20 

104 

133 

99 

75 

73 

225 

220 

38 

dilapidated. ... ...... 

13 

51 

45 

••• 

es 

125 

84 

14 

48 

105 

186 

• ’ * 

renter occupied 

13 

145 

36 

4 

97 

85 

32 

90 

58 

348 

225 

24 

SOUND • 

B 

97 

24 

4 

33 

13 

lO 

61 

38 

244 

100 

14 

WITH ALL PLUMBING FACILITIES 

4 

86 

24 

... 

e 

8 

10 

44 

28 

196 

68 

14 

lacking some or all FACILITIES 

4 

11 

* * * 

4 

25 

5 

... 

17 

10 

48 

32 

« « « 

DETERIORATING 

... 

40 

8 

. « . 

48 

39 

4 

19 

10 

76 

93 

10 

WITH ALL PLUMBING FACILITIES 

... 

25 

6 

* . . 

28 

22 

. • * 

5 

5 

48 

39 

5 

lacking SOME OR ALL FACILITIES . . . . . 

... 

15 

• • • 

. . . 

20 

17 

4 

14 

5 

28 

54 

5 

DILAPIDATED. . . 

- Si 

8 

4 

... 

16 

33 

18 

10 

10 

28 

32 

. . . 

ALL OCCUPIED UNITS 

197 

1 722 

522 

195 

i 1 170 

1 178 

1 009 

1 193 

692 

1 

3 254 

2 594 

263 

WATER SUPPLY 





! 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

143 

1 521 

417 

126 

941 

941 

741 

983 

505 

2 772 

2 097 

187 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

9 

67 

77 

41 

105 

122 

ilO 

128 

91 

188 

271 

52 

PIPED WATER OUTSIDE STRUCTURE 


25 

4 

. . * 

16 

21 

17 

20 

19 

16 

24 

5 

NO PIPED WATER 

45 

109 

24 

28 

28 

94 

141 

62 

77 

270 

202 

19 

TOILET FACILITIES 





I 

1 







FLUSH TOILETi EXCLUSIVE USE 

138 

1 4Bl 

430 

138 

1 946 

891 

711 

1 015 

488 

2 715 

2 111 

191 

FLUSH TOILETi SHARED 

• « • 

• . . 

• « . 

. . • 

5 

4, 

4 

. . . 

13 

16 

8 

... 

OTHER TOILET FACILITIES OR NONE 

S9 

241 

92 

57 

! 217 

283 

294 

178 

191 

523 

475 

72 

BATHING FACILITIES 













BATHTUB OR SHOWERi EXCLUSIVE USE .... . 

143 

1 501 

425 

110 

928 

866 i 

724 

977 

492 

2 737 

2 0621 

187 

BATHTUB OR SHOWERi SHARED 

. . . 

4 

. . . 

. . . 

5 

8 

4 

• • . 

13 

20 

8 

. . • 

NO BATHTUB OR SHOWER 

54 

217 

97 

85 

237 

304 

281 

216 

187 

497 

524 

76 

ROOMS 













1 ROOM • 

. . t 

... 

4 

. . . 

4 

• • t 


... 

14 

8 

7 

. . . 

Z ROOMS 

. . . 

12 

12 

16 

20 

20 

21 

21 

• . . 

32 

7 

t . . 

3 ROOMS. «... • 

4 

33 

21 

16 

28 

17 

36 

L6 

18 

47 

66 

15 

4 ROOMS 

13 

107 

25 

24 

109 

73 

89 

101 

78 

277 

129 

20 

5 ROOMS 

24 

209 

68 

28 

171 

202 

110 

239 

83 

383 

396 

42 

6 ROOMS 

68 

365 

64 

30 

216 

222 

250 

307 

154 

714 

563 

59 

7 ROOMS 

B 

441 

124 

48 

241 

282 

249 

259 

150 

705 

577 

70 

B ROOMS OR MORE. * 

80 

555 

204 

25 

381 

362 

242 

250 

195 

1 088 

849 

57 

MEDIAN! 













ALL OCCUPIED 

• . • 

6.8 

7.0 

• * 1 

6.7 

6.7 

6.4 

6.2 

6.5 

6.7 

6.7 

6.4 

OWNER. .... 

* • • 

6.9 

7.0 

... 

6.7 

6.7 

6.5 

6.2 

6.6 

6.6 

6.7 

6.3 

RENTER 

•• • 

... 

... 

. .. 

... 

.. .| 

... 

... 


6.6 

6.8 

... 

YEAR STRUCTURE BUILT 






1 







1955 TO MARCH 1960 

9 

88 

9 

12 

43 

40' 

22 

74 

36 

139 

55 

14 

1950 TO 1954 . 

a 

80 

24 

9 

26 

37 

20 

101 

26 

149 

83 

23 

1940 TO 1949 

35 

149 

44 

36 

113 

78 

77 

131 

65 

278 

134 

45 

1930 TO 1939 

15 

155 

53 

12 

126 

77 

130 

137 

66 

258 

157 

37 

1929 OR earlier 

130 

1 242 

392 

126 

855 

946 

760 

750 

499 

2 430 

2 165 

144 

HEATING EQUIPMENT 













STEAM OR HOT WATER . 

• . . 

331 

12 

4 

57 

20 

21 

37 

9 

370 

38 

. . . 

WARM AIR FURNACE 

65 

867 

238 

67 

450 

469 

475 

635 

281 

1 971 

1 175 

141 

BUILT-IN ROOM UNITS 

5 

31 

36 

8 

72 

57 

63 

32 

61 

129 

255 

28 

OTHER MEANS WITH FLUE 

122 

469 

232 

116 

579 

628 

446 

459 

332 

764 

1 114 

94 

OTHER MEANS WITHOUT FLUE 

5 

24 

4 

• . . 

12 

4 


30 

9 

20 

12 

. t . 

NONE 

... 

.. . 

... 

... 

... 


*4 

... 

... 



... 

SOURCE OF WATER 













PUBLIC SYSTEM OR PRIVATE COMPANY 

... 

40 

... 

... 


10 



6 

20 

10 

... 

INDIVIDUAL WELL 

191 

1 645 

516 

189 

1 146 

1 154 

970 

1 133 

666 

3 118 

2 489 

254 

OTHER. 

10 

15 

... 

... 

... 

6 

12 

27 

7 

96 

25 

... 

SEWAGE DISPOSAL 













PUBLIC SEWER ... 


15 


... 



6 

5 


5 


... 

SEPTIC TANK OR CESSPOOL. ........ . 

141 

1 479 

424 

149 

933 

908 

719 

980 

519 

2 706 

2 066 

185 

OTHER OR NONE 

60 

206 

92 

40 

213 

262 

257 

175 

160 

523 

458 

69 

HOME FOOD FREEZER 













1 OR MORE 

168 

952 

322 

81 

601 

655 

531 

1 028 

386 

1 787 

1 815 

268 

NONE 

... 

904 

208 

144 

683 

565 

645 

326 

309 

1 499 

1 057 

24 


Michigan 
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Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

MUSKEGON 



NEWAYGO 

OAKLAND 

OCEANA 

OGEMAW 

ONTO- 

NAGON 

OSCEOLA 

OSCODA 

OTSEGO 

OTTAWA 

PRESQUE 

ISLE 

ROS- 

COMMON 

TENURE AND COLOR 













ALL OCCUPIED UNITS . . 

896 

1 353 

1 349 

1 255 

689 

413 

1 021 

175 

273 

2 644 

628 

74 

OWNER OCCUPIED 

828 

1 286 

1 134 

1 144 

650 

401 

948 

151 

267 

2 480 

604 

65 

WHITE 

824 

1 274 

1 134 

1 140 

650 

401 

948 

151 

267 

2 480 

604 

65 

• . 

4 

12 

... 

4 

. . . 

. . . 

. . . 

• • . 

. . . 

. • . 

. . . 

* * * 

RENTER OCCUPIED 

68 

67 

215 

in 

39 

12 

73 

24 

6 

164 

24 

9 

WHITE 

68 

67 

215 

107 

39 

12 

73 

24 

6 

164 

24 

9 

NONWHITE 

... 

... 

... 

4 

... 

... 

... 


... 

... 

... 

... 

CONDITION AND PLUMBING 













ALL OCCUPIED UNITS 

896 

1 353 

1 349 

1 255 

689 

413 

1 021 

175 

273 

2 644 

628 

74 

SOUND 

776 

1 092 

973 

905 

523 

364 

588 

144 

173 

2 132 

440 

62 

WITH ALL PLUMBING FACILITIES 

687 

874 

946 

809 

422 

212 

478 

63 

125 

1 967 

331 

48 

LACKING ONLY HOT WATER 

16 

37 

• ■ . 

25 

4 

. . . 

13 

4 

4 

16 

8 

a • . 

LACKING OTHER PLUMBING FACILITIES. , . . 

73 

181 

27 

71 

97 

152 

97 

77 

44 

149 

101 

14 

DETERIORATING. ... 

72 

221 

300 

313 

123 

41 

336 

31 

56 

464 

164 

8 

WITH ALL PLUMBING FACILITIES 

40 

108 

251 

167 

67 

8 

172 

10 

24 

321 

79 

4 

LACKING ONLY HOT WATER ......... 

8 

4 

12 

32 

5 

• * . 

12 


4 

19 

4 

4 

LACKING OTHER PLUMBING FACILITIES. . . . 

24 

109 

37 

114 

51 

33 

152 

21 

28 

124 

81 

» • • 

DILAPIDATED 

48 

40 

76 

37 

43 

a 

97 


44 

48 

24 

4 

RENTER OCCUPIED 

68 

67 

215 

ill 

39 

12 

73 

24 

6 

164 

24 

9 

SOUND 

60 

43 

128 

65 

19 

a 

36 

24 


115 

16 

9 

WITH ALL PLUMBING FACILITIES 

52 

35 

122 

51 

19 

4 

24 

14 


09 

4 

... 

LACKING SOME UR ALL FACILITIES 

8 

8 

6 

14 

. t * 

4 

12 

10 


26 

12 

9 

DETERIORATING 

8 

24 

77 

42 

15 

1 « « 

33 


... 

37 

a 

... 

WITH ALL PLUMBING FACILITIES 

8 

12 

59 

14 

5 

. . • 

8 

* . . 

• * . 

29 

4 

... 

lacking some OR ALL FACILITIES 

. t « 

12 

18 

28 

10 

• • . 

25 

... 

... 

B 

4 

... 

dilapidated. . 

... 

... 

10 

4 

5 

4 

4 

... 

6 

12 

... 


ALL OCCUPIED UNITS 

896 

1 353 

1 349 

1 255 

669 

413 

CM 

O 

175 

273 

2 644 

628 

74 

WATER SUPPLY 













hot and COLD PIPED WATER INSIDE STRUCTURE. 

800 

1 095 

1 256 

1 049 

540 

311 

769 

95 

182 

2 440 

460 

61 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

60 

189 

60 

158 

67 

52 

167 

40 

54 

164 

86 

6 

PIPED WATER OUTSIDE STFtUCTURE 

4 

17 

11 

16 

21 

16 

34 

... 

21 

8 

4 

• « t 

NO PIPED WATER 

32 

52 

22 

32 

61 

34 

51 

40 

16 

32 

78 

5 

TOILET FACILITIES 













FLUSH TOILETi EXCLUSIVE USE 

803 

1 lOB 

1 267 

1 083 

540 

303 

725 

113 

186 

2 451 

430 

56 

FLUSH TOILETi SHARED 

. * a 

4 

7 

4 

4 

• « * 

e 

. » . 

. . . 

23 

... 

. • • 

OTHER TOILET FACILITIES OR NONE 

93 

241 

75 

16B 

145 

no 

288 

62 

87 

170 

196 

18 

BATHING FACILITIES 


j 











BATHTUB OR SHOWERi EXCLUSIVE USE 

772 

, 1 039 

1 246 

1 053 

520 

220 

709 

77 

177 

2 351 

434 

56 

BATHTUB OR SHOWERi SHARED 

4 

1 4 

12 

4 

4 

... 

4 

* . . 

1 . * 

35 

... 

* * . 

NO BATHTUB OR SHOWER 

120 

310 

91 

198 

165 

193 

308 

98 

96 

256 

194 

IB 

ROOMS 













I ROOM 

... 

1 4 

3 

4 

4 

6 

... 

« . . 

... 

4 



2 ROOMS. ... 

a 

8 

15 

* . ■ 

12 

4 

4 

5 

8 

4 

4 

4 

3 ROOMS 

16 

32 

26 

27 

12 

B 

4 

3 

8 

17 

12 


4 ROOMS 

101 

1 80 

78 

97 

102 

45 

59 

14 

29 

216 

1 55 

32 

5 ROOMS 

152 

228 

234 

176 

114 

89 

158 

48 

50 

446 

! 129 

13 

6 ROOMS 

225 

! 330 

249 

260 

169 

115 

247 

43 

54 

683 

123 

9 

7 ROOMS 

121 

321 

240 

283 

157 

90 

197 

9 

59 

601 

85 

B 

8 ROOMS OR MORE 

273 

350 

504 

408 

119 

54 

352 

51 

65 

673 

220 

a 

MEDIAN: 













ALL OCCUPIED 

6.3 

6.5 

6.8 

6.7 

6.1 

6.0 

6.7 

• • * 

6.3 

6.4 

6.4 

* . • 

OWNER 

6.3 

6.5 

6.9 

6.7 

6.1 

6.0 

6.6 

. ■ a 

6.3 

6.4 

6.5 

. . . 

RENTER 

... 


6.2 


... 

... 

... 

. . • 

... 

... 

... 

... 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 

56 

52 

86 

41 

44 

22 

13 

5 

16 

138 

9 

17 

1950 TO 1954 

77 

41 

124 

44 1 

33 

9 

21 

4 

16 

161 

31 

9 

1940 TO 1949 

112 

103 

160 

79 1 

123 

77 

63 

43 

34 

160 

63 

13 

1930 TO 1939 

62 

121 

105 

60 

60 

78 

39 

41 

42 

126 

72 

22 

1929 OR EARLIER 

589 

1 036 

874 

1 031 

429 

227 

685 

82 

165 

2 057 i 

453 

13 

HEATING EQUIPMENT 













STEAM OR HOT WATER 

40 

28 

215 

37 1 

a 

17 

17 

4 

4 

89 

B 

t . « 

WARM AIR FURNACE 

525 

720 

606 

613 

244 

198 

493 

13 

86 

2 068 

247 

22 

BUILT-IN ROOM UNITS 

36 

68 

49 

49 

85 

16 

22 

76 

6 

92 

... 

9 

OTHER MEANS WITH FLUE. ... 

287 

533 

271 

536 

347 

161 

489 

82 

163 

391 

328 

39 

OTHER MEANS WITHOUT FLUE 

B 

4 

a 

20 

5 

21 

« f • 

* * . 

12 

4 

45 

4 

NONE 

... 

... 

... 

... 

••• 

... 

... 

... 

... 

••• 

... 

... 

SOURCE OF WATER 













PUBLIC SYSTEM OR PRIVATE COMPANY 

... 

5 

10 

15 

* • . 

. * . 

10 

... 

• • » 

♦ • * 

* « « 

» . • 

INDIVIDUAL WELL 

874 

1 330 

1 367 

1 202 

656 

386 

910 

148 

255 

2 610 

6U 

65 

OTHER 

21 

... 

10 

5 

31 

15 

11 

... 

5 

20 

20 

• ft 

SEWAGE DISPOSAL 













PUBLIC SEWER 

6 

10 


... 

... 

... 

10 

« . . 

. • • 

f . t 

• * . 


SEPTIC TANK OR CESSPOOL 

813 

1 098 

1 308 

I 068 

541 

268 

687 

123 

174 

2 393 

439 

55 

OTHER OR NONE 

76 

227 

79 

154 

146 

113 

234 

25 

66 

237 

192 

10 

HOME FOOD FREEZER 













1 OR MORE 

483 

855 

653 

805 

445 

234 

612 

143 

209 

1 646 

404 

23 

NONE 

433 

574 

511 

630 

255 

215 

710 

103 

124 

1 077 

230 

63 
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State and Small Areas 


Table 33. — ^Tekture, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties; I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toiler Fac 
Baching Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

SAGINAW 

ST CLAIR 

ST JOSEPH 

SANILAC 

TENURE AND COLOR 








ALL OCCUPIED UNITS ... 

3 

774 

2 

629 

1 

867 

4 006 

OWNER OCCUPIED 

3 

567 

2 

447 

1 

662 

3 680 

WHITE 

3 

563 

2 

419 

1 

640 

3 680 

NONWHITE 


4 


28 


22 

. . • 

RENTER OCCUPIED 


207 


182 


205 

326 

WHITE 


207 


182 


205 

326 



. .. 


. . . 


. . . 

« « • 

CONDITION AND PLUMBING 








ALL OCCUPIED UNITS 

3 

774 

2 

629 

1 

867 

4 006 

SOUND 

3 

049 

2 

007 

1 

429 

3 121 

WITH ALL PLUMBING FACILITIES 

2 

690 

1 

678 

1 

273 

2 711 

LACKING ONLY HOT WATER . 


35 


61 


13 

80 

LACKING OTHER PLUMBING FACILITIES. . . . 


324 


268 


143 

330 

DETERIORATING 


623 


497 


340 

739 

WITH ALL PLUMBING FACILITIES 


336 


249 


218 

395 

LACKING ONLY HOT WATER ......... 


26 


24 


8 

12 

LACKING OTHER PLUMBING FACILITIES. . . . 


261 


224 


114 

332 

DILAPIDATED 


102 


125 


98 

146 

RENTER OCCUPIED 


207 


182 


205 

326 

SOUND • * 


136 


136 


131 

189 

WITH ALL PLUMBING FACILITIES 


100 


103 


122 

139 

LACKING SOME OR ALL FACILITIES 


36 


33 


9 

SO 

DETERIORATING 


67 


29 


62 

103 

WITH ALL PLUMBING FACILITIES 


31 


17 


45 

54 

LACKING SOME OR ALL FACILITIES 


36 


12 


17 

49 

dilapidated 


4 


17 


12 

34 

ALL OCCUPIED UNITS . . . 

3 

774 

2 

629 

i 

B67 

4 006 

WATER SUPPLY 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

3 

256 

2 

098 

1 

593 

3 366 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


230 


282 


119 

344 

PIPED WATER OUTSIDE STRUCTURE 


20 


33 


4 

29 

NO PIPED WATER 


268 


216 


151 

267 

TOILET FACILITIES 








FLUSH TOILETt EXCLUSIVE USE 

3 

196 

2 

100 

1 

561 

3 305 

FLUSH TOILETt SHARED 


27 


26 


4 

16 

OTHER TOILET FACILITIES OR NONE 


551 


503 


302 

685 

BATHING FACILITIES 








bathtub or SHOWERt EXCLUSIVE USE .... . 

3 

160 

2 

080 

1 

546 

3 287 

BATHTUB OR SHOWERt SHARED 


32 


22 


4 

24 

NO BATHTUB OR SHOWER 


582 


527 


317 

695 

ROOMS 








1 ROOM 


13 


16 


9 ' 

16 

2 ROOMS . 


44 


12 


12 

13 

3 ROOMS 


56 


37 


24 

65 

4 ROOMS. 


238 


223 


94 

250 

5 ROOMS 


624 


347 


183 

575 

6 ROOMS. 


800 


586 


284 

858 

7 ROOMS 


727 


554 


532 

819 

B ROOMS OR MORE 

1 

270 


854 


7 29 

1 410 

MEDIANI 








ALL OCCUPIED 


6.7 


6.7 


7.1 

6.6 

OWNER . . 


6.7 


6.7 


7.1 

6.8 

RENTER 


6.0 


... 


6.9 

6.7 

YEAR STRUCTURE BUILT 








1955 TO MARCH 1960 


220 


124 


94 

186 

1950 TO 1954 


250 


137 


77 

192 

1940 TO 1949 . 


307 


236 


102 

320 

1930 TO 1939 


355 


245 


88 

290 

1929 OR EARLIER 

2 

642’ 

1 

887 

1 

506 

3 OIB 

HEATING EQUIPMENT 








STEAM OR HOT WATER 


311 


249 


105 

222 

WARM AIR FURNACE 

1 

837 

1 

147 

1 

200 

1 eii 

BUILT-IN ROOM UNITS 


199 


96 


48 

203 

OTHER MEANS WITH FLUE . 

1 

392 

1 

129 


514 

1 742 

other means WITHOUT FLUE 


35 


8 


• « . 

28 

NONE 


... 


... 


... 

... 

SOURCE OF WATER 








PUBLIC SYSTEM OR PRIVATE COMPANY 


82 


76 


10 

56 

INDIVIDUAL WELL 

3 

642 

2 

571 

1 

899 

3 937 

other 


135 


5 


... 

15 

SEWAGE DISPOSAL 








PUBLIC SEWER 


14 


15 


... 

26 

SEPTIC TANK OR CESSPOOL 

3 

234 

2 

142 

1 

667 

3 269 

other or NONE 


611 


495 


242 

713 

HOME FOOD FREEZER 








1 OR MORE 

1 

854 

1 

405 

1 

261 

2 405 

NONE 

1 

620 

1 

161 


410 

1 597 


SCHOOL- 

CRAFT 

SHIA- 

WASSEE 

TUSCOLA 

VAN BUREN 

WASHTENAW 

WAYNE 

WEXFORD 

128 

2 653 

3 632 

3 041 

2 597 

908 

393 

104 

2 422 

3 320 

2 590 

2 280 

B43 

374 

104 

2 418 

3 316 

2 401 

2 269 

831 

374 

T • T 

4 

4 

109 

11 

12 

« « . 

24 

231 

312 

451 

317 

65 

19 

20 

231 

312 

428 

314 

65 

19 

4 

... 

• • * 

23 

3 

. . . 

. . . 

128 

2 653 

3 632 

3 041 

2 597 

908 

393 

90 

2 059 

2 886 

2 166 

2 045 

749 

276 

73 

1 920 

2 636 

1 941 

1 880 

660 

212 

* . * 

24 

31 

41 

25 

15 

B 

17 

115 

219 

184 

140 

74 

56 

34 

546 

650 

685 

438 

116 

92 

10 

346 

423 

428 

308 

69 

48 

■ * . 

12 

16 

54 

16 

0 

8 

24 

188 

211 

203 

114 

39 

36 

4 

48 

96 

190 

114 

43 

25 

24 

231 

312 

451 

317 

65 

19 

16 

168 

204 

223 

206 

29 

14 

8 

154 

176 

188 

198 

16 

10 

8 

14 

28 

35 

8 

13 

4 

4 

52 

84 

130 

89 

29 

... 

. . . 

26 

48 

56 

58 

25 

... 

4 

26 

36 

74 

31 

4 

. • . 

4 

11 

24 

98 

22 

7 

5 

128 

2 653 

3 632 

3 041 

2 597 

908 

393 

87 

2 381 

3 226 

2 554 

2 317 

782 

312 

9 

148 

223 

272 

115 

63 

52 

. . . 

14 

12 

39 

31 

1 8 

B 

32 

110 

171 

176 

134 

55 

1 

21 

83 

2 376 

3 197 

2 591 

2 280 

776 

292 

• T ■ 

4 

! 16 

16 

22 

13 

. . . 

45 

273 

419 

434 

1 295 

119 

101 

83 

2 322 

3 178 

2 544 

1 

2 272 

790 

280 

• * . 

10 

12 

16 

38 

B 

.. . 

45 

321 

442 

481 

287 

110 

113 

4 

12 

12 

67 

11 



4 

8 

44 

35 

11 

• « ■ I 

. . . 

10 

67 

92 

97 

46 

lal 

a 

9 

99 

300 

268 

151 

96 

37 

36 

348 

515 

474 

332 

188 

80 

37 

535 

734 

725 

458 

215 

96 

... 

585 

765 

637 

493 

185 

66 

2a' 

999 

1 170 

738 

1 095 

212 

86 

1 . • 

6.9 

6.7 

6.3 

7.1 

6.2 

6.2 

. . » 

6.9 

6.7 

6.4 

7.2, 

6.2 

6.2 

. . . 

6.9 

6.4 

5.4 

6.2 

... 


10 

101 

208 

U0| 

1 

115 

72 

21 

9 

96 

159 

140 

105 

56 

16 

18 

156 

263 

262 

189 

148 

36 

27 

155 

299 

214 

187 

113 

37 

64 

2 145 

2 703 

2 3l5i 

2 001 

519 

283 


112| 

396 

110 

324 

195 

4 

47 

1 70B' 

1 895 

1 694 

1 791 

496 

179 

... 

114 

211 

147 

90 

41 

24 

81 

699 i 

1 098 

1 030 

372 

176 

186 

... 

20 

26 

37 

20 

... 

. . • 

. . . 

♦ . • 

4 

23 

. • • 

• • . 


12 

20 

30 

62 

24 

93 

5 

92 

2 617 

3 558 

2 874 

2 565 

737 

402 

9 

20 

25 

29 

6 

40 

6 


5 

4 

26 



. . • 

80 

2 326 

3 143 

2 544 

2 284 

734 

301 

33 

324 

466 

395 

313 

136 

112 

109 

1 501 

2 005 

2 121 

1 886 

568 

200 

65 

1 090 

1 686 

1 170 

802 

567 

120 


Michigan 
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Table 34. — Occupamcy Ciiaracti-ristics and Rent StatuvS of Occupird Rural-Farm Housing 

Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Yc.ir Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

ALCONA 

ALGER 

ALLEGAN 

ALPENA 

ANTRIM 

ARENAC 

BARAGA 

BARRY 

BAY 

BENZIE 

BERRIEN 

BRANCH 

ALL OCCUPIED UNITS 

483 

214 

3 368 

902 

533 

770 

207 

2 029 

2 423 

309 

4 443 

2 258 

PERSONS 













1 PERSON 

29 

4 

182 

67 

55 

76 

14 

164 

150 

28 

490 

168 

2 PERSONS 

137 

44 

978 

259 

128 

167 

52 

666 

557 

103 

1 411 

762 

3 PERSONS 

112 

44 

603 

152 

81 

160 

26 

352 

355 

56 

760 

456 

A PERSONS 

71 

32 

501 

139 

73 

131 

41 

285 

328 

60 

720 

389 

5 PERSONS 

27 

37 

449 

98 

90 

105 

32 

274 

378 

24 

555 

188 

6 PERSONS 

67 

33 

304 

69 

64 

59 

B 

156 

307 

17 

252 

146 

7 PERSONS 

19 

a 

196 

55 

8 

40 

16 

84 

138 

9 

125 

61 

8 PERSONS OR MORE 

21 

12 

155 

63 

34 

32 

16 

48 

210 

12 

130 

68 

MED I AN 1 













ALL OCCUPIED 

3.2 

4.0 

3.4 

3.3 

3.5 

3,4 

3,7 

3.0 

4.0 

2.9 

2.9 

2.9 

OWNER 

3.2 

3.9 

3.3 

3,3 

3.6 

3.4 

3.8 

3.0 

3.9 

3.2 

3.0 

2.9 

RENTER 

... 

... 

3.8 

... 

... 

... 

... 

... 

... 

. . • 

2.4 

3.3 

PERSONS PER ROOM 













1,00 OR LESS 

440 

173 

3 085 

784 

504 

714 

175 

1 957 

2 030 

285 

4 009 

2 148 

1.01 OR MORE 

43 

41 

283 

118 

29 

56 


72 

393 

24 

434 

110 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

469 

209 

3 075 

849 

480 

723 

202 

1 888 

2 277 

279 

3 704 

2 027 

1956 TO MARCH 1960 

37 

B 

205 

63 

39 

58 


216 

194 

4 

270 

205 

1954 TO 1957 

32 

26 

412 

85 

55 

100 

4 

244 

350 

34 

542 

293 

1940 TO 1953 . • 

212 

74 

1 189 

334 

206 

279 

76 

704 

711 

134 

1 460 

902 

1939 OR EARLIER 

188 

99 

1 269 

367 

188 

286 

122 

724 

1 022 

107 

1 432 

627 

RENTER OCCUPIED 

14 

5 

293 

53 

45 

47 

5 

141 

146 

30 

739 

231 

1958 TO MARCH 1960 

4 

. • • 

89 

7 

11 

13 

* * . 

50 

39 

7 

334 

48 

1954 TO 1957 

3 

. • . 

52 

19 

15 

22 

... 

42 

32 

« * « 

152 

64 

1940 TO 1953 

4 

. • . 

84 

15 

4 

8 

5 

16 

43 

11 

157 

79 

1939 OR earlier 

3 

5 

68 

12 

15 

4 

... 

33 

32 

12 

96 

40 

RENT STATUS 













RENTER OCCUPIED 

14 

5 

293 

53 

45 

47 

5 

141 

146 

30 

739 

231 

RENT PAID. .... 

... 

5 

73 

11 

4 

a 

* . • 

12 

37 

« . . 

56 

36 

NO CASH RENT 

14 

... 

220 

42 

41 

39 

5 

129 

109 

30 

683 



195 

subject 

CALHOUN 

CASS 

CHARLE- 

CHEBOY- 

CHIPPEWA 

CLARE 

CLINTON 

CRAWFORD 

DELTA 

DICK- 

1 EATON 

EMMET 




VOIX 

GAN 






INSON 



all OCCUPIED UNITS 

2 635 

1 908 

525 

401 

658 

448 

2 757 

a 

646 

220 

1 

3 on 

545 

PERSONS 













1 PERSON . . 

209 

158 

55 

17 

35 

39 

206 

... 

38 

6 

194 

38 

2 PERSONS 

827 

60B 

153 

120 

134 

124 

687 

4 

129 

60 

, 1 000 

134 

3 PERSONS 

464 

352 

66 

45 

118 

79 

522 

4 

130 

39 

554 

76 

4 PERSONS 

442 

253 

65 

49 

115 

71 

418 

. * • 

102 

29 

! 500 

107 

5 PERSONS. . 

335 

259 

92 

49 

101 

69 

362 

... 

92 

61 

398 

60 

6 PERSONS 

230 

U9 

28 

32 

82 

23 

2S8 

. ■ * 

62 

14 

210 

56 

7 PERSONS 

60 

73 

20 

23 

30 

16 

119 

... 

59 

4 

100 

8 

a PERSONS OR MORE 

68 

86 

46 

66 

43 

27 

185 

* • • 

34 

5 

55 

66 

MEDIAN! 













ALL OCCUPIED 

3.1 

3.0 

3.3 

3,9 

3.9 

3.3 

3,4 

* ■ * 

3.6 

3.6 

3,1 

3.7 

OWNER 

3.0 

2.9 

3.3 

3,9 

3.8 

3.1 

3,3 

* • * 

3.8 

3.7 

3.0 

3.7 

RENTER 

3.8 

... 

... 

... 

. • • 

... 

4.2 

... 

. . ♦ 

• . . 

4.1 

... 

PERSONS PER ROOM 













1.00 OR LESS 

2 495 

1 761 

450 

306 

566 

408 

2 546 

8 

564 1 

201 

2 881 

460 

1.01 OR MORE 

140 

147 

75 

95 

92 

40 

211 

... 

82 

19 

130 

85 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

2 291 

1 726 

513 

392 

640 

400 

2 397 

8 

621 

216 

2 750 

511 

1950 TO MARCH 1960 

242 

217 

46 

14 

55 

39 

190 

4 

41 

23 

299 

43 

1954 TO 1957 

360 

307 

81 

30 

117 

41 

288 

... 

71 

21 

457 

64 

1940 TO 1953 . . • 

940 

719 

169 

145 

245 

156 

996 

4 

215 

76 

1 092 

194 

1939 OR EARLIER 

749 

483 

217 

195 

223 

172 

923 


294 

96 

902 

210 

RENTER OCCUPIED . . . 

344 

182 

12 

9 

18 

40 

360 

• . • 

25 

4 

261 

34 

1958 TO MARCH I960 

127 

68 

4 

. . ■ 

5 

12 

59 

... 

* * t 

. . • 

52 

5 

1954 TO L957 

65 

30 

• « * 

... 

4 

4 

80 

• • * 

4 

4 

56 

12 

1940 TO 1953 

96 

42 

4 

4 


16 

122 

... 

5 

■ • • 

86 

13 

1939 OR EARLIER 

56 

42 

4 

5 

9 

8 

91 

. . « 

16 

. • . 

67 

4 

RENT STATUS 













RENTER OCCUPIED 

344 

182 

12 

9 

18 

40 

360 


25 

4 

261 

34 

RENT PAID. . 

60 

17 

* . . 

* . . 


a 

47 

... 

4 

. . • 

49 

13 

NO CASH RENT .... 

284 

165 

12 

9 

18 

32 

313 

... 

21 

4 

212 

21 
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State and Small Areas 


Table 34, — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons ye.ir Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

GENESEE 

GLADWIN 

GOGEBIC 

GRAND 

TRAVERSE 

GRATIOT 

HILLS- 

DALE 

HOUGHTON 

HURON 

INGHAM 

IONIA 

IOSCO 

IRON 

ALL OCCUPIED UNITS ♦ 

2 478 

875 

136 

875 

3 072 

2 919 

571 

3 433 

2 356 

2 420 

433 

272 

PERSONS 













1 PERSON • • f * i • • 1 • • . 

193 

BO 

8 

94 

292 

210 

74 

201 

134 

121 

51 

29 

Z PERSONS, 

819 

250 

28 

220 

906 

949 

148 

844 

714 

699 

135 

65 

3 PERSONS * « • « 

407 

118 

24 

127 

582 

478 

113 

669 

474 

428 

71 

56 

4 PERSONS 

323 

123 

28 

150 

545 

521 

82 

552 

356 

322 

71 

47 

5 PERSONS , • , 

278 

108 

20 

106 

331 

346 

88 

452 

271 

366 

49 

35 

6 PERSONS » 

247 

65 

20 

68 

251 

217 

20 

305 

206 

218 

25 

20 

7 PERSONS 

as 

93 

4 

68 

82 

97 

29 

210 

93 

91 

IB 

16 


123 

38 

4 

42 

83 

101 

17 

200 

ipa 

175 

13 

4 

MEDIAN! 













ALL OCCUPIED 

3.1 

3.4 

■ . • 

3.5 

3.1 

3.1 

3.1 

3.5 

3.2 

3.4 

2,9 

3.3 

OWNER. , 

3.0 

3.3 

• *• 

3.4 

3.0 

3.0 

3,i 

3.4 

3.1 

3.3 

2.9 

3,4 

RENTER 

3.5 

... 

. .. 

. . • 

3.6 

4.0 

• . • 

4.6 

4.0 

3.8 

. . * 

• ■ . 

PERSONS PER ROOM 













1*00 OR LESS 

2 290 

784 

112 

767 

2 932 

2 819 

522 

3 172 

2 21B 

2 231 

394 

243 

1.01 OR MORE 

188 

91 

24 

lOB 

140 

100 

49 

261 

138 

189 

39 

29 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

2 225 

826 

132 

775 

2 654 

2 617 

530 

3 101 

2 096 

2 164 

429 

260 

1958 TO MARCH 1960 

146 

64 

4 

44 

232 

280 

20 

155 

232 

147 

45 

18 

1954 TO 1957 

292 

137 

24 

105 

361 

476 

35 

304 

339 

300 

39 

38 

1940 TO 1953 

1 010 

274 

56 

299 

1 075 

1 085 

166 

970 

790 

904 

193 

112 

1939 OR EARLIER 

777 

351 

48 

327 

986 

776 

309 

1 672 

735 

813 

152 

92 

RENTER OCCUPIED 

253 

49 

4 

100 

418 

302 

41 

332 

260 

256 

4 

12 

1958 TO MARCH 1960 • * 

72 

13 

• • • 

8 

46 

70 

4 

44 

124 

68 

• • y 

a 

1954 TO 1957 

41 

8 

• . • 

27 

118 

83 

12 

73 

54 

31 

4 

* « . 

1940 TO 1953 . . . • * • 

91 

a 

. . 1 

46 

191 

85 

. » . 

117 

66 

94 

t • • 

• . » 

1939 OR EARLIER 

49 

20 

4 

19 

63 

64 

25 

98 

16 

63 

. . . 

4 

RENT STATUS 













RENTER OCCUPIED 

253 

49 

4 

100 

418 

302 

41 

332 

260 

256 

4 

12 

RENT PAID. ..••*.«.» 

61 

12 

* « • 

. • . 

26 

75 

4 

61 

36 


* ■ . 

4 

NO CASH RENT 

192 

37 



4 

... . 

100 

392 

227 

37 

271 

224 

213 

4 

8 

SUBJECT 

ISABELLA 

JACKSON 

KALA- 1 

KALKASKA 

... . 

KENT 

KEWEENAW 

LAKE 

LAPEER 

LEELANAU 

LENAWEB 

LIVING- 

LUCE 




MAZOO 








STON 


ALL OCCUPIED UNITS ........ . 

1 995 

2 396 

2 009 

241 

3 150 

5 

226 

2 798 

682 

3 835 

1 626 

46 

PERSONS 








i 





1 PERSON 

148 

195 

134 

go 

188 

* • . 

32 

221 

63 

340 

137 

12 

2 PERSONS. « 

564 

684 

664 

83 

1 019 

... 

56 

769 

209 

1 116 

503 

5 

3 PERSONS* • 

292 

470 

393 

51 

508 

5 

55 

493 

109 

702 

290 

13 

4 PERSONS. . • . < 

316 

377 

'316 

16 

373 

t * * 

31 

449 

62 

632 

265 

4 

5 PERSONS* . . y . . y 

286 

316 

260 

30 

350 


15 

357 

87 

499 

168 

. * * 

6 PERSONS 

215 

171 

129 

17 

360 



251 

50 

304 

lOB 

4 

7 PERSONS* * • y y 

84 

82 

55 

20 

174 

. • » 

8 

121 

38 

150 

64 

... 

6 PERSONS OR MORE 

90 

101 

58 

4 

178 

... 

a 

137 

64 

92 

91 

8 

MEDIAN! 













ALL OCCUPIED 

3.5 

3.2 

3.0 

2.B: 

3.2 


3.0 

3.3 

3.1 

3.2 

3.1 

y • » 

OWNER 

3.4 

3.1 

3.0 

2.B 

3.2 

. • . 

3.1 

3.2 

3.3 

3.0 

3.0 

• • f 

RENTER y . . . . 

• • y 1 

4.1 

... 

• « • 1 

3.7 

♦ . . 

... 

4.3 

.y. 

4.1 

... 

... 

PERSONS PER ROOM 




i 









1*00 OR LESS 

1 852 

2 223 

1 907 

1 

212 

2 901 

5 

214 

2 586 

620 

3 690 

1 515 

38 

1.01 OR MORE 

143 

173 

102 

29 

i 

249 

• • . 

12 

212 

62 

145 

111 

8 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED * * * 

1 820 

2 130 

1 820 

225 

2 939 

5 

210 

2 509 

610 

3 375 

1 454 

46 

1958 TO MARCH 1960 . . . . , 

142 

211 

247 

33 

200 

... 

16 

174 

32 

284 

145 

4 

1954 TO 1957 ..***. . 

268 

361 

234 

24 

364 

• • * 

28 

463 

76 

489 

211 

4 

1940 TO 1953 • * * 

669 

S44 

784 

73 

1 176 


77 

991 

167 

1 290 

590 

25 

1939 OR EARLIER 

741 

714 

555 

95 

1 197 

5 

89 

881 

335 

1 312 

508 

i:? 

RENTER OCCUPIED. 

175 

266 

189 

16 

211 

• • . 

16 

289 

72 

460 

172 

! • • 

1958 TO MARCH 1960 * . . * 

40 

72 

63 

a 

58 

• • • 

... 

98 

9 

104 

■ 52 

♦ . • 

1954 TO 1957 * • y , 

46 

97 

34 

8 

29 

. • . 

a 

66 

13 

87 

60 

; * * 

1940 TO 1953 

48 

73 

56 

* y . 

54 

... 

* * ■ 

74 

33 

164 

fio 

, • • 

1939 OR EARLIER. • 

41 

24 

36 

• ^ • 

70 

... 

6 

51 

17 

i05 


t « • 

rent STATUS 













renter OCCUPIED. • . . y . . . y . . . 

175 

266 

1B9 

16 

211 

... 

16 

289 

72 

46Q 

172 

. • • 

RENT PAID, * • . » 

28 

37 

18 

8 

32 

• . . 

• • * 

45 

• y • 

74 

‘32 

* * * 

NO CASH rent 

147 

229 

171 

8 

179 

... 

16 

244 

72 

386 

140 

... 



irci;suiid pwj. xvuuiii jivclh ol4(.U5 


UNITS, FOR bounties: lybU — uoa 

[Based on sample; see text. Median not shown where base is less than 200] 


SUBJECT 

MACKINAC 

MACOMB 

MANISTEE 

MAR- 

QUETTE 

MASON 

MECOSTA 

MENOMI- 

NEE 

MIDLAND 

MISSAU- 

KEE 

MONROE 

MONTCALM 

MONT- 

MORENCY 

ALL OCCUPIED UNITS ......... 

197 

1 722 

522 

195 

1 170 

1 178 

1 009 

1 193 

692 

3 254 

2 594 

263 

PERSONS 













1 PERSON 

14 

78 

44 

a 

144 

57 

83 

59 

65 

316 

219 

25 

2 PERSONS 

36 

427 

149 

50 

384 

329 

280 

351 

180 

1 081 

847 

53 

3 PERSONS. 

40 

281 

65 

36 

220 

211 

139 

193 

114 

495 

440 

27 

4 PERSONS 

14 

34B 

76 

33 

202 

151 

156 

205 

105 

474 

399 

23 

5 PERSONS 

26 

230 

56 

24 

80 

174 

137 

182 

94 

376 

350 

45 

6 PERSONS 

31 

is; 

SO 

12 

48 

133 

81 

72 

47 

265 

205 

32 

7 PERSONS 

13 

109 

28 

16 

40 

46 

51 

58 

28 

109 

81 

20 

a PERSONS OR MORE 

15 

90 

24 

16 

52 

77 

82 

73 

59 

136 

53 

38 

ALL OCCUPIED 

... 

3.7 

3.5 

. . . 

2.8 

3.5 

3.5 

3.5 

3.4 

3.0 

3.0 

4.6 

OWNER 

« • ■ 

3.6 

3.6 

... 

2.7 

3.4 

3.5 

3.4 

3.3 

2.8 

3.0 

4.7 

RENTER 

.. . 

... 

... 

... 

... 

... 




3.8 

4.6 


PERSONS PER ROOM 













1.00 OR LESS 

187 

1 593 

478 

163 

1 086 

1 069 

897 

1 057 

600 

3 044 

2 448 

211 

1. 01 OR MORE 

10 

129 

44 

32 

84 

109 

112 

136 

92 

210 

146 

52 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED , . . . 

184 

1 577 1 

486 

191, 

1 073 

1 093 

977 

1 103 

634 

2 906 

2 369 

239 

1958 TO MARCH 1960 

9 

73 

29 

24' 

64 

80 

67 

61 

33 

130 

177 

27 

1954 TO 1957 , 

18 

213 

40 


76 

146 

55 

125 

iOi 

353 

267 

54 

1940 TO 1953 . 

78 

704 

200 

65' 

381 

458 

386 

476 

19B 

1 133 

951 

70 

1939 OR EARLIER 

79 

587 

217 

89 

552 

409 

469 

441 

302 

1 290 

974 

80 

RENTER OCCUPIED 

13 

145 

36 

4 

97 

05 

32 

90 

58 

348 

225 

24 

195B TO MARCH i960 

4 

36 

4 

t . t 

40 

13 

* • . 

14 

35 

72 

61 

9 

1954 TO 1957 

... 

38 

4 

. . . 

16 

14 

4 

27 

... 

77 

61 

10 

1940 TO 1953 

4 

51 

12 

4 

12 

39 

15 

34 

5 

89 

67 

5 

1939 OR EARLIER 

5 

20 

16 

«•« 

29 

19 

13 

15 

10 

UO 

36 


RENT STATUS 













RENTER OCCUPIED 

13 

145 

! 36 

4 

97 

85 

32 

90 

58 

348 

225 

24 

RENT PAID 

■ * • 

57 

12 

. • . 

17 

10 

9 

13 

15 

105 

26 

15 

NO CASH RENT .... 

13 

68 

! 24 

4 

80 

67 

1 

23 

77 

43 

243 

199 

9 

SUBJECT 

MUSKEGON 

NEWAYGO 

1 

OAKLAND 

OCEANA 

OGEMAW 

ONTO- 

OSCEOLA 

OSCODA 

OTSEGO 

OTTAWA 

PRESQUE 

ROS- 







NAGON 





ISLE 

COMMON 

ALL OCCUPIED UNITS 

096 

1 353 

1 349 

1 255 

689 

413 

1 021 

175 

273 

2 644 

628 

74 

PERSONS 













1 PERSON 

72 

104 

101 

110 

100 

32 

71 

14 

29 

114 

29 

4 

2 PERSONS. . . 

244 

410 

420 

365 

168 

1 65 

319 

71 

49 

613 

127 

36 

3 PERSONS 

149 

200 

211 

218 

105 

101 

167 

15 

43 

472 

91 

6 

4 PERSONS 

162 

206 

227 

177 

86 

56 

149 

8 

63 

439 

127 

5 

5 PERSONS 

80 

198 

169 

145 

99 

67 

134 

23 

40 

350 

84 

17 

6 PERSONS. .... 

76 

90 

123 

122 

58 

34 

60 

22 

21 

309 

53 

* « . 

1 PERSONS 

60 

69 

46 

57 

27 

4 

55 

9 

12 

196 

49 

... 

8 PERSONS OR MORE 

53 

76 

52 

61 

44 

34 

66 

13 

16 

143 

68 

4 

MEDIAN* 













ALL OCCUPIED 

3.4 

3.3 

3.2 

3.2 

3.2 

3.4 

3.2 

« • « 

3.7 

3.8 

4.0 

* . • 

OWNER 

3.3 

3.2 

3.1 

3.1 

3.1 

3.4 

3.2 

• t • 

3.8 

3.8 

4.0 

... 

RENTER . 

... 

... 

3.6 

• • » 




... 





PERSONS PER ROOM 













1.00 OR LESS .... 

807 

1 241 

1 267 

1 156 

614 

368 

912 

153 

233 

2 413 

531 

70 

1.01 OR MORE ... 

09 

112 

82 

99 

75 

45 

109 

22 

40 

231 

97 

4 

YEAR MOVED INTO UNIT 













owner OCCUPIED 

828 

i 286 

1 134 

1 144 

650 

401 

948 

151 

267 

2 480 

604 

65 

1958 TO MARCH I960 

84 

97 

83 

85 

44 

26 

64 

9 

24 

147 

12 

26 

1954 TO 195? 

145 

141 

157 

89 

65 

38 

120 

12 

40 

355 

69 

8 

1940 TO 1953 

362 

525 

580 

518 

249 

192 

356 

67 

99 

923 

193 

23 

1939 OR EARLIER 

237 

523 

314 

452 

292 

145 

408 

63 

104 

1 055 

330 

B 

RENTER OCCUPIED 

68 

67 

215 

111 

39 

12 

73 

24 

6 

164 

24 

9 

1956 TO MARCH i960 ... 

36 

29 

85 

16 

5 


16 


• . . 

38 

8 


1954 TO 1957 

8 

17 

36 

34 

19 

B 

12 

15 

• « • 

29 

4 

. •! 

1940 TO 1953 . • 

20 

4 

46 

40 

15 

4 

17 

9 

6 

50 

4 

9 

1939 OR EARLIER. . 

4 

17 

48 

21 



28 


• . « 

47 

a 

• . . 

RENT STATUS 













RENTER OCCUPIED. .... 

68 

67 

215 

111 

39 

12 

73 

24 

6 

164 

24 

9 

RENT PAID. 

16 

29 

64 

21 

15 

4 

16 

10 

... 

46 

4 


NO CASH RENT .... 

52 

38 

151 

90 

24 

e 

57 

14 

6 

116 

20 

9 
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Table 34. — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 — Con. 

[Based on sample; see text Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


ST CLAIR ST JOSEPH SANILAC SCHOOL- 
CRAFT 


TUSCOLA VAN BUREN WASHTENAW WAYNE WEKFORO 


ALL OCCUPIED UNITS 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS. . . . . 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIANS 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH i960 . 
1954 TO 1957 . • . * 
1940 TO 1953 . • . . 
1939 OR EARLIER. . . 


rent STATUS 


RENTER OCCUPIED. 

RENT PAID 

NO CASH RENT . . . . 


207 

1B2 

205 

326 

24 

231 

312 

451 

317 

65 

19 

38 

57 

12 

58 

a 

41 

48 

63 

88 

28 

* * • 

169 

125 

193 

268 

16 

190 

264 

388 

229 

37 

19 


Michigan 
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Table 35. — Source of Water and Sewage Disposal, for Counties: 1960 

[Based on sample; sec text] 


COUNTY 

ALL 

HOUSING 

UNITS 

TOTAL^ 


SOURCE OF 

WATER 

SEWAGE DISPOSAL 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

INDIVIDUAL 

WELL 

OTHER 

PUBLIC 

SEWER 

SEPTIC 

TANK 

OR 

CESSPOOL 

OTHER 

OR 

NONE 

THE STATE 

a 540 

792 

1 668 

537 

906 

485 

720 

062 

41 990 

757 008 

769 982 

141 547 

ALCONA 

4 

986 

4 

986 


240 

4 

240 

506 

... 

3 434 

1 552 

ALGER ..... 

3 

820 

3 

820 

1 

452 

1 

958 

410 

1 273 

1 317 

1 230 

ALLEGAN 

20 

764 

20 

764 

6 

002 

13 

984 

778 

4 114 

14 194 

2 456 

ALPENA. ....... 

9 

584 

9 

584 

4 

685 

4 

377 

522 

4 244 

4 202 

1 138 

ANTRIM 

6 

693 

6 

693 

2 

023 

3 

924 

746 

248 

4 891 

1 554 

ARENAC. 

4 

669 

4 

669 


896 

3 

610 

163 

526 

3 223 

920 

BARAGA 

3 

049 

3 

049 

1 

160 

1 

311 

57B 

1 030 

933 

1 086 

BARRY ..... 

12 

723 

12 

723 

3 

176 

9 

137 

410 

2 845 

8 160 

1 718 

BAY .... 

32 

295 

15 

603 

a 

162 

6 

874 

567 

1 917 

12 054 

1 632 

BENZIE 

5 

154 

5 

154 

1 

501 

. 3 

240 

413 

860 

3 371 

923 

BERRIEN 

53 

896 

53 

896 

25 

135 

27 

323 

1 430 

23 273 

25 910 

4 713 

BRANCH 

12 

391 i 

12 

391 

4 

980 

7 

158 

253 

3 954 

6 829 

1 608 

CALHOUN 

44 

005 

44 

005 

27 

728 

IS 

977 

300 

21 802 

20 494 

1 709 

CASS. ... 

14 

762 

14 

762 

3 

241 

11 

134 

387 

2 595 

10 179 

1 908 

CHARLEVOIX 

6 

832 

6 

832 

3 

201 

2 

976 

655 

2 276 

3 334 

1 222 

CHEBOYGAN 

7 

560 1 

7 

560 

1 

824 

5 

168 

568 

1 203 

4 703 

1 574 

Chippewa 

12 

263 ' 

12 

263 

6 

199 

4 

7 58 

1 1 306 

5 424 

4 137 

2 702 

CLARE 

B 

033 

8 

033 

1 

517 

6 

127 

389 

848 

4 187 

2 998 

CLINTON 

11 

178 

11 

178 

3 

375 

7 

664 

139 

2 056 

7 929 

1 193 

CRAWFORD 

2 

388 ; 

2 

388 


489 

1 

863 

36 

614 

1 270 

504 

DELTA 

11 

917 

11 

917 

6 

614 

4 

705 

1 518 

6 117 

4 126 

1 674 

DICKINSON 

6 

702 

B 

702 

6 

816 

1 

606 

280 

5 693 

2 030 

979 

EATON * 

15 

780 

15 

700 

7 

072 

8 

264 

444 

5 351 

8 767 

1 662 

EMMET 

7 

951 

7 

951 

3 

667 

3 

798 

486 

2 891 

3 951 

1 109 

GENESEE 

112 

676 

50 

588 

14 

305 

35 

346 

1 937 

9 139 

38 607 

2 842 

GLADWIN • 

6 

841 

6 

841 

1 

017 

5 

178 

646 

704 

3 233 

2 904 

GOGEBIC 

9 

287 

9 

287 

7 

039 

1 

478 

! 770 

6 405 

1 514 

1 368 

GRAND TRAVERSE 

12 

870 

12 

870 

5 

392 

6 

765 

713 

4 869 

6 401 

1 600 

GRATIOT 

11 

564 

11 

584 

5 

317 

6 

074 

1 193 

4 436 

5 701 

i 447 

HILLSDALE 

12 

054 

12 

054 

4 

255 

7 

605 

194 

2 756 

7 676 

1 622 

HOUGHTON 

13 

477 

13 

477 

9 

727 

3 

204 

466 

8 407 

3 508 

1 562 

HURON 

13 

889 

13 

889 

4 

690 

8 

788 

411 

2 132 

9 900 

1 857 

INGHAM 

64 

125 

28 

635 

14 

212 

14 

137 

286 

12 233 

14 543 

1 859 

IONIA 

13 

054 

13 

054 

6 

321 

6 

383 

350 

5 233 

6 191 

1 630 

IOSCO 

8 

946 

B 

946 

1 

837 

6 

600 

509 

1 270 

6 503 

1 173 

IRON 

7 

106 

7 

106 

5 

646 

1 

006 

454 

3 891 

2 181 

1 034 

ISABELLA 

10 

018 

10 

018 

4 

050 

5 

733 

235 

3 965 

4 633 

1 420 

JACKSON 

41 

160 

24 

311 

2 

177 

21 

447 

687 

489 

21 790 

2 032 

KALAMAZOO 

52 

437 

26 

938 

7 

868 

18 

738 

312 

1 277 

24 413 

1 248 

KALKASKA 

3 

801 

3 

801 


356 

3 

235 

210 

9 

2 624 

1 168 

KENT 

113 

141 

54 

082 

21 

775 

31 

835 

472 

13 759 

38 292 

2 031 

KEWEENAW 

1 

918 

1 

918 

1 

302 


306 

310 

451 

989 

478 

LAKE 

5 

434 

5 

434 


219 

4 

902 

313 

5 

3 416 

2 013 

LAPEER. 

12 

872 

12 

872 

3 

715 

8 

745 

412 

3 341 

7 795 

1 736 

LEELANAU 

5 

686 

5 

686 


671 

4 

372 

643 

79 

4 376 

1 231 

LENAWEE 

25 

621 

25 

621 

12 

309 

12 

953 

359 

11 228 

12 342 

2 051 

LIVINGSTON 

15 

946 

15 

946 

3 

321 

12 

327 

290 

2 533 

12 069 

1 344 

LUCE 

2 

893 

2 

093 

1 

143 

1 

351 

399 

914 

960 

1 019 

MACKINAC. . 

6 

160 

6 

168 

1 

761 

3 

160 

1 247 

1 194 

3 184 

1 790 

MACOMB. 

113 

362 

113 

331 

95 

624 

17 

155 

552 

84 652 

26 694 

1 985 

MANISTEE. . 

8 

642 

8 

642 

3 

514 

4 

703 

425 

2 899 

4 141 

1 602 

MARQUETTE 

18 

219 

18 

219 

12 

761 

4 

752 

706 

10 785 

5 869 

1 565 

MASON 

9 

515 

9 

515 

3 

934 

5 

244 

337 

3 B13 

4 381 

1 321 

MECOSTA 

0 

058 

8 

058 

2 

065 

5 

693 

200 

2 275 

3 828 

1 955 

MENOMINEE 

B 

391 

S 

391 

4 

Oil 

4 

0B6 

294 

3 905 

3 085 

1 401 

MIDLAND ..... 

15 

290 

15 

290 

B 

169 

6 

634 

467 

6 758 

6 831 

1 701 

MISSAUKEE 

3 

080 

3 

080 


484 

2 

465 

131 i 

> * . 

2 227 

053 

MONROE 

31 

159 

31 

159 

10 

406 

19 

974 

779 

0 721 

19 388 

3 050 

MONTCALM 

14 

378 

14 

378 

4 

390 

9 

456 

532 

2 870 

a 662 

2 646 

MONTMORENCY 

4 

544 

4 

544 


115 

4 

072 

357 1 

93 

2 709 

1 742 

MUSKEGON 

46 

447 

46 

430 

27 

937 

17 

949 

644 

25 385 

19 481 

1 564 

NEWAYGO 

10 

773 

10 

773 

2 

034 

8 

325 

414 

1 680 

6 318 

2 775 

OAKLAND 

204 

632 

179 

075 

iia 

631 

59 

933 

1 311 

101 056 

75 525 

2 494 

OCEANA 

7 

585 

7 

585 

2 

315 

4 

625 

645 

1 094 

4 920 

1 571 

OGEMAW 

5 

794 

5 

794 


631 

4 

673 

490 

002 

2 791 

2 201 

ONTONAGON 

4 

150 

4 

150 

1 

576 

1 

962 

612 

1 099 

1 046 

1 205 

OSCEOLA ... 

5 

413 

5 

413 

1 

677 

3 

257 

479 

1 272 

2 756 

1 385 

OSCODA 

2 

691 

2 

691 


• » • 

2 

2U 

4 BO 

« « • 

1 614 

1 077 

OTSEGO. . . 

4 

210 

4 

210 


872 1 

2 

925 

413 

752 

2 519 

939 

OTTAWA 

30 

766 

30 

766 

11 

930 

IB 

346 

490 

11 19B 

18 470 

1 098 

PRESQUE ISLE. ......... 

5 

411 

5 

411 

1 

729 

3 

271 

411 

1 258 

2 966 

1 187 

ROSCOMMON 

8 

059 

8 

059 


275 

7 

507 

277 

224 

6 609 

1 226 

SAGINAW 

55 

905 

25 

981 

12 

055 , 

13 

037 

889 

5 404 

17 563 

3 014 

ST CLAIR. « . 

37 

877 

37 

877 

24 

413 

11 

898 

1 566 

18 290 

16 601 

2 986 

ST JOSEPH . . 

15 

766 

15 

766 

7 

674 

7 

B99 

193 

5 694 

8 085 

1 107 

SANILAC 

13 

721 

13 

721 

3 

801 

9 

690 

230 

2 419 

9 239 

2 063 

SCHOOLCRAFT 

3 

632 

3 

632 

1 

533 

1 

675 

424 

1 334 

1 248 

1 050 

SHIAWASSEE 

16 

805 

16 

005 

8 

641 

7 

973 

191 

7 566 

7 875 

1 364 

TUSCOLA ... 

13 

701 

13 

701 

4 

224 

9 

044 

433 

3 62B 

7 954 

2 119 

VAN BUREN 

22 

349 

22 

349 

7 

682 

13 

694 

973 

5 796 

12 492 

4 061 

WASHTENAW 

51 

408 

30 

633 

16 

783 

13 

605 

245 

15 637 

13 754 

1 242 

WAYNE 

635 

249 

246 

375 

229 

687 

15 

656 

1 032 

213 105 

31 090 

2 172 

WEXFORD 

7 

211 

7 

211 

3 

272 

3 

669 

270 

2 791 

3 177 

1 243 


^ EXCLUDES UNITS IN PLACES OF 50,000 INHABITANTS OR MOREI SEE TEXT. 
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Table 36. — Characteristics of Housing Units With Non white Household Heads, for SMSA’s 
AND Places With 100 to 400 Such Units: I960 
[Data shown for places of 2,500 inhabitants or more. “U” denotes an unincorporated place] 


Tenure 

Condition and 
Plumbing 


Rooms 

Persons 

Persons per Room 


SUBJECT 

BAY CITY 
SMSA 

PLACES 

BAY CITY 

DOWAGIAC 

EAST LANSING 

MONROE 

NILES 

ROSEVILLE 

SOUTH HAVEN 

ALL OCCUPIED UNITS «... 



184 

159 

218 

133 

242 

216 

175 

130 

TENURE 











OWNER OCCUPIED 



100 

78 

149 

11 

103 

127 

123 

65 

RENTER OCCUPIED . 

• 

• 

84 

81 

69 

122 

139 

89 

52 

65 

CONDITION AND PLUMBING 











SOUND 



124 

106 

109 

124 

126 

95 

118 

39 

WITH ALL PLUMBING FACILITIES . 



99 

91 

80 

116 

95 

92 

115 

33 

LACKING SOME OR ALL FACILITIES 



25 

15 

29 

B 

31 

3 

3 

6 

DETERIORATING 



35 

32 

59 

3 

95 

52 

45 

4B 

WITH ALL PLUMBING FACILITIES . 



29 

27 

25 

... 

40 

46 

37 

34 

LACKING SOME OR ALL FACILITIES 



6 

5 

34 

3 

55 

6 

8 

14 

DILAPIDATED 



25 

21 

50 

6 

21 

69 

12 

43 

ROOMS 











1 ROOM . . 



8 

4 

1 

5 

1 

19 

4 

4 

2 ROOMS 



11 

10 

9 

19 

11 

8 

2 

12 

3 ROOMS 



24 

23 

35 

48 

37 

19 

11 

21 

4 ROOMS 



24 

19 

37 

45 

65 

41 

47 

27 

5 ROOMS 



45 

35 

31 

5 

71 

67 

62 

25 

6 ROOMS. .... 



31 

28 

56 

8 

36 

30 

26 

24 

7 ROOMS 



22 

21 

25 

3 

10 

16 

16 

12 

S ROOMS OR MORE 



19 

19 

24 

• . . 

11 

16 

7 

5 

MEDIAN . 



S.l 

5.2 

5.4 

3.4 

4.6 

4.8 

4.9 

4.5 

PERSONS 











1 PERSON 



30 

26 

1 ^0 

19 

32 

40 

16 


2 PERSONS 



42 

34 

! 50 

42 

58 

61 

40 

39 

3 PERSONS 



39 

36 

30 

34 

48 

28 

30 

22 

4 PERSONS 



22 

17 

28 

22 

32 

30 

22 

1 16 

5 PERSONS 



17 

13 

28 

13 

26 

22 

19 

' 8 

6 PERSONS OR MORE 



34 

33 

1 

3 

46 

35 

48 

1 54 

MEDIAN 



3.0 

3.0 

3.8 

2.7 

3.1 

2.8 

3.6 

1 3.2 

PERSONS PER ROOM 










! 

0.50 OR LESS 



70 

62 

72 

21 

86 

88 

57 

1 47 

0.51 TO 0.75 



371 

34 

1 51 

54 

48 

33 

35 

17 

0.76 TO 1,00 ...» 



36 1 

26 

1 34 

43 

1 52 

57 

35 

1 

1.01 TO 1.50 



28, 

26 

34 

12 

! 35 

26 

34 

1 23 

1.51 OR MORE 




11 

! 27 

1 

3 

21 

1 

12 

14 

17 

1 
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Michigan 


Table 37. — Ctiaracthristics or Housing Units With Nonwhite Household Heads, tor SMSA’s 
AND Pi. ACES With 400 to 2,000 Such Units: I960 
[Data shown for places of 2,r)0() Inhabitants or more. Some data based on sample ; see text. "U” denotes an unincorporated place] 


Tenure 

Condition Sc Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 

Value 

Gross Rent 


SUBJECT 

SMSA*S 

PLACES 

JACKSON 

KALAMAZOO 

ALBION 

ANN ARBOR 

BATTLE 

CREEK 

BENTON 

HARBOR 

BENTON 
HEIGHTS (U) 

ECORSE 

HAMTRAMCK 

all occupied UNIT'; 

1 238 

1 362 

590 

1 241 

1 757 

1 224 

909 

1 384 

1 201 

TENURE 










OWNER OCCUPIED 

760 

739 

294 

468 

1 036 

535 

472 

910 

445 

RENTER OCCUPIED 

47fi 

623 

296 

773 

721 

669 

437 

474 

836 

CONDITION AND PLUMRING 










SOUND* 

709 

716 

314 

869 

1 067 

557 

407 

1 110 

692 

WITH ALL PLUMBING FACILITIES 

606 

652 

302 

740 

1 010 

493 

245 

1 085 

665 

LACKING SOME OR ALL FACILITIE.S 

103 

64 

12 

129 

57 

64 

162 

25 

27 

DETERIORATING 

341 

379 

166 

200 

476 

459 

264 

235 

319 

WITH ALL PLUMBING FACILITIES 

214 

271 

110 

211 

385 

328 

161 

218 

276 

lacking SOME OR ALL FACILITIES 

127 

108 

56 

69 

91 

131 

103 

17 

43 

dilapidated 

188 

253 

110 

92 

214 

208 

238 

40 

274 

WATER supply 










HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 031 

1 245 

514 

1 241 

1 673 

i 025 

584 , 

1 359 

1 231 

only COLO PIPED WATER INSIDE STRUCTURE . . 

IBl 

91 

72 

. , • 

80 

195 

262 ' 

26 

54 

PIPED WATER OUTSIDE STRUCTURE . 

4 

. . • 

. • • 

. . , 

, * . 

• . « 

B 


• * . 

NO piped water 

22 

12 

4 

... 

4 

4 

55 

... 

... 

toilet facu ities 










Flush toilet* exclusive use 

1 074 

1 252 

542 

1 019 

1 612 

1 064 

751 

1 369 

1 251 

flush toilet. SHARED , . . . 

115 

64 

44 

222 

128 

156 

45 

16 

30 

OTHER TOILET FACILITIES OR NONE 

49 

32 

4 

... 

17 

4 

113 ; 

... 

4 

bathing facilities 










BATHTUB OR SHOWER* EXCLUSIVE USE 

961 

1 187 

466 

1 026 

1 557 ' 

950 

695 

1 352 

1 216 

BATHTUB OR SHOWER* SHARFO 

1 15 

B1 

32 

215 

132 

139 

37 : 

16 

29 

NO BATHTUB OR SHOWER 

162 

ao 

92 

... 

68 ; 

135 

177 

17 

40 

ROOMS 










1 ROOM 

fl 

37 

4i 

198 

16 1 

31 

12 1 

21 

12 

2 ROOMS. . 

46 

63 

32 

145 

67 

95 

49 

41 

15 

3 ROOMS. .... 

103 

164 

63 1 

176 

1B2 1 

196 

95 1 

107 

LIB 

4 ROOMS 

1 14 

237 

114 

187 

223 

288 

290 

259 

316 

5 ROOMS 

277 

249 

124 

182 

477 

305 

276 

563 

464 

6 ROOMS 

284: 

271 

103 

190 

428 

152 

112 

293 

259 

7 ROOMS 

219' 

172 

88 

104 

225 

109 

20 

54 

42 

8 ROOMS OR MORE 

187 

155 

62 

59 

139 

48 

45 

47 

39 

UNITS IN STRUCTURE 










ii INCL. TRAILER 

947 

960 

547 

409 

1 190 

684 

747 

1 013 

569 


1B8 

205 

20 

199 

280 

268 

107 

121 

536 

3 AND 4 

96 

144 

6 

174 

250 

174 

35 

150 

152 

5 OR MORE 

11 

51 

17 

369 

37 

98 

20 

101 

39 

YEAR STRUCTURE BUILT 










1955 TO MARCH I960 . 

12 

46 

25 

115 

65 

40 

47 

307 

3 

1950 TO 1954 

a 

56 

128 

44 

32 

93 

109 

! 116 

9 

1940 TO 1949 

31 

90 

44 

79 

79 

145 

294 

403 

145 

1939 OR earlier 

1 187 

1 156 

393 

1 003 

1 58 1 

946 

459 

1 479 

1 128 

PERSONS 










1 PERSON ..... 

171 

176 

40 

297 

196 

159 

61 

127 

92 

2 PERSONS 

263 

275 

140 

331 

444 

305 

194 

1 275 

354 

3 PERSONS 

231 

218 

66 

221 

310 

226 

145 

256 

227 

4 PERSONS 

182 

196 

69 

167 

260 

136 

68 

204 

156 

5 PERSONS. .... 

166 

128 

68 

101 

166 

131 

98 

206 

190 

6 PERSONS. 

100 

lie 

52 

55 

152 

86 

95 

111 

134 

7 PERSONS 

46 

83 

49 

22 

110 

65 

65 

83 

34 

8 PERSONS OR MORE 

79 

154 

106 

47 

119 

116 

163 

123 

96 

PERSONS PER ROOM 










0.50 OR LESS 

576 

455 

172 

401 

691 

406 

213 

445 

422 

0,51 TO 0.75 

217 

244 

92 

243 

348 

211 

170 

230 

246 

0.76 TO 1.00 

248 

343 

138 

377 

412 

300 

172 

368 

337 

i.Ol TO 1,50 

150 

214 

128 

119 

222 

172 

149 

237 

212 

1.51 OR MORE 

47 

92 

60 

101 

04 

135 

197 

105 

66 

VALUE 








j 


OWNER OCCUPIED 

655 

654 

274 

377 

897 

459 

402 

867 

307 

LESS THAN S5.000 

130 

74 

68 

• * * 

50 

25 

82 

26 

48 

$5*000 TO $9*900 

433 

406 

154 

58 

624 

259 

257 

107 

212 

$10*000 TO $14*900 

70 

147 

40 

202 

180 

161 

56 

552 

36 

$15*000 TO $19*900 

18 

12 

a 

87 

28 

14 

7 

58 

7 

$20*000 TO $24*900 . 

, , , 

3 

• . • 

30 

15 

« * • 

... 

28 

... 

$25*000 OR MORE 

4 

12 

4 

••• 

... 

... 

... 

16 

4 

GROSS RENT 










RENTER OCCUPIED 

500 

602 

296 

805 

721 

689 

437 

475 

809 

LESS THAN $20 

. • • 

4 

. * * 

4 

* » • 

4 

... 

4 

. • • 

$20 TO $29 

• • • 

4 

a 

9 

* . • 

12 

. . . 

a 

B 

$30 TO $39 . . . 

10 

11 

20 

64 

20 

48 

13 

16 

60 

$40 TO $49 

22 

44 

24 

44 

72 

113 

57 

52 

126 

$50 TO $59 

40 

53 

44 

36 

80 

115 

111 

28 

116 

$60 TO $79 

220 

210 

116 

127 

274 

251 

1 122 

175 

373 

$80 TO $99 

128 

191 

54 

248 

172 

94 

64 

113 

112 

$100 OR MORE ... 

40 

64 

21 

255 

89 

44 

38 

59 

5 

NO CASH RENT 

40 

21 

9 

18 

14 

8 

32 

20 

9 
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State and Small Areas 


Table 37. — Characteristics of Housing Units With Nonwhite Household Heads, for SMSA’s 
AND Places With 400 to 2,000 Such Units: I960 — Con. 

[Data shown for places of 2,600 inhabitants or more. Some data baaed on sample ; see text. “U” denotes an unincorporated place] 


ALL OCCUPIED UNITS 


OWNER OCCUPIED . 
RENTER OCCUPIED. 


CONDITION AND PLUMBING 


SOUND 

WITH all PLUMBING FACILITIES . 
lacking some Ofi ALL FACILITIES 

DETERIORATING 

WITH all PLUMBING FACILITIES . 

lacking some or all facilities 
dilapidated 


WATER SUPPLY 


HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
only cold PIPED WATER INSIDE STRUCTURE . , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOlLETt EXCLUSIVE USE. . . 

FLUSH TOILET* SHARED . 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER* EXCLUSIVE USE 
BATHTUB OR SHOWER* SHARED. . . . 
NO BATHTUB OR SHOWER 


1 ROOM 

2 ROOMS 

3 ROOMS. . • . • 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

e ROOMS OR MORE. 


UNITS IN STRUCTURE 


i. INCL. T 



3 AND 4. . 
5 OR MORE. 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR earlier. . 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS. . . . . 

8 persons or more. 


PERSONS PER ROOM 


0,50 OR LESS 
0.51 TO 0.75 
0.76 TO i.OO 
l.Ol TO 1.50 
1,51 OR MORE 


OWNER OCCUPIED 
LESS THAN S5»000 . 
$5 1 000 TO S9f900 . 
S10*000 TO $14*900 
$15*000 TO $19*900 
$20*000 TO $24*900 
$25*000 OR MORE. , 


RENTER OCCUPIED. 
LESS THAN $20. . . . 
$20 TO $29 . , . . . 
$30 TO $39 . . • . . 

$40 TO $49 

$50 TO $59 

$60 TO $79 

$80 TO $99 

$100 OR MORE . • . . 
NO CASH RENT • . . • 


o 

o 

< 

LANSING 

MOUNT 

CLEMENS 

1 232 

1 780 

547 

642 

1 031 

288 

590 

749 

259 

629 

1 422 

257 

569 

1 307 

246 

60 

115 

11 

344 

312 

175 

256 

262 

133 

88 

50 

42 

253 

71 

109 

1 138 

1 783 

474 

84 

22 

63 

4 

rn 

4 

1 154 

1 650 

502 

60 

150 

32 

12 

5 

7 

1 089 

1 637 

478 

77 

155 

36 

60 

13 

27 

28 

20 

... 

55 

61 

9 

164 

226 

49 

214 

261 

lie 

210 

391 

138 

244 

431 

144 

172 

271 

42 

139 

144 

41 

849 

1 242 

401 

190 

371 

101 

140 

192 

35 

46 

31 

• . * 

26 

57 

79 

40 

50 

16 

79 

108 

51 

1 081 

1 590 

395 

164 

181 

21 

251 

395 

120 

184 

330 

102 

100 

304 

66 

112 

235 

60 

110 

lie 

45 

75 

99 

39 

142 

143 

88 

421 

668 

15B 

209 

373 

96 

307 

426 

115 

206 

232 

121 

83 

106 

51 

570 

930 

258, 

70 

55 

50 

363 

413 

143 

118 

377 

61 

12 

60 

4 

3 

20 

. . . 

4 

5 

• • • 

583 

751 

253 

4 

... 

• • * 

11 

8 

12 

44 

16 

17 

50 

42 

55 

203 

237 

71 

191 

266 

57 

64 

174 

37 

16 

8 

4 


MUSKEGON 

HEIGHTS 


Tenure 

Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Person.s 

Persons per Room 

Value 

Gross Rent 


PORT HURON RIVER ROUGE 


Table 38, — Characti'Ristics or Housi.vg Units With Nonwhite Household Heads, for SMSA's 
AND Places With 2,000 or More Such Units: I960 
[Some data bavSed on sample; see text. “U” denotes an unincorpomted idace] 


Tenure 

Condition ik Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Trailer 

Year Structure 
Built 
Pcr.sons 

Persons per Room 


SMSA'S 


SUBJECT 


ALL OCCUPIlD UNITS 
TENURE 


OWNER OCCUPIED 

renter occupied 

CONDITION AND PLUMBING 

OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

lacking some or ALL FACILITIES 

deteriorating 

WITH ALL PLUMBING FACILITIES 

lacking some or all FACILITIES 

dilapidated 

RENTER OCCUPIED 

SOUND 

with all plumbing facilities 

lacking some ur all facilities . . , . . 

deteriorating 

with all plumbing facilities 

lacking some or all facilities 

dilapidated 


WATER supply 

hot and cold PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

toilet facilities 

FLUSH TOlLETr EXCLUSIVE USE 

FLUSH TO I let » SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWERi EXCLUSIVE USE 

bathtub or SHOWERr SHARED 

NO BATHTUB OR SHOWER 

ROOMS 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

3 ROOMS 

6 ROOMS. 

7 ROOMS 

a ROOMS OR MORE 

MEDIAN 


UNITS IN STRUCTURE 


If DETACHED 
it ATTACHED 

2 

3 AND 4. . 

5 TO 9 . . 
10 OR MORE 
TRAILER. . 


year STRUCTURE BUILT 

ALL UNITS 

1959 TO MARCH I960 

1955 TO 1958 

1950 TO 1954 . . 

1940 TO 1949 

1930 TO 1939 

1929 OR earlier 

OWNER OCCUPIED 

1955 TO MARCH 1960 

1950 TO 1954 . . 

1940 TO 1949 

1939 OR EARLIER. . 


PERSONS 

1 PERSON 

2 PERSONS 

3 PERSONS. . 

4 PERSONS 

3 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. . . . 

MEDIAN 


PERSONS PER ROOM 


0.50 OR LESS 
0.51 TO 0.75 
0.76 TO 1.00 
1.01 TO i.50 
1.51 OR MORE 


ANN ARBOR 

DETROIT 

FLINT 

GRAND RAPIDS 

LANSING 

MUSKEGON- 

MUSKEGON 

HEIGHTS 

SAGINAW 

2 997 

147 750 

e 889 

3 839 

2 061 

2 990 

4 288 

1 421 

60 618 

4 904 

1 835 

1 146 

1 683 

2 006 

1 576 

87 132 

3 985 

2 004 

915 

1 307 

2 282 

1 367 

60 641 

4 911 

1 820 

1 146 

1 709 

2 010 

1 034 

49 811 

3 710 

1 269 

997 

1 282 

1 339 

992 

49 447 

3 628 

1 251 

981 

1 171 

1 223 

42 

364 

82 

la 

16 

111 

116 

226 

a 809 

988 

435 

112 

341 

519 

195 

8 419 

905 

417 

87 

239 

405 

31 

390 

83 

IB 

25 

102 

114 

107 

2 021 

213 

116 

37 

86 

152 

1 600 

86 957 

3 963 

2 000 

905 

1 273 

2 298 

905 

56 442 

2 002 

1 153 

617 

729 

979 

748 

55 600 

1 684 

1 048 

511 

601 

866 

157 

2 842 

318 

105 

106 

128 

113 

387 

21 241 

1 530 

635 

227 

346 

917 

259 

18 953 

1 107 

550 

186 

219 

691 

128 

2 288 

423 

77 

41 

127 

226 

308 

7 274 

431 

212 

61 

198 

402 

2 835 

145 651 

8 611 

3 783 

1 998 

2 609 

3 791 

110 

1 576 

243 

33 

53 

321 

382 

9 

40 

. . • 

* . • 

t . . 

■ . . 

7 

13 

331 

20 

4 

. . . 

52 

128 

2 580 

142 233 

B 144 

3 622 

1 885 

2 636 

3 771 

349 

4 844 

689 

190 

157 

227 

311 

38 

521 

41 

B 

9 

119 

226 

2 528 

141 633 

7 929 

3 582 

i 855 

2 470 

3 675 

344 

5 0B2 

747 

209 

159 

233 

316 

95 

883 

198 

29 

37 

279 

317 

232 

3 698 

182 

46 

20 

47 

70 

226 

6 299 

340 

122 

92 

164 

200 

407 

16 386 

1 015 

413 

281 

381 

5B1 

542 

20 980 

1 826 

460 

336 

719 

844 

759 

39 508 

2 433 

927 

424 

765 

897 

420 

35 690 

1 616 

844 

462 

498 

765 

211 

13 040 

634 

546 

280 

222 

512 

168 

11 997 

628 

462 

156 

186 

439 

4.6 

5.2 

4.9. 

5.4 

5.2 

4.7 

5.0 

1 636 

57 735 

5 434 

1 589 

1 338 

2 265 

2 534 

256 

12 971 

512 

157 

45 

210' 

328 

343 

35 589 

1 558 

1 390 

386 

229 

781 

284 

12 583 

875 

515 

211 

190 

399 

336 

7 779 

345 

111 

58 

64 

210 

103 

20 915 

123 i 

46 

52 

21 

52 

• •• 

41 


4 

. . . 

t * . 

8 

2 967 

147 59B 

8 874 

3 820 

2 051 

2 982 

4 308 

112 

768 

181 

3 

24 

B 

14 

349 

4 022 

561 

36 

95 

74 

277 

222 

6 002 

407 

23 

76 

164 

162 

573 

9 664 

658 

51 

147 

642 

345 

268 

20 390 

1 734 

279 

282 

569 

593 

1 443 

106 752 

5 333 

3 428 

1 427 

1 525 

2 917 

1 367 

60 641 

4 911 

1 820 

1 146 

1 709 

2 010 

361 

2 804 

634 

36 

59 

69 

75 

158 

3 121 

318 

12 

58 

146 

lie 

182 

5 522 

413 

28 

69 

325 

220 

666 

49 194 

3 546 

1 744 

960 

1 169 

1 597 

482 

17 966 

969 

481 

216 

380 

396 

724 

36 076 

1 811 

859 

447 

667 

900 

517 

26 790 

1 577 

712 

403 

383 

594 

388 

20 955 

1 399 

506 

332 

358 

507 

281 

16 329 

1 027 

339 

270 

404 

528 

167 

11 552 

799 

319 

129 

233 

484 

158 

7 112 

466 

228 

107 

176 

290 

250 

10 818 

806 

376 

147 

381 

609 

3,0 

3.2 

3.6 

3.3 

3.4 

3.7 

4.0 

930 

55 051 

2 867 

i 525 

735 

964 

1 231 

595 

31 247 

1 064 

726 

448 

513 

037 

697 

35 478 

2 058 

889 

490 

657 

940 

439 

IS 597 

1 318 

503 

268 

445 

789 

306 

7 225 

767 

177 

no 

403 

511 
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State and Small Areas 


Table 38 , — Characteristics of Housing Units With Nonwhite Household Heads, for SMSA’s 
AND Places With 2,000 or More Such Units: I960 — Con. 

[Some data based on sample; see text '‘U” denotes an unincorporated place] 


Tenure 

Condition i!t Plumb. 
W.tter Supply 
Toilet Facilities 
Buthing F;icilitic.s 
Rooms 


Units in Structure 
Tr.iiler 

Ve.ir Structure 
Built 
Persons 

Per.sons per Room 


PLACES 


SUBJECT 

DETROIT 

FLINT 

GRAND RAPIDS 

highland park 

INKSTER 

PONTIAC 

ALL OCCUPIED UNITS 

129 759 

a 439 

3 722 

2 050 

3 065 

3 339 

TENURE 







OWNER OCCUPIED 

50 481 

4 546 

1 742 

963 

2 083 

1 907 

RENTER OCCUPIED . 

79 278 

3 893 

1 980 

1 087 

982 

1 432 

CONDITION AND PLUMBING 







OWNER OCCUPIED 

50 518 

4 561 

1 716 

950 

2 079 

1 898 

SOUND . 

41 969 

3 404 

1 185 

735 

1 965 

1 540 

WITH ALL PLUMBING FACILITIES ...... 

41 808 

3 325 

1 171 

715 

1 957 

1 519 

LACKING SOME OR ALL FACILITIES ..... 

161 

79 

14 

20 

8 

21 

DETERIORATING 

7 098 

956 

419 

198 

102 

284 

WITH ALL PLUMBING FACILITIES ...... 

6 966 

882 

405 

198 

98 

264 

LACKING SOME OR ALL FACILITIES 

132 

74 

14 

* . . 

4 

20 

DILAPIDATED 

1 451 

201 

112 

17 

12 

74 

RENTER OCCUPIED 

79 125 

3 870 

1 982 

1 115 

986 

1 420 

SOUND 

54 263 

1 944 

1 139 

783 

811 

837 

WITH ALL PLUMBING FACILITIES 

51 752 

1 633 

1 034 

740 

798 

699 

LACKING SOME OR ALL FACILITIES 

2 5L1 

311 

105 

43 

13 

138 

DETERIORATING . . 

19 028 

1 499 

631 

262 

127 

445 

WITH ALL PLUMBING FACILITIES 

17 121 

1 087 

558 

222 

ill 

369 

LACKING SOME OR ALL FACILITIES 

1 907 

412 

73 

40 

16 

76 

DILAPIDATED 

5 834 

427 

212 

70 

48 

138 

WATER SUPPLY 







HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

128 728 

a 198 

3 673 

2 053 

3 057 

3 181 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

903 

225 

25 

12 

4 

125 

PIPED WATER OUTSIDE STRUCTURE 

4 

• ■ . 

. « * 

* • . 

* . • 

• « * 

NO PIPED WATER 

8 

a 

... 

... 

4 

12 

TOILET FACILITIES 







FLUSH TOlLETi EXCLUSIVE USE. ....... 

125 247 

7 725 

3 508 

1 969 

3 024 

3 L4L 

FLUSH TOILET* SHARED 

4 369 

685 

190 

92 

37 

161 

OTHER TOILET FACILITIES OR NONE. 

27 

21 

... 

4 

4 

16 

BATHING facilities 







BATHTUB OR SHOWER* EXCLUSIVE USE .... . 

124 968 

7 521 

3 468 

1 966 

3 024 

3 021 

BATHTUB OR SHOWER* SHARED 

4 571 

743 

209 

95 

37 

186 

NO BATHTUB OR SHOWER 

104 

167 

21 

4 

4 

111 

ROOMS 







1 ROOM 

3 469 

179 

46 

12 

15 

63 

2 ROOMS 

5 863 

336 

118 

59 

51 

116 

3 ROOMS 

15 063 

995 

400 

118 

145 

338 

4 ROOMS 

16 793 

1 708 

444 

212 

910 

673 

5 ROOMS. ........ . . 

33 796 

2 237 

899 

636 

1 053 

927 

6 ROOMS 

32 065 

1 537 

819 

559 

598 

685 

7 ROOMS 

11 704 

811 

522 

243 

164 

309 

a ROOMS OR MORE 

10 890 

62B 

450 

226 

109 

207 

MEDIAN . 

5.2 

4.9 

5.4 

5.5 

4.9 

5.0 

UNITS IN STRUCTURE 







1* DETACHED 

46 463 

5 046 

1 483 

806 

2 476 

2 223 

1* ATTACHED 

11 939 

512 

147 

213 

30 

106 


33 194 

1 542 

1 396 

573 

267 

243 

3 AND 4 . 

10 930 

875 

515 

253 

250 

236 

5 TO 9 .... * 

6 499 

345 

ill 

74 

33 

492 

10 OR MORE 

20 608 

123 

46 

134 

16 

13 

TRAILER 

15 

... 

... 

... 


4 

YEAR STRUCTURE BUILT 







ALL UNITS 

129 643 

8 431 

3 698 

2 065 

3 065 

3 318 

1959 TO MARCH I960 

407 

163 

3 

... 

111 

25 

1955 TO 1958 

2 301 

386 

6 

... 

509 

209 

1950 TO 1954 

3 838 

328 

15 

8 

538 

619 

1940 TO 1949 

4 999 

557 

18 

15 

1 087 

436 

1930 TO 1939 

17 821 

1 687 

255 

156 

398 

556 

1929 OR EARLIER . . • . 

100 277 

5 310 

3 399 

1 886 

422 

1 473 

OWNER OCCUPIED 

50 518 

4 561 

1 716 

950 

2 079 

1 898 

1955 TO MARCH 1960 

1 361 

460 

8 


380 

200 

1950 TO 1954 

1 843 1 

253 

4 

3 

475 

217 

1940 TO 1949 

3 013 

340 

... 

... 

690 

286 

1939 OR EARLIER. 

44 301 ! 

3 506 

1 704 

947 

534 

1 195 

PERSONS 







1 PERSON , 

16 404 : 

946 

461 

190 

180 

360 

2 PERSONS 

32 112 

1 742 

835 

474 

663 

728 

3 PERSONS 

23 595 

1 491 

668 

380 

555 

593 

4 PERSONS 

18 433 

1 328 

481 

344 

451 

416 

5 PERSONS 

14 153 

923 

322 

266 

349 

353 

6 PERSONS. ■ « . 

9 921 

752 

311 

150 

328 

346 


5 976 

459 

228 

105 

229 

183 

a PERSONS OR more 

9 049 

790 

372 

156 

310 

339 

MEDIAN « 

3.2 

3.5 

3.3 

3.5 

3.8 

3.5 

PERSONS PER ROOM 







0.50 OR LESS 

49 147 

2 770 

1 465 

824 

923 

1 042 

0.51 TO 0.75 

27 760 

1 760 

706 

458 

579 

733 

0.76 TO 1*00 . 

31 230 

1 938 

860 

518 

668 

771 

1.01 TO 1.50 

15 696 

1 222 

490 

196 

602 

546 

1.51 OR MORE ..... 

5 802 

741 

177 

69 

273 

226 


SA(ilf\jAA 


3 ao: 


1 65( 

2 15 ; 


1 641 
1 08{ 

1 03‘ 

5£ 

44£ 

38' 

5' 

IK 

2 161 
931 
84; 

ae 

87( 

67C 

191 

36; 


3 331 
26C 

2C 


3 45t 
301 
5J 


3 37: 
3i: 
12i 


7C 

ia£ 

53£ 

69< 

78C 

65' 

47; 

4K 

5«t 


2 05: 
32; 
77< 
39< 
21( 
5: 


3 81: 
K 
23; 
b; 
23C 
44’ 
2 80’ 

1 64( 
41 
4; 
121 
1 431 


34t 
82' 
481 
441 
48 £ 
43’ 
25; 
53 £ 
4.1 


1 07; 
74 
84' 
711 
43' 


Michigan 


24-153 


Table 39. — Financial Characteristics of Housing Units With Nonwhite Household Heads, 
FOR SMSA’s AND Places With 2,000 or More Such Units: I960 
[Based on sample; see text. “U” denotes an unincorporated place. Minus ( — ) after number indicates median below that number] 


Gross Rent 


SMSA *s 


SUBJECT 

. 

ANN ARBOR 

DETROIT 

FLINT 

GRAND RAPIDS 

LANSING ' 

MUSKEGON- 

MUSKEGON 

HEIGHTS 

SAGINAW 

ALL OCCUPIED UNITS 

2 997 

147 750 

8 889 

3 839 

2 061 

2 990 

4 288 

VALUE 





i 



OWNER OCCUPIED 

1 244 

49 904 

4 361 

1 293 

1 006' 

1 561 

i 829 

LESS THAN $5*000 

64 

2 381 

275 

127 

59, 

301 

207 

$5tC00 TO $7*400 

118 

7 677 

945 

431 

167| 

528 

571 

$7i5O0 TO $9*900 

177 

13 955 

1 532 

390 

290, 

449 

577 

$101000 TO $12*400 

443 

13 408 

946 

232 

263 

193 

276 

$12*500 TO $14*900 

226 

6 944 

327 

55 

I33I 

34 

130 

$15*000 TO $17*400 

112 

3 109 

216 

26 

58| 

35 

42 

$17*500 TO $19*900 

54 

1 226 

65 

12 

7 

9 

12 

$20*000 TO $24*900 

43 

781 

27 

a 

20' 

0 

5 

$25*000 TO $34*900 

7 

317 

24 

8 

5 

4 

9 

$35*000 OR MORE 

••• 

106 


4. 

4 


... 

median DOLLARS . 

11 500 

10 200 

9 100 

8 100 

9 900 

7 300 

8 100 

GROSS RENT 




i 




RENTER OCCUPIED 

1 600* 

86 957 

3 963 

2 000' 

905 

1 273 

2 298 

LESS THAN 

4, 

117 

* . • 

4 

• t . 

. * t 

... 

S20 TO $29 . 

9 

693 

75 

23, 

7 

13 

13 

$30 TO $39 

64 

2 699 

106 

38 

B 

60 

30 

$40 TO $49 

91 

5 495 

154 

174 

24 

204 

218 

$50 TO $59 

77 i 

9 171 

308 

252 

54 

253 

178 

$60 TO $69 

207 

14 724 

490 

539 

150 

260 

329 

$70 TO $79 

216 1 

16 529 

571 

395 

141 

225 

339 

$80 TO $99 

439' 

21 865 

1 190 

454 

304 

186 

816 

$100 TO $119 

225 j 

9 934 

610 

67 

160 

35 

217 

$120 TO $149 

160 

3 118 

280 

6 

37 

12 

108 

$150 TO $199 . 

60 

323 

56 

... 

12 

. * • 

22 

$200 OR MORE 

• . • 


• • • 

« • • 


• . * 

. « . 

NO CASH RENT 

48 

2 289! 

123 

40 

8 

25 

28 

MEDIAN DOLLARS . 

85 

76 

83 

69 

83 

64 

B1 

SMR iPrT 

j PLACES 



1 







DETROIT 

FLINT 

GRAND RAPIDS 

HIGHLAND PARK 

INKSTER 

! PONTIAC 

SAGINAW 

ALL OCCUPIED UNITS 

129 759 

8 439 

3 722 

2 050 ' 

3 065 

j 

! 3 339 

3 803 

VALUE 




i 




OWNER OCCUPIED 

40 562 

4 043 

1 213 

1 

786 

2 012 

' 1 802 

1 486 

LESS THAN $5*000 

1 628 

267 

123 

IS 

52 

150 

131 

$5*000 TO $7*400 

6 083 

900 

419 

158 

270 

i 316 

444 

$7*500 TO $9*900 

11 621 

1 394 

370 

244 

475 

631 

529 

$10*000 TO $12*400 

10 929 

857 

224 

227 

690 

502 

235 

$12*500 TO $14*900 

5 743 

305 

47 

111 

359 

1 109 

87 

$15*000 TO $17*400 

2 562 

204 

14 

26 

110 

62 

34 

$17*500 TO $19*900 

1 025 

65 

8 

• * • 

28 

16 

12 

$20*000 TO $24*900 . . * 

649 

27 

4 

« « * 

24 


5 

$25*000 TO $34*900 

246 

24 

• • . 

5 

4 

12 

9 

$35*000 OR MORE . 

74 


4 

i • * 

... 

1 

... 

MEDIAN DOLLARS . 

10 200 

9 000 

7 900 

9 BOO 

10 800 

9 200 

6 300 

GROSS RENT 








RENTER OCCUPIED 

79 125 

3 870 

1 982 

i 115 

986 

1 420 

2 164 

LESS THAN 

109 

• • • 

4 

• • • 

f « • 

4 

• • « 

$20 TO £29 

621 

71 

23 

11 

8 

16 

13 

$30 TO $39 

2 439 

106 

38 

20 

9 

111 

30 

$40 TO $49 

4 925 

154 

170 

24 

29 

165 

195 

$50 TO $59 ... 

0 160 

293 

247 

87 

75 

167 

166 

$60 TO £69 . . 

13 201 

476 

539 

121 

156 

236 

310 

$70 TO $79 

15 062 

560 

390 

237 

171 

256 

327 

$80 TO $99 

20 048 

1 167 

454 

400 

350 

255 

774 

$lOO TO $119 

9 318 

595 

67 

152 

130 

93 

203 

$120 TO . 

2 903 

277 

6 

32 

26 

66 

108 

$150 TO $199 

296 

56 

* * • 


11 

12 

22 

$200 OR MORE 

• • • 


• . • 

■ « • 


t • . 

i . . 

NO CASH RENT 

2 043 

115 

44 

31 

21 

37 

16 

median DOLLARS . 

76 

83 

69 

82 

82 

70 

81 


24-154 


State and Small Areas 


Table 40. — Characteristics op Housing Units With Household Heads of Puerto Rican Birth 
OR Parentage, for SMSA's With 400 to 2,000 Such Units: 1960 
[Data shown for places of 2,500 inhabitants or more. Based on sample; see text. “U" denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Wiiter Supply 
Toilet Fiicilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 

Value 

Gross Rent 


SUBJECT 

DE- 
TRO 1 T 

SUBJECT 

DE- 

TROIT 

SUBJECT 

DE- 

TROIT 

ALL OCCUPIED UNITS 

M-67 

ROOMS 


PERSONS PER ROOM 


TENURE 


1 ROOM 

8 

0.50 OR LESS. .... 

1 1 1 



2 ROOMS 

17 

0.51 TO 0.75 

64 

OWNER OCCUPIED ... 

183 

3 ROOMS 

51 

0.76 TO 1.00 

124 

RENTER OCCUPIED 

284 

4 ROOMS 

114 

1.01 TO 1.50 

140 



5 ROOMS 

129 

1*51 OR MORE 

28 

CONDITION AND PLUMBING 


6 ROOMS 

76 





7 ROOMS 

23 

VALUE 


SOUND 

294 

8 ROOMS OR MORE 

49 



WITH ALL PLUMBING FACILITIES 

282 



OWNER OCCUPIED 

155 

LACKING SOME OR ALL FACILITIES • . . . 

12 

UNITS IN STRUCTURE 


LESS THAN $5,000 

4 

deteriorating 

133 



45,000 TO 49,900 

55 

WITH ALL PLUMBING FACILITIES 

12b 

1 , INCL. TRAILER 

258 

410,000 TO 414,900 

64 

LACKING SOME OR ALL FACILITIES . . . . 

8 

2 

113 

415,000 TO 419,900 

32 

DILAPIDATED 

40 

3 AND 4 

46 

420,000 TO 424,900 

. . . 



5 OR MORE 

71 

425,000 OR MORE 

. . « 

WATER SUPPLY 








YEAR STRUCTURE BUILT 


GROSS RENT 


HOT & COLD PIPED WATER INSIDE STRUCTURE. 

467 





ONLY COLD PIPED WATER INSIDE STRUCTURE . 

• • • 

1955 TO MARCH 1960 

32 

RENTER OCCUPIED ' 

284 

PIPED WATER OUTSIDE STRUCTURE 

... 

1950 TO 

16 

LESS THAN 420 

. • • 

NO PIPED WATER 

... 

1940 TO 1949 

61 

420 TO 429 

8 



1939 OR EARLIER 

358 

450 TO 439 

4 

TOILET FACILITIES 




440 TO 449 

17 



PERSONS 


450 TO 459 

47 

FLUSH TOILET, EXCLUSIVE USE 

452 



$60 TO 479 

95 

FLUSH TOILET, SHARED 

15 

1 PERSON 

41 

180 TO 499 

75 

OTHER TOILET FACILITIES OR NONE 

. * * 

2 PERSONS .... 

67 

4100 OR MORE 

30 



3 PERSONS 

66 

NO CASH RENT . 

B 

BATHING FACILITIES 


4 PERSONS 

76 





5 PERSONS 

57 



BATHTUB OR SHOWER, EXCLUSIVE USE . . . .! 

447 

6 PERSONS 

52 



BATHTUB OR SHOWER, SHARED 

17 

7 PERSONS 

53 



NO BATHTUB OR SHOWER 

3 

8 PERSONS OR MORE * 

55 




(Tables 4l and 42 of the standard State series are omitted) 


APPENDIX 


Table A-1. — Percent of Allocation for Nonresponse or Inconsistency, for the State, by Size of Place: I960 

[Leaders (* • •) mdicate that the item is not applicable or that it is not puhlishai in LIuh report for the RivtMi areas. The huse on whicli tlie poreentaRe is computed is oxproascui as a code which upiuiarH in 

the first column. The legend for the codi's follows the table] 





1 INSIDE SMSA 

S 


PLACES OF 1,000 TO 50,000 INHABITANTS 

SUBJECT 

BASE 

(CODE) 

THE 

STATE 

TOTAL 

PLACES OF 
50,000 
INHABIT- 
ANTS 

OR MORE 

BALANCE 

OUTSIDE 

SMSA'S 

1 

25.000 

TO 

50.000 

10,000 

TO 

25,000 

2,500 

TO 

10,000 

1 ,000 
TO 

2,500 

OCCUPANCY CHARACTERISTICS 











TENURE. 

2 

1.5 

1.6 

1 .9 

1 .2 

1.3 

1.3 

1.2 

1,1 

1.1 

year moved INTO UNIT 

2 

2.3 

2.5 

3.0 

1 .9 

1.7 

2.0 

1 .4 

1 .8 

... 

VACANCY STATUS: 











FOR SALE ONLY 

If 

13.7 

1 1 .1 

13.5 

9.3 

19.5 

8.3 

10,0 

11.3 

\ 6.8 

FOR RENT 

5 

7.0 

7.6 

8.4 

4.0 

4.4 

4.6 

4.1 

4.0 

; 

OTHER 

6 

2.8 

5.2 

0.4 

2.8 

1,1 

4.6 

2.6 

1.9 


DURATION OF VACANCY 

3 

22.5 

22.9 

22.8 

23.1 

21.3 

26.9 

. . . 

. . . 

. . . 

STRUCTURAL CHARACTERISTICS 











BASEMENT 

1 

3.0 

3.0 

3.5 

2.4 

2.9 

2,0 

1 .8 

... 

* « « 

BEDROOMS 

1 

5,H 

5.‘l 

6.1 

4.5 

5.4 

5,0 

4,5 

. . . 

« . . 

ROOMS 

1 

1 

1 .0 

1 .1 

1 .0 

2.1 

0.8 

0.7 

1,7 

4.3 

TRAILERS: ON PERMANENT FOUNDATION OR MOBILE . 

7 

12.0 

8 . 1 

7.3 

0.3 

16.7 

. . • 

* • . 

. . . 

• . • 

UNITS IN STRUCTURE 

1 

2.6 

3.0 

3.9 

1.0 

1.8 

1 .7 

1.6 

1.6 

• . . 

YEAR STRUCTURE BUILT 

1 


3.h 

3.B 

2,9 

3.‘^ 

2.1 

2.1 

2.3 

* . . 

CONDITION AND PLUMBING FACILITIES 











BATHING FACILITIES 

1 

1 .‘t 

1.2 

1.3 

1.0 

1.9 

0.9 

0.8 

1.7 

... 

BATHROOMS 

1 

7.0 

6.3 

7.1 

5.4 

0.6 

4- . 4 

5.7 

6.3 

. . . 

CONDITION OF UNIT 


0.9 

0.0 

0.9 

0.6 

1 .0 

0.7 

0.8 

1.3 

1 .6 

SEWAGE DISPOSAL 

1 

2.3 

... 

. . . 

. • . 

. , . 

1.7 

1 .5 

1.7 

. • . 

SOURCE OF WATER 

1 

2,0 

. . . 

• . . 

. • . 

. . . 

1 .7 

1,5 

1.6 

. . . 

TOILET FACILITIES 

1 

1.1 

0.9 

0.9 

0.9 

1.5 

0.7 

0,7 

1 .5 


WATER SUPPLY 

1 

1.3 

1 .0 

1 . 1 

0.9 

1.8 

0.6 

0.7 

1,7 


EQUI PMENT 










1 

AIR CONDITIONING 

2 

2. If 

2.7 

3.5 

1.7 

1.7 

1.9 

• . • 



AUTOMOBILES AVAILABLE 

2 

6.1 

6.1 

5.9 

6.4 

6,2 

7,7 

. • . 

... 


CLOTHES DRYER 

2 

3.9 

‘h.1 

4.6 

3.4 

3.9 

. • * 

. % • 

... 


CLOTHES WASHING MACHINE 

2 

2.h 

2.6 

3.3 

1.6 

1.0 

. . . 

... 

... 


HEATING EQUIPMENT . . 

1 

3.1 

3.2 

3.7 

2.4 

2.9 

2.2 

1.8 

2.2 


HOME FOOD FREEZER 

2 

2.7 

3-0 

3.9 

1.7 

2.0 

• • . 

, , . 

* • • 


RADIO SETS 

2 

2,h 

2.6 

3.^ 

1.6 

1.7 

. » . 

• • • 

... 


TELEPHONE AVAILABLE , 

2 

2. If 

2.6 

3.2 

1.0 

1 .9 

. . . 


... 


TELEVISION SETS 

2 

2.8 

3.1 

3.7 

2.3 

2,2 

. • * 




FUELS 











COOKING FUEL 

2 

2.8 

3.1 

4.0 

1 .8 

2.0 



... 

• . 4 

HEATING FUEL 

2 

3.5 

3.2 

3.9 

2.3 

4.2 

... 



. . . 

WATER KEATING FUEL 

2 

6.3 

4.8 

4.8 

4.7 

10,3 

. * . 

* . . 

* * * 

• * * 

FINANCIAL CHARACTERISTICS 











CONTRACT RENT 

8 

7.9 

7,0 

6.0 

10.3 

11.4 

B.2 

6.4 

9.0 

. . . 

VALUE 

9 

2.8 

2.7 

2.1 

3.5 

3.0 

2.2 

6.5 

2.5 

3.4 


COPE BASE 

1 ALL HOUSING UNITS 

2 OCCUPIED HOUSING UNITS 

3 VACANT AVAILABLE FOR RENT OR SALE 

h VACANT AVAILABLE FOR SALE ONLY 

5 VACANT AVAILABLE FOR RENT 

6 VACANT YEAR-ROUND UNITS OTHER THAN AVAILABLE UNITS 

7 OCCUPIED TRAILERS 

0 RENTER-OCCUPIED AND VACANT AVA I LABLE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 
9 OWNER-OCCUPIED AND VACANT AVA I LABLE-FOR-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 
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Table 1. — Selected Charactejiistics, for the State, Standard Metropolitan Statistical Areas, 

AND Places of 10,000 Inhabitants or More: 1960 

[Some data based on sample; see text “U” denotes an unincorporated place. Plus C+) or minus (~) after number indicates median above or below that number. Percent not shown where 

leas than 0.1] 
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OCCUPIED 

HOUSING UNITS 




VACANCY RATE 
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MEDIAN 

NUM- 

BER 

OF 

PER- 

SONS 


PERCENT— 


OWNER 

MEDIAN 
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(DOL- 

LARS) 

RENTER 

MEDIAN 

GROSS 

RENT 

(DOL- 

LARS) 



AREA 

TOTAL 
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MEDIAN 

NUM- 
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HOUS- 

ING 
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PLUMB- 

ING 
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1.01 
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ROOM 
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ING 

1958- 

1960 

OCCU- 

PIED 

BY 

NON- 

WHITE 

OWNER 

OCCU- 

PIED 

RENTER 

OCCU- 

PIED 

HOME- 

OWNER 

RENTAL 

THE STATE 

I 119 271 

5.0 

80.4 

23,9 

70.4 

991 981 

3,0 

10,4 

27.7 

1.0 

72.1 

27.9 

12 800 

72 

1.1 

6.0 

URBAN 

665 852 

4.9 

69.7 

26.5 

81.7 

635 566 

2.9 

9.4 

31.5 

1.3 

68.2 

31.8 

13 800 

74 

1.1 

6.0 

RURAL 

453 419 

5.2 

96.1 

20,0 

53.8 

356 415 

3.2 

12.1 

21.0 

0.6 

78.9 

21,1 

8 600 

60 

1.1 

5,9 

NONFARM 

305 126 

4.6 

94.7 

26,0 

53.5 

208 122 

2.9 

12.7 

28.4 

0.9 

76.5 

23.5 

8 600 

60 

1.9 

8.7 

OCCUPIED FARM 

148 293 

6.5 

99,1 

7,7 

54.4 

148 293 

3.7 

11.2 

10.8 

0.1 

82.3 

17.7 

. . . 

... 

... 

... 

INSIDE SMSA«S 

555 857 

4,9 

69.8 

28.3 

80.6 

522 473 

2.9 

10,0 

31.7 

1.5 

68.6 

31.4 

14 300 

76 

1.1 

6,0 

IN CENTRAL CITIES. . . , 

318 362 

4.8 

53,4 

12,5 

78.2 

305 111 

2,5 

7.5 

32.1 

2.4 

56.8 

43.2 

13 500 

74 

0.6 

5.6 

NOT IN central CITIES. . 

237 495 

5.1 

91.6 

49.5 

83,9 

217 362 

3.6 

13.5 

31.1 

0,3 

85.2 

14,8 

15 000 

85 

1.5 

7,6 

OUTSIDE SMSA'S 

563 414 

5.2 

90,8 

19,5 

60.3 

469 508 

3.1 

10,8 

23.3 

0.4 

75.9 

24.1 

10 000 

64 

1.0 

5.9 

standard metropolitan 

STATISTICAL AREAS 

















DULUTH-SUPERIOR 

98 436 

4,7 

75.3 

18.6 

66,1 

64 609 

2*8 

10.6 

25.9 

0,6 

70,4 

29.6 

10 500 

62 

1.2 

9.1 

STATE PORTION 

81 522 

4.7 

75,1 

19.9 

67,5 

71 122 

2,9 

10.9 

26.0 

0.7 

70.6 

29.4 

■11 100 

63 

1.3 

9,4 

FAREO-MOORHEAD 

31 904 

4.8 

73,9 

29,7 

72.8 

30 029 

3,1 

13.7 

36,5 

0,1 

64,0 

36.0 

13 100 

74 

1.4 

5.1 

STATE PORTION 

11 225 

4.9 

79,6 

36,1 

71.8 

10 546 

3,3 

15.6 

35.7 

. t • 

72.5 

27.5 

13 000 

76 

1*2 

3.7 

MINNEAPOLIS-ST PAUL. . . . 

463 110 

4.9 

68.6 

29.6 

83.1 

440 805 

2,9 

9.7 

32,5 

1.7 

68.2 

31,8 

14 600 

78 

1,0 

5,5 

PLACES 

















ALBERT LEA 

5 620 

4.9 

74.7 

23.6 

83,7 

5 393 

2,8 

9.8 

31.0 

0,4 

70.4 

29.6 

12 400 

69 

1.1 

5.0 

ANOKA. ... 

2 874 

5.0 

73.6 

33,5 

82,0 

2 740 

3,2 

11.8 

36.4 

0,1 

70.1 

29.9 

13 600 

82 

1.4 

2,5 

AUSTIN 

a 589 

5.0 

81.1 

26.9 

87.6 

8 221 

3.1 

9.8 

28.6 

• * • 

77.1 

22.9 

12 700 

66 

1.3 

8.2 

BLOOMINGTON 

12 358 

5.1 

98.6 

81.5 

96.2 

12 035 

4,1 

16.1 

55.4 

0,3 

92.6 

7,4 

15 700 

120 

1.1 

4.2 

BRAINERD 

4 219 

4.9 

80.7 

14.7 

67,9 

4 019 

2,8 

8.3 

30.1 

• * . 

72.6 

27.4 

9 500 

63 

1.0 

3.2 

BROOKLYN CENTER 

6 084 

5.1 

98.0 

64.2 

97, 1 

5 869 

4,1 

12.9 

42.4 

0.3 

95.6 

4,4 

15 700 

116 

1.5 

14.0 

BROOKLYN PARK 

2 604 

5.1 

98.3 

73.3 

87,8 

2 453 

4.2 

19.2 

44.7 

. * 4 

92.8 

7,2 

15 000 

... 

2.9 

9.2 

COLUMBIA HEIGHTS . . . • • 

4 878 

4.8 

82.6 

57.0 , 

93,7 

4 632 

3.6 

14. 9i 

39.6 

0.4 

83.5 

16.5 

13 800 

97 

1.8 

11.6 

COON RAPIDS 

3 688 

5,0 

97,8 

83.6 

94,3 

3 448 

4,3 

22.81 

48.3 

0.2 

92.7 

7,3 

13 100 

101 

1,3 

8,0 

CRYSTAL 

6 126 

5.0 

96.6 

77.0 

96.8 

5 899 

4,0 

15,5 

37.4 

0.2 

92,6 

7,4 

14 500 

114 

2.3 

9.0 

DULUTH 

36 575 

4.9 

62.3 

12,7 

74.2 

34 491 

2,6 

7.2 

29.6 

0.9 

64,5 

35.5 

11 100 

63 

1.0 

8.9 

EDINA 

8 067 

6.3 

99,0 

67.9 

98.9 

7 722 

3.5 

2,7 

31,2 

0.1 

95.6 

4,4 

26 900 

161 

2.9 

8.6 

FARIBAULT. ... 

4 377 

5.1 

73.1 

16.2 

77.6 

4 203 

2,5 

8.9 

25.3 

0.1 

68.5 

31.5 

11 700 

64 

o.a 

5.6 

FERGUS FALLS 

3 829 

5,0 

78,4 

23.6 

82*0 

3 684 

2.7 

7.B 

29.1 

0.3 

72,8 

27,2 

11 600 

67 

1.1 

4,7 

FRIDLEY 

3 969 

4.9 

94.2 

78.4 

91.5 

3 745 j 

4,0 

19,4 

46.1 

0.4 

90,2 

9.8 

15 300 

96 

2.5 

8.2 

GOLDEN VALLEY 

4 053 

5.6 

93.2 

68.8 

97.4 

3 876' 

3,7 

7.3 

32.0 

0.2 

90.3 

9,7 

21 500 

106 

3.0 

6.9 

NIBBING 

6 105 

4,8 

69.1 

21,7 

76,2 

5 608, 

2.8 

8,4 

24.1 

0.1 

67.0 

33.0 

14 700 

67 

0,6 

15.3 

HOPKINS . 

3 328 

5.1 

79,8 

33,7 

92,5 

3 245 

3,3 

9.9 

32.0 

0.1 

72,9 

27.1 

16 300 

105 

0.3 

3,1 

MANKATO 

7 006 

4.9 

73.5 

25.2 

79.5 

6 723 

2.7 

8.5 

34.8 

0,1 

65.8 

34,2 

14 400 

73 

1*2 

4.9 

MAPLEWOOD 

4 560 

5.0 

98.2 

62.1 

94,0 

4 413 

4.1 

18,7 

25.5 

0.7 

93.8 

6.2 

14 900 

83 

0.7 

10.1 

MINNEAPOLIS 

173 155 

4.7 

48.7 

9.6 

77.2 

165 791 

2,4 

6.3 

33.6 

2,7 

52.7 

47.3 

13 700 

77 

0,5 

5.4 

MINNETONKA 

6 738 

5.5 

96.7 

65.8 

91,0 

6 435 

3.8 

8.5 

36.1 

0.2 

91.1 

8.9 

19 400 

107 

2.2 

5.3 

MOORHEAD 

6 322 

4.7 

68,6 

46.5 

63.2 

6 125 

3,3 

16.2 

42.6 

. * . 

68.0 

32,0 

14 300 

79 

1*6 

3,5 

NEW ULM 

3 539 

5.2 

82.0 

19.5 

72.7 

3 429 

2.7 

9.7 

24.8 

• i • 

73.5 

26*5 

11 500 

67 

0,9 

2.5 

OWATONNA 

4 299 

5.2 

75.7 

29.6 

74,3 

4 154 

2.7 

5.0 

35.1 

• . • 

71.0 

29,0 

14 000 

72 

1.2 

3.9 

RED WING 

3 609 

5.2 

70.6 

15,7 

78.4 

3 471- 

2.4 

5.8l 

24.8 

0.1 

70,8 

29.2 

11 600 

62 

0.6 

3.3 

RICHFIELD 

11 129 

5.0 

94.5 

63,1 

98,4 

10 893 

3,9 

12.6 

27,8 

0.3 

91,2 

8.8 

15 600 

121 

0,6 

9.8 

ROBBINSDALE 

4 826 

5.1 

88,5 

42.0 

96,2 

4 717 

3.2 

7, 1 

25.9 

... 

85.4 

14.6 

15 300 

105 

0.6 

5,0 

ROCHESTER 

12 926 

4.7 

66,7 

31.0 

81.9 

12 061 

2.8 

9.3 

40,5 

0,4 

65.5 

34,5 

15 600 

81 

2.4 

11.2 

ROSEVILLE 

6 236 

5.2 

92,1 

77,3 

96.6 

5 991 

3.9 

11.9 

31.1 

0,5 

89.8 

10.2 

17 800 

114 

1.4 

11.7 

ST CLOUD . 

8 431 

5.0 

79,9 

23,6 

70,8 

8 183 

3,2 

15.2 

30.9 

0,3 

73.0 

27,0 

12 100 

74 

0,7 

2.5 

ST LOUIS PARK 

12 449 

5.1 

88.7 

51.8 

98.5 

12 204 

3.4 

7.3 

27.6 

0,5 

85.5 

14,5 

15 600 

ill 

1.0 

3,1 

ST PAUL. ......... 

102 310 

4,e 

57,4 

15,2 

81,0 

98 704 

2.6 

9.0 

30.0 

2.7 

60,3 

39.7 

13 800 

73 

0.5 

5.1 

SOUTH ST PAUL 

6 492 

4.8 

75,2 

35,1 

85,8 

6 268 

3.3 

13.2 

27.2 

0.2 

75.4 

24.6 

14 400 

75 

1,31 

6.6 

VIRGINIA ... 

4 909 

4.6 

58.1 

18.4 

75,9 

4 635 

2,5 

7.3 

23.3 

0.3 

59.0 

41.0 

15 100 

59 

0.5 

9,0 

WEST ST PAUL 

3 687 

5.1 

86.5 

40,4 

94,3 

3 603 

3,3 

9,5 

23.1 

• . . 

86.2 

13.8 

15 700 

86 

1.1 

3.1 

WHITE BEAR LAKE 

3 312 

5.2 

95.5 

61.8 

95,5 

3 149 

4.0 

15.3 

31,8 

... 

88.2 

11.8 

15 600 

98 

2.1 

B.l 

willmar 

3 432 

4,8 

69.9 

22.8 

77,9 

3 276 

2.7 

8.6 

31.3 

. • ■ 

67.7 

32.3 

12 900 

73 

0.9 

6.7 

WINONA ... 

7 729 

5.0 

68.4 


74.2 

7 462 

2,7 

8.3 

23.5 

0.1 

68.8 

31.2 

9 800 

61 

0.5 

3.4 


MOTE: AS A RESULT OF UNDERENUMERAT tON OF SAMPLE VACANT UNITS, DISTRIBUTIONS BASED 
ENTIRELY OM SAMPLE DO NOT INCLUDE APPROXIMATELY 2,250 VACANT UNITS IN MlNNEAPOLISo SAMPLE 
DATA FOR THESE VACANT UNITS ARE ALSO EXCLUDED FROM DISTRIBUTIONS FOR HENNEPIN COUNTY THE 
MINNEAPOLIS-ST PAUL SMSA, AND FOR THE STATE. SEE TABLE A, P, XXXH, FOR SAMPLE RATES USED 
IN TABULATIONS* 
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Table 2. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for the State, 
Inside and Outside SMSA’s, Urban and Rural: I960 
[Some data based on sample; see text] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


SUBJECT 


ALL HOUSING UNITS 


TENURE! COLOR! AND VACANCY 
STATUS 


OCCUPIED 

OWNER occupied 

PERCENT OF ALL OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY . . . . 

HOMEOWNER VACANCY RATE 

FOR RENT 

RENTAL VACANCY RATE 

RENTED OR SOLD! AWAITING OCCUPANCY. 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES. . . 

LACKING ONLY HOT WATER. 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES. . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES 
DILAPIDATED 

OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES. . . 
LACKING SOME OR ALL FACILITIES, , 

DETERIORATING 

WITH ALL plumbing FACILITIES. . . 
LACKING SOME OR ALL FACILITIES. . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES. . , 
LACKING SOME OR ALL FACILITIES. . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES. . . 
LACKING SOME OR ALL FACILITIES. . 
DILAPIDATED 

VACANT AVAILABLE FOR SALE . . . 
WITH ALL PLUMBING FACILITIES, . , . 
LACKING SOME OR ALL FACILITIES. . . 

VACANT available FOR RENT . . . 
WITH ALL PLUMBING FACILITIES. . . . 
LACKING SOME OR ALL FACILITIES. . , 


ALL HOUSING UNITS 


WATER SUPPLY 


HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE. . 

PIPED WATER OUTSIDE STRUCTURE ! 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOILET! EXCLUSIVE USE . . 

FLUSH TOILET I SHARED 

other toilet facilities or NONE 


BATHING FACILITIES 


BATHTUB OR SHOWER i EXCLUSIVE USE 
BATHTUB OR SHOWER i SHARED . . . 
NO BATHTUB OR SHOWER 



THE STATE 

URBAN! 

RURAL 


TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA’S 

TOTAL 

TOTAL 

NONFARM 

OCCUPIED 

FARM 


1 119 271 

555 857 

563 414 

665 852 

453 419 

305 126 

148 293 


991 981 

522 473 

469 508 

635 566 

356 415 

206 122 

148 293 


714 960 

358 565 

356 395 

433 689 

281 271 

159 174 

122 097 


72.1 

68.6 

75,9 

68.2 

70,9 

76,5 

62.3 


710 243 

355 213 

355 030 

430 367 

279 876 

157 056 

122 020 


4 717 

3 352 

1 365 

3 322 

1 395 

1 310 

77 


277 021 

163 908 

113 113 

201 877 

75 144 

48 948 

26 196 


271 629 

159 230 

112 399 

197 094 

74 535 

48 363 

26 172 


5 392 

4 676 

714 

4 783 

609 

585 

24 


127 290 

33 384 

93 906 

30 286 

97 004 

97 004 



54 6Q3 

22 919 

31 764 

26 361 

28 322 

28 322 



46 323 

20 741 

25 582 

23 967 

22 356 

22 356 



25 306 

14 397 

10 909 

17 619 

7 687 

7 687 



7 709 

3 932 

3 777 

4 707 

3 002 

3 002 

... 


1.1 

1.1 

1.0 

i.l 

1,1 

1.9 



17 597 

10 465 

7 132 

12 912 

4 605 

4 685 



6.0 

6.0 

5,9 

6.0 

5.9 

8.7 

• t • 


4 662 

2 477 

2 185 

2 732 

1 930 

1 930 



5 020 

994 

4 026 

551 

4 469 

4 469 

. • • 


11 335 

2 B73 

8 462 

3 065 

a 270 

a 270 



B 360 

2 17B 

6 182 

2 394 

5 966 

5 966 

« • • 


72 607 

10 465 

62 142 

3 925 

68 682 

68 682 



1 116 933 

553 546 

563 387 

663 488 

453 445 

305 152 

148 293 


933 161 

483 900 

449 253 

580 251 

352 910 

236 074 

116 836 


787 747 

448 020 

339 727 

543 697 

244 050 

163 314 

80 736 


7 475 

1 502 

5 973 

2 06a 

5 407 

3 909 

1 496 


137 939 

34 306 

103 553 

34 486 

103 453 

68 051 

34 602 


143 815 

54 601 

89 214 

65 956 

77 859 

51 166 

26 693 


71 146 

34 862 

36 284 

45 034 

26 112 

16 443 

9 669 


3 297 

937 

2 360 

1 511 

1 786 

1 443 

343 


69 372 

18 802 

50 570 

19 411 

49 961 

33 280 

16 681 


39 957 

15 037 

24 920 

17 281 

22 676 

17 912 

4 764 


714 960 

358 565 

356 395 

433 669 

281 271 

159 174 

122 097 


633 962 

333 334 

300 628 

402 437 

231 525 

133 932 

97 593 


575 983 

324 864 

251 119 

394 423 

181 560 

112 537 

69 023 


57 979 

0 470 

49 509 

8 014 

49 965 

21 395 

20 570 


66 405 

20 725 

45 760 

26 004 

40 481 

19 851 

20 630 


38 239 

16 497 

21 742 

21 498 

16 741 

9 048 

7 693 


28 246 

4 228 

24 010 

4 506 

23 740 

10 803 ' 

12 937 


14 513 

4 506 

10 007 

5 248 

9 265 

5 391 

3 874 


277 021 

163 908 

113 113 

201 877 

75 144 

48 948 

26 196 


209 979 

127 700 

82 279 

157 425 

52 554 

33 311 

19 243 


167 870 

107 573 

60 305 

132 870 

35 000 

23 287 

11 713 


42 101 

20 127 

21 974 

24 547 

17 554 

10 024 

7 530 


52 090 

20 002 

24 868 

34 716 

10 174 

12 ill : 

6 063 


28 023 

16 413 

11 610 

21 125 

6 898 

4 922 

1 976 


24 867 

11 589 

13 278 

13 591 

11 276 

7 109 , 

4 087 


14 152 

e 206 

5 946 

9 736 

4 416 

3 526 

690 


7 709 

3 932 

3 777 

4 707 

3 002 

3 002 

... 


5 586 

3 561 

2 025 

4 333 

1 253 

1 253 

t ■ « 


2 123 

371 

1 752 

374 

1 749 

1 749 

. « . 


17 597 

10 465 

7 132 

12 912 

4 605 

4 685 

... 


10 023 

6 429 

3 594 

8 062 

1 961 

1 961 

. . « 


7 574 

4 036 

3 538 

4 850 

2 724 

2 724 

« • . 


i 119 271 

555 857 

563 414 

665 852 

453 419 

305 126 

148 293 


942 469 

527 532 

414 937 

642 146 

300 323 

196 929 

103 394 


61 336 

12 995 

48 341 

15 538 

45 798 

34 902 

10 896 


6 594 

778 

5 816 

459 

6 135 

3 445 

2 690 


106 534 

12 241 

94 293 

5 345 

101 109 

69 076 

31 313 


916 195 

501 506 

414 609 

613 905 

302 290 

206 107 

96 183 


46 119 

33 499 

12 620 

40 602 

5 437 

4 832 

605 

• 

154 619 

18 541 

136 078 

8 901 

145 718 

94 213 

5 1 505 


666 412 

493 996 

392 416 

602 129 

284 203 

189 173 

95 110 


48 955 

34 900 

14 055 

42 517 

6 438 

5 677 

761 

• 

181 566 

24 650 

156 916 

18 042 

162 724 

110 302 

52 422 
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State and Small Areas 


Table 3. — Bathrooms, Rooms, and Bedrooms, for the State, Inside and Outside SMSA’s, Bathrooms Bedrooms 

Urban and Rural: I960 


[Some data based on. sample; see text] 


SUBJECT 

THE STATE 

URBAN f 
TOTAL 

RURAL 

TOTAL 

inside 

SMSA'S 

OUTSIDE 

SMSA’S 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

BATHROOMS 








ALL UNITS 

1 116 775 

553 388 

563 307 

663 325 

453 450 

305 074 

148 376 


704 646 

395 017 

309 629 

474 474 

230 172 

151 910 

78 262 

1 PLUS PARTIAL 

103 045 

55 548 

47 497 

73 892 

29 153 

19 346 

9 807 

2 OR MORE 

62 625 

39 366 

23 259 

48 818 

13 807 

10 707 

3 100 

SHARED OR NONE 

246 459 

63 457 

183 002 

66 141 

180 318 

123 111 

57 207 

OWNER OCCUPIED 

714 851 

358 540 

356 311 

433 554 

281 297 

158 859 

122 438 


470 145 

256 490 

213 655 

307 048 

163 097 

96 745 

66 352 

MORE THAN 1 

148 461 

87 391 

61 070 

111 908 

36 553 

25 483 

U 070 

shared or none 

96 245 

14 659 

81 586 

14 598 

01 647 

36 631 

45 016 

RENTER OCCUPIED 

277 130 

163 933 

113 197 

202 007 

75 123 

49 185 

25 938 


180 164 

122 343 

65 821 

150 167 

37 997 

26 087 

11 910 

MORE THAN 1 * 

13 593 

5 643 

7 950 

a 606 

4 987 

3 150 

1 837 

SHARED OR NONE 

75 373 

35 947 

39 426 

43 234 

32 139 

19 948 

12 191 

ROOMS 








ALL UNITS • , . . . , 

1 116 933 

553 546 

563 387 

663 488 

453 445 

305 152 

148 293 

1 ROOM. 

42 516 

24 989 

17 527 

28 175 

14 341 

13 909 

432 

2 ROOMS 

51 509 

25 013 

26 496 

28 175 

23 334 

21 741 

1 593 

3 ROOMS 

117 827 

56 650 

61 177 

67 415 

50 412 

46 280 

4 132 

4 ROOMS 

201 925 

104 529 

97 396 

125 871 

76 054 

63 561 

12 493 

S ROOMS 

275 529 

160 096 

115 433 

190 ISO 

85 379 

63 194 

22 105 

6 ROOMS 

207 033 

101 746 

105 287 

124 653 

82 380 

48 364 

34 016 

7 ROOMS 

120 656 

46 718 

73 938 

58 912 

61 744 

28 325 

33 419 

a ROOMS OR MORE 

99 938 

33 805 

66 133 

40 137 

59 801 

19 770 

40 023 

median 

5.0 

4.9 

5.2 

4.9 

5.2 

4.6 

6.5 

OWNER OCCUPIED 

714 960 

358 565 

356 395 

433 689 

281 271 

159 174 

122 097 

1 ROOM 

2 686 

714 

1 972 

580 

2 106 

1 768 

338 

2 ROOMS ' 

8 278 

2 285 

5 993 

2 389 

5 889 

4 566 

1 323 

3 ROOMS 

27 6B7 

10 869 

16 798 

12 856 

14 831 

ll 491 

3 340 

4 ROOMS . . 

114 348 

59 292 

55 056 

71 886 

42 462 

31 858 

10 604 

5 ROOMS 

211 968 

126 644 

85 324 

150 769 

61 199 

42 495 

18 704 

6 ROOMS ‘ 

168 901 

86 623 

82 278 

106 375 

62 526 

34 461 

28 065 

7 ROOMS 

100 123 

41 896 

58 227 

52 663 

47 460 

19 891 

27 569 

B ROOMS OR MORE 

80 969 

30 222 

50 747 

36 171 

44 798 

12 644 

32 154 

MEDIAN. .... 

5.5 

5.3 

5.7 

5.4 

5.7 

5.2 

6.5 

RENTER OCCUPIED 

277 021 

163 908 

113 113 

201 877 

75 144 

48 948 

26 196 

1 ROOM 

! 26 063 

20 109 

5 874 

23 453 

2 610 

2 516 

94 

2 ROOMS 

26 318 

19 384 

6 934 

23 064 

3 254 

2 984 

270 

3 ROOMS . ....... 

1 57 388 

39 045 

IB 343 

49 094 

6 294 

7 502 

792 

4 ROOMS 

! 62 059 

38 928 

23 131 

48 751 

13 308 

11 419 

1 809 

5 ROOMS 

45 868 

27 591 

18 277 

33 478 

12 390 

a 909 

3 481 

6 ROOMS 

1 28 522 

12 568 

15 954 

IS 700 

12 822 

6 871 

5 951 

7 ROOMS 

1 15 948 

3 826 

12 122 

5 263 

10 685 

4 835 

5 850 

a ROOMS OR MORE 

14 855 

2 377 

12 478 

3 074 

H 701 

3 912 

7 869 

MEDIAN. ... 

1 4.0 

3.6 

4.6 

3.6 

5.3 

4.5 

6.6 

VACANT AVAILABLE FOR SALE 

7 709 

3 932 

3 777 

4 707 

3 002 

3 002 


1 TO 3 ROOMS. ... 

925 

262 

663 

272 

653 

653 


4 ROOMS 

1 194 

544 

650 

632 

562 

562 


5 ROOMS 

, 2 942 

1 728 

1 214 

2 166 

776 

776 


6 ROOMS 

1 1 482 

B58 

624 

991 

491 

491 


7 ROOMS OR MORE 

1 166 

540 

626 

646 

520 

520 


MEDIAN 

1 

5.2 

5.0 

5.2 

4.9 

4.9 


VACANT AVAILABLE FOR RENT 

17 597 

10 465 

7 132 

12 912 

4 605 

4 685 

• • • 

1 ROOM 

4 044 

2 878 

i 166 

3 544 

500 

500 


2 ROOMS • 

2 075 

1 391 

684 

1 672 

403 

403 


3 ROOMS 

4 144 

2 521 

1 623 

3 211 

933 

933 

♦ • • 

4 ROOMS 

3 547 

2 093 

1 454 

2 540 

1 007 

1 007 

» « • 

5 ROOMS OR MORE 

3 7B7 

1 582 

2 205 

1 945 

1 842 

1 842 


MEDIAN 

3.1 

2.9 

3.6 

2.9 

4.0 

4.0 

! * * * 

BEDROOMS 








ALL UNITS 

1 114 897 

551 632 

563 265 

661 540 

453 357 

305 251 

148 106 

NONE 

57 888 

35 891 

21 997 

40 814 

17 074 

16 634 

440 


189 017 

98 100 

i 90 917 

116 307 

72 710 

64 518 

8 192 


346 002 

180 789 

165 213 

217 209 j 

128 793 

104 996 

23 797 


354 002 

179 270 

174 732 

217 196 1 

136 806 

82 355 

54 451 

4 OR MORE 

167 988 

57 582 

110 406 

70 014 

97 974 

36 748 

61 226 

OWNER OCCUPIED. ..... 

716 074 

359 538 

356 536 

434 655 : 

281 419 

160 58B 

120 831 

0 AND 1 

60 238 

25 877 

34 361 

30 269 

29 969 

22 906 

7 063 


225 277 

125 098 

100 179 

151 385 

73 094 

54 174 

19 720 


295 078 

158 091 

136 987 

190 841 

104 237 

59 722 

44 515 

4 OR MORE 

135 481 

50 472 

85 009 

62 162 

73 319 

23 786 

49 533 

RENTER OCCUPIED 

275 907 

162 935 

112 972 

200 944 

74 963 

47 688 

27 275 

NONE 

• 37 730 

29 624 

a 106 

34 580 

3 150 

3 049 

101 


93 548 

64 087 

29 461 

79 483 

14 065 

12 597 

1 468 


78 745 

48 144 

30 601 

59 392 

19 353 

15 276 

4 077 

3 OR MORE 

65 884 

21 080 

44 804 

27 489 

38 395 

16 766 

21 629 
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Table 4. — Structural Characteristics and Heating Equipment, for the State, Inside and 
Outside SMSA’s, Urban and Rural; 1960 
[Based on sample ; see text] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 

THE STATE 

URBAN 1 
TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

UNITS IN STRUCTURE 








ALL UNITS 

1 116 775 

553 388 

563 387 

663 325 

453 450 

305 074 

148 376 

It DETACHED 

864 594 

370 314 

494 280 

442 244 

422 350 

277 095 

145 255 

It ATTACHED 

24 317 

13 309 

11 000 

17 005 

7 312 

6 561 

751 


89 898 

62 715 

27 183 

79 012 

10 686 

9 687 

1 199 

3 AND 4 

40 790 

29 324 

11 466 

37 423 

3 367 

3 307 

60 

5 OR MORE 

86 474 

73 594 

12 800 

83 063 

3 411 

3 236 

175 

TRAILER* 








ON PERMANENT FOUNDATION 

1 405 

334 

1 071 

318 

1 087 

900 

187 

MOBILE. . . 

9 297 

3 790 

5 499 

4 260 

5 037 

4 208 

749 

OWNER OCCUPIED 

714 851 

358 540 

356 311 

433 554 

281 297 

158 859 

122 438 

it DETACHED 

654 249 

321 216 

333 033 

386 928 

267 321 

147 189 

120 132 

li ATTACHED 

9 272 

4 663 

4 609 

5 810 

3 462 

2 865 

597 


31 518 

21 953 

9 565 

27 676 

3 842 

3 184 

658 

3 AND 4 

6 279 

4 327 

1 952 

5 722 

557 

502 

55 

5 OR MORE 

3 609 

2 471 

1 138 

3 058 

551 

391 

160 

TRAILER 

9 924 

3 910 

6 014 

4 360 

5 564 

4 728 

636 

RENTER OCCUPIED 

277 130 

163 933 

113 197 

202 007 

75 123 

49 105 

25 938 

it DETACHED 

103 763 

29 555 

74 208 

41 882 

61 881 

36 758 

25 123 

It ATTACHED 

13 167 

0 020 

5 147 

10 378 

2 789 

2 635 

154 


53 185 

37 085 

15 300 

47 423 

5 762 

5 221 

541 

3 AND 4 

31 302 

23 113 

0 189 

29 174 

2 128 

2 123 

5 

5 TO 

23 648 

18 665 

4 983 

22 566 

1 082 

1 067 

15 

10 TO 

22 774 

20 129 

2 645 

22 260 

514 

514 

... 

20 TO 

18 755 

17 274 

1 481 

16 3Bl 

374 

374 

... 

50 OR MORE 

9 758 

9 070 

688 

9 725 

33 

33 

. . . 

TRAILER 

778 

222 

556 

210 

560 

460 

100 

VACANT AVAILABLE FOR RENT 

16 088 

9 145 

6 943 

11 561 

4 527 

4 527 

• 9 i 


5 357 

1 499 

3 858 

1 979 

3 378 

3 370 

9 • ■ 

2 TO 4. . 

4 749 

2 043 

1 906 

3 953 

796 

796 

9 « • 

5 TO 

1 751 

1 227 

524 

1 611 

140 

140 

4 9a 

10 OR MORE 

4 231 

3 576 

655 

4 018 

213 

213 

9 9 9 

TEAR STRUCTURE BUILT 








ALL UNITS 

1 116 933 

553 546 

563 387 

663 488 , 

453 445 

305 152 

148 293 

1959 TO MARCH 1960 

39 493 

24 568 

14 925 

25 928 ' 

13 565 

12 239 

1 326 

1955 TO 1956 

105 708 

61 051 

43 857 

68 777 

36 931 

32 851 

4 080 

1950 TO 1954. . . 

121 942 

70 816 

51 126 

81 574 

40 360 

34 368 

6 000 

1940 TO 1949 

129 186 

59 261 

69 925 

72 770 

56 416 

46 939 

9 477 

1930 TO 1939. 

103 059 

47 260 

55 799 

56 764 

46 295 

35 326 

10 969 

1929 OR EARLIER 

617 545 

289 790 

327 755 

357 675 

259 070 

143 429 

116 441 

OWNER OCCUPIED 

714 960 

350 565 

356 395 

433 609 

281 271 

159 174 

122 097 

1955 TO MARCH 1960 

109 196 

69 263 

39 933 

77 164 

32 032 

27 170 

4 862 

1950 TO 1954.’ 

91 456 

57 735 

33 721 

67 748 

23 708 

18 401 

5 307 

1940 TO 1949 

90 870 

47 807 

43 063 

59 970 

30 900 

22 580 

8 320 

1939 OR EARLIER 

423 438 

183 760 

239 678 

228 007 

194 631 

91 023 

103 608 

ALL HOUSING UNITS 

1 119 271 

555 657 

563 414 

665 852 

453 419 

305 126 

148 293 

BASEMENT 








BASEMENT 

928 373 

500 846 

427 527 

613 093 

315 280 

186 530 

128 750 

CONCRETE SLAB 

41 369 

14 019 

27 350 

15 860 

25 509 

22 209 

3 300 

OTHER 

147 033 

38 523 

108 510 

34 372 

112 661 

96 335 

16 326 

HEATING EQUIPMENT 








STEAM OR HOT WATER 

233 504 

178 118 

55 466 

204 742 

28 842 

21 775 i 

7 067 

WARM AIR FURNACE. ...... 

1 529 669 

295 431 

1 234 250 

370 815 

158 874 

103 406 1 

55 468 

FLOOR f WALLt OR PIPELESS FURNACE 

! 41 650 

11 817 

29 833 

16 986 

24 662 

15 269 

9 393 

BUILT-IN ELECTRIC UNITS 

1 531 

523 

1 008 

517 

1 014 

717 

297 

OTHER MEANS WITH FLUE 

287 003 

62 449 

' 224 634 

64 996 

222 087 

147 567 

74 520 

OTHER MEANS WITHOUT FLUE 

12 413 

2 950 

, 9 463 

3 890 ! 

0 523 

7 061 ! 

1 462 


10 983 

2 258 

8 725 

1 540 

9 443 

9 357 

86 
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State and Small Areas 


Table 5, — Occupancy Characteristics, tor the State, Inside and Outside SMSA’s, 
Urban and Rural: 1960 
[Based on sample; see text] 


Population Persons per Room 

Persons Year Moved into Unir 


1 

SUBJECT 

THE state 

URBAN* 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA»S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

POPULATION 








population in housing units f 1960 

3 351 906 

1 716 891 

1 635 015 

2 057 960 

1 293 946 

698 096 

595 851 

PER OCCUPIED UNIT 

3.4 

3.3 

3.5 

3.2 

3.6 

3.4 

4.0 

OWNER 

3.6 

3,6 

3.5 

3,6 

3.6 

3.3 

3.9 

RENTER 

2.9 

2.6 

3,4 

2,6 

3.8 

3.4 

4.4 

POPULATION IN DWELLING UNITSt 1950 

2 876 145 

1 324 720 

1 551 425 

1 535 190 

1 340 955 

602 024 

738 931 

PER OCCUPIED UNIT 

3.4 

3.3 

3.5 

3.2 

3,6 

3,3 

4.0 

ALL OCCUPIED UNITS ' 

991 981 

522 473 

469 508 

635 566 

356 415 

208 122 

148 293 

PERSONS 






i 


OWNER OCCUPIED 

714 960 

358 565 

356 395 

433 689 

281 271 

159 174 

122 097 

1 PERSON. . . 

63 175 

27 157 

36 010 

35 966 

27 209 

20 813 

6 396 

Z PERSONS . ......... 

202 444 

95 653 

106 791 

120 625 

81 819 

50 776 1 

31 043 

5 PERSONS 

124 460 

63 247 

61 213 

76 579 

47 881 

24 868 

23 013 

4 PERSONS 

122 931 

68 470 

54 461 

79 878 

43 053 

23 012 

20 041 

5 PERSONS 

92 788 

50 752 

42 036 

59 144 

33 644 

17 837 

15 807 

6 PERSONS 

56 995 

29 388 

27 607 

34 111 

22 804 

11 205 

11 679 

7 PERSONS 

27 183 

13 251 

13 932 

15 253 

11 930 

5 369 

6 561 

8 PERSONS OR MORE 

24 934 

10 647 

14 337 

12 133 

12 B5l 

5 294 

7 557 

MEDIAN 1 

3.2 

3,4 

3.1 

3.3 

3.2 

2.8 

3.5 

RENTER OCCUPIED . i 

277 021 

163 908 

113 113 

201 877 

75 144 

46 948 

26 196 

1 PERSON 

72 240 

51 060 

21 180 

62 133 

10 107 

9 076 

1 031 

2 PERSONS I 

72 871 

47 933 

24 938 

58 507 

14 284 

10 445 

3 039 

3 PERSONS 

45 178 

25 971 

19 207 

32 389 

12 789 

8 394 

4 395 

4 PERSONS 

37 110 

18 822 

IS 286 

23 754 

13 356 

7 947 

5 409 

5 PERSONS j 

23 681 

10 497 

13 184 

13 234 

10 447 

5 604 

4 843 

6 PERSONS 

13 079 

5 079 

8 000 

6 269 

6 810 

3 588 

3 222 

7 PERSONS 

6 529 

2 453 

4 076 

3 008 

3 521 

1 835 

1 686 

8 PERSONS OR MORE 1 

6 333 

2 093 

4 240 

2 503 

3 030 

2 059 

1 771 

MEDIAN 

2.4 

2.1 

3.0 

2.2 

3.5 

3.1 

4.2 

PERSONS PER ROOM 








OWNER OCCUPIED 

714 960 

358 565 

356 395 

433 689 

281 271 

159 174 

122 097 

0.50 OR LESS 1 

323 720 

148 650 

175 070 

188 931 

134 789 

76 613 

58 176 

0.51 TO 0.75 ,1 

157 116 

82 557 

74 559 

98 262 

58 854 

30 675 

1 20 179 

0.76 TO 1.00 

162 072 

91 611 

70 461 

106 630 

55 442 

33 053 

22 389 

1.01 TO 1.50 

58 925 

30 642 

28 283 

34 535 

24 390 

13 934 

! 10 456 

1.51 OR MORE ' 

13 127 

5 105 

8 022 

5 331 

7 796 

4 899 

2 897 

RENTER OCCUPIED 

277 021 

163 908 

113 113 

201 877 

75 144 

48 948 

26 196 

0.50 OR LESS . . . ! 

101 567 

60 353 

41 214 

74 881 

26 686 

17 131 

9 555 

0.51 TO 0.75 1 

63 566 

36 514 

27 052 

45 443 

18 123 

10 953 

7 170 

0.76 TO 1.00 

81 207 

50 603 

30 604 

61 671 

19 536 

13 269 

6 267 

1.01 TO 1.50 1 

22 274 

11 764 

10 510 

14 339 

7 935 

5 400 

2 527 

1.51 OR MORE 1 

8 407 

4 674 

3 733 

5 543 

2 864 

2 187 

677 

i 

YEAR MOVED INTO UNIT 








OWNER OCCUPIED j 

714 960 

358 565 

366 395 

433 689 

281 271 

159 174 

122 097 

1959 TO MARCH 1960 .1 

75 393 

42 717 

32 676 

49 8B3 

25 510 

19 880 

5 630 

1956 

52 749 

30 iOl 

22 648 

35 424 

17 325 

13 132 

4 193 

1957 • *1 

48 270 

27 345 

20 925 

32 700 

15 570 

11 515 

4 055 

1954 TO 1956 ! 

120 014 

71 148 

48 866 

84 618 

35 396 

24 963 

10 433 

1950 TO 1953 

109 763 

59 142 

50 641 

71 534 

38 249 

24 329 

13 920 

1940 TO 1949. * • I 

154 052 

65 998 

88 054 

83 665 

70 307 

37 321 

33 066 

1939 OR EARLIER 

154 699 

62 114 

92 585 

75 865 

78 834 

28 034 

50 800 

RENTER OCCUPIED 

277 021 

163 90S 

113 113 

201 077 

75 144 

48 940 

26 196 

1959 TO MARCH 1960 

109 967 

69 998 

39 969 

86 734 

23 233 

19 140 

4 085 

1958 1 

37 040 

22 612 

14 22B 

28 10 1 

B 939 

6 898 

2 041 

1957 . 

25 067 

14 682 

10 385 

18 352 

6 715 

4 868 

1 847 

1954 TO 1956 

38 626 

22 641 

15 905 

27 729 

10 897 

7 099 

3 798 

1950 TO 1953 ' 

24 614 

13 672 

10 942 

16 845 

7 769 

4 165 

3 604 

1940 TO 

24 457 

12 475 

11 982 

15 385 

9 072 

4 207 

4 865 

1939 OR EARLIER 

17 250 

7 628 

9 622 

8 731 

8 519 

2 563 

5 956 

1 — 
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Xable 6. Type of Fuel and Selected Ec^uipment, for the State, Inside and Outside SMSA’s, 

Urban and Rural; I960 

[Based on sample; see text] 


Hc.icing Fuel 
Wacer Heat. Fuel 
Cooking Fuel ^ 
Clothes Washing 
Machine 
Cloches Dryer 


Home Food Freezer 
Telephone Avail 
Aufomobile.s Avail 
Air Conditioning 
Television Sets 
Radio Secs 


SUBJECT 


ALU OCCUPIED UNITS. . ' 
HEATING FUEL 


UTILITY GAS 

FUEL OlUi KEROSENE* ETC. 

COAL OR COKE 

WOOD • • 

ELECTRICITY 

BOTTLED I TANK* OR LP GAS 

OTHER FUEL 

NONE 


WATER HEATING FUEL 


UTILITY GAS - 

ELECTRICITY - 

COAL OR COKE 

WOOD 

BOTTLED* TANK* OR LP GAS 
FUEL OiLf KEROSENE* ETC. 

OTHER FUEL. 

NONE. .... 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED I TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD. . . 

OTHER FUEL 

NONE 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC . . . 

WASHER-DRYER COMBINATION 

NONE. . 


CLOTHES DRYER 


GAS HEATED 

ELECTRICALLY HEATED 
NONE 


HOME FOOD freezer 


1 OR MORE 
NONE. . . 


TELEPHONE AVAILABLE 


YES 

NO. 


automobiles AVAILABLE 


1 • • • * 
2 « • • * 

3 OR MORE 
NONE. . . 


AIR CONDITIONING 


ROOM UNITt 

1 

2 OR MORE . . 
CENTRAL SYSTEM 
NONE 


TELEVISION SETS 


1 . . . • 

2 OR MORE 
NONE. . . 


RADIO SETS 


THE STATE 


INSIDE 

SMSA’S 


390 127 
421 777 
70 570 
32 645 
1 396 
56 751 
10 350 
365 


437 470 
296 705 
13 336 
2 410 
95 303 
31 596 
7 557 
107 604 


388 579 
351 112 
215 830 

5 017 
3 099 

21 422 
823 

6 099 


549 039 
276 717 
12 781 
153 444 


102 897 
154 533 
734 5S1 


315 307 
676 674 


866 159 
125 822 


613 408 
201 107 
27 252 
150 126 


42 668 
8 837 
7 519 
932 957 


788 295 
74 757 
128 929 


561 020 
381 607 
49 354 


OUTSIDE 

SMSA’S 


469 508 


305 691 
151 337 
36 769 
2 710 
440 
17 769 
7 588 
161 


355 388 
90 907 

11 044 
617 

30 072 

12 672 
6 013 

15 760 


315 190 
150 518 
48 796 
1 028 
730 

2 353 
148 

3 710 


222 811 
188 653 
7 962 
103 047 


79 269 
60 821 
382 383 


119 855 
402 618 


480 352 
42 121 


313 753 
102 225 
13 677 
92 810 


30 705 
6 249 
4 571 
400 948 


415 339 
61 900 
45 234 


266 606 
227 747 
2B 120 


URBAN* 

total 


84 436 
270 440 
41 BOl 
29 935 
946 
38 982 
2 762 
204 


82 082 
205 79B 
2 292 
1 793 
65 231 
18 924 
I 544 
91 844 


73 309 
200 594 
167 034 
3 989 
2 369 
19 069 
675 
2 309 


326 228 
06 064 
4 819 
50 397 


23 620 
93 712 
352 168 


195 452 
274 056 


385 807 
83 701 


299 655 
98 962 
13 575 
57 316 


11 963 
2 588 
2 948 
452 009 


372 956 
12 857 
83 695 


294 414 
153 060 
21 234 


TOTAL 


356 415 


369 132 
193 922 
43 118 
1 036 
461 
19 013 
B 756 
161 


420 708 
124 884 
12 387 
541 
35 112 
10 885 
6 357 
16 725 


367 801 
199 461 
58 828 
1 746 
918 
1 627 
254 
4 964 


260 312 
223 382 
9 489 
122 416 


86 375 
82 294 
466 930 


148 990 
486 609 


588 121 
47 445 


383 839 
120 606 
15 778 
115 381 


37 191 
7 487 
5 709 
585 212 


505 963 
65 428 
64 208 


332 679 
270 382 
32 538 


NONFARM 


208 122 


20 995 
227 055 
35 452 
31 609 
935 
37 738 
1 594 
204 


16 762 
171 821 
949 
1 B69 
60 191 
12 711 
1 200 
90 879 


20 778 
151 651 
157 002 
3 271 
2 181 
19 795 
569 
1 135 


268 727 
53 335 
3 292 
31 028 


16 522 
72 239 
267 621 


166 317 
190 065 


278 038 
78 377 


229 569 
80 581 
11 474 
34 745 


5 477 
1 350 
1 810 
347 745 


282 332 
9 329 
64 721 


228 341 
111 225 
16 816 


OCCUPIED 

FARM 


148 293 


17 999 
136 475 
16 188 
12 958 
645 
22 757 
1 153 
101 


14 844 
96 684 
705 
790 
39 800 
9 054 
999 
45 400 


16 121 
05 407 
93 135 
2 150 
1 448 
8 788 
202 
1 017 


142 872 
38 537 
2 132 
24 735 


10 644 
37 261 
160 371 


72 865 
135 411 


160 092 
40 030 


132 001 
42 505 
4 886 
26 871 


3 953 
954 
1 451 
201 918 


162 626 
7 344 
38 306 


135 425 
60 733 
12 118 


2 996 
91 380 
19 264 
18 651 
290 
14 981 
441 
103 


1 918 
75 137 
244 
I 079 
20 391 
3 657 
201 
45 479 


4 657 
66 244 
63 067 
I 113 
733 
11 007 
367 
118 


125 855 
14 798 
1 160 
6 293 


5 070 
34 978 
107 250 


93 452 
54 654 


117 946 
30 347 


97 568 
38 076 
6 588 
5 874 


1 524 
396 
359 
145 827 


119 706 
1 985 
26 415 


92 916 
50 492 
4 698 


1 . . . . 

2 OR MORE 
NONE. . . 
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Table 7. — Financial Characteristics and Duration of Vacancy, for the State, Inside and Value Contract Rent 

Outside SMSA’s, Urban AND Rural Nonfaum: I960 Gross Rent Duration of Vacancy 

[Some data based on sample; see text. Plus (+) or minus (-•) after number indicates median above or below that number] 


subject 

THE state 

URBAN f 

TOTAL 

RURAL 

NONFARM t 

TOTAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA»S 

VALUE 






OWNER OCCUPIED. 

517 592 

310 364 

207 228 

391 208 

126 384 

LESS THAN $5|000 

38 713 

7 583 

31 130 

11 573 

27 140 

$5t000 TO $7 t400 . . 

51 690 

16 003 

35 607 

25 447 

26 243 

$7 » 500 TO S9, 900 

66 653 

30 218 

36 435 

44 623 

22 030 

$10i000 TO $12»400 

90 655 

54 170 

36 485 

71 341 

19 314 

$12(500 TO $14(900. « 

92 025 

66 565 

25 460 

79 875 

12 150 

$15(000 TO $17»400 

72 982 

53 584 

19 396 

64 069 

B 893 

$17(500 TO $19(900 

40 599 

31 083 

9 516* 

36 676 

3 923 

$20(000 TO $24(900 

34 929 

27 064 

7 865 

31 300 

3 629 

$25(000 TO $34(900 . . . 

19 582 

15 902 

3 680 

17 7U 

1 871 

$35(000 OR MORE . 

9 764 

8 192 

1 572 

8 573 

1 191 

MEDIAN DOLLARS . 

12 800 

14 300 

10 000 

13 800 

8 600 

VACANT AVAILABLE FOR SALE 

6 576 

3 929 

2 647 

4 728 

1 848 

LESS THAN SStOOO. 

1 022 

234 

788 

305 

717 

$5(000 TO $9(900. • 

1 027 

431 

596 

641 

386 

$10(000 TO $14(900 

1 607 

1 099 

508 

1 219 

3B8 

$15(000 TO $19(900. 

1 761 

1 160 

601 

1 498 

263 

$20(000 TO $24(900 

528 

436 

92 

480 

46 

$25(000 OR MORE 

631 

569 

62 

585 

46 

MEDIAN PRICE ASKED DOLLARS * 

13 900 

15 900 

9 500 

15 700 

7 400 

GROSS RENT 






RENTER OCCUPIED 

250 825 

162 981 

87 844 

201 877 

48 948 

LESS THAN $20 

2 535 

1 215 

1 320 

1 523 

1 012 

$20 TO 

10 219 

5 800 

4 419 

7 644 

2 575 

$30 TO $39 

17 136 

10 522 

6 614 

13 076 

4 060 

$40 TO 

20 926 

il 589 

9 337 

15 372 

5 554 

$50 TO $59 

26 079 

15 588 

11 291 

20 699 

6 ISO 

$60 TO $69( • « . 

32 043 

20 216 

11 825 

26 109 

5 934 

$70 TO $79 

31 296 

21 563 

9 733 

26 722 

4 574 

$80 TO 

48 211 

34 869 

13 342 

42 375 

5 836 

$100 TO 

23 664 

18 331 

5 333 

21 587 

2 077 

$120 TO $149. 

13 210 

10 857 

2 353 

12 362 

84B 

$150 TO $199. 

4 529 

3 927 

602 

4 203 

326 

$200 OR MORE. 

1 230 

975 

255 

1 009 

221 

NO CASH RENT 

18 947 

7 527 

11 420 

9 196 

9 751 

MEDIAN DOLLARS . 

72 

76 

64 

74 

60 

CONTRACT RENT 






RENTER OCCUPIED . . • . 

250 825 

162 981 

87 844 

201 877 

48 94B 

LESS THAN $20 

7 701 

2 234 

5 467 

2 753 

4 940 

$20 TO . 

19 235 

8 844 

10 391 

11 871 

7 364 

$30 TO 

26 787 

14 850 

11 937 

19 116 

7 671 

$40 TO $59. « . • 

63 64B 

37 999 

25 649 

51 375 

12 273 

$60 TO 

62 708 

46 713 

15 995 

57 877 

4 831 

$80 TO $99 

29 288 

24 879 

4 409 

28 090 

1 198 

$100 TO $149 . . 

19 746 

17 549 

2 197 

19 116 

630 

$150 OR MORE 

2 765 

2 386 

379 

2 403 

282 

NO CASH RENT 

18 947 

7 527 

11 420 

9 196 

9 751 

MEDIAN DOLLARS • 

60 

65 

48 

63 

39 

VACANT AVAILABLE FOR RENT 

15 918 

10 191 

5 727 

12 752 

3 166 

LESS THAN $30 

2 360 

1 151 

1 229 

1 489 

091 

$30 TO 

2 485 

1 405 

1 000 

1 833 

652 

$40 TO 

3 993 

2 324 

1 669 

3 109 

864 

$60 TO 

3 090 

2 123 

967 

2 805 

285 

$B0 TO 

1 510 

1 165 

345 

1 399 

111 

$100 TO 

1 193 

1 035 

158 

1 119 

74 

$120 OR MORE 

1 267 

908 

359 

998 

269 

MEDIAN RENT ASKED (DOLLARS) i 






VACANT AVAILABLE FOR RENT 

55 

61 

47 

60 

41 

WITH ALL UTILITIES IN RENT 

46 

44 

56 

45 

65 

WITH SOME OR NO UTILITIES IN RENT .... 

58 

71 

45 

67 

38 

DURATION OF VACANCY 






VACANT AVAILABLE FOR SALE ........ 

7 664 

4 036 

3 626 

4 764 

2 900 

LESS THAN 4 MONTHS 

3 734 

2 503 

1 231 

2 964 

770 

4 UP TO 6 MONTHS . . • . 

771 

326 

445 

413 

358 

6 MONTHS OR MORE. ...... , 

3 159 

1 207 

1 952 

1 387 

1 772 

VACANT AVAILABLE FOR RENT 

16 015 

9 141 

6 874 

11 579 

4 436 

LESS THAN 1 MONTH 

4 429 

2 930 

1 499 

3 849 

580 

1 UP TO 4 MONTHS 

5 485 

3 635 

1 850 

4 632 

853 

4 UP TO 6 MONTHS 

1 372 

566 

606 

707 

665 

6 MONTHS OR MORE. • » . * • 

4 729 

2 010 

2 719 

2 391 

2 338 
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Table 8 . — Selected Characteristics or Housing Units With Nonwhite Household Heads, for the State, SMSAs, 

AND Places of 10,000 Inhabitants or More: 1960 

[Based on sample; see text. Data sliown for areas having 400 or more housing units -with nonwhito household heads. “U” denotes an unincorporated place. Median not shown where base 
is less than 200; ininus (-) after number indicates median below that number. Percent not shown where less than 0.1] 


AREA 

TOTAL 

OCCUPIED 

UNITS 

MEDIAN 

NUMBER 

OF 

ROOMS 

MEDIAN 

NUMBER 

OF 

PERSONS 

PERCENT OF ALL OCCUPIED— 

OWNER 

MEDIAN 

VALUE 

(DOL- 

LARS) 

RENTER 

MEDIAN 

GROSS 

RENT 

(DOL- 

LARS) 

IN ONE- 
HOUSING 
UNIT 
STRUC- 
TURES 

IN STRUC- 
TURES 

built 

1950-1960 

SOUND 1 
WITH ALL 
PLUMBING 
FACIL- 
ITIES 

WITH l.Ol 
OR MORE 
PERSONS 
PER 
ROOM 

MOVED IN 
DURING 
1958- 
' 1960 

1 

OWNER 

OCCU- 

PIED 

RENTER 

OCCU- 

PIED 

THE STATE 

10 109 

4,4 

3.1 

51 .9 

12.5 

48.4 

1 24.4 

47.1 

46.7 

53.3 

10 600 

70 


0 105 

4.7 

2.9 

40.5 

10.6 

58.1 

' 15.7 

51,5 

41.0 

59.0 

12 100 

71 


2 004 

3.0 

4.6 

97.9 

19.9 

9.1 

59,5 

29,3 

69.6 

30.4 

5 000- 

38 

NONFARM 

1 903 

3.0 

4.7 

97.8 

20.3 

6.8 

61,5 

30.4 

69.3 

30.7 

5 000- 

38 


101 

... 

... 

... 

... 

... 

... 

... 

... 

. . . 


• . • 

INSIDE SMSA’S 

8 030 

4.7 

2.9 

41.3 

U.3 

57.4 

15.5 

50,7 

41.7 

58.3 

12 200 

71 

IN CENTRAL CITIES 

7 382 

4.7 

2.8 

37.2 

8.0 

56.9 

14.4 

51.8 

30.9 

! 61.1 

12 000 

71 

NOT IN CENTRAL CITIES . . . . 

648 

4.7 

3.6 

88.7 

48.9 

63.1 

26.1 

38.3 

73.9 

26.1 

14 100 

• . • 

OUTSIDE 

2 079 

3.1 

4.6 

92.7 

17.1 

13.6 

50.5 

33.1 

65,7 

34.3 

5 000- 

48 

STANDARD METROPOLITAN 







i 






STATISTICAL AREAS 







1 






DULUTH-SUPERIOR 

497 

4.1 

3.2 

59.6 

16.1 

27.2 

23.5 

50,9 

40,0 

60.0 

... 

65 

MINNEAPOLIS-ST PAUL 

7 565 

4.7 

2.8 

40.4 

11.0 

59.2 

15,0 

50.6 

42.0 

58.0 

12 300 

72 

PLACES 













MINNEAPOLIS 

4 451 

4.7 

2.B 

34.3 ’ 

7.3 

57.7 

12.9 

52.8 

36.5 

63.5 

12 300 

73 

ST PAUL 

2 636 

4.8 

2.8 

41.7 1 

9.3 j 

S8.0 

17.1 

49.1 

43.9 

56.1 

11 600 

69 


(Tables 9 to 11 of the standard State aeries are omitted) 
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State and Small Areas 


Table 12. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMS As, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960 

[Some data based on sample; see text. "U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


STANDARD METROPOLITAN STATISTICAL AREAS 


OULUTH-SUPERIOR 


SUBJECT 

THE AREA 


MINNESOTA 

i PORTION 


WI 

sconsin portion 

TOTAL 

ST LOUIS 
COUNTY 

DULUTH 

URBAN 

BALANCE 

RURAL 

TOTAL 

DOUGLAS 

county 

1 URBAN 

RURAL 

all housing UNITS . . 

9S 436 

81 522 

36 575 

21 472 

23 475 

16 914 

11 300 

5 606 

TENURE t COLOR 1 AND VACANCY 









STATUS 









OCCUPIED ................. 

84 809 

71 122 

34 491 

20 088 

' 16 543 

13 687 

10 558 

3 129 

OWNER OCCUPIED 

59 684 

50 179 

22 257 

14 129 

! 13 793 

9 505 

6 767 

2 738 

PERCENT OF ALL OCCUPIED 

70.4 

70,6 

64,5 

70.3 

1 83.4 

69.4 

64.1 

87.5 

WHITE* • » • • 

59 486 

SO 004 

22 168 

14 120 

13 716 

9 481 

6 751 

2 730 

NONWHITE « • • 

199 

175 

89 

9 

1 77 

24 , 

16 

8 

RENTER OCCUPIED 

25 125 

20 943 

12 234 

5 959 

2 750 

4 102 

3 791 

391 

WHITE 

24 827 

20 653 

12 028 

5 940 

2 685 

4 174 ' 

3 7B3 

391 

NONWHITE 

298 

290 

206 

19 

65 

a , 

8 

... 

VACANT 

13 627 

10 400 

2 084 

1 384 

! 6 932 

3 227 

750 

2 477 

YEAR ROUND * 

5 895 

4 824 

1 869 

1 259 

1 1 696 

1 071 

669 

402 

SOUND OR DETERIORATING 

4 961 

4 175 

1 675 

1 131 

' 1 369 

786 

458 

328 

AVAILABLE. 

3 274 

2 843 

1 417 

959 

1 467 

431 

376 

55 

FOR SALE ONLY 

755 

668 

222 

270 

176 

87 

48 

39 

HOMEOWNER VACANCY RATE , . . . . 

1.2 

1.3 

l.O 

1.9 

1.3 

0.9 

0,7 

1.4 

FOR RENT 

2 519 

2 175 

1 195 

689 

291 

344 

328 

16 

rental VACANCY RATE 

9.1 

9.4 

8.9 

10.4 

9.6 

7.6 

8.0 

3.9 

RENTED OR SOLDt AWAITING OCCUPANCY . 

298 

243 

lie 

57 

68 

55 

26 

29 

HELD FOR OCCASIONAL USE 

539 

470 

18 

20 

432 

69 

0 

61 

HELD FOR OTHER REASONS 

850 

619 

122 

95 

402 

231 

48 

163 

DILAPIDATED 

934 

649 

194 

12b 

327 

285 

211 

74 

SEASONAL . 

7 732 

5 576 

215 

125 

5 236 

2 156 

81 

2 075 

CONDITION AND PLUMBING 









ALL UNITS 

98 407 

81 493 

36 567 

21 451 

23 475 

16 914 

11 308 

5 606 

SOUND 

79 567 

66 587 

30 lie 

18 457 

18 012 

12 980 

0 283 

4 697 

WITH ALL PLUMBING FACILITIES 

65 069 

55 015 

27 125 

16 773 

11 117 

10 074 

7 747 

2 327 

LACKING ONLY HOT WATER , • . . 

550 

447 

77 

146 

224 

103 

52 

51, 

LACKING OTHER PLUMBING FACILITIES. . . . 

13 928 

11 125 

2 916 

1 538 

6 671 

2 803 

404 

2 319 

DETERIORATING . . . 

15 083 

12 142 

5 487 

2 410 

4 245 

2 941 

2 208 

733 

WITH ALL PLUMBING FACILITIES 

7 622 

6 030 

3 350 

1 590 

1 090 

1 592 

1 491 

101 

LACKING ONLY HOT WATER 

330 

279 

121 

65 

93 

51 

47 

4 

LACKING OTHER PLUMBING FACILITIES. . . . 

7 131 

5 833 

2 016 

755 

3 062 

1 296 

670 

628 

DILAPIDATED 

3 757 

2 764 

962 

584 

1 218 

993 

817 

176 

OWNER OCCUPIED 

59 684 

50 179 

22 257 

14 129 

13 793 

9 505 

6 767 

2 738 

SOUND 

52 270 

44 136 

20 059 

12 864 

11 213 

8 134 

5 670 

2 464 

WITH ALL PLUMBING FACILITIES ...... 

47 277 

40 166 

19 629 

12 287 

a 250 

7 111 

5 491 

1 620 

LACKING SOME OR ALL FACILITIES 

4 993 

3 970 

430 

577 

2 963 

1 023 

179 

644 

DETERIORATING 

6 149 

4 998 

1 884 

1 057 

2 057 

1 151 

911 

240 

WITH ALL PLUMBING FACILITIES 

3 988 

3 153 

1 625 

816 

712 

835 

772 

63 

LACKING SOME OR ALL FACILITIES 

2 161 

1 845 

259 

241 

1 345 

316 

139 

177 

DILAPIDATED 

1 265 

1 045 

314 

208 

523 

220 

106 

34 

RENTER OCCUPIED 

25 125 

20 943 

12 234 

5 959 

2 750 

4 162 

3 791 

391 

SOUND 

17 900 

15 233 

8 792 

4 662 

1 779 

2 667 

2 394 

273 

WITH ALL PLUMBING FACILITIES 

13 869 

11 640 

6 707 

3 814 

1 119 

2 229 

2 109 

120 

LACKING SOME OR ALL FACILITIES . . . . . 

4 031 

3 593 

2 085 

848 

660 

438 

2B5 

153 

DETERIORATING. .............. 

5 841 

4 746 

2 994 

1 035 

717 

1 095 

996 

99 

WITH ALL PLUMBING FACILITIES 

2 945 

2 345 

1 522 

59R 

225 

600 

590 

10 

LACKING SOME OR ALL FACILITIES 

2 896 

a 401 

1 472 

437 

492 

495 

406 

89 

dilapidated • . . 

1 384 

964 

448 

262 

254 

420 

401 

19 

VACANT AVAILABLE FOR SALE 

755 

668 

222 

270 

176 

87 

48 

39 

WITH ALL PLUMBING FACILITIES 

517 

471 

187 

243 

41 

46 

35 

11 

LACKING SOME OR ALL FACILITIES 

238 

197 

35 

27 

135 

41 

13 

28 

VACANT AVAILABLE FOR RENT • 

2 519 

2 175 

1 195 

689 

291 

344 

328 

16 

WITH all plumbing FACILITIES 

1 068 

889 

488 

291 

110 

179 

174 

5 

LACKING SOME OR ALL FACILITIES 

1 451 

1 286 

707 

398 

lai 

165 

154 

11 

ALL HOUSING UNITS 

98 436 

ai 522 

36 575 

21 472 

23 475 

16 914 

11 308 

5 606 

WATER SUPPLY 









HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

82 767 

69 259 

35 061 

20 300 

13 898 

13 508 

10 756 

2 752 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

6 208 

5 118 

1 148 

940 

3 030 

1 090 

487 

603 

PIPED WATER OUTSIDE STRUCTURE 

293 

206 

19 

13 

174 

87 

4 

83 

NO PIPED WATER 

9 139 

6 910 

339 

198 

6 373 

2 229 

61 

2 168 

TOILET FACILITIES 









FLUSH TOILETi EXCLUSIVE USE 

78 881 

66 184 

31 750 

19 937 

14 497 

12 697 

9 994 

2 703 

FLUSH TOILET f SHARED 

6 718 

5 520 

4 188 

1 164 

168 

1 198 

1 169 

29 

OTHER TOILET FACILITIES OR NONE 

12 808 

9 789 

629 

350 

8 810 

3 019 

145 

2 074 

BATHING FACILITIES 









BATHTUB OR SHOWER t EXCLUSIVE USE 

75 692 

63 411 

31 335 

18 951 

13 125 

12 201 

9 747 

2 534 

bathtub or SHOWER. SHARED 

7 028 

5 815 

4 301 

1 241 

273 

1 213 

1 168 

45 

NO bathtub or SHOWER , . 

15 687 

12 267 

931 

1 259 

10 077 

3 420 

393 

3 027 


Minnesota 
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Table 12. — Tenure, Vacancy Status, and Condition and Plumujng Facilities, for SMSA's, Constituent Sut « T^Hcc 

Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized ConditbTunTplumb. B!]thTn^r^Fac. 


Areas: 1960 — Con. 


[Some data based on sample; see text. “U” denotes an unincorporated place] 


all housing units. 


TENURE! COLOR! AND VACANCY 
STATUS 


OCCUPIED 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED, 

white 

NONWHITE . . 

RENTER OCCUPIED 

WHITE.. 

NONWHITE . • 


VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE .... 

FOR RENT 

RENTAL VACANCY RATE. ..... 
RENTED OR SOLD! AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD 'FOR OTHER REASONS ...... 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED. . 


OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES • 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


VACANT AVAILABLE FOR SALE. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS. 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
only COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER . 


TOILET FACILITIES 


FLUSH TOILET, EXCLUSIVE USE. . . 

FLUSH TOILET, SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER, EXCLUSIVE USE 
BATHTUB DR SHOWER, SHARED. . . • 
NO BATHTUB OR SHOWER ...... 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


FARGO-MOORHEAD 


MINNESOTA PORTION 


NORTH DAKOTA PORTION 


CLAY COUNTY 


CASS COUNTY 
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State and Small Areas 


Table 12, — Tenture, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960 — Con. 

[Some data based on sample; see text. “U” denotes an unincorporated placej 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


MINNEAPOLIS-ST PAUL 


SUBJECT 

THE 

AREA 

COUNTIES 

PLACES 

URBAN 

BALANCE 

RURAL 

ANOKA 

DAKOTA 

HENNE- 

PIN 

1 

RAMSEY 

WASHING- 

TON 

BLOOM- 

INGTON 

MINNE- 

APOLIS 

ST 

PAUL 

ALL HOUSING UNITS 

463 

no 

23 

193 

21 

554 

271 

784 

130 

466 

16 

in 

12 

358 

173 

155 

102 

310 

149 

537 

25 

750 

TENUREi COLOR* AND VACANCY 
























STATUS 
























OCCUPIED 


440 

805 

21 

300 

20 

593 

259 

549 

125 

648 

13 

715 

12 

035 

165 

791 

98 

704 

142 

302 

21 

973 

OWNER OCCUPIED • • 


300 

738 

18 

372 

16 

538 

170 

716 

83 

513 

11 

599 

11 

150 

87 

356 

59 

542 

124 

250 

18 

440 

PERCENT of; ALL OCCUPIED 


68.2 

86.3 

80,3 

65.0 

66.5 

84,6 

92.6 

52.7 1 

60.3 

87.3 

83.9 

WHITE 


297 

561 

18 

300 

16 

519 

168 

885 

82 

274 

11 

583 

11 

113 

85 

730 

58 

384 

123 

9491 

18 

385 

NONWHITE 


3 

177 


72 


19 

1 

831 

1 

239 


16 


37 

1 

626 

1 

158 


301 


55 

RENTER OCCUPIED. 


140 

067 

2 

928 

4 

055 

88 

833 

42 

135 

2 

116 


805 

78 

435 

39 

162 

18 

052 

3 

533 

WHITE 


135 

679 

2 

910 

4 

038 

05 

995 

40 

625 

2 

111 


805 

75 

610 

37 

684 

17 

976 

3 

524 

nonwhite 



388 


le 


17 

2 

838 

1 

510 


5 


... 

2 

825 

1 

478 


76 


9 

VACANT 


22 

305 

1 

893 


961 

12 

235 

4 

820 

2 

396 


323 

7 

364 

3 

606 

7 

235 

3 

777 

YEAR ROUND 


17 

674 

1 

128 


608 

10 

616 

4 

255 


867 


302 

7 

113 

3 

296 

5 

673 1 

1 

290 

SOUND OR deteriorating 


16 

206 

1 

050 


746 

9 

737 

3 

885 


708 


286 

6 

430 

2 

908 

5 

356 j 

1 

146 

AVAILABLE 


11 

347 


588 


483 

6 

929 

2 

956 


391 


167 

' 4 

874 

2 

416 

3 

376, 


514 

FOR SALE ONLY 


3 

168 


325 


216 

1 

776 


609 


242 


128 


418 


300 

2 

039 ' 


275 

HOMEOWNER VACANCY RATE , , . 



1.0 


1.7 


U3 


1.0 


0.7 


2.0 


1.1 


0,5 


0.5 


l,6l 


1.5 

FOR RENT 


8 

179 


263 


267 

5 

153 

2 

347 


149 


39 

4 

456 

2 

108 

1 

337 1 


239 

rental vacancy rate 



5.5 


8.2 


6.2 


5,5 


5.3 


6.6 


4.2 


5,4 


5.1 


6.9, 


6.3 

rented or sold* awaiting OCCUPANCY . 

2 

182 


281 


127 

1 

149 


467 


158 


91 


420 


236 

1 

206' 


227 

HELD FOR OCCASIONAL USE 

• . 


506 


45 


34 


241 


71 


115 


2 


83 


31 


198' 


192 

HELD FOR OTHER REASONS 

• . 

2 

171 


136 


102 

1 

418 


391 


124 


26 

, 1 

053 


305 


574 1 


213 

DILAPIDATED 

. . 

1 

468 


78 


62 


879 


370 


79 


16 


683 


308 


317, 


144 

SEASONAL . . 

• • 

4 

631 


765 


153 

1 

619 


565 

1 

529 


21 

1 

251 


310 

1 

562' 

2 

487 

CONDITION AND PLUMBING 
















1 





1 

1 



ALL UNITS. ... 


460 

82B 

23 

188 

21 

548 

269 

513 

130 

468 

16 

111 

12 

352 

170 

892 

102 

310 

149 

498 ' 

25 

776 

SOUND 


407 

978 

21 

072 

19 

337 

23 B 

680 

115 

154 

13 

735 

11 

987 

145 

215 

88 

904 

140 

323' 

21 

549 

WITH ALL PLUMBING FACILITIES .... 


384 

945 

20 

132 

16 

354 

225 

425 

108 

659 

12 

375 

11 

892 

133 

623 

02 

832 

137 

672 . 

18 

926 

LACKING ONLY HOT WATER 


1 

Oil 


96 


50 


368 


362 


135 


3 


162 


273 


348 


225 

LACKING OTHER PLUMBING FACILITIES. . 


22 

022 


844 


933 

12 

887 

6 

133 

1 

225 


92 

11 

430 

5 

799 

2 

303 

2 

398 

DETERIORATING 

• » 

41 

010 

1 

577 

1 

770 

23 

992 

11 

858 

1 

813 


285 

20 

335 

10 

662 

6 

610 

3 

118 

WITH ALL PLUMBING FACILITIES . . . 


28 

047 

1 

016 

1 

207 

15 

918 

8 

800 

1 

106 


223 

13 

300 

7 

927 

4 

910' 

1 

687 

LACKING ONLY HOT WATER 

« « 


630 


41 


18 


2e2 


226 


63 


4 


187 


182 


173 


04 

LACKING OTHER PLUMBING FACILITIES. . 


12 

333 


520 


545 

7 

792 

2 

832 


644 


50 

6 

848 

2 

553 

1 

527 

1 

347 

DILAPIDATED 


11 

840 


539 


441 

6 

841 

3 

456 


563 


80 

5 

342 

2 

744 

2 

565 

1 

109 

OWNER OCCUPIED 


300 

738 

18 

372 

16 

538 

170 

716 

83 

513 

11 

599 

11 

150 

87 

356 

59 

542 

124 

250 

18 

440 

SOUND 


282 

411 

17 

159 

15 

393 

161 

832 

77 

704 

10 

323 

10 

944 

81 

333 

54 

030 

119 

095 

16 

201 

WITH ALL PLUMBING FACILITIES .... 


278 

606 

16 

721 

14 

978 

160 

338 

76 

716 

9 

853 

10 

915 

80 

542 

54 

084 

117 

956 

15 

109 

LACKING SOME OR ALL FACILITIES . . . 


3 

805 


438 


415 

1 

494 


9BB 


470 


29 


791 


754 

1 

139 

1 

092 

DETERIORATING. ............ 

, . 

15 

042 


953 


894 

7 

380 

4 

833 


982 


158 

5 

253 

4 

003 

3 

960 

1 

668 

WITH ALL PLUMBING FACILITIES .... 

. * 

12 

923 


699 


658 

6 

580 

4 

299 


607 


138 

4 

850 

3 

634 

3 

235 

1 

066 

LACKING SOME OR ALL FACILITIES . . . 


2 

119 


254 


236 


800 


534 


295 


20 


403 


369 


725 


602 

DILAPIDATED 


3 

285 


260 


251 

1 

604 


976 


294 


48 


770 


701 

1 

195 


571 

RENTER OCCUPIED 


140 

067 

2 

928 

4 

055 

88 

833 

42 

135 

2 

116 


085 

78 

435 

39 

162 

18 

052 

3 

533 

SOUND 


110 

311 

2 

405 j 

3 

200 

69 

366 

33 

792 

1 

548 


759 

60 

194 i 

31 

437 

15 

428 

2 

493 

WITH ALL PLUMBING FACILITIES .... 


94 

199 

2 

222 

2 

795 

56 

884 

28 

977 

1 

321 


701 

50 

112i 

26 

724 

14 

544 

2 

lie 

LACKING SOME OR ALL FACILITIES . . . 


16 

112 


183' 


405 

10 

482 

4 

815 


227 


58 

10 

0821 

4 

713 


664 


375 

DETERIORATING. ............ 


22 

691 


354 


705 

14 

947 

6 

232 


453 


103 

14 

089' 

5 

975 

1 

747 


777 

WITH ALL PLUMBING FACILITIES .... 


13 

729 


230, 


483 

8 

590 

4 

133 


293 


75 

7 

945 1 

3 

965 

1 

300 


444 

LACKING SOME OR ALL FACILITIES . . . 


S 

962 


124 


222 

6 

357 

2 

099 


160 


28 

6 

1441 

2 

010 


447 


333 

DILAPIDATED 


7 

065 


169 


150 

4 

520 

2 

in 


115 


23 

4 

152 

1 

750 


877 


263 

VACANT AVAILABLE FOR SALE. .... 


3 

168 


325 1 


216 

1 

776 


609 


242 


128 


418 


30B 

2 

039 


275 

WITH ALL PLUMBING FACILITIES 


3 

016 


3081 


199 

1 

712 


SB6 


211 


125 


393 1 


297 

1 

978 


223 

LACKING SOME OR ALL FACILITIES .... 



152 




17 


64 


23 


31 




25 


11 


61 


52 

VACANT AVAILABLE FOR RENT, .... 


8 

179 


2631 


267 

5 

153 

2 

347 


149 


39 

4 

456 1 

2 

108 

1 

337 


239 

WITH ALL PLUMBING FACILITIES 


5 

468 


225 i 


177 

3 

379 

1 

581 


106 


38 

2 

760 1 

1 

370 

1 

130 


170 

LACKING SOME OR ALL FACILITIES .... 


2 

711 


38| 


90 

1 

774 


766 


43 



1 

696 


730 


207 


69 

ALL HOUSING UNITS 


463 

no 

23 

i 

1 

J22j 

21 

554 

271 

784 

130 

466 

16 

111 

12 

350 

173 

155 

102 

310 

149 

537 

25 

750 

WATER SUPPLY 
























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

448 

659 

21 

010 

20 

491 

264 

052 

128 

140 

14 

166 

12 

262 

168 

147 

100 

733 

145 

695 

21 

822 

ONLY COLD PIPED WATER INSIDE STRUCTURE 

• ■ 

7 

305 


789 


401 

3 

452 

1 

929 


734 


34 

2 

310 

1 

444 

2 

030 

1 

479 

PIPED WATER OUTSIDE STRUCTURE 

• • 


516 


51 


90 


184 


91 


100 


13 


28 


29 


206 


240 

NO PIPED WATER 

• • 

4 

34b 


538 


566 

1 

825 


308 

1 

in 


43 


407 


104 

1 

559 

2 

235 

TOILET FACILITIES 
























FLUSH toilet* exclusive USE, ..... 


425 

902 

21 

805 

20 

146 

246 

022 

121 

646 

14 

283 

12 

217 

151 

905 

94 

073 

145 

840 

21 

867 

FLUSH TOILET* SHARED 

. . 

27 

537 


171 


461 

18 

754 

7 

968 


183 


43 

18 

357 

7 

896 

1 

046 


195 

OTHER TOILET FACILITIES OR NONE. . , . 

* • 

7 

389 

> 

212 


941 

2 

737 


854 

1 

645 


92 


630 


341 

2 

612 

3 

714 

BATHING FACILITIES 
























BATHTUB OR SHOWER* EXCLUSIVE USE , , . 


421 

460 

21 

623 

19 

835 

245 

649 

120 

350 

14 

003 

12 

189 

150 

1 

0981 

92 

970 

144 

756 

21 

447 

BATHTUB OR SHOWER. SHARED 

. , 

28 

591 


192 


511 

19 

325 

6 

363 


200 


51 

18 

669, 

8 

278 

1 

140 


253 

NO bathtub or shower ......... 

• • 

10 

777 

1 

375 

1 

202 

4 

539 j 

1 

755 

1 

908 


112 

1 


1 

062 

3 

602 

4 

076 


Minnesota 
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Table 12. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMS As, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960 — Con. 

[Some data baaed on sample; aee text “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


URBANIZED AREAS 



DULUTH-SUPERIOR 

farqo-moorheao 

minneapolis- 
ST PAUL 

SUBJECT 

total 

MINNESOTA 

PORTION 

total 

MINNESOTA 

PORTION 

all housing units 

49 079 

37 771 

21 686 

6 880 

431 830 

TENURE f COLOR* AND VACANCY 






STATUS 






OCCUPIED 

46 193 

35 634 

21 036 

6 666 

413 538 

OWNER OCCUPIED 

30 040 

23 273 

12 542 

4 597 

278 304 

PERCENT OF ALL OCCUPIED 

65.0 

65.3 

59.6 

69,0 

67.3 

WHITE 

29 935 

23 184 

12 538 

4 597 

275 186 

NONWHITE 

105 

89 

4 

• • . 

3 118 

renter OCCUPIED 

16 152 

12 361 

a 494 

2 069 

135 234 

WHITE 

15 938 

12 155 

8 462 

2 069 

130 863 

NONWHITE 

214 

206 

32 

... 

4 371 

VACANT 

2 887 

2 137 

850 

214 

18 292 

YEAR ROUND 

2 584 

1 915 

790 

204 

16 162 

SOUND OR DETERIORATING • . . 

2 170 

1 712 

758 

191 

14 858 

AVAILABLE. . 

1 814 

1 436 

639 

140 

10 705 

FOR SALE ONLY, , . 

284 

236 

ISO 

73 

2 849 

HOMEOWNER VACANCY RATE 

0.9 

1.0 

1.4 

1.6 

1.0 

FOR RENT 

1 530 

1 202 

459 

75 

7 866 

RENTAL VACANCY RATE 

8.7 

8.9 

5.1 

3.5 

5,5 

RENTED OR SOLD* AWAITING OCCUPANCY , 

147 

121 

61 

21 

1 929 

HELD FOR OCCASIONAL USE 

29 

21 

14 

4 

304 

HELD FOR OTHER REASONS 

180 

132 

44 

18 

1 920 

DILAPIDATED 

! 414 

203 

32 

13 

1 304 

SEASONAL 

303 

222 

60 

10 

2 130 

CONDITION AND PLUMBING 






ALL UNITS 

49 071 

37 763 

21 886 

6 880 

429 524 

SOUND. ... 

39 421 

31 138 

18 965 

5 058 

381 848 

WITH ALL PLUMBING FACILITIES 

35 802 

28 055 

17 439 

5 590 

361 698 

LACKING ONLY HOT WATER 

141 

89 

37 

4 

762 

LACKING OTHER PLUMBING FACILITIES, . , , 

3 478 

2 994 

1 489 

264 

1 19 3BB 

DETERIORATING 

7 645 

5 637 

2 457 

741 

1 37 088 

WITH ALL PLUMBING FACILITIES 

4 947 

3 456 

1 728 

565 

23 776 

LACKING ONLY HOT WATER . . 

176 

129 

23 

, a 

531 

LACKING OTHER PLUMBING FACILITIES. , . . 

2 722 

2 052 

706 

165 

10 701 

DILAPIDATED 

1 805 

98B 

464 

I 281 

' 10 588 

OWNER OCCUPIED 

30 040 

23 273 

12 542 

4 597 

1 278 304 

SOUND . . . . 

26 627 

20 957 

11 672 

4 151 

262 674 

WITH ALL PLUMBING FACILITIES 

25 950 

20 459 

11 459 

4 089 

260 079 

LACKING SOME OR ALL FACILITIES 

677 

498 

213 

62 

1 2 595 

DETERIORATING 

2 896 

1 955 

710 

318 

12 976 

WITH ALL plumbing’ FACILITIES 

2 482 

1 710 

620 

281 

1 a 546 

LACKING SOME OR ALL FACILITIES , , . . , 

414 

275 

90 

37 

1 430 

DILAPIDATED 

517 

331 

160 

128 

2 654 

RENTER OCCUPIED 

16 152 

12 361 

8 494 

2 069 

135 234 

SOUND 

a 276 

8 882 

6 643 

1 542 

106 909 

WITH ALL PLUMBING FACILITIES 

0 893 

6 784 

5 440 

1 354 

91 303 

LACKING SOME OR ALL FACILITIES 

2 383 

2 090 

1 195 

188 

15 606 

DETERIORATING.’ 

4 023 

3 027 

1 592 

390 

21 590 

WITH ALL PLUMBING FACILITIES 

2 129 

1 539 

1 021 

267 

13 052 

LACKING SOME OR ALL FACILITIES 

1 894 

1 408 

571 

123 

a 538 

DILAPIDATED 1 

853 

452 

259 

137 

6 735 

VACANT AVAILABLE FOR SALE 

284 

236 

180 

73 

2 649 

WITH ALL PLUMBING FACILITIES j 

230 

195 

174 

69 

2 756 

LACKING SOME OR ALL FACILITIES ...... 

54 

41 

6 

4' 

93 

VACANT AVAILABLE FOR RENT 

1 530 

1 202 

459 

75 

7 856 

WITH ALL PLUMBING FACILITIES 

665 

491 

306 

61 

5 241 

LACKING SOME OR ALL FACILITIES 

865 

711 

153 

14 

2 615 

ALL HOUSING UNITS 

49 079 

37 771 

21 886 

6 880 

431 830 

water supply 






HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

46 902 

36 146 

21 374 

6 650 

421 623 

ONLY COLO PIPED WATER INSIDE STRUCTURE , , 

1 662; 

1 175 

406 

199 

5 691 

PIPED water outside STRUCTURE 

32 

28 

17 

... 

254 

NO PIPED WATER 

475 

414 

89 

31 

1 956 

TOILET FACILITIES 






FLUSH TOILET* EXCLUSIVE USE 

42 832 

32 838 

19 748 

6 460 

398 916 

FLUSH TOILET, SHARED 

5 369 

4 200 

1 905 

353 

27 167 

OTHER TOILET FACILITIES OR NONE 

870 

725 

153 

67 

3 441 

BATHING FACILITIES 






BATHTUB OR SHOWER* EXCLUSIVE USE 

42 155 

32 400 

19 479 

6 324 

394 985 

BATHTUB OR SHOWER* SHARED 

5 481 

4 313 

2 079 

382 

28 146 

NO bathtub or SHOWER 

1 433 

1 042 

328 

174 

6 393 
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State and Small Areas 


Table 13. — Bathrooms, Rooms, and Bedrooms, tor SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-{-) after 

number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


STANDARD METROPOLITAN STATISTICAL AREAS 


DULUTH-SUPERIOR 


SUBJECT 

THE AREA 

MINNESOTA PORTION 

WISCONSIN PORTION 

TOTAL 

ST LOUIS 
COUNTY 

DULUTH 

URBAN 

BALANCE 

RURAL 

TOTAL 

DOUGLAS 

COUNTY 

URBAN 

rural 

BATHROOMS 



i 






ALL UNITS 1 

98 379 

81 465 

36 535 

21 455 

23 475 

16 914 

11 308 

5 606 


60 961 

50 582 

25 567 

14 186 

10 829 

10 379 

a 135 

2 244 

1 PLUS PARTIAL * * * 

7 989 

6 872 

3 272 

2 664 

936 

1 117 

1 067 

50 

2 OR MORE ' 

5 213 

4 665 

2 256 

1 835 

574 

548 

454 

94 

SHARED OR NONE 

24 216 

19 346 

5 440 

2 770 

11 136 

4 870 

1 652 

3 218 

OWNER OCCUPIED ^ 

59 704 

50 193 

22 265' 

14 135 

13 793 

9 511 

6 773 

2 738 


40 057 

33 368 

16 567 i 

9 128 

7 673 

6 689 

5 121 

1 568 

MORE THAN I 

n 752 

10 339 

4 9171 

4 092 

1 330 

1 413 

1 320 

93 

SHARED OR NONE • 

7 895 

6 486 

781; 

915 

4 790 

1 409 

332 

1 077 

RENTER OCCUPIED . . • 

25 105 

20 929 

12 226 

5 953 

2 750 

4 176 

3 785 

391 


16 390 

13 540 

8 083 

4 173 

1 284 

2 850 

2 736 

114 

MORE THAN * 

1 121 

965 

496 

353 

116 

156 

150 

6 

SHARED OR NONE . . > t| 

7 594 

6 424 

3 647 

1 427 

1 350 

1 170 

899 

271 

ROOMS 1 









ALL UNITS. 

98 407 

81 493 

36 567 

21 451 

23 475 

16 914 

11 308 

5 606 

1 ROOM 

6 ‘472 

5 490 

3 196 

796 

1 498 

982 

624 

358 

2 ROOMS « . « 

5 147 

4 097 

1 443 

686 

1 968 

1 050 

501 

549 

3 ROOMS 1 

10 862 

9 052 

3 2701 

2 172 

3 610 

1 830 

997 

833 

4 ROOMS. ... 

20 877 

17 735 

6 902 

4 768 

6 065 

3 142 

1 775 

1 367 

5 ROOMS 

24 545 

20 682 

9 324 

6 456 

4 902 

3 863 

2 608 

1 255 

6 ROOMS. 

18 369 

15 025 

7 761 

4 080 

3 184 

3 344 

2 612 

732 

7 ROOMS 

7 387 

5 561 

2 790 

1 589 

1 182 

1 826 

1 492 

334 

e ROOMS OR MORE , 

4 728 

3 851 

1 881 

904 

1 066 

877 

699 

178 

MEDIAN .1 

4.7 

4.7 

4,9 

4.9 

4,3 

4,9 

5.2 

4.3 

OWNER OCCUPIED , 

59 684 

50 179 

22 257 

14 129 

13 793 

9 505 

6 767 

2 738 

1 ROOM 1 

373 

321 

58 

36 

247 

52 

. • • 

52 

2 ROOMS 

1 080 

957 

126 

137 

694 

123 

44 

79 

3 ROOMS »j 

3 001 

2 592 

704 : 

589 

1 299 

409 

209 

200 

4 ROOMS ' 

11 861 

10 424 

4 057' 

2 665 

3 702 

1 437 

802 

635 

5 ROOMS 

17 951 

15 377 

6 604 

5 046 

3 727 

2 574 

1 748 

826 

6 ROOMS 1 

15 306 

12 686 

6 599 1 

3 500 

2 587 

2 620 

2 073 

547 

7 ROOMS ' 

6 413 

4 843 

2 487 

1 401 

955 

1 570 

1 301 

269 

8 ROOMS OR MORE . . . • 

3 699 

2 979 

1 642 

755 

582 

720 

590 

130 

MEDIAN 

5.3 

5.2 

5.4 

5.2 

4,8 

5.6 

5.8 

5.0 

RENTER OCCUPIED 

25 125 

20 943 

12 234 

5 959 

2 750 

4 182 

3 791 

391 

1 ROOM I 

3 719 

3 295 

2 489 i 

541 

265 

424 

410 

14 

2 ROOMS . . 

2 304 

1 876 

1 140 

433 

303 

428 

377 

51 

3 ROOMS. ... 

4 897 

4 121 

2 314 

1 323 

464 

776 

692 

84 

4 ROOMS . , . 

5 947 

4 999 

2 480 1 

1 831 

686 

948 

658 

90 

5 ROOMS . . • 

4 899 

4 055 

2 372 

1 109 

574 

844 

758 

86 

6 ROOMS. . • . 

2 213 

1 718 

1 001 

463 

254 

495 

462 

33 

7 ROOMS * • • 

730 

541 

251 i 

162 

128 

189 

156 

33 

a ROOMS OR MORE 

416 

338 

187 

97 

54 

78 

78 

• . . 

median 

3.8 

3.7 

3.6 

3.9 

4,0 

4.0 

4.0 

4,0 

VACANT AVAILABLE FOR SALE. 

755 

66B 

222 

270 

176 

07 

48 

39 

i TO 3 ROOMS 

132 

116 

28 

16 

72 

16 

7 

9 

4 ROOMS. 1 

151 

134 

52 

31 

51 

n 

6 

11 

5 ROOMS 

300 

281 

77 

179 

25 

19 

8 

11 

6 ROOMS 

107 

85 

36 

31 

18 

22 

16 

6 

7 ROOMS OR MORE. 

65 

52 

29 

13 

10 

13 

11 

2 

MEDIAN 

4.8 

4,8 

4.9 

5,0 

3.0 

5,1 


... 

VACANT AVAILABLE FOR RENT 

2 519 

2 175 

1 195 

6B9 

291 

344 

328 


I ROOM • • . . 

930 

837 

536 

261 

40 

93 

93 

1 

2 ROOMS 

287 

238 

130 

66 

42 

49 

46 

*3 

3 ROOKS. • • ......... 

466 

404 

193 

147 

64 

62 

59 

1 ^ 

4 ROOKS 

435 

371 

172 

123 

76 

64 

61 

1 3 

5 ROOKS OR MORE 

401 

325 

164 

92 

69 

76 

69 

7 

MEDIAN 

2.6 

2.5 

2.0 

2.6 

3.5 

3,0 

2.9 


BEDROOMS 









ALL UNITS . . . 

98 280 

61 366 

36 480 

21 411 

23 475 

16 914 

11 308 

5 606 

NONE , 

7 987 

6 567 

3 808 

979 

1 780 

1 420 

V72 

648 


19 571 

16 201 

6 507 

3 985 

5 709 

3 370 

2 103 

1 267 


33 069 

27 695 

12 294 

7 473 

7 928 

5 374 

3 352 

2 022 


28 380 

23 327 

10 624 

6 808 

5 895 

5 053 

3 067 

1 186 

4 OR MORE . 

9 273 

7 576 

3 247 

2 166 

2 163 

1 697 

1 214 

483 

OWNER OCCUPIED 

59 516 

50 042 

22 084 

14 165 

13 793 

9 474 

6 736 

2 73S 

0 AND 1 

6 786 

5 862 

1 901 

1 433 

2 528 

924 

515 

409 


21 574 

18 534 

a 252 

5 167 

5 115 

3 040 

1 975 

1 065 


23 739 

19 541 

9 144 

5 710 

4 687 

4 198 

3 284 

914 

4 OR MORE 

7 417 

6 105 

2 787 

1 855 

1 463 

1 312 

962 

360 

RENTER OCCUPIED 

25 293 

21 080 

12 407 

5 923 

2 750 

4 213 

3 822 

391 

NONE 

4 366 

3 632 

2 894 

608 

330 

534 

516 

18 


8 975 

7 302 

4 144 

2 188 

1 050 

1 593 

1 463 

130 


7 903 

6 593 

3 696 

2 067 

830 

1 310 

1 158 

152 

3 OR MORE 

4 049 

3 273 

1 673 

1 060 

540 

776 

685 

91 


Minnesota 
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Table 13. — Bathrooms, Rooms, and Bedrooms, for SMSA's, Constituent Counties, Places of 50,000 Bathrooms Bedrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. Rooms 

[Some data based on sample; median not shown where base is insufficient; see text. '‘U'* denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


FARGO-MOORHEAD 


SUBJECT 

THE AREA 

MINNESOTA PORTION | 

NORTH DAKOTA PORTION 

TOTAL 

URBAN 


TOTAL 





CLAY COUNTY 


i CASS county 



BATHROOMS 








ALL UNITS. 

31 904 

11 225 

6 880 

4 345 

20 679 

15 851 

4 828 


20 893 

7 047 

4 750 

2 297 

13 046 

11 396 

2 450 

1 PLUS PARTIAL 

2 771 

1 147 

892 

255 

1 624 

1 227 

397 

2 OR MORE 

2 135 

792 

661 

131 

1 343 

1 214 

129 

SHARED OR NONE ... 

6 105 

2 239 

577 

1 662 

3 866 

2 014 

1 852 

OWNER OCCUPIED 

19 223 

7 648 

4 597 

3 051 

1 1 575 

8 591 

2 984 


12 825 

4 930 

3 158 

1 772 

7 895 

6 195 

1 700 

MORE THAN 1 

4 216 

1 649 

1 307 

342 

2 567 

2 140 

427 

SHARED OR NONE 

2 182 

1 069 

132 

937 

1 113 

256 

857 

RENTER OCCUPIED 

10 806 

2 898 

2 069 

829 

7 900 

6 582 

1 326 


7 173 

1 849 

1 433 

416 

5 324 

4 701 

623 

MORE THAN 1 

661 

278 

234 

44 

383 

284 

99 

SHARED OR NONE 

2 972 

771 

402 

369 

2 201 

1 597 

604 

ROOMS 








ALL UNITS 

31 904 

11 225 

6 880 

4 345 

20 679 

15 851 

4 828 

I ROOM 

1 621 

330 

202 

128 

1 291 

1 187 

104 

2 ROOMS 

1 895 

639 

454 

185 

1 256 

1 102 

154 

3 ROOMS 

3 973 

1 329 

982 

347 

2 644 

2 373 

271 

4 ROOMS 

5 964 

2 086 

1 475 

611 

3 878 

3 409 

469 

5 ROOMS 

7 591 

3 006 

2 057 

949 

4 585 

3 737 

848 

6 ROOMS 

5 102 

1 901 

1 018 

883 

3 281 

2 219 

1 062 

7 ROOMS 

3 115 

1 119 

460 

659 

1 996 

1 150 

846 

e ROOMS OR MORE 

2 563 

815 

232 

583 

1 748 

674 

1 074 

MEDIAN 

4.8 

4.9 

4.7 

5.4 

4.8 

4,5 

6.0 

OWNER OCCUPIED 

19 223 

7 648 

4 597 

3 051 

11 575 

8 591 

1 2 984 

1 ROOM . 

64 

29 

5 

24 

35 

e 

27 

2 ROOMS . . . . 

300 

156 

92 

64 

144 

84 

60 

3 ROOMS . . . 

1 036 

487 

284 

203 

549 

375 

174 

4 ROOMS. . • 

3 391 

1 436 

1 007 

429 

1 955 

1 705 

250 

5 ROOMS 

5 825 

2 440 

1 709 

731 

3 305 

2 859 

526 

6 ROOMS 

4 lie 

1 550 

902 

648 

2 568 

1 900 

666 

7 ROOMS. . 

2 589 

941 

406 

535 

1 640 

1 045 

603 

a ROOMS OR MORE. 

1 900 

609 

192 

417 

1 291 

615 

676 

MEDIAN . . . . 

5.3 

5.2 

5.0 

5,6 

5,4 

5.2 

6.2 

RENTER OCCUPIED 

10 806 

2 898 

2 069 

829 

7 908 

6 582 

1 326 

1 ROOM . 

1 341 

218 

186 

32 

1 123 

1 071 

52 

2 ROOMS 

1 357 

400 

340 

60 

957 

913 

44 

3 ROOMS. . . 

2 682 

748 

652 

96 

1 934 

1 842 

92 

4 ROOMS 

2 323 

580 

447 

133 

1 743 

1 584 

159 

5 ROOMS 

1 328 

386 

266 

120 

942 

739 

203 

6 ROOMS 

049 

250 

94 

156 

599 

299 

300 

7 ROOMS. , 

398 

144 

48 

96 

254 

86 

168 

B ROOMS OR MORE 

528 

172 

36 

136 

356 

48 

308 

MEDIAN 

3,5 

3.6 

3.3 

5,3 

3,5 

3,2 

5.9 

VACANT AVAILABLE FOR SALE. ...... 

270 

96 

73 

23 

174 

1 

131 

43 

1 TO 3 ROOMS , . . . 

12 

6 

2 

4 

6 

2 

4 

4 ROOMS 

42 

10 

6 

4 

32 

20 

12 

5 ROOMS. , . , . 

147 

62 

55 

7 

85 

76 

9 

6 ROOMS 

33 

11 

7 

4 

22 

13 

9 

7 ROOMS OR MORE . . . 

36 

7 

3 

4 

29 

20 

9 

MEDIAN .... . 

5.1 

5.0 

5.0 

... 

5,1 

5,1 


VACANT AVAILABLE FOR RENT 

578 

111 

75 

36 

467 

387 

60 

i ROOM .... 

132 

15 

6 

9 

117 

1121 

5 

2 ROOMS. ... k . 

81 

16 

14 

2 

65 

62 1 

3 

3 ROOMS 

140 

28 

25 

5 

112 

103 

9 

4 ROOMS 

118 

24 

17 

7 

94 

82, 

12 

5 ROOMS OR MORE 

107 

28 

15 

13 

79 

28 

51 

MEDIAN 

3,0 

3.4 

3,3 

... 

3.0 

2,7 

4.9 

BEDROOMS 








ALL UNITS 

31 900 

11 225 

6 880 

4 345 

20 675 

15 847 

4 828 

NONE 

2 332 

451 

293 

150 

1 081 

1 721 

160 


5 645 

1 896 

1 351 

545 

3 749 

3 391 

358 


9 373 

3 444 

2 619 

625 

5 929 

4 011 

1 lie 


9 792 

3 798 

2 143 

1 655 

5 994 

4 377 

1 617 

4 OR MORE 

4 758 

1 636 

474 

1 162 

3 122 

1 547 

1 575 

OWNER OCCUPIED . . 

19 359 

7 740 

4 689 

3 051 

11 619 

0 635 

2 904 

0 AND 1 

1 572 

655 

329 

326 

917 

621 

296 


6 241 

2 678 

2 091 

587 

3 563 

2 905 

658 


7 973 

3 189 

1 035 

1 354 

4 704 

3 748 

1 036 

4 OR MORE 

3 573 

1 218 

434 

784 

2 355 

1 361 

994 

renter OCCUPIED 

10 670 

2 806 

1 977 

829 

7 864 

6 538 

1 326 

NONE 

1 904 

300 

260 

40 

1 604 

1 519 

85 


3 807 

1 139 

957 

182 

2 668 

2 566 

102 


2 734 

662 

520 

142 

2 072 

1 749 

323 

3 OR MORE . . . . 

2 225 

705 

240 

465 

1 520 

704 

816 
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State and Small Areas 


Table 13. — Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 Bathrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. ^‘U^' denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Bedrooms 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


MINNEAPOLIS-ST PAUL 


SUBJECT 

THE 

AREA 

1 COUNTIES 

PLACES 


BAN 

^NCE 

RURAL 

ANOKA 

DAKOTA 

HENNE- 

PIN 

RAMSEY 

WASHING- 

TON 

BLOOM- 

INGTON 

MINNE- 

APOLIS 

ST 

PAUL 

URI 

BALi 

BATHROOMS 























ALL UNITS . • . . 

460 

698 

23 

188 

21 

532 

269 

408 

130 

459 

16 

111 

12 

352 

170 

803 

102 

310 

149 

452 

25 

781 


337 

368 

18 

123 

14 

656 

195 

661 

98 

045 

10 

903 

9 

605 

128 

354 

77 

504 

105 

526 

16 

399 

1 PLUS PARTIAL 

47 

529 

2 

025 

2 

936 

27 

500 

13 

450 

1 

618 

1 

610 

13 

361 

9 

512 

20 

549 

2 

497 

2 OR MORE 

33 

909 

1 

239 

2 

137 

21 

449 

7 

904 

1 

180 


977 

r 

829 

5 

208 

17 

769 

2 

126 

SHARED OR NONE 

41 

872 

1 

801 

1 

803 

24 

798 

11 

060 

2 

410 


160 

21 

259 

10 

086 

5 

608 

4 

759 

OWNER OCCUPIED * 

300 

699 

18 

379 

16 

521 

170 

669| 

83 

536 

11 

594 

11 

149 

87 

353 

59 

529 

124 

202 

18 

466 


218 

192 

14 

509 

10 

976 

122 

755 

61 

839 

8 

113 

8 

616 

66 

959 

44 

600 

85 

774 

12 

243 

MORE THAN 1 

75 

403 

3 

030 

4 

771 

45 

144! 

19 

915 

2 

543 

2 

474 

19 

035 

13 

650 

36 

044 

4 

200 

•SHARED OR NONE 

7 

104 


840 


774 

2 

770 

1 

782 


938 


59 

1 

359 

1 

279 

2 

384 

2 

023 

RENTER OCCUPIED 

140 

106 

2 

921 

4 

072 

88 

880 

42 

112 

2 

121 


866 

78 

438 

39 

175 

18 

095 

3 

512 


106 

954 

2 

426 

3 

086 

66 

778 

33 

102 

1 

562 


725 

57 

938 

30 

626 

15 

244 

2 

421 

MORE THAN 1. • . • 

4 

400 


129 


242 

2 

813j 

1 

115 


101 


81 

2 

009 


927 

1 

163 


220 

SHARED OR NONE 

28 

752 


366 


744 

19 

289 i 

7 

895 


458 


80 

18 

491 

7 

622 

1 

638 


871 

ROOMS 























ALL UNITS 

460 

828 

23 

188 

21 

548 

269 

513 

130 

468 

16 

111 

12 

352 

170 

892 

102 

310 

149 

498 

25 

776 

1 ROOM 

19 

169 


234 


383 

13 

321 

4 

931 


300 


39 

12 

796 

4 

840 

1 

061 


433 

2 ROOMS . 

20 

277 


706 


467 

12 

737 

5 

878 


489 


89 

11 

595 

5 

389 

2 

425 


779 

3 ROOMS 

46 

269 

1 

912 

1 

587 

26 

695 

14 

601 

1 

474 


433 

20 

916 

12 

637 

9 

877 

2 

406 

4 ROOMS 

84 

708 

5 

738 

4 

057 

46 

684 

25 

373 

2 

856 

1 

807 

30 

370 

20 

268 

27 

658 

4 

605 

5 ROOMS. 

136 

408 

9 

090 

7 

003 

78 

453 

36 

843 

5 

019 

6 

038 

42 

936 

25 

875 

54 

523 

7 

036 

6 ROOMS 

64 

820 

3 

475 

4 

351 

49 

876- 

24 

296 

2 

822 

2 

836 

28 

367 

18 

338 

30 

561 

4 

718 

7 ROOMS 

40 

038 

1 

308 

2 

159 

23 

663 

11 

072 

1 

836 


753 

13 

746 

8 

748 

13 

783 

3 

008 

a ROOMS OR MORE 

29 

139 


725 

1 

541 

18 

084 

7 

474 

1 

3151 


357 

10 

166 

6 

215 

9 

610 

2 

791 

MEDIAN 


4.9 


4.8 


5.1 


5.0 


4.9 


5.11 


5.1 


4.7 


4.8 


5,1 


5.2 

OWNER OCCUPIED 

300 

738 

18 

372 

16 

538 

170 

716 

83 

513 

11 

599 

11 

150 

87 

356 

59 

542 

124 

250 

18 

440 

1 ROOM . . . . 


364 


40 


56 


125 


101 


34 


4 


76 


90 


117 


77 ■ 

2 ROOMS. « 

1 

172 


169 


117 


497 


304 


85 


38 


263 


168 


516 


167 

3 ROOMS • 

7 

610 


792 


418 

3 

907 

2 

182 


511 


263 

2 

167 

1 

368 

3 

085 


927 

4 ROOMS 

47 

432 

4 

337 

2 

823 

24 

918 

13 

509 

1 

845 

1 

452 

12 

636 

9 

532 

20 

890 

2 

922 

5 ROOMS 

108 

827 

a 

096 

6 

066 

61 

151 

29 

500 

4 

014 

5 

680 

28 

405 

19 

374 

49 

754! 

5 

614 

6 ROOMS 

72 

387 

3 

092 

3 

868 

i '^2 

155 

20 

867 

2 

405 

2 

674 

22 

260 

15 

311 

28 

216 

3 

926 

7 ROOMS 

36 

112 

1 

192 

1 

919 

21 

303 

10 

050 

1 

568 


695 

12 

267 

7 

B61 

12 

811 

2 

47B 

a ROOMS OR MORE 

26 

634 


646 

1 

271 

16 

580 

7 

000 

1 

137 


344 

9 

282 

5 

636 

8 

661 

2 

309 

MEDIAN ...... 


5.4 


5.0 


5.3 


5.4 


5,4 


5,3 


5.2 


5.5 


5.5 


5,3 


5.4 

RENTER OCCUPIED 

140 

067 

2 

928 

4 

055 

1 88 

833 

42 

135 

2 

116 


085 

78 

435 

39 

162 

18 

052 

3 

533 

1 ROOM • • . 

16 

676 


116 


246 

1 11 

957 

4 

256 


101 


35 

a 

622 

4 

189 


742 


88 

2 ROOMS 

17 

lOB 


315 


286 

11 

451 

4 

929 


127 


39 

10 

831 

4 

673 

1 

441 


124 

3 ROOMS 

34 

176 


803 


977 

20 

67a 

11 

336 


382 


143 

17 

711 

10 

389 

5 

365 


568 

4 ROOMS 

33 

349 


838 

1 

063 

19 

967 

10 

883 


598 


282 

16 

806 

9 

978 

5 

424 


859 

5 ROOMS. .... 

23 

150 


456 


674 

15 

184 

6 

453 


383 


228 

1 

594 

6 

039 

2 

672 


617 

6 ROOMS . . 

10 

600 


280 


384 

6 

618 

3 

039 


279 


106 

5 

744 

2 

794 

1 

425 


531 

7 ROOMS 

3 

141 


60 


210 

1 

861 


870 


140 


39 

1 

350 


790 


579 


3B3 

8 ROOMS OR MORE 

1 

867 


60 


215 

1 

117 


369 


106 


13 


777 


310 


404 


363 

MEDIAN . • • 


3.6 


3.8 


4.0 


3.5 


3.6 


4.2 


4.3 


3,4 


3,5 


3.8 


4.7 

VACANT AVAILABLE FOR SALE 

3 

168 


325 


216 

1 

776 


609 


242 


128 


418 


308 

2 

039 


275 

1 TO 3 ROOMS 


140 


12 


9 


80 


26 


13 


4 


41 


14 


57 


24 

4 ROOMS 


400 


69 


31 


183 


85 


32 


16 


58 


52 


238 


36 

5 ROOMS. 

1 

385 


175 


109 


694 


258 


149 


61 


130 


115 


958 


121 

6 ROOMS 


762 


48 


40 


493 


151 


30 


40 


95 


74 


494 


59 

7 ROOMS OR MORE 


481 


21 


27 


326 


89 


IB 


7 


94 


53 


292 


35 

MEDIAN ........ 


5.3 


5,0 


5.1 


5.4 


5.3 


5.0 


5.2 


5,3 


5.3 


5.3 


5.1 

VACANT AVAILABLE FOR RENT 

8 

179 


263 


267 

5 

153 

2 

347 


149 


39 

4 

456 

2 

108 

1 

337 


239 

1 ROOM • • • . 

2 

026 


31 


43 

1 

518 


416 


18 


. • . 

1 

484 


402 


124 


16 

2 ROOMS 

1 

137 


52 


28 


647 


390 


20 


2 


608 


346 


151 


30 

3 ROOMS. • * . 

2 

089 


53 


85 

1 

213 


691 


47 


15 


894 


626 


483 


71 

4 ROOMS. . 

1 

698 


78 


59 


967 


555 


39 


10 


786 


479 


373 


50 

5 ROOMS OR MORE 

1 

229 


49 


52 


808 


295 


25 


12 


684 


255 


206 


72 



2.9 


3,4 


3.2 


2.8 


3,0 


3.3 


... 


2.7 


3,0 


3.3 


3.6 

BEDROOMS 























ALL UNITS 

459 

041 

23 

176 

21 

502 

266 

356 

129 

985 

16 

022 

12 

301 

170 

114 

102 

060 

148 

834 

25 

732 

NONE 

26 

873 


319 


388 

19 

958 

7 

743 


465 


83 

19 

151 

7 

581 

1 

415 


643 


80 

003 

2 

870 

2 

348 

47 

348 

25 

245 

2 

192 


600 

39 

536 

22 

753 

13 

255 

3 

859 


149 

650 

8 

044 

6 

992 

87 

313 

42 

517 

4 

784 

3 

081 

58 

429 

34 

089 

46 

848 

7 

203 


152 

145 

10 

286 

8 

994 

85 

624 

40 

849 

6 

392 

7 

233 

38 

083 

26 

997 

70 

494 

9 

338 

4 OR MORE. ... *••••.•• 

48 

370 

1 

657 

2 

780 

28 

113 

13 

631 

2 

169 

1 

304 

14 

915 

10 

640 

16 

822 

4 

689 

OWNER OCCUPIED ... 

301 

756 

18 

261 

16 

626 

172 

026 

83 

278 

11 

565 

11 

264 

68 

101 

59 

522 

124 

253 

18 

616 


19 

360 

1 

116 


868 

10 

432 

6 

144 


800 


381 

7 

160 

4 

930 

5 

230 

1 

639 


103 

686 

6 

352 

5 

169 

60 

437 

28 

641 

3 

267 

2 

722 

36 

405 

21 

836 

37 

985 

4 

938 


135 

361 

9 

259 

a 

221 

75 

948 

36 

237 

5 

696 

6 

874 

31 

414 

23 

218 

65 

487 

8 

360 

4 OR MORE. 

43 

149 

1 

534 

2 

348 

25 

209 

12 

256 

1 

802 

1 

287 

13 

102 

9 

538 

IS 

551 

3 

671 

RENTER OCCUPIED 

139 

049 

3 

039 

3 

967 

87 

523 

42 

370 

2 

150 


771 

77 

690 

39 

182 

18 

082 

3 

324 


25 

492 


155 


182 

18 

317 

6 

716 


122 


20 

17 

825 

6 

596 


971 


80 


55 

566 

1 

157 

1 

319 

34 

625 

17 

926 


539 


250 

31 

035 

16 

869 

6 

770 


642 


40 

889 

1 

083 

1 

468 

24 

771 

12 

630 


937 


246 

21 

241 

11 

374 

6 

816 

1 

212 

3 OR MORE. • 

17 

102 


644 


998 

9 

aio 

5 

098 


552 


255 

7 

589 

4 

343 

3 

525 

1 

390 
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Minnesota 

Table 13. — Bathrooms, Rooms, and Bedrooms, for SMS As, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Bathrooms 

Rooms 


25-19 

Bedrooms 


URBANIZED AREAS 

1 DULUTH-SUPERIOR | 

FARSO-MOORHEAD | 






MINNEAPOLIS- 

TOTAL 

MINNESOTA 

TOTAL 

MINNESOTA 

ST PAUL 


PORTION 


PORTION 


49 039 

37 731 

21 886 

6 800 

429 389 

34 523 

26 388 

15 443 

4 750 

317 167 

4 521 

3 454 

2 069 

892 

44 365 

2 756 

2 302 

1 830 

661 

31 321 

7 239 

5 587 

2 544 

577 

36 536 

30 051 

23 27 B 

12 542 

4 597 

278 239 

22 386 

17 267 

a 816 

3 158 

203 262 

6 459 

5 139 

3 352 

1 307 

70 162 

1 204 

872 

374 

132 

4 815 

16 141 

12 356 

a 494 

2 069 

135 294 

10 906 

a 170 

6 010 

1 433 

103 565 

652 

502 

518 

234 

4 102 

4 583 

3 604 

1 966 

402 

27 627 

49 071 

37 763 

21 866 

6 880 

429 524 

3 851 

3 227 

1 386 

202 

18 621 

1 964 

1 463 

1 533 

454 

19 338 

4 366 

3 369 

3 212 

982 

43 446 

a 921 

7 146 

4 613 

1 475 

79 268 

12 290 

9 682 

5 567 

2 057 

128 033 

to 672 

B 060 

3 142 

1 018 

78 818 

4 393 

2 901 

1 568 

460 

36 270 

2 614 

1 915 

865 

232 

25 730 

4.9 

4.9 

4.5 

4.7 

4.9 

30 040 

23 273 

12 542 

4 597 

278 304 

58 

58 

13 

5 

263 

183 

139 

168 

92 

965 

966 

757 

562 

284 

6 775 

5 038 

4 236 

2 485 

1 007 

44 126 

a 686 

6 938 

4 403 

1 709 

102 122 

6 958 

6 885 

2 722 

902 

67 3S2 

3 894 

2 593 

1 423 

406 

32 932 

2 257 

1 667 

766 

192 

23 769 

5.5 

5,4 

5,2 

5.0 

5.4 

16 152 

12 361 

0 494 

2 069 

135 234 

2 904 

2 494 

1 254 

186 

16 504 

1 521 

, 1 144 

1 23B 

340 

16 858 

3 041 

' 2 349 

2 457 

652 

33 329 

3 39.1 

1 2 533 

1 987 

447 

32 090 

3 147 

1 2 389 

966 

266 

22 336 

1 472 

1 010 

378 

94 

9 937 

407 

251 

130 

48 

2 720 

269 

191 

84 

36 

1 460 

3.7 

3.6 

3.2 

3.3 

3.5 

284 

236 

180 j 

73 

2 849 

40 

33 

3 

2 

115 

63 

57 

23 

6 

356 

08 

80 

115 

55 

1 254 

53' 

37 ' 

19 

7 

690 

40 

29 

20 

3 

434 

,4.9' 

4.9 

5.1 

5.0 

5.3 

1 530 

1 202 

459 

75 

7 856 

629 

536 , 

lie 

6 

2 002 

176 

130 

76 

14 

1 101 

255 

196 

126 

23 

1 997 

236 

175 

97 

17 

1 614 

234 

165 

42 

13 

1 142 

2,3 

2.0 

2.8 

3,3 

2.9 

40 984 

37 676 

21 882 

6 880 

427 865 

4 701 

3 929 

2 014 

293 

28 109 

8 721 

6 618 

4 673 

1 351 

75 419 

15 993 

12 641 

7 122 

2 619 

140 839 

14 967 

11 100 

6 170 

2 143 

L40 516 

4 602 

3 388 

1 903 

474 

42 982 

29 657 

23 121 

12 639 

4 689 

279 150 

2 559 

2 044 

902 

329 

17 445 

10 518 

8 543 

4 736 

2 091 

97 909 

12 904 

9 620 

5 324 

1 835 

124 976 

3 676 

2 914 

1 677 

434 

38 820 

16 335 

12 513 

8 397 

1 977 

134 421 

3 431 

2 915 

1 779 

260 

25 330 

5 649 

4 186 

3 523 

957 

54 508 

4 897 

3 739 

2 221 

520 

39 134 

2 358 

1 673 

874 

240 

15 449 


BATHROOMS 


ALL UNITS. . . 



1 PLUS PARTIAL . . . 

2 OR MORE 

SHARED OR NONE . . , 

OWNER OCCUPIED , 

1 * 

MORE THAN 1. . . . . 
SHARED OR NONE . . . 

RENTER OCCUPIED. 

1 . * 

MORE THAN 1 

SHARED OR NONE . . • 


ALL UNITS. 

ROOM 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS. . • « . 

ROOMS 

6 ROOMS OR MORE. 
MEDIAN 


OWNER OCCUPIED 
ROOM 

ROOMS 

ROOMS 

ROOMS. . . • • • 

ROOMS 

ROOMS. ..... 
ROOMS. ..... 
8 ROOMS OR MORE. . 
MEDIAN 


RENTER OCCUPIED 

1 ROOM • ' 

2 ROOMS 

3 ROOMS 

4 ROOMS. . 

5 ROOMS. .... 

6 ROOMS. ........... 

7 ROOMS. . 

8 ROOMS OR MORE. • 

MEDIAN 

VACANT AVAILABLE FOR SALE. 
1 TO 3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS . . 

7 ROOMS OR MORE 

MEDIAN 

VACANT AVAILABLE FOR RENT. 

1 ROOM ..... 

2 ROOMS, .. 4 ....... . 

3 ROOMS, , . . . 

4 ROOMS 

5 ROOMS OR MORE 


median 


NONE 

1 * . 

2 * 

3 

4 OR MORE 

OWNER OCCUPIED . 

0 and 1 • 

2 . . , . 

3. . . . 

4 OR MORE. • . « . • 

RENTER OCCUPIED. 
NONE 

1 . . 

2 

3 OR MORE 
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State and Small Areas 


Table 14. — Structural Characteristics and Heating Equipment, for SMSA's, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960 

[Based on sample; see text. “XJ” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS 


DULUTH-SUPERIOR 


SUBJECT 

THE AREA 

MINNESOTA PORTION 

WISCONSIN PORTION 

TOTAL 

ST LOUIS 
COUNTY 

DULUTH 

URBAN 

BALANCE 

RURAL 

TOTAL 

DOUGLAS 

COUNTY 

URBAN 

rural 

UNITS IN STRUCTURE 









ALL UNITS 

98 379 

81 465 

36 535 

21 455 

23 475 

16 914 

11 308 

5 606 

1* detached 

70 301 

57 903 

21 215 

15 029 

21 659 

12 398 

6 967 

5 431 

If ATTACHED 

2 705 

2 356 

1 465 

459 

432 

349 

288 

61 


9 081 

7 708 

4 767 

2 612 

409 

1 293 

1 261 

32 

3 AND 

5 287 

4 490 

2 960 

1 389 

141 

797 

797 


5 OR MORE 

9 873 

7 960 

6 024 

1 725 

211 

1 913 

1 907 

6 

TRAILER 1 









ON PERMANENT FOUNDATION. 

242 

197 

• •• 

53 

144 

45 

12 

33 

mobile 

890 

771 

104 

188 

479 

119 

76 

43 

OWNER OCCUPIED 

59 704 

50 193 

22 265 

14 135 

13 793 

9 511 

6 773 

2 738 

If detached 

53 127 

44 505 

18 974 

12 584 

12 947 

a 622 

5 956 

2 666 

If attached 

1 084 

964 

581 

201 

1B2 

120 

110 

10 


3 201 

a 741 

1 812 

858 

71 

460 

455 

5 

3 AND 4. • . • . 

802 

697 

481 

190 

26 

105 

105 


5 OR MORE 

487 

426 

317 

80 

31 

59 

59 

• . • 

TRAILER. 

1 003 

858 

100 

222 

536 

145 

88 

57 


25 105 

20 929 

12 226 

5 953 

2 750 

4 176 

3 785 

391 

It detached 

6 592 

5 460 

1 606 

1 787 

2 067 

1 132 

779 

353 

If ATTACHED. 

1 346 

1 174 

809 

217 

148 

172 

166 

6 


5 191 

4 452 

2 685 

1 527 

240 

739 

732 

7 

3 AND 4 

4 023 

3 413 

2 273 

1 067 

73 

610 

610 

• • « 

5 TO 9 . 

2 866 

2 187 

1 476 

610 

101 

679 

679 

r « t 

10 TO 19 . . « • • 

1 644 

1 331 

999 

298 

34 

313 

307 

6 

20 TO 49 . . 

1 901 

1 540 

1 170 

370 

» • • 

361 

361 

1- 1 1 

50 OR MORE 

1 413 

1 262 

1 204 

58 

• • • 

151 

151 


TRAILER 

129 

110 

4 

19 

87 

19 

... 

19 

VACANT AVAILABLE FOR RENT. 

2 470 

2 138 

1 217 

630 

291 

332 

302 

30 


563 

510 

142 

145 

223 

53 

33 

20 

2 TO 4 . . . 

653 

561 

301 

217 

43 

92 

82 

10 

5 TO 

306 

238 

129 1 

103 

6| 

68 

68 

• .« 

10 OR MORE ... 

948 

829 

645' 

165 

19 

119 

119 

... 

YEAR STRUCTURE BUILT 









ALL UNITS 

98 407 

81 493 

36 567 

21 451 

23 475 

16 914 

11 308 

5 606 

1959 TO MARCH 1960 

2 137 

1 847 

871 

212 

764 

290 

114 

176 

1955 TO 1958 • « • « 

7 633 

6 723 

1 629 

2 170 

2 924 

910 

434 

476 

1950 TO 1954 . . . 

8 784 

7 635 

2 144 

2 625 

2 866 

1 149 

505 

644 

1940 TO 1949 

9 242 

7 517 

2 119 

1 601 

3 797 

1 725 

548 

1 177 

1930 TO 1939 

8 274 

6 846 

1 731 

1 353 

3 762 

1 428 

560 

868 

1929 OR EARLIER, 1 

62 337 

50 925 

28 073 

13 490 

9 362 

11 412 

9 147 

2 265 

OWNER OCCUPIED 

59 684 

50 179 

22 257 

14 129 

13 793 

9 505 

6 767 

2 738 

1955 TO MARCH I960 

7 070 

6 297 

2 006 

2 036 

2 255 

773 

463 

310 

1950 TO 1954 , . . 

6 012 

5 483 

1 839 

1 943 

1 701 

529 

296 

233 

1940 TO 1949 

5 720 

4 984 

1 800 

i 278 

1 906 

736 

314 

422 

1939 OR EARLIER 

40 882 

33 415 

16 612 

8 872 

7 931 

7 467 

5 694 

1 773 

ALL HOUSING UNITS 

98 436 

81 522 

36 575 

21 472 

23 475 

16 914 

11 308 

5 606 

basement 









BASEMENT 

73 208 

63 729 

33 446 

19 075 

11 208 

9 479 

7 ,672 

1 B07 

CONCRETE SLAB, 

4 103 

2 588 

589 

657 

1 342 

1 515 

'aoa 

707 

OTHER 

21 068 

15 148 

2 500 

1 723 

10 925 

5 920 

2 828 

3 092 

heating EQUIPMENT 









STEAM OR HOT WATER 

27 798 

24 134 

13 545 

9 018 

1 571 

3 664 

3 610 

54 

WARM AIR FURNACE , 

39 949 

34 570 

18 lafi 

9 060 

1 7 322 

5 379 

4 237 

1 142 

FLOOR. WALLf OR PIPELESS FURNACE 

2 000 

1 510 

407 

467 

636 

490 

281 

209 

BUILT-IN ELECTRIC UNITS 

131 

107 

17 

12 

78 

24 

4 

20 

OTHER MEANS WITH FLUE 

26 597 

19 532 

4 034 

2 468 

i 13 030 

7 065 

3 093 

3 972 

OTHER means WITHOUT FLUE 

1 167 

1 026 

263 

396 

' 367 

141 

36 

105 

none 

765 

614 

113 

30 

471 

151 

47 

104 


Minnesota 
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Table 14. — Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
I960— Con. 

[Based on sample; see text. "U" denotes an unincorporated place] 


Units in Structure Basement 

Trailer Heating F.cjuipmenc 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


FARSO-MOORHEAD 


SUBJECT 

THE AREA 

MINNESOTA PORTION 

NORTH DAKOTA PORTION 

TOTAL 

clay county 

URBAN 

RURAL 

TOTAL 

CASS COUNTY 

URBAN 

RURAL 

UNITS IN STRUCTURE 








ALL UNITS 

31 904 

11 225 

6 880 

4 345 

20 679 

15 851 

4 828 

DETACHED. .... 

22 225 

a 397 

4 502 

3 895 

13 628 

9 461 

4 367 

If ATTACHED 

532 

153 

98 

55 

379 

297 

82 


3 084 

1 312 

1 127 

185 

1 772 

1 644 

128 

3 AND 4 

2 079 

486 

452 

34 

1 593 

1 573 

20 

5 OR MORE. .... 

3 171 

491 

446 

45 

2 680 

2 644 

36 

TRAILER! 








ON PERMANENT FOUNDATION 

59 

36 

8 

28 

23 

• • • 

23 

MOBILE 

754 

350 

247 

103 

404 

232 

172 

OWNER OCCUPIED 

19 223 

7 648 

4 597 

3 051 

11 575 

8 591 

2 984 

If DETACHED . . 

16 5B7 

6 506 

3 679 

2 827 

10 OBI 

7 339 

2 742 

If ATTACHED 

110 

40 

35 

5 

70 

36 

34 


L 280 

638 

565 

73 

642 

613 

29 

3 AND 4. , 

318 

69 

54 

15 

249 

249 

• » • 

5 OR MORE. ................ 

155 

24 

24 

• . • 

131 

151 

« 

TRAILER 

773 

371 

240 

131 

402 

223 

179 

RENTER OCCUPIED 

10 806 

2 89B 

2 069 

829 

7 908 

6 582 

1 326 

If DETACHED 

4 332 

1 317 

666 

651 

3 015 

1 867 

1 14B 

If ATTACHED 

390 

113 

63 

50 

277 

241 

36 


1 640 

619 

530 

89 

1 021 

951 

70 

3 AND 4. . • . . . 

1 616 

400 

386 

14 

1 218 

1 196 

20 

5 TO 9 

1 248 

254 

239 

15 

994 

974 

20 

10 TO 19 

801 

117 

117 

* • • 

684 

673 

11 

20 TO 49 

544 

53 

43 

10 

491 

466 

5 

50 OR MORE 

193 

10 

10 


183 

183 

• . . 

TRAILER 

40 

15 

15 


25 

9 

16 

VACANT AVAILABLE FOR RENT 

597 

124 

76 

48 

473 

385 

88 


200 

54 

32 

22 

146 

75 

71 

2 TO 4 

214 

42 

31 

11 

172 

155 

17 

5 TO 9 

77 

7 

7 

• 1 . 

70 

70 

• « • 

10 OR MORE 

106 

21 

6 

15 

85 

85 

• « * 

YEAR STRUCTURE BUILT 








ALL UNITS 

31 904 

U 225 

6 880 

4 345 

20 679 

15, 851 

4 828 

1959 TO MARCH 1960 . . . 

1 627 

685 

481 

204 

942 

825 

117 

1955 TO 1958 

3 846 

1 621 

1 360 

261 

2 225 

1 932 

293 

1950 TO 1954 

4 018 

1 745 

1 346 

399 

2 273 

1 933 

340 

1940 TO 1949. . . . . 

3 234 

1 276 

848 

428 

I 958 

1 606 

352 

1930 TO 1939 

1 967 

646 

416 

230 

1 321 

1 074 

247 

1929 OR EARLIER 

17 212 

5 252 

2 429 

2 823 

11 960 

8 481 

3 479 

OWNER OCCUPIED 

19 223 

7 640 

4 597 

3 051 

11 575 

0 591 

2 984 

1955 TO MARCH 1960 

4 239 

1 943 

i 519 

424 

2 296 

1 980 

316 

1950 TO 1954 

3 169 

1 351 

1 042 

309 

1 818 

1 543 

275 

1940 TO 1949 

2 194 

661 

550 

311 

1 333 

1 101 

232 

1939 OR EARLIER 

9 621 

3 493 





2 161 

ALL HOUSING UNITS 

31 904 

11 225 

— 

6 880 

4 345 

20 679 

15 851 

4 828 

BASEMENT 








BASEMENT 

27 612 

9 500 

6 150 

3 350 

18 112 

14 521 

3 591 

CONCRETE SLAB 

963 

360 

206 

162 

595 

342 

253 

OTHER. . 

3 329 

1 357 

524 

833 

1 972 

980 

984 

HEATING EQUIPMENT 








STEAM OR HOT WATER 

8 098 

1 779 

1 377 

402 

6 319 

5 718 

601 

WARM AIR FURNACE 

17 553 

6 376 

4 624 

1 752 

11 177 

9 014 

2 163 

FLOOR f WALLf OR PIPELESS FURNACE 

830 

307 

115 

192 

523 

252 

271 

BUILT-IN ELECTRIC UNITS * . . . 

43 

27 

14 

13 

16 

4 

12 

OTHER MEANS WITH FLUE 

5 067 

2 500 

664 

1 836 

2 567 

828 

1 739 

OTHER MEANS WITHOUT FLUE 

160 

112 

80 

32 

48 

31 

17 

NONE 

, 153 

124 

6 

IIB 

29 

4 

25 
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State and Small Areas 


Table 14. — Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960~Con. 

[Baaed on sample; see text. “U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 


UNITS IN structure 


ALL UNITS 

If DETACHED 

If ATTACHED 

2 

3 AND 4* . • 

5 OR MORE 

trailer I 

ON PERMANENT FOUNDATION 
MOBILE 


OWNER OCCUPIED 
if DETACHED. . . . 
if ATTACHED. . . . 

2 

3 AND 4 

5 OR MORE 

trailer 


RENTER OCCUPIED 
If DETACHED. . . . 
If ATTACHED. . . . 

3 AND 4. • • • • . 

5 TO 9 . • • • . « 

10 TO 19 

20 TO 49 

50 OR MORE .... 
TRAILER. ..... 


VACANT AVAILABLE FOR RENT. . 

1 

2 TO 4 

5 TO 9 

10 OR MORE 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1955 TO MARCH I960 
1950 TO 1954 . . , 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


ALL HOUSING UNITS 


BASEMENT 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . , . 


HEATING EQUIPMENT 


STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOORf WALLf OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE .... 

none 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


MINNEAPOLIS-ST PAUL 


THE 

AREA 

COUNTIES 

PLACES 


BAN 

ANCE 

RURAL 

ANOKA 

DAKOTA 

HENNE- 

PIN 

RAMSEY 

WASHING- 

TON 

BLOOM- 

INGTON- 

MINNE- 

APOLIS 

ST 

PAUL 

UR 

bal 

460 

698 

23 

188 

21 

532 

269 

408 

130 

459 

16 

111 

12 

352 

170 

803 

102 

310 

149 

452 

25 

701 

304 

014 

20 

267 

17 

680 

170 

240 

B1 

357 

14 

470 

11 

801 

79 

757 

55 

829 

132 

610 

24 

017 

10 

800 


286 


361 

6 

432 

3 

266 


455 


165 

4 

504 

2 

908 

2 

975 


248 

53 

615 


919 

1 

864 

32 

734 

17 

566 


530 


89 

30 

616 

16 

915 

5 

405 


590 

24 

348 


372 


604 

15 

969 

7 

169 


234 


31 

15 

348 

7 

009 

1 

756 


204 

65 

145 


729 


764 

43 

162 

20 

378 


110 


46 

40 

566 

19 

620 

4 

759 


152 


101 


26 


7 


12 


42 


12 


4 


• • • 


5 


63 


29 

2 

677 


587 


252 


059 


679 


300 


216 


12 


24 

1 

804 


541 

300 

699 

18 

379 

16 

521 

170 

669 

83 

536 

11 

594 

11 

149 

87 

353 

59 

529 

124 

202 

18 

466 

270 

205 

17 

331 

15 

300 

152 

524 

74 

147 

10 

903 

10 

797 

71 

651 

51 

012 

119 

172 

17 

573 

3 

659 


109 


155 

2 

322 


965 


108 


87 

1 

665 


925 


872 


110 

18 

574 


264 


698 

11 

247 

6 

171 


194 


45 

10 

431 

6 

044 

1 

845 


209 

3 

561 


66 


121 

2 

263 

1 

039 


72 


• • t 

2 

158 

1 

009 


366 


28 

2 

019 


10 


20 

1 

456 


528 


5 


• . ■ 

1 

436 


518 


55 


10 

2 

681 


599 


227 


857 


666 


312 


220 


12 


21 

1 

892 


536 

140 

106 

2 

921 

4 

072 

88 

860 

42 

112 

2 

121 


886 

78 

438 

39 

175 

18 

095 

3 

512 

22 

778 

1 

370 

1 

715 

12 

899 

5 

483 

1 

311 


709 

7 

504 

4 

074 

7 

694 

2 

797 

6 

733 


165 


202 

3 

853 

2 

198 


315 


73 

2 

698 

1 

935 

1 

907 


120 

32 

814 


535 

1 

055 

20 

289 

10 

656 


279 


44 

19 

129 

10 

171 

3 

157 


313 

19 

300 


254 


433 

12 

766 

5 

700 


139 


25 

12 

316 

5 

604 

1 

218 


137 

16 

224 


230 


384 

9 

967 

5 

591 


52 


■ . ■ 

9 

524 

5 

421 

1 

210 


69 

18 

681 


293 


209 

10 

B62 

7 

297 


20 


35 

9 

268 

6 

818 

2 

518 


42 

15 

681 


58 


42 

12 

046 

3 

530 


5 


• * • 

11 

815 

3 

530 


336 


• 1 - 

7 

798 


• . . 


• • * 

6 

184 

1 

614 


. * « 


• • • 

6 

184 

1 

614 


... 


. , . 


97 


16 


32 


14 


35 


... 


... 


... 


8 


55 


34 

6 

883 


260 


306 

3 

740 

2 

439 


138 


27 

3 

131 

2 

214 

1 

303 


208 


935 


60 


117 


482 


203 


73 


10 


216 


109 


457 


143 

2 

240 


96 


99 

1 

273 


721 


51 


6 

1 

184 


679 


331 


40 


982 


36 


20 


470 


451 


5 


... 


406 


418 


150 


8 

2 

726 


68 


70 

1 

515 

1 

064 


9 


11 

1 

325 

1 

008 


365 


17 

460 

828 

23 

188 

21 

548 

269 

513 

130 

466 

16 

111 

12 

352 

170 

892 

102 

310 

i 149 

498 

25 

776 

22 

036 

3 

126 

1 

628 

11 

102 

4 

480 

1 

700 


976 

2 

835 

1 

967 

13 

675 

2 

5B3 

53 

507 

6 

504 

4 

280 

27 

866 

12 

656 

2 

199 

5 

315 

1 ^ 

151 

4 

510 

35 

165 

4 

366 

61 

436 

4 

539 

3 

006 

36 

647 

15 

509 

1 

735 

3 

781 

' 9 

593 

9 

038 

35 

965 

3 

059 

50 

46B 

3 

581 

2 

782 

i 29 

620 

12 

291 

2 

194 

1 

282 

11 

039 

7 

560 

27 

383 

3 

204 

39 

760 

1 

412 

1 

751 

24 

769 

10 

334 

1 

502 


356 

17 

521 

8 

037 

11 

353 

2 

501 

233 

613 

4 

026 

8 

101 

139 

509 

75 

196 

6 

781 


642 

125 

753 

71 

198 

25 

957 

10 

063 

300 

738 

18 

372 

16 

538 

170 

716 

83 

513 

11 

599 

11 

150 

07 

356 

59 

542 

124 

250 

18 

440 

61 

023 

7 

9B7 

5 

225 

30 

996 

13 

632 

3 

103 

5 

911 

3 

293 

4 

385 

41 

639 

5 

795 

50 

901 

3 

881 

2 

622 

30 

949 

12 

098 

1 

351 

3 

468 

7 

114 

6 

196 

31 

925 

2 

198 

41 

962 

2 

770 

2 

194 

25 

203 

10 

116 

1 

599 

1 

076 

a 

751 

6 

139 

23 

822 

2 

174 

146 

652 

3 

734 

6 

497 

83 

488 

47 

667 

5 

466 


695 

68 

198 

42 

822 

26 

864 

8 

273 


^^1 


1 



















427 

617 

18 

363 

19 

415 

252 

745 

124 

529 

12 

565 

11 

015 

163 

074 

99 

506 

134 

289 

19 

653 

11 

063 

1 

765 


657 

5 

849 

2 

065 


727 


712 

2 

237 

1 

000 

5 

004 

1 

310 

22 

018 

3 

060 

1 

460 

10 

814 

3 

865 

2 

819 


625 

5 

492 

1 

724 

9 

359 

4 

818 

152 

205 

1 

652 

3 

174 

92 

357 

53 

152 

1 

870 


566 

83 

132 

50 

270 

15 

991 

2 

246 

254 

485 

16 

355 

14 

556 

149 

088 

65 

201 

9 

285 

10 

861 

68 

052 

43 

018 

118 

458 

14 

076 

10 

000 

1 

360 


731 

4 

934 

2 

270 


685 


344 

2 

981 

1 

438 

3 

852 

1 

385 


389 


38 


17 


257 


65 


12 


4 


119 


50 


181 


35 

40 

417 

3 

669 

2 

872 

21 

003 

9 

120 

3 

753 


540 

15 

666 

7 

108 

9 

835 

7 

268 

1 

812 


95 


126 


980 


503 


108 


9 


728 


336 


492 


247 

1 

520 


19 


72 


874 


157 


398 


6 


214 


90 


689 


519 


Minnesota 
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Table 14. — Structural Characteristics and Heating Equipment, for SMSA's, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960--Con. 

[Based on sample; see text. "U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 

urbanized AREAS 

DULUTH-SUPERIOR | 

FARQO-MOORHEAD | 

MINNEAPOLIS- 
ST PAUL 

TOTAL 

MINNESOTA 

PORTION 

TOTAL 

MINNESOTA 

PORTION 

UNITS IN STRUCTURE 






all UNITS 

49 039 

37 731 

21 BS6 

6 880 

429 389 

Li DETACHED. 

29 277 

22 310 

13 229 

4 502 

276 053 

if ATTACHED 

1 764 

1 476 

387 

98 

10 200 


6 066 

4 805 

1 2 767 

1 127 

52 383 


3 792 

2 995 

2 005 

452 

23 751 

5 OR MORE. 

7 936 

6 029 

3 081 

446 

64 857 

TRAILER* 






ON PERMANENT FOUNDATION . 

20 

6 

e 

8 

68 

mobile 

184 

108 

409 

247 

2 077 

OWNER OCCUPIED 

30 051 

1 23 27B 

1 12 542 

4 597 

278 239 

Lt DETACHED 

25 891 

19 935 

10 447 

3 679 

249 105 

If ATTACHED 

696 

586 

1 71 

35 

3 477 


2 282 

1 827 

1 178 

565 

18 144 

3 AND 4 

601 

496 

1 303 

54 

3 418 

5 OR MORE. . . 

381 

322 

150 

24 

2 009 

TRAILER 

200 

112 

393 

240 

2 086 

RENTER OCCUPIED 

16 141 

12 356 

6 494 

2 069 

135 294 

If DETACHED. 

2 473 

1 694 

2 412 

666 

19 675 

if ATTACHED 

981 

815 

296 

63 

6 347 


3 433 

2 701 

1 477 

530 

32 139 

3 AND 4 

2 903 

2 293 

1 564 

386 

18 9U 

5 TO 9 «... 

2 155 

1 476 

1 209 

239 

16 085 

10 TO 19 . 

1 306 

999 

790 

117 

LB 615 

20 TO 49 . « 

1 531 

1 170 

529 

43 

15 665 

50 OR MORE 

1 355 

1 204 

193 

10 

7 798 

TRAILER 

4 

4 

24 

15 

59 

VACANT AVAILABLE FOR RENT 

1 529 

1 227 

461 

76 

1 6 594 


185 

152 

107 

32 

' 777 

2 TO 4 

383 

30X 

186 

31 

1 2 143 

5 TO 

197 

129 

77 

7 

' 974 

10 OR MORE 

764 

645 

91 

6 

2 700 

YEAR STRUCTURE BUILT 






ALL UNITS 

49 071 

37 763 

21 886 

6 8B0 

429 524 

1959 TO MARCH 1960 

1 019 

! 905 

1 140 

481 

19 226 

1955 TO 1958 

2 153 

1 719 

3 020 

1 360 

48 501 

1950 TO 1954 

2 801 

1 2 296 

3 201 

1 346 

57 959 

1940 TO 1949 

2 800 

2 252 

2 360 

648 

46 887 

1930 TO 1939 

2 388 

1 828 

1 328 

416 

37 030 

1929 OR EARLIER 

37 910 

28 763 

10 837 

2 429 

219 921 

OWNER OCCUPIED 

30 040 

23 273 

12 542 

4 597 

278 304 

1955 TO march 1960 

2 582 

2 119 

3 123 

1 519 

54 471 

1950 TO 1954 

2 248 

1 952 

2 517 

1 042 

48 342 

1940 TO 1949 . . 

2 231 

1 917 

1 589 

550 

39 491 

1939 OR EARLIER 

22 979 

17 205 

5 313 

1 466 

136 000 

ALL HOUSING UNITS 

49 079 

37 771 

21 886 

6 SBO 

431 830 

BASEMENT 






BASEMENT 

42 092 

34 420 

20 063 

6 150 

403 098 

CONCRETE SLAB. .... 

1 454 

646 

533 

206 

9 595 

OTHER 

5 493 

2 665 

■ 

1 290 

524 

16 696 

heating equipment 






STEAM OR HOT WATER , 

17 347 

13 737 

6 986 

1 377 

14B 919 

WARM AIR FURNACE 

23 158 

18 921 

13 136 

4 624 

237 382 

FLOOR 1 WALLi or PIPELESS FURNACE ..... 

765 

464 

359 

115 

8 354 

BUILT-IN ELECTRIC UNITS 

21 

17 

14 

14 

354 

OTHER MEANS WITH FLUE 

7 321 

4 226 

1 27B 

664 

31 977 

OTHER MEANS WITHOUT FLUE 

299 

263 

103 

80 

1 537 

NONE 

— 1 

160 

113 

10 

6 

1 001 


25-24 


State and Small Areas 


Table 15, — Occupancy Characteristics, for SMSA's, Constituent Counties, Places or 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. “U” denotes an unincorporated place] 


Population 

Persons 


Persons per Room 
Year Moved into Unit 


STANDARD METROPOLITAN STATISTICAL AREAS 


SUBJECT 


POPULATION 


population in housing units* 1960. 

PER occupied unit 

OWNER. ... 

RENTER 

POPULATION IN DWELLING UNITS* 1950 
PER OCCUPIED unit 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 
1 PERSON ..... 
Z PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS. • . • . 

8 PERSONS OR MORE. 

MEDIAN ...... 


RENTER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS. .... 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 

MEDIAN 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . , 
0.51 TO 0,75 . . , 
0,76 TO 1.00 . . , 
1.01 TO 1.50 . . . 
1.51 OR more . . . 


RENTER OCCUPIED 
0.50 OR LESS . , . 
0,51 TO 0.75 , , . 
0,76 TO 1.00 . . . 
1.01 TO 1.50 • . , 
1.51 OR MORE . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

1957 

1954 TO 1956 . . , 

1950 TO 1953 . . . 

1940 TO 1949 . . . 

1939 OR EARLIER. . 


RENTER OCCUPIED 
1959 TO MARCH 1960 

1950 

1957 

1954 TO 1956 . . . 

1950 TO 1953 . . . 

1940 TO 1949 • . . 

1939 OR EARLIER. . 


DULUTH-SUPERIOR 



THE AREA 

MINNESOTA PORTION 


WISCONSIN PORTION 

TOTAL 

ST LOUIS 
COUNTY 

DULUTH 

URBAN 

BALANCE 

RURAL 

TOTAL 

DOUGLAS 

COUNTY 

URBAN 

RURAL 


273 746 

229 405 

104 984 

65 165 

59 256 

44 341 

33 592 

10 749 


3.2 

3.2 

3.0 

3.2 

3.6 

3.2 

3.2 

3.4 


3.5 

3.5 

3.4 

3.4 

3.6 

3.4 

3.4 

3.5 


2.7 

2.7 

2.4 

2.8 

3.5 

2,6 

2,8 

2.9 


243 140 

198 447 

98 792 

• • * 

... 

44 693 

» . • 




3.2 

3.2 


... 

3.3 

• • • 

• • * 



71 122 

34 491 

20 088 




3 129 


59 684 

50 179 

22 257 

14 129 

13 793 

9 505 

6 767 

2 738 


6 005 

5 018 

2 169 

1 411 

1 438 

987 

670 

317 


17 315 

14 337 

6 659 

4 082 

3 596 

2 978 

2 112 

866 


10 536 

8 874 

4 163 

2 401 

2 310 

1 662 

1 234 

428 


10 147 

8 74B 

3 977 

2 424 

2 347 

1 399 

1 044 

355 


7' 599 

6 506 

2 634 

1 972 

1 900 

1 093 

80S 

238 


4 374 

3 668 

1 431 

1 151 

1 106 

686 

468 

218 


2 034 

i 662 

690 

382 

590 

372 

218 

154 


1 674 

1 346 

534 

306 

506 

328 

216 

112 

• 

3.1 

3.1 

3.1 

3,2 

3.3 

3,0 

3,0 

2,9 


25 125 

20 943 

12 234 

5 959 

2 750 

4 182 

3 791 

391 


B 016 

6 833 

4 647 

1 582 

604 

1 183 

1 100 

83 


6 187 

5 066 

2 983 

1 560 

523 

1 121 

989 

132 


3 800 

3 125 

1 720 

1 006 

399 

683 

634 

49 


3 261 

2 764 

1 454 

666 

444 

517 

469 

48 


1 953 

1 651 

801 

529 

321 

302 

261 

41 


1 007 

826 

385 

233 

208 

101 

167 

14 


466 

356 

122 

118 

116 

110 

86 

24 


407 

322 

122 

65 

135 

85 

85 

... 


2.2 

2.2 

2.0 

2.4 

3.1 

2.3 

2.3 

2.4 


59 684 

50 179 

22 257 

14 129 

13 793 

9 505 

6 767 

2 738 

* 

26 310 

21 631 

10 548 

6 275 

4 808 

4 679 

3 448 

1 231 

* 

12 959 

10 907 

5 247 

2 862 

2 798 

2 052 

1 573 

479 

• 

14 055 

12 214 

4 936 

3 625 

3 653 

1 841 

1 248 

593 

• 

5 101 

4 379 

1 363 

1 144 

1 872 

722 

426 

296 

• 

1 259 

1 04a 

163 

223 

662 

211 

72 

139 

, 

25 125 

20 943 

12 234 

5 959 

2 750 

4 182 

3 791 

391 

♦ 

a 660 

7 090 

4 209 

2 139 

742 

1 570 

1 417 

153 

• 

5 281 

4 306 

2 461 

1 408 

437 

975 

877 

98 


8 411 

7 232 

4 600 

1 743 

889 

1 179 

1 109 

70 


1 989 

1 663 

716 

534 

413 

326 

279 

47 


784 

652 

248 

135 

269 

132 

109 

23 


59 684 

50 179 

22 257 

14 129 

13 793 

9 505 

6 767 

2 738 


5 242 

4 43a 

2 218 

867 

1 353 

804 

558 

246 


3 770 

3 197 

1 468 

795 

934 

573 

420 

153 


4 058 

3 522 

1 534 

1 043 

945 

536 

417 

119 


9 374 

8 040 

3 441 

2 357 

2 242 

1 334 

954 

380 


8 881 

7 416 

3 382 

1 959 

2 075 

1 465 

1 013 

452 


13 382 

11 097 

5 088 

3 117 

2 892 

2 285 

1 636 

649 


14 977 

12 469 

5 126 

3 991 

3 352 

2 508 

1 769 

739 


25 125 

20 943 

12 234 

5 959 

2 750 

4 182 

3 791 

391 


9 495 

7 961 

4 877 

1 971 

1 113 

1 534 

1 430 

104 


3 487 

2 917 

1 635 

912 

370 

570 

543 

27 


2 446 

2 002 

1 176 

506 

320 

444 

401 

43 


3 682 

3 061 

1 721 

909 

431 

621 

553 

68 


2 338 

1 914 

1 078 

682 

154 

424 

369 

55 


2 220 

1 862 

1 052 

614 

196 

350 

318 

40 

L 

1 457 

1 226 

695 

365 

166 

231 

177 

54 




Table 15. — Occupancy Characteristics, for SMSA s, Constituent Counties, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. “U" denotes an unincorporated place] 


Populution 

Persons 


Persons per Room 
Year Moved into Unit 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


FARGO-MOORHEAD 


SUBJECT 

THE AREA 

MINNESOTA PORTION 

NORTH DAKOTA PORTION 

TOTAL 

CLAY county 

URBAN 

RURAL 

total 

CASS COUNTY 

URBAN 

RURAL 

POPULATION 








POPULATION IN HOUSING UNiTSt 1960 

103 626 

37 650 

23 654 

13 996 

65 976 

49 550 

16 426 

PER OCCUPIED UNIT 

3.5 

3.6 

3.5 

3.6 

3,4 

3.3 

3.B 

OWNER 

3.8 

3.8 

3.9 

3.6 

3.B 1 

3.8 

3.7 

RENTER 

2.9 

3.1 

2.8 

3.6 

2,8 i 

2.6 

4.1 

POPULATION IN DWELLING UNiTSt 1950 . . . , 

S3 819 

2a 912 

• . • 

• . . 

54 907 

• . ■ 

. • . 

PER OCCUPIED UNIT 

3.5 

3.6 

... 

... 

3.5 

... 

... 

ALL OCCUPIED UNITS 

30 029 

10 546 

6 666 

3 880 

19 483 

15 173 

4 310 

PERSONS 








OWNER OCCUPIED 

19 223 

7 648 

4 597 

3 051 

11 575 

8 591 

2 984 

1 PERSON 

1 270 

564 

281 

283 

706 

441 

265 

2 PERSONS 

4 780 

1 886 

1 004 

884 

2 892 

2 099 

793 

3 PERSONS. . . 

3 353 

1 281 

824 

457 

2 072 

1 534 

530 

4 PERSONS 

3 687 

1 417 

084 

533 

2 270 

1 799 

471 

5 PERSONS. .... 

2 726 

1 085 

718 

367 

1 641 

1 270 

371 

6 PERSONS 

1 894 

822 

549 

273 

1 072 

829 

243 

7 PERSONS 

1 833 

335 

186 

149 

498 

314 

184 

8 PERSONS OR MORE 

630 

256 

151 

105 

424 

305 

119 

MEDIAN 

3.6 

3.6 

3.7 

3.3 

3.6 

3.6 

3,3 

RENTER OCCUPIED 

10 806 

2 B98 

2 069 

1 829 

7 908 

6 582 

1 326 

1 PERSON 

2 685 

554 

406 

148 

2 131 

2 007 

124 

2 PERSONS 

2 950 

762 

614 

! 148 

2 188 

1 960 

228 

3 PERSONS 

1 827 

599 

456 

143 

1 228 

1 028 

200 

4 PERSONS . . 

1 370 

393 

203 

110 

977 

757 

220 

5 PERSONS 

981 

311 

181 

130 

670 

451 

219 

6 PERSONS 

551 

171 

88 

63 

380 

205 

175 

7 PERSONS 

244 

58 

27 

31 

186 

102 

84 

8 PERSONS OR MORE 

198 

50 

14 

36 

148 

72 

76 

MEDIAN 

2.4 

to 

2.5 

3.3 

2.3 

2.2 

4,0 

PERSONS PER ROOM 








owner occupied .... 

19 223 

7 640 

4 597 

3 051 

11 575 

B 591 

2 984 

0.50 OR LESS 

7 132 

2 700 

1 348 

1 352 

4 432 

2 9B2 

1 450 

0.51 TO 0.75 

4 555 

1 720 

1 057 

671 

2 827 

2 146 

6B1 

0.76 To 1.00 

4 982 

2 071 

1 415 

656 , 

2 911 

2 359 

552 

l.Ol To 1.50 ■ 

2 146 

967 

660 ; 

307 1 

1 179 

940 

239 

1.51 OR MORE . 

408 

182 

117' 

65 

226 

164 

62 

RENTER OCCUPIED 

10 806 

2 898 

2 069 

829 

7 908 

6 582 

1 326 

0.50 OR less 

3 054 

021 

490 

331 

2 233 

1 777 

456 

0.51 TO 0.75 

2 399 

645 

478 

167 

1 754 

1 430 

316 

0.76 TO 1.00 

3 791 

933 

747 

186 

2 858 

2 506 

352 

1.01 To 1.50 

1 072 

349 

244 

105 

723 

577 

146 

1.51 OR MORE 

490 

150 

110 

40 

340 

284 

56 

YEAR MOVED INTO UNIT 








OWNER OCCUPIED 

19 223 

7 648 

4 597 

3 051 

11 575 

8 591 

2 984 

1?59 TO MARCH 1960 

2 847 

1 277 

869 

408 

1 570 

1 284 

286 

1958 . . . . 

1 776 

761 

592 

169 

1 015 

869 

146 

1957 . 

1 450 

542 

390 

144 

908 

719 

189 

1954 TO 1956 

3 344 

1 309 

961 

348 

2 035 

1 693 

342 

1950 TO 1953 

2 908 

1 043 

650 

393 

1 865 

1 447 

418 

1940 TO 1949 

3 866 

1 508 

681 

827 

2 358 

1 583 

775 

1939 OR earlier 

3 032 

1 208 

446 

762 

1 824 

996 

828 

RENTER OCCUPIED 

10 806 

2 898 

2 069 

829 

7 908^ 

6 582 

1 326 

1959 TO MARCH 1960 ..... 

4 863 

1 364 

1 101 

263 

3 499 

3 191 

308 

1958 

1 464 

368 

290 

88 

1 096 

944 

152 

1957 

989 

, 269 

191 

78 

720 

616 

104 

1954 To 1956 

1 301 

328 

230 

98 

973 

786 

187 

1950 TO 1953 

781 

239 

147 

92 

542 

395 

147 

1940 TO 1949 

924 

, 202 

70 

132 

722 

486 

236 

1939 OR EARLIER 

484 

128 

50 

78 

356 

164 

192 



State and Small Areas 


Population 

Persons 


Persons pec Room 
Year Moved into Unit 



POPULATION 


POPULATION IN HOUSING UNITS i I960. 

PER OCCUPIED UNIT 



RENTER 

POPULATION IN DWELLING UNITS f 1950 
PER OCCUPIED UNIT. . 


all OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

PERSON 

PERSONS. .... 
PERSONS. .... 

PERSONS 

PERSONS 

PERSONS. .... 

PERSONS 

PERSONS OR MORE. 


MEDIAN 


RENTER OCCUPIED. 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS. . . . . . 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 


8 PERSONS OR MORE. 


MEDIAN 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 .. « 
l.Ol TO 1.50 . . . 
1,51 OR MORE . . . 


RENTER OCCUPIED. 
0.50 OR LESS . . . . 
0.51 TO 0.75 • . . . 
0.76 TO 1.00 . . . . 
1.01 TO 1,50 . . . . 
1.51 OR MORE . . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

195B 

1957 

1954 TO 1956 . . . 

1950 TO 1953 . . . 

1940 TO 1949 . . . 

1939 OR EARLIER. . 


RENTER OCCUPIED. 
1959 TO MARCH 1960 . 

1958 

1957 

1954 TO 1956 . . . . 

1950 TO 1953 . . . • 

1940 TO 1949 . . • . 

1939 OR earlier. . . 



COUNTIES 


places 




THE 

AREA 

ANOKA 

DAKOTA 

HENNE- 

PIN 

RAMSEY 

WASHING- 

TON 

BLOOM- 

INGTON 

MINNE- 

APOLIS 

ST 

PAUL 

URBAN 

balance 

RURAL 

1 449 836 
3.3 
3.6 
2.5 

1 097 361 
3.3 

84 751 

4.0 

4.1 
3.3 

34 342 
3.6 

77 654 

3.8 

3.9 
3.2 

47 511 
3.6 

821 72B 
3.2 
3.6 
2.4 
639 553 
3.2 

414 631 
3.3 
3.7 
2.6 
342 709 
3.3 

51 072 

3.7 

3.8 

3.4 
33 246 

3.5 

50 115 
4.2 
4.2 
3.7 

464 054 
2.8 

3.2 

2.3 
489 582 

3.1 

306 248 

3.1 

3.5 

2.5 
299 550 

3.2 

543 687 
3.8 
3.. 9 
3.1 

... 

85 732 
3.9 
3.9 
3.9 


21 300 

20 593 

259 549 

125 648 

13 715 

12 035 

165 791 

98 704 

142 302 

21 973 

300 738 
. 21 575 
. 79 428 
. 53 092 
. 58 305 
. 43 161 
. 24 STS 
. 11 254 
. 9 045 

10 372 
748 

3 442 

3 056 

4 139 

3 338 

1 899 

974 

776 

16 538 
B8B 

3 638 

2 079 

3 500 

2 496 

1 675 

723 

659 

170 716 

12 503 
46 960 
30 792 
33 541 
24 146 

13 099 
5 476 

4 111 

83 513 

6 516 
22 453 
14 418 
14 912 
11 593 

7 110 

3 498 

3 013 

11 599 
040 

2 927 

1 947 

2 133 

1 580 

1 095 

583 

486 

11 150 
201 

1 720 

1 883 

2 033 

2 306 

1 290 

538 

363 

87 356 

9 378 
29 201 
16 420 
13 B52 

9 279 

5 290 

2 131 

1 805 

59 542 

5 652 
17 743 
10 735 

9 670 

7 005 

4 378 

2 273 

2 086 

124 250 

5 243 
26 251 

21 036 
28 372 

22 142 
11 975 

5 364 

3 867 

18 440 

1 101 

4 505 

3 OIB 

3 578 

2 429 

1 937 
948 
924 

. 3.4 

4.0 

3.7 

3.3 

3.4 

3.5 

4.1 

2.B 

3.1 

3.8 

3.7 

, 140 067 
, 43 673 
. 42 105 
. 22 247 
. 15 665 
. 8 535 
. 4 082 
, 2 039 
. 1 721 

2 928 
369 
765 
588 
554 
347 
141 
81 
83 

4 055 
668 

1 047 
839 
652 
340 
251 
147 
ill 

88 833 
29 239 
27 395 
13 B64 
9 381 
4 950 
2 115 
1 094 
795 

42 135 
13 032 
12 .435 
6 581 
4 704 
2 676 
1 402 
635 
672 

2 116 
365 
465 
375 
374 
222 
173 
82 
60 

805 

50 

200 

185 

210 

119 

50 

42 

21 

78 435 
27 741 
24 411 
11 691 
7 615 
3 838 

1 646 
844 
647 

39 162 
12 721 
ll 760 
5 868 
4 085 
2 315 
1 221 
553 
639 1 

18 052 
2 646 
5 088 
3 795 
3 052 

1 767 
621 
434 
249 

3 533 
315 
646 
700 
703 
496 
334 
166 
165 

. 2.1 

3.1 

2.9 

2.1 

2,1 

3.1 

3.5 

2.0 

2,1 

2.B 

3.6 

. 300 738 
. 124 319 
• 69 922 
. 77 326 
. 25 296 
. 3 075 

18 372 
4 518 
3 929 
6 348 
2 924 
653 

16 538 
5 551 

3 917 

4 929 
1 861 

280 

170 716 
74 579 

41 006 

42 039 
11 599 

1 493 

83 513 
35 187 
10 578 
20 912 
7 671 
1 165 

11 599 
4 484 

2 492 

3 098 
1 241 

284 

U 150 
2 424 
2 363 
4 614 
1 563 
186 

87 356 
47 368 
20 178 
15 511 
3 852 
447 

59 542 
20 701 
13 162 
12 679 
4 373 
607 

124 250 

38 970 
30 039 

39 751 
13 352 

2 130 

18 440 

6 848 

4 160 

4 771 

2 156 
505 

. 140 067 
. 52 442 
. 31 563 
• 42 438 
. 9 752 
. 3 872 

2 928 
599 
729 
1 007 
479 
114 

4 055 
1 112 
1 107 
1 261 
433 
142 

88 833 
34 169 
19 961 
27 199 
5 106 
2 398 

42 135 
15 918 
9 307 
' 12 295 

, 3 465 

i 1 150 

2 116 
644 
459 
676 

1 269 

t 60 

885 

160 

241 

291 

130 

55 

78 435 
' 31 402 

16 660 
24 168 
1 4 134 

» 2 071 

39 162 
15 312 
8 638 
11 261 
2 932 
1 019 

18 052 

4 674 

5 102 
5 664 

! 2 054 

. 558 

3 533 
894 
922 

1 054 
494 
169 

. 300 738 

. 37 002 

. 26 142 

. 23 281 

. 61 79? 

, . 50 682 

, . 53 392 

, . 48 43' 

1 18 372 

1 3 85? 

) 2 51" 

1 BSE 
> 4 532 

J 2 37‘ 

i 2 07( 

f 1 13C 

> 16 53E 
) 2 3i^ 
' 1 44£ 
i 1 56? 
S 3 372 

> 2 45E 
3 2 73? 
3 2 63' 

1 170 7U 

> 20 07: 

J 15 012 

) 13 09i 

5 35 21( 

i 30 50: 

) 30 45? 

5 26 36: 

, 83 512 
> 8 60^ 
J 6 002 
1 5 85J 
) 16 84E 
r 13 77: 
? 15 993 
1 16 44< 

1 11 599 

2 151 
J 1 165 

87? 

> 1 83-; 

L 1 575 

> 2 132 

S 1 06* 

1 11 15C 

2 03: 
5 1 58! 

» 1 431 

^ 3 96< 

> 1 35t 

> 55' 

; 22! 

) 07 35£ 

L 6 81? 

> 4 98? 

r 4 91£ 

1 14 IOC 

^ 15 02E 

1 19 81? 

5 21 60: 

, 59 54: 

) 5 oo: 

> 3 551 

i 3 49: 

) 9 87: 

j 9 97: 

) 12 82< 

5 14 82( 

> 124 25C 

> 19 81< 

f 13 91S 

5 11 97’5 

i 30 94i 

i 21 eg*/ 

b 17 01' 

D 8 681 

) 18 440 

> 3 334 

> 2 097 

r 1 456 

^ 2 920 

f 2 431 

^ 3 100 

r 3 022 

, . 140 06' 

, . 60 67: 

, . 19 52- 

> . 12 41. 

. . 19 25; 

, . U 51' 

, . 10 41 

. . 6 27' 

? 2 921 

5 1 83 

7 401 

1 18. 

2 24 

9 8 

1 12 

4 5 

3 4 05! 

1 1 85: 

5 54. 

2 31 

5 55' 

1 30( 

6 281 

8 20 

3 88 83: 
1 38 92' 
1 12 29' 
1 8 071 
7 11 831 
6 7 11' 
5 6 59 
3 3 99 

5 42 131 

7 17 201 

9 5 94' 

5 3 63. 

0 6 34 

4 3 85 

6 3 22 

2 1 92 

5 2 IK 

a 05! 

7 33! 

6 20' 

5 27! 

6 16: 

3 18 

0 10 

S) 88! 

5 52. 

5 12 

7 7 

5 7 

2 5 

1 3 

1 1 

5 78 43! 

4 33 is: 

1 10 68: 

1 7 3i; 

6 10 691 

0 6 56! 

1 6 18 

2 3 80 

5 39 16: 

1 15 601 

3 5 40i 

2 3 38 

3 6 02' 

5 3 71 

7 3 16 

8 1 85 

2 18 05: 

B 9 83, 

B 2 92( 

3 1 351 

9 1 90' 

5 93. 

6 73: 

3 36 

1 3 533 

1 1 528 

5 389 

a 287 

7 542 

B 251 

2 295 

0 241 
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Table 15. — Occupancy Characteristics, for SMSA’s, Constituent Counties, Places or 50,000 Inhabitants Population Persons per Room 

OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. Persons Year Moved into Unit 

[Based on sample; see text “U” denotes an unincorporated place] 


urbanized areas 


SUBJECT 

DULUTH-SUPER I OR ] 

FARGO-MOORHEAD | 

MINNEAPOLIS- 
ST PAUL 

TOTAL 

MINNESOTA 

PORTION 

TOTAL 

MINNESOTA 

PORTION 

POPULATION 






POPULATION IN HOUSING UNITSt 1960 

142 535 

108 943 

70 013 

23 654 

1 345 760 

PER OCCUPIED UNIT 

i 3.1 

3.1 

3.3 

3.5 

3.3 

OWNER 

i 3.4 

3.4 

3.8 

3.9 

3,6 

RENTER 

2.5 

2.4 

2.6 

2.8 

2.5 

POPULATION IN DWELLING UNiTSt 1950 , . . , 

1 135 855 

, . , 

• • « 


937 748 

PER OCCUPIED UNIT 

1 3,2 

... 

• • • 

... 

3,2 

ALL OCCUPIED UNITS ’ . . 

! 

46 192 

35 634 

21 036 

6 666 

413 538 

PERSONS 






OWNER OCCUPIED 

* 30 040 

23 273 

12 542 

4 597 

278 304 

1 PERSON 

2 960 

2 290 

706 

281 

20 112 

2 PERSONS 

1 9 047 

6 935 

2 973 

1 004 

73 826 

3 PERSONS 

5 572 

4 338 

2 228 

824 

49 439 

4 PERSONS 

5 179 

4 135 

2 524 

884 

53 998 

5 PERSONS 

3 586 

2 781 

1 082 

718 

40 193 

6 PERSONS 

1 1 969 

1 501 

1 317 

549 

22 640 

7 PERSONS 

936 

718 

476 

186 

10 144 

8 PERSONS OR MORE 

791 

575 

436 

151 

7 952 

MEDIAN 

3.0 

3.1 

3.6 

3.7 

3.4 

RENTER OCCUPIED. • . 

1 16 152 

12 361 

B 494 

2 069 

135 234 

1 PERSON 

5 765 

4 665 

2 397 

406 

43 043 

2 PERSONS 

4 004 

3 015 

2 555 

614 

41 089 

3 PERSONS 

2 379 

1 745 

1 463 

456 

21 345 

4 PERSONS 

1 944 

1 475 

995 

283 

14 777 

5 PERSONS 

1 070 

809 

600 

161 

7 922 

6 PERSONS 

575 

408 

281 

68 

3 6BB 

7 PERSONS 

208 

122 

125 

27 

1 847 

e PERSONS OR MORE 

207 

122 

78 

14 

1 523 

MEDIAN 

2.1 

2.0 

2.2 

2.5 

2.1 

PERSONS per room 






OWNER OCCUPIED . 

30 040 

23 273 

12 542 

4 597 

278 304 

0.50 OR LESS 

14 420 

10 972 

4 167 

1 348 

115 616 

0,51 TO 0.75 

7 063 

5 490 

3 062 

1 057 

64 860 

0.76 TO 1.00 

6 409 

5 161 

3 561 

1 413 

71 663 

1.01 TO 1.50 

1 876 

1 450 

1 503 

660 

22 052 

1.51 OR MORE 

272 

200 

249 

117 

3 313 

RENTER OCCUPIED 

16 152 

12 361 

8 494 

2 069 

135 234 

0,50 OR LESS 

5 661 

4 244 

2 250 

490 

51 084 

0.51 TO 0.75 ..... 

3 369 

2 492 

1 8941 

478 

30 359 

0.76 TO 1.00 . . 

5 735 

4 626 

3 180 

747 

41 010 

1.01 TO 1.50 

1 030 

751 

795 

244 

9 110 

1.51 OR MORE 

357 

248 

375 

110 

3 671 

YEAR MOVED INTO UNIT 






OWNER OCCUPIED 

30 040 

23 273 

12 542 

4 597 

270 304 

1959 TO MARCH 1960 

2 860 

2 322 

1 960 

869 

33 232 

.1958 

1 956 

1 536 

1 347 

592 

23 764 

1957 

1 996 

1 579 

1 053 

398 

21 509 

1954 TO 1956 

4 530 

3 576 

2 532 

961 

58 197 

1950 TO 1953 

4 515 

3 502 

2 033 

650 

47 806 

1940 TO 1949 ....... 

6 953 

5 317 

2 199 

681 

49 366 

1939 OR EARLIER 

7 210 

5 441 

1 418 

446 

44 430' 

RENTER OCCUPIED 

16 152 

12 361 

a 494 

2 069 

135 234 

1959 TO MARCH 1960 ............ 

6 353 

4 9a3 

4 194 

1 101 

58 576 

1958 

2 194 

1 651 

1 195 

280 

18 927 

1957 

1 585 

1 184 

794 

191 

12 003 

1954 TO 1956 . . 

2 291 

1 738 

1 009 

230 

18 558 

1950 TO 1953 

1 465 

1 096 

539 

147 

11 165 

1940 TO 1949 

1 383 

1 065 

549 

70 

10 016 

1939 OR EARLIER 

881 

704 

214 

50 

5 989 
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State and Small Areas 


Table 16. — Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 
[Based on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS 


DULUTH-SUPERIOR 


SUBJECT 


ALL OCCUPIED UNITS 


HEATING FUEL 


UTILITY GAS 

FUEL OIL I KEROSENE* ETC. 

COAL OR COKE 

ELECTRICITY 

bottled* tank* or LP GAS 

OTHER FUEL 

NONE 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY. ...... 

COAL OR COKE 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

OTHER FUEL 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE. ETC. 

COAL OR COKE 

OTHER FUEL 

NONE 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER ' 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION .... 
NONE 


CLOTHES DRYER 


GAS HEATED . . . . , 
ELECTRICALLY HEATED 
NONE 


HOME FOOD FREEZER 


1 OR MORE 
NONE . • , 


TELEPHONE AVAILABLE 


YES. 
NO , 


AUTOMOBILES AVAILABLE 


1 . . . * 
2 . . . • 

3 OR MORE 
NONE . . 


AIR CONDITIONING 


ROOM UNIT! 

1 

2 OR MORE. . 

CENTRAL SYSTEM 
NONE 


TELEVISION SETS 


1 . . . . 

2 OR MORE 
NONE . . 


RADIO SETS 


THE AREA 

MINNESOT 

A PORTION 


WISCONSIN PORTION 

TOTAL 

DULUTH 

URBAN 

BALANCE 


TOTAL 


rural 


ST LOUIS 
COUNTY 


DOUGLAS 

COUNTY 

URBAN 

84 809 

71 122 

34 491 

20 088 

16 543 

13 687 

10 558 

3 129 

2 688 

2 154 

1 837 

128 

189 

534 

514 

20 

48 550 

41 950 

20 886 

10 636 

10 428 

6 600 

5 205 

1 395 

22 017 

16 547 

10 203 

4 121 

2 223 

5 470 

4 699 

771 

84 

84 

22 

• • • 

62 

. • • 



2 442 

1 879 

121 

426 

1 332 

563 

100 

463 

9 008 

8 508 

1 422 

4 777 

2 309 

500 

20 

480 

20 

... 


• . • 

. . • 

20 

Z6 


33 994 

25 785 

23 610 

1 917 

258 

8 209 

8 113 

96 

24 945 

23 164 

6 627 

a 926 

7 611 

1 781 

893 

888 

2 903 

2 307 

1 026 

1 217 

64 

596 

556 

40 

5 513 

4 344 

760 

1 074 

2 510 

1 169 

279 

890 

3 246 

2 793 

556 

1 487 

750 

453 

219 

234 

5 '930 

5 891 

657 

4 565 

669 

39 


39 

B 278 

6 838 

1 255 

902 

4 681 

1 440 

498 

942 

28 279 

21 249 

17 014 

3 783 

452 

7 030 

6 912 

118 

40 542 

36 522 

15 ISO 

13 402 

7 970 

4 020 

2 950 

1 070 

11 827 

9 928 

1 015 

2 470 

6 443 

1 899 

397 

1 502 

332 

274 

65 

82 

127 

58 

20 

38 

341 

282 

120 

58 

104 

59 

59 


2 076 

1 655 

108 

145 

1 402 

421 

20 

401 

1 412 

1 212 

1 019 

148 

45 

200 

200 


41 466 

34 902 

13 949 

10 6S7 

10 296 

6 564 

4 475 

2 089 

28 586 

24 155 

13 747 

6 666 

3 542 

4 431 

3 967 

464 

679 

522 

201 

135 

186 

157 

119 

38 

14 070 

11 543 

6 594 

2 430 

2 519 

2 535 

1 997 

538 

2 172 

1 605 

836 

80 

689 

567 

394 

173 

14 530 

13 132 

6 308 

3 784 

3 040 

1 398 

1 009 

389 

68 107 

56 385 

27 347 

16 224 

12 814 

11 722 

9 155 

2 567 

17 327 

15 099 

5 501 

4 230 

5 368 

2 226 

1 027 

1 201 

67 482 

56 023 

20 990 

15 858 

11 175 

11 459 

9 531 

1 928 

73 545 

61 663 

31 061 

18 178 

12 424 

11 882 

9 479 

2 403 

11 264 

9 459 

3 430 

1 910 

4 119 

1 805 

1 079 

726 

50 672 

42 424 

19 778 

12 546 

10 100 

8 248 

6 545 

1 703 

13 746 

11 564 

4 911 

2 894 

3 759 

2 182 

1 313 

869 

1 639 

1 462 

695 

231 

536 

177 1 

138 

39 

18 739 

15 659 

9 107 

4 417 

2 135 

3 080 

2 562 

518 

405 

346 

199 

126 

21 

59 

59 


139 

80 

60 

• • • 

20 

59 

40 

19 

560 

462 

273 

106 

83 

96 

98 

... 

83 705 

70 234 

33 959 

19 856 

16 419 

13 471 

10 361 

3 110 

68 503 

57 431 

26 962 

17 061 

13 408 

11 072 

8 499 

2 573 

7 069 

5 577 

3 823 

934 

820 

1 492 

1 222 

270 

9 237 

0 114 

3 706 

2 093 

2 315 

1 123 

837 

286 

47 583 

39 691 

17 422 

12 054 

10 215 

7 892 

5 838 

2 054 

31 892 

26 748 

14 692 

6 966 

5 090 

5 144 

4 163 

981 

5 334 

4 683 

2 377 

1 068 

1 238 

651 

557 

94 


1 . . . . , 

2 OR MORE, 
NONE • . , 
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Table 16. — Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Cloches Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Secs 
Radio Secs 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


FARGO-MOORHEAO 


SUBJECT 

THE AREA 

MINNESOTA PORTION 

NORTH DAKOTA PORTION 

TOTAL 

CLAY COUNTY 

URBAN 

RURAL 

TOTAL 

CASS COUNTY 

URBAN 

RURAL 

ALL OCCUPIED UNITS 

30 029 

10 546 

6 666 

3 880 

19 403 

15 173 

4 310 

HEATING FUEL 








UTILITY GAS. ... 

203 

20 

20 

• • • 

183 

183 

... 

FUEL OiLt KEROSENE 1 ETC 

25 155 

9 006 

5 996 

3 012 

16 147 

12 556 

3 591 

COAL OR COKE 

3 460 

668 

366 

502 

2 592 

2 021 

571 

ELECTRICITY . 

• • • 

• • « 

» « * 

. • « 

• . . 

• * • 

• * • 

BOTTLED* TANK* OR LP GAS . . 

946 

548 

284 

264 

398 

250 

148 

other fuel 

265 

102 

. • • 

102 

163 

163 

• • t 

NONE 

• . • 

■ » • 

... 

... 

... 

... 

... 

WATER HEATING FUEL 








utility gas 

5 329 

347 

347 

• » * 

4 982 

4 962 

20 

ELECTRICITY. . . 

15 397 

7 220 

5 061 

2 159 

8 177 

5 838 

2 339 

COAL OR COKE 

869 

40 

40 

... 

829 

829 

' • • « 

BOTTLED* TANK* OR LP GAS . . 

2 491 

1 239 

588 

651 

1 252 

780 

472 

FUEL OIL* kerosene* ETC. ... 

3 233 

550 

408 

142 

2 663 

2 401 

282 

OTHER FUEL 

240 

40 

20 

20 

200 

IBO 

20 

NONE . 

2 470 

1 110 

202 

908 

1 360 

1B3 

1 177 

COOKING FUEL 








UTILITY GAS 

5 641 

588 

527 

61 

5 053 

4 994 

59 

ELECTRICITY 

le 097 

6 909 

4 834 

2 075 

11 188 

6 423 

2 765 

BOTTLED* TANK* OR LP GAS . 

5 514 

2 827 

1 203 

1 624 

2 687 

1 369 

1 318 

FUEL OIL. KEROSENE* ETC. 

98 

61 

41 

20 

37 

* * * 

37 

COAL OR COKE * 

97 

20 

• • • 

20 

77 

1 • « 

77 

OTHER FUEL 

138 

101 

41 

60 

37 

* • . 

37 

NONE . . . . 

444 

40 

20 

20 

404 

387 

17 

CLOTHES WASHING MACHINE 








WRINGER OR SPINNER • . 

14 471 

5 623 

2 856 

2 765 

a 048 

5 748 

3 100 

AUTOMATIC OR SEMI- AUTOMATIC. . 

9 022 

3 402 

2 715 

687 

5 620 

4 9l6 

704 

WASHER-DRYER COMBINATION 

351 

207 

1B7 

20 

144 

125 

19 

NONE > 

6 185 

1 314 

906 

408 

4 871 

4 384 

487 

CLOTHES DRYER 








GAS HEATED . 

857 

323 

121 

202 

534 

440 

94 

ELECTRICALLY HEATED . . . . 

8 465 

3 391 

2 219 

1 172 

5 074 

3 358 

1 1 716 

NONE ....... 

20 707 

6 832 

4 326 

2 506 

13 075 

11 375 

2 500 

HOME FOOD FREEZER 








1 OR MORE 1 

10 136 

3 690 

1 792 

1 898 

6 446 

3 822 

2 624 

NONE * . 

19 B93 

6 856 

4 874 

1 982 

13 037 

11 351 

1 686 

TELEPHONE AVAILABLE 









26 317 

9 009 

6 190 

2 819 

17 308 

13 984 

3 324 


3 712 

1 537 

476 

1 061 

2 175 

1 1B9 

986 

automobiles AVAILABLE ' 









18 120 

6 355 

4 055 

2 300 

11 765 

8 989 

2 776 


6 438 

2 305 

1 517 

788 

4 133 

3 183 

950 

3 -OR MORE. . 

1 135 

509 

245 

264 

626 

402 

224 

NONE 

4 336 

1 377 

849 

528 

2 959 

2 599 

360 

AIR conditioning 








ROOM UNIT« 









730 

162 

121 

41 

568 

494 

74 

2 OR MORE 1 

100 

41 

41 

... 

59 

20 

39 

CENTRAL system 

80 

42 

42 

■ t . 

38 

21 

17 

NONE 

29 119 

10 301 

6 462 

3 839 

18 818 

14 638 

4 180 

TELEVISION SETS , 









25 055 

8 998 

5 643 

3 355 

16 057 

12 190 

3 867 

2 OR MORE . 

2 655 

903 

620 

283 

1 752 

1 508 

244 

NONE 

2 319 

645 

403 

242 

1 674 

1 475 

199 

RADIO SETS 









16 467 

6 123 

3 773 

2 350 

10 344 

8 191 

2 153 

2 OR MORE 

12 109 

4 079 

a 690 

1 389 

0 030 

6 077 

1 953 

NONE 

1 453 

344 

203 

141 

1 109 

905 

204 
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State and Small Areas 


Table 16. — Type of Fuel akd Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. ‘TJ” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


CLOTHES WASHING MACHINE 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 
MINNEAPOLIS-ST PAUL 


DAKOTA HENNE- 
PIN 


RAMSEY WASHING- BLOOM- MINNE- 

TON INGTON APOLIS 


URBAN RURAL 
ST BALANCE 
PAUL 


ALU OCCUPIED UNITS 


9a 704 142 302 21 973 


HEATING FUEL 


UTILITY GAS 

FUEL OIL. kerosene. ETC. 

COAL OR COKE 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS 

OTHER FUEL 

NONE 


203 467 
36 263 
11 554 
278 
7 408 
476 
103 


140 

050 67 

716 

83 

287 3 

705 

11 

953 23 

468 

49 

019 13 

laa 

10 

436 5 

423 

2 

529 

881 


163 

41 


117 

43 

2 

829 1 

499 

7 

121 3 

453 


257 

499 


262 

670 


103 

58 


• • • 

... 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

OTHER FUEL 

NONE • * . . 


208 081 
27 498 
5 063 
10 493 
3 843 
320 
3 451 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY. . 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 
•COAL OR COKE ...... 

OTHER FUEL 

NONE 


293 553 

7 261 

10 506 

183 836 

89 164 

2 586 

6 080 

141 869 

82 493 

60 443 

2 468 

107 087 

6 991 

6 899 

59 441 

26 755 

7 OOl 

4 758 

18 005 

12 666 

61 626 

10 032 

36 041 

6 901 

2 968 

13 660 

8 582 

3 930 

1 176 

3 725 

2 551 

19 697 

8 892 

693 

57 

73 

286 

277 

... 

♦ . • 

143 

200 

234 

116 

428 

... 

65 

226 

97 

40 

21 

165 

97 

83 

62 

745 

90 

58 

318 

160 

119 

... 

141 

104 

169 

331 

2 458 


24 

1 782 

613 

39 

... 

1 743 

593 

83 

39 


WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. 
WASHER-DRYER COMBINATION . . 
NONE 


CLOTHES DRYER 


GAS HEATED . . . . . 
ELECTRICALLY HEATED, 
NONE 


49 247 
24 250 
186 052 


home food freezer 


1 OR MORE. 
NONE . . . 


55 708 
203 761 


16 266 46 730 
82 438 95 605 


TELEPHONE AVAILABLE 


241 435 
18 114 


90 020 137 755 

7 884 4 547 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


151 104 
52 619 
7 521 
48 305 


59 267 B9 641 

14 462 41 655 

2 115 4 252 

22 860 6 792 


AIR CONDITIONING 


ROOM UNIT* 

1 

2 OR MORE. . 

central system 

NONE 


1 109 19 907 7 981 

276 3 834 1 709 

191 2 712 768 

19 017 233 096 115 190 


765 11 118 

166 2 2B6 

138 1 228 

10 966 151 159 


6 540 11 174 600 

1 417 2 071 1B8 

572 1 864 265 

90 175 127 226 20 887 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


348 910 
55 420 
36 475 


17 118 201 314 100 915 

2 349 34 712 14 396 

1 126 23 523 10 337 


10 028 128 885 

1 656 16 468 

351 20 438 


78 807 112 696 IB 494 

10 585 24 638 2 073 

9 312 5 001 1 373 


2 OR MORE. 
NONE , . , 


220 792 
196 920 
23 093 


It 076 125 970 65 528 

8 558 120 684 52 787 

959 12 895 7 333 


53 101 62 391 12 544 

39 237 75 043 8 200 

6 366 4 901 1 196 


Minnesota 
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Table 16. — Type of Fuel and Selected Equipment, for SMSA's, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. "U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothe.s Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 

URBANIZED AREAS 

1 DULUTH-SUPERIOR | 

FARGO-MOORHEAD | 

MINNEAPOLIS- 
ST PAUL 

TOTAL 

MINNESOTA 

PORTION 

TOTAL 

MINNESOTA 

PORTION 

ALL OCCUPIED UNITS 

46 192, 

35 634 

21 036 

6 666 

413 538 

HEATING FUEL 

i 





UTILITY GAS 

2 393 

1 879 

203 

20 

297 759 

fuel OlLi KEROSENE* ETC 

26 703 

21 498 

17 868 

5 996 

84 435 

COAL OR COKE 

15 275 

10 576 

2 339 

366 

IB 122 

ELECTRICITY 

22 

22 

* » * 


321 

BOTTLED* TANK* OR LP GAS 

337 

237 

463 

284 

11 794 

OTHER FUEL . 

1 442 

1 422 

163 

... 

979 

NONE . < . . 

20 

... 

... 

... 

161 

WATER HEATING FUEL 






UTILITY GAS 

31 787 

23 674 

5 285 

347 

322 947 

ELECTRICITY 

8 162 

7 269 

10 285 

5 061 

4b 417 

COAL OR COKE 

1 582 

1 026 

869 

40 

8 613 

BOTTLED* TANK* OR LP GAS 

1 224 

945 

1 273 

588 

19 550 

FUEL OIL* KEROSENE* ETC . . . 

BBS 

666 

2 739 

408 

7 979 

OTHER FUEL . • 

679 

679 

200 

20 

607 

NONE 

1 873 

1 375 

305 

202 

5 458 

COOKING FUEL 






UTILITY GAS 

23 968 

17 056 

5 521 

527 

288 278 

ELECTRICITY 

18 943 

15 993 

12 691 

4 034 

94 860 

BOTTLED* TANK* OR LP GAS 

1 645 

1 248 

2 335 

1 203 

26 715 

FUEL OIL* KEROSENE* ETC 

85 

65 

41 

41 

577 

COAL OR COKE . . , , 

179 

120 

« • « 

. « • 

346 

OTHER FUEL • > 

153 

133 

41 

41 

396 

NONE ........... . 

1 219 

1 019 

407 

20 

2 399 

CLOTHES WASHING MACHINE 






WRINGER OR SPINNER 

19 001 

14 526 

a 228 

2 858 

166 828 

AUTOMATIC OR SEMI -AUTOMAT 1C 

10 172 

14 205 

7 324 

2 715 

152 281 

WASHER-DRYER COMBINATION 

320 

201 

288 

187 

6 815 

NONE 

8 699 

6 702 

5 196 

906 

07 647 

CLOTHES DRYER 






GAS HEATED 

1 230 

836 

538 

121 

74 376 

electrically HEATED 

7 685 

6 676 

5 317 

2 219 

38 204 

NONE ... 

37 277 

2B 122 

15 181 

4 326 

300 991 

HOME FOOD FREEZER 






1 OR MORE 

6 836 

5 809 

5 167 

1 792 

89 3S5 

NONE 

39 356 

29 825 

15 069 

4 874 

324 216 

TELEPHONE AVAILABLE 







41 594 

32 115 

19 475 

6 190 

365 515 


4 598 

3 519 

1 561 

476 

28 023 

AUTOMOBILES AVAILABLE 







26 910 

20 365 

12 644 

4 055 

247 095 


6 465 

5 152 

4 368 

1 517 

81 532 

3 OR MORE 

855 

717 

623 

245 

10 819 

NONE 

11 962 

9 400 

3 401 

849 

74 130 

AIR CONDITIONING 






ROOM unit: 







258 

199 

615 

121 

29 291 

2 OR MORE 

100 

60 

61 

41 

5 806 

central SYSTEM ..... 

371 

273 

63 

42 

3 761 

NONE 

45 463 

35 102 

20 297 

6 462 

374 713 

TELEVISION SETS 







36 424 

27 925 

17 101 

5 643 

326 091 

Z OR MORE 

5 133 

3 911 

2 001 

620 

52 736 

NONE 

4 635 

3 798 

1 854 

403 

34 744 

RADIO SETS 







23 820 

17 982 

11 423 

3 773 

205 488 

2 OR MORE 

19 338 

15 175 1 

8 529 

2 690 

186 503 

none . . 

3 034 

2 477 

1 084 

203 

21 580 
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State and Small Areas 


Table 17. — Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, Value Contract Rent 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: Duration of Vacancy 

1960 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (-h) or 
minus (— ) after number indicates median above or below that number] 


STANDARD METROPOLITAN STATISTICAL AREAS 
DULUTH-SUPERIOR 


SUBJECT 


MINNESOTA PORTION 


WISCONSIN PORTION 


VALUE 


OWNER OCCUPIED 

LESS THAN SSiOOO 

$5 1 000 TO $7,400 

$7 1 500 TO $9,900 

$10,000 TO $12,400 

$12,500 TO $14,900 

$15,000 TO $17,400 ' 

$17,500 TO $19,900 

$20,000 TO $24,900 

$25,000 TO $34,900 

$35,000 OR more 

median DOLLARS . 


VACANT AVAILABLE FOR SALE 

LESS THAN $5,000 

$5,000 TO $9,900 

$10,000 TO $14,900 . . , , , 

$15,000 TO $19,900 

$20,000 TO $24,900 

$25,000 OR MORE 

MEDIAN PRICE ASKED ...... . DOLLARS . 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN $20 • . 

$20 TO . 

$30 TO $39 

$40 TO $49 

$50 TO * . . . . 

$60 TO $69 • 

$70 TO . . • 

$80 TO $99 

$100 TO $119 

$120 TO $149 

$150 TO $199 

$200 OR MORE 

NO CASH RENT 

median DOLLARS . 


CONTRACT RENT 

RENTER OCCUPIED . . . . 

LESS THAN $20 

$20 TO $29 

$30 TO $39 

$40 TO $59 t 

$60 TO . ♦ . 

$80 TO $99 

$100 TO $149 

$150 OR MORE 

NO CASH RENT 

median DOLLARS . 


VACANT AVAILABLE FOR RENT 

LESS THAN 

$30 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO 

$100 TO $119 

$120 OR MORE 

MEDIAN RENT ASKED (DOLLARS) t 

VACANT AVAILABLE FOR RENT. ....... 

WITH all utilities IN RENT 

WITH SOME OR NO UTILITIES IN RENT. . . 


DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE 


VACANT AVAILABLE FOR RENT 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE 


THE AREA 


46 432 
5 938 

7 223 
a 306 

8 046 
5 518 
4 623 
2 636 
2 347 
1 209 

566 

10 500 


702 

177 

118 

249 

105 

24 

29 

11 100 


25 054 
642 

1 998 

2 242 

2 707 

3 120 
3 438 

2 975 

3 656 

1 386 
597 
198 

76 

2 019 

62 


25 054 
1 168 
3 368 
3 777 
7 131 
5 056 

1 692 
718 
125 

2 019 

49 


2 369 
819 
543 
553 
326 
65 
35 
28 

37 

30 

44 


807 

227 

85 

495 


2 504 
824 
636 
229 
815 


TOTAL 

ST LOUIS 
COUNTY 


39 300 

3 990 
5 604 
7 079 
7 080 

4 964 
4 267 
2 464 
2 200 
1 170 

562 

11 100 


618 

131 

96 

237 

101 

24 

29 

11 700 


20 877 
533 
1 727 

1 728 

2 105 
2 617 
2 806 

2 510 

3 208 
1 201 

548 
190 
60 
1 644 

63 


20 877 
959 
2 747 
2 927 
5 915 
4 356 
1 551 
665 
113 
1 644 

50 


2 045 
697 
460 
478 
286 
65 
31 
28 

37 

30 

45 


711 

201 

60 

450 


2 172 
760 
524 
177 
703 


DULUTH 

URBAN 

BALANCE 

RURAL 

TOTAL 

DOUGLAS 

COUNTY 

URBAN 

rural 

19 890 

12 510 

6 900 

7 052 

6 169 

883 

1 441 

942 

1 607 

1 948 

1 614 

334 

2 887 

1 354 

1 363 

1 619 

1 374 

245 

3 983 

1 831 

1 265 

1 227 

1 068 

139 

3 554 

2 445 

1 081 

966 

864 

102 

2 555 

1 808 

601 

554 

524 

30 

2 102 

1 702 

463 

356 

335 

21 

1 376 

889 

199 

172 

166 

4 

1 056 

929 

215 

147 

139 

a 

602 

442 

126 

39 

39 

• 1 • 

334 

168 

60 

24 

24 

... 

11 100 

12 200 

a 500 

7 400 

7 700 

o 

o 

222 

283 

113 

84 

48 

36 

51 

14 

66 

46 

26 

20 

49 

27 

20 

22 

14 

8 

23 

202 

12 

12 

4 

B 

59 

32 

10 

4 

4 

. . . 

15 

4 

5 

• . * 

... 

• » 1 

25 

4 

••• 

... 

... 

... 

12 400 

13 400 

... 

... 

... 

... 

12 234 

5 959 

2 604 

4 177 

3 791 

386 

424 

69 

40 

109 

90 

19 

1 268 

347 

112 

271 

232 

39 

i 024 

532 

172 

514 

472 

42 

1 208 

612 

205 

602 

573 

29 

1 502 

847 

268 

503 

403 

20 

1 624 

931 

251 

632 

609 

23 

1 474 

810 

226 

465 

444 

21 

1 988 

912 

308 

448 

438 

10 

761 

269 

171 

185 

185 

. • . 

331 

170 

47 

49 

49 

. . . 

143 

39 

8 

8 

8 

• . . 

30 

22 

8 

16 

16 

. . . 

457 

399 

788 

375 

192 

183 

63 

64 

63 

58 

59 

41 

12 234 

5 959 

2 684 

4 177 

3 791 

386 

558 

189 

212 

209 

134 

75 

1 755 

659 

333 

621 

552 

69 

1 642 

952 

333 

850 

831 

19 

3 379 

1 990 

546 

1 216 

1 190 

26 

2 780 

1 297 

279 

700 

606 

14 

1 113 

30B 

130 

141 

141 

... 

471 

143 

51 

53 

53 

. . . 

79 

22 

12 

12 

12 

. . . 

457 

399 

788 

375 

192 

183 

52 

50 

42 

43 

44 

24 

1 195 

632 

218 

324 

308 

16 

401 

1B7 

109 

122 

110 

12 

249 

164 

47 

83 

83 

. . 1 

249 

194 

35 

75 

71 

4 

213 

64 

9 

40 

40 

. • . 

45 

20 

... 

... 

* . • 

. 1 . 

24 

3 

4 

4 

. 4 

* . . 

14 

... 

14 

... 

... 

... 

38 

38 

30 

35 

35 

. . 1 

31 

28 

... 

• . . 

... 

* . . 

55 

45 


... 

... 

... 

238 

297 

176 

96 

52 

44 

IIB 

67 

16 

26 

18 

B 

11 

18 

31 

25 

13 

12 

109 

212 

129 

45 

21 

24 

1 249 

632 

291 

332 

308 

24 

645 

80 

43 

56 

52 

4 

363 

112 

49 

112 

108 

4 

68 

55 

54 

52 

48 

4 

173 

305 

145 

112 

100 

12 
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Table 17 . — Fin-ancial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, Value Contract Rent 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: Gross Rent Duration ol aamey 

I960-— Con. 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (4-) or 
minus ( - ) after number indicates median above or below that number] 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


FARGO-MOORHEAD 


SUBJECT 

THE AREA 

MINNESOTA PORTION 

NORTH DAKOTA PORTION 

TOTAL 

clay COUNTY 

URBAN 

RURAL 

TOTAL 

CASS COUNTY 

URBAN 

RURAL 

VALUE 








OWNER OCCUPIED 

13 059 

5 043 

3 785 

1 258 

a 816 

7 485 

i 331 

LESS THAN $5i000 

1 190 

471 

155 

316 

719 

212 

507 

$5,000 TO $7,400 

1 147 

497 

215 

282 

650 

373 

277 

$7,500 TO $9,900 

1 591 

642 

444 

198 

949 

756 

193 

$10,000 TO $12,400 

2 361 

733 

559 

174 

1 628 

1 440 

188 

$12,500 TO $14,900 

2 707 

900 

904 

76 

1 727 

1 679 

48 

$15,000 TO $17,400 

2 232 

819 

739 

BO 

1 413 

1 381 

32 

$17,500 TO $19,900 

1 009 

461 

404 

57 

548 

528 

20 

$20,000 TO $24,900 

996 

325 

276 

49 

671 

639 

32 

$25,000 TO $34,900 

432 

84 

70 

14 

348 

330 

18 

$35,000 OR more 

194 

31 

19 

12 

163 

147 

16 

MEDIAN DOLLARS . 

13 100 

13 000 

13 900 

7 900 

13 200 

13 900 

6 400 

VACANT AVAILABLE FOR SALE 

279 

08 

75 

13 

191 

136 

55 

LESS THAN $5,000 ...... 

44 

10 

5 

5 

34 

4 

30 

$5,000 TO $9(900 

52 

13 

5 

8 

39 

14 

25 

$10,000 TO $14,900 

94 

22 

22 

* f ■ 

72 

72 

a • . 

$15,000 TO $19,900 

67 

35 

35 

• • • 

32 

32 

• i • 

$20,000 TO $24,900 • 

13 

4 

4 

• t » 

9 

9 

• f « 

$25,000 OR MORE 

9 

4 

4 


5 

5 

... 

MEDIAN PRICE ASKED DOLLARS . 

12 300 

... 

... 

... 

... 

... 

... 

GROSS RENT 








RENTER OCCUPIED. 

9 033 

2 589 

2 069 

520 

7 244 

6 582 

662 

LESS THAN 

138 

16 

12 

4 

122 

98 

24 

$20 TO $29 .... . 

338 

78 

50 

26 

260 

232 

28 

$30 TO $39 

741 

144 

120 

24 

597 

533 

64 

$40 TO $49 

781 

240 

156 

84 

541 

462 

79 

$50 TO $59 

1 032 

226 

178 

48 

806 

731 

75 

$60 TO 

1 113 

312 

264 

48 

801 

725 

76 

$70 TO $79 

1 095 

260 

217 

43 

835 

799 

36 

$60 TO $99 • 

1 824 

510 

448 

62 

1 314 

1 254 

60 

$100 TO $119 

1 002 

258 

242 

16 

744 

704 

40 

$120 TO $149 

849 

202 

198 

4 

647 

635 

12 

$150 TO $199 

241 

78 

62 

16 

163 

159 

4 

$200 OR MORE 

27 

10 

10 

. . a 

17 

17 

• . . 

NO CASH RENT 

6S2 

255 

112 

143 

397 

233 

164 

MEDIAN DOLLARS , 

74 

76 

79 

60 

74 

75 

57 

CONTRACT RENT 








RENTER OCCUPIED . . . . 

9 833 

2 509 

2 069 

520 

7 244 

6 582 

662 

LESS THAN $20; 

263 

57 

17 

40 

206 

lie 

68 

$20 TO $29 

557 

164 

72 

92 

393 

278 

115 

$30 TO $39 

1 098 

230 

199 

51 

848 

761 

87 

$40 TO $59 

1 995 

523 

304 

139 

1 472 

1 372 

100 

$60 TO $79 . . * . 

2 623 

681 

638 

43 

1 942 

1 850 

92 

$80 TO $99 

1 485 

370 

370 

. . a 

1 115 

1 111 

4 

$100 TO fl49 

1 121 

271 

259 

12 

850 

838 

12 

$150 OR MORE 

39 

18 

IB 

. * a 

21 

21 

a . . 

NO CASH RENT 

652 

255 

112 

143 

397 

233 

164 

MEDIAN DOLLARS . 

65 

64 

68 

41 

65 

66 

35 

VACANT AVAILABLE FOR RENT 

561 

111 

74 

37 

450 

390 

60 

LESS THAN $30. ' 

92 

17 

. . . 

17 

75 

40 

35 

$30 TO $39 

77 

23 

11 

12 

54 

44 

10 

$40 TO $59 

131 

20 

16 

4 

111 

101 

10 

$60 TO $79 

154 

28 

24 

4 

126 

121 

5 

$60 TO $99 . . . . 

34 

6 

6 

. a a 

28 

28 

a . • 

$100 TO $119 

48 

12 

ii2 

. a a 

36 

36 

a • . 

$120 OR MORE 

25 

5 

5 

. . • 

20 

20 

a . . 

MEDIAN RENT ASKED (DOLLARS) I 








VACANT AVAILABLE FOR RENT 

58 

. • . 

• « • 

. • a 

58 

62 

. • . 

WITH ALL UTILITIES IN RENT 

... 

. * . 

. * . 

. . a 

... 

• • . 

... 

WITH SOME OR NO UTILITIES IN RENT. . . 

63 

• . . 

1 • . 

. a a 

63 

68 


DURATION OF VACANCY 








VACANT AVAILABLE FOR SALE 

291 

96 

75 

21 

195 

140 

55 

LESS than 4 MONTHS 

175 

36 

32 

4 

139 

114 

25 

4 UP TO 6 MONTHS 

11 

11 

7 

4 

. a . 

• • » 

at. 

6 MONTHS OR MORE 

105 

49 

36 

13 

56 

26 

30 

VACANT AVAILABLE FOR RENT 

599 

124 

74 

50 

475 

390 

1 85 

LESS Than i month 

246 

20 

16 

4 

226 

226 

1 ... 

1 UP TO 4 MONTHS 

182 

69 

44 

25 

113 

108 

; 5 

4 up TO 6 MONTHS .' 

41 

4 

• . . 

4 

37 

32 

! 5 

6 MONTHS OR MORE 

130 

31 

14 

17 

99 

24 

i 75 
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State and Small Areas 


Table 17. — Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1 960— Con. 

[Some data based on sample; median not shown where base is insufficient; see text. '‘U” denotes an unincorporated place. Pius (4-) or 
minus (-) after number indicates median above or below that number] 


Contract Rent 
Duration of Vacancy 


STANDARD METROPOLITAN STATISTICAL AREAS-'-CON. 


MINNEAPOLIS-ST PAUL 


subject 

THE 

AREA 

1 COUNTIES 

PLACES 


URBAN 

BALANCE 

RURAL 

ANOKA 

DAKOTA 

HENNE- 

PIN 

RAMSEY 

1 

WASHING- 

TON 

BLOOM- 

INGTON 

! 

MINNE- 

APOLIS 

ST 

PAUL 

VALUE 














1 










OWNER OCCUPIED 


265 

941 

16 

162 

13 

709 

152 

129 

74 

582 

9 

359 

10 

822 

72 

716 

51 

707 

119 

341 

11 

355 

LESS THAN SSiOOO 

• • $ » * 

3 

122 


348 


421 

1 

010 


931 


412 


41 


489 


666 

1 

202 


724 

$5»000 TO $7f400 

f « • • • 

9 

902 


853 


652 

4 

362 

3 

143 


892 


93 

2 

861 

2 

516 

3 

402 

1 

030 

$7 1 500 TO $9 1 900 

f • • t • 

22 

497 

1 

675 

1 

196 

10 

777 

7 

550 

1 

299 


357 

7 

489 

6 

094 

7 

308 

1 1 

249 

SlOtOOO TO $12f400 

< ■ $ • » 

46 

357 

3 

725 

2 

015 

25 

118 

13 

819 

1 

680 

1 

124 

16 

691 

10 

720 

16 

191 

1 

623 

$l2t500 TO *14i900 

• • $ • • 

60 

621 

4 

604 

2 

666 

34 

878 

16 

345 

2 

128 

2 

747 

17 

963 

11 

322 

26 

451 

1 2 

138 

SlSiOOO TO S17»400 

• • • • t 

48 

498 

2 

616 

2 

754 

28 

336 

13 

578 

1 

212 

3 

544] 

11 

678 

a 

857 

22 

574 

1 

845 

$17»500 TO $19i900 

• • • f • 

28 

158 

1 

162 

1 

686 

16 

974 

7 

724 


612 

1 

565 

6 

637 

4 

849 

14 

208 


899 

$20(000 TO $24(900 

« • • • $ 

24 

539 


780 

1 

344 

15 

542 

6 

317 


556 


890 

5 

404 

3 

775 

13 

624 


846 

$25(000 TO $34(900 

• « » • • 

14 

648 


293 


657 

9 

955 

5 

449 


294 


360 

2 

570 

1 

812 

9 

373 


533 

$35(000 OR MORE 

■ • • ft ■ 

7 

599 


104 


31B 

5 

177 

1 

726 


274 


101 


934 

1 

08B 

5 

006 


466 

MEDIAN 

DOLLARS . 

14 

600 

13 

300 

14 

900 

15 

000 

14 

300 

13 

000 

15 

700 

13 

700 

13 

800 

15 

600 

13 

700 

VACANT AVAILABLE FOR SALE. . 


3 

223 


295 


228 

1 

793 


648 


259 


133 


418 


308 

2 

051 


313 

LESS THAN $5(000 



93 


4 


. . ■ 


51 


8 


30 




9 


4 


44 


36 

$5(000 TO $9(900 

« ft « ft « 


322 


49 


23 


138 


92 


20 


17 1 


74 


56 


141 


34 

$10(000 TO $14(900 

t • ft ft ft 


840 


109 


51 


374 


143 


163 




143 


80 


482 


101 

$15(000 TO $19(900 

ft ft ft ft ft 

1 

024 


111 


120 


516 


249 


28 


69' 


73 


100 


697 


85 

$20(000 TO $24(900 

ft ft ft ft ft 


408 


22 


3 


291 


79 


13 


10 


40 


31 


306 


21 

$25(000 OR MORE 

ft ft ft ft ft 


536 


... 


31 


423 


77 


5 


3' 


79 


37 


381 


36 

MEDIAN PRICE ASKED « « 

DOLLARS , 

16 

700 

14 

300 

16 

700 

18 

200 

16 

600 

12 

400 


••• 

14 

400 

15 

700 

17 

400 

14 

300 

GROSS RENT 















i 









RENTER OCCUPIED 


139 

515 

2 

862 

3 

833 

88 

663 

42 

135 

2 

002 


885 j 

78 

435 

39 

162 

18 

052 

2 

981 

LESS THAN 



666 


4 


17 


473 


164 


B 


... 


461 


156 , 


32 


17 

$20 TO $29 


3 

995 


12 


70 

2 

737 

1 

120 


56 


• . • 

2 

696 

1 

097 1 


147 


55 

$30 TO $39 

..... 

a 

650 


99 


247 

5 

625 

2 

619 


60 


• • • 

5 

539 

2 

600 


395 


116 

$40 TO $49 ........... 


9 

244 


111 


210 

5 

544 

3 

278 


101 


al 

5 

365 

2 

90li 


753 


137 

$50 TO $59 

..... 

12 

745 


137 


340 

7 

607 

4 

529 


132 


23, 

7 

260 

4 

400, 


822 


240 

$60 TO $69 

• . . . . 

17 

100 


298 


461 

10 

243 

5 

911 


187 


31 1 

9 

799 

5 

688' 

1 

246 


336 

$70 TO $79 


18 

793 


246 


567 

11 

222 

6 

463 


295 


58 

10 

463 

6 

1521 

1 

704 


416 

$BO TO $99 



31 

151 


825 


956 

19 

590 

9 

293 


479 


79 

17 

862 

8 

695' 

3 

891 


624 

$100 TO $119 

..... 

16 

872 


489 


397 

11 

342 

4 

382 


262 


176 

a 

980 

3 

682 1 

3 

510 


324 

$120 TO $149 . . . 

. . . * t 

10 

107 


364, 


193 

7 

422 

2 

033 


95 


238 

5 

294 

1 

644 

2 

747 


184 

$150 TO $199 

« . t * . 

3 

659 


77 1 


501 

2 

802 


700 


30 


136 

i 

818 


521 i 

1 

125 


59 

$200 OR MORE * . 

. . * * . 


905 


12; 


12 


713 


161 


7 


... 


472 


133 


275 


25 

NO CASH RENT 

. . • . * 

5 

62B 


208 i 


313' 

3 

335 

1 

4S2 


290 


136 

2 

426 

1 

213' 

1 

405 


448 

MEDIAN 

DOLLARS . 


78 


92' 


77' 


79 


74 


81 


120 


77 


73' 


97 


79 

CONTRACT RENT 
























RENTER OCCUPIED. 

ft ft ft ft ft 

139 

515 

2 

882 

3 

833 

88 

663 

42 

135 

2 

002 


885 

78 

435, 

39 

162 

10 

052 

2 

981 

LESS THAN $20 

ft ft ft ft ft 

1 

218 


30 


71 


712 


380 


25 


* . . ' 


659 


368 


100 


91 

$20 TO $29 

ft ft ft ft ft 

5 

933 


83 


171 

3 

611 

1 

955 


113 


12 

3 

500 1 

1 

891 


348 


102 

$30 TO $39 

ft ft ft ft ft 

11 

673 


177 


389' 

7 

194 

3 

776 


137 


11' 

6 

938 

3 

711 


723 


290 

$40 TO $59 

ft ft ft ft ft 

31 

561 


466 


945 

18 

720| 

10 

941 


489 


62 

17 

741, 

10 

314 

2 

639 


785 

$60 TO $79 

ft ft ft ft ft 

41 

676 


735 

1 

097 

25 

814 

13 

377 


653 


132 

23 

928 

12 

772 

4 

118 


726 

$B0 TO $99 

ft ft ft ft ft 

22 

958 


776 


639 1 

15 

0331 

6 

324 


186 


170 

13 

0121 

5 

670, 

3 

013 


285 

$100 TO $149 

ft ft ft ft ft 

16 

613 


387 


196 

12 

429 

3 

500 


101 


305 

8 

887, 

2 

095 

4 

379 


147 

$150 OR more . . . . 

ft ft ft ft ft 

2 

255 


20 


121 

1 

815' 


400 


B 


29 

1 

344' 


328 


527 


27 

NO CASH RENT 

ft 1 ft ft ft 

5 

628 


208 


313 

3 

335 

1 

482 


290 


136 

2 

426 

1 

213 

1 

405 


448 

MEDIAN 

DOLLARS ft 


67 


76 


63 


69 


64 


63 


96 


67 


64 


82 


58 

VACANT AVAILABLE FOR RENT. . 

ft ft ft ft ft 

8 

035 


276 


255 

5 

050 

2 

337 


117 


36 

4 

456 

2 

108 

1 

282 


153 

LESS THAN $30 

ft ft ft ft ft 


437 


• ». 


19 


241 


172 


5 


( • * 


23B 


169 


23 


7 

$30 TO $39 

ft ft ft ft ft 

1 

002 


10 


55 


641 


272 


24 


. • • 


625 


266 


86 


23 

$40 TO $59 

ft ft ft • ft 

1 

826 


14 


66 

1 

108 


605 


33 


... 

1 

058 


588 


125 


55 

$60 TO $79 

ft ft ft ft ft 

1 

809 


67 


45 

1 

123 


553 


21 


4 

1 

044 


521 


210 


30 

$B0 TO $99 

ft t ft ft ft 

1 

094 


88 


31 


642 


325 


8 


10' 


566 


280 


221 


17 

$100 TO $119 

ft ft ft ft ft 


992 


53 


34 


652 


243 


10 


14, 


454 


186 


320 


16 

$120 OR MORE 

■ ft ft ft ft 


075 


44 


5 


643 


167 


16 


8 


471 


94 


297 


5 

median RENT ASKED (DOLLARS): 
























VACANT AVAILABLE FOR RENT. . . 

ft ft ft ft ft 


67 


94 


56 


68 


64 




... 


65 


61 


98 


... 

WITH ALL UTILITIES IN RENT . 

ft « ft ft ft 


49 


. t . 


• • • 


50 


44 




... 


50 


44 


67 


... 

WITH SOME OR NO UTILITIES IN 

RENT. . . 


81 


97 


• •• 


88 


70 


... 


... 


80 


67 


105 


... 

DURATION OF VACANCY 
























VACANT AVAILABLE FOR SALE. . 


3 

229 


311 


232 

1 

731 


681 


274 


133 


302 


337 

2 

116 


341 

LESS THAN 4 MONTHS 

. • . . • 

2 

266 


236 


175 

1 

203 


460 


192 


81 


194 


227 

1 

588 


176 

4 UP TO 6 MONTHS 

. • . . ■ 


255 


24 


7 


153 


54 


17 


31 


21 


25 


142 


36 

6 MONTHS OR MORE 



708 


51 


50 


375 


167 


65 


21 


87 


85 


366 


129 

VACANT AVAILABLE FOR RENT. . 

ft ft ft ft ft 

6 

845 


200 


283 

3 

759 

2 

406 


117 


36 

3 

160 

2 

177 

1 

282 


190 

LESS THAN 1 MONTH 


2 

142 


168 


128 

1 

175 


645 


26 


12 


971 


532 


570 


57 

1 UP TO 4 MONTHS 


3 

042 


76 


78 

1 

598 

1 

240 


50 


14 

1 

350 

1 

166 


482 


30 

4 UP TO 6( MONTHS . 

ft ft ft ft ft 


385 


16 


37 


161 


162 


9 


4 


135 


146 


69 


29 

6 MONTHS OR MORE 



1 

276 


20 


40 


825 


359 


32 


6 


704 


331 


161 


74 


Table 17. — Financial Characteristics and Duration of Vacancy, for SMSAs, Constituent Counties, Value Contract Rent 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: umion o acancy 

1960— Con. 

[Some data based on sample; median not shown where base is insufflcient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus ( — ) after number indicates median above or below that number] 


URBANIZED AREAS 



DULUTH-SUPERIOR 

FARGO-MOORHEAD 

MINNEAPOLIS- 
ST PAUL 

SUBJECT 

TOTAL 

MINNESOTA 

PORTION 

TOTAL 

MINNESOTA 

PORTION 

VALUE 






OWNER OCCUPIED 

27 015 

20 846 

10 702 

3 785 

250 931 

LESS THAN SSiOOO , . 

3 186 

1 572 

290 

155 

2 246 

$5 t 000 TO $7 f 400 , 

4 442 

3 068 

552 

215 

0 446 

$7i500 TO S9i900 

5 376 

4 288 

1 127 

444 

20 586 

SlOiQOO TO $l2t400 

4 626 

3 762 

1 918 

559 

43 966 

$12t500 to S14t900 

3 116 

2 592 

2 46B 

904 

57 952 

SlSfOOO TO $I7f400 

2 503 

2 168 

2 031 

739 

46 159 

Si7t500 TO $19i900 

1 560 

1 392 

888 

404 

26 999 

S20i000 TO $24 1 900 

1 203 

1 064 

882 

276 

23 472 

$25f000 TO $34f900 

645 

606 

388 

70 

14 026 

$35^000 OR MORE 

350 

334 

15B 

19 

7 079 

MEDIAN dollars . 

10 300 

11 000 

14 000 

13 900 

14 700 

VACANT available FOR SALE 

290 

242 

178 

75 

2 875 

LESS THAN SSiOOO 

84 

58 

9 

5 

57 

SSiOOO TO $9(900 

71 

57 

19 

5 

288 

$10f000 TO $14(900 .... 

32 

28 

81 

22 

739 

$15(000 TO $19(900 

63 

59 

52 

35 

913 

$20(000 TO $24(900 . 

15 

15 

13 

4 

382 

$25(000 OR MORE 

25 

25 

4 

4 

496 

MEDIAN PRICE ASKED DOLLARS . 

9 300 

11 100 

... 

... 

16 900 

GROSS RENT 






RENTER OCCUPIED 

; 16 152 

12 361 

8 494 

2 069 

135 234 

LESS THAN $20 

514 

424 

110 

12 

645 

$20 TO $29 . . . 

1 500 

1 268 

279 

50 

3 914 

$30 TO 

1 500 

1 028 

650 

120 

a 451 

$40 TO $49 

1 800 

1 227 

611 

156 

9 006 

$50 TO $59 

2 002 

1 519 

888 

178 

12 397 

$60 TO $69 ... . 

2 252 

1 643 

985 

264 

16 591 

$70 TO $79 

1 935 

1 491 

995 

217 

IB 166 

$80 TO $99 

2 457 

2 019 

1 661 

448 

30 200 

$100 TO $119 * 

950 

765 

921 

242 

16 441 

$120 TO $149 ..... 

384 

335 

809 

198 

9 904 

$150 TO $199 ..... 

151 

143 

217 

62 

3 596 

$200 OR MORE 

46 

30 

23 

10 

880 

NO CASH RENT . . 

661 

469 

345 

112 

5 023 

MEDIAN DOLLARS . 

62 

63 

76 

79 

70 

CONTRACT RENT 






RENTER OCCUPIED 

16 152 

12 361 

a 494 

2 069 

135 234 

LESS THAN $20 

696 

562 

135 

17 

1 112 

$20 TO 

2 307 

1 755 

337 

72 

5 662 

$30 TO 

2 504 

1 673 

946 

199 

11 275 

$40 TO $59 

4 624 

3 434 

1 715 

384 

30 407 

$60 TO $79 ... 

3 487 

2 801 

2 450 

638 

40 514 

$e0 TO $99 

1 254 

1 113 

1 448 

370 

22 566 

$100 TO $149 

528 

475 

1 083 

259 

16 447 

$150 OR MORE 

91 

79 

35 

18 

2 228 

NO CASH RENT 

661 

469 

345 

112 

5 023 

MEDIAN .... DOLLARS . 

50 

52 

67 

68 

68 

VACANT available FOR RENT 

1 511 

1 203 

459 

74 

7 806 

LESS THAN 

517 

407 

40 

• • • 

430 

$30 TO $39 

332 

249 

55 

1 1 

961 

$40 TO . . . . 

322 

251 

112 

16 

1 743 

$60 TO $79 

253 

213 

145 

24 

1 753 

$80 TO $99 

45 

45 

34 

6 

1 077 

$100 TO . . 

28 

24 

48 

12 

976 

$120 OR MORE ..... 

14 

14 

25 

5 

866 

MEDIAN RENT ASKED (DOLLARS)! 






VACANT AVAILABLE FOR RENT 

37 

38 

63 

• • • 

o r 

WITH ALL UTILITIES IN RENT 

31 

31 

. * . 

• • . 


WITH SOME OR NO UTILITIES IN RENT. , . 

48 

54 

69 



DURATION OF VACANCY 






VACANT AVAILABLE FOR SALE 

314 

262 

182 

75 

2 853 

LESS THAN 4 MONTHS . 

152 

134 

113 

32 

2 075 

4 UP TO 6 MONTHS 

29 

16 

7 

7 

219 

6 MONTHS OR MORE . 

133 

112 

62 

36 

559 

VACANT AVAILABLE FOR RENT 

1 565 

1 257 

459 

74 

6 579 

LESS THAN 1 MONTH 

697 

645 

237 

16 

2 oao 

1 UP TO 4 MONTHS 

473 

365 

152 

44 

2 9B2 

4 UP TO 6 MONTHS 

119 

71 

32 

. . . 

333 

6 MONTHS OR MORE 

276 

176 

38 

14 

1 184 


25-36 


State and Small Areas 


Table 18. — Tenure, Vacancy Status, and Condition and Plombing Facilities, for Places of 
25,000 to 50,000 Inhabitants: 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT ’ 

AUSTIN 

EDINA 

MINNETONKA 

RICHFIELD 

1 

ROCHESTER ' 

ST CLOUD 

ST LOUIS PARK 

ALL HOUSING UNITS 

8 569 

8 067 

6 738 

11 129 

12 926' 

8 431 

12 449 

TENURE 1 COLOR t AND VACANCY 








STATUS 








OCCUPIED 

a 221 

7 722 

6 435 

10 893 

12 061 

8 183 

12 204 

OWNER OCCUPIED 

6 340 

7 380 

5 861 

9 936 

7 097 

5 972 

10 429 

PERCENT OF ALL OCCUPIED 

77.1 

95,6 

91.1 

91.2 

65. 5i 

73.0 

85.5 

WHITE 

6 340 

7 376 

5 853 

9 904 

7 889 

5 972 

10 365 

NONWHITE 

« • . 

4 

6 

32 

6| 

* j. • . 

64 

renter occupied 

1 861 

342 

574 

957 

4 164' 

2 211 

1 775 

WHITE 

1 877 

342 

570 

953 

4 127 

2 187 

1 775 

NONWHITE . . . . 

4 

... 

4 

4 

371 

24 

... 

VACANT , 

368 

345 

303 

236 

865, 

248 

245 

YEAR ROUND * «... 

357 

343 

266 

233 

853' 

220 

244 

SOUND OR DETERIORATING 

325 

339 

246 

229 

829 

152 

243 

AVAILABLE 

249 

252 

164 

164 

720 i 

97 

165 

FOR SALE ONLY 

82 

220 

132 

60 

195 

41 

109 

HOMEOWNER VACANCY RATE 

1.3 

2.9 

2.2 

0.6 

2.4i 

0.7 

1.0 

FOR RENT 

167 

32 

32 

104 

525' 

56 

56 

RENTAL VACANCY RATE 

6.2 

8.6 

5.3 

9.8 

11.2 

2.5 

3.1 

RENTED OR SOLDi AWAITING OCCUPANCY . 

33 

76 

52 

47 

46 i 

43 

52 

HELD FOR OCCASIONAL USE 

5 

1 

4 

2 

6 

2 

2 

HELD FOR OTHER REASONS «.•.«*. 

38 

10 

26 

16 

57, 

10 

24 

DILAPIDATED 

32 

4 

20 

4 

24' 

68 

1 

SEASONAL 

11 

2 

37 

3 

12 

26 

1 

CONDITION AND PLUMBING 








ALL UNITS 

8 569 

8 067 

6 738 

11 129 

12 926 

8 431 

12 447 

SOUND 

7 793 

7 998 

6 180 

10 995 

11 766, 

6 352 

12 282 

WITH ALL PLUMBING FACILITIES ...... 

7 523 

7 977 

6 134 

10 953 

10 583 

5 966 

12 25B 

LACKING ONLY HOT WATER 

• ■ * 

4 

11 

12 

21| 

41 

4 

LACKING OTHER PLUMBING FACILITIES. . . . 

270 

17 

35 

30 

1 162' 

345 

20 

DETERIORATING 

653 

47 

329 

84 

1 045 

1 352 

132 

WITH ALL PLUMBING FACILITIES 

552 

39 

272 

84 

7271 

1 060 

113 

LACKING ONLY HOT WATER 

12 

• « t 

* • a 

• « • 

4 

12 

• • . 

LACKING OTHER PLUMBING FACILITIES. . . . 

89 

8 

57 

• * • 

3141 

280 

19 

DILAPIDATED 

143 

22 

229 

50 

115 ' 

727 

33 

OWNER OCCUPIED 

6 340 

7 380 

5 861 

9 936 

7 897 i 

5 972 

10 429 

SOUND. . ' . . . 

6 019 

7 340 

5 508 

9 828 

7 541 

4 903 

10 315 

WITH ALL PLUMBING FACILITIES 

5 979 

7 328 

5 480 

9 792 

7 400' 

4 699 

10 295 

LACKING SOME OR ALL FACILITIES . . . . . 

40 

la' 

28 

36 

133' 

204 

20 

DETERIORATING 

281 

36 

208 

68 

328 

794 

93 

WITH ALL PLUMBING FACILITIES 

249 

32 1 

196 

68 

296 

671 

80 

LACKING SOME OR ALL FACILITIES 

32 

4 

12 

... 

32 

123 

13 

DILAPIDATED 

40 

4 

145 

40 

28, 

275 

21 

RENTER OCCUPIED 

1 861 

342 

574 

957 

4 164 

2 211 

1 775 

SOUND 

1 509 

326 

459 

937 

3 471 i 

1 310 

1 741 

WITH ALL PLUMBING FACILITIES 

1 301 

321 

459 

931 

2 714 

1 149 

1 737 

LACKING SOME OR ALL FACILITIES 

208 

5 

■ . * 

6 

757 

161 

4 

DETERIORATING 

292 

11 

69 

13 

624 

514 

24 

WITH ALL PLUMBING FACILITIES 

248 

7 

58 

13 

386 

368 

20 

LACKING SOME OR ALL FACILITIES 

44 

4 

11 

* • . 

238: 

146 

4 

DILAPIDATED 

80 

5 

46 

7 

69 

387 

10 

VACANT AVAILABLE FOR SALE . 

82 

220 

132 

60 

195 ! 

41 

109 

WITH ALL PLUMBING FACILITIES 

79 

220 

127 

59 

193 

37 

109 

LACKING SOME OR ALL FACILITIES 

3 

... 

5 

i 

21 

4 

... 

VACANT AVAILABLE FOR RENT. 

167 

32 

32 

104 

525 1 

56 

56 

WITH ALL PLUMBING FACILITIES 

129 

30 

27 

101 

267' 

36 

56 

LACKING SOME OR ALL FACILITIES 

38 

2 

5 

3 

258 

20 

... 

ALL HOUSING UNITS 

B 589 

8 067 

6 738 

i 

11 129 

12 926^ 

8 431 

12 449 

WATER SUPPLY 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

8 457 

8 038 

6 575 

11 102 

12 828, 

8 009 

12 424 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

117 

13 

75 

19 

86' 

360 

19 

PIPED WATER OUTSIDE STRUCTURE 



8 


8 


. • . 

NO PIPED WATER 

15 

16 

80 

’*8 

4i 

62 

4 

TOILET FACILITIES 








FLUSH TOILETi EXCLUSIVE USE 

8 288 

a 038 

6 628 

11 095 

11 570 

7 873; 

12 427 

FLUSH TOILET* SHARED 

282 

9 

7 

22 

•1 340 

414 

12 

OTHER TOILET FACILITIES OR NONE 

19 

20 

103 

12 

16 

144j 

8 

BATHING FACILITIES , 








BATHTUB OR SHOWER i EXCLUSIVE USE 

8 187 

8 033 

6 599 

11 087 

11 406 

7 498 

12 408 

BATHTUB OR SHOWER* SHARED. i 

302 

9 

7 

26 

1 421 

498 

12 

NO bathtub or SHOWER . 

100 

25 

132 

16 

99 

435 

27 

BATHROOMS 









6 053 

2 714 

4 027 

9 108 

a 606 

5 473 

9 403 

1 PLUS PARTIAL 

1 256 

1 830 

1 274 

1 199 

1 399 

1 220 

1 719 

2 OR MORE 

846 

3 486 

1 270 

761 

1 335 

721 

1 267 

SHARED OR NONE 

434 

37 

167 

60 

1 584 

1 017 

47 


Table 19. — Structural Characteristics, for Places of 25,000 to 50,000 Inhabitants: 1960 

[Some data baaed on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Rooms 

Bedrooms 


Units in Structure 
Tniiler 


AUSTIN 

EDINA 

MINNETONKA 

RICHFIELD 

ROCHESTER 

ST CLOUD 

8 589 

B 067 

6 738 

11 129 

12 926 

8 431 

164 

5 

25 

23 

948 

250 

268 

26 

08 

70 

766 

241 

079 

42 

366 

640 

1 672 

957 

1 697 

519 

845 

2 162 

2 166 

1 758 

2 690 

1 682 

2 026 

5 064 

3 653 

2 150 

i 772 

2 123 

1 879 

2 092 

1 782 

1 684 

693 

1 504 

923 

795 

990 

866 

426 

2 166 

586 

283 

947 

525 

5.0 

6.3 

5.5 

5.0 

4.7 

5,0 

6 340 

7 380 

5 861 

9 936 

7 897 

5 972 

237 

24 

226 

210 

333 

362 

1 139 

378 

642 

1 819 

1 196 

1 194 

2 319 

1 554 

1 846 

4 634 

3 076 

1 766 

1 630 

1 956 

1 730 

2 015 

1 582 

1 434 

640 

1 394 

862 

787 

873 

743 

375 

2 074 

555 

271 

837 

473 

5.3 

6.4 

5.6 

5. 1 

5.3 

5.3 

1 881 

342 

574 

957 

4 164 

2 211 

144 


12 

19 

606 

180 

216 

22 

23 

35 

625 

164 

544 

14 

132 

364 

1 262 

635 

480 

114 

175 

275 

912 

513 

292 

67 

102 

197 

448 

323 

108 

49 

77 

47 

131 

238 

97 

76 

53 

20 

180 

158 

3,6 

4,8 

4.2 

3,7 

3.2 

3.7 

82 

220 

132 

60 

195 

41 

17 

1 

2 

3 

3 

3 

56 

49 

50 

38 

148 

25 

9 

170 

80 

19 

44 

13 

4.6 

6,3 

5.7 

5.0 

5.1 

• « t 

167 

32 

32 

104 

525 

56 

12 


1 

i * * 

276 

6 

25 

2 

4 

2 

60 

6 

57 

1 

5 

86 

123 

23 

39 

5 

8 

14 

39 

10 

34 

24 

14 

2 

27 

9 

3,3 

• . . 

* * * 

3.1 

1.5 

3.1 

> 8 589 

a 067 

6 689 

U 106 

12 926 

8 431 

356 

6 

39 

« . * 

1 392 

288 

1 244 

117 

480 

937 

2 623 

1 660 

2 591 

1 601 

1 765 

3 889 

3 337 

2 477 

3 332 

4 004 

3 247 

5 301 

4 243 

2 716 

1 066 

2 337 

1 158 

979 

1 331 

1 290 

6 340 

7 410 

5 870 

10 074 

7 897 

6 011 

333 

55 

34B 

421 

515 

745 

2 021 

1 472 

1 409 

3 493 

2 398 

i 786 

3 031 

3 712 

2 972 

5 202 

3 775 

2 356 

955 

2 171 

1 141 

958 

1 209 

1 124 

1 881 

312 

565 

819 

4 164 

2 172 

280 


39 

. . * 

1 011 

214 

819 

62 

90 

412 

1 866 

925 

484 

129 

246 

323 

879 

590 

290 

121 

190 

84 

400 

443 

6 589 

8 067 

6 73B 

li 120 

12 926 

a 431 

6 715 

7 818 

6 307 

10 213 

8 382 

6 475 

231 

167 

35 

197 

161 

169 

590 

56 

172 

140 

1 331 

897 

500 

16 

42 

22 

931 

357 

533 

6 

9 

444 

2 037 

441 

20 

4 

173 

112 

84 

92 

6 340 

7 372 

5 861 

9 950 

7 897 

5 972 

5 952 

7 309 

5 596 

9 706 

7 002 

5 317 

77 

45 

19 

65 

56 

62 

295 

14 

82 

67 

755 

505 

16 

4 

164 

112 

84 

88 

1 881 

350 

574 

943 

4 164 

2 211 

615 

196 

415 

399 

1 073 

1 053 

141 

101 

16 

125 

89 

102 

329 

37 

95 

81 

803 

467 

350 

16 

30 

9 

' 671 

219 

314 


9 

44 

735 

162 

76 

. • ' 

. • . 

260 

1 435 

104 

52 

i . . 


25 

. 356 

100 

4 

... 

*9 

... 

... 

4 

167 

50 

1 16 

, lie 

1 525 

, 82 

42 

50 

1 9 

1 11 

67 

' 20 

125 


7 

99 

1 458 

1 62 


ALL UNITS. . . 

1 ROOM 

2 ROOMS 

3 ROOMS 

h ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. . . 

MEDIAN 

OWNER OCCUPIED . 
1 TO 3 ROOMS , . . . 
^ 'ROOMS 

5 ROOMS 

6 ROOMS. ...... 

7 ROOMS 

B ROOMS OR MORE. . . 
MEDIAN ....... 

RENTER OCCUPIED. 

ROOM 

ROOMS 

ROOMS . 

ROOMS 

ROOMS 

ROOMS. ...... 

ROOMS OR MORE. . . 


1 
2 

3 

4 

5 

6 
7 

MEDIAN 


VACANT AVAILABLE FOR SALE. 

1 TO 3 ROOMS 

4 AND 5 ROOMS. . 

6 ROOMS OR MORE. . . ' 

MEDIAN 

VACANT AVAILABLE FOR RENT. 

1 ROOM ............ 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS OR MORE 

MEDIAN ... 


NONE 

1 . . 

2 - 

3. 

4 


ALL UNITS. 


OR MORE. 


OWNER OCCUPIED 
0 AND 1 

2 . . 

3. 

4 


OR MORE. 


RENTER OCCUPIED. 

NONE 

1 

2 

3 OR MORE 


UNITS IN STRUCTURE 


ALL UNITS. 
DETACHED. , . 
ATTACHED. . . 


1 1 

J.1 

2 . 

3 AND 4 

5 OR MORE. .......... 

TRAILER. . 

OWNER OCCUPIED 

it DETACHED 

it ATTACHED 

2 OR MORE 

TRAILER 

RENTER OCCUPIED 

It DETACHED . . . 

it ATTACHED 

2 

3 AND 4. .... . 

5 TO 9 

10 TO 19 

20 OR MORE ... 

TRAILER 

VACANT AVAILABLE FOR RENT. 


ST LOUIS PARK 


12 447 
24 
156 
899 
2 603 
4 099 

2 971 

1 307 
788 
5.1 

10 429 
90 

2 026 

3 847 
2 463 
1 250 

753 

5.3 

1 775 
24 
142 
775 
519 
188 
75 
52 

3.4 

109 

*58 

51 

5.4 


2 

29 

17 


12 429 
129 
1 235 

4 904 

5 003 
1 158 

10 540 
322 
4 232 
4 B55 
1 131 

1 664 
129 
862 
570 
103 


12 436 
10 816 
229 
220 
54 
1 117 


10 432 
10 252 
81 
99 


I 772 
377 
142 
130 
39 
211 
767 
106 


38 

11 

27 
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Table 20. — Occupancy Characteristics, Year Built, and Heating Equipment, for Places of 
25,000 to 50,000 Inhabitants: 1960 
[Based on sample; see text. “U” denotes an unincorporated place] 


Year Struct. Built 
Basement 

Heating Ecmipment 
Source of Water 


Sewage Disposal 

Population 

Persons 

Persons per Room 


SUBJECT 

AUSTIN 

EDINA 

MINNETONKA 

RICHFIELD 

ROCHESTER 

ST CLOUD 

ST LOUIS PARK 

ALL HOUSING UNITS, 

a 589 

a 067 

6 738 

11 129 

12 926 

8 431 

12 449 

YEAR STRUCTURE BUILT 








1955 TO MARCH I960 

1 053 

3 138 

2 842 

2 749 

2 504 

1 048 

1 823 

1950 TO 1954 

1 257 

2 340 

1 593 

4 269 

1 509 

940 

4 623 

1940 TO 1949 

1 56B 

1 299 

1 082 

3 265 

1 925 

, 1 199 

3 975 

1939 OR EARLIER 

4 711 

1 290 

1 221 

846 

6 988 

5 244 

2 026 

BASEMENT 








BASEMENT 

8 344 

7 923 

6 060 

10 606 

12 269 

7 503 

11 841 

CONCRETE SLAB 

120 

99 

255 

307 

366 

192 

519 

other 

125 

40 

423 

215 

291 

736 

76 

HEATING EQUIPMENT 








STEAM OR HOT WATER 

1 292 

940 

688 

680 

2 501 

1 202 

1 588 

WARM AIR FURNACE 

6 205 

6 978 

5 538 

10 146 

9 458 

5 865 

10 609 

FLOOR t WALL» OR PIPELESS FURNACE 

579 

60 

104 

123 

404 

220 

112 

BUILT-IN ELECTRIC UNITS 

7 


4 

18 

12 

4 

12 

other means WITH FLUE, 

451 

65 

365 

158 

465 

1 077 

110 

OTHER MEANS WITHOUT FLUE 

52 

8 

22 

4 

78 

56 

10 

NONE 

3 

4 

17 

• • • 

8 

7 

6 

SOURCE OF WATER 








PUBLIC SYSTEM OR PRIVATE COMPANY 

8 525 

5 571 

487 

187 

12 854 

6 860 

11 161 

INDIVIDUAL WELL 

69 

2 491 

6 167 

10 936 

1 62 

1 526 

1 260 

OTHER 

5 

5 

84 

5 

10 

45 

15 

SEWAGE DISPOSAL 








PUBLIC SEWER 

6 529 

6 664 

' 120 

9 569 

12 829 

7 793 

9 968 

SEPTIC TANK OR CESSPOOL . , . 

44 

1 380 

6 513 

1 544 

1 77 

525 

2 449 

OTHER OR NONE 

16 

23 

! 105 

I 15 

20 

113 

19 

POPULATION 








POPULATION IN HOUSING UNiTSi I960 

27 889 

28 175 

25 063 

42 453 

37 995 

29 797 

42 889 

PER OCCUPIED UNIT 

3.4 

3.6 

1 3.9 

3.9 

3,2 

3.6 

3.5 

OWNER • , * 

3.6 

3,7 

i 3,9 

4.0 

1 3.6 

3.8 

3,7 

RENTER . , , . . . 

2,6l 

2,7 

3,5 

3,0 

2.4 

3.1 

2.5 

POPULATION IN DWELLING UNiTSi 1950 . . . , 

22 710 

« • • 

... 

17 000 

26 273 

25 402 

22 613 

PER OCCUPIED UNIT 

3.4i 

... 

... 

3.7 

3,2 

3.6 

3.4 

ALL OCCUPIED UNITS 

8 221 ' 

7 722 

6 435 

10 893 

12 061 

8 183 

12 204 

PERSONS 








OWNER OCCUPIED 

6 340 

7 380 

5 861 

9 936 

7 897 

5 972 

10 429 

1 PERSON 

483 

249 

228 

300 

605 

491 

465 

2 PERSONS 

1 676 

1 953 

1 234 

1 904 

2 137 

1 512 

2 477 

3 PERSONS, 

1 097 

1 383 

912 

1 519 

1 388 

1 023 

1 920 

4 PERSONS 

1 204 

1 603 

1 456 

2 712 

1 566 

954 

2 521 

5 PERSONS 

936 

1 155 

1 087 

1 925 

1 108 

7671 

1 865 

6 PERSONS 

505 

680 

596 

930 

677 

551 

704 

7 PERSONS 

270 

229 

165 

422 

248 

302, 

307 

S PERSONS OR MORE 

169 

128 

183 

224 

168 

372 

170 

MEDIAN . . . . 

3.4 

3.6 

3.9 

4.0 

3.4 

3.5I 

3,6 

RENTER OCCUPIED 

1 881 

342 

574 

957 

4 164 

2 2li 

1 775 

1 PERSON 

616 

70 

33 

99 

1 426 

519' 

396 

2 PERSONS . . . 

476 

111 

143 

356 

1 157 

512 

650 

3 PERSONS 

332 

66 

128 

187 

740 

405 i 

369 

4 PERSONS 

248 

51 

129 

167 

466 

326 

232 

5 PERSONS 

76 

33 

ai 

105| 

218 

224 

68 

6 PERSONS 

45 

3 

31 

35 1 

103 

88' 

32 

7 PERSONS 

48 

4 

16 

* . . 

34 

55 

28 

a PERSONS OR MORE 

40 

4 

13. 

8 

20 

82 

• . • 

MEDIAN 

2.2 

2,4 

3.4 

2.6 

2.1 

2.7 

2.3 

PERSONS per ROOM 








OWNER OCCUPIED 

6 340 

7 380 

5 861 

9 936 

7 897 

5 972 

10 429 

0.50 OR LESS 

2 436 

3 652 

1 948 

2 495 

3 383 

2 379 

3 779 

0,51 TO 1.00 

3 266 

3 531 

3 451 

6 169 

3 850 

2 704 

5 863 

1.01 OR MORE 

638 

197 

462 

1 272 

664 

889 

787 

RENTER OCCUPIED 

1 881 

342 

574 

957 

4 164 

2 211 

1 775 

0.50 OR LESS 

752 

209 

lOO 

191 

1 379 

655 

631 

0.51 TO 1.00 

965 

122 

389 

667 

2 328 

1 202 

1 046 

1.01 OR MORE 

164 

11 

85 

99 

457 

354 

98 


Table 21. — Financial Charactj-ristics, Year Moved into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Ini-iaditants: 1960 

[Based on sample; see text. "U” denotes an unincorporated place. Median not shown where base is less than 200; plus (+) or minus (— ) 

after number indicates median above or below that number] 


Year Moved into Unit 
Automobiles Avail. 
Air Conditioning 
Value 


Gross Rent 
Contract Rent 
Duration of 
Vacancy 


SUBJECT 

AUSTIN 

EDINA 

MINNETONKA 

RICHFIELD 

ROCHESTER 

ST CLOUD 

ST LOUIS PARK 

ALL OCCUPIED UNITS 

8 221 

7 722 

6 435 

10 893 

12 061 

a 1B3 

12 204 

YEAR MOVED INTO UNIT 








OWNER OCCUPIED 

6 340 

7 380 

5 861 

9 936 

7 897 

5 972 

10 429 

1959 TO MARCH i960 

629 

1 273 

1 005 

1 197 

1 233 

632 

1 239 

1956 

575 

906 

876 

991 

892 

469 

890 

1954 TO 1957 

1 804 

2 714 

1 990 

3 663 

2 060 

1 500 

3 420 

1940 TO 1953 

2 410 

2 086 

1 673 

3 949 

a 623 

2 286 

4 262 

1939 OR EARLIER 

922 

401 

317 

136 

1 009 

1 085 

610 

RENTER OCCUPIED 

1 881 

342 

574 

957 

4 164 

2 211 

1 775 

1959 TO MARCH i960 

853 

168 

334 

676 

2 101 

1 110 

951 



296 

45 

111 

160 

580 

320 

2B5 

1954 TO 1957 

420 

63 

69 

102 

771 

375 

405 

1940 TO 1953 

256 

42 

47 

19 

530 

300 

134 

1939 OR EARLIER 

56 

4 

13 

... 

102 

106 

. . . 

AUTOMOBILES AVAILABLE 









5 332 

2 013 

3 382 

7 400 

7 590 

5 483 

7 595 


1 670 

4 203 

2 692 

2 871 

2 190 

1 335 

3 761 

3 OR MORE 

193 

547 

262 

338 

225 

272 

234 

NONE 

1 026 

79 

99 

204 

2 056 

1 093 

614 

AIR CONDITIONING 








ROOM UNITfS) 

661 

1 479 

756 

1 611 

1 318 

171 

2 305 

CENTRAL SYSTEM 

98 

320 

53 

65 

146 

80 

315 

NONE 

7 442 

5 923 

5 626 

9 217 

10 597 

7 932 

9 584 

VALUE 








OWNER OCCUPIED 

6 008 

7 352 

5 589 

9 66B 

7 089 

5 379 

10 180 

LESS THAN $5»000 

214 


16 

20 

52 

274 

22 

$5i000 TO $7i400 

472 

32 

94 

80 

136 

476 

108 

S7i500 TO $9 t900 . « . 

953 

60 

188 

254 

440 

875 

265 

SiOiOOO TO $12i400 

1 289 

188 

357 

1 053 

1 004 

1 279 

1 404 

S12i500 TO S14t900 

1 157 

359 

621 

2 847 

1 416 

870 

2 019 

S15|000 TO $17(400 

893 

549 

816 

a 389 

1 597 

836 

1 969 

*17(500 TO $19(900 

496 

547 

909 

1 517 

1 069 

275 

1 312 

*20(000 TO $24(900 

366 

i 469 

1 340 

1 160 

669 

310 

1 194 

*25(000 TO $34(900 ..... . 

108 

2 419 

916 

320 

434 

133 

681 

*35(000 OR MORE. ..... 

60 

1 725 

332 

28 

272 

43 

406 

MEDIAN DOLLARS . 

12 700 

26 900 

19 400 

15 600 

15 000 

12 100 

15 600 

VACANT AVAILABLE FOR SALE 

79 

216 

149 

56 

195 

43 

112 

MEDIAN PRICE ASKED . . DOLLARS . 

... 

31 700 


. . . 

• . . 



GROSS RENT 








renter OCCUPIED . 

1 881 

342 

574 

957 

4 164 

2 211 

1 775 

LESS THAN *20. . . 

12 

• • . 

. . • 

... 

13 

a; 

a 

*20 TO *29 . > 

60 

... 

• . . 

t . . 

124 

66 

6 

$30 TO $39 

108 

5 

4 

« 1 • 

223 

186 

. . . 

*40 TO *49 

236 

5 

9 

4 

339 

167 

4 

*50 TO $59 . . 

292 

4 

17 

12 

330 

189 

23 

*60 TO 

321 

9 

23 

10 

389 

277 

29 

$70 TO $79 

272 

e 

42 

27 

511 

323 

34 

$B0 TO $99 

340 

34 

133 

80 

877 

492 

324 

5100 TO $149 .... 

146 

70 

197 

610 

972 

347 

1 031 

$150 OR MORE 

24 

167 

104 

170 

142 

20 

220 

NO CASH RENT 

68 

40 

45 

44 

244 

136 

94 

MEDIAN DOLLARS . 

66 

161 

107 

121 

81 

74 

ill 

CONTRACT RENT 








RENTER OCCUPIED 

1 813 

302 

529 

913 

3 920 

2 075 

1 681 

MEDIAN DOLLARS . 

57 

138 

91 

112 

76 

63 

102 

VACANT AVAILABLE FOR RENT 

167 

32 

13 

115 

525 

86 

48 

LESS THAN $30 

17 

... 

■ « . 

• . * 

29 

... 

• ■ . 

$30 TO $39 

26 


* . • 


76 

16 

. . • 

$40 TO $59 

56 

5 

• * . 


104 

25 

6 

$60 TO $79 

52 

5 

6 

3 

164 

15 

. . • 

$80 TO $99 

a 

* • . 

4 

6 

75 

30 

28 

SlOO TO $119 

4 

a 

• • • 

53 

22 

» • . 

6 

*120 OR MORE 

4 

14 

3 

53 

55 

. • . 

8 

MEDIAN RENT ASKED (DOLLARS)! 








VACANT AVAILABLE FOR RENT 

. . * 

. . • 

» . • 

• • . 

65 

• ■ • 

• . . 

WITH ALL UTILITIES IN RENT 

... 

... 

. . • 

• « * 

61 

• • . 

* • . 

WITH SOME OR NO UTIL. IN RENT 

... 

• . • 

» . . 

■ • * 

... 

... 

... 

DURATION OF VACANCY 








VACANT AVAILABLE FOR SALE 

82 

216 

149 

58 

195 

43 

122 

LESS THAN 4 MONTHS 

36 

179 

126 

52 

169 

24 

98 

4 months or MORE , 

46 

37 

23 

6 

26 

19 

24 

VACANT AVAILABLE FOR RENT 

167 

32 

13 

115 

525 

88 

48 

LESS THAN 1 MONTH'. 

45 

8 

6 

71 

255 

27 

9 

1 UP TO 4 MONTHS 

83 

17 

7 

38 

219 

36 

39 

4 MONTHS OR MORE ... 

39 

7 

... 

6 

51 

25 

. • • 
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Table 22. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants: I960 
[Some data based on sample; see text. “U” denotes an unincorporated place] 


SUBJECT 

ALBERT LEA 

ANOKA 

BRAINERD 

BROOKLYN 

CENTER 

BROOKLYN 

PARK 

all housing units 

5 620 

2 874 

4 219 

6 084 

2 604 

TENURE* COLOR* AND VACANCY 






STATUS 






OCCUPIED 

5 393 

2 740 

4 019 

5 869 

2 453 

OWNER OCCUPIED 

3 795 

1 921 

2 916 

5 610 

2 276 

PERCENT OF ALL OCCUPIED 

70,4 

70.1 

72.6 

95.6 

92. B 

WHITE 

3 791 

1 921 

2 916 

5 594 

2 276 

NONWHITE 

4 

. . • 

... 

16 

. • • 

RENTER OCCUPIED . 

1 598 

819 

1 103 

259 

177 

WHITE 

1 582 

016 

1 103 

259 

177 

NONWHITE 

16 

3 

... 

. . « 

. • . 

VACANT 

227 

134 

200 

215 

151 

YEAR ROUND 

196 

131 

174 

211 

145 

SOUND OR DETERIORATING * . 

168 

109 

130 

208 

131 

AVAILABLE 

141 

48 

66 

127 

87 

FOR SALE ONLY 

43 

27 

29 

85 

69 

HOMEOWNER VACANCY RATE 

1.1 

1.4 

1.0 

1.5 

2.9 

FOR RENT . . . • 

98 

21 

37 

42 

18 

RENTAL VACANCY RATE 

5.8 

2.5 

3,2 

14.0 

9.2 

RENTED OR SOLD* AWAITING OCCUPANCY . 

7 

33 

19 

70 

29 

HELD FOR OCCASIONAL USE 

3 

4 

9 

• • • 

4 

HELD FOR OTHER REASONS 

17 

24 

36 

1 1 

1 1 

DILAPIDATED 

28 

22 

44 

3 

14 

SEASONAL 

31 

3 

26 

4 

6 

CONDITION AND PLUMBING 






ALL UNITS 

5 620 

2 870 

4 219 

6 004 

2 604 

SOUND 

5 009 

2 436 

3 117 

5 927 

2 303 

WITH ALL PLUMBING FACILITIES ...... 

4 703 

2 356 

2 866 

5 907 

2 287 

LACKING ONLY HOT WATER 

28 

5 

20 

« • • 

4 

LACKING OTHER PLUMBING FACILITIES, , , . 

278 

77 

231 

20 

12 

DETERIORATING 

493 

295 

694 

111 

199 

WITH ALL PLUMBING FACILITIES 

359 

227 

570 

94 

179 

LACKING ONLY HOT WATER 

8 

5 

21 

8 

• * • 

LACKING OTHER PLUMBING FACILITIES, , , . 

126 

63 

103 

9 

20 

DILAPIDATED 

118 

137 

408 

46 

102 

OWNER OCCUPIED 

3 795 

1 921 

2 916 

5 610 

2 276 

SOUND 

3 559 

1 711 

2 337 

5 499 

2 052 

WITH ALL PLUMBING FACILITIES ....... 

3 471 

1 681 

2 179 

5 483 

2 040 

LACKING SOME OR ALL FACILITIES 

88 

30 

158 

16 

12 

DETERIORATING. , . . . 

212 

181 

450 

67 

158 

WITH ALL PLUMBING FACILITIES 

184 

146 

' 381 

63 

1 143 

LACKING SOME OR ALL FACILITIES 

28 

35 

69 

4 

15 

DILAPIDATED 

24 

29 

129 

44 

66 

RENTER OCCUPIED 

1 598 

819 

1 103 

259 

177 

SOUND 

1 271 

642 

695 

224 

134 

WITH ALL PLUMBING FACILITIES 

1 079 

596 

626 

220 

134 

LACKING SOME OR ALL FACILITIES 

192 

46 

67 

4 

* . • 

DETERIORATING. . . 

255 

98 

181 

35 

32 

WITH ALL PLUMBING FACILITIES 

153 

74 

148 

27 

32 

LACKING SOME OR ALL FACILITIES 

102 

24 

33 

B 

... 

DILAPIDATED 

72 

79 

227 

. . • 

11 

VACANT AVAILABLE FOR SALE. ...... 

43 

27 

29 

85 

69 

WITH ALL PLUMBING FACILITIES 

40 

24 

23 

85 

65 

LACKING SOME OR ALL FACILITIES 

3 

3 

6 

. .. 

4 

VACANT AVAILABLE FOR RENT 

98 

21 

37 

42 

18 

WITH ALL PLUMBING FACILITIES, 

64 

11 

28 

41 

15 

LACKING SOME OR ALL FACILITIES ...... 

34 

10 

9 

1 

3 

ALL HOUSING UNITS 

5 620 

2 874 

4 219 

6 084 

2 604 

WATER SUPPLY 






HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

5 400 

2 781 

3 900 

6 047 

2 536 

only cold PIPED WATER INSIDE STRUCTURE . . 

201 

57 

285 

32 

28 

PIPED WATER OUTSIDE STRUCTURE 

t • . 

. . • 

. . * 

* • . 

• * . 

NO PIPED WATER 

19 

32 

34 

5 

40 

TOILET FACILITIES 






FLUSH TOILET* EXCLUSIVE USE 

5 293 

2 740 

3 960 

6 063 

2 552 

flush TOILET* SHARED 

300 

90 

139 

8 

• . . 

OTHER TOILET FACILITIES OR NONE 

27 

40 

120 

13 

52 

BATHING FACILITIES 






BATHTUB OR SHOWER* EXCLUSIVE USE 

5 150 

2 678 

3 701 

6 047 

2 532 

bathtub OR SHOWER* SHARED 

281 

86 

165 

8 

• * • 

NO BATHTUB OR SHOWER 

189 

106 

353 

29 

72 

BATHROOMS 







4 086 

2 046 

3 040 

4 925 

2 109 

MORE THAN 

1 046 

631 

595 

1 112 

410 

SHARED OR NONE 

488 

193 

584 

47 

85 


Tenure by Color, 
Vacancy Statas 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


COLUMBIA 

COON RAPIDS 

CRYSTAL 

FARIBAULT 

HEIGHTS 




4 878 

3 688 

6 126 

4 377 

4 632 

3 448 

5 899 

4 203 

3 869 

3 195 

5 462 

2 881 

83.5 

92.7 

92.6 

68,5 

3 853 

3 187 

5 450 

2 801 

16 

a 

12 

■ . « 

763 

253 

437 

1 322 

759 

253 

437 

1 317 

4 

... 

... 

5 

246 

240 

227 

174 

243 

206 

227 

165 

241 

196 

224 

150 

174 

65 

171 

100 

72 

43 

128 

22 

1.8 

1.3 

2.3 

0.8 

102 

22 

43 

78 

11.8 

8.0 

9.0 

5.6 

50 

105 

44 

21 

3 

3 

• • • 

9 

14 

23 

9 

20 

2 

10 

3 

15 

3 

34 

... 

9 

4 878 

3 688 

6 126 

4 377 

4 666 

3 573 

5 988 

3 663 

4 570 

3 478 

5 932 

3 395 

... 

27 

12 

IS 

96 

68 

44 

253 

160 

63 

93 

535 

141 

79 

89 

326 

3 

... 

. . . 

14 

16 

4 

4 

195 

52 

32 

45 

179 

3 869 

3 195 

5 462 

2 881 

3 724 

3 107 

5 370 

2 562 

3 696 

3 055 

5 334 

2 455 

28 

52 

36 

107 

109 

68 

60 

215 

97 

64 

56 

145 

12 

4 


70 

36 

20 

32I 

104 

763 

253 

437' 

1 322 

707 

237 

398 

971 

657 

227 

378 

846 

50 

10 

20 

125 

40 

8 

26 

281 

40 

B 

26 

170 

. • * 

... 

... 

111 

16 

8 

13 

70 

72 

43 

126 

22 

71 

41 

127 

14 

1 

2 

1 

8 

102 

22 

43 

7S 

95 

19 

41 

33 

7 

3 

2 

45 

4 878 

3 688 

6 126 

4 377 

4 826 

3 586 

6 089 

4 040 

41 

79 

33 

244 

4 

4 

. • . 

7 

7 

19 

4 

86 

4 777 

3 628 

6 056 

4 020 

70 

... 

32 

204 

31 

60 

a 

153 

4 762 

3 608 

6 061 

3 798 

78 

... 

32 

219 

38 

80 

33 

360 

3 897 

3 237 

4 944 

2 990 

848 

337 

1 098 

802 

133 

114 

84 

585 


iviiniicsuia. 


Table 22.— Tenure, Vacancy Status, and Condition and Plumbing Facilities, tor Places or 
10,000 TO 25,000 Inhabitants: I960 — Con. 

[Some data based on sample; see text. "U" denotes an unincorporated place] 


Tcrvvirc by Color, 
Vacancy Scatus 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 

FERGUS 

FALLS 

FRIDLEY 

GOLDEN 

VALLEY 

HIBBING 

ALL HOUSING UNITS 

3 829 

3 969 

4 053 

6 105 

TENURE 1 COLOR 1 AND VACANCY 

STATUS 






3 684 

3 745 

3 876 

5 608 

OWNER OCCUPIED 

2 681 

3 377 

3 500 

3 758 

PERCENT OF ALL OCCUPIED. 

72.8 

90.2 

90,3 

67.0 

WHITE 

2 673 

3 365 

3 492 

3 758 

NONWHITE 

8 

12 

B 

1 050 

RENTER OCCUPIED 

1 003 

368 

376 

WHITE 

999 

365 

376 

1 846 

nonwhite 

4 

3 

... 

4 

VACANT 

145 

224 

177 

497 

YEAR ROUND 

128 

209 

177 

459 

SOUND OR DETERIORATING 

122 

196 

176 

420 

AVAILABLE 

79 

120 

135 

366 

FOR SALE ONLY 

30 

87 

107 

31 

HOMEOWNER VACANCY RATE 

1.1 

2,5 

3.0 

0,8 

FOR RENT 

49 

33 

28 

335 

RENTAL vacancy RATE * 

4.7 

8.2 

6.9 

15.3 

RENTED OR SOLDf AWAITING OCCUPANCY . 

21 

64 

21 

16 

HELD FOR OCCASIONAL USE 

3 

.4 

2 

B 

HELD FOR OTHER REASONS 

19 

8 

18 

30 

DILAPIDATED 

6 

13 

1 

39 

SEASONAL ... 

17 

15 

*. * 

38 

CONDITION AND PLUMBING 





ALL UNITS 

3 829 

3 969 

4 053 

6 105 

SOUND 

3 442 

3 674 

3 961 

5 188 

WITH ALL PLUMBING FACILITIES 

3 140 

3 632 

3 946 

4 650 

LACKING ONLY HOT WATER 

28 

4 

4 

47 

LACKING OTHER PLUMBING FACILITIES, . , . 

274 

38 

11 

491 

DETERIORATING 

376 

101 

60 

747 

WITH ALL PLUMBING FACILITIES 

190 

153 

52 

485 

LACKING ONLY HOT WATER 

26 

... 

. . • 

24 

LACKING OTHER PLUMBING FACILITIES. . , . 

160 

28 

B 

238 

DILAPIDATED 

11 

114 

32 

170 

OWNER OCCUPIED 

2 681 

3 377 

3 500 

3 758 

SOUND 

2 490 

3 173 

3 443 

3 389 

WITH ALL PLUMBING FACILITIES 

2 318 

3 145 

3 435 

3 263 

LACKING SOME OR ALL FACILITIES 

172 

28 

8 

126 

DETERIORATING 

188 

132 

40 

265 

WITH ALL PLUMBING FACILITIES 1 

94 

112 

36 

226 

LACKING SOME OR ALL FACILITIES 

94 

20 

4 

59 

DILAPIDATED 

3 

72 

17 

84 

RENTER OCCUPIED 

1 003 

368 

376 

1 aso 

SOUND 

847 

300 

341 

1 457 

WITH ALL PLUMBING FACILITIES 

732 

286 

334 

1 196 

LACKING SOME OR ALL FACILITIES 

115 

14 

7 

261 

DETERIORATING 

152 

44 

20 

319 

WITH ALL PLUMBING FACILITIES . 

71 

36 

16 

201 

LACKING SOME OR ALL FACILITIES 

81 

8 

4 

IIB 


4 

24 

15 

74 

VACANT AVAILABLE FOR SALE. ...... 

30 

87 

107 

31 

WITH ALL PLUMBING FACILITIES 

25 

84 

107 

26 

LACKING SOME OR ALL FACILITIES 

5 

3 

... 

5 

VACANT AVAILABLE FOR RENT 

49 

33 

28 

335 

WITH ALL PLUMBING FACILITIES 

34 

32 

26 

144 

LACKING SOME OR ALL FACILITIES 

15 

1 

2 

191 

ALL HOUSING UNITS 




6 105 

WATER SUPPLY 

■■■ 




HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

3 578 

3 892 

4 018 

5 711 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

187 

59 

19 

312 

PIPED WATER OUTS.IDE STRUCTURE 

* * • 

... 

• « , 

*82 

NO PIPED WATER 

64 

IB 

16 

TOILET FACILITIES 





FLUSH TOILETi EXCLUSIVE USE 

3 540 

3 920 

4 015 

5 547 

FLUSH TOILET, SHARED . . 

170 

3 

7 

460 

OTHER TOILET FACILITIES OR NONE 

119 

46 

31 

98 

BATHING FACILITIES 





BATHTUB OR SHOWER, EXCLUSIVE USE 

3 396 

3 893 

4 011 

5 317 

BATHTUB OR SHOWER, SHARED 

183 

7 

7 

509 

NO BATHTUB OR SHOWER 

250 

69 

35 

279 

BATHROOMS 






2 493 

3 006 

1 961 

3 439 

MORE THAN 1 

853 

862 

2 050 

1 788 

SHARED OR NONE ........ 

483 

101 

42 

878 


HOPKINS 


3 328 


3 245 
2 367 
72.9 
2 363 
4 

878 

878 


83 I 
81 
78 
36 
8 

0,3 

28 

3,1 

26 

1 

15 

3 

2 


3 328 
3 191 
3 077 

3 

111 

117 

101 

16 

20 

2 367 
2 274 
2 247 

27 
78 
66 
12 
15 

078 

845 

772 

73 

28 
24 

4 

5 

8 

8 


28 

23 

5 


3 328 


3 297 
23 

’*0 


3 243 
77 
a 


3 197 
85 
46 


2 115 
1 000 
133 


MANKATO 

MAPLEWOOD 

MOORHEAD 

NEW ULM 

7 006 

4 560 

6 322 

3 539 

6 723 

4 413 

6 125 

3 429 

4 425 

4 138 

4 168 

2 522 

65,8 

93.8 

68,0 

73. S 

4 425 

4 105 

4 168 

2 522 

... 

33 

* * * 

... 

2 298 

275 

1 957 

907 

2 294 

275 

1 957 

907 

4 

... 

... 

... 

283 

147 

197 

110 

276 

142 

188 

103 

256 

135 

182 

80 

172 

61 

139 

47 

53 

30 

68 

24 

1.2 

0.7 

1.6 

0.9 

119 

31 

71 

23 

4.9 

10.1 

3.5 

2,5 

22 

46 

21 

17 

9 

, . ■ 

4 

4 

55 

28 

18 

20 

18 

7 

6 

15 

7 

5 

9 

7 

7 006 

4 560 

6 322 

3 539' 

5 984 

4 363 

5 512 

2 B42 

5 569 

4 288 

5 260 

2 572 

16 

29 

4 

39 

399 

46 

248 

231 

873 

146 

601 

607 

646 

79 

453 

345 

28 

3 

4 

48 

199 

64 

144 

214 

149 

51 

209 

90 

4 425 

4 138 

4 168 

2 522 

4 065 

3 998 

3 658 

2 144 

3 917 

3 946 

3 805 

2 005 

148 

52 

1 53 

139 

296 

104 

1 21B 

331 

212 

55 

! 194 

173 

84 

49 

24 

158 

64 

36 

92 

47 

2 298 

275 

1 957 

907 

1 718 

239 

1 496 

627 

1 484 

226 

1 315 

517 

234 

13 

181 

110 

521 

28 

336 

237 

395 

14 

242 

149 

126 

14 

114 

88 

59 

a 

105 

43 

S3 

30 

68 

24 

47 

28 

64 

16 

6 

2 

4 

8 

119 

31 

71 

23 

80 

26 

59 

17 

39 

5 

12 

6 

7 006 

4 560 

6 322 

3 539 

6 722 

4 417 

6 137 

3 054 

187 

83 

163 

355 


4 

. * . 

7 

97 

56 

22 

123 

6 564 

4 436 

5 942 

3 276 

329 

12 

341 

70 

113 

i 112 

39 

> 193 

6 33fl 

1 4 421 

5 629 

1 3 035 

3ec 

) 12 

37C 

> 81 

2eG 

1 127 

123 

i 423 

4 78£ 

} 3 473 

i 4 40: 

i 2 183 

1 47f 

5 91C 

) 1 40: 

) 748 

74: 

5 m 

^ 51£ 

i 608 


25-42 


State and Small Areas 


Table 22. — ^Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants: 1960 — Con. 

[Some data based on sample; see text “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fuc. 
Bathing Fac. 
Bathrooms 


SUBJECT 


ALL HOUSING UNITS 

TENURE* COLOR* AND VACANCY 
STATUS 


OCCUPIED 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED. . 

WHITE 

NONWHITE 

RENTER OCCUPIED . 

WHITE 

NONWHITE . 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING . . . 

AVAILABLE 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE 

FOR RENT 

RENTAL VACANCY RATE. 

RENTED OR SOLD* AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND. . . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING , . . . 

WITH ALL PLUMBING FACILITIES 

LACKING only HOT WATER 

LACKING OTHER PLUMBING FACILITIES. , , 
DILAPIDATED 

OWNER OCCUPIED 

SOUND . • 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING 

‘WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . , . . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . • 

DETERIORATING . . . . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . * • 
DILAPIDATED 

VACANT AVAILABLE FOR SALE. . . , . . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS 

water SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER . 


TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE. , , 

flush TOILET* SHARED . 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE 
BATHTUB OR SHOWER* SHARED. . . . 
NO BATHTUB OR SHOWER 


BATHROOMS 


OWATONNA 

RED WING 

ROBB INS- 
DALE 

ROSEVILLE 

SOUTH 

ST PAUL 

VIRGINIA 

WEST 

ST PAUL 

WHITE BEAR 
LAKE 

WILLMAR 

WINONA 

. 4 299 

3 609 

4 826 

6 236 

6 492 

4 909 

3 687 

3 312 

3 432 

7 729 

4 154 

3 471 

4 717 

5 991 

6 268 

4 635 

3 603 

3 149 

3 276 

7 462 

2 951 

2 459 

4 027 

5 381 

4 726 

2 733 

3 104 

2 777 

2 217 

5 132 

71.0 

70.8 

85,4 

89,8 

75.4 

59.0 

86.2 

88.2 

67.7 

68.8 

2 951 

2 455 

4 027 

5 357 

4 722 

2 733 

3 104 

2 777 

2 217 

5 125 

• • • 

4 

• ff • 

24 

4 

• . , 

• . . 

• • • 

• . • 

7 

1 203 

1 012 

690 

610 

1 542 

1 902 

499 

372 

1 059, 

2 330 

1 203 

1 012 

690 

602 

1 533 

1 890 

499 

372 

1 059 

2 326 



... 

8 

9 

12 

..k 

... 

... 

4 

145 

138 

109 

245 

224 

274 

04 

163 

156 

267 

137 

99 

108 

226 

210 

266 

84 

147 

134 

244 

126 

88 

96 

223 

203 

241 

81 

143 

125 

214 

86 

49 

59 

159 

171 

203 

51 

92 

97 

111 

37 

14 

23 

78 

62 

14 

35 

59 

21 

28 

1.2 

0,6 

0.6 

1.4 

1,3 

0.5 

1.1 

2.1 

0.9 

0.5 

49 

35 

36 

61 

109 

189 

16 

33 

76 

83 

3,9 

3.3 

5.0 

11.7 

6.6 

9.0 

3.1 

B.i 


3.4 

26 

18 

22 

49 

13 

15 

20 

35 

^ 16 

29 

2 

2 

2 

4 

... 

1 

1 

3 

1 

9 

12 

19 

13 

11 

19 

22 

9 

13 

11 

65 

11 

11 

12 

3 

7 

25 

3 

4 

9 

30 

6 

39 

1 

19 

14 

8 

■ • • 

16 

22 

23 

4 299 

3 609 

4 826 

6 236 

6 492 

4 909 

3 687 

3 312 

3 432 

7 729 

3 351 

3 131 

4 691 

6 086 

5 869 

4 082 

3 514 

3 167 

2 940 

6 330 

3 194 

2 829 

4 644 

6 027 

5 571 

3 725 

3 476 

3 163 

2 674 

5 732 

B 

68 

. * « 

15 

12 

4 

4 

... 

44 

93 

149 

234 

47 

44 

266 

353 

34 

4 

222 

505 

7B2 

392 

97 

89 

533 

647 

136 

107 

394 

1 204 

602 

296 

89 

69 

385 

433 

105 

99 

294 

734 

19 

20 

4 

* « • 

10 

B 

... 

... 

12 


161 

76 

4 

20 

138 

206 

31 

a 

86 

357 

166 

86 

38 

61 

90 

180 

37 

38 

98 

195 

2 951 

2 459 

4 027 

5 381 

4 726 

2 733 

3 104 

2 777 

2 217 

5 132 

2 505 

2 235 

3 932 

5 264 

4 439 

2 492 

2 993 

2 697 

1 955 

4 451 

2 466 

2 139 

3 919 

5 236 

4 396 

2 424 

2 977 

2 693 

1 846 

4 173 

39 

96 

13 

28 

43 

68 

16 

4 

109 

278 

390 

196 

75 

81 

246 

205 

87 

63 

206 

587 

298 

144 

67 

1 65 

210 

189 

70 

63 

174 

439 

92 

52 

8 

16 

36 

16 

17 

. . . 

32 

148 

56 

28 

20 

36 

41 

36 

24 

17 

56 

94 

1 203 

1 012 

690 

610 

1 542 

1 9021 

499 

372 

1 059 

2 330 

743 

616 

660 

580 

1 245 

1 406 

446 

323 

873 

1 704 

649 

633 

626 

560 

1 032 

1 165 

424 

323 

735 i 

1 420 

94 

183 

34 

20 

213 

241 

22 

... 

138 

284 

358 

160 

19 

6 

251 

385 

40 

32 

150. 

549 

277 

128 

19 

4 

159 

203 

26 

24 

90 

263 

81 

32 

* t •' 

4 

92 

1S2 

14 

8 

68 

286 

102 

36 

11 

22 

46 

111 

13 

17 

28 

77 

37 

14 

23 

78 

62 

14 

35 

59 

21 

28 

36 

10 

22 

78 

62 

14 

34 

59 

18 

23 

1 

4 

1 

... 

... 

... 

1 

... 

3 

5 

49 

35 

36 

81 

109 

189 

16 

33 

76 

83 

28 

25 

33 

79 

58 

49 

15 

32 

57 

41 

21 

10 

3 

2 

5i 

140 

1 

1 

19 

42 

4 299 

3 609 

4 826 

6 236 

6 492 

4 909 

3 687 

3 312 

3 432 

7 729 

4 135 

3 370 

4 801 

6 170 

6 332 

4 775 

3 642 

3 297 

3 242 

7 040 

108 

231 

25 

39 

130 

126 

11 

7 

169 

619 

• • • 

4 

. • • 

11 

... 

• • * 

3 

4 

. • * 

4 

56 

4 

. ■ • 

16 

30 

8 

31 

4 

21 

66 

. 4 007 

3 376 

4 791 

6 181 

6 150 

4 503 

3 626 

3 296 

3 219 

7 218 

224 

218 

26 

8 

288 

398 

23 

5 

180 

406 

68 

15 

9 

47 

54 

8 

38 

11 

33 

105 

3 920 

3 264 

4 771 

6 161 

6 014 

4 272 

3 601 

3 296 

3 076 

6 765 

. 239 

222 

34 

a 

304 

401 

24 

5 

194 

447 

. 140 

123 

21 

67 

174 

236 

62 

11 

162 

517 

2 798 

2 566 

3 546 

4 286 

4 631 

3 222 

2 717 

2 498 

2 280 

5 233 

. 1 094 

592 

1 220 

1 838 

1 344 

1 035 

861 

769 

742 

1 274 

. 407 

451 

60 

110 

517 

652 

109 

25 

410 

1 222 


1 

MORE THAN 1. . 
SHARED OR NONE 


Table 23. — Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-[-) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of Water 
Sew.'ige Disposal 


SUBJECT 


ROOMS 


ALL UNITS 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS. . . • 

6 ROOMS. . . 

7 ROOMS. . . 

8 ROOMS OR MORE 

MEDIAN . . 

OWNER OCCUPIED 

I TO 3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS. . . 

7 ROOMS OR MORE 

MEDIAN 

RENTER OCCUPIED 

1 ROOM . . 

2 ROOMS 

3 ROOMS. .... 

4 ROOMS 

5 ROOMS 

6 ROOMS. .... 

7 ROOMS OR MORE . 

MEDIAN 

VACANT AVAILABLE FOR SALE 
MEDIAN 

VACANT available FOR RENT 
MEDIAN 


ALL HOUSING UNITS. 

BEDROOMS 


0 AND 1. 

2 . . . . 

3 OR MORE 


UNITS IN STRUCTURE 

ALL UNITS 

1 

2 

3 AND 4. . . 

5 OR MORE 

TRAILER 

OWNER OCCUPIED 

1 

2 OR MORE 

TRAILER. ... 

RENTER OCCUPIED 

1 

2 

3 AND 4 

5 TO 9 

10 OR MORE 

TRAILER 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1939 OR EARLIER 


BASEMENT 


BASEMENT . , , 
CONCRETE SLAB. 
OTHER. . , . , 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR 1 WALLi OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

individual well 

OTHER 


SEWAGE DISPOSAL 


ALBERT LEA 

ANOKA 

BRAINERD 

BROOKLYN 

CENTER 

BROOKLYN 

PARK 

COLUMBIA 

heights 

COON RAPIDS 

CRYSTAL 

FARIBAULT 

5 620 

2 870 

4 219 

6 084 

2 604 

4 878 

3 688 

6 126 

4 377 

191 

62 

93 

4 

27 

51 

10 

32 

142 

ISO 

106 

141 

17 

10 

111 

72 

27 

12B 

567 

348 

453 

115 

86 

445 

114 

230 

496 

1 234 

590 

929 

773 

348 

1 385 

568 

1 256 

865 

1 598 

701 

1 207 

3 379 

1 415 

1 749 

2 371 

2 930 

1 011 

1 143 

572 

746 

1 425 

416 

720 

431 

1 158 

828 

465 

308 

420 

267 

187 

311 

75 

343 

612 

242 

183 

230 

104 

115 

106 

47 

150 

295 

4.9 

5.0 

4.9 

5,1 

5.1 

4.8 

5.0 

5.0 

5.1 

3 795 

1 921 

2 916 

5 610 

2 276 

3 869 

3 195 

5 462 

2 981 

148 

66 

174 

28 

56 

108 

72 

98 

190 

748 

341 

586 

643 

268 

1 081 

473 

1 072 

456 

1 288 

582 

945 

3 212 

1 287 

1 603 

2 131 

2 735 

772 

1 004 

489 

627 

1 360 

382 

683 

400 

1 102 

607 

607 

443 

584 

367 

283 

394 

119 

455 

776 

5,3 

5.5 

5.2 

5.2 

5.1 

5.0 

5.0 

5.1 

5.5 

1 598 

819 

1 103 

259 

177 

763 

253 

437 

1 322 

143 

56 

77 

4 

5 

29 

4 

28 

103 

156 

74 

109 

15 

6 

82 

40 

23 

94 

389 

272 

272 

46 

22 

286 

29 

108 

332 

421 

214 

305 

105 

63 

242 

58 

153 

371 

257 

93 

214 

46 

36 

88 

94 

82 

203 

136 

80 

79 

39 

30 

28 

20 

17 

120 

96 

30 

47 

4 

15 

8 

. • t 

26 

99 

3.8 

3,5 

3.8 

4,1 

... 

3.4 

4.3 

3.9 

3.9 

43 

27 

29 

85 

69 

72 

43 

120 

22 


• t • 

... 

5.1 

5.1 

4,9 

... 

5.1 

... 

98 

21 

37 

42 

18 

102 

22 

43 

7B 

3.3 

• • # 

... 

... 

... 

3,4 

... 

... 

2.8 

5 620 

2 870 



2 604 

4 870 

3 688 

6 126 

4 377 


536 

BB 


■1 


146 

304 

034 


812 





771 

1 863 

1 463 

2 703 

1 522 





2 771 

3 959 

2 080 

5 620 

2 870 

4 219 

6 084 

2 604 

4 878 

3 688 

6 126 

4 377 

4 191 

2 114 

3 357 

5 962 

2 559 

4 041 

3 608 

5 919 

3 155 

717 

362 

302 

63 

38 

415 

12 

98 

511 

266 

209 

200 

6 

7 

92 

7 

44 

298 

438 

185 

313 

53 

• i . 

330 

61 

65 

370 

e 

* . . 

47 


... 

... 

... 

• •• 

43 

3 795 

1 921 

2 916 

5 606 

2 276 

3 869 

3 195 

5 462 

2 881 

3 509’ 

1 788 

2 684 

5 575 

2 252 

3 702 

3 190' 

5 422 

2 534 

270 

133 

185 

31 

24 

167 

5 

40 

304 

8 


47 

... 

... 

... 

... 

... 

43 

1 598 

819 

1 103 

263 

177 

763 

253 ' 

437 

1 322 

581 

243 

507 

199 

162 

254 

187 

304 

537 

450 

246 

177 

23 

8 

222 

7 

58 

277 

202 

164 

139 

6 

7 

58 

7 

44 

242 

IBB 

53 

158 

• . i 

• . . 

88 

33 

25 

124 

177 

113 

122 

35 

* . • 

141 

19 

6 

142 

. « . 

... 

• . . 

... 

... 

... 

... 



774 

403 

301 

3 772 

1 485 

2 112 

2 252 

2 259 

324 

555 

480 

321 

1 351 

425 

668 

031 

2 455 

385 

730 

417i 

563 

520 

320 

676 

345 

639 

393 

3 561 

1 490 

3 034 

441 

374 

1 422 

260 

573 

3 275 

5 360 

2 461 

3 560 

5 810 

2 235 

4 527 

2 900 

5 419 

4 103 

65 

185 

71 

127 

188 

230 

482 

355 

98 

195 

224 

588 

147 

181 

121 

306 

352 

176 

1 060 

483 

796 

346 

223 

494 

158 

200 

032 

3 744 

1 750 

2 131 

5 552 

2 055 

3 967 

3 126 

5 623 

2 508 

224 

141 

114 

48 

69 

190 

146 

112 

300 

4 

3 

. t • 

12 

12 

... 

9 

14 

. • • 

569 

482 

1 122 

113 

233 

195 

245 

166 

577 

8 

11 

38 

4 

12 

32 

4 

9 

71 

11 

. . . 

18 

9 

. » , 

... 

... 

« . * 

9 

5 474 

2 639 

4 160 

2 382 


4 781 

1 151 

90 

4 113 

120 

231 

47 

3 680 

2 604 

92 

2 491 

6 024 

22B 

26 


12 

22 

. . . 

5 

46 

12 

36 

5 239 

2 606 

3 956 

3 497 


4 597 

35 

4 777 

4 036 

345 

243 

186 

2 542 

2 548 

266 

3 503 

1 332 

203 

36 

21 

77 

45 

56 

15 

70 

17 

138 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 




25-44 


State and Small Areas 


Table 23. — Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (-h) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of Water 
Sewage Disposal 


SUBJECT 


ROOMS 


ALL UNITS 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN 

OWNER OCCUPIED 

1 TO 3 ROOMS ... i ... * 

4 ROOMS. . 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE. ...... 

MEDIAN 

RENTER OCCUPIED 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS. 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE . 

MEDIAN 

VACANT AVAILABLE FOR SALE 
MEDIAN 

VACANT AVAILABLE FOR RENT 
MEDIAN 


ALL HOUSING UNITS. , 
BEDROOMS 


0 AND 1. , 

2 . « . . , 

3 OR MORE, 


UNITS IN STRUCTURE 

ALL UNITS 

I. .... . 

2 

3 AND 4. . . 

5 OR MORE » . . . 

TRAILER 

OWNER OCCUPIED 

1 . . . . . 

2 OR MORE 

trailer 

RENTER OCCUPIED. 

1 



3 AND 

5 TO 

10 OR more 

TRAILER 


YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 

1939 OR EARLIER 


BASEMENT 


BASEMENT . . . 
CONCRETE SLAB. 
OTHER. . . . 


HEATING equipment 

STEAM OR HOT WATER 

WARM AIR FURNACE , 

FLOOR 1 WALL* OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE .... 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


FERGUS 

FALLS 

FRIDLEY 

GOLDEN 

VALLEY 

HIBBING 

HOPKINS 

MANKATO 

MAPLEWOOD 

MOORHEAD 

NEW ULM 

3 829 

3 969 

4 053 

6 105 

3 328 

7 006 

4 560 

6 322 

3 539 

67 

19 

11 

406 

117 

239 

9 

187 

70 

164 

87 

19 

215 

76 

290 

77 

440 

84 

444 

233 

209 

639 

234 

773 

203 

877 

314 

797 

701 

450 

•1 352 

765 

1 399 

851 

1 360 

727 

970 

2 120 

1 239 

1 680 

829 

1 916 

2 092 

1 913 

B2B 

717 

569 

1 062 

1 059 

672 

1 250 

896 

935 

891 

417 

156 

594 

477 

341 

677 

305 

419 

367 

253 

84 

469 

277 

294 

462 

127 

191 

258 

5.0 

4.9 

5.6 

4.8 

5.1 

4.9 

5.0 

4.7 

5.2 

2 681 

3 377 

3 500 

3 758 

2 367 

4 425 

4 138 

4 168 

2 522 

166 

116 

36 

176 

40 

188 

158 

312 

142 

517 

565 

364 

768 

32B 

724 

740 

917 

472 

790 

1 963 

1 158 

1 275 

748 

1 485 

1 981 

1 586 

627 

630 

501 

950 

883 

631 

1 012 

857 

626 

734 

578 

232 

992 

656 

620 

1 016 

402 

525 

547 

5.3 

5.0 

5.7 

5.2 

5.6 

5.4 

5,1 

5.0 

5.5 

1 003 

368 

376 

1 850 

878 

2 298 

275 

1 957 

907 

55 

11 

... 

247 

101 

189 

. . • 

176 

56 

111 

53 

11 

134 

64 

240 

25 

334 

48 

261 

124 

162 

410 

192 

602 

66 

607 

187 

273 

84 

75 

494 

403 

618 

92 

422 

227 

159 

53 

47 

344 

73 

336 

45 

252 

181 

73 

39 

40 

145 

36 

209 

24 

91 

134 

71 

4 

41 

86 

9 

104 

23 

75 

74 

3.8 

3.5 

3,7 

3.8 

3,7 

3.7 

4,0 

3.3 

4.2 

30 

87 

107 

31 

8 

53 

30 

68 

24 


5.1 

5.8 

... 

... 

5.2 

... 

5.0 

... 

49 

33 

26 

335 

28 

119 

31 

71 

23 


! 

... 

2.5 

... 

3.4 

... 

3.2 

... 

3 829 

3 969 

4 053 

. 6 105 

3 320 

7 006 

4 560 

6 322 

3 539 

822 

426 

360 

1 595 

444 

1 501 

397 

1 604 

571 

1 419 

1 105 

985 

2 146 

1 202 

2 351 

1 431 

2 411 

1 328 

1 588 

2 438 

2 690 

2 364 

1 668 

3 154 

1 2 653 

2 307 

1 640 

3 829 

3 969 

4 053 

6 105 

3 328 

7 006 

4 560 

6 322 

3 539 

2 909 

3 646 

3 776 

4 154 

2 657 

4 975 

4 286 

4 137 

2 860 

412 

51 

95 

696 

362 

853 

66 

1 093 

469 

217 

38 

5 

452 

94 

534 

5 

448 

107 

199 

142 


739 

215 

468 

10 

441 

62 

92 

92 

1 

... 

64 

... 

176 

193 

203 

41 

2 681 

3 377 

3 498 

3 758 

2 367 

4 425 

4 144 

4 168 

2 522 

2 359 

3 260 

3-458 

3 415 

2 185 

3 920 

3 960 

3 348 

2 324 

234 

25 

40 

279 

182 

341 

12 

626 

161 

68 

92 

... 

64 

... 

164 

172: 

194 

37 

1 003 

368 

378 

1 850 

878 

2 298 

269 

1 957 

907 

457 

200 

184 

593 

432 

888 

109 

649 

463 

211 

24 

46 

380 

193 

548 

44, 

508 

312 

150 

15 

5 

356 

58 

448 

5' 

382 

66 

75 

56 

12 

213 

72 

190 

10 

239 

39 

106 

73 

131 

308 

123 

212 

... 

170 

23 

4 


. . . 

. . . 

... 

12 

21 

9 

4 

473 

2 558 

1 651 

479 

391 

1 018 

1 788 

1 703 

369 

431 

553 

1 137 

847 

731 

745' 

1 042 

1 238 

301 

469 

634 

846 

685 

996 

748 

787 

787 

445 

2 456 

224 

419 

4 094 

1 210 

4 495 

943 

2 594 

2 404 

3 456 

3 527 

3 892 

5 408 

3 244 

6 497 

4 171 

5. 750 

3 348 

117 

167 

107 

262 

30 

146 

104 

134 

52 

256 

275 

54 

355 

54 

363 

285 

438 

L39 

724 

265 

527 

2 386 

369 

1 51-6 

366 

1 320 

606 

2 488 

3 305 

3 430 

2 633 

2 701 

4 734 

3 807 

4 292 

2 164 

94 

111 

29 

61 

53 

156 

74 

110 

94 

... 

18 

4 

. • . 

4 

. . . 

4 

4 

8 

508 

270 

59 

650 

181 

550 

292 

525 

636 

8 

... 

4 

375 

20 

28 

13 

65 

27 

7 

... 

... 

... 

... 

22 

4 

6 

4 

3 677 

2 634 

325 

6 003 

2 907 

6 872 

■ 304 

6 295 

3 300 

113 

1 335 

3 723 

45 

416 

69 

4 109 

6 

204 

39 

... 

5 

57 

5 

65 

67 

21 

35 

3 509 

2 827 

2 619 

5 933 

3 051 

6 804 

2 595 

6 266 

3 239 

212 

1 080 

1 405 

80 

267 

88 

1 868 

30 

171 

108 

62 

29 

92 

10 

114 

97 

26 

129 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


Table 23. — Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: 1960 — Coa 

[Some data based on sample; median not shown where base is insufficient; see text. “TJ” denotes an unincorporated place. Plus (4-) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of Water 
Sewage Disposal 


SUBJECT 


ROOMS 


ALL UNITS 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS. 

6 ROOMS 

7 ROOMS 

a ROOMS OR MORE 

MEDIAN 

OWNER OCCUPIED 

1 TO 3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE 

MEDIAN 

RENTER OCCUPIED 

1 ROOM 

2 ROOMS. .......... 

3 ROOMS. . . . ‘ 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE 

MEDIAN 

VACANT AVAILABLE FOR SALE 
MEDIAN 

VACANT AVAILABLE FOR RENT 
MEDIAN 


ALL HOUSING UNITS, , 
BEDROOMS 


0 AND 1. 

2 . , . . 

3 OR MORE 


UNITS IN STRUCTURE 

ALL UNITS 

1 

2 

3 AND 4 

5 OR MORE 

TRAILER 

OWNER OCCUPIED 

1 . . . . 

2 OR MORE 

TRAILER 

RENTER OCCUPIED 

1 

2 

3 AND 4 

5 TO 9 .... . 

10 OR MORE 

TRAILER 


YEAR STRUCTURE BUILT 

1955 TO MARCH i960 ...... 

1950 To 1954 

1940 TO 1949 

1939 OR EARLIER 


BASEMENT 


BASEMENT . . , 
CONCRETE SLAB, 
OTHER. , . . , 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR t WALL* OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


OWATONNA 

RED wing 

ROBBINS- 

DALE 

ROSEVILLE 

SOUTH 

ST PAUL 

VIRGINIA 

WEST 

ST PAUL 

WHITE BEAR 
LAKE 

WILLMAR 

4 299 

3 609 

4 826 

6 236 

6 492 

4 909 

3 687 

3 312 

3 432 

157 

139 

40 

6 

220 

162 

13 

3 

103 

134 

60 

38 

51 

195 

208 

45 

64 

99 

354 

268 

425 

384 

629 

674 

177 

123 

431 

760 

656 

1 023 

895 

1 587 

1 259 

730 

486 

766 

1 110 

952 

1 518 

2 512 

2 162 

1 209 

1 486 

1 451 

914 

887 

796 

1 181 

1 584. 

1 062 

802 

809 

740 

666 

531 

455 

390 

532 

450 

300 

301 

256 

297 

366 

283 

211 

270 

187 

215 

126 

169 

156 

5.2 

5,2 

5.1 

5.2 

4.6 

4.6 

5.1 

5.2 

4.8 

2 951 

2 459 

4 027 

5 381 

4 726 

2 733 

3 104 

2 777 

2 217 

143 

48 

ea 

160 

116 

132 

45 

40 

84 

412 

362 

829 

6U 

1 141 

548 

579 

343 

450 

865 

743 

1 406 

2 360 

1 914 

978 

1 331 

1 280 

733 

751 

688 

1 131 

1 490 

957 

643 

745 

713 

558 

780 

618 

573 

760 

598 

432 

404 

393 

392 

5.6 

5,6 

5.3 

5,3 

5.1 

5.2 

5.2 

5.3 

5.3 

1 203 

1 012 

690 

610 

1 542 

1 902 

499 

372 

1 059 

132 

104 

35 

4 

171 

138 

13 

3 

87 

84 

56 

38 

11 

162 

156 

40 

46 

79 

223 

211 

305 

224 

476 

496 

119 

83 

304 

325 

268 

164 

231 

410 

639 

145 

122 

294 

204 

185 

83 

51 

201 

279 

116 

74 

139 

129 

96 

,41 

55 

93 

135 

46 

23 

99 

106 

92 

24 

34 

29 

59 

20 

21 

57 




3.8 

3,4 

3,8 

4.0 

3.9 

3.7 



23 

78 

62 

14 

35 

59 

21 




5,5 

4,9 

0 0* 

... 

5.1 

... 



36 

81 

109 

189 

16 

33 

76 

iiiinmy 



3.7 

2,8 

1.3 

... 

... 

3.3 

4 299 

3 609 



6 492 

4 909 


3 312 

3 432 

921 

778 

573 

476 

1 098 

1 330 

253 

298 

819 

1 186 

1 184 

1 007 

1 450 

2 567 

1 077 

1 511 

762 

1 129 

2 192 

1 647 

2 425 

4 280 

2 827 

1 702 

1 923 

2 200 

1 484 

4 299 

3 609 

4 026 

6 236 

6 492 

4 909 

3 607 

3 312 

3 432 

3 198 

2 544 

4 272 

5 642 

4 878 

2 830 

3 190 

3 164 

2 374 

574 

665 

207 

101 

856 

918 

380 

36 

706 

231 

254 

86 

22 

232 

540 

29 

47 

152 

240 

142 

261 

367 

522 

601 

68 

65 

176 

56 

4 

t » • 

104 

4 

20 

... 

... 

24 

2 951 

2 45? 

4 004 

5 374 

4 726 

2 733 

3 104 

2 782 

2 217 

2 709 

2 191 

3 904 

5 220 

4 356 

2 340 

2 913 

2 761 

1 918 

190 

264 

100 

50 

366 

377 

191 

21 

275 

52 

4 

... 

104 

4 

16 

... 

* * * 

24 

1 203 

1 012 

713 

617 

1 542 

1 902 

499 

367 

1 059 

409 

286 

293 

223 

440 

402 

213 

271 

411 

402 

433 

126 

58 

495 

572 

180 

19 

388 

195 

196 

56 

. . . 

166 

401 

29 

37 

107 

74 

34 


32 

243 

258 

61 

21 

67 

119 

63 

238 

304 

198 

265 

16 

19 

86 

4 

.. . 

... 

• • . 

, , • 

4 


... 


790 

332 

741 

2 809 

1 313 

296 

744 

1 420 

431 

484 

235 

i 287 

2 Oil 

967 

606 

745 

627 

352 

434 

239 

1 333 

770 

995 

311 

704 

290 

514 

2 591 

2 803 

1 465 

646 

3 217 

3 696 

1 494 

975 

2 135 

4 114 

3 488 

4 726 

5 972 

6 179 

4 326 

3 523 

3 109 

3 192 

65 

34 

43 

121 

163 

212 

33 

92 

117 

120 

87 

57 

143 

150 

371 

131 

111 

123 

885 

831 

470 

eoe 

1 374 

3 807 

586 

289 

914 

2 531 

2 040 

4 136 

5 143 

4 417 

774 

2 901 

2 760 

2 008 

334 

95 

76 

73 

76 

112 

73 

83 

208 

4 



.ft 

a 

12 


3 

4 

524 

599 

140 

195 

573 

171 

123 

173 

269 

21 

36 

4 

17 

40 

13 

4 

4 

29 

... 

8 

... 

.. . 

4 

20 



... 

4 116 

3 521 

4 413 

603 

6 393 

4 909 

3 223 

2 606 

3 356 

173 

74 

413 

5 599 

BB 

• , • 

430 

706 

50 

10 

14 


29 

11 

• , • 

34 


26 

4 126 

3 340 

4 636 

3 720 

6 292 

4 909 

3 267 

2 463 

3 343 

112 

237 

190 

2 426 

176 

, , • 

402 

838 

1 53 

61 

32 

... 

85 

24 

... 

18 

11 

36 


WINONA 


7 729 
307 
344 
81S 

1 461 

2 032 
1 384 

740 

646 

5.0 

5 132 
279 
932 
1 540 

1 153 
1 228 

5.4 

2 330 
271 
252 
568 
493 
429 
191 
126 
3.7 


28 


83 


2.8 


7 729 


1 667 

2 719 

3 343 


7 729 

5 195 

1 250 
614 
575 

95 

5 132 

4 369 
673 
90 

2 330 
667 
694 
42B 
321 
215 

5 


319 
446 
476 
6 488 


6 768 
150 

all 


1 523 
4 451 
104 
4 

1 615 
20 
12 


7 223 
471 
35 


7 489 
157 
83 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
OTHER 'OR NONE 
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State and Small Areas 


Table 24. — Occupancy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants: I960 

[Based on sample; see text. “U” denotes an unincoi’porated place. Median not shown where base is less than 200; plus (•-{-) or minus (— ) 
after number indicates median above or below that number] 


Population 
Persons 
Persons per 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contmet Rent 


SUBJECT 

ALBERT LEA 

ANOKA 

BRAINERD 

BROOKLYN 

CENTER 

BROOKLYN 

PARK 

COLUMBIA 

HEIGHTS 

COON RAPIDS 

CRYSTAL 

FARIBAULT 

population 










population in housing UNiTSf 1960 

17 148 

9 664 

12 all 

24 334 

10 578 

17 324 

14 993 

24 130 

12 995 

PER OCCUPIED UNIT 

3,2 

3.5 

3.2 

4.1 

4.3 

3.7 

4*3 

4,1 


OWNER 

3.3 

3.8 

3.4 

4.2 

4.3 

3.9 

4.4 

4.1 

3.2 

RENTER 

2.B 

2.9 

2.6 

3.5 

. . • 

3.0 

3.B 

3.5 

2*8 

population in dwelling UNiTSt 1950 .... 

13 136 

... 

12 411 

« • . 

. • . 

... 

• • . 



PER OCCUPIED UNIT 

3,2 

• . . 

3.2 

• • * 

• • • 

• • • 

... 

... 


ALL OCCUPIED UNITS 

5 393 

2 740 

4 019 

5 869 

2 453 

4 632 

3 448 

5 899 

4 203 

PERSONS 










OWNER OCCUPIED . 

3 795 

1 921 

2 916 

5 610 

2 276 

3 869 

3 195 

5 462 

2 081 

1 PERSON ... 

359 

113 

3S7 

75 

63 

166 

68 

129 

3S6 

2 PERSONS 

1 IBI 

490 

811 

798 

302 

765 

382 

922 

947 

3 PERSONS 

711 

366 

449 

975 

364 

741 

497 

959 

477 

4 PERSONS. 

620 

324 

520 

1 492 

599 

888 

820 

1 348 

414 

5 PERSONS «... 

531 

307 

382 

1 303 

422 

681 

750 

1 086 

326 

6 PERSONS 

237 

143 

237 

592 

277 

373 

326 

526 

175 

7 PERSONS 

80 

87 

104 

247 

146 

139 

201 

27 B 

68 

8 PERSONS OR MORE 

76 

91 

56 

120 

103 

116 

151 

214 

88 

MEDIAN 

3.0 

3,5 

3.1 

4.1 

4.2 

3,8 

4.3 

4,0 

2.7 

RENTER OCCUPIED 

1 598 

819 

1 103 

259 

177 

763 

253 


1 322 

1 PERSON . . 

427 

167 

374 

13 

5 

100 

22 

37 

314 

2 PERSONS 

455 

245 

258 

82 

6 

272 

45 

127 

433 

3 PERSONS. 

231- 

162 

175 

53 

47 

143 

40 

79 

172 

4 PERSONS 

199 

86 

139 

49 

58 

151 

71 

91 

161 

5 PERSONS. 

159 

92 

e7 

43 

41 

46 

30 

40 

147 

6 PERSONS 

60 

39 

47 

4 

5 

19 

28 

30 

50 

7 PERSONS. , . . . 

32 

16 

14 

4 

10 

24 

9 

13 

23 

8 PERSONS OR MORE 

35 

12 

9 

11 

5 

e 

! 8 

12 

22 

MEDIAN .... 

2.3 

2,5 

2,2 

3.2 

• . • 

2.6 

3.8 

3.2 

2*3 

PERSONS PER ROOM 










OWNER OCCUPIED , 

3 795 

1 921 

2 916 

5 610 

2 276 

3 869 

3 195 

5 462 

2 BBl 

0.50 OR less • 

1 B12 

755 

1 292 

1 075 

444 

1 000 

503 

1 179 

1 512 

0.51 TO 1.00 . . . . 

1 666 

971 

1 382 

3 820 

1 408 

2 286 

1 978 

3 442 

1 144 

1.01 OR MORE . . 

317 

195 

242 

715 

424 

503 

714 

641 

225 

RENTER OCCUPIED. 

1 598 

B19 

1 103 

259 

1 

763 

253 

437 

1 322 

0.50 OR LESS 

564 

234 

467 

64 

10 

140 

43 

57 

502 

0.51 TO 1.00 . . • 

824 

458 

543 

153 

1 120 

515 

138 

308 

672 

1.01 OR MORE 

210 

127 

93 

42 

! 47 

100 

1 

72 

72 

148 

YEAR MOVED INTO UNIT 










OWNER OCCUPIED 

3 795 

1 921 

2 916 

5 610 

2 276 

3 669 

3 195 

5 462 

2 BBl 

1959 TO MARCH 1960 

466 

234' 

290 

1 469 

465 

726 

892 

1 167 

256 

1956 

321 

170 

258 

821 

491 

489 

582 

673 

154 

1954 TO 1957 

986 

492 

658 

2 260 

737 

1 353 

1 149 

1 827 

644 

1940 TO 1953 

1 303 

731 

1 079 

955 

475 

938 

548 

1 614 

1 098 

1939 OR EARLIER 

719 

294 

631 

105 

108 

363 

24 

181 

729 

RENTER OCCUPIED 

1 598 

819 

1 103 

259 

177 

763 

253 

437 

1 322 

1959 TO MARCH 1960 

700 

446 

531 

163 

130 

536 

171 

314 

469 

1958 

184 

146 

130 

38 

10 

05 

22 

54 

185 

1954 TO 1957 

351 

154 

265 1 

46 

32 

86 

34 

52 

353 

1940 TO 1953 

273 

70 

14l' 

8 

5 

28 

18 

17 

237 

1939 OR EARLIER 

90 

3 

36 

4 

... 

28 

8 

... 

78 

value 










OWNER OCCUPIED 

3 587 

1 772 

2 632 

5 577 

2 213 

3 705 

3 140 

5 401 

2 553 

LESS THAN SSiOOO 

93 

30 

358 

20 

12 

24 

44 

19 

145 

55.000 TO $7 1 400 

332 

112 

518 

44 

105 

129 

110 

71 

362 

$7,500 TO 59.900 

561 

246 

564 

124 

135 

359 

183 

232 

410 

510.000 TO 512.400 ... 

843 

315 

388 

400 

245 

780 

931 

956 

542 

512.500 TO 514.900 

830 

413 

290 

1 669 

608 

1 115 

1 337 

1 775 

423 

515.000 TO 519.900 

714 

437 

358 

2 877 

922 

1 032 

360 

1 821 

478 

520.000 TO $24,900 

140 

125 

91 

342 

125 

193 

111 

380 

130 

525.000 OR MORE 

74 

94 

65 

101 

61 

73 

64 

147 

63 

MEDIAN DOLLARS • 

12 400 

13 600 

9 500 

15 700 

15 000 

13 800 

13 100 

14 .500 

11 700 

VACANT AVAILABLE FOR SALE 

46 

20 

26 

88 

63 

37 

33 

143 

21 

MEDIAN PRICE ASKED DOLLARS . 

... 

... 

... 

... 

... 

... 

... 

... 

• t * 

GROSS RENT 










RENTER OCCUPIED. ........... 

1 598 

819 

1 103 

259 

177 

763 

253 

437 

1 322 

LESS THAN 520 

8 

4 

5 

• . ■ 

. . . 

... 

* . . 

... 

26 

$20 TO 539 

189 

38 

146 

4 

. . « 

24 

4 

13 

134 

$40 TO 559 

310 

132 

302 

16 

5 

40 

13 

17 

337 

$60 TO 579 ....... . 

516 

192 

302 

30 

28 

98 

58 

46 

405 

580 TO $99 

317 

242 

183 

32 

32 

252 

39 

51 

176 

5100 TO 5119 

151 

118 

77 

40 

31 

145 

40 

107 

56 

$120 OR MORE 

32 

62 

25 

111 

71 

161 

78 

163 

35 

NO CASH RENT • . , . . 

75 

31 

63 

26 

10 

43 

21 

40 

153 

MEDIAN DOLLARS . 

69 

82 

63 

116 

... 

97 

101 

114 

64 

CONTRACT RENT 










RENTER OCCUPIED 

1 523 

788 

1 040 

233 

167 

720 

232 

397 

1 169 

MEDIAN .... dollars . 

58 

69 

52 

99 

... 

91 

78 

96 

54 

VACANT AVAILABLE FOR RENT 

93 

19 

26 

53 

17 

122 

27 

45 

79 

MEDIAN RENT ASKED. ....... DOLLARS . 

... 

... 

... 

... 

... 

... 

... 

... 

• * . 


Minnesota 
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Table 24 . — Occupancy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants: 1960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place. Median not shown whore base is less than200; plus {+) or minus (-) 
after number indicates median above or below that number] 


Population 
Persons 
Persons per 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT ' 

i 

FERGUS 

FALLS 

FRIDLEY 

GOLDEN 

VALLEY 

NIBBING 

HOPKINS 

MANKATO 

MAPLEWOOD 

MOORHEAD 

NEW ULM 

POPULATION 

i 

















population in housing units. 1960 

11 

473 

15 

337 

14 

821 

17 

702 

11 

305 

21 

197 

18 

276 

21 459 

10 939 

PER OCCUPIED UNIT. . , 

.... 



3.1 


4.1 


3.8 


3.2 


3,5 


3.2 


4.1 

3.5 

3.2 

OWNER 

• • • * 



3.3 


4.2 


3.9 


3.4 


3.8 


3.4 


4.2 

3.8 

3.3 

RENTER 

.... 



2.7 


3,1 


3,0 


2,7 


2.8 


2.7 


3.2 

2.8 

3.0 

POPULATION IN DWELLING UNITS. 1950 . . . .1 

10 

524 


B 9 9 1 


f • • 

15 

805 


... 

17 

332 


• . . 

13 471 

• . • 

PER OCCUPIED UNIT. . . 

.... 



3.3 


« *. 


... 


3,2 


... 


3,2 


... 

3.5 

... 

ALL OCCUPIED UNITS 



3 

684 

3 

745 

3 

876 

5 

608 

3 

245 

6 

723 

4 

413 

6 125 

3 429 

PERSONS 



















OWNER OCCUPIED . . . 

• • • « 


2 

681 

3 

377 

3 

500 

3 

758 

2 

367 

4 

425 

4 

130 

4 168 

2 522 

1 PERSON 

■ • • ■ 



273 


104 


115 


380 


152 


424 


141 

256 

350 

2 PERSONS 

• • • • 



863 


513 


805 

1 

092 


565 

1 

424 


778 

921 

811 

3 PERSONS 

* • • • 



476 


500 

1 

509 


647 


458 


757 


507 

760 

413 

4 PERSONS 

• « • « 



482 


925 


780 


596 


433 


764 


891 

802 

352 

5 PERSONS. ....... 

• • • • 



309 


644 


638 


607 


360 


484 


777 

661 

268 

6 PERSONS 

• 9 • B 



159 


394 


298 


279 


232 


292 


575 

475 

148 

7 PERSONS 




76 


184 


150 


102 


92 


176 


204 

166 

104 

8 PERSONS OR MORE. . . . 

• • • • 



43 


113 

! 

125 


55 


75 


104 


185 

127 

76 

MEDIAN 

• • • • 



2.9 


4,1 


3.8 


3.1 


3.5 


3.0 


4.1 

3,7 

2.7 

RENTER OCCUPIED. . . 

« • • • 


1 

003 


368 


376 

1 

850 


878 

2 

298 


275 

1 957 

907 

1 PERSON 

• « % * 



242 


42 


54 


550 


168 


566 


35 

394 

193 

2 PERSONS 

• 9 • • 



318 


101 


119 


516 


229 


741 


63 

598 

259 

3 PERSONS. ....... 

• B • • 



171 


93 


93 


278 


216 


407 


68 

426 

191 

^ PERSONS. . 

B B B B 



125 


71 

1 

48 


249 


148 


319 


54 

263 

83 

5 PERSONS. ....... 

B • B • 

B B 9 B B 


87 


30 


32 


132 


71 


107 


38 

160 

85 

6 PERSONS 

B B B B 

B B 9 B B 


35 


7 


IB 


65 


40 


68 


7 

85 

43 

7 PERSONS 

B • B • 

B B B B B 


9 


B 


12 


48 


4 


54 


7 

17 

34 

a PERSONS OR MORE. . . . 

• • • 9 



16 


8 




12 


... 


36 


3 

14 

19 

MEDIAN 

B B B B 



2,3 


2.9 


2.7 


2.2 


2.7 


2.3 


3.1 

2.5 

2.5 

PERSONS per 

ROOM 


















owner OCCUPIED . . . 

B 9 B « 


2 

681 

3 

377 

3 

500 

3 

758 

2 

367 

4 

425 

4 

130 

4 168 

2 522 

0.50 OR LESS 

B B B 9 


1 

306 


685 

1 

263 

1 

706 

1 

002 

2 

164 


990 

1 246 

1 318 

0.51 TO 1.00 

. • • . 


1 

181 

2 

038 

1 

927 

1 

728 

1 

179 

1 

945 

2 

356 

2 247 

970 

1.01 OR MORE 

B * B B 



194 


654 


290 


324 


186 


316 


792 

675 

226 

renter OCCUPIED. . . 

. • . . 


1 

003 


368 


376 

1 

830 


878 

2 

298 


275 

1 957 

907 

0.50 OR LESS 

B B B • 



375 


72 


113 


660 


168 


806 


81 

475 

328 

0.51 TO 1.00 

B • B 9 

B B B B « 


534 


222 


251 

1 

043 


576 

1 

235 


162 

1 167 

473 

1.01 OR MORE 

9 9 B • 

B B B » B 


94 


74 


12 


147 


134 


257 


32 

315 

106 

YEAR MOVED INTO UNIT 


















OWNER OCCUPIED . . . 

B B • • 


2 

681 

3 

377 

3 

500 

3 

758 

2 

367 

4 

425 

4 

138 

4 168 

2 522 

1959 TO MARCH 1960 . . . 

■ B B B 



307 


922 


529 


236 


231 


641 


573 

777 

254 

1956 

B • B B 



226 


502 


440 


174 


210 


340 


372 

529 

150 

1954 TO 1957 ...... 

9*99 



615 

1 

393 

1 

255 


857 


598 

1 

136 

1 

768 

1 251 

493 

1940 TO 1953 

B • • • 


1 

048 


524 

1 

183 

1 

593 

1 

033 

1 

440 

1 

119 

1 234 

990 

1939 OR EARLIER 

B • B • 



485 


36 


93 


096 


295 


860 


306 

377 

635 

RENTER OCCUPIED. . . 

B B B 9 


1 

003 


368 


376 

1 

850 


870 

2 

298 


275 

1 957 

907 

1959 TO MARCH 1960 . . . 

B B 9 B 

B B B B B 


409 


264 


214 


682 


452 

1 

038 


127 

1 043 

333 

195B 

B B B B 

B B • B B 


129 


19 


58 


255 


146 


315 


52 

259 

112 

1954 TO 1957 

B B B B 



258 


47 


76 


479 


156 


527 


62 

397 

223 

1940 TO 1953 ...... 

B B B B 

B B B B B 


180 


15 


28 


339 


108 


343 


34 

208 

174 

1939 OR EARLIER 

• B B B 



27 


3 


... 


95 


16 


75 


... 

SO 

65 

VALUE 



















OWNER OCCUPIED . . . 

B • B B 

B B B B B 

2 

306 

3 

249 

3 

442 

3 

398 

2 

182 

3 

877 

3 

946 

3 421 

2 332 

LESS THAN $5»000 , . . . 

B B B « 



160 


28 


16 


190 


16 


144 


36 

114 

185 

$5i000 TO $7t400 . . . . 

B # B B 



321 


156 


28 


245 


64 


312 


92 

185 

275 

S7i500 TO $9»900 , , . . 

9 B 9 B 



398 


168 


105 


352 


141 


392 


192 

354 

443 

$10»000 TO S12»400 , . , 

B • B B 



490 


333 


151 


538 


311 


556 


487 

456 

432 

S12f500 TO $i4i‘900 . . . 

B B • B 



397 


817 


281 


431 


366 


700 

1 

224 

653 

337 

S15.000 TO S19f900 . . . 




384 

1 

351 


886 


962 


589 

1 

057 

1 

446 

1 094 

42B 

$20,000 TO $24,900 . . , 

B B B B 



154 


288 


861 


364 


262 


424 


315 

276 

116 

$?5,000 OR MORE 

9 B B B 



82 


108 

1 

114 


316 


433 


292 


154 

89 

116 

MEDIAN . . . 

B « 9 B 

DOLLARS . 

11 

600 

15 

300 

21 

500 

14 

700 

16 

300 

14 

400 

14 

900 

14 300 

11 500 

VACANT AVAILABLE FOR 

SALE. . 



28 


91 


105 


31 


17 


53 


41 

68 

46 

MEDIAN PRICE ASKED . . . 

.... 

DOLLARS . 


... 


... 


... 1 


... 


... 


... 


**• 

... 

. . • 

GROSS RENT 


















RENTER OCCUPIED. . . 


B B B B B 

1 

003 


368 


376 

1 

850 


878 

2 

298 


275 

1 957 

907 

LESS THAN $20 


B ■ B B B 


16 


... 


. « • 


. . • 


. • . 


23 


3 

12 

16 

$20 TO $39 


B B B • B 


91 


3 


4 


272 


38 


187 


4 

170 

98 

$40 TO $59 ...... . 




260 


19 


22 


389 


52 


443 


25 

322 

206 

$60 TO $79 




276 


46 


26 


567 


99 


655 


64 

437 

278 

$80 TO $99 




175 


141 


57 


333 


202 


487 


59 

416 

160 

$100 TO $119 




86 


84 


115 


105 


189 


241 


25 

234 

58 

$120 OR MORE 




23 


53 


112 


84 


284 


138 


35 

260 

30 

NO CASH RENT ...... 




76 


22 


40 


100 


14 


124 


60 

106 

61 

MEDIAN 


DOLLARS . 


67 


96 


106 


67 


105 


73 


83 

79 

67 

CONTRACT RENT 


















RENTER OCCUPIED. . . 




927 


346 


336 

1 

750 


864 

2 

174 


215 

1 651 

846 

MEDIAN 

.... 

DOLLARS . 


55 


86 


99 


55 


94 


62 


67 

69 

53 

VACANT AVAILABLE FOR 

RENT. . 



42 


40 


34 


340 


20 


119 


36 

71 

26 

median RENT ASKED. . . . 

.... 

DOLLARS . 


... 


... 


... 


36 


... 


. • • 


. . . 

. • • 

... 


25-48 


State and Small Areas 


Table 24. — Occupancy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants: 1960 — Con. 

[Based on sample; see text. “U*' denotes an unincorporated place. Median not shown where base is less than 200; plus (-1-) or minus (— ) 
after number indicates median above or below that number] 


Popuhicion 
Persons 
Persons per 
Room 


Yeiir Moved into Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

OWATONNA 

RED WING 

ROBBINS- 

ROSEVILLE 

SOUTH 

VIRGINIA 

WEST 

WHITE BEAR 

WILLMAR 

WINONA 




DALE 


ST PAUL 


ST PAUL 

LAKE 



POPULATION 











POPULATION IN HOUSING UNiTSt 1960 

12 550 

10 084 

16 028 

23 579 

22 235 

13 690 

13 086 

12 704 

10 303 

23 260 

PER OCCUPIED UNIT 

3,0 

2.9 

3,4 

3.9 

3.5 

3.0 

3.6 

4,0 

3, 1 

3,1 

OWNER. . 

3.2 

3.0 

3.5 

4,0 

3.8 

3.2 

3.7 

4.2 

3.4 

3,3 

RENTER 

2.6 

2.6 

2.6 

3,0 

2.7 

2.6 

3.0 

3.1 

2,7 

2.7 

POPULATION IN DWELLING UNITS t 1950 .... 

9 568 

10 052 

11 199 

• . • 

15 641 

12 078 

. . . 

... 

• . . 

23 354 

PER OCCUPIED UNIT. . . 

3.2 

3.0 

3.6 

• • . 

3.5 

3.0 

... 

• . « 

• . • 

3.2 

ALL OCCUPIED UNITS 

4 154 

3 471 

4 717 

5 991 

6 268 

4 635 

3 603 

3 149 

3 276 

7 462 

PERSONS 











OWNER OCCUPIED 

2 951 

2 459 

4 027 

5 381 

4 726 

2 733 

3 104 

2 777 

2 217 

5 132 

1 PERSON 

351 

320 

231 

156 

288 

340 

146 

12B 

230 

614 

2 PERSONS 

908 

906 

1 130 

1 066 

1 038 

905 

815 

484 

708 

1 545 

3 PERSONS 

587 

450 

776 

846 

880 

408 

596 

423 

389 

1 046 

4 PERSONS. . • 

401 

311 

852 

1 298 

1 045 

450 

605 

606 

336 

729 

3 PERSONS. ... 

330 

240 

577 

1 055 

668 

341 

426 

524 

232 

623 

6 PERSONS 

192 

140 

243 

543 

444 

173 

303 

326 

189 

275 

7 PERSONS 

55 

32 

129 

276 

188 

60 

1 113 

181 

81 

152 

a PERSONS OR MORE 

47 

52 

89 

141 

175 

56 

' 100 

105 

52 

148 

MEDIAN 

2,9 

2.5 

3,3 

4.0 

3,7 

2.8 

3,5 

4,1 

2.9 

2.9 

RENTER OCCUPIED 

1 203 

1 012 

690 

610 

1 542 

1 902 

499 

372 

1 059 

2 330 

1 PERSON 

309 

335 

142 

74 

381 

571 

77 

50 

273 

726 

2 PERSONS 

367 

254 

247 

207 

460 

535 

166 

113 

274 

' 592 

3 PERSONS. . . • . 

211 

164 

158 

127 

329 

349 

108 

78 

230 

366 

4 PERSONS. 

193 

100 

74 

106 

150 

227 

72 

40 

162 

! 272 

5 PERSONS. * . * * . 

78 

99 

49 

50 


128 

32 

46 

73 

IBO 

6 PERSONS 

37 

40 

13 

29 

71 

45 

23 

28 

32 

05 

7 PERSONS 

4 

16 

3 

13 

49 

26 

12 

5 

3 

57 

8 PERSONS OR MORE 

4 

4 

4 

4 

9 

21 

9 

4 

12 

52 

MEDIAN * 

2.3 

2.2 

2.3 

2.7 

2.3 

2.2 

2.6 

2.8 

2.4 

2.2 

PERSONS PER ROOM 











owner OCCUPIED 

2 951 

2 459 

4 027 

S 381 

4 726 

2 733 

3 104 

2 777 

2 217 

5 132 

0.50 OR LESS 

1 575 

1 453 

1 692 

1 499 

1 539 

1 377 

1 144 

728 

1 111 

2 625 

0.51 TO 1.00 

1 241 

890 

2 049 

3 230 

2 541 

1 180 

1 660 

1 624 

901 

2 167 

1 .01 OR MORE 

135 

116 

286 

652 

646 

176 

300 

425 

205 

340 

RENTER OCCUPIED 

1 203 

1 012 

690 

610 

1 542 

1 902 

499 

372 

1 059 

2 330 

0.50 OR LESS 

496 

457 

194 

175 

410 

797 

178 

100 

3641 

819 

0.51 TO 1.00 

633 

471 

446 

374 

950 

944 

280 

214 

613 

1 235 

1.01 OR MORE 

74 

84 

50 

61 

182 

1611 

41 

58 

82, 

276 

YEAR MOVED INTO UNIT 











OWNER OCCUPIED ..... 

2 9511 

2 459 

4 027 

5 381 

4 726 

2 733 > 

3 104 

2 777 

2 217 

5 132 

1959 TO MARCH 1960 

393 

220 

352 

822 

452 

136 

314 

463 

263 

380 

1958 .......... 

344' 

212 

340 

579 

350 

72 

192 

275 

151 

283 

1954 TO 1957 • • 

660 

638 

1 091 

2 278 

1 437 

589 

979 

1 120 

547 

1 002 

1940 TO 1953 

1 031 

B37 

1 856 

1 545 

1 680 

1 163 

1 111 

666 

870 

1 965 

1939 OR EARLIER , . . . 

523 

552 

388 

157 

807 

773 

500 

253 

306 

1 502 

RENTER OCCUPIED 

1 203 

1 012 

690 

610 

1 542 

1 902 

499 

372 

1 059 

2 330 

1959 TO MARCH 1960 

558 

322 

445 

382 

653 

596 

243 

186 

467 

776 

1958 

163 

108 

85 

78 

253 

274 

03 

76 

143 

313 

1954 TO 1957 

251 

311 

102 

79 

305 

448 

109 

67 

241 

675 

1940 TO 1953 

202 

243 

47 

56 

256 

442 

46 

32 

192 

455 

1939 OR EARLIER 

29 

20 

11 

15 

75 

142 

18 

11 

16 

111 

VALUE 











OWNER OCCUPIED 

2 679 

2 219 

3 869 

5 185 

4 303 

2 269 

2 934 

2 749 

1 951 

4 349 

LESS THAN $5i000 

52 

92 

25 

24 

80 

64 

32' 

36 

66 

377 

$5f000 TO $7t400 

159 

228 

76 

32 

147 

116 

60 

93 

149 

954 

$7i500 TO $9i900 

343 

439 

270 

109 

363 

205 

257 

149 

320 

916 

$10t000 TO S12»400 ... 

496 

562 

439 

284 

780 

40B 

468 

249 

372 

690 

*i2i500 TO *141900 

490 

451 

1 019 

842 

1 054 

321 

495 

666 

386 

492 

SlStOOO TO $19t900 

786 

304 

1 368 

2 149 

1 373 

622 

1 090 

1 095 

413 

641 

$20*000 TO $24*900 . 

234 

99 

439 

949 

309 

308 

355 

264 

173 

156 

$25*000 OR MORE 

119 

44 

233 

796 

197 

225 

177 

197 

72 

123 

MEDIAN DOLLARS * 

14 000 

11 600 

15 300 

17 800 

14 400 

15 100 

15 700 

IS 600 

12 900 

9 BOO 

VACANT AVAILABLE FOR SALE. 

21 

23 

23 

76 

66- 

40 

35 

67 

26 

28 

MEDIAN PRICE ASKED , DOLLARS . 

... 

... 

... 

... 

... 

... 

... 

... 

... 

... 

GROSS RENT 











RENTER OCCUPIED 

1 203 

1 012 

690 

610 

1 542 

1 902 

499 

372 

1 059 

2 330 

LESS THAN $20 

17 

4 

... 

... 

8 

26 

... 

• • • 

3 

28 

$20 TO $39 ... . 

134 

156 

8 

12 

187 

352 

17 

... 

112 

391 

$40 TO $59 

243 

284 

35 

43 

243 

561 

33 

27 

179 

655 

$60 TO $79 .... 

262 

345 

105 

23; 

450 

547 

126 

67 

314 

658 

$80 TO $99 

261 

132 

111 

97 

390 

208 

174 

85 

212 

244 

$100 TO $119 

134 

32 

233 

156 

137 

59 

54 

90 

142 

143 

$120 OR more 

43 

23 

157 

232 

78 

52 

52 

76 

42 

70 

NO CASH RENT 

09 

36 

41 

47 

49 

97 

43 

27 

55 

141 

MEDIAN .dollars . 

72 

62 

105 

114 

75 

59 

86 

98 

73 

61 

CONTRACT RENT 











RENTER OCCUPIED. ... 

1 114 

976 

649 

563 

1 493 

1 805 

456 

345 

1 004 

2 109 

MEDIAN .. . DOLLARS . 

61 

49 

96 

107 

64 

50 

74' 

82 

60 

50 

VACANT AVAILABLE FOR RENT . 

53 

26 

26 

98 

126 

161 

14 

30 

67 

75 

MEDIAN RENT ASKED DOLLARS . 

... 

... 



... 

... 

... 

... 

... 

... 


Table 25. — Tenure, Vacancy Status, CoNOiTiON and Plumbing Facilities, and Structural 
Characteristics, tor Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (4-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

ALEX- 

ANDRIA 

ARDEN 

HILLS 

AURORA 

BABBITT 

bayport 

BEMIDJI 

BENSON 

BLAINE 

BLUE 

EARTH 

0RECKEN- 

RIDGE 

CALE- 

DONIA 

CAM- 
BRIDGE ’ 

ALL HOUSING UNITS 

2 269 

994 

819 

576 

577 

3 420 

1 230 

1 032 

1 457 

1 252 

793 

755 

TENURE 1 COLOR 1 AND VACANCY STATUS 













OWNER OCCUPIED 

1 437 

871 

608 

526 

455 

1 985 

843 

i 615 

969 

809 

591 

499 

WHITE 

1 437 

870 

608 

525 

455 

1 969 

043 

1 603 

967 

009 

591 

499 

NONWHITE 

* * * 

1 


1 

. • « 

16 

• « w 

12 

2 

* • • 

* ■ * 

• 1 * 

RENTER OCCUPIED 

68B 

80 

187 

20 

103 

1 064 

330 

139 

389 

393 

167 

236 

WHITE 

605 

80 

186 

20 

103 

1 030 

330 

139 

389 

385 

167 

236 

NONWHITE ... 

3 

... 

1 

■ • • 

• • • 

34 

• • . 

• • . 

• . • 

B 

. • . 

* * • 

AVAILABLE VACANT . 

48 

14 

1 1** 

30 

B 

95 

29 

39 

31 

34 

24 

9 

FOR SALE ONLY 

12 

7 

9 

30 

1 

37 

2 

33 

11 

5 

16 

6 

FOR RENT 

36 

7 

5 

t t - 

7 

58 

27 

6 

20 

29 

6 

3 

OTHER VACANT 

96 

29 

' 10 

... 

11 

276 

28 

39 

68 

16 

11 

11 

CONDITION AND PLUMBING 













ALL UNITS 

2 269 

994 

819 

576 

577 

3 420 

1 230 

1 832 

1 457 

1 252 

793 

755 

SOUND 

2 042 

910 

6B6 

566 

543 

2 582 

1 026 

1 671 

1 130 

984 

727 

608 

WITH ALL PLUMBING FACILITIES 

1 735 

898 

631 

553 

519 

2 096 

889 

1 605 

1 082 

916 

611 

573 

LACKING ONLY HOT WATER 

29 

3 

5 

1 

2 

25 

17 

7 

11 

7 

30 

3 

LACKING OTHER PLUMBING FACILITIES. , . . 

278 

9 

50 

12 

22 

461 

120 

59 

37 

61 

86 

32 

DETERIORATING 

200 

51 

129 

10 

19 

696 

192 

113 

298 

234 

58 

117 

WITH ALL PLUMBING FACILITIES 

97 

40 

84 

4 

15 

275 

1 119 

61 

205 

160 

20 

83 

LACKING ONLY HOT WATER 

6 

3 

5 

... 

... 

28 

! 9 

9 

14 

16 

11 

6 

LACKING OTHER PLUMBING FACILITIES. . . . 

97 

8 

40 

6 

4 

393 

64 

43 

79 

50 

27 

28 

DILAPIDATED 

27 

33 

4 

• « « 

15 

142 

12 

48 

29 

34 

6 

30 

RENTER OCCUPIED 

608 

00 

107 

20 

103 

1 064 

330 

139 

389 

393 

167 

236 

SOUND 

589 

63 

143 

19 

86 

753 

249 

100 

264 

277 

145 

162 

WITH ALL PLUMBING FACILITIES 

432 

60 

112 

17 

B1 

554 

168 

95 

247 

240 

102 

139 

LACKING SOME OR ALL FACILITIES 

157 

3 

1 

2 

5 

199 

81 

13 

17 

37 

43 

23 

DETERIORATING 

90 

9 

1 42 

1 

11 

265 

76 

20 

U3 

106 

21 

59 

'WITH ALL PLUMBING FACILITIES 

55 

4 

29 

1 

8 

106 

46 

11 

96 

67 

7 

37 

LACKING SOME OR ALL FACILITIES 

35 

5 

13 

t • • 

3 

159 

30 

9 

17 

39 

14 

22 

DILAPIDATED 

9 

8 

2 

t • • 

6 

46 

5 

11 

12 

10 

1 

15 

ALL HOUSING UNITS 

j 

2 269 

994 

! 

819 

576 

577 

3 420 

1 230 

1 832 

1 457 

1 252 

793 

755 

WATER SUPPLY 













HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 018 

963 

769 

559 

556 

2 722 

1 107 

1 706 

1 328 

1 169 

677 

717 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

135 

10 

47 

9 

15 

2B7 

111 

76 

79 

75 

103 

27 

PIPED WATER OUTSIDE STRUCTURE 

1 

4 

... 

... 

1 

22 

• • • 

0i 

6 

1 

1 

* • » 

NO PIPED WATER 

115 

9 

3 

B 

5 

389 

12 

42 

44 

7 

12 

11 

TOILET FACILITIES 













FLUSH TOILETi EXCLUSIVE USE 

1 980 

969 

786 

563 

564 

2 603 

1 121 

1 710 

1 384 

1 148 

732 

703 

FLUSH TOILETf SHARED 

143 

• * . 

20 

... 

4 

226 

as 

5 

10 

90 

32 

36 

other TOILET FACILITIES OR NONE. 

146 

25 

13 

13 

9 

591 

24 

117 

63 

14 

29 

16 

BATHING FACILITIES 













BATHTUB OR SHOWER t EXCLUSIVE USE 

1 682 

961 

726 

558 

550 

2 447 

1 035 

1 706 

1 326 

1 107 

674 

679 

BATHTUB OR SHOWER t SHARED 

144 

* f . 

32 

* • ■ 

2 

250 

91 

4 

6 

90 

35 

41 

NO bathtub OR SHOWER .... 

243 

33 

61 

18 

25 

723 

104 

122 

125 

55 

64 

35 

BATHROOMS 














1 393 

636 

569 

524 

350 

2 025 

772 

1 577 

969 

873 

489 

461 

MORE THAN 1 

403 

323 

173 

26 

208 

400 

206 

139 

325 

190 

141 

202 

SHARED OR NONE 

393 

35 

77 

26 

19 

995 

252 

116 

163 

189 

163 

92 

SOURCE OF WATER 













PUBLIC SYSTEM OR PRIVATE COMPANY 

1 901 

31 

812 

507 

537 

1 994 

1 219 

82 

1 403 

1 246 

773 

704 

INDIVIDUAL WELL 

307 

942 

7 

SB 

35 

1 209 

. . . 

1 717 

6 

. . . 

15 

51 

OTHER* 

61 

21 

... 

11 

5 

217 

11 

33 

48 

6 

5 

. ■ « 

SEWAGE DISPOSAL 













PUBLIC SEWER 

1 846 

46 

aoi 

502 

460 

2 051 

1 209 

15 

1 358 

1 242 

774 

702 

‘SEPTIC TANK OR CESSPOOL 

302 

939 

18 

52 

93 

856 

5 

1 725 

40 

4 

14 

53 

OTHER OR NONE 

121 

9: 

... 

22 

4 

513 

16 

92 

59 

6 

5 

• . • 

ROOMS 


1 











1 ROOM ... 

108 

3 

IB 

2 

3 

273 

49 

13 

43 

59 

16 

21 

Z ROOMS 

120 

9 

47 

6 

10 

273 

46 

35 

33 

80 

21 

22 

3 ROOMS. ... 

283 

83 

11?' 

19 

44 

506 

117 

90 

122 

163 

64 

104 

4 ROOMS. . . 

465 

166 

191 

106 

102 

775 

275 

643 

266 

276 

116 

215 

5 ROOMS 

543 

315 

241 

399 

157 

764 

272 

654 

361 

319 

174 

17B 

6 ROOMS. 

430 

245 

123 

33 

129 

483 

252 

254 

299 

200 

205 

109 

7 ROOMS 

205 

12l' 

62 

7 

80 

221 

134 

99 

204 

100 

117 

66 

B ROOMS OR MORE 

115 

52 

20 

4 

52 

125 

85 

44 

129 

55 

80 

38 

MEDIANI 













ALL UNITS 

4.6 

5.21 

4.7' 

4.9 

5,3 

4.3 

5.0 

4.7 

5,2 

4.7 

5.5 

4.6 

OWNER OCCUPIED 

5.4 

5.2l 

5.1 

5.0 

5, a 

5.0 

5.4 

4.7 

5.7 

5,3 

5.7 

5.0 

RENTER OCCUPIED 

3.8 

... 

... 

... 

... 

3.4 

3.9 

... 

4.4 

3.3 

... 

3.7 

UNITS IN STRUCTURE 













If INCL. TRAILER 

1 732 

979 

699 

576 

526 

2 905 

936 

1 827 

1 334 

940 

731 

583 


257 

4 

90 

* . . 

33 

201 

144 

5 

70 

142 

31 

108 

3 AND 4 

181 

11 

15 

* . • 

0 

136 

70 

• • ■ 

36 

94 

16 

38 

S OR MORE 

99 

... 

15 

... 

10 

178 

72 

... 

9 

76 

15 

26 



25-50 


State and Small Areas 


Table 25, — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincoi'porated place. Plus (H-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toiler Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

CHASKA 

CHISHOLM 

CIRCLE 

PINES 

CLOQUET 

CROOKS- 

TON 

CROSBY 

DEEP- 

HAVEN 

DETROIT 

LAKES 

EAST 

GRAND 

FORKS 

ELY 

EVELETH 

FAIRMONT 

ALL HOUSING UNITS 

820 

2 

303 

593 

2 

836 

2 

644 

922 

995 

2 

086 

2 

038 

1 

909 

1 

995 

3 

237 

TENURE t COLOR? AND VACANCY STATUS 





















OWNER OCCUPIED • 

561 

1 

620 

503 

2 

200 

1 

687 

612 

773 

1 

16B 

1 

300 

1 

295 

1 

289 

2 

185 

WHITE 

561 

1 

61B 

502 

2 

193 

1 

684 

612 

773 

1 

163 

1 

298 

1 

295 

1 

289 

2 

185 

NONWHITE 

» t • 


2 

1 


7 


3 

... 

... 


5 


2 


... 


... 


. • . 

RENTER OCCUPIED 

227 


548 

46 


588 


855 

217 

109 


613 


615 


535 


604 


925 

WHITE 

227 


548 

45 


576 


854 

217 

109 


603 


609 


531 


604 


923 

nonwhxte 

. . . 


■ . . 

1 


12 


1 

, . . 

• • * 


10 


6 


4 


• . . 


2 

AVAILABLE VACANT .... 

16 


76 

41 


51 


52 

42 

19 


80 


87 


31 


60 


90 

FOR SALE ONLY 

10 


14 

11 


12 


11 

10 

17 


27 


23 


10 


4 


26 

FOR RENT 

6 


62 

30 


39 


41 

32 

2 


53 


64 


21 


56 


64 

OTHER VACANT , 

16 


59 

3 


47 


50 

51 

94 


225 


36 


48 


42 


37 

CONDITION AND PLUMBING 





















ALL UNITS 

820 

2 

303 

593 

2 

886 

2 

644 

922 

995 

2 

086 

2 

038 

1 

909 

1 

995 

3 

237 

SOUND 

648 

1 

850 

590 

2 

432 

2 

109 

745 

890 

1 

827 

1 

739 

1 

657 

1 

807 

2 

831 

WITH ALL PLUMBING FACILITIES 

616 

1 

704 

590 

2 

213 

1 

811 

627 

882 

1 

520 

1 

576 

1 

403 

1 

604 

2 

753 

LACKING ONLY HOT WATER • 

4 


22 

... 


5 


14 

6 

... 


13 


12 


10 


16 


4 

LACKING OTHER PLUMBING FACILITIES. . . . 

28 


124 

• • • 


214 


284 

112 

B 


294 


151 


244 


187 


74 

DETERIORATING 

128 


308 

2 


394 


422 

161 

78 


212 


230 


212 


154 


36 B 

WITH ALL PLUMBING FACILITIES 

99 


225 

2 


238 


326 

61 

64 


137 


134 


86 


117 


307 

LACKING ONLY HOT WATER 

8 


7 

... 


7 


8 

8 

1 


2 


10 


3 


9 


5 

'LACKING OTHER PLUMBING FACILITIES, , , . 

21 


76 

# t * 


149 


86 

72 

13 


73 


86 


123 


28 


56 

DILAPIDATED 

44 


145 

1 


60 


113 

16 

27 


47 


69 


40 


34 


38 

RENTER OCCUPIED 

227 


54B 

46 


586 


855 

217 

109 


613 


615 


535 


604 


925 

SOUND 

141 


405 

46 


406 


661 

166 

81 


531 


475 


410 


542 


697 

WITH ALL PLUMBING FACILITIES ...... 

127 


348 

46 


285 


453 

119 

79 


377 


388 


281 


429 


656 

LACKING SOME OR ALL FACILITIES ...... 

14 


57 

• • • 


121 


20B 

47 

2 


154 


87 


129 


113 


41 

DETERIORATING. 

64 


94 

i « • 


164 


146 

48 

24 


67 


106 


106 


50 


209 

WITH ALL PLUMBING FACILITIES 

51 


67 

, , • 


73 


99 

20 

23 


35 


63 


36 


40 


169 

LACKING SOME OR ALL FACILITIES 

13 


27 

■ 0 4 


91 


47 

28 

1 


32 


43 


70 


10 


40 

DILAPIDATED . . . . 

22 


49 

. . . 


IB 


48 

3 

4 


15 


34 


19 


12 


19 

ALL HOUSING UNITS 

820 

2 

303 

593 

2 

886 

2 

644 

922 

995 

2 

086 

2 

038 

1 

909 

1 

995 

3 

237 

WATER SUPPLY 





















HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

768 

2 

159 

593 

2 

716 

2 

442 

789 

974 

1 

863 

1 

879 

1 

719 

1 

897 

3 

183 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

40 


128 

. . . 


145 


162 

127 

5 


76 


89 


175 


96 


43 

PIPED WATER OUTSIDE STRUCTURE 

3 


. • * 



1 


4 

2 

2 


. . . 


9 


... 


• • • 


3 

NO PIPED WATER ... 

9 


16 



24 


36 

4 

14 


147 


61 


15 


2 


6 

TOILET FACILITIES 





















FLUSH TOILET? EXCLUSIVE USE 

779 

2 

235 

! 593 

2 

674 

2 

352 

861 

975 

1 

772 

1 

834 

1 

733 

1 

853 

3 

156 

FLUSH TOILET? SHARED ... 

22 


44 

• t . 


170 


220 

34 

1 


140 


115 


115 


100 


63 

OTHER TOILET FACILITIES OR NONE 

19 


24 

... 


42 


72 

27 

19 


174 


89 


61 


42 


16 

BATHING FACILITIES 





















BATHTUB OR SHOWER? EXCLUSIVE USE 

752 

2 

059 

593 

2 

496 

2 

ais' 

724 

971 

1 

686 

1 

752 

1 

515 

1 

771 

3 

091 

BATHTUB OR SHOWER? SHARED 

27 


48 

. . . 


'191 


217 

34 

• . . 1 


149 


130 


111 


112 


79 

NO BATHTUB OR SHOWER 

41 


196 

... 


199 


209 

164 

24 


251 


156 


283 


112 


67 

BATHROOMS 






















601 

1 

625 

550 

1 

838 

1 

779 

528 

536 

1 

326 

1 

341 

1 

192 

1 

535 

2 

198 

MORE THAN I 

143 


434 

43 


611 


452 

173 

431 


332 


425 


339 


239 


895 

SHARED OR NONE 

76 


244 

... 


437 


413 

221 

28 


428 


272 


378 


221 


144 

SOURCE OF WATER 





















PUBLIC SYSTEM OR PRIVATE COMPANY 

811 

2 

288 

115 

2 

836 

2 

556 

916 

• • • 

1 

746 

1 

984 

1 

889 

1 

995 

3 

217 

INDIVIDUAL WELL. 

9 


15 

478 


27 


75 

... 

963 


323 


5 


5 


. . • 


5 

OTHER. 

... 


... 

... 


23 


13 

6 

32 


17 


49 


15 


. . . 


15 

SEWAGE DISPOSAL 





















PUBLIC SEWER 

816 

2 

283 

... 

2 

800 

2 

541 

888 

... 

I 

796 

1 

960 

1 

656 

1 

913 

3 

232 

SEPTIC TANK OR CESSPOOL 

4 


15 

583 


59 


55 

28 

961 


142 


25 


198 


45 


* • • 

OTHER OR NONE 

... 


5 

10 


27 


48 

6 

34 


148 


53 


55 


37 


5 

ROOMS 





















1 ROOM 

4 


14 

14 


90 


137 

19 

3 


212 


102 


110 


76 


53 

2 ROOMS 

13 


61 

33 


134 


152 

39 

14 


188 


129 


65 


48 


82 

3 ROOMS 

80 


222 

1 


311 


278 

104 

48 


269 


277 


210 


192 


375 

4 ROOMS. . 

179 


513 

228 


706 


510 

241 

150 


379 


474 


407 


457 


615 

5 ROOMS 

217 


670 

217 


714 


562 

221 

235 


426 


505 


490 


548 


905 

6 ROOMS 

165 


508 

77 


533 


489 

148 

226 


351 


357 


361 


400 


658 

7 ROOMS 

105 


186 

14 


244 


314 

87 

132 


156 


136 


156 


162 


365 

B ROOMS OR MORE 

57 


129 

9 


154 


202 

63 

187 


105 


58 


110 


112 


184 

MEDIANi 





















ALL UNITS 

5.1 


5,0 

4.6 


4.8 


4,9 

4.8 

5.7 


4.5 


4.6 


4.8 


4.9 


5.0 

OWNER OCCUPIED 

5.5 


5.3 

4,6 


5.1 


5.7 

5.2 

6.1 


5.3 


5.2 


5,3 


5.4 


5.5 

RENTER OCCUPIED 

4.4 


4.2 

... 


3.3 


3.7 

4,0 

... 


3.3 


3.7 


3,8 


4,2 


3.9 

UNITS IN STRUCTURE 





















1? INCL. TRAILER . . . , 

719 

1 

919 

554 

2 

453 

2 

064 

836 

995 

1 

600 

1 

543 

1 

444 

1 

380 

2 

559 


86 


243 

28 


193 


262 

10 

• • • 


207 


220 


260 


309 


317 

3 AND 4 

5 


87 

11 


118 


123 

26 

. • • 


108 


138 


91 


139 


210 

5 OR MORE . . 

10 


54 

... 


122 


195 

50 

... 


171 


137 


114 


167 


151 


Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Baching Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

FALCON 

HEIGHTS 

GILBERT 

GLENCOE 

6LENWOOD 

GRAND 

RAPIDS 

GRANITE 

FALLS 

HASTINGS 

HOYT 

LAKES 

HUTCH- 

INSON 

INTER- 

NATIONAL 

FALLS 

JACKSON 

LA CRES- 
CENT 

ALL HOUSING UNITS. . 


1 

608 

813 

1 049 

969 

2 

316 

992 

2 

286 

847 

2 

OBO 

2 

122 

1 

162 

7B0 

TENURE » COLOR f AND VACANCY STATUS 




















OWNER OCCUPIED 



983 

626 

756 

628 

1 

488 

593 

1 

599^ 

665 

1 

4B0 

i 

314 


849 

609 

WHITE 



983 

626 

756 

628 

1 

486 

592 

1 

598 

665 

1 

480 

1 

313 


849 

609 

NONWHITE 



• • ■ 

* .. 

• « * 

. * . 


2 

1 


1, 

... 


. . . 


1 


. • . 

• • . 

RENTER OCCUPIED. ........... 



601 

150 

262 

265 


595 

311 


590 1 

29 


537 


715 


248 

96 

WHITE 



583 

150 

262 

265 


593 

309 


585 

29 


537 


709 


248 

96 

nonwhite . . 

• • 


18 

... 

... 

• , * 


2 

2 


5 

... 


. . . 


6 


... 

... 

AVAILABLE VACANT 

• • 


5 

23 

14 

32 


127 

49 


53 

135 


36 


54 


46 

40 

FOR SALE ONLY 

• • 


4 

9 

B 

6 


18 

5 


18 

135 


7 


9 


11 

27 

FOR RENT 



1 

14 

6 

26 


109 

44 


35 j 

. . • 


29 


45 


35 

13 

OTHER VACANT 



19 

14 

17 

44 


106 

39 


44 

18 


27 


39 


19 

35 

CONDITION AND PLUMBING 




















ALL UNITS 

• « 

1 

608 

013 

1 049 

969 

2 

316 

992 

2 

2B6 

847 

2 

080 

2 

122 

1 

162 

780 

SOUND. 

* . i 

1 

365 

700 

959 

BIO 

1 

715 

all 

1 

B37 1 

842 

1 

803 

1 

577 

1 

016 

716 

WITH ALL PLUMBING FACILITIES . . . . 


1 

363 

615 

865 

746 

1 

589 

742 

1 

674 1 

B42 

1 

669 

1 

470 


952 

693 

LACKING ONLY HOT WATER 

« • 


... 

12 

6 

7 


14 

7 



... 


17 


6 


3 

2 

LACKING OTHER PLUMBING FACILITIES. , 

• t 


2 

73 

68 

57 


112 

62 


150 

... 


117 


101 


61 

23 

DETERIORATING 

• • 


6 

86 

73 

106 


422 

163 


375 

3 


215 


491 


120 

47 

WITH ALL PLUMBING FACILITIES .... 

• t 


5 

44 

46 

76 


316 

59 


276 

3 


146 


382 


70 

33 

LACKING ONLY HOT WATER 

• t 


* 1 . 

6 

... 

2 


10 

6 


3 

. . • 


a 


8 


4 

2 

LACKING OTHER PLUMBING FACILITIES. . 

t « 


1 

36 

27 

28 


96 

98 


96 

... 


61 


101 


46 

12 

DILAPIDATED 

• • 


237 

27 

17 

53 


179 

18 


74 

2 


62 


54 


26 

15 

RENTER OCCUPIED. 

« • 


601 

150 

262 

265 


595 

311 


590 

29 


537 


715 


248 

96 

SOUND. . 

• « 


366 

124 

236 

201 


377 

224 


403 

28 


422 


379 


202 

84 

WITH ALL PLUMBING FACILITIES .... 

• t 


366 

87 

206 

178 


329 

lei 


326 

28 


365 


305 


174 

70 

LACKING SOME OR ALL FACILITIES . . . 

9 9 


... 

37 

30 

23 


48 

43 


77 

... 


57 


74 


28 

6 

DETERIORATING 

9 9 


4 

19 

22 

36 


163 

84 


158 

• • • 


92 


301 


37 

10 

WITH ALL PLUMBING FACILITIES .... 

9 9 


3 

12 

16 

31 


116 

35 


116 

. . . 


62 


213 


28 

9 

LACKING SOME OR ALL FACILITIES , . , 

9 9 


1 

7 

6 

5 


47 

49 


42 

. * * 


30 


88 


9 

1 

DILAPIDATED 

9 9 


231 

7 

4 

26 


55 

3 


29 

1 


23 


35 


9 

2 

ALL HOUSING UNITS 


i 

600 

813 

1 049 

969 

2 

316 

992 

2 

286 

847 

2 

080 

2 

122 

1 

162 

780 

WATER supply 




















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

605 

727 

987 

896 

2 

077 

689 

2 

128 

845 

1 

934 

2 

028 

1 

069 

744 

only cold PIPED WATER INSIDE STRUCTURE 

• • 


3 

83 

42 

46 


148 

62 


63 

... 


103 


66 


59 

24 

PIPED WATER OUTSIDE STRUCTURE 

, . 


. 

... 

• • . 

10 


3 



6 

* • . 


1 


... 


■ ■ * 

1 

NO PIPED WATER 

* • 


... 

3 

20 

17 


ae 

21 


89 

2 


42 


B 


34 

11 

TOILET FACILITIES 




















FLUSH TOILETf EXCLUSIVE USE. ..... 

, , 

1 

606 

756 

998 

887 

2 

105 

893 

2 

047 

845 

1 

992 

1 

975 

1 

089 

752 

FLUSH TOILET » SHARED ... 

. , 


2 

28 

25 

30 


80 

77 


105 

• • * 


43 


129 


29 

7 

OTHER TOILET FACILITIES OR NONE. . . . 

• • 


... 

29 

26 

44 


131 

22 


134 

2 


45 


18 


44 

21 

BATHING FACILITIES 




















bathtub or SHOWER* EXCLUSIVE USE . . . 


1 

607 

685 

946 

855 

2 

008 

BIB 

2 

004 

845 

1 

869 

1 

884 

1 

032 

738 

bathtub or shower* shared 



• . . 

36 

34 

38 


84 

88 


121 

• • • 


57 


143 


24 

8 

NO BATHTUB OR SHOWER 

• • 


1 

92 

69 

76 


224 

66 


161 

2 


154 


95 


106 

34 

bathrooms 





















• * 

L 

113 

596 

671 

682 

1 1 

477 

607 

1 

620 

663 

1 

402 

1 

541 


677 

584 

MORE THAN 1 

. . 


487 

80 

292 

194 

1 

483 

201 


401 

157 


480 


318 


343 

151 

SHARED OR NONE 

• • 


... 

120 

86 

93 


356 

184 


263; 

27 


198 


263 


142 

45 

SOURCE OF WATER 




















PUBLIC SYSTEM OR PRIVATE COMPANY . . . 


1 

345 

796 

1 018 

831 

2 

062 

971 

2 

019 

842 

1 

927 

2 

122 

1 

111 

678 

INDIVIDUAL WELL 

. . 


255 

• * « 

31 

117 


195 

12 


230 

• . * 


143 


• • • 


39 

90 

OTHER. , 

• • 


... 

• • • 

... 

21 


59 

9 


35 

5 


10 


... 


12 

12 

SEWAGE DISPOSAL 




















PUBLIC SEWER 


1 

307 

699 

999 

826 

2 

009 

971 

1 

973 

842 

1 

968 

2 

117 

1 

075 

700 

SEPTIC TANK OR CESSPOOL 

. , 


288 

97 

29 

119 


231 

2 


203 



65 


• . . 


50 

65 

OTHER OR NONE 

• • 


5 

... 

21 

24 


76 

19 


108 

**5 


47 


5 


37 

15 

ROOMS 




















1 ROOM 

, 


4 

7 

9 

21 


113 

77 


57 

28 


23 


118 


19 

10 

2 ROOMS 

. , 


101 

19 

20 

41 


191 

21 


63 

2 


43 


137 


31 

21 

3 ROOMS 

. , 


370 

76 

70 

87 


306 

90 


232 

. . * 


175 


302 


96 

40 

4 ROOMS 



188 

180 

211 

220 


513 

202 


369 

32 


414 


490 


177 

138 

5 ROOMS. ............... 



297 

254 

270 

241 


600 

266 


696 

529 


503 


506 


302 

286 

6 ROOMS 



344 

161 

240 

204 


361 

1B6 


499 

233 


513 


367 


267 

177 

7 ROOMS 

. . 


191 

70 

149 

104 


154 

91 


220 

15 


292 


127 


169 

64 

8 ROOMS OR MORE 



113 

46 

72 

51 


78 

57 


150 

8 


117 


75 


101 

36 

MEDIAN* 




















ALL UNITS 

, , 


5.0 

5.0 

5.3 

5.0 


4.6 

4.9 


5.1 

5.2 


5.3 


4.5 


5.4 

S.l 

OWNER OCCUPIED 

, , 


6.0 

5,2 

5.4 

5.4 


5.1 

5.4 


5,7 

5.2 


5.6 


5,1 


5,8 

5.4 

RENTER OCCUPIED. . . 

• • 


3.1 

... 

4.5 

4.1 


3.5 

4.2 


3,8 

... 


4.4 


3.3 


4.5 

... 

UNITS IN STRUCTURE 




















It INCL. TRAILER 


L 

146 

713 

901 

663 

1 

980 

814 

1 

657 

812 

1 

667 

1 

520 

1 

081 

746 


. , 


245 

48 

97 

122 


157: 

81 


317 

10 


267 


97 


23 

25 

3 and ■ 



30 

30 

35 

105 


80 

30 


234 

. * . 


97 


139 


33 

4 

5 OR MORE 

• • 


179 

5 

16 

79 


99 

67 


76 

25 


49 


366 


25 

5 


m 


25-52 


State and Small Areas 


Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U^’ denotes an unincorporated place. Plus (-p) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

LAKE 

LE SUEUR 

LITCH- 

LITTLE 

little 

LUVERNE 

MARSHALL 

menoota 

MONTE- 

MORRIS 

MOUND 

MOUNDS 


CITY 


FIELD 

CANADA 

FALLS 





HEIGHTS 

VIDEO 




VIEW 

ALL HOUSING UNITS. 

1 

270 

1 040 

1 

712 

957 

2 

258 

1 

431 

2 

052 

1 

280 

2 

029 

1 385 

2 

004 

1 

4B0 

TENURE f COLOR f AND VACANCY STATUS 






















OWNER OCCUPIED 


926 

769 

1 

189 

849 

1 

569 


987 

1 

222 

1 

169 

1 

289 

939 

1 

335 

1 

370 

WHITE. ..... 


926 

769 

1 

189 

845 

I 

568 


987 

1 

222 

1 

169 

1 

289 

939 

1 

332 

1 

368 

NONWMITE 


cj . 

. . * 


... 

4 


1 


« • « 


• • • 


• . « 


• « • 

. * . 


3 


2 

RENTER OCCUPIED 


280 

245 


446 

72 


519 


383 


742 


91 


615 

352 


242 


75 

WHITE. 


279 

244 


446 

72 


519 


383 


741 


91 


614 

352 


242 


75 

NONWHITE 


1 

1 


t_i . 

t . . 


. * . 


• . . 


1 


... 


1 

... 


... 


... 

AVAILABLE VACANT . 


23 

11 


20 

9 


Ill 


31 


50 


6 


85 

62 


7B 


22 

FOR SALE ONLY 


13 

5 


9 

5 


37 


10 


12 


5 


16 

3 


42 


14 

FOR RENT 


10 

6 


11 

4 


74 


21 


38 


1 


67 

59 


36 


8 

OTHER VACANT 


41 

15 


57 



59 


30 


38 


14 


40 

32 


349 


13 

CONDITION AND PLUMBING 






















ALL UNITS 

1 

270 

1 040 

1 

712 

957 

2 

258 

1 

431 

2 

052 

1 

200 

2 

029 

1 385 

1 ^ 

004 

1 

480 

SOUND. 

1 

111 

971 

1 

577 

876 

1 

868 

1 

183 

1 

656 

1 

233 

1 

822 

827 

1 

593 

1 

397 

WITH ALL PLUMBING FACILITIES 

1' 

025 

934 

1 

421 

851 

1 

644 

1 

153 

1 

555 

1 

214 

1 

604 

744 

1 

379 

1 

377 

LACKING ONLY HOT WATER . 


11 

8 


34 

2 


31 


13 


29 


2 


20 

8 


23 


2 

LACKING OTHER PLUMBING FACILITIES. . . . 


75 

29 


122 

23 


213 


17 


72 


17 


198 

75 


191 


IB 

DETERIORATING 


150 

64 


98 

50 


284 


106 


360 


27 


177 

463 


300 


70 

•WITH ALL PLUMBING FACILITIES ....«• 


iba 

50 


59 

39 


142 


155 


260 


13 


78 

350 


176 


55 

LACKING ONLY HOT WATER 


5 

1 


7 

1 


11 


5 


32 


2 


12 

28 


14 


1 

■LACKING OTHER PLUMBING FACILITIES. . . . 


43 

13 


32 

10 


131 


26 


68 


12 


87 

85 


110 


14 

DILAPIDATED 


9 

5 


37 

31 


86 


62 


36 


20 


30 

95 


111 


13 

RENTER OCCUPIED 


280 

245 


446 

72 


519 


383 


742 


91 


615 

352 


242 


75 

SOUND 


216 

221 


390 

61 


413 


258 


509 


74 


536 

162 


184 


61 

WITH ALL PLUMBING FACILITIES 


187 

205 


331 

58 


314 


245 


445 


69 


406 

127 


161 


60 

. LACKING SOME OR ALL FACILITIES 


29 

16 


59 , 

3 


99 


13 


64 


5 


130 

35 


23 


1 

DETERIORATING. ............ . . 


64 

23 


43 i 

5 


82 


85 


215 


9 


72 

150 


44 


11 

WITH ALL PLUMBING FACILITIES 


44 

19 


27 

4 


48 


70 


144 


3 


30 

98 


34 


8 

LACKING SOME OR ALL FACILITIES 


20 

4 


16 

1 


34 


15 


71 


6 


42 

52 


10 


3 

DILAPIDATED 


... 

1 


13 

6 


24 


40 


18 


0 


7 

40 


14 


3 

ALL HOUSING UNITS 

1 

270 

1 040 

1 

712 

957 

2 

258 

1 

431 

2 

052 

1 

280 

2 

029 

1 385 

2 

004 

1 

460 

WATER SUPPLY 






















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

191 

1 003 

1 

546 

911 

1 

937 

1 

361 

1 

909 

1 

239 

1 

832 

1 242 

1 

622 

1 

453 

ONLY COLD PIPED WATER INSIDE STRUCTURE , • 


■ 73 

28 


131 

26 


1-31 


47 


124 


19 


154 

130 


155 


16 

PIPED WATER OUTSIDE STRUCTURE 


1 

1 


2 

3 


6 


2 


2 


3 


11 

2 


5 


4 

NO PIPED WATER 


5 

B 


33 



184 


21 


17 


19 


32 

11 


222 


7 

TOILET FACILITIES 






















FLUSH TOILET, EXCLUSIVE USE 

1 

219 

1 015 

1 

622 

918 

1 

927 

1 

392 

1 

969; 

1 

246 

1 

831 

1 281 

1 

681 

1 

451 

FLUSH TOILET, SHARED 


41 

10 


41 

3 


90 


6 


50' 


4 


126 

45 


16 


3 

OTHER TOILET FACILITIES OR NONE 


10 

15 


49 

36 


241 


33 


33 


30 


70 

59 


307 


26 

BATHING FACILITIES 






















BATHTUB OR SHOWER, EXCLUSIVE USE 

i 

147 

994 

1 

537 

908 

1 

851 

1 

363 

1 

896 

1 

243 

1 

724 

1 180 

1 

634 

1 

449 

BATHTUB OR SHOWER, SHARED. ........ 


41 

14 


48 

2 


92 


7 


61 


W • • 


123 

58 


16 


1 

NO bathtub OR SHOWER . . . • 


82 

32 


127 

47 


315 


61 


95 


37 


182 

147 


354 


30 

BATHROOMS 
























910 

709 

1 

002 

692 

1 

336 

1 

017 

1 

293 


548 

1 

230 

809 

1 

230 

1 

333 

MORE THAN 


269 

273 


494 

195 


459 


355 


546 


681 


470 

344 


291 


117 

SHARED OR NONE 


91 

58 


216 

70 


463 


59 


211 


31 


329 

232 


483 


30 

SOURCE OF WATER 






















PUBLIC SYSTEM OR PRIVATE COMPANY 

1 

265 

1 010 

1 

555 

10 

1 

576 

1 

404 

2 

037 


271 

1 

979 

1 380 


938 


... 

INDIVIDUAL WELL 


5 

30 


143 

929 


615 


20 


10 


989 


15 

... 


839 

1 

480 

OTHER 


... 

... 


14 

18 


67 


7 


5 


... 


35 

5 


227 


• • . 

SEWAGE DISPOSAL 






















PUBLIC SEWER 

1 

260 

970 

1 

601 

12 

1 

871 

1 

302 

2 

027 


46 

1 

903 

1 359 


4 


5 

SEPTIC TANK OR CESSPOOL 


10 

66 


59 

906 


176 


112 


15 

1 

155 


55 

5 

1 

673 

1 

415 

OTHER OR NONE 


... 

4 


52 

39 


211 


17 


10 


59 


71 

21 


327 


60 

ROOMS 






















1 ROOM 


20 

12 


24 

4 


50 


6 


34 


3 


69 

78 


32 


3 

2 ROOMS 


25 

17 


37 

27 


BO 


35 


51 


12 


77 

46 


78 


3 

3 ROOMS 


122 

70 


176 

135 


263 


128 


208 


30 


223 

131 


333 


45 

4 ROOMS 


189 

203 


357 

224 


372 


304 


415 


152 


403 

284 


493 


478 

5 ROOMS. 


259 

253 


443 

280 


552 


343 


587 


40B 


494 

351 


553 


580 

6 ROOMS 


279 

244 


328 

175 


472 


276 


430 


395 


464 

263 


317 


280 

7 ROOMS 


233 

139 


215 

70 


290 


180 


196 


151 


1B6 

152 


122 


70 

8 ROOMS OR MORE 


143 

102 


132 

42 


179 


159 


131 


129 


113 

80 


76 


21 

MED I AN 1 






















ALL UNITS 


5.6 

5.4 


5.1 

4.8 


5.2 


5.2 


5.0 


5.6 


5.0 

4.9 


4.6 


4.9 

OWNER' OCCUPIED 


5.8 

5,7 


5.3 

5.0 


5.6 


5.5 


5.5 


5.6 


5.4 

5.5 


5.1 


5.0 

RENTER OCCUPIED . . . 


4.1 

4.2 


4.3 

... 


3,7 


4.6 


4.2 


... 


3.8 

4.0 


4.0 


... 

UNITS IN STRUCTURE 






















1, INCL. TRAILER * . . . . 

1 

025 

957 

1 

466 

929 

1 

789 

1 

209 

1 

486 

1 

227 

1 

586 

1 043 

1 

933 

1 

473 



199 

28 


165 

21 


227 


113 


271 


33 


242 

154 


31 


. • . 

3 AND 4 . . . • 


33 

36 


66 

... 


115 


42 


137 


... 


105 

53 


23 


. ■ . 

5 OR MORE 


13 

19 


15 

7 


127 


67 


158 


... 


96 

135 


17 


7 




Minnesota 


25-53 


Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data based on sample; median not shown whore base is insufficient; see text. *‘U" denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet F.acilitics 


Baching Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

NEW 

BRIGHTON 

NEW HOPE 

NEW 

PRAGUE 

NORTH- 

FIELD 

NORTH 

MANKATO 

NORTH 
ST PAUL 

ORONO 

1 

ORTON- 

VILLE 

PARK 

RAPIDS 

PIPE- 

STONE 

PLYM- 

OUTH 

PROCTOR 

REDWOOD 

FALLS 

ALL HOUSING UNITS 

1 

706 

890 

ail 

2 

087 

1 

751 

2 

L61 

2 

094 

947 

1 

110 

1 

810 

2 

477 

896 

1 

441 

TENURE! COLOR! AND VACANCY STATUS 























OWNER OCCUPIED 

1 

452 

737 

683 

1 

267 

1 

263 

1 

097 

1 

379 

624 


672 

1 

208 1 

1 

967 

755 

1 

042 

WHITE 

1 

452 

735 

683 

1 

267 

1 

262 

1 

895 

1 

376 

624 


669 

1 

201 1 

1 

961 

754 

1 

040 

NONWHITE 


• ■ • 

2 

• • • 


. . . 


1 


2 


3 

... 


3 


7 


6 

1 


2 

RENTER OCCUPIED 


187 

73 

99 


764 


422 


200 


280 

245 


279 


523 


331 

114 


343 

WHITE 


186 

73 

99 


760 


421 


199 


279 

244 


272 


518 


330 

113 


342 

NONWHITE . 


1 


- t - 


4 


1 


1 


1 

1 


7 


5 


1 

1 


1 

AVAILABLE VACANT 


35 

61 

7 


31 


37 


39 


38 

32 


35 


49 


66 

9 


47 

FOR SALE ONLY 


26 

29 

5 


3 


23 


24 


23 

6 


4 


9 


37 

6 


7 

FOR RENT 


7 

32 

2 


28 


14 


15 


15 

26 


31 


40 


29 

3 


40 

OTHER VACANT . 


32 

19 

22 


25 


29 


25 


397 

46 


124 


30 


113 

18 


9 

CONDITION AND PLUMBING 























ALL UNITS 

1 

706 

890 

811 

2 

087 

1 

751 

2 

161 

2 

094 

947 

1 

110 

1 

BIO 

2 

477 

896 

1 

441 

SOUND 

1 

567 

872 

738 

1 

892 

1 

690 

1 

972 

1 

724 

862 


899 

1 

713 

2 

190 

710 

1 

294 

WITH ALL PLUMBING FACILITIES ...... 

1 

544 

857 

667 

1 

751 

1 

661 

1 

905 

1 

580 

729 


748 

i 

503 

2 

126 

663 

1 

196 

LACKING ONLY HOT WATER 


2 

7 

18 


2 


2 


4 


25 

36 


5 


13 


3 

12 


15 

LACKING OTHER PLUMBING FACILITIES, , . • 


21 

8 

53 


139 1 


27 


63 


119 

97 


146 


117 


61 

35 


83 

DETERIORATING 


107 

9 

66 


173 


55 


1,40 


301 

67 


117 


85 


171 

157 


114 

WITH ALL PLUMBING FACILITIES . 


66 

7 

25 


143 


48 


121 


173 

34 


50 


62 


113 

125 


75 

LACKING ONLY HOT WATER 


2 

• « • 

7 


4 


- T t 


7 


16 

7 


3 


5 


1 

6 


9 

LACKING OTHER PLUMBING FACILITIES. , . . 


19 

2 

34 


26 


7 


12 


112 

26 


64 


IB 


57 

26 


30 

DILAPIDATED 


32| 

9 

7 


22 


6 


49, 


69 

IB 


94 


12 


116 

29 


33 

RENTER OCCUPIED 


187 

73 

99 


764 


422 


200 


280 

245 


279 


523 


331 

114 


343 

SOUND 


139 

64 

79 


678 


396 


158 


217 

207 


209 


486 


248 

71 


283 

WITH ALL PLUMBING FACILITIES 


136 I 

60 

63 


579 


385 


126 


202 

147 


157 


427 


225 

60 


240 

LACKING SOME OR ALL FACILITIES 


3 

4 

16 


99 


11 


30 1 


15 

60 


52 


59 


23 

11 


43 

DETERIORATING 


33' 

4 

18 


80 


26 


27* 


51 

32 


36 


34 


44 

39 


48 

WITH ALL PLUMBING FACILITIES , 


22 

2 

5 


59 


25 


21 


37 

16 


16 


29 


29 

25 


29 

LACKING SOME-OR ALL FACILITIES 


11 

2 

13 


21 


1 


6 


14 

16 


20 


5 


15 

14 


19 

DILAPIDATED 


15 

5 

2 


6 


« • • 




12 

6 


34 


3 


39 

4 


12 

ALL HOUSING UNITS 

1 

706 

890 

811 

2 

087 

1 

751 

2 

161 

2 

094 

947 

1 

110 

1 

810 

2 

477 

896 

1 

441 

WATER SUPPLY 























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

656 

669 

717 

2 

041 

1 

730 

2 

109^ 

1 

789 

807 


902 

1 

699 

2 

329 

831 

1 

355 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 


27 

11 

79 


29 


12 


39 


142 

121 


70 


78 


52 

34 


64 

PIPED water OUTSIDE STRUCTURE 


6 

2 



1 


2 


1 


10 

7 


6 


2 


27 

4 


1 

NO PIPED WATER 


17 

8 

15 


16 


7 


12 


153 

12 


124 


31 


69 

27 


21 

TOILET FACILITIES 










i 













FLUSH TOILET! EXCLUSIVE USE ... 

1 

663 

875 

773 

1 

943 

1 

734 

2 

104 

1 

868 

866 


885 

1 

714 

2 

335 

839 

1 

353 

FLUSH TOILETi SHARED 


6 

• . • 

13 


121 


7 


36 


9 

36 


56 


43 


6 

14 


61 

OTHER TOILET FACILITIES OR NONE. 


37 

15 

25 


23 


10 


21, 


217 

25 


169 


53 


136 

43 


27 

BATHING FACILITIES 




















j 



BATHTUB OR SHOWER! EXCLUSIVE USE 

1 

650 

874 

721 

1 

917 

1 

716 

2 

071 

1 

815 

811 


837 

1 

664 

2 

314 

B20 

1 

3U 

BATHTUB OR SHOWER! SHARED 


7 

... 

10 


120 


8 


45 


7 

35 


52 


41 


3 

13 


71 

NO bathtub OR SHOWER , . , . 


49 

16 

80 


42 


27 


45 


272 

101 


221 


105 


160 

63 


59 

BATHROOMS 
























1 

259 

734 

466 

1 

326 

1 

295 

1 

545 

1 

088 

532 


675 

1 

288 

1 

652 

' 603 


931 

MORE THAN 1 


390 

119 

221 


586 


432 


495 


672 

233 


162 


363 


651 

196 


351 

SHARED OR NONE 


57 

37 

122 


175 


24 


121 


334 

182 


273 


159 


174 

97 


159 

SOURCE OF WATER 























PUBLIC SYSTEM OR PRIVATE COMPANY 


860 

118 

779 

1 

962 

1 

718 

1 

982 


104 

860 


654 

1 

787 


58 

764 

1 

420 

INDIVIDUAL WELL 


826 

772 

20 


91 


29 


165 

1 

793 

62 


434 


5 

2 

335 

127 


6 

OTHER 


20 

... 

12 


34 


4 


14 


197 

25 


22 


18 


84 

5 


15 

SEWAGE DISPOSAL 























PUBLIC SEWER ...... 

1 

086 

430 

748 

1 

941 

1 

70B 

1 

996 


5 

1 870 


776 

1 

743 


6 

749 

1 

383 

SEPTIC TANK OR CESSPOOL 


570 

417 

36 


107 


29 


141 

1 

929 

62 , 


212 


20 

2 

318 

111 


43 

OTHER OR NONE. . 


50 

43 

27 


39 


14 


24 


160 

15 


122 


47 


153 

36 


15 

ROOMS 























1 ROOM , 


11 

1 

3 


70 


14 


29 


37 

33 


65 


40 


13 

14 


25 

2 ROOMS. 


47 

10 

13 


119 


31 


45 


64 

25 


95 


46 


43 

17 


39 

3 ROOMS 


161 

29 

54 


235 


151 


109 


211 

92 


163 


184 


245 

81 


155 

4 ROOMS 


443 

194 

156 


323 


368 


370 


433 

162 


209 


439 


500 

lai 


267 

5 ROOMS 


555 

369 

219 


427 


518 


943 


412 

246 


225 


439 


752 

266 


406 

6 ROOMS 


304 

170 

209 


387 


407 


421 


368 

1 191 


174 


346 


525 

211 


285 

7 ROOMS 


106 

76 

98 


257 


189 


164 


241 

103 ■ 


96 


190 


214 

90 


181 

8 ROOMS OR MORE 


79 

41 

59 


261 


73 


80 


300 

! 75 


83 


126 


185 

36 


63 

MEDIAN! 























ALL UNITS 


4.8 

5.1 

5.3 


5.2 


5.1 


5.1 


5.2 

5.1 


4.6 


4.9 


5.1 

5.1 


5.1 

OWNER OCCUPIED 


5.0 

5,1 

5.6 


5.8 


5.3 


5.1 


5.8 

5.4 


5.2 


5.3 


5.2 

5.4 


5.4 

RENTER OCCUPIED 


... 

... 

... 


3.9 


4.0 


3,3 


4.4 

5.0 


3.6 


4.3 


4.1 

... 


3.8 

UNITS IN STRUCTURE 























1» INCL. TRAILER ... 

1 

630 

839 

754 

1 

457 

1 

473 

2 

015 

2 

063 

861 


952 

1 

477 

2 

408 

818 

1 

137 



44 

38 

42 


370 


200 


86 


20 

37 


38 


211 


51 

38 


174 

3 AND 4, , 


23 


15 


146 


46 


4 


5 

26 


49 


51 


18 

35 


76 

5 OR MORE ■ 


9 

d3 

... 


114 


32 


56 


6 

23 


71 


71 


... 

5 


54 


25-54 


State and Small Areas 


Table 25 .— Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, eor Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-|- ) after 

number indicates median above that number] 


Tenure by Color, 
V.-icincy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

ill u^truccure 


SUBJECT 


ST 

ANTHONY 


ST JAMES 


ST PAUL 
PARK 


ST PETER 


SAUK SAUK 
CENTRE RAPIDS 


SHAKO- 

PEE 


SHORE- SHORE- 
VIEW WOOD 


SILVER 

BAY 


SLEEPY SPRING- 
EYE FIELD 


SPRING 

LAKE 

PARK 


ALL HOUSING UNITS 

TENURE! COLOR! AND VACANCY STATUS 


1 433 


1 355 


1 103 


1 841 


982 


851 


1 127 


863 


846 


OWNER OCCUPIED . 
WHITE 

nonwhite . . . 

RENTER OCCUPIED. 
WHITE. . . . . 

NONWHITE . . . 
AVAILABLE VACANT 
FOR SALE ONLY. 
FOR RENT , . . 
OTHER VACANT . . 


1 316 
1 314 
2 
70 
70 


974 

973 

1 

339 

339 


26 

23 

3 

21 


23 

7 

16 

19 


652 1 154 
652 1 154 


732 

732 


120 

120 

8 

5 

3 

29 


557 

557 

47 

13 

34 

22 


283 

282 

1 

30 

IB 

12 

58 


888 

1 038 

1 596 

888 

1 038 

1 593 

... 

... 

3 

213 

275 

112 

213 

275 

112 


731 

729 

2 

117 

117 


772 

772 

*63 

63 


834 

834 

259 

259 


675 

675 

161 

161 


710 

707 

3 

80 

80 


5 

22 


23 

14 

9 

21 


28 

21 

7 

105 


29 

18 

11 

105 


10 

3 

7 

24 


41 

27 

14 

15 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND. 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER ........ 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. ... * 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING. SOME OR ALL FACILITIES . . • * 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED. . 


ALL HOUSING'UNITS. . . 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE , , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


1 433 
1 361 
1 356 


5 

59 

39 

5 

15 

13 


1 355 
1 228 
1 117 
■ 12 
99 
110 
81 
4 
25 
17 


809 

667 

607 

5 

55 

118 

73 

3 

42 

24 


1 780 
1 630 
1 491 
9 

130 

133 

98 

4 

31 

17 


1 103 
1 046 
910 
11 
125 
48 
22 
3 
23 
9 


136 

955 

864 

17 

74 

129 

76 

10 

43 

52 


1 357 
1 121 
1 089 
1 
31 
122 
98 
2 

22 

114 


1 841 
1 732 
1 658 
31 
43 
76 
50 
4 

22 

33 


982 

861 

834 

5 

22 

92 

64 

9 

19 

29 


851 

820 

812 

3 
5 

4 
2 

2 

27 


1 127 
897 
842 
6 
47 
191 
144 
4 
43 
39 


863 

707 

645 

11 

51 

121 

70 

7 

44 

35 


846 

798 

783 

1 

14 
38 
21 

2 

15 
10 


70 

339 

120 

50 

283 

88 

48 

228 

66 

2 

55 I 

22 

17 

49 1 

27 

10 

37 

18 

7 

12 

9 

3 

7 ' 

5 


557 

487 

388 

99 

63 

50 

13 

7 


283 

266 

202 

66 

15 

7 

8 


213 

156 

129 

27 

44 

22 

22 

13 


275 

179 

162 

17 

55 

43 

12 

41 


112 

87 

80 

7 

11 

6 

5 

14 


117 

95 

94 

1 

16 

13 

3 

6 


63 

42 

39 

3 

1 

1 

20 


259 

180 

164 

16 

67 

53 

14 

12 


161 80 

113 74 


94 

19 

33 

21 

12 

15 


73 

1 

6 

2 

4 


1 433 


1 355 


809 


1 780 


1 103 


1 136 


1 357 


1 841 


982 


851 


1 127 


1 406 
10 
3 
14 


1 285 
50 
2 
18 


710 

34 

5 

60 


1 704 
61 

*15 


1 017 
53 
2 
31 


015 

1 285 

1 736 

93 

34 

80 

1 

1 ^ 

13 

27 

30 

12 


911 

39 

32 


819 

32 


1 033 
71 
I 

22 


779 

72 

12 


814 

17 

10 

5 


TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE. . 
FLUSH TOILETi SHARED ....... 

other toilet facilities OR NONE, 


1 405 1 289 

2 38 

26 28 


709 

1 658 

991 

17 

03 

45 

83 

39 

67 


046 

1 

1 291 1 

1 783 

28 

21 

5 

62 

45' 

53 


943 


024 

1 093 

829 

. ■ * 

4 

13 

27 

30 

21 


B21 

1 

24 


BATHING facilities' 

bathtub or SHOWER! EXCLUSIVE USE 
BATHTUB OR SHOWER i SHARED, . . . 

NO bathtub or shower 


1 406 1 221 

2 44 

25 90 


701 

1 .614 

953 

18 

97 

49 

90 

69 

101 


994 

1 268 

1 761 

32 

23 

4 

110 

66 

76 


927 


818 


1 017 
3 

107 


754 

15 

94 


813 

1 

32 


bathrooms 


1 

more than 1, .. 

SHARED OR NONE 


817 

600 

16 


919 

301 

135 


585 

114 

110 


1 159 
452 
169 


763 

198 

142 


797 

1 019 

1 372 

201 

262 

375 

138 

76 

94 


561 

342 

79 


733 

65 

53 


716 

288 

123 


510 

206 

120 


712 

91 

42 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


1 297 1 279 

136 65 

... 11 


512 

1 719 

956 

271 

51 

125 

26 

10 

22 


021 1 253 

110 104 

5 . .. 


7 

903 

72 


1 071 
42 
14 


77 

768 


1 304 1 328 

113 5 

16 22 


503 

219 

87 


1 601 
138 
41 


961 

99 

43 


052 

54 

30 


i 252 
65 
40 


792 

49 


956 

26 


1 062 
26 
19 


805 

10 819 

21 26 


ROOMS 


1 ROOM , 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS. 

6 ROOMS 

7 ROOMS, 

a ROOMS OR MORE, , 
MEDIAN* 

ALL UNITS. . . . 
OWNER OCCUPIED 
RENTER OCCUPIED 


21 

131 

231 

525 

338 

129 

58 


19 

23 

124 

244 

341 

283 

202 

119 


5 

9 

63 

221 

230 

164 

66 

51 


57 

62 

206 

348 

427 

323 

199 

158 


37 

3 

15 

52 

30 

10 

75 

133 

110 

201 

283 

318 

266 

256 

444 

247 

237 

243 

142 

143 

124 

83 

51 

85 


12 

8 

6 

17 

19 

23 

46 

75 

66 

405 

146 

98 

744 

236 

581 

423 

218 

59 

143 

123 

9 

51 

157 

9 


6 

16 

66 

197 

287 

275 

186 

92 


4 

12 

48 

167 

217 

219 

110 

86 


4 

26 

63 

309 

283 

123 

33 

5 


5.1 5.3 5.0 

5.1 5.6 5.0 

... 4.2 


5.0 5.2 
5.6 5.6 
3.8 4.3 


5.0 5.0 

5,4 5.2 

4.2 4.0 


5.1 5.5 

5.1 5.9 


4.9 5.5 

4.9 5.6 

... 5.0 


5.4 4.6 

5.6 4.6 


UNITS IN structure 


li INCL. 

2. . . . 

3 AND 4, 

5 OR MORE 


TRAILER 


1 416 1 131 

10 151 

7 30 

... 43 


766 

15 

23 

5 


1 173 
374 
156 
77 


912 

929 

1 224 

122 

171 

49 

37 

32 

48 

32 

4 

36 


969 

13 


801 

5 

10 

35 


1 066 
43 
14 
4 


800 

32 


829 

5 


Minnesota 


25-55 


Table 25. — Tenure, Vacancy Status, Condition and Plumiung Facilities, and Structural 
C tlARACTERISTlCS, FOR PlaCES OF 2,500 TO 10,000 INHABITANTS: I960 CoH. 

[Some data baaed on sample; median not shown where base is insufficient; see text. “U" denotes an unincoi*porated place. Plus (-1-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bath rot) ms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

SPRING 

VALLEY 

STAPLES 

STILL- 

WATER 

THIEF 

RIVER 

FALLS 

TRACY 

TWO 

HARBORS 

WABASHA 

WADENA 

WASECA 

WAY2ATA 

WELLS 

WINDOM 

WORTH- 

INGTON 

ALL HOUSING UNITS 

879 

898' 

2 

667 

2 

342 

997 

1 

691 

741 

1 

360 

1 

975 

960 

1 004 

1 

257 

2 831 

tenure • COLOR 1 AND VACANCY STATUS 




















OWNER OCCUPIED 

616 

634 

1 

941 

1 

519 

681 

1 

125 

535 


912 

1 

414 

703 

692 


B80 

1 926 

WHITE 

616 

634 

1 

940 

i 

519 

680 

1 

125 

535 


912 

1 

413 

702 

692 


800 

1 926 

NONWHITE 

. • • 

... 


1 


... 

1 


• . . 

. . . 


... 


1 

1 

. . . 


. . . 

• . . 

RENTER OCCUPIED 

220 

203 


606 


726 

252 


446 

166 


367 


499 

203 

263 


306 

806 

WHITE. ....... 

220 

203 


606 


720 

252 


446 

165 


365 


499 

202 

262 


306 

804 

NONWHITE 

... 

... 


... 


6 

* . * 



1 


2 


• • * 

i 

1 


. t . 

2 

AVAILABLE VACANT 

15 

22 


67 


32 

10 


66 

19 


54 


34 

23 

36 


26 

57 

FOR SALE ONLY 

8 

7 


as 


15' 

4 


15 

2 


9 


10 

16 

• • * 


14 

13 

FOR RENT 

7 

15 


42 


17 

6 


51 

17 


45 


24 

7 

36 


14 

44 

OTHER VACANT 

28 

39 


53 


65 

54 


54 

21 


27 


28 

31 

13 


43 

42 

CONDITION AND PLUMBING 




















ALL UNITS 

879 

898 

1 2 

667 

2 

342 

997 

1 

691 

741 

1 1 

360 

1 

975 

960 

1 004 

1 

257 

2 831 

SOUND 

679 

763 

2 

251 

1 

846 

B43 

1 

370 

606 

1 

194 

1 

509 

895 

011 

1 

109 

2 511 

WITH ALL PLUMBING FACILITIES 

631 

682 

, 2 

117 

1 

600 

757 

1 

238 

568 

1 

090 

1 

448 

091 

737 

1 

031 

2 366 

LACKING ONLY HOT WATER 

11 

7 


18 


9 

12 


7 

10 


10 


14 

* • * 

3 


11 

23 

LACKING OTHER PLUMBING FACILITIES. . , . 

37 

74 


116 


237 

74 


133 

28 


94 


47 

4 

71 


67 

122 

DETERIORATING . 

156 

118 


364 


388 

132 


251 

112 


138 


367 

45 

168 


116 

285 

WITH ALL PLUMBING FACILITIES ' . 

109 

50 


241 


228 

61 


202 

70 


89 


270 

41 

96 


80 

192 

LACKING ONLY HOT WATER 

11 

3 


a 


13 

3 


6 

5 


8 


9 

• ■ . 

12 


5 

9 

LACKING OTHER PLUMBING FACILITIES. , . . 

36 

65 


115 


147 

68 


43 

37 


41 


8B 

4 

60 


31 

84 

DILAPIDATED. .... 

44 

17 


52 


lOB 

22 


62 

23 


28 


99 

20 

25 


32 

35 

RENTER OCCUPIED 

220 

203 


606 


726 

252 


446 

166 


367 


499 

203 

263 


306 

806 

SOUND 

151 

162 


411 


545 

198 


344 

119 


291 


297 

179 

180 


239 

670 

WITH ALL PLUMBING FACILITIES 

136 

138 


365 


380 

159 


255 

106 


236 


273 

178 

141 


214 

594 

LACKING SOME OR ALL FACILITIES . . , « . 

15 

24 


46 


165 

39 


89 

13 


55 


24 

1 

39 


25 

76 

DETERIORATING , 

56 

38 


164 


149 

50 


87 

^1 


62 


154 

12 

71 


51 

126 

WITH ALL PLUMBING FACILITIES 

43 

18 


96 


67 

24 


61 

25 


42 


100 

12 

36 


35 

91 

LACKING SOME OR ALL FACILITIES 

13 

20 


68 


82 

26 


26 

16 


20 


54 

* * . 

35 


16 

35 

DILAPIDATED 

13 

3 


31 


32 

4 


15 

6 


14 


48 

12 

12 


16 

10 

ALL HOUSING UNITS 

B79 

898 

2 

667 

2 

342 

997 

1 

691 

741 

1 

360 

1 

975 

960 

1 004 

r 

1 

257 

2 631 

WATER SUPPLY 




















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

602 

764 

2 

504 

2 

121 

867 

i 

611 

668 

1 

260 

1 

071 

952 

933 

1 

171 

2 605 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

58 

73 


99 


117 

106 


71 

33 


65 


92 

4 

65 


76 

117 

PIPED WATER OUTSIDE STRUCTURE 

2 

... 


7 


8 

• f - 


* 

. . . 


» • * 


2 

3 

1 


2 

• * . 

NO PIPED WATER 

17 

61 


57 


96 

24 


9 

40 


35 


10 

1 

5 


B 

29 

TOILET FACILITIES 




















FLUSH TOILETi EXCLUSIVE USE 

827 

784 

2 

495 

2 

012 

914 

1 

564 

680 

1 

275 

1 

882 

954 

929 

1 

217 

2 730 

FLUSH TOILETi SHARED 

23 

21 


92 


210 

18 


117 

11 


45 


76 

2 

67 


28 

65 

OTHER TOILET FACILITIES OR NONE 

29 

93 


80 


120 

65 


10 

50 


40 


17 

4 

e 


12 

36 

BATHING FACILITIES 




















bathtub or SHOWERt EXCLUSIVE USE 

792 

740 

2 

412 

1 

883 

836 

1 

492 

659 

1 

211 

1 

790 

949 

062 

1 

142 

2 607 

BATHTUB OR SHOWER i SHARED 

25 

20 


90 


224 

19 


129 

18 


49 


74 

1 

65 


26 

ai 

NO bathtub or SHOWER 

62 

130 


165 


235 

142 


70 

64 i 


100 


lU 

10 

77 


89 

143 

BATHROOMS 





















608 

652 

i 

852 

1 

491 

690 

1 

106 

526 


962 

1 

393 

553 

703 


832 

1 757 

MORE THAN i 

! 193 

104 


520 


409 

150 


390 

151 


222 


420 

401 

156 


325 

824 

SHARED OR NONE 

78 

142 


295 


442 

157 


195 

64 


176 


162 

6 

145 


100 

250 

SOURCE OF WATER 




















PUBLIC SYSTEM OR PRIVATE COMPANY 

804 

766 

2 

531 

2 

253 

965 

1 

655 

589 

1 

225 

1 

960 

688 

970 


849 

2 740 

INDIVIDUAL WELL. ............. 

i 

126 


93 


30 

19 


31 

147 


ua 


5 

226 

30 


403 

65 

OTHER 

5 

6 


43 


59 

13 


5 

5 


17 


10 

46 

4 


5 

26 

SEWAGE DISPOSAL 




















PUBLIC SEWER • 

781 

767 

2 

207 

2 

204 

931 

1 

655 

530 

1 

239 

1 

955 

616 

952 

1 

206 

2 774 

SEPTIC TANK OR CESSPOOL 

1 

i 42 


367 


59 

24 


31 

167 


80 


10 

323 

42 


41 

5 

QTHER OR NONE. ..... 

35 

89 


93 


79 

42 


5 

44 


41 


10 

21 

10 


10 

52 

ROOMS 


1 


















1 ROOM 

10 

24 


59 


137 

12 


85 

12 


17 


30 

6 

50 


8 

33 

2 ROOMS. .... 

17 

1 21 


77 


131 

32 


77 

23 


40 


38 

25 

32 


27 

67 

3 ROOMS 

' 56 

81 


218 


272 

85 


189 

65 


136 


185 

86 

81 


104 

269 

4 ROOMS 

j 188 

181 


404 


478 

218 


407 

100 


314 


351 

130 

165 


287 

672 

5 ROOMS. . . 

1 219 

250 


507 


550 

227 


357 

173 


325 


452 

185 

241 


345 

044 

6 ROOMS. .... 

; 152 

162 


573 


463 

224 


319 

157 


285 


491 

173 

227 


265 

524 

7 ROOMS. . . 

1 127 

107 


436 


220 

131 


167 

110 


147 


255 

143 

128 


131 

260 

8 ROOMS OR MORE 

110 

72 


313 


91 

68 


90 

101 


96 


173 

210 

00 


90 

162 

MEDIANt 




















ALL UNITS 

5.3 

5.1 


5,5 


4.8 

5.2 


4.7 

5.5 


5.0 


5.3 

5.8 

5.2 


5.1 

4.9 

OWNER OCCUPIED 

6*0 

5.3 


6.0 


5,2 

5.5 


5.5 

5.9 


5.3 


5.0 

6.3 

5.6 


5.3 

5.2 

RENTER OCCUPIED. ........... 

4.2 

4.3 


4.0 


3.3 

4,4 


3.7 

... 


4,1 


4.1 

3.8 

4.1 


4.7 

4,3 

UNITS IN STRUCTURE 




















li INCL. TRAILER 

742 

800 

2 

176 

1 

802 

742 

1 

240 

621 

1 

177 

1 

713 

897 

715 

1 

117 

2 345 


103 

35 


292 


216 

133 


278 

68 


101 


171 

20 

165 


104 

287 

3 AND 4 

34 

25 


151 


133 

86 


62 

42 


44 


68 

• • • 

35 


15 

120 

5 OR MORE. . 


38 


48 


191 

36 


111 

10 


38 


23 

43 

89 


21 

79 
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State and Small Areas 


Table 26 .— Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 
[Som. data based on sample; median not shown where base is insufficient; see text. ‘‘U" “Zerf 

'■ minus (-) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


ALL HOUSING UNITS 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1939 OR EARLIER. 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . • . 
NONE 


POPULATION 


ALEX- 

ANDRIA 


population in HOUSING UNITS* I960, 

PER OCCUPIED UNIT 

OWNER 

RENTER 


CONTRACT RENT 


179 
258 
431 
1 401 


408 

261 

142 

406 

39 

11 


ARDEN 

HILLS 


ALL OCCUPIED UNITS 
PERSONS 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS. 

5 PERSONS. . . 

6 PERSONS • 

7 PERSONS. ....... 

8 PERSONS OR MORE. . . . 
MEDIAN I 

ALL OCCUPIED 

OWNER 

RENTER 


persons PER ROOM 

1.00 OR LESS 

1.01 OR MORE 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED ........... 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER * 

RENTER OCCUPIED 

1958 TO MARCH i960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

VALUE 

OWNER OCCUPIED 

LESS THAN S5»000 . . . 

$5i00Q TO *9*900 , . . . 

$10*000 TO $14*900 

$15*000 TO $19*900 .... 

$20*000 TO $24*900 . . . 

$25*000 OR MORE 

MEDIAN DOLLARS 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN 

$20 TO *39 . . 

*40 TO *59 

*60 TO 

*80 TO $99 

*100 TO $119 ........ 

*120 OR MORE . . 

NO CASH RENT 

MEDIAN .... DOLLARS 


6 444 
3.0 
3.2 
2.6 


404 

655 

333 

288 

226 

132 

53 

34 

2,5 

2 

2 


1 938 
1 87 


339 

244 

217 

194 


85 

799 

16 

78 

16 


3 779 

4.0 

4.0 
3,7 


241 

117 

33 

428 


149 

471 

15 

184 


437 

228 

336 

629 

244 

688 

359 

174 

143 

12 


45 

185 

149 

225 

174 

98 

56 

19 

3,9 

4,0 


822 

129 


871 

248 

348 

231 

44 


2 730 

3.4 

3.5 
3.4 


179 

365 

4 

28 


12 

512 

48 

4 


2 574 

4.7 

4.7 


98 

186 

162 

142 

109 

53 

25 

20 

3.2 

3.7 


666 

129 


608 

124 

238 

138 

108 

187 

132 

43 

8 

4 


BAYPORT 


82 

68 

84 

343 


117 

315 

15 

126 

4 


3 420 


1 925 

3.4 

3.5 
3,2 


RENTER OCCUPIED. 
■QIAN . 


245 

815 

523 

92 

. . . 

30 

402 

72 

129 

443 

200 

111 

22B 

156 

194 

48 

151 

59 

32 

236 


400 

19 200 

14 700 

6BS 

80 

187 

12 

. • . 

■ • . 

64 

. . . 

11 

206 

5 

7 

149 

12 

68 

114 

29 

45 

68 

9 

10 

30 

! 12 

19 

45 

■ 13 

19 

6« 

... 



56 

75 

121 

117 

92 

48 

32 

4.6 

4 


362 

184 


522 

72 

414 

2B 


496 

20 

52 

374 

52 


261 
227 
437 
2 495 


585 
1 392 
63 
1 321 
28 
31 


BLAINE 


1 230 


104 

138 

204 

784 


196 

703 

32 

287 

12 


9 445 
3.1 
3,3 
2.6 


3 049 


656 

592 

368 

216 


49 

424 

144 

203 


12 


BLUE 

earth 


BRECKEN- 

RIDGE 


1 457 


149 

127 

202 

979 


203 

979 

59 

156 

4 

54 


CALE- 

DONIA 


99 

137 

174 

842 


330 

662 

25 

227 


3 627 
3,1 
3.3 
2,7 


1 173 


643 

52 


11 600 


53 

166 

88 

112 

63 

42 

20 

14 

3,2 

3.4 


504 

54 


455 

60 

114 

141 

140 

103 

51 

24 

24 


439 

17 

101 

155 

88 

54 

24 

12 800 


103 


32 


6381 

798 

490 

451 

337 

192 

90 

53 

2,7 

2,9 

2.2 


2 674 
375 


1 985 
346 
534 
630 
275 

1 064 
681 
225 
98 
60 


I 845 
592 
685 
336 
177 
31 
24 
7 100 


1 064 
8 

215 

246 

215 

161 

79 

25 

115 

60 


227 

351 

189 

160 

100 

87 

33 

26 

2.5 

2.7 

2.4 


1 064 
109 


7 563 
4,3 
4,3 
4.1 


1 754 


161 

3.1 

3.1 
3.1 


1 358 


093 

3.4 

3.6 

3.0 


93 

85 

95 

520 


125 

452 

24 

188 

4 


CAM- 

BRIDGE 


949 

50 


843 

122 

186 

376 

159 

330 

168 

79 

71 

12 


783 

25 

286 

278 

157 

37 

11 300 


330 

8 

50 

68 

97 

76 

12 

3 

16 

66 


314 

54 


56 

274 

255 

424 

331 

228 

101 

85 

4.2 

4.2 


285 

469 


615 

465 

631 

487 

32 

139 

107 

20 

12 


1 542 
48 
333 
919 
218 
12 
12 

12 300 


262 

431 

205 

177 

135 

55 

56 
37 

2.5 
2.7 

2.6 


1 240 
118 


2 515 

3.3 

3.4 
3.1 


969 

166 

215 

397 

191 

389 

187 

128 

62 

12 


949 

105 

311 

314 

175 

28 

16 

10 700 


389 

4 

23 

78 

107 

113 

19 

20 
25 
73 


364 

54 


187 

336 

183 

174 

138 

86 

47 

51 

2.9 

3.0 

2,3 


025 

177 


809! 

147 ! 

146 

353 

163 

393 

228 

64 

90 

11 


711 

48 

278 

256 

100 

9 

20 

10 500 


393 

3 

57 

93 

114 

59 

32 

12 

23 

66 


126 

218 

108 

101 

98 

59 

28 

20 

2.8 

3.1 


681 

77 


591 

102 

126 

255 

lOB 

167 

72 

60 

30 

5 


552 

80 

205 

188 

64 

11 

4 

9 700 


370 

51 


84 

02 

117 

472 


186 

330 

39 

196 

4 


2 077 
2.8 
2,9 
2.6 


131 

269 

123 

96 

68 

29 

13 

6 

2.4 

2.4 

2,3 


694 

41 


499 

73 

142 

226 

58 

236 

126 

57 

48 

5 


425 

19 
117 
105 

68 

20 
16 

11 700 


19 

57 

87 

44 

13 

4 

12 

68 


224 

53 



Minnesota 
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Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

POR Places of 2,500 to 10,000 Inhaiiitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insuflicient; see text, “U” denotes an unincorporated place. Plus {+) or 
minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

CHASKA 

CHISHOLM 

CIRCLE 

PINES 

CLOQUET 

CROOKS- 

TON 

CROSBY 

DEEP- 

HAVEN 

DETROIT 

LAKES 

EAST 

GRAND 

FORKS 

ELY 

EVELETH 

FAIRMONT 

ALL HOUSING UNITS 

B20 

2 303 

593 

2 886 

2 644 

922 

995 

2 086 

2 038 

1 909 

1 995 

3 237 

YEAR STRUCTURE BUILT 













1955 TO MARCH I960 

110 

130 

140 

237 

266 

60 

217 ; 

194 

500 

114 

103 

382 

1950 TO 1954 

24 

166 

352 

204 

171 

32 

121 i 

176 

230 1 

72 

81 

400 

1940 TO 1949 

89 

149 

96 

427 

168 

44 

145 

272 

250 

149 

62 

475 

1939 OR EARLIER. . 

589 

1 858 

5 

2 018 

2 039 

786 

512 

1 444 

1 050 

1 574 

1 729 

1 980 

HEATING EQUIPMENT 













STEAM OR HOT WATER ..... 

125 

559 

25 

373 

592 

122 

136 

443 

306 

667 

964 

561 

WARM AIR FURNACE 

414 

1 318 

455 

2 082 

1 503 

570 

768 

1 002 

1 304 

761 

733 

2 358 

BUILT-IN ROOM UNITS 

24 

111 

105 

172 

127 

4 

20 

220 

12 

28 

11 

125 

OTHER MEANS WITH FLUE 

246 

309 

8 

225 

339 

206 

35 

161 

412 

445 

283 

177 

OTHER MEANS WITHOUT FLUE 

7 

• « . 

« , ■ 

16 


, . . 

12 

256 

4 

4 

4 

12 

none 

4 

6 

... 

10 

3 

20 

24 

4 


4 

... 

4 

POPULATION 













POPULATION IN HOUSING UNiTSt 1960 

2 469 

7 055 

2 789 

8 958 

8 206 

2 629 

3 266 

5 556 

6 971 

5 430 

5 666 

9 679 

PER OCCUPIED UNIT. 

3.1 

3,3 

5,1 

3.2 

3.2 

3.2 

3.7 

3.1 

3.6 

3.0 

3.0 

3.1 

OWNER 

3.2 

3,3 

5.2 

3.4 

3.5 

3,3 

3,8 

3.4 

3,9 

3.1 

3,1 

3,3 

RENTER 

2.9 

3.2 

... 

2.6 

2.7 

2,9 

3.3 

2.6 

3.0 

2.6 

2,7 

2.7 

ALL OCCUPIED UNITS 

788 

2 168 

549 

2 708 

2 542 

829 

882 

1 701 

1 915 

1 030 

i 893 

3 110 

PERSONS 













1 PERSON 

118 

312 

7 

370 

445 

157 

56 

326 

210 

337 

338 

466 

Z PERSONS 

256 

611 

35 

855 

729 

231 

212 

541 

477 

1 536 

568 

975 

3 PERSONS 

131 

375 

53 

468 

421 

125 

172 

292 

336 

343 

358 

512 

4 PERSONS 

1 121 

349 

119 

483 

347 

129 

177 

251 

314 

1 2B0 

295 

507 

5 PERSONS. ...... 

1 ’70 

277 

128 

343 

277 

92 

120 

160 

249 

! 209 

170 

305 

6 PERSONS 

43 

146 

92 

148 

157 

50 

02 

102 

165 

76 

91 

198 

7 PERSONS 

22 

66 

67 

69 

76 

23 

41 

60 

75 

26 

38 

78 

8 PERSONS OR MORE 

19 

32 

48 

52 

90 

22 

22 

49 

89 

23 

27 

49 

MED I AN 1 













ALL OCCUPIED * « . • « 

2.7 

2.9 

5,0 

2.9 

2.7 

2,7 

3,5 

2.6 

3.3 

2.6 

2.6 

2.7 

OWNER 

2.7 

2.8 

5,0 

3.2 

3,1 

3.0 

3.7 

2.6 

3.6 

2.9 

2.9 

3.0 

RENTER . . 

2.7 

3.1 

... 

2.2 

2.5 

2,4 

• • • 

2,1 

2.9 

2.4 

2.8 

2.4 

PERSONS PER ROOM 













1.00 OR LESS 

724 

1 966 

309 

2 521 

2 255 

744 

821 

1 578 

1 556 

1 703 

1 753 

2 891 

1.01 OR MORE 

64 

202 

240 

267 

287 

85 

61 

203 

359 

127 

140 

219 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

561 

1 620 

512 

2 200 

1 687 

612 

773 

1 166 

1 300 

1 295 

1 289 

2 185 

1958 TO MARCH I960 

80 

108 

145 

351 

274 

62 

181 

242 

287 

135 

68 

398 

1954 TO 1957 

125 

277 

303 

477 

314 

133 

251 

222 

454 

202 

179 

538 

1940 TO 1953 .... 

159 

577 

64 

803 

666 

234 

264 

1 566 

409 

479 

493 

844 

1939 OR EARLIER 

197 

658 

... 

569 

433 

163 

77 

136 

150 

479 

549 

405 

RENTER OCCUPIED 

227 

548 

37 

588 

855 

217 

109 

613 

615 

535 

604 

925 

1958 TO MARCH 1960 

120 

232 

33 

341 

505 

130 

53 

356 

386 

264 

269 

494 

1954 TO 1957 

44 

122. 

4 

139 

191 

51 

44 

137 

176 

132 

116 

241 

1940 TO 1953 

47 

159 

* . * 

84 

128 

10 

12 

100 

S3 

109 

174 

144 

1939 OR EARLIER. 

16 

35 

... 

24 

31 

18 

... 

20 

... 

30 

45 

46 

VALUE 













OWNER OCCUPIED 

520 

1 478 

512 

2 026 

1 571 

584 

773 

1 033 

1 143 

1 070 

1 102 

2 132 

LESS THAN S5»000 . 

9 

164 

... 

97 

79 

164 

* • • 

132 

32 

137 

88 

51 

$5i000 TO S9.900 

138 

574 

49 

569 

640 

225 

69 

393 

313 

354 

436 

509 

SlOfOOO TO S14?900 

220 

424 

427 

837 

497 

131 

152 

324 

426 

384 

373 

832 

*15(000 TO *19r900 

132 

224 

16 

407 

241 

36 

180 

156 

261 

137 

141 

477 

*20f000 TO *24(900 , 

16 

60 

4 

70 

85 

4 

IIB 

20 

71 

46 

51 

143 

*25(000 OR MORE. . . 

5 

32 

16 

46 

29 

24 

254 

6 

40 

12 

13 

120 

median DOLLARS . 

12 600 

10 000 

11 400 

11 700 

10 500 

7 600 

19 700 

9 900 

12 aoo 

10 400 

10 300 

12 900 

GROSS RENT 













RENTER OCCUPIED 

227 

548 

37 

588 

855 

217 

109 

613 

615 

535 

604 

925 

LESS THAN *20 

. * ■ 

12 

• • • 

5 

10 

9 

• . • 

4 

• . . 

27 

• . • 

. . » 

*20 TO *39 

20 

45 

. . • 

100 

112 

29 

i • . 

104 

73 

89 

86 

84 

*40 TO *59 ... 

44 

134 

• . • 

132 

183 

71 

9 

148 

62 

1 144 

156 

211 

*60 TO *79 

95 

132 

4 

191 

219 

47 

13 

185 

131 

' 149 

192 

242 

*80 TO 

44 

102 

a 

76 

187 

17 

13 

60 

188 

56 

97 

204 

*100 TO *119 

16 

26 

9 

24 

76 

13 

31 

56 

70 

14 

24 

79 

*120 OR MORE 

• * . 

20 

12 

21 

16 

* * • 

26 

26 

53 

4 

29 

50 

NO CASH RENT ... 

a 

77 

4 

39 

52 

31 

17 

28 

38 

52 

20 

55 

median DOLLARS . 

66 

66 

... 

63 

67 

... 

... 

64 

82 

58 

64 

69 

CONTRACT RENT 













RENTER OCCUPIED 

219 

471 

33 

549 

803 

186 

92 

585 

577 

483 

584 

870 

median ..... DOLLARS . 

52 

45 


52 

55 

... 

... 

52 

65 

43 

46 

60 
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State and Small Areas 


Table 26. — OccaPANcy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (4-) or 
minus (— ) alter number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value- 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS. . . . 

YEAR STRUCTURE BUILT 

1955 TO MARCH i960 

1950 TO 1954 . . 

1940 TO 1949 

1939 OR EARLIER 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE. 

BUILT-IN ROOM UNITS. .... 
OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE 


POPULATION 

population in H0USIN<^ UNITS. 1960, 

PER OCCUPIED UNIT * • , 

OWNER 

RENTER 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

a PERSONS OR MORE 

MEDIAN I 

ALL OCCUPIED . . . 

OWNER 

RENTER 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH I960 

1954 TO 1957 

1940 TO 1953 . 

1939 OR EARLIER 

RENTER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 


VALUE 


OWNER OCCUPIED 
LESS THAN SSiOOO . 
S5i000 TO $9f900 . 
$10r000 TO $14,900 
$15,000 TO $19,900 
$20,000 TO $24,900 
$25,000 OR MORE. . 

median 


GROSS RENT 

RENTER OCCUPIED. . . . 

LESS THAN $20 

$20 TO $39 

$40 TO $59 ....... . 

$60 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN 


CONTRACT RENT 

RENTER OCCUPIED. . . . 
MEDIAN 


DOLLARS 


dollars 


DOLLARS 


FALCON 

HEIGHTS 

GILBERT 

GLENCOE 

3LENW00D 

GRAND 

RAPIDS 

GRANITE 

FALLS 

HASTINGS 

HOYT 

LAKES 

HUTCH- 

INSON 

INTER- 

^lATlONAL 

FALLS 

JACKSON 

-A CRES- 
CENT 

1 608 

813 

1 049 

969 

2 316 

992 

2 286 

847 

2 000 

2 122 

1 162 

780 


90 

106 

71 

201 

103 

574 

626 

307 

214 

110 

287 


36 

92 

102 

390 

91 

211 

183 

265 

133 

112 

120 

773 

42 

168 

107 

496 

101 

175 

13 

237 

300 

104 

113 

302 

624 

683 

689 

1 229 

697 

1 324 

25 

1 271 

1 475 

756 

260 

461 

257 

255 

247 

451 

191 

317 

25 

392 

709 

208 

130 

906 

363 

538 

510 

1 183 

548 

1 307 

762 

1 070 

691 

689 

517 

4 

4 

16 

43 

214 

86 

119 

• * . 

198 

91 

97 

20 

237 

168 

224 

142 

369 

157 

521 

60 

394 

620 

160 

104 



16 

23 

93 

4 

20 

... 

26 

8 

4 

. . » 

. . . 

. . . 


4 

6 

6 

• « « 

... 

... 

3 

4 

9 

5 531 

2 574 

3 132 

2 616 

7 161 

2 728 

7 909 

3 186 

6 175 

6 691 

3 274 

2 616 

3.5 

3.3 

3.1 

2.9 

3.4 

3.0 

3.6 

4,6 

3. 1 

3,3 

3.0 

3.7 

3.5 

3.4 

3.1 

3.0 

3,7 

3.1 

3.9 

4,7 

3. 1 

3,7 

3.1 

3.8 

3.5 

3.1 

3.1 

2.7 

2.8 

2.6 

2.9 

... 

2.9 

2,5 

2.6 

3.4 

1 584 

776 

1 018 

893 

2 083 

904 

2 189 

694 

2 017 

2 029 

1 097 

705 

62 

112 

151 

159 

267 

162 

273 

10 

302 

331 

196 

51 

373 

216 

334 

317 

536 

295 

559 

75 

660 

500 

369 

165 

370 

123 

176 

131 

376 

138 

344 

89 

332 

359 

179 

132 

386 

137 

163 

130 

366 

137 

368 

182 

327 

347 

160 

149 

,243 

88 

97 

85 

249 

76 

261 

152 

219 

242 

83 

96 

91 

58 

54 

43 

159 

58 

182 

97 

112 

139 

57 

61 

24 

24 

26 

1? 

67 

24 

98 

46 

47 

65 

31 

27’ 

13 

18 

17 

16 

63 

14 

104 

43 

18 

46 

22 

24 

3.4 

3.0 

2.6 

2.4 

3. 1 

2.5 

3.3 

4,5 

2.6 

3.0 

2,5 

3,5 

3.3 

3,1 

2.4 

2.4 

3,6 

2.5 

3.5 

4,3 

2.8 

3.7 

2.6 

3,7 

3.5 


3,6 

1.9 

2.7 

2.3 

2.6 

... 

3,0 

2.2 

2.2 


I 1 260! 

675 

955 1 

836 

1 753 

833 

1 864 

533 

1 898 

1 782 

1 026 

609 

, 324 

101 

63 

57 

330 

71 

325 

161 

119 

247 

71 

96 

983 

626 

756 

62B 

1 488 

593 

1 598 

662 

1 460 

1 314 

849 

609 

118 

61 

118 

86 

225 

109 

413 

302 

253 

270 

163 

158 

331 

127 

190 

100 

330 

94 

410 

337 

363 

353 

165 

241 

454 

244 

314 

303 

754 

252 

469 

12 

611 

464 

367 

164 

80 

194 

134 

139 

179 

138 

306 

11 

253 

227 

154 

46 

601 

150 

262 

265 

595 

311 

591 

32 

537 

715 

24B 

96 

493 

77 

141 

138 

419 

134 

413 

24 

283 

413 

117 

02 

92 

34 

62 

52 

114 

78 

93 

8 

188 

129 

75 

9 

12 

34 

45 

75 

54 

88 

78 

. • . 

58 

157 

45 

5 

4 

5 

14 


8 

11 

7 

... 

6 

16 

11 


963 

594 

708 

563 

1 362 

554 

1 303 

622 

1 369 

1 183 

828 

505 


115 

50 

34 

110 

15 

63 

3 

56 

64 

lie 

8 

. . • 

229 

281 

178 

382 

158 

340 

7 

431 

455 

262 

120 

49 

185 

272 

260 

445 

292 

516 

459 

530 

376 

289 

208 

398 

47 

82 

55 

284 

53 

407 

130 

290 

183 

115 

199 

250 

10 

15 

16 

59 

28 

46 

23 

47 

72 

32 

29 

266 

8 

B 

20 

82 

6 

11 

... 

15 

33 

12 

21 

20 700 

9 100 

10 400 

11 200 

11 600 

11 500 

12 900 

14 100 

11 500 

10 800 

10 500 

14 000 

601 

150 

262 

265 

595 

311 

591 

32 

537 

715 

248 

96 

. ( * 

... 

( . . 

10 

... 

27 

• . . 

... 

4 

. . * 

• . . 

. . » 

. . • 

20 

12 

37 

40 

44 

57 

... 

51 

109 

32 

• ■ . 

249 

29 

66 

52 

97 

96 

ae 

3 

123 

135 

51 

14 

121 

35 

76 

50 

134 

53 

144 

7 

139 

205 

06 

14 

124 

18 

50 

78 

85 

53 

168 

22 

119 

82 

44 

36 

75 

19 

17 

6 

128 

13 

53 

... 

64 

38 

. . . 

5 

20 

15 


21 

70 

4 

17 

. . . 

12 

22 

. . . 

18 

12 

14 

41 

11 

41 

21 

64 

. ■ • 

25 

44 

35 

9 

73 

. . I 

68 

71 

81 

57 

76 

... 

68 

69 

65 


. 589 

136 

221 

254 

554 

290 

527 

32 

512 

671 

213 

87 

. 72 

... 

51 

47 

61 

46 

59 

... 

52 

53 

53 

• • • 



Minnesota 


25-59 


Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
roR Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-}-) or 
minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

LAKE 

CITY 

LE SUEUR 

LITCH- 

FIELD 

LITTLE 

CANADA 

LITTLE 

FALLS 

LUVERNE 

MARSHALL 

MENDOTA 

HEIGHTS 

MONTE- 

VIDEO 

MORRIS 

MOUND 

MOUNDS 

VIEW 

ALL HOUSING UNITS, . . , 

1 270 

1 040 

1 712 

957 

2 25B 

1 431 

2 052 

1 280 

2 029 

1 385 

2 004 

1 480 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 

135 

107 

179 

319 

251 

194 

262 

508 

201 

151 

222 

266 

1950 TO 1954 

68 

127 

168 

168 

181 ' 

162 

238 

233 

208 

128 

199 

709 

1940 TO 1949 

67 

145 

195 

201 

198 

131 

334 

212 

287 

108 

281 

386 

1939 OR EARLIER 

1 000 

661 

1 170 

269 

1 628 

944 

1 218 

323 

1 333 

918 

1 302 

119 

HEATING EQUIPMENT 













STEAM OR HOT WATER 

192 

119 

325 

83, 

298 

361 

476 

195 

276 

352 

168 

29 

WARM AIR FURNACE , , . 

654 

638 

873 

702 1 

1 169 

836 

1 285 

968 

1 316 

666 

1 094 

1 144 

BUILT-IN ROOM UNITS. • « . , 

82 

61 

46 

23 

47 

36 

72 

39 

133 

134 

105 

233 

OTHER MEANS WITH FLUE 

331 

222 

387 

134 

701 

182 

207 

70 

275 

193 

431 

66 

OTHER MEANS WITHOUT FLUE 

4 

. . , 

81 

9' 

8 

16 

12 

4 

24 

40 

9 

B 

NONE * 

7 

... 


6 

15 

... 


... 

5 


197 

... 

POPULATION 


1 

1 










POPULATION IN HOUSING UNITSt 1960 

3 467 

3 298 

4 996 

3 498 

7 101 

4 183 

6 594 

5 028 

5 670 

4 153 

5 421 

6 396 

PER OCCUPIED UNIT 

2.9 

3.3 

3.1 

3.8 

3.4 

3,1 

3.4 

4.0 

3,0 

3,2 

3.4 

4.4 

OWNER 

3.0 

3.4 

3.1 

3.8 

3.6 

3.1 

3.5 

4.0 

3.1 

3,4 

3.5 

4.4 

RENTER ....... 

2.5 

2.6 

3.0 

3.6 

2.8 

3.1 

3.1 

3.8 

2,7 

2.8 

3.1 

4.3 

ALL OCCUPIED UNITS 

1 206 

1 014 

1 635 

921 

2 088 

1 370 

1 964 

1 260 

1 904 

1 291 

1 577 

1 445 

PERSONS 













1 PERSON * 

238 

144 

274 

58 

331 

237 

279 

65 

359 

207 

157 

29 

2 PERSONS 

412 

310 

538 

241 

576 

471 

557 

230 

613 

396 

450 

194 

3 PERSONS 

208 

152 

262 

151 

339 

193 

314 

219 

207 

217 

272 

204 

4 PERSONS 

139 

174 

228 

184 

282 

192 

290 

296 

290 

170 

295 

343 

5 PERSONS 

117 

114 

161 

120 

227 

124 

257 

226 

182 

133 

203 

324 

6 PERSONS 

40 

66 

107 

87 

159 

90 

151 

121 

99 

89 

112 

190 

7 PERSONS 

30 

31 

39 

36 

86 

32 

60 

54 

49 

44 

52 

95 

a PERSONS OR MORE 

22 

25 

26 

44 

88 

31 

56 

49 

25 

35 

36 

66 

MEDIANi 













ALL OCCUPIED 

2.4 

2,8 

2.5 

3.6 

2,9 

2.5 

3.0 

3.9 

2.5 

2,7 

3,2 

4.4 

OWNER. .... 

2.4 

2.8 

2.5 

3.7 

3,3 

2.6 

3.1 

3,9 

2.5 

3,0 

3,3 

4.5 

RENTER . * . . 

2,2 

2.2 

2.6 

... 

2.4 

2.6 

2,5 

... 

2.2 

2.4 

3.0 

... 

PERSONS PER ROOM 













1,00 OR LESS 

1 144 

956 

1 513 

775 

1 855 

1 286 

1 753 

1 131 

1 766 

1 171 

1 398 

1 074 

1.01 OR MORE 

62 

58 

122 

146 

233 

84 

211 

129 

138 

120 

179 

371 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

926 

769 

1 189 

849 

1 569 

9B7 

1 222 

1 169 

1 289 

939 

1 335 

1 314 

1958 TO MARCH 1960 . 

118 

123 

231 

230 

330 

256 

270 

235 

224 

141 

323 

249 

1954 TO 1957 

225 

180 

249 

271 

417 

233 

270 

484 

284 

265 

306 

524 

1940 TO 1953 

408 

295 

448 

283 

540 

370 

485 

339 

528 

3B2 

559 

501 

1939 OR EARLIER 

175 

171 

261 

65 

274 

128 

197 

111 

253 

151 

147 

40 

RENTER OCCUPIED 

200 

245 

446 

72 

519 

363 

742 

91 

615 

352 

242 

131 

1958 TO MARCH 1960 

104 

145 

278 

53 

303 

208 

404 

40 

369 

184 

186 

103 

1954 TO 1957 

86 

50 

87 

9 

122 

86 

170 

21 

116 

89 

34 

28 

1940 TO 1953 . 

71 

34 

65 

6 

82 

75 

137 

18 

106 

63 

22 

• ■ . 

1939 OR EARLIER . 

19 

16 

16 

4 

12 

14 

31 

4 

24 

15 

... 

... 

VALUE 













OWNER OCCUPIED 

878 

749 

1 oao 

659 

1 440 

919 

1 145 

1 141 

1 209 

040 

i 315 

1 306 

LESS THAN S5»000 

98 

16 

157 

49 

200 

51 

32 

3 

120 

12 

60 

16 

$5f000 TO $9f900 ... 

350 

241 

461 

09 

459 

218 

221 

70 

424 

240 

388 

228 

$10»000 TO S14»900 

270 

247 

335 

181 

449 

389 

368 

174 

408 

351 

453 

B50 

$15tOOO TO Sl9f900 

107 

134 

63 

191 

224 

210 

329 

349 

172 

163 

266 

188 

$20 1 000 TO $24 1 900 

25 

79 

28 

109 

80 

35 

136 

241 

61 

36 

90 

24 

$25 t 000 OR MORE, .... 

12 

32 

36 

40 

20 

16 

59 

299 

24 

38 

56 

. . . 

median DOLLARS . 

9 800 

12 400 

9 100 

15 300 

10 500 

12 600 

14 300 

19 700 

10 700 

12 300 

12 000 

12 000 

GROSS RENT 













RENTER OCCUPIED 

280 

245 

446 

72 

519 

383 

742 

91 

615 

352 

242 

131 

LESS THAN $20 

... 

. . . 

• • ■ 

• • 9 

8 

. . * 


• • • 

4 

4 

» • • 

. . » 

$20 TO $39 


18 

42 

• • * 

72 

15 

76 

• • . 

64 

35 

» . . 

» . » 

$40 TO $59 

91 

27 

90 

« • • 

147 

63 

191 

5 

160 

63 

30 

3 

$60 TO $79 

102 

89 

136 

25 

159 

103 

1 211 

22 

158 

97 

40 

12 

$80 TO $99 

36 

51 

120 

21 

66 

113 

i 146 

12 

103 

79 

79 

16 

$100 TO . 

3 

32 

16 

6 

34 

59 

55 

29 

44 

36 

26 

28 

$120 OR MORE .... 

. • • 

4 

• • . 

10 

4 

12 

' 36 

5 

27 

4 

34 

52 

NO CASH RENT 

34 

24 

42 

10 

27 

IB 

27 

18 

55 

34 

23 

20 

MEDIAN ... dollars . 

65 

71 

71 

... 

62 

80 

69 

... 

66 

72 

88 

... 

CONTRACT rent 













RENTER OCCUPIED 

246 

221 

404 

62 

492 

365 

715 

73 

560 

318 

219 

Ill 

median dollars . 

48 

58 

52 

... 

52 

57 

52 

1 

... 

52 

57 

72 

... 
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State and Small Areas 


Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insulRcient; see text. “U” denotes an unincorporated place. Plus (-!-) or 
minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Ye.ir Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS 

YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 ... 

1939 OR EARLIER. 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . . 
NONE ..... 


POPULATION 

population in HOUSiNGiUNiTSi 1960, 

PER OCCUPIED UNIT 

OWNER 

RENTER 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . • . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN I 

ALL OCCUPIED . 
OWNER. * . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH L960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 


VALUE 


OWNER OCCUPIED . 
LESS THAN *5f000 . . 
SSfOOO TO S9»900 . . 
SlOtOOO TO Sl4f900 .. 
$i5f000 TO $l9f900 . 
$20 » 000 TO $24 » 900 . 
$25 r 000 OR MORE. . . 
MEDIAN 


GROSS RENT 

RENTER OCCUPIED. . . . 

LESS THAN 

$20 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 . . 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN 


CONTRACT RENT 

RENTER OCCUPIED. . . . 
MEDIAN 


dollars 


DOLLARS 


DOLLARS 


NEW 

BRIGHTON 

MEW HOPE 

NEW 

PRAGUE 

NORTH- 

FIELD 

NORTH 

MANKATO 

NORTH 

ST PAUL 

ORONO 

ORTON- 

VILLE 

PARK 

RAPIDS 

PIPE- 

STONE 

PLYM- 

OUTH 

3ROCTOR 

REDWOOD 

FALLS 

1 706 

890 

811 

2 087 

1 751 

2 161 

2 094 

947 

1 110 

1 810 

2 477 

896 

1 441 

852 

532 

135 

275 

224 

735 

286 

115 

77 

IBB 

007 

57 

150 

349 

225 

101 

198 

220 

364 

281 

53 

85 

154 

519 

97 

198 

196 

49 

ao 

157 

351 

2B5 

336 

147 

210 

247 

429 

80 

217 

309 

84 

495 

1 457 

956 

777 

1 191 

632 

738 

1 221 

722 

662 

876 

J 18 

56 

222 

569 

134 

197 

293 

125 

172 

379 

227 

lee 

314 

J 376 

754 

355 

1 287 

1 496 

1 707 

1 259 

518 

443 

1 111 

1 804 

516 

1 016 


20 

60 

72 

38 

84 

83 

38 

88 

51 

101 

68 

16 

154 

60 

151 

132 

62 

162 

317 

184 

403 

265 

263 

124 

91 

22 


12 

27 

a 

7 

4 

77 

• • . 

4 

41 

... 

4 


... 

11 

. . . 

13 

4 

138 

5 

4 

... 

41 

... 

. , • 

6 428 

3 552 

2 508 

5 934 

5 897 

6 493 

5 643 

2 638 

2 980 

5 281 

8 769 

2 955 

4 226 

3.9 

4.4 

3.2 

2.9 

3.5 

4,1 

3.4 

3.0 

3,1 

3.1 

3.8 

3.4 

3.1 

4.0 

4,4 

3,3 

3,1 

3.7 

' 4.2 

3.5 

3.1 

3.2 

3,0 

3.9 

3.4 

3.2 

3.5 

3.8 

2.9 

2.6 

3,0 

3.0 

3.0 

2,9 

2.9 

3.1 

3,4 

3.1 

2.7 

1 639 

810 

782 

2 031 

1 685 

2 097 

1 659 

869 

951 

1 731 

2 298 

869 

1 305 

74 

14 

117 

416 

170 

123 

188 

151 

176 

320 

133 

106 

267 

373 

109 

263 

651 

486 

420 

489 

278 

302 

538 

556 

255 

423 

261 

139 

118 

312 

293 

519 

275 

156 

131 

279 

390 

140 

210 

345 

212 

96 

276 

272 

424 

270 

123 

138 

241 

476 

149 

201 

286 

145 

77 

192 

215 

366 

196 

71 

92 

177 

333 

04 

133 

182 

69 

70 

119 

128 

232 

163 

50 

50 


236 

62 

91 

66 

59 

25 

42 

72 

IIB 

47 

23 

30 

40 

101 

33 

35 

52 

43 

16 

23 

49 

95 

31 

17 

32 

35 

73 

32 

25 

3.8 

4.2 

2,6 

2.4 

3,1 

3.9 

3.1 

2,5 

2.5 

2,5 

3.6 

3.0 

2.5 

3.9 

4,3 

2,9 

2.5 

3,5 

4.0 

3.2 

2.9 

3.0 

2.5 

3.7 

3,0 

2.B 

.. 



2.3 

2.5 

2,7 

3.2 

2.9 

2.3 

2.5 

3,1 


2.5 

. 1 346 

634 

718 

1 931 

1 517 

1 720 

1 536 

807 

649 

1 595 

1 984 

750 

1 300 

. 293 

176 

64 

100 

168 

577 

123 

62 

102 

136 

314 

119 

85 

1 452 

737 

690 

1 267 

1 263 

1 897 

1 379 

624 

672 

1 200 

1 967 

755 

1 042 

530 

350 

100 

295 

251 

490 

330 

84 

122 

226 

506 

88 

161 

525 

242 

177 

277 

279 

615 

367 

168 

145 

266 

592 

124 

341 

297 

125 

261 

480 

480 

582 

521 

264 

303 

491 

615 

266 

399 

100 

20 

152 

215 

253 

210 

161 

108 

102 

225 

174 

277 

141 

187 

73 

92 

764 

422 

200 

280 

245 

279 

523 

331 

114 

343 

118 

54 

46 

464 

251 

129 

165 

145 

183 

269 

211 

54 

202 

59 

9 

26 

163 

77 

50 

50 

69 

65 

130 

58 

25 

80 

5 

10 

12 

117 

82 

15 

61 

31 

23 

100 

48 

26 

57 

5 


8 

20 

12 

6 

4 


8 

24 

14 

9 

4 

1 279 

729 

642 

1 040 

1 235 

1 856 

1 339 

580 

588 

1 062 

1 078 

699 

930 

16 


60 

37 

19 

12 

12 

52 

181 

80 

28 

96 

28 

129 

60 

245 

179 

198 

325 

218 

152 

225 

307 

244 

355 

240 

560 

246 

205 

403 

602 

906 

318 

216 

104 

453 

553 

175 

379 

387 

298 

92 

262 

292 

494 

268 

128 

46 

186 

646 

61 

186 

102 

89 

20 

92 

93 

09 

149 

28 

16 

16 

232 

8 

50 

85 

36 

20 

67 

31 

30 

374 

4 

16 

20 

175 

4 

47 

14 500 

15 800 

10 300 

13 800 

13 400 

13 500 

17 100 

11 700 

7 300 

11 200 

15 700 

8 900 

l2 500 

187 

73 

92 

764 

422 

200 

280 

245 

279 

523 

331 

114 

343 

5 

• • . 


3 

4 

. . » 

• • ■ 

• . • 

14 

. • * 

... 

. . • 




16 

85 


22 

4 

24 

80 

40 

... 

4 

24 

18 

4 

4 

160 

*41 

16 

12 

34 

58 

100 

26 

32 

81 

23 

22 

33 

184 

63 

45 

25 

108 

79 

125 

49 

31 

96 

45 

4 

28 

119 

181 

62 

45 

45 

22 

108 

83 

27 

72 

44 

14 

3 

53 

63 

14 

73 

19 

11 

66 

63 

4 

20 

39 

19 


59 

48 

25 

56 

• • • 

3 

28 

66 

4 

28 

13 

10 

8 

101 

22 

16 

65 

15 

12 

56 

44 

12 

16 




70 

89 

i . « 

107 

69 

55 

76 

97 


68 

. 174 

63 

84 

663 

400 

184 

215 

230 

267 

467 

287 

102 

327 




59 

74 

... 

78 

49 

40 

55 

70 

. • • 

57 


Minnesota 
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Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) or 
minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Ye.ar Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SPRING 


SUBJECT 

ST 

ANTHONY 

ST JAMES 

ST PAUL 
PARK 

ST PETER 

SAUK 

CENTRE 

SAUK 

RAPIDS 

SHAKO- 

PEE 

SHORE- 1 
VIEW 

SHORE- 

WOOD 

SILVER 

BAY 

SLEEPY 

EYE 

SPRING- 

FIELD 

LAKE 

PARK 

ALL HOUSING UNITS 

1 435 

1 355 

809 

1 780 

1 103 

1 136 

1 357 

1 841 

982 

051 

1 127 

863 

846 

YEAR STRUCTURE BUILT 














1955 TO MARCH 1960 • f . 

719 

ill 

103 

246 

112 

228 

325 

943 

197 

292 

67 

53 

, 470 

1950 TO 1954 

399 

ill 

193 

227 

66 

128 

227 

290 

142 

555 

104 

125 

172 

1940 TO 1949 

161 

215 

213 

198 

83 

130 

173 

229 

139 

4 

120 

105 

166 

1939 OR EARLIER 

154 

918 

300 

1 109 

842 

650 

632 

379 

504 

... 

836 

553 

38 

HEATING EQUIPMENT 














steam or hot WATER 

127 

231 

57 

372 

246 

56 

208 

117 

133 

32 

319 

223 

23 

WARM AIR FURNACE * . 

1 175 

738 

509 

1 028 

505 

681 

723 1 

1 530 

647 

766 

642 

448 

665 

BUILT-IN ROOM UNITS 

36 

88 

28 

50 

a 

33 

171 

40 

74 

4 

32 

59 

40 

OTHER means WITH FLUE 

95 

298 

199 

314 

310 

329 

251 

120 

91 

49 

127 

106 

118 

OTHER means WITHOUT FLUE . . . 

. * ■ 

. a t 

16 

16 

34 


41 

17 

5 

... 

3 

* • . 

. . • 

NONE .... 

... 

... 

... 

... 

... 

... 

... 1 

17 

32 

... 

4 


... 

POPULATION 














POPULATION IN HOUSING UNlTSi 1960 

5 059 

4 068 

3 259 

5 245 

3 283 

3 940 

5 028, 

7 041 

3 166 

3 669 

3 444 

2 634 

3 260 

PER OCCUPIED UNIT 

3.7 

3.1 

4.2 

3.1 

3.2 i 

3.6 

3.8 1 

4.1 

3.7 

4.4 

3.2 

3.2 

4.1 

OWNER 

3.7 

3.1 

4.4 

3.2 

3,3 

3,7 

4,0 

4.2 

1 3.8 

4,5 

3.2 

3,1 

4.2 

renter 

3.2 

3.1 

3,5 

2.7 

3.0 

3.2 

3.3 

3.6 

1 3.4 

3.1 

3.1 

3.3 

3.8 

all OCCUPIED UNITS . 

1 386 

1 313 

772 

1 711 

i 

1 015 

1 101 

1 313 

1 708 

848 

835 

1 093 

836 

790 

PERSONS 





1 

1 









1 PERSON 

63 

197 

50 

298 

187 j 

120 

118 

58 

68 

16 

173 

145 

32 

2 PERSONS 

362 

447 

145 

503 

277 1 

301 

292 

294 

' 207 

90 

373 

256 

126 

3 PERSONS 

279 

223 

109 

307 

161 

183 

224 

274 

1 144 

126 

166 

126 

138 

4 PERSONS 

274 

177 

150 

262 

164 

183 

255 

412 

160 

228 

133 

126 

184 

5 PERSONS 

234 

133 

119 

178 

90 j 

133 

186 

328 

121 

106 

113 

79 

158 

6 PERSONS. 1 

99 

77 

89 

99 

60 1 

86 

111 

197 

88 

U4 

70 

62 


7 PERSONS 

43 

26 

62 

36 

43 

54 

59 

89 

30 

49 

34 

20 

42 

8 PERSONS OR MORE 

32 

33 

48 

26 

33 1 


68 

56 

30 

26 

31 

20 

33 

MEDIAN! 














ALL OCCUPIED 

3.5 

2.6 

4.0 

2.7 

2.8 

3.2 

3.6 

4.1 

3.5 

4.3 

2.5 

2.6 

4.0 

OWNER 

3.4 

2.5 

4.1 

3,0 

2.7 , 

3,9 

3.7 

4.2 

3.5 

4.4 

2.7 

2.7 

4.0 

RENTER 

... 

2.9 

... 

2.3 

2.7 

3.7 

2.9 

... 

... 

... 

3,0 

... 

... 

PERSONS PER ROOM 














1.00 OR less 

1 256 

1 230 

596 

1 569 

912 

948 

1 092 

1 395 

772 

616 

1 011 

772 

595 

1.01 OR MORE 

130 

83 

176 

142 

103 

153 

221 

313 

76 

219 

82 

64 

195 

YEAR MOVED INTO UNIT 














OWNER OCCUPIED 

1 329 

974 

652 

1 154 

732 

8B6 

1 038 

1 596 

731 

772 

834 

675 

717 

1958 TO MARCH 1960 

431 

139 

120 

244, 

108 1 

200 

242 

417 

173 

161 

100 

64 

286 

1954 TO 1957 . 

521 

236 

152 

262 

182 

204 

271 

796 

230 

603 

184 

184 

295 

1940 TO 1953 

332 

379 

332 

425 

338 

345 

351 

300 i 

2.48 

8 

362 

281 

131 

1939 OR EARLIER 

45 

220 

48 

223^ 

104 

139 

174 

75 

80 

... 

IBS 

146 

5 

RENTER OCCUPIED 

57 

339 

120 

557 

283 

213 

275 

112 

117 

63 

259 

161 

73 

1958 TO MARCH 1960 

39 

190 

81 

326, 

108 

110 

168 

64 , 

94 

50 

140 

63 

69 

1954 TO 1957 

10 

94 

17 

1341 

92 

56 

52 

35 1 

12 

13 

65 

51 

4 

1940 TO 1953 .... 

4 

34 

22 

73' 

53 

47 

34 

4 ' 

11 

. • . 

54 

33 

. . a 

1939 OR EARLIER 

4 

21 

... 

24 

30 

... 

21 

9 

... 

'•* 

* •• 

14 

. . • 

VALUE 














OWNER OCCUPIED 

1 148 

933 

612 

1 049 

663 

731 

900 

1 584 

715 

712 

773 

621 

642 

LESS THAN $5i000 

1 ^ 

64 

40 

16 

55 

43 

36 1 

3 

19 

8 

48 

82 

4 

*5jOOO TO 49f900 ’ 

34 

328 

160 

243 

271 

277 

198 

62 

97 

329 

327 

261 

132 

SlOfOOO TO S14r900 

1 173 

323 

284 

383 

250 

247 

451 i 

631 i 

163 

321 

270 

191 

352 

$15f000 TO S19 i900 

273 

154 

112 

270 

64 

119 

231 1 

565 

147 

12 

102 

61 

142 

saOiOOO TO $24i900 

1 336 

52 

16 

1 92 

19 

20 

1 40 

114 

109 

34 

13 

8 

12 

$25 ♦ 000 OR MORE 

! 328 

12 

• ( . 

! 45 

4 

25 

24 

184 

180 

B 

5 

18 

. • * 

MEDIAN DOLLARS . 

21 300 

11 000 

11 900 

13 600 

10 100 

10 BOO 

1 12 600 

1 

15 500 

17 400 

10 200 

10 200 

9 400 

12 300 

GROSS RENT 

1 



1 










RENTER OCCUPIED 

57 

339 

120 

557 

283 

213 

1 275 i 

112 

117 

63 

259 

161 

73 

LESS THAN 

, . • 

3 

... 

16 


« • ■ 

1 ... 

t • • 

... 

... 

4 

• • • 

. • • 

$20 TO $39 

• • • 

16 


49 

27 

, 10 

4 

• ■ ■ 

• • • 

» • . 

35 

27 

... 

$40 TO $59 

• mm 

72 

**5 

156 

37 

59 

62 

12 

• • . 

20 

43 

50 

... 

$60 TO $79 

19 

96 

42 

161 

76 

65 

1 70 

13 

35 

2 

88 

29 

12 

$80 TO $99 

5 

69 

25 

89 

71 

42 

62 

16 

U 

17 

61 

25 

a 

$100 TO $119 

. • • 

40 

18 

32 

23 

21 

30 

9 

12 

14 

14 

13 

16 

$120 OR MORE 

29 

15 

17 

13 

6 

7 

21 

44 

35 

5 

. • . 

3 

33 

NO CASH RENT 

4 

28 

13 

41 

41 

9 

26 

18 

24 

5 

14 

14 

4 

MEDIAN DOLLARS . 

... 

73 

» • ■ 

64 

72 

69 

77 

... 

... 

• ». 

69 

• . . 

. . . 

CONTRACT RENT 














RENTER OCCUPIED 

53 

311 

107 

516 

242 

204 

249 

94 

93 

50 

245 

147 

69 

MEDIAN ... DOLLARS * 

... 

54 

... 

54 

50 

52 

64 

• • . 

... 

... 

50 

... 
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State and Small Areas 


Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
FOR Places of 2,500 to 10,000 Inhabitants; 1960 Con. 

[Some data based on sample; median not shown where base is insufficient; see text “U denotes an umncoiporated place. Plus (4-) 
minus {-) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


SPRING 

VALLEY 

STAPLES 

STILL- 

WATER 

THIEF 

RIVER 

FALLS 

TRACY 

TWO 

HARBORS 

WABASHA 

WADENA 

WASECA 

(AYEATA 

WELLS 

WINDOM 

879 

898 

2 667 

2 342 

997 

1 691 

741 

1 360 

1 975 

960 

1 004 

1 257 

80 

62 

60 

677 

145 

347 

40 

335 

12 

31 

80 

69 

718 

155 

166 

90 

474 

8 

5 

211 

139 

118 

2 199 

606 

1 405 
127 
525 

4 

133 

261 

386 

1 562 

484 

1 371 
56 
395 
36 

64 

75 

93 

765 

158 

565 

4 

263 

7 

83 

164 

143 

1 301 

549 

612 

82 

439 

4 

5 

57 

52 

20 

612 

202 

217 

43 

267 

12 

178 

131 

271 

780 

190 

832 

105 

225 

8 

250 

183 

242 

1 300 

316 

1 110 
274 
265 
10 

215 

140 

147 

458 

237 

628 

39 

48 

4 

4 

78 

109 

128 

689 

174 

454 

no 

255 

5 

6 

159 

IBO 

215 

703 

210 

774 

135 

130 

4 

4 

2 598 
3.1 
3.1 
3.0 

2 600 

3.1 

3.2 
3.0 

8 225 
3,2 

3.4 

2.5 

7 018 
3.1 
3.4 
2.6 

2 826 

3.0 

3.1 
2,8 

4 639 
3,0 

3.2 

2.3 

2 342 

3.3 

3.4 
3,2 

4 267 

3.3 

3.4 
3,2 

5 852 

3.1 

3.1 
3.0 

3 149 
3.5 

3.7 

2.7 

2 891 

3.0 

3.1 
2.7 

3 635 
3.1 
3.1 
2.9 

836 

837 

2 547 

2 245 

933 

1 571 

701 

1 279 

1 913 

906 

955 

1 186 

117 

149 

429 

414 

167 

309 

130 

187 

319 

104 

200 

188 

279 

273 

714 

657 

321 

462 

190 

361 

621 

227 

296 

393 

155 

123 

399 

343 

136 

278 

129 

223 

327 

165 

148 

194 

114 

115 

416 

335 

124 

246 

62 

195 

272 

165 

124 

172 

86 

71 

296 

244 

86 

148 

72 

138 

178 

130 

72 

134 

44 

56 

158 

137 

44 

79 

54 

85 

107 

60 

60 

56 

25 

29 

71 

75 

32 

29 

32 

50 

51 

29 

31 

24 

14 

21 

64 

40 

23 

20 

32 

40 

38 

26 

24 

25 

2*6 

2.5 

2.8 

2.7 

2.4 

2.6 

2.7 

2.9 

2.6 

3.2 

2,4 

2.6 

2.8 

2.4 

3,1 

2.9 

2.5 

2.8 

2.9 

2.9 

2.5 

3.6 

2.5 

2.5 

3.0 

3.4 

2.2 

2.3 

3.2 

2.1 


3,1 

2.4 

2.3 

2*5 

2.5 

. 769 

768 

2 370 

2 024 

870 

1 464 

643 

1 149 

1 794 

860 

868 

1 105 

. 67 

69 

177 

221 ' 

63 

107 

58 

130 1 

119 

46 

07 

81 

616 

634 

1 941 

1 519 

681 

1 125 

535 

912 

1 414 

703 

692 

880 

132 

61 

245 

296 

128 

110 

102 

184 

245 

170 

100 

211 

148 

147 

474 

327 

157 

202 

142 

214 

311 

213 

141 

189 

223 

250 

663 

624 

271 

481 

146 

372 

522 

264 

286 

318 

113 

176 

539 

272 

125 

332 

145 

142 

336 

56 

165 

162 

220 

203 

606 

726 

252 

446 

166 

367 

499 

203 

263 

306 

128 

106 

316 

446 

169 

211 

89 

224 

262 

115 

1 16 

176 

56 

45 

156 

170 

56 

93 

49 

92 

154 

52 

97 

71 

32 

47 

101 

102 

23 

127 

20 

47 

71 

24 

35 

51 

4 

5 

33 

8 

4 

15 

8 

4 

12 

12 

15 

8 

. 560 

604 

1 833 

1 364 

593 

939 

471 

B41 

1 336 

699 

613 

810 

. 93 

227 

72 

124 

46 

41 

62 

117 

74 

4 

49 

37 

. 222 

279 

647 

508 

208 

383 

246 

334 

490 

54 

217 

331 

. 145 

79 

628 

528 

240 

386 

80 

257 

517 

168 

251 

284 

. 80 

12 

259 

164 

71 

100 

59 

113 

177 

95 

08 

105 

. 16 

7 

121 

28 

16 

21 

20 

12 

64 

96 

4 

37 

, 4 


106 

12 

12 

8 

4 

a 

16 

282 

4 

16 

. 9 300 

6 400 

11 200 

10 300 

10 600 

10 400 

8 300 

9 600 

11 000 

21 500 

10 700 

10 600 

. 220 

203 

606 

726 

252 

446 

166 

367 

499 

203 

263 

306 



4 

8 

. « • 

10 

. • • 

* • . 

4 

. . . 

• • • 

. • . 

. 8 

30 

52 

129 

4 

63 

17 

35 

32 

. . . 

66 

19 

. 64 

66 

113 

234 

84 

135 

48 

76 

114 

4 

72 

50 

. 60 

31 

193 

160 

92 

136 

65 

106 

150 

i 28 

58 

70 

. 36 

46 

127 

73 

52 

42 

20 

1 71 

125 

, 24 

37 

62 


20 

50 

49 

8 

12 

4 

40 

24 

55 

15 

1 43 



6 

32 

• . • 

• . . 

. • . 

14 

11 

52 

* * * 

8 

! 32 

10 

61 

41 

12 

1 48 

> 12 

; 25 

. 39 

1 40 

15 

1 46 

» * 7/1 


. . . 

72 

57 

71 

59 

. • • 

72 

71 


57 


. 188 

1 193 

54£ 

i 68£ 

i 24C 

) 39E 

; i5L 

^ 342 

• 46C 

) 163 

1 24£ 

) 260 



6C 

) 

' 5J 

4£ 

) 

. 52 

i S' 

^ . * . 

4t 

^ 54 


ALL HOUSING UNITS 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 . * 

1939 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS . 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE , . . • 
NONE 


POPULATION 

population in HOUSING UNiTSi 

PER OCCUPIED UNIT 

OWNER - 

RENTER 


ALL OCCUPIED UNITS 
PERSONS 


1960, 


PERSON 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

8 PERSONS OR MORE. 
MEDIAN! 

ALL OCCUPIED . . 

OWNER 

RENTER . . ♦ . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED , 
1958 TO MARCH i960 . 
1954 TO 1957 . . • . 
1940 TO 1953 . • . . 

1939 OR EARLIER. . . 

RENTER OCCUPIED, 
1958 TO MARCH I960 . 
1954 TO 1957 . . . . 

1940 TO 1953 . • . . 
1939 OR EARLIER. • . 


OWNER OCCUPIED 
LESS THAN $5 1 000 , 
S5t000 TO $9 1 900 • 
SlOfOOO TO $14»900 
$15»000 TO $19i900 
$20 • 000 TO $24 1 900 
$25 <000 OR more. . 
MEDIAN 


RENTER OCCUPIED. 
LESS THAN S20, . . . 

$20 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $119 . . . . 

$120 OR MORE . . . . 

NO CASH RENT . . , . 

MEDIAN 


dollars 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN 


DOLLARS 


DOLLARS 


316 
396 
527 
1 592 


431 

707 

260 

3B0 

44 

9 


8 825 

3.2 

3.3 
3.2 


424 

805 

457 

420 

295 

182 

84 

65 

2.8 

2.8 

2.9 


2 468 
264 


1 926 
418 
473 
775 
260 

806 

526 

164 

104 

12 


1 793 
80 
530 
647 
396 
95 
45 

12 100 


806 

36 

148 

219 

224 

111 

36 

32 

79 


774 

60 



Minnesota 
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Table 27. — Selected Characteristics or Housing Units, pou Places op 1,000 to 2,500 Inhabitants: 1960 
[Some data based on sample; average. not shown where base is insufficient; see text. “U” denotes an unincorporated place] 


ALL HOUSING UNITS BY CONDITION AND PLUMBING 
"I SOUND 1 DETERIORATING j 


OCCUPIED HOUSING UNITS 


OWNER OCCUPIED 


RENTER OCCUPIED 


ADA 

ADRIAN . . • 
AITKIN . • . 
ALBANY . • . 
APPLETON . . 
ARLINGTON. • 
BAGLEY . . » 
BARNESVILLE. 
BAUDETTE . . 
BA)<TER . . . 


BELLE PLAINE . . 
BIRD ISLAND. . . 

BIWABIK 

BLOOMING PRAIRIE 



BROWNS VALLEY. . 
BUFFALO. .... 

BUHL 

CANBY 

CANNON FALLS . . 


CASS LAKE. . 
CHAMPLIN . . 
CHATFIELD. . 
CLARA CITY . 
CLARKFIELD . 
COKATO . . . 
COLD SPRING. 
COLERAINE. . 
CORCORAN . . 
DAWSON . « • 


DELANO . . . 
DILWORTH . . 
DODGE CENTER 
EDGERTON . . 
ELBOW LAKE . 
ELK RIVER. . 
ELMORE . . . 
EXCELSIOR. . 
FAIRFAX. . . 
FARMINGTON . 


FOLEY 

FOREST LAKE. . 
FOSSTON. . . . 
FRAZEE .... 

FULDA 

GAYLORD. . . . 
GOLDEN HILL (U) 
GOODVIEW . . . 
GRAND MARAIS . 
HALLOCK. . . 


HARMONY. . . 
HAWLEY . . . 
HECTOR . . . 
HOUSTON. . . 
HOWARD LAKE. 
INDEPENDENCE 
JANESVILLE . 
JORDAN . . . 
KASSON , . . 
KEEWATIN . . 


KENYON . . . 
LAKE CRYSTAL 
LAKEFIELD. . 
LAMBERTON. . 
LANESBORO. . 
LAUDERDALE . 
LE CENTER. . 
LEXINGTON. . 
LINO LAKES . 
LONG PRAIRIE 


MADELIA. . . 
MADISON. . . 
MAHNOMEN . . 
MAHTOMEDI. . 
MAPLE GROVE. 
MAPLE LAKE . 
MAPLETON . . 
MEDINA . . . 
MELROSE. . . 
MILACA . . . 


MINNEOTA . . . 
MONTGOMERY . , 
MONT I CELLO . . 
MOOSE LAKE . , 

MORA 

MORNINGSIDE, . 
MOUNTAIN IRON, 
MOUNTAIN LAKE, 
NASHWAUK . . . 
NEWPORT. . . . 


OTAL 

TOTAL 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 

ING 

SOME 

OR ALL 
FA- 
CILI- 
TIES 

WITH 

ALL 

PLUMB- 
TOTAL IN6 

FA- 

CILI- 

TIES 

LACK- 

ING 

SOME 

OR ALL 

fa- 

cili- 

ties 

DILAP- 

IDATED 

POPU- 

LATION 

IN 

HOUSING 

UNITS 

total 

AVER- 

AVERAGE AGE 
VALUE NUM- 
<DOL- BER 
LARS) OF 

ROOMS 

AVER- AVER- 
AGE AGE 
GROSS NUM- 
TOTAL RENT BER 
(DOL- OF 
LARS) ROOMS 

OR 

MORE 

PER- 

SONS 

PER 

ROOM 

731 

531 

462 

69 

149 

94 

55 

41 

2 045 

524 

10 000 

5,5 

174 ... 4.2 

40 

402 

387 

336 

51 

12 

2 

10 

3 

1 197 

308 

8 500 

5.7 

82 ... 5.2 

18 

659 

527 

485 

42 

101 

62 

39 

31 

1 801 

410 

7 000 

5,6 

226 55 3.8 

41 

365 

364 

286 

78 

1 

■ • . 

1 

i # ■ 

1 299 

267 

11 500 

6,0 

90 ... 4.6 

49 

755 

703 

560 

143 

43 

14 

29 

9 

2 138 

516 

9 500 

5,5 

202 ... 4.1 

55 

540 

518 

487 

31 

IB 

6 

12 

4 

1 540 

420 

12 000 

5,5 

100 ... 4.5 

24 

510 

377 

290 

87 

107 

33 

74 

26 

1 360 

312 

a 000 

5.2 

143 ... 3.4 

54 

549 

441 

363 

78 

B2 

39 

43 

26 

1 627 

369 

8 000 

5.4 

138 ... 3.9 

58 

520 

420 

343 

85 

65 

32 

33 

27 

1 509 

313 

6 500 

4,9 

156 ... 3.9 

62 

315 

107 

166 

21 

106 

65 

41 

22 

1 035 

254 

13 500 

4,7 

28 

49 

594 

554 

462 

92 

31 

5 

26 

9 

1 873 

457 

9 500 

5.6 

126 ... 4,4 

64 

442 

391 

345 

46 

41 

27 

14 

10 

1 371 

329 

9 500 

5.8 

95 ... 4,5 

39 

562 

371 

340 

31 

161 

116 

45 

30 

1 BOS 

429 

10 500 

5.2 

120 ... 3.4 

72 

590 

376 

364 

12 

195 

1-55 

40 

27 

1 778 

475 

10 500 

5.7 

95 ... 3.9 

39 

425 

351 

280 

71 

67 

29 

38 

7 

1 086 

248 

8 500 

5,4 

112 ... 3.9 

34 

373 

336 

267 

69 

24 

4 

20 

13 

1 033 

258 

7 000 

5.8 

89 ... 4.3 

29 

756 

647 

606 

41 

62 

48 

14 

47 

2 282 

533 

12 500 

5,5 

192 ... 4.2 

60 

476 

392 

375 

17 

81 

61 

20 

3 

1 493 

357 

9 000 

5.4 

93 ... 4.7 

44 

ai2 

666 

542 

124 

124 

50 

74 

22 

2 132 

567 

9 500 

5,7 

205 ... 4.2 

42 

681 

456 

421 

35 

192 

140 

52 

33 

2 024 

479 

9 500 

5,7 

182 ... 4,5 

39 

570 

33 

33 

.rf 

351 

227 

124 

186 

1 572 

310 

5 000 

4,8 

174 ... 3.5 

102 

368 

312 

295 

17 

46 

28 

18 

10 

1 264 

297 

13 500 

5,3 

54 ... 3.7 

39 

616 

307 

286 

21 

206 

140 

66 

103 

1 830 

410 

10 000 

6,0 

169 ... 4,6 

43 

474 

459 

382 

77 

9 

2 

7 

6 

1 358 

375 

10 500 

5.6 

88 ... 4.5 

34 

368 

306 

265 

41 

74 

52 

22 

e 

1 071 

273 

9 000 

5,6 

90 ... 4.8 

21 

494 

431 

3B9 

42 

51 

29 

22 

12 

1 356 

353 

10 000 

5,6 

128 ... 4,6 

19 

451 

376 

359 

17 

67 

53 

14 

8 

1 735 

324 

14 000 

5,9 

114 4.5 

81 

402 

358 

346 

12 

43 

24 

19 

1 

1 311 

290 

13 000 

5,7 

95 ... 3.9 

33 

316 

163 

135 

28 

90 

52 

36 

63 

1 237 

235 

... 

6.5 

7t ... 6.0 

44 

646 

449 

414 

35 

166 

104 

62 

31 

1 728 

479 

8 500 

5,5 

130 ... 4,3 

35 

502 

405 

362 

43 

B7 

45 

42 

10 

1 604 

357 

10 500 

5,6 

135 ... 4,2 

50 

551 

316 

306 

10 

149 

132 

17 

86 

2 102 

425 

10 000 

5,1 

109 ... 3.9 

136 

494 

355 

325 

30 

96 

77 

19 

43 

1 435 

343 

9 500 

5,6 

115 ... 4,3 

43 

367 

266 

246 

20 

99 

66 

33 

2 

1 019 

280 

9 000 

5,4 

65 ... 5,1 

23 

554 

457 

418 

39 

82 

37 

45 

15 

1 521 

392 

10 500 

5,5 

125 ... 4.2 

31 

547 

501 

467 

34 

38 

17 

21 

8 

1 756 

403 

12 500 

5,9 

130 ... 4.3 

50 

394 

276 

252 

24 

77 

64 

13 

41 

1 078 

278 

8 000 

5.5 

90 *•* 4,9 

19 

710 

654 

609 

45 

54 

43 

11 

2 

2 000 

422 

16 000 

5,8 

212 06 3,5 

48 

505 

436 

355 

61 

59 

21 

38 

10 

1 466 

370 

10 500 

5,6 

117 ... 4,7 

33 

748 

646 

507 

59 

81 

54 

27 

21 

2 300 

470 

12 500 

5,5 

242 69 4.1 

81 

339 

316 

266 

50 

21 

5 

16 

2 

1 112 

274 

lO 000 

5.6 

61 ... 4,6 

33 

939 

685 

631 

54 

207 

138 

69 , 

47 

2 347 

554 

13 000 

5,3 

142 ... 4,0 

74 

566 

488 

362 

126 

88 

23 

65 

10 

1 680 

407 

9 000 

5.4 

153 ... 4.0 

45 

361 

321 

22B 

93 

31 

8 

23' 

9 

1 063 

274 

5 500 

5,6 

60 ... 4.6 

32 

429 

366 

345 

21 

59 

29 

30 

4 

1 195 

312 

11 000 

5.0 

95 4.5 

30 

530 

522 

475 

47 

a 

3 

5 


1 599 

402 

12 000 

5.6 

112 ... 4.4 

28 

611 

557 

541 

16 

42 

•27 

15 

12 

2 190 

451 

17 500 

5,4 

110 ... 3.9 

79 

366 

342 

336 

6 

18 

16 

2 

6 

1 348 

330 

14 000 

5,1 

28 

44 

533 

471 

440 

31 

44 

16 

20 

18 

1 301 

252 

. » . 

5, 1 

143 ... 3.5 

64 

536 

373 

324 

49 

109 

77 

32 

54 

1 479 

360 

8 500 

5.1 

135 ... 3.6 

4B 

1 

405 

358 

325 

33 

41 

27 

14 

6 

1 214 

302 

9 500 

5.8 

94 ... 4.5 

32 

427 

291 

258 

33 

115 

45 

70 

21 

1 270 

331 

8 500 

5,4 

86 ... 4.2 

35 

446 

309 

296 

13 

134 

88 

46 

3 

1 297 

3381 

10 000 

5.5 

08 ... 4.5 

28 

397 

334 

279 

55 

54 

25 

29 

9 

1 074 

257' 

9 500 

5.8 

122 ... 4.3 

24 

359 

200 

191 

9 

82 

71 

11 

77 

1 007 

258 i 

0 500 

5,3 

87 ... 4.7 

22 

440 

359 

303 

56 

60 

21 

39 

21 

1 440 

319 

• • • 

6.0 

78 ... 5,2 

41 

495 

449 

402 

47 

38 

14 

24 

a 

1 426 

394' 

7 500 

6,0 

76 ... 4,41 

23 

474 

446 

383 

63 

15 

5 

10 

13 

1 467 

332 

10 500 

5.9 

119 ... 4*8 

46 

585 

506 

464 

42 

70 

44 

26 

9 

1 720 

410 

10 500 

5,8 

140 ... 4.4| 

33 

575 

1 314 

298 

16 

225 

165 

60 

36 

1 638 

405 

8 500 

5.1 

125 ... 4,0l 

52 

598 

221 

209 

12 

342 

261 

81 

35 

1 577 

426 

9 000 

5.8 

143 ... 4.5 

17 

539 

413 

402 

11 

91 

65 

26 

35 

1 599 

425 

8 500 

5,9 

88 ... 4.8 

32 

657 

633 

559 

74 

15 

3 

12 

9 

1 781 

508 

0 000 

5,7 

127 ... 4.9 

23 

414 

306 

267 

39 

84 

30 

46 

24 

1 141 

300 

9 500 

5.7 

91 ... 4,7 

24 

416 

234 

1 212 

22 

172 

82 

90 

10 

1 038 

256 

7 500 

5.6 

132 ... 3.6 

15 

491 

409 

404 

5 

70 

74 

4 

4 

i 645 

373 

12 500 

5.0 

07 ... 3,6 

54 

539 

473 

1 436 

37 

52 

30 

22 

14 

1 578 

422 

9 500 

5,5 

94 ... 4,1 

36 

340 

322 

313 

9 

17 

13 

4 

1 

1 451 

295 

10 500 

4,7 

33 

109 

547 

400 

428 

52 

60 

33 

27 

7 

2 329 

493 

12 500 

5,1 

45 * • • ... 

143 

834 

730 

622 

108 

75 

39 

36 

29 

2 344 

602 

10 000 

5.6 

201 ... 3.8 

49 

709 

460 

430 

50 

109 

130 

59 

40 

2 123 

508 

9 500 

5.8 

177 ... 4.3 

51 

786' 

564 

504 

60 

170 

109 

61 

52 

2 269 

527 

10 500 

5.8 

237 62 4.1 

49 

455 

393 

320 

73 

39 

5 

34 

23 

1 456 

309 

9 500 

5,1 

122 ... 4,4 

67 

663 

594 

574 

20 

61 

55 

6 

8 

2 119 

491 

17 500 

5,8 

83 ... 4.2 

50 

627 

455 

380 

75 

121 

53 

68 

51 

2 213 

426 

11 500 

5.7 

136 ... 5,0 

86 

304 

238 

21B 

20 

56 

31 

25 

10 

1 007 

225 

10 600 

5.4 

65 3,7 

45 

405 

286 

261 

25 

111 

69 

42 

B 

1 107 

209 

0 000 

6.0 

90 ... 4.9 

26 

443 

237 

226 

11 

89 

73 

16 

117 

1 472 

295 

. . , 

6,1 

66 5.1 

55 

628 

524 

444 

80 

96 

38 

68 

S 

2 120 

491 

9 500 

5,7 

120 ... 4.2 

91 

650 

519| 

440 

79 

98 

44 

54 

33 

1 796 

468 

9 500 

5.5 

145 ... 3.8 

36 

433 

3051 

291 

94 

33 

14 

19 

15 

1 291 

305 

9 000 

5.7 

100 ... 5.0 

46 

770 

518 

455 

63 

192 

104 

88 

60 

2 090 

595 

10 000 

5.3 

138 ... 4.5 

39 

451 

290' 

262 

28 

143 

112 

31 

16 

1 401 

319 

9 500 

5,8 

98 ... 4.2 

46 

413 

343 j 

311 

32 

31 

16 

15 

39 

1 177 

278 

11 000 

5.3 

ill ... 3.7 

27 

798 

646 

591 

55 

145 

69 

76 

7 

2 291 

581 

10 500 

5,2 

186 ... 3.8 

50 

603 

592' 

589 

3 

11 

11 

. « « 

... 

1 981 

554 

18 000 

6,3 

36 ... . • ■ 

11 

578 

441 

405 

36 

92 

54 

30 

45 

1 808 

328 

10 000 

5,0 

171 ... 4.3 

98 

694 

548 

493 

55 

142 

80 

62 

4 

1 B72 

544 

9 000 

5,5 

118 ... 4,7 

26 

644 

386 

352 

34 

168 

107 

61 

90 

1 712 

396 

9 000 

5,3 

190 ... 3.6 

46 

653 

587 

556 

31 

47 

21 

26 

19 

2 349 

516 

13 000 

5,3 

106 ... 4.3 

1 104 


avail- 

able 

OCCU- VACANT 
PIED HOUS- 
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State and Small Areas 


Table 27. — Selected Characteristics op Housing Units, for Places of 


1,000 TO 2,500 Inhabitants: I960 — Con. 


rSome data based on sample; average not shown where base is insufficient; see text. 


“U” denotes an unincorporated place] 


PLACE 

ALL HOUSING UNITS BY 

CONDITION AND 

PLUMBING 

r 




OCCUPIED 

HOUSING units 






SOUND 

DETERIORATING 


POPU- 

LATION 

IN 

HOUSING 

UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

1.01 

OR 

MORE 

PER- 

SONS 

PER 

ROOM 

OCCU- 

PIED 

BY 

NON- 

WHITE 

AVAIL- 

ABLE 

VACANT 

HOUS- 

ING 

UNITS 

TOTAL 

TOTAL 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 
ING 
SOME 
OR ALL 
FA- 
CILI- 
TIES 

TOTAL 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 
ING 
SOME 
OR ALL 
FA- 
CILI- 
TIES 

DILAP- 

IDATED 

TOTAL 

AVERAGE 

VALUE 

(DOL- 

LARS) 

AVER- 

AGE 

NUM- 

BER 

OF 

ROOMS 

total 

AVER- 

AGE 

GROSS 

RENT 

(DOL- 

LARS) 

AVER- 

AGE 

NUM- 

BER 

OF 

ROOMS 

NEW RICHLAND 

375 

309 

284 

■25 

62 

33 

29 

4 

1 

046 

295 

10 

500 

5.6 

72 

• t • 

4.8 

22 


3 

OLIVIA 

749 

599 

573 

26 

136 

83 

53 

14 

2 

289 

548 

11 

500 

5.7 

175 

• • W 

4.5 

54 

1 

9 

OSAKI5 

522 

378 

347 

31 

110 

67 

43 

34 

1 

392 

356 

a 

500 

5.5 

89 

« « i 

4.4 

43 

. . . 

19 

OSSEO. • • 

576 

516 

499 

17 

56 

49 

7 

4 

1 

979 

437 

13 

500 

5,5 

116 

• • • 

4,1 

57 

« . . 

15 

PAYNES V I LLE 

554 

534 

490 

44 

15 

6 

9 

5 

1 

708 

403 

11 

000 

5.6 

143 

• • t 

4.6 

46 

1 

. . . 

PELICAN RAPIDS 

581 

484 

397 

87 

93 

37 

56 

4 

1 

671 

381 

a 

500 

5,5 

178 


4,2 

4B 

... 

10 

PERHAM 

641 

605 

518 

07 

27 

a 

19 

9 

1 

989 

470 

8 

500 

5,7 

145 


3,9 

60 

... 

12 

PINE CITY 

748 

563 

478 

85 

122 

84 

30 

63 

1 

912 

508 

9 

000 

5.4 

169 

• t • 

4.4 

43 

2 

3 

PINE ISLAND 

469 

390 

359 

31 

62 

37 

25 

17 

1 

300 

346 

to 

500 

5.7 

too 

• • • 

4.8 

30 

... 

17 

plainview 

596 

377 

351 

26 

211 

166 

45 

8 

1 

820 

452 

10 

000 

5,9 

120 

• • • 

4,9 

35 


14 

PRESTON 

506 

373 

336 

37 

120 

73 

47 

13 

1 

468 

359 

8 

000 

5,9 

125 

• « • 

4,4 

30 


4 

PRINCETON 

796 

563 

497 

66 

124 

67 

57 

109 

2 

298 

526 

10 

000 

5,4 

228 

54 

3.6 

58 


9 

RED LAKE FALLS 

488 

359 

305 

54 

97 

54 

43 

32 

1 

466 

333 

7 

500 

5,6 

104 

• « « 

4.5 

57 

... 

10 

RENVILLE 

485 

429 

365 

64 

41 

16 

25 

15 

1 

355 

352 

8 

500 

5,6 

105 

• • * 

4.6 

37 

1 

12 

ROSEAU 

697 

519 

437 

82 

132 

42 

90 

46 

2 

096 

435 

3 

000 

5,1 

203 

• « « 

3,7 

89 


22 

ROSEMOUNT 

266 

261 

255 

6 

18 

16 

2 

7 

1 

062 

226 

13 

500 

5,3 

49 

... 

... 

38 


10 

RUSH CITY . 

392 

281 

255 

26 

93 

61 

32 

18 

1 

096 

276 

8 

500 

5,5 

92 

• • • 

4.2 

29 


5 

RUSHFORD (city) 

466 

160 

154 

6 

227 

193 

34 

79 

1 

318 

338 

8 

500 

6,1 

109 

• • • 

4.8 

15 


2 

ST CHARLES 

649 

514 

444 

70 

114 

62 

52 

21 

1 

857 

' 480 

a 

500 

5.9 

149 

• • • 

4.2 

44 

1 

9 

ST JOSEPH 

241 

222 

172 

50 

17 

1 

16 

2 


901 

188 


... 

5.5 

46 

• f « 

> ... 

40 

... 

2 

SANDSTONE 

393 

282 

262 

20 

68 

54 

34 

23 

1 

121 

278 

6 

000 

5.5 

93 

• f • 

4,5 

27 

2 

8 

SAVAGE 

288 

263 

246 

17 

17 

8 

9 

a 

1 

069 

207 


. • . 

4,9! 

65 

• • « 

4.3 

58 


14 

SCANLON 

312 

269 

253 

16 

31 

19 

12 

12 

1 

126 

274 

12 

000 

4.8 

31 


. . • 

48 


3 

SHERBURN • 

454 

507 

291 

16 

129 

100 

29 

18 

1 

227 

320 

a 

000 

5,7 

97 

• » i 

4.1 

27 

. . . 

22 

SLAYTON 

781 

738 

670 

68 

31 

14 

17 

12 

2 

449 

552 

12 

000 

5,5 

201 

t • » 

4.3 

78 

. . . 

18 

SOUTH INTERNATIONAL 





















FALLS 

665 

505 

296 

209 

134 

15 

119 

26 

2 

479 

501 

7 

500 

4,8 

113 

t • f 

3,4 

161 

6 

25 

SPRING GROVE 

466 

402 

332 

70 

57 

8 

49 

7 

1 

311 

333 

10 

000 

5,5 

111 

• • t 

4.2 

33 

. . . 

13 

STARBUCK 

413 

382 

280 

102 

26 

11 

15 

5 

1 

099 

323 

8 

500 

5,2 

71 

t • # 

4.1 

35 

. . . 

6 

STEWARTVILLE 

522 

353 

340 

13 

156 

126 

30 

13 

1 

670 

390 

10 

000 

5,8 

108 

• • • 

4.5 

54 


11 

TONKA BAY 

466 

365 

341 

24 

• 93 

74 

19 

8 

1 

204 

289 

18 

500 

5,6 

71 

• • t 

4.6 

32 

... 

11 

TRUMAN . 

420 

360 

345 

15 

58 

39 

19 

2 

1 

256 

324 

10 

000 

5,6 

84 

t « k 

5,1 

21 


9 

TYLER 

438 

393 

302 

91 

37 

13 

24 

a 

1 

120 

346 

9 

000 

5,4 

76 

• » • 

4,4 

20 


12 

VADNAIS HEIGHTS. .... 

602 

482 

459 

23 

72 

55 

17 

48 

2 

459 

546 

12 

500 

5,2 

37 

• • • 

... 

129 

*1 

15 

WACONIA. ... 

642 

599 

536 

63 

36 

17 

19 

7 

2 

026 

475 

12 

500 

5,5 

' 147 

• • • 

' 4,3 

56 

... 

16 

WAITE PARK ....... 

508 

429 

394 

35 

76 

51 

25 

3 

2 

001 

422 

10 

500 

5,5 

80 

t • • 

4.3 

94 

■ . • 

3 

WALKER 

458 

421 

345 

76 

30 

6 

24 

7 

1 

159 

269 

10 

500 

5,3 

112 

t • t 

3,3 

37 

17 

34 

WARREN 

634 

576 

487 

89 

49 

31 

18 

9 

1 

924 

451 

9 

500 

5,5 

171 

* • W 

3.7 

54 

. . . 

6 

WARROAO. ... 

410 

344 

217 

127 

55 

6 

49 

11 

1 

309 

289 

7 

500 

4,9 

91 

» t * 

3.7 

79 

12 

6 

WATERTOWN 

341 

339 

296 

43 

1 

1 

... 

1 

1 

046 

262 

9 

500 

5,5 

73 

k • • 

4,1 

29 

. . . 

3 

WATERVILLE 

630 

454 

357 

97 

149 

65 

84 

Z1 

1 

619 

433 

9 

000 

5,6 

109 

t « • 

4,7 

37 

1 

14 

WESTBROOK 

384 

375 

342 

33 

9 

1 

8 

. . . 

1 

012 

299 

7 

500 

5,2 

74 


4.7 

17 

... 

4 

WHEATON 

816 

690 

590 

100 

103 

58 

45 

23 

2 

051 

407 

10 

000 

5.3 

246 

63 

4,0 

55 


39 

WINNEBAGO 

718 

593 

531 

62 

96 

46 

50 

29 

2 

068 

511 

8 

500 

5.7 

150 

« • • 

4,7 

60 


31 

WINSTED 

315 

270 

241 

29 

44 

15 

29 

1 

1 

100 

237 


... 

5.6 

63 

« • * 

4.4 

45 


11 

WINTHROP 

480 

357 

335 

22 

119 

60 

59 

4 

1 

373 

356 

10 

500 

5.9 

ill 

« • • 

4.5 

25 


4 

ZUMBROTA 

625 

578 

537 

41 

38 

22 

16 

9 

1 

817 

491 

11 

000 

5.8 

121 


4.4 

20 

... 

3 


Minnesota 


25-65 


Tabic 28. — Tenure, Vacancy Status, Condition and Peumiiino Facilitijjs, and Structural 
Characteristics, for CounthuS Outside SMSA’s; 1960 
[Some data based on sample; see text Median not shown wlmre base is less than 200] 


Tenure by Calor, 
V;ic;incy Stucus 
Clontlirion ik Plumb. 
Water Supply 
Toiler Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Tniilcr 

Year Structure 
Built 
Basement 


SUBJECT 

AITKIN 

BECKER 

BELTRAMI 

BENTON 

BIG STONE 

BLUE 

earth 

. . .1 

BROWN 

CARLTON 

CARVER 

CASS 

CHIPPEWA 

ALL HOUSING UNITS. . 

7 

922 

10 

844 

9 

420 

4 

804 

3 

014 

13 

542 

8 

310 

a 

641 

6 

250 

12 

604 

S 

313 

TENURE! COLOR* AND VACANCY STATUS 



















! 




OCCUPIED 

3 

796 

6 

751 

6 

495 

4 

458 

2 

603 

12 

608 

7 

999 

7 

630 

5 

827 

4 

995 

4 

932 

OWNER OCCUPIED 

3 

186 

5 

336 

4 

902 

3 

724 

1 

836 

1 ^ 

806 

5 

932 

6 

306 

4 

556 

4 

044 

3 

378 

WHITE. 

3 

182 

5 

187 

4 

483 

3 

724 

1 

836 

B 

806 

5 

932 

6 

230 

4 

556 

3 

867 

3 

378 

NONWHITE 


4 


149 


419 


... 


* « * 


. . . 


• . • 


76 


■ - T 


177 


- 1 1 

RENTER OCCUPIED 


610 

1 

415 

1 

593 


734 


767 

3 

802 

2 

067 

1 

324 

1 

271 


951 

1 

554 

WHITE 


606 

1 

337 

1 

493 


730 


767 

3 

798 

2 

067 

1 

299 

1 

271 


812 

1 

550 

NONWHITE 


4 


78 


100 


4 


... 


4 


... 


25 




139 


4 

VACANT ! 

4 

126 

4 

093 

2 

925 


346 


411 


934 


311 

1 

Oil 


423 

7 

609 


301 

YEAR ROUND 


610 


695 


598 


150 


203 


697 


238 


438 


233 


564 


317 

SOUND OR DETERIORATING 


449 


536 


467 


115 


159 


575 


189 


353 


202 


408 


256 

AVAILABLE 


97 


173 


187 


66 


57 


337 


92 


155 


105 


144 


134 

FOR SALE ONLY 


68 


78 


93 


34 


12 


66 


43 


64 


55 


65 


26 

FOR RENT . 


29 


95 


94 


32 


45 


251 


49 


91 


50 


79 


106 

RENTED OR SOLD* AWAITING OCCUPANCY . 


31 


63 


13 


10 


16 


50 


20 


27 


29 


25 


39 

HELD FOR OCCASIONAL USE 


121 


64 


80 


a 


10 


34 


8 


69 


18 


115 


10 

HELD FOR OTHER REASONS 


200 


236 


187 


31 


76 


154 


69 


102 


50 


124 


73 

DILAPIDATED 


161 


159 


131 


35 


44 


122 


49 


as 


31 


156 


61 

SEASONAL 

3 

516 

3 

390 

2 

327 


196 


208 


237 


73 


573 


190 

7 

045 


64 

CONDITION AND PLUMBING 























ALL UNITS 

7 

922 

10 

844 

9 

420 


804 

3 

014 

13 

542 

6 

283 

8 

641 

6 

250 

12 

604 

5 

313 

SOUND. 


268 

8 

489 

6 

938 

3 

835 

2 

368 

10 

800 

6 

BIB 

6 

820 

5 

312 

9 

684 

4 

794. 

WITH ALL PLUMBING FACILITIES ...... 

2 

558 

5 

123 

4 

123 

3 

027 

1 

745 

9 

661 

5 

834 

5 

006 

4 

574 

4 

763 

3 

697 

lacking only hot water 


114 


104 


157 


45 


62 


65 


113 


53 


87 


106 


52 

LACKING OTHER PLUMBING FACILITIES. , , . 

3 

596 

3 

262 

2 

658 


763 


561 

1 

054 


871 

1 

761 


651 

4 

815 

1 

045 

DETERIORATING 

1 

270 

1 

732 

1 

921 


705 


502 

2 

219 

\ 

205 

1 

242 


783 

2 

243 


395 

WITH ALL PLUMBING FACILITIES 


1B6 


369 


405 


282 


199 

1 

297 


687 


501 


380 


554 


78 

LACKING ONLY HOT WATER 


25 


11 


32 


8 


27 


80 


71 


17 


32 


56 


20 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

059 

1 

352 

1 

484 


415 


276 


842 


527 


724 


371 

1 

633 


297 

DILAPIDATED 


384 


623 


561 


264 


144 

I 

523 


100 


579 


155 


677 


124 

VACANT available FOR SALE 


60 


78 


93 


34 


12 

1 

86 


43 


64 


55 


65 


28 

WITH ALL PLUMBING FACILITIES 


11 


30 


25 


13 


10 


65 


19 


31 


44 


21 


16 

VACANT available FOR RENT. ...... 


29 


95 


94 


32 


45 


251 


49 


91 


SO 


79 


106 

WITH ALL PLUMBING FACILITIES ....... 


7 


60 


29 


19 


25 

1 

149 


32 

|. 

40 


28 


27 


58 

ALL HOUSING UNITS. .... 

7 

922 

10 

844 

9 

420 

4 

804 

3 

014 

1 13 

542 

B 

310 


641 

6 

250 

12 

604 

5 

313 

WATER SUPPLY 























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

3 

097 

6 

192 

5 

121 

3 

674 

2 

106 

ll 

673 

6 

952 

6 

443 

5 

292 

6 

022 

4 

192 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

1 

088 


962 

1 

046 


317 


362 


659 


691 


775 


400 

2 

080 


326 

PIPED water outside STRUCTURE . 


107 


102 


416 


20 


4 


82 


49 


79 


50 


102 


28 

NO PIPED WATER 

3 

630 

3 

588 

2 

B37 


793 


542 


928 


591 

1 

344 


500 

4 

400 


767 

TOILET FACILITIES 























FLUSH TOILET! EXCLUSIVE USE 

3 

280 

6 

154 

5 

179 

3 

605 

2 

235 

11 

734 

7 

177 

6 

314 

5 

293 

6 

649 

4 

106 

FLUSH TOILET 1 SHARED 


30 


248 


282 


65 


64 


383 


105 


236 


109 


125 


136 

OTHER TOILET FACILITIES OR NONE 

4 

612 

4 

442 

3 

959 

1 

134 


715 

1 

425 

1 

001 

2 

091 


840 

5 

830 

1 

071 

bathing facilities 























BATHTUB OR SHOWER i EXCLUSIVE USE 

2 

961 

5 

711 

4 

789 

3 

486 

2 

100 

11 

318 

6 

792 

5 

037 

5 

155 

5 

565 

3 

917 

bathtub OR SHOWER 1 SHARED . 


30 


292 


377 


71 


59 


434 


117 


265 


136 


354 


143 

NO bathtub or shower 

4 

931 

4 

841 

4 

254 

1 

247 


ass 

1 

790 

1 

374 

2 

539 


959 

6 

685 

1 

253 

ROOMS 























i ROOM 


510 


759 


701 


65 


62 

1 

364 


77 


255 


48 


935 


78 

2 ROOMS 

1 

009 

1 

Oil 


970 


129 


82 


509 


119 


556 


79 

1 

362 


120 

3 ROOMS 

1 

762 

1 

826 

1 

919 


444 


204 

1 

995 


477 

1 

038 


271 

3 

555 


375 

4 ROOMS 

1 

751 

2 

190 

1 

933 


849 


393 

2 

062 

1 

371 

1 

914 

1 

023 

2 

920 


786 

5 ROOMS 

1 

285 

1 

935 

1 

798 

1 

023 


644 

3 

150 

1 

722 

1 

993 

1 

272 

2 

OOB 

1 

156 

6 ROOMS 


859 

1 

626 

1 

198 

1 

049 


679 

2 

639 

2 

062 

1 

654 

1 

205 


992 

1 

253 

7 ROOMS* . . . 


465 


905 


567 


730 


460 

1 

878 

1 

431 


676 

1 

136 


5021 


920 

a ROOMS OR MORE 


281 


588 


334 


515 


470 

1 

945 

1 

004 


555 

1 

136 


330 ' 


625 

MED I AN t 




















1 



,ALL UNITS. 


3.9 


4.3 


4.1 


5.4 


5.7 


5.4 


5.7 


4.8 


5,8 


3.7i 


5.6 

owner OCCUPIED 


5.0 


5.2 


4.9 


5.7 


5.9 


5.8 


5.9 


5.1 


6.0 


4.8 


5.8 

RENTER OCCUPIED 


4.0 


3,9 


3.7 


4.6 


5.7 


4.5 


5.0| 


3.0 


5.3 


3.7 


5.2 

UNITS IN STRUCTURE 
























7 

639 

10 

061 

B 

712 

4 

210 

2 

816 

11 

296 

7 

458 

7 

085 

5 

716 

12 

264* 

4 

672 



131 


301 


257 j 


345 


99 


910 


569 


304 


428 


35 1 


328 

3 AND 


56 


137 


166 


47 


51 


559 


121 


161 


59 


40 


129 

5 TO 9 


24 


70 


71 


9 


21 


241 


47 


73 


39 


107 


45 

10 OR MORE . 


25 


177 


137 


10 


12 


245 


23 


71 


• . . 


62 


84 

TRAILERt ON PERMANENT FOUNDATION 


9 


12 


23 


24 


4 


21 


4 


66 


... 


25 


4 

MOBILE 


30 


86 


54 


159 


11 

1 

270 


61 


81 


0 


71 


51 

YEAR STRUCTURE BUILT 











! 












1959 TO MARCH 1960 « . 


21S 


383 


243 


221 


83 


507 


160 


248 


226 


350 


88 

1955 To 195B . . 


669 

1 

137 


697 


422 


170 

1 

165 


436 


036 


535 

1 

240 


315 

1950 To 1954 


752 

1 

198 


919 


372 


130 

1 

249 


640 


763 


447 

1 

688 


373 

1940 TO 1949 

1 

636 

1 

865 

1 

901 


601 


252 

1 

235 


839 

1 

318 


579 

2 

907 


596 

1930 To 1939 

1 

522 

1 

743 

1 

603 


302 


159 

1 

064 


744 

1 

196 


484 

2 

601 


274 

1929 OR earlier 

3 

125 

4 

518 

3 

977 

2 

806 

2 

220 

' a 

322 

5 

464 

4 

280 

3 

979 

3 

818 

3 

667 

BASEMENT 























BASEMENT 

3 

163 

5 

979 

4 

432 

3 

758 

2 

450 

12 

035 

7 

707 

6 

414 

5 

637 

4 

67 B 

4 

528 

CONCRETE SLAB 


325 

1 

543 


757 


176 


203 


365 


153 


445 


167 


727 


80 

QTHFR. . 

a 



32? 

4 

231 


070 


361 

1 

142 


423 

1 

782 


446 

7 

199 


705 
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State and Small Areas 


Table 28. — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMSA’s: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 






Bathing Facilities 

Basement 


jtton- 

WOOD 

CROW WING 

DODGE 

DOUGLAS 1 

FARIBAULT 

FILLMORE 

FREEBORN 

GOODHUE 

5 175 

18 290 

4 008 

8 542 

7 622 

7 673 

11 B7S 

10 559 

4 851 

9 722 

3 779 

6 312 

7 053 

7 104 

11 119 

9 910 

3 545 

7 800 

2 927 

4 974 

4 947 

5 277 

8 173 

7 449 

3 545 

7 787 

2 927 

4 974 

4 943 

5 277 

8 165 

7 433 


13 

• • « 

• • 4 

4 

• • • 

8 

16 

1 3^ 

1 922 

B52 

1 338 

2 106 

1 827 

2 946 

2 461 

1 306 

1 917 

852 

1 334 

2 106 

1 623 

2 921 

2 457 


5 

... 

4 

... 

4 

25 

4 

324 

8 568 

229 

2 230 

569 

569 

756 

649 

261 

1 100 

201 

447 

463 

509 

470 

477 

207 

914 

155 

367 

388 

391 

362 

364 

109 

385 

76 

159 

222 

150 

223 

172 

35 

130 

31 

55 

71 

33 

79 

62 

74 

255 

45 

104 

151 

117 

144 

110 

14 

157 

22 

22 

27 

24 

42 

40 

11 

197 

21 

42 

14 

46 

9 

37 

73 

175 

36 

144 

125 

171 

SB 

115 

54 

186 

46 

80 

75 

118 

108 

113 

63 

7 468 

26 

1 783 

106 

60 

286 

172 

5 175 

18,290 

4 008 

8 542 

7 622 

7 673 

11 875 

10 559 

4 259 

14 596 

3 038 

7 165 

6 128 

5 357 

9 777 

8 060 

3 601 

9 437 

2 628 

5 161 

5 554 

4 265 

8 841 

7 003 

81 

173 

24 

96 

44 

86 

74 

148 

577 

4 986 

386 

1 908 

530 

1 004 

862 

909 

789 

2 464 

748 

1 084 

1 275 

1 691 

1 463 

2 105 

296 

1 083 

325 

375 

750 

682 

826 

1 189 

45 

37 

12 

. 12 

54 

58 

23 

39 

448 

1 344 

411 

697 

471 

951 

614 

877 

127 

1 230 

222 

293; 

219 

425 

635 

394 

35 

130 

31 

55 

I 71 

33 

79 

62 

25 

76 

23 

26 

41 

17 

58 

37 

74 

255 

45 

104 

151 

117 

144 

110 

44 

123 

'21 

57 

91 

32 

89 

57*. 

5 175 

18 290 

4 008 

B 542 

7 622 

7 673 

11 875 

10 559 

4 174 

11 659' 

3 262 

6 038 

6 695 

5 749 

10 433 

B 944 

368 

2 962 

252 

633 

443 

709 

685 

651 

32 

235 

46 

61 

66 

152 

102 

107 

601 

3 414 

448 

1 810 

416 

1 063 

655 

857 

4 286 

12 747 

3 170 

6 046 

6 779 

5 777 

10 219 

a 891 

32 

207 

74 

201 ! 

116 

174 

363 

315 

857 

5 336 

756 

2 295 

727 

1 722 

1 293 

1 353 

4 086 

11 108 

3 113 

5 732 

6 480 

5 429 

9 950 

8 505 

47 

274 

90 

201 

131 

220 

368 

341 

1 042 

6 908 

805 

2 609 

1 011 

2 024 

1 557 

1 713 

a 

1 049 

47 

269 

161 

146 

376 

216 

70 

1 704 

SB 

523 

206 

97 

305 

181 

313 

3 811 

211 

1 077 

372 

414 

890 

633 

871 

4 225 

460 

1 464 

981 

961 

2 159 

1 514 

1 032 

3 545 

822 

1 722 

1 506 

1 334 

2 956 

2 217 

1 180 

2 228 

965 

1 530 

1 603 

1 488 

2 413 

2 192 

785 

1 073 

738 

1 053 

1 372 

1 673 

1 516 

1 754 

916 

655 

707 

904 

1 341 

1 560 

1 260 

1 852 

5.7 

4.1 

5.9 

5,0 

5.8 

6.1 

5.2 

5.7 

5.8 

5.1 

6.1 

5.7 

6.0 

6.4 

5,5 

6.0 

5,6 

3.9 

5,4 

4.4 

5.6 

5.2 

4,5 

4.9 

4 859 

17 038 

3 721 

7 706 

7 128 

6 922 

10 213 

9 094 

201 

396 

104 

394 

268 

425 

023 

937 

41 

242 

48 

213 

81 

86 

314 

302 

21 

275 

33 

56 

59 

67 

229 

53 

213 

42 

48 

53 

62 

223 

110 


22 

4 

34 

. • * 

12 

4 

4 

*53 

104 

56 

91 

33 

99 

69 

59 

68 

704 

102 

289 

132 

145 

355 

233 

351 

1 653 

236 

816 

415 

311 

1 009 

612 

463 

2 237 

227 

800 

609 

331 

1 070 

768 

624 

3 605 

323 

1 238 

694 

445 

1 463 

786 

546 

3 031 

246 

692 

676 

420 

1 250 

657 

3 123 

7 060 

2 874 

4 707 

5 096 

6 021 

6 720 

7 503 

4 485 

9 226 

3 432 

6 069 

6 662 

6 830 

l 10 526 

9 714 

157 

694 

111 

500 

213 

278 

, 365 

226 

533 

B 370 

465 

1 973 

747 

565 

i 984 

619 


CLEAR- 

WATER 


ALL HOUSING UNITS 

TENURE 1 COLOR? AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

NONWMITE 

RENTER OCCUPIED * . 

WHITE 

NONWHITE 

VACANT 

YEAR ROUND ? 

SOUND OR DETERIORATING 

AVAILABLE.- 

FOR SALE ONLY 

FOR RENT * 

RENTED OR SOLDt AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 

CONDITION AND PLUMBING 

ALL UNITS 

SOUND « • 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. .... 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER .... 

LACKING OTHER PLUMBING FACILITIES. . . . 

DILAPIDATED 

VACANT AVAILABLE FOR SALE 

WITH ALL PLUMBING FACILITIES . 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES 

ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

ONLY COLD PIPED water INSIDE STRUCTURE . . 

PIPED water OUTSIDE STRUCTURE. ...... 

NO PIPED WATER ■ 


TOILET FACILITIES 


FLUSH TOILET t EXCLUSIVE USE. . . 

flush toilet? SHARED 

other TOILET FACILITIES OR NONE. 


bathing FACILITIES 


BATHTUB OR SHOWER? EXCLUSIVE USE 
bathtub or SHOWER? SHARED. . . • 
NO bathtub or SHOWER 


ROOMS 


1 ROOM 

2 ROOMS 

? ROOMS, ...... 

4 ROOMS 

5 ROOMS . 

6 ROOMS 

7 ROOMS, ...... 

8 ROOMS OR MORE. . . 
MEDIAN* 

ALL UNITS 

OWNER OCCUPIED . 
RENTER OCCUPIED. 


UNITS IN STRUCTURE 






3 AND 

5 TO 

iO OR MORE 

TRAILER* ON PERMANENT FOUNDATION. 

mobile > 


YEAR STRUCTURE BUILT 


1959 TO MARCH I960 
1955 TO 1958 . . . 
1950 TO 1954 , - . 
1940 TO 1949 . • • 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


basement 


BASEMENT . . . 

concrete slab, 
other 


4 049 
3 382 
3 37B 
. ■ 4 
667 
667 


1 233 
520 
454 
100 
36 
64 
16 
235 
103 
66 
713 


5 282 
4 299 
2 970 
80 
1 249 
717 
273 
4 

440 

266 

36 

16 

64 

32 


3 578 
463 
36 
1 205 


3 562 
112 
1 608 


3 409 
103 
1 770 


166 

260 

707 

943 

831 

906 

707 

760 

5.2 
5.9 

4.3 


4 916 
197 
62 
11 
30 

66 


155 
543 
363 
461 
481 
3 279 


3 729 
375 
1 178 


2 585 
2 087 
2 043 
44 
49a 
484 

14 

671 

300 

226 

58 

43 

15 
13 
24 

133 

72 

371 


3 256 
2 322 
954 
46 
1 322 
694 
118 
16 
560 
240 

43 

4 

15 

2 


1 253 
260 
113 
1 610 


1 245 
37 
1 974 


1 162 
33 

2 061 


208 

297 

491 

739 

543 

569 

261 

148 

4.4 

5.0 

4.0 


3 139 
50 
5 

*26 

4 

32 


54 
122 
301 
579 
511 
1 689 


2 018 
494 
744 


1 035 
747 
703 
44 
288 
284 

4 

1 032 
105 
96 
37 

5 
32 

*32 

27 

9 

927 


2 067 

1 522 

1 024 
22 
476 
399 
111 
22 
266 
146 

5 

4 

32 

20 


2 067 


202 

190 

172 

503 


1 269 
26 
772 


198 

17 

852 


249 

309 

463 

479 

326 

150 

55 

36 

3.5 

4.6 
3.8 


957 

34 

22 

22 

9 

23 


56 

184 

492 

526 

439 

370 


667 
214 
1 106 


Minnesota 
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Table 28 . — Ti-ntri;., \'Ai.AN\:v >tat!a. C'nxDJiii’N' anu P:rsfB:.st3 FA^'iL:7ih&. \sd .Structi'ra!. 
Char A vTF.E ssT ICS. <>n s'TiKs OLf^.DF s — Gin. 

[S^jme data bawd or. aaasple; w test. Mefiiaa not where is if« lhar fSGJ 


Trr.-rr hi (.Ji'k.)r, 
k-rub 

CoC;:;..-’' A P/urch. 
W.trr >.;rriv 


I'niis in Srruwiurc 
Tr-iiei 

Yc-r kru-Ture 
Built 

BjiCfTient 


SUBJECT 

! 

GRANT 1 

mOjSTON 

“T 

i-fUBCAPO ' 

1 

:sAN*^i 1 

! 

rAscA 

7 

^ACKSC^ ^ 

KANABEC 

KAHDI' 

7 

“T 

KITTSON i 

i 

KOOCMl-j 
CHING I 

i 

lac oui 
parle 

ALL HOUSING UNITS 

• *; 

3 

C26 1 

5 

cc; 

6 

529 

4 

— 

404 j 

15 

— 

675 

4 

954* 

3 

268 

1C 

106: 

2 

•0 

h} 

to 

5 

1 

876 1 

4 

214 

TENURE* COLOR* AND VACANCY STATUS 









I 












] 

j 



OCCUPIED 


2 

631 

4 

57C 

3 

C32' 

3 

4611 

1C 

828 

4 

576 

2 

643 

8 

403 

2 

470, 

5 

064 j 

3 

918 

CtNER OCCUPIED 


2 

062 

3 

624 

2 

477 j 

2 

867 

8 

H9i 

3 

191 

2 

242 

6 

2:2 

1 

987 : 

3 

8161 

2 

720 

WHITE 


2 

C62 

3 

624 

2 

468 1 

2 

867 

6 

417 

3 

191 

2 

242 

6 

198 

1 

987 . 

3 

796 1 

2 

720 

NONVHITE . . 



. - - 


• • • : 


9 


t t * 


74 




... 


4 


■ . . ■ 


20! 


• • • 

RENTER OCCUPIED. . 



569 : 


946 i 


555 


594 

2 

337 

1 

385, 


421 

2 

221 


483! 

1 

2681 

1 

198 

WHITE 



569 : 


946 ! 


555 1 


59C 

2 

279 

1 

385* 


401 

2 

221 


483 I 

1 

260’ 

1 

198 

NONWHITE 



... 


... 


... 


4 


58 


••• 




... : 


... 




... 

VACANT 



395 


431 

3 

497 


943 

4 

847 


378’ 


625 


723 


452 


792! 


296 

YEAR • . 



16C 


324 i 


527 


519 


247 


293 ( 


26C 


564 . 


350 ; 


278 < 


232 

SOUND OR deteriorating 



147 


277; 


400 


416 

1 

G20 


241 


195 


522 


229 


233 


166 

available 



34 


137 


1C2 


78 


431 


102 


44 


153 


64 


123 


58 

FOR SALE ONLY , 



7 


63 


40 


34 


123 


22. 


25 


39 j 


30 


33 


10 

FOR RENT • . • . • 



27 


74; 


62 


44 


yz& 


BC 


19 


114. 


34 


90 


48 

RENTED OR SOLD* AWAITING OCCUPANCY . 


12 


27 


14 


36 


17 ! 

16- 


6 


29! 


2 


10 


13 

MELD FOR OCCASIONAL USE 

• . 


23 


21 


103 


231 


327 


12 


103 


239 


32 


40 


13 

HELD FOR OThCR REASONS 

, , 


78 


92 < 


181 


71 


245 


111 


40 


ici 


131 


60 


82 

DILAPIDATED 

• * 


33 


47 


127 


1C3 


227 


52 


65 


42 I 


121 


45 


66 

SEASONAL 

• « 


215 


1C7 

2 

970 


424 

3 

60C 


65 


365 

i 

139 


102 


514 


64 

CONDITION AND PLUMBING 
























ALL UNITS 

. .i 

3 

026 

5 

001 

6 

529 

4 

404 

15 

675 

4 

954^ 

3 

268 

10 

106 

2 

922 

5 

876 

4 

214 

SOUND. .... 


2 

43C 

4 

114 

4 

386 

3 

133 

11 

101 

4 

0C2 

2 

529 

8 

782 

1 

856 

4 

575 

5 

081 

WITH ALL PLUfffilNG FACILITIES .... 

tt « 

1 

652 

3 

257 

2 

711 

2 

183 

7 

372 

3 

20C 

1 

531 

6 

774 

1 

353 

3 

005 

2 

241 

LACKING ONLY HOT WATER . 

* • 


51 


103 


45 


82 


111 


63 


40 


225 


12 


44 


57 

LACKING OTHER PLUMBING FACILITIES. • 

« • 


527 


754 

1 

630 


868 

3 

618 


739 


958 

1 

783 


493 

1 

526 


783 

DETERIORATING* • • 

9 • 


475 


771 

1 

324 


993 

3 

3<X3 

812 


564 

1 

122 


736 

1 

104 


931 

WITH ALL PLUMBING FACILITIES • * • • 



168 


237 


331 


397 

1 

096 


346 


216 


495 


159 


456 


369 

LACKING Om.Y HOT WATER 

•> « 


21 


46 


20 


37 


58 : 

8 


12 


42 


12 


25 


29 

LACKING OTHER PLUMBING FACILITIES. . 

♦ « 


266 


468 


973 


559 

2 

144 


456 


436 


585 


565 


633 


533 

DILAPIDATED 

• • 


121 


116 


819 


278 

1 

274 


140 


175 


202 


326 


197 


202 

VACANT AVAILABLE FOR SALE 

• 8 


7' 


63 


40 


34 


123 


22 


25 


39 


>0 


33 


10 

WITH ALL PLUMBING FACILITIES ..... 

• « 


1 


38 


B 


19 


63 


11 


5 


24 


4 


12 


6 

VACANT available FOR RENT 

• • 


27 


74 


62 


44 


308 


80 


19 


114 


34 


90 


48 

WITH ALL PLUMBING FACILITIES • • • • « 

« « 


a 


29 


34 


20 


143 




7 


73 


11 


48 


21 

ALL HOUSING UNITS 


3 

026 

5 

001 

6 

529 

4 

404 

15 

675 

— 

4 

=1 

954 

3 

268 

i 10 

106 

2 

922 

5 

876 

4 

214 

WATER SUPPLY 
















1 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 

207 

3 

832 

3 

433 

2 

912 

9 

648 

3 

855 

1 

859 

7 

925 

1 

723 

3 

885 

2 

931 

ONLY COLO PIPED WATER INSIDE STRUCTURE 

» , 


316 


590 

1 ^ 

131 


645 

2 

039 


299 


270 1 


825 


238 


517 


405 

PIPED WATER OUTSIDE STRUCTURE. .... 

8 « 


3C 


108 


20 


84 


158 


32 


27 i 


43 


12 


164 


19 

NO PIPED WATER 

• • 


473 


471 

1 

945 i 

763 

3 

630 


768 

1 

082 1 

1 

313 


949 

1 

290 


859 

TOILET FACILITIES 
























FLUSH TOILET* EXCLUSIVE USE. . . . . * 

, , 

2 

255 

3 

907 

3 

767 

2 

956 

10 

001 

3 

796 

1 

S44 i 

I 8 

057 

1 

682 

3 

717 

2 

875 

FLUSH TOILET* SHARED . . 

• • 


58 


128 


96 


73 


402 


55 


65 1 


241 


34 


192 


150 

other TOILET FACILITIES OR NONE. . . . 

‘ • 


713 


966 

2 

664 

1 

375 

5 

272 

1 

103 

1 

359 

1 ^ 

808 

1 

206 

1 

967 

1 

189 

BATHING facilities 
























BATHTUB OR SHOWER* EXCLUSIVE USE . . . 


2 

116 

3 

662 

3 

278 

2 

784 

8 

875 

3 

670 

1 

719 

7 

660 

1 

604 

3 

606 

2 

786 

BATHTUB OR SHOWER* SHARED. ...... 

. • 


62! 


120 


110 


77 


433 


55 


65 


247 


28 


2C1 


139 

NO BATHTUB OR SHOWER 

• • 


846 1 

1 

199 

3 

141 

1 

543 

6 

367 

1 

229 

1 

484 

2 

199 

1 

290 

2 

069 

1 

289 

ROOMS 
























1 ROOM 

• 9 


26 


77 


397 


87 

1 

137 


28 


106 


306 


82 


400 


81 

2 ROOMS . . 

» • 


48 


118 


666 


184 

1 

667 


69 1 


151 ^ 


346 


163 


448 


59 

3 ROOMS 

• * 


226 


341 

1 

561 


539 

2 

789 


263 


475 ^ 

1 

118 


296 


875 


234 

4 ROOMS 



422 


562 

1 

292 


874 

3 

570 


585 i 

I 

561 

1 

996 


461 

1 

380 


527 

5 ROOMS 



472 

1 

029 

1 

063 


770 

3 

263 

1 

007 ’ 


703 

2 

086 


691 

i 1 

281 


606 

6 ROOMS. 



722 i 

1 

189 


632 


845^ 

2 

III 

1 

106 


608 

1 

993 


552 


910 


880 

7 ROOMS • , 



553 


769 


401 


492 


734 

1 

on 

i 

429 

1 

270 


376 


377 


841 

8 ROOKS OR more. . • • 



555 


876 


295 


613 


404 


885 

! 

235 


991 


301 


205 


986 

MEOIANI 
























ALL • • 



5.9 


5.6 


3.6 


5.2 


4.1 


6*0 


5.0 


5.1 


5.2 


4.4 


6.2 

OWNER OCCUPIED 



6.2 


6.0 


5.1 


5.8 


4.8 


6.1 


5.4 


5.6 


5,4 


4.9 


6.3 

RENTER OCCUPIED. .••••••». 



5.6 I 


5.1 


4.2 


4.4 


3.6 


6.C 


4.5 


4.4 


4.8 ! 


3.3 


6.2 

units IN STRUCT«JIE 


























2 

641 

4 

602 

6 

210 

4 

065 

14 

297 

4 

794 

3 

113 

8 

783 

2 

803 

5 

090 

3 

802 




99 


233 


93 


197 


535 


49 


84 


856 


56 


126 


262 

3 AND . 



32 


29 


79 


44 


313 


47 


33 


180 


20 


159 


49 

5 TO 9..., 



... 


20 


76 


26 


179 


15 


5 


95 


... 


161 


31 

10 OR MORE 



10 


9 


32 


10 


148 


29 


6 


97 


31 


265 


24 

TRAILERS ON PERMANENT FOUNOATIC»<. . • 



8 


20 


9 


4 


48 


4 


12 


8 


• •• 


4 


4 

MOBILE . . . • 



36 


68 


30 


58 


155 


16 


15 


8? 


12 


71 


42 


YEAR STRtCTL«E ©UILT 


1959 TO MARCH l-WK) 
1955 TO 195« . . . 
1950 TO 1959 . . . 
1940 TO 1949 . • * 
1950 TO 1959 . • . 
1929 OR EARLIER. ■. 


41 
13B 
Z2S 
556 
172 
2 0«9 


146 
471 
406 
419 
293 
3 252 


134 
499 
622 
1 534 

1 257 

2 2B3 


146 
5341 
302! 
324 i 
370 
2 726 


353 

1 805 

2 1^ 
3 263 
2 662 
S 412 


52 
202 
356 
615 
462 
3 267 


78 
411 
227 
357 
341 
1 854 


419 
765 
997 
1 346 
642 
5 935 


12 
94 
175 
328 
213 
2 100 


169 
543 
603 
1 122 

1 015 

2 424 


56 
146 
204 
543 
156 
3 309 


BASEMENT 


BASEMENT 2 

CO^CR£TE 

OT>«R. 


287 

4 331 

2 701 

119 

115 

327 

620^ 

5551 

3 501 


736 7 

427 I 

239 6 


6201 

255 

60C: 


4 465 
72 
417 


2 360 
340 
566 


8 266 
1 021 
817 


1 679 2 

216 

627 3 


442 

3 592 

244 

122 

190 

500 
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State and Small Areas 


Table 28. — Tenure, Vacancy Status, Condition- and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMS As: 1960 — Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


LAKE 

LAKE 

OF THE 
WOODS 

LE SUEUR 

LINCOLN 

LYON 

MC LEOD 

MAHNOMEN 

MARSHALL 

MARTIN 

MEEKER 

5 821 

2 047 

6 818 

3 122 

6 830 

7 469 

2 104 

4 674 

a 562 

6 207 

3 948 

1 269 

5 873 

2 867 

6 424 

7 150 

1 623 

4 038 

8 116 

5 460 

2 987 

993 

4 699 

2 172 

4 186 

5 533 

1 305 

3 328 

5 541 

4 250 

2 978 

993 

4 699 

2 172 

4 186 

5 533 

1 225 

3 328 

5 541 

4 250 

9 

• • • 


t t f 

• • • 

• • f 

80 

• ■ • 

• ■ • 

« • • 

961 

276 

1 174 

695 

2 238 

1 617 

318 

710 

2 575 

1 210 

957 

276 

1 170 

695 

2 238 

1 617 

256 

710 

2 571 

1 210 

4 

• • • 

4 

... 

« • « 

... 

62 

... 

4 

... 

1 873 

778 

945 

255 

406 

319 

481 

636 

446 

747 

718 

231 

299 

216 

321 

290 

155 

384 

398 

306 

495 

186 

264 

171 

278 

243 

127 

292 

343 

228 

194 

65 

107 

57 

119 

122 

36 

64 

199 

84 

46 

39 

30 

10 

43 

34 

22 

29 

40 

41 

148 

26 

77 

47 

76 

88 

14 

35 

151 

43 

10 

1 

34 

38 

52 

29 

6 

12 

25 

50 

209 

14 

44 

5 

14 

10 

18 

17 

17 

42 

82 

106 

79 

71 

93 

74 

67 

199 

102 

72 

223 

45 

35 

45 

43 

47 

28 

92 

55 

78 

1 155 

547 

646 

39 

85 

29 

326 

252 

48 

441 

5 821 

2 047 

6 818 

3 122 

6 830 

7 469 

2 104 

4 674 

8 562 

6 207 

4 367 

1 576 

5 353 

2 405 

5 809 

6 431 

1 453 

3 590 

7 116 

5 315 

3 341 

770 

4 238 

1 596 

4 632 

5 541 

761 

2 111 

6 488 

4 047 

36 

24 

132 

60 

103 

73 

16 

37 

34 

179 

99b 

782 

983 

749 

1 074 

817 

676 

1 442 

594 

1 089 

760 

352 

1 217 

626 

877 

813 

433 

797 

1 281 

609 

324 

69 

510 

228 

454 

374 

64 

89 

758 

leo 

21 

8 

58 

16 

41 

21 

5 

23 

25 

25 

415 

275 

649 

382 

382 

418 

364 

685 

498 

404 

694 

119 

246 

91 

144 

225 

218 

287 

165 

283 

46 

39 

30 

10 

43 

34 

22 

29 

48 

41 

22 

5 

12 

2 

27 

17 

3 

6 

38 

16 

148 

26 

77 

47 

76 

88 

14 

35 

151 

43 

76 

12 

38 

U 

44 

51 

5 

7 

94 

16 

5 821 

2 047 

6 618 

3 122 

6 830 

7 469 

2 104 

4 674 

8 562 

6 207 

4 023 

938 

5 112 

2 036 

5 473 

6 385 

931 

2 599 

7 633 

4 681 

616 

176 

661 

361 

601 

470 

304 

394 

310 

612 

221 

2B 

71 

39 

3 

64 ' 

29 

30 

IB 

94 

959 

905 

974 

686 

753 

550 

840 

1 651 

601 

820 

4 169 

916 

5 235 

2 151 

5 682 

6 419 

937 

2 402 

7 587 

4 776 

112 

62 

139 

59 

78 

134 

28 

97 

115 

106 

1 540 

1 069 

1 444 

912 

1 070 

916 

1 139 

2 175 

860 

1 325 

3 929 

900 

5 021 

1 931 

5 312 

6 095 

865 

2 331 

7 374 

4 547 

131 

78 

155 

53 

103 

192 

24 

97 

127 

107 

1 761 

1 069 

1 642 

1 138 

1 415 

1 182 

1 215 

2 246 

1 061 

1 553 

556 

175 

77 

21 

27 

69 

60 

100 

89 

91 

565 

223 

200 

69 

134 

100 

202 

173 

167 

168 

1 042 

389 

537 

162 

444 

371 

287 

454 

536 

551 

1 122 

421 

1 158 

387 

1 190 

1 096 

506 

820 

1 226 

1 031 

1 303 

412 

1 287 

519 

1 576 

1 522 

466 

1 000 

2 044 

1 182 

724 

257 

1 467 

751 

1 394 

1 825 

264 

1 005 

1 701 

1 252 

308 

96 

1 036 

631 

1 131 

1 313 

135 

573 

1 526 

1 034 

201 

72 

1 056 

582 

934 

1 173 

164 

549 

1 271 

898 

4.2 

4.1 

5.6 

6.0 

5,5 

5.8 

4.5 

5.3 

5,6 

5.6 

5,0 

4.9 

6.0 

6.2 

5*8 

6.0 

5.0 

5.5 

5.8 

5.9 

3.6 

3.9 

4.9 

6.1 

5.1 

5.1 

4.3 

4.8 

5.2 

5.2 

5 045 

1 979 

6 474 

2 949 

5 807 

6 628 

2 035 

4 415 

7 692 

5 721 

321 

20 

157 

84 

540 

556 

10 

82 

396 

323 

82 

10 

95 

37 

233 

146 

26 

22 

224 

101 

871 

5 

29 

6 

152 

62 

4 

21 

108 

20 

65 

5 

24 

. * » 

47 

24 

5 

60 

53 

. . • 

39 


12 

8 

9 

* . . 

8 

14 

16 

9 

182 

28 

27 

38 

42 

53 

16 

60 

73 

33 

89 

46 

129 

50 

145 

'169 

44 

81 

197 

93 

859 

148 

482 

96 

374 

566 

125 

154 

569 

351 

1 337 

298 

530 

192 

560 

639 

321 

316 

829 

474 

827 

397 

761 

278 

732 

732 

215 

400 

1 007 

611 

655 

365 

624 

117 

379 

688 

284 

368 

925 

475 

2 054 

793 

4 292 

2 389 

4 640 

4 675 

1 115 

3 355 

5 035 

4 203 

► 2 327 

750 

5 580 

2 726 

6 093 

6 841 

1 371 

3 161 

7 793 

4 667 

. 505 

507 

142 

79 

206 

183 

162 

272 

182 

296 

> 2 989 

790 

1 096 

317 

531 

445 

571 

1 241 

507 

1 244 


SUBJECT 


MILLE 

LACS 


ALL HOUSING UNITS 

TENURE! COLOR! AND VACANCY STATUS 


OCCUPIED 

O^NER OCCUPIED . 
■ IdlHlTE. • • . • 
NON WHITE . . • 
RENTER OCCUPIED. 

WHITE 

NONWHITE . . . 


VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE. . • . 

FOR SALE ONLY 

FOR RENT ...... 

RENTED OR SOLD» AWAITING OCCUPANCY 
HELD FOR OCCASIONAL USE 


DILAPIDATED. 
SEASONAL . • • 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 
•LACKING ONLY HOT WATER' ...... 

LACKING OTHER PLUMBING FACILITIES, 

DETERIORATING. .... 

'WITH ALL PLUMBING FACILITIES . • . 

LACKING ONLY HOT WATER' 

LACKING OTHER PLUMBING FACILITIES, 
DILAPIDATED 


VACANT AVAILABLE FOR SALE. 
WITH ALL PLUMBING FACILITIES . 


VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 


ALL HOUSING UNITS. 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

PIPED water OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET! EXCLUSIVE USE 

flush TOILET! SHARED . ... 

other TOILET FACILITIES OR NONE 

BATHING FACILITIES 

bathtub or SHOWER! EXCLUSIVE USE .... . 

bathtub or SHOWER t SHARED « 

NO bathtub OR SHOWER . . 


ROOMS 


1 ROOM 

2 ROOMS. 

3 ROOMS 

4 ROOMS . . . . 

5 ROOMS . . . • 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. ... 

MED I AN I 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN STRUCTURE 





3 AND 

5 TO 9 . 

iO OR MORE ...... ...... 

TRAILER 1 ON PERMANENT FOUNDATION. 

MOBILE . 


YEAR STRUCTURE BUILT 


1959 TO MARCH 
1955 TO 195B . 
1950 TO 1954 . 
1940 TO 1949 • 
1930 TO 1939 . 
1929 OR EARLIER 


BASEMENT . . . 
CONCRETE SLAB. 

other. . * . . 


I960 


basement 


4 334 
3 610 
3 538 
72 
724 
719 
5 

1 083 
258 
184 
70 
40 
30 
11 
23 
00 
74 
825 


417 

499 

444 

43 

012 

392 

502 

20 

870 

526 

40 

12 

30 

6 


3 421 
407 
95 
1 494 


3 310 
107 
2 000 


3 114 
131 
2 172 


115 
254 
692 
1 072 
1 124 
985 
726 
449 

5.0 

5.5 

4.2 


903 

238 

127 

31 

41 

16 

61 


164 
315 
446 
610 
607 
3 275 


200 

501 

716 


MinncstKi 
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Table 28 . — Ti.vi'si, V.wanyv Stati’v i,..,ADrr:i.}.\ as'd P.,’ msin-.- FAv.'ii.;T;i ^ an’D Stru^tvka:. 
ClUAlACThSiSTIcS. lOR O r N7;iA Of’TS.'Ij}, >M> \ — 0»n 

[.Swm® data en saurpl® , tejt. Median sot fhowx whtre Dase is than 2iX'] 


I IT. ^r:r hx la k'r, 





R ATT’', 

I T.it^ in Mru.turr 
r r*:l:r 

V?.ir >trii.Ciirr 
Bu:!c 
Brisemenr 


SUBJECT 

r- - T 
WRiSvH j 

mmi’ff j 

r-- f 

HICOlLE^; 

n 

*C®L£S 

... ...j 

, j 

NO^HAN j 

1 9 

T' 

XHSTEO ■ 

otter 

tail 

' '7' 

? 

PENS- ; 
JNGTON ; 

1 1 

PINE 

PIPE- 

STDf^ 

; j 

POLK 

ALL housing units , . . . 

1 e 4448 

^ 

14 481 

4 >6^ 5 897 

6 913; 

3 82^ 

20 006 ', 

20 121 I 

4 040 = 

6 bZl\ 

i 

1 ^ 

12 159 


T£fWRE» color* and VACA>*CY STATUS 


OCCUPIED 



6 

917 

13 

781 

3 

933 

5 

599 

6 

383 

3 

419 

IS 

572 , 

13 

859 

3 

679 

4 

B69 

4 

036 

10 

335 

0«N£R OCCUPIED * 



5 

914 

10 

873 

2 

56C 

4 

081 

4 

479* 

2 

706 i 

13 

070 ? 

U 

141 

2 

799 • 

4 

114 

2 

742, 

7 

706 

l»ilTE 



5 

914 

10 

673 

2 

5»C 

4 

081 

4 

4T9; 

2 

705' 

13 

062 i 

11 

125' 

2 

795 

4 

095 

2 

726 

7 

693 






• . • 


... 


... 


... 


. . . i 




8 




4 : 


18 


16 


13 

RENTER OCCIFIEO. . . » 



1 

0C3 

2 

908 

1 

353 

i 

518 

2 

104; 


713 ! 

5 

502 . 

2 

718 


88C 


775 

1 

294 

2 

629 

. . » « 



1 

003 

2 

904f 

1 

353 

1 

514 

2 

099i 


713! 

5 

465: 

2 

714 


866 


764 

1 

294 

2 

621 

nokwhite 






4 




4 




...1 


37 1 


“I 


14 ’ 


11 


... 


8 

VACANT . * • 



1 

531 


TOC 


451 


298 


33C 


405! 

1 

436 : 

5 

262 


361 ; 

1 

613 


219 

1 

824 

YEAR ROU>«) 




692 


549 


239 


216 


263; 


275! 

1 

273) 

1 

106 


273 i 


525' 


171 


799 

SOUND OR DETERIORATING 




6C5 


54C 


192 


198 


238 


200 

1 

177 


930 J 


188; 


419 


147 


626 

available. ... 




246 


353 


a; 


111 


115* 


45 


923’ 


325 


46’, 


108 


101 


193 

FOR sale only. • . 




85 


131 


24 


36 


30 


18 


30Ci 


127 


23 f 


43 


21 


62 

FOR RENT 


• • 


161 


222 


57 


•^3 


85 


27 = 


623 


196 


23; 


65 


60 


131 

RENTED OR SOLD* AiAITING OCCUPANCY . 


47 


75 


13 


40 


18 


71 


98 


82 


Hi 


25 


17 


35 

HELD FOR OCCASIONAL USE. . , . 

, 



209 


15 


14 


4 


9 


3C. 




134 


19 


120 


7 


76 

HELD FOR OTHER REASONS .... 


• . 


103 


97 


84 


43 


95 


118; 


139, 


389 


112 •; 


156 


22 


322 

dilapidated 




67 


109 


4"^ 


18 


45 


75: 


96 


176 


85' 


106 


24 


173 

seasonal 

• 



839 


51 


212 


82 


47 


130. 


163^ 

5 

155 


68 1 

* 

086 


48 

1 

025 

condition and PLU»«IN6 



























ALL UNITS 


• • 

. 

44ft 

14 

481 

4 

364 

5 

897 

6 

913 

3 

824 i 

20 

008 

2C 

121 

4 

0401 

6 

502 

4 

255 

12 

159 

SOUND. ... 


• . 

9 

752 

12 

690 

3 

233 

5 

389 

5 

770 

2 

482; 

16 

903! 

16 

888 

3 

Oil ^ 

4 

922 

3 

471 

9 

298 

WITH ALL PLUMBING FACILITIES . . . 



4 

334 

11 

817 

2 

545 

4 

835 

4 

757 

1 

689 i 

15 

305 

10 

586 

2 

260 

2 

635 

2 

942 

6 

676 

LACKING ONLY HOT WATER 


. . 


96 


37 


36 


42 


73, 


44 


57 


209 


11 


76 


42 


122 

LACKING OTHER PLUMBING FACILITIES. 



2 

322 


S35 


652 


511 


940 i 


749 ; 

1 

541 

6 

091 


740' 

2 

211 


487 

2 

500 

deteriorating . 



1 

316 

1 

424 


909 


404 

1 

012 

1 

042^ 

2 

542 

2 

838 


790; 

1 

230 


716 

2 

219 

WITH ALL PLUMBING FACILITIES . . . 




367 


922 


367 


229 


517 


357 

1 

564 


653 


310. 


330 


278 


708 

LACKING ONLY HOT WATER 


. . 


26 


28 


32 


4 


56 


20 i 


48 


55 


20 ! 


10 


39 


65 

LACKING OTHER PLUMBING FACILITIES, 




925 


474 


570 


171 


459 


665 


930' 

2 

13C 


460 ; 


890 


399 

1 

446 

dilapidated 




37ft 


357 


152 


104 


151 


300! 


563- 


395 


239 ' 


350 


58 


642 

VACANT AVAILABLE FOR SALE. . , . 


• • 


85 


131 


24 


38 


30 


18 > 


300 


127 


23 ' 


43 


21 


62 

WITH all PLUMBING FACILITIES .... 


• • 


46 


113! 

12 


« 


14 


9 


274 


54 


lit 


16 


10 


38 

VACANT AVAILABLE FOR RENT. . , , 


» • 


161 


222 


57 


73 


as 


27 < 


623* 


196 


23 


65 


80 


131 

WITH AlL PLUMBING FACILITIES «... 


. • 


93 


163 


32 


53 


43 


6 


313 


78 


10 


19 


53 


70 

ALL HOUSING UNITS 


• • 

ft 

44a 

14 

4«i 

4 

=1 

384 

5 

897 

6 

913 

3 

824 

20 

008 

20 

121 

4 

040 

6 

502 

4 

255 

12 

159 

WATER SUPPLY 



























HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

5 

442 

13 

467 

3 

216 

5 

>91 

5 

694 

2 

353, 

18 

753 

12 

675 

2 

979 

3 

478 

3 

449 

8 

329 

ONLY COLO PIPED WATER INSIDE STRUCTURE 

, . 


S45 


>79 


339 


204 


422 


398 


463 

2 

717 


181 


650 


299 


909 

PIPED WATER OUTSIDE STRUCTURE. . . , 




55 


25 


31 


... 


51 


57 


79 


201 


65 


171 


35 


173 

NO PIPED WATER 



2 

106 


510 


798 


302 


746 

1 

005 


713 

4 

528 


815 

2 

203 


472 

2 

748 

TOILET FACILITIES 



























FLUSH toilet* EXCLUSIVE USE 



1 5 

118 

13 

164 


158 ' 

5 

307 1 

5 

579 ' 

2 

355 

17 

i 

510 : 

12 

891 

2 

767 

3 

298 

3 

468 

8 

205 

FLUSH TOILET* SHARED ........ 

• 

, • 


139 


355 


55 


115, 


57 i 


58 

1 

380! 


411 


193 


94 


50 


404 

other TOILET FACILITIES OR NONE. . . 

• 

. . 

3 

191 


942 

1 

160 


475- 

1 

177 j 

1 

41C 

1 

116 i 

6 

819 

1 

060 

3 

110 


737 

3 

550 

BATHING facilities 










1 

















BATHTUB OR SHOWER* EXCLUSIVE USE . . 



1 4 

958 

12 

995 

3 

067 ! 

5 

158 I 

5 

i 

481 i 

2 

194 j 

17 

207! 

11 

592 

1 2 

663 

3 

160 

3 

324 

7 

720 

BATHTUB OR SHOWER* SHARED. ..... 

, 

, , 


148 


370 


48 


126 


68 i 


55! 

1 

469 i 


476 


197 ! 


101 


58 


432 

NO bathtub or shower 

• 

• • 

3 

342 

1 

116 

1 

269 


613 

1 

354 1 

1 

575 ! 

1 

1 

332 

e 

053 


160; 

3 

241 


873 

4 

007 

ROOMS 












i 

! 






1 

! 

! 







1 ROOM 




213 ! 

1 

184 


tJ 


93 


1 

521 


91 i 

1 

C33’ 


558 i 

I 

151 t 


310 


32 


484 

2 ROOMS. . • ....... 




>93 

1 

350 


69 : 


1C8 


95 , 


146 . 

1 

C31 ; 

1 

276 i 

j 

207 1 


394 


65 


719 

3 ROOMS. ... 




894 

! 1 

184 


266 1 


482 


378 ; 

258 I 

2 

310 1 

3 

232 1 


400! 


800 


373 

1 

205 

4 ROOMS 



1 1 

450 

1 2 

453 


576 1 


936 

1 

169 


5821 

3 

231 i 

1 3 

905 ' 

i 

BOO? 

1 

281 


725 

z 

170 

5 ROOMS 



1 1 

653 

i 3 

859 


808 ; 

1 

215 

1 

620 


7471 

1 5 

2451 

1 3 

473 


879 1 

1 

218 


978 

2 

558 

6 ROOMS. ....... 



1 1 

617 

' 3 

124 


999 j 

1 

191 

1 

>83 


760 

; 3 

CI 9 ; 

3 

261 


900 

1 

242 


835 

2 

306 

7 ROOMS 


* • 

f 1 

096 

• 1 

920 


786 1 

1 

044 

1 

073 


718 

i 1 

958 j 

2 

260 


467 


734 


675 

1 

583 

8 ROOMS OR MORE 



1 ^ 

112 

1 

387 


787 I 


628 

1 

143 


500 

1 2 

171 1 

2 

126 


235 


523 


571 

1 

123 

MEOIANI 








1 

1 














j 




ALL UNITS 


• • 


5.3 


5.3 


5.9 ‘ 


5.6 


5.6 


5.6 


5.0i 

! 

4.8 


5.0 

1 

4,9 


5,5 


5.1 

OWtCR OCCUPIED 




5.8 


5.5 


6.0 : 


5.9 


5.7 


5.9 


5.4] 

1 

5,7 


5.4 


5.4 


5*5 


5.6 

RENTER OCCUPIED 




4.2 


4.1 


6.C ; 

j 


4.5 


5.6 


4.7 


3.5 


4,4 


3.7 


4.5 


5.5 


4.0 

UNITS IN STRUCTiaiE 



) 

i 



























i 7 

833 

12 

590 

4 

142 : 


844 

6 

265 

3 

654 

15 

004 

IB 

451 

3 

426 

5 

203 

3 

791 

10 

670 



• B 


287 


593 


138 1 


645 


374 


99 

1 

506 


726 


221 


100 : 


269 


624 

3 AND 4 


• 9 

i 

127 


558 


34 i 


214 


135 


18 


970 


387 


133 


47 


71 


311 

5 TO • 


• 9 


9C 


413 


15 1 

1 

40 

i 

65 


5 

1 

053 


142 


81 


57 ! 


39 


151 

10 OR MORE . . 


• 9 


54 


148 


10 ; 


59 


24 


13 

1 

036 


137 


HO 


71 


32 


198 

TRAILERI on PERHAICNT FOUNDATION. . 


« 9 


12 


8 


. . . 


... 


4 


23 


24 


25 


11 


13 


13 


28 

mobile ..... 


■ 9 


45 


71 


45 ' 


84 


46 


12 ; 


415 


253 


58 


31 


40 


177 

YEAR structure BUIlT 



























1959 TO MARCH 1900 


• 9 


325 1 


304 


89 


195 


153 


57 

1 

214 


542 


64 


139 


81 


363 

1955 TO 1958 


« 9 


567 i 

1 

370 


261 


426 


389 


134 

3 

055 

1 

624 


229 


440 


211 


911 

1950 TO 1954 




6ft7| 

1 

759 


382 


574 


626 


209 

2 

251 

1 

805 


359 


497 


299 


930 

1940 TO 1949 




959 ' 

2 

226 


493 ' 


679 


916 


225 

2 

654 

3 

U45 


504 


630 


425 

1 

120 

1930 TO 1939 .... 




ftOl ! 

1 

897 


214 


594 


623 


263 

1 

817 

2 

IBI 


415 


815 


376 


675 

1929 OR EARLIER 



5 

109; 

6 

925 

2 

945 

3 

429 

4 

204 

z 

936 

9 

017 

10 

924 

2 

469 

3 

981 

2 

863 

8 

150 

basement 




1 

1 















i 

f 








BASEMENT 



6 

803 : 

13 

484 

3 

424 

5 

454 

! 

6 

116 

2 

536 


025 

13 

570 

! 

3 

066 

1 4 

747 

3 

628 

9 

' 018 

CONCRETE SLAB. • . . . 

* 

« « 


158 


292 


237 


42 

1 

112 


298 

1 

751 

2 

324 

i 

279 


166 


142 


558 

OT>CR . . . . 


. . 

1 

48? j 


705 

i 

723 


401 

1 

685 


98B 

1 

232 

4 

227 

j 

693 

j 1 

589 


465 

2 

' 583 
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State and Small Areas 


Table 28. — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: 1960 — Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

POPE 

RED LAKE 

REDWOOD 

' RENVILLE 

RICE 

ROCK 

ROSEAU 

SCOTT 

SHER- 

BURNE 

SIBLEY 

STEARNS 

STEELE 

ALL HOUSING UNITS 

4 527 

1 785 

6 730 

7 135 

10 574 

3 

512 

4 

151 

6 

146 

4 

664 

4 

769 

21 

395 

7 

698 

TENURE t COLOR ► AND VACANCY STATUS 




















OCCUPIED 

3 535 

1 546 

6 318 

6 656 

9 731 

3 

327 

3 

433 

5 

651 

3 

251 

4 

582 

18 

997 

7 

313 

OWNER OCCUPIED 

2 807 

1 292 

4 340 

4 801 

6 999 

2 

124 

2 

822 

4 

549 

2 

659 

3 

622 

14 

938 

5 

447 

WHITE 

2 807 

1 292 

4 315 

4 797 

6 999 

2 

124 

2 

818 

4 

545 

2 

659 

3 

622 

14 

938 

5 

447 

NONWHITE , 

• . • 

... 

25 

4 

• • . 


W > * 


4 


4 


, f • 


... 


. , . 


... 

RENTER OCCUPIED 

728 

254 

1 978 

1 855 

2 732 

1 

203 


611 

1 

102 


592 


960 

4 

059 

1 

866 

WHITE 

728 

254 

1 978 

1 855 

2 723 

1 

203 


608 

1 

102 


S89 


960 

4 

038 

1 

866 

NONWHITE 

... 

• • • 

... 

« • • 

9 


... 


3 


... 


3 


... 


21 



VACANT 

992 

239 

412 

479 

043 


185 


718 


495 

1 

413 


187 

2 

398 


385 

YEAR ROUND 

243 

170 

361 

372 

372 


141 


551 


206 


274 


128 


60S 


272 

SOUND OR deteriorating 

206 

118 

276 

284 

324 


121 


416 


167 


235 


101 


477 


229 

AVAILABLE . 

80 

34 

136 

105 

ISO 


67 


80 


82 


52 


58 


221 


133 

FOR SALE ONLY 

27 

7 

26 

38 

43 


24 


44 


39 


29 


24 


107 


47 

FOR RENT . • . 

53 

27 

110 

67 

137 


43 


36 


43 


23 


34 


114 


86 

RENTED OR SOUOf AWAITING OCCUPANCY . 

21 

35 

17 

21' 

47 


16 


4 


22 


20 


10 


83 


32 

HELD FOR OCCASIONAL USE 

18 

4 

12 

19 

32 


6 


21 


10 


120 


1 


44 


10 

HELD FOR OTHER REASONS 

87 

45 

111 

139 

65 


28 


311 


53 


43 


32 


129 


54 

DILAPIDATED 

37 

52 

85 

86 

48 


20 


135 


39 


39 


27 


131 


43 

SEASONAL . 

749 

69 

51 

107 

471 


44 


167 


289 

1 

139 


59 

1 

790 


113 

CONDITION AND PLUMBING 




















ALL UNITS* . , 

4 527 

1 785 

6 730 

7 135 

10 574 

3 

512 

4 

151 

6 

146 

4 

664 

4 

769 

21 

395 

7 

698 

SOUND* 

3 936 

1 396 

5 290 

5 905 

8 980 

3 

022 

3 

014 

5 

386 

4 

032 

4 

077 

17 

541 

5 

954 

WITH ALL PLUMBING FACILITIES .*•... 

2 650 

828 

4 285 

4 793 

7 496 

2 

396 

1 

603 

4 

551 

2 

726 

3 

460 

13 

676 

5 

300 

LACKING ONLY HOT WATER' 

61 

4 

83 

79 

79 


25 


34 


100 


83 


40 


255 


32 

LACKING OTHER PLUMBING FACILITIES* , * , 

1 225 

564 

922 

1 033 

1 405 


601 

1 

377 


735 

1 

223 


577 

3 

610 


622 

deteriorating. 

434 

254 

1 164 

1 050 

1 244 


406 


840 


547 


440 


549 

2 

982 

1 

419 

WITH ALL PLUMBING FACILITIES •*..«• 

144 

73 

512 

408 

656 


230 


116 


239 


162 


240 

1 

566 


930 

LACKING ONLY HOT WATER ... 

* * * 

4 

24 

46 

22 


. i . 


4 


24 


9 


24 


64 


31 

LACKING OTHER PLUMBING FACILITIES, , . . 

290 

177 

628 

596 

566 


176 


720 


284 


269 


285 

1 

350 


458 

DILAPIDATED 

157 

135 

276 

180 

350 


64 


297 


213 


192 


143 


072 


325 

VACANT AVAILABLE FOR SALE. ...... 

27 

7 

26 

38 

43 


24 


44 


39 


29 


.24 


107 


47 

WITH ALL PLUMBING FACILITIES 

9 

1 

12 

16 

24 


10 


7 


32 


13 


14 


74 


39 

VACANT AVAILABLE FOR RENT 

53 

27 

110 

67 

137 


43 


36 


43 


23 


34 


114 


86 

WITH ALL PLUMBING FACILITIES . 

35 

8 

57 

33' 

66 


24 


9 


28 


14 


16 


54 


54 

ALL HOUSING UNITS. ... . 

4 527 

1 785 

6 730 

7 135 

. 10 574 

3 

512 

4 


6 

146 

4 

664 

. 4 

769 

21 

395 

7 

69B 

WATER supply 




















HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

3 112 

1 062 

5 289 

5 610 

8 837 

2 

856 

1 

975 

5 

124 

3 

197 

3 

948 

17 

297 

6 

860 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

478 

171 

S29 

586 

591 


190 


290 


469 


489 


285 

1 

664 


331 

PIPED WATER OUTSIDE STRUCTURE. ....*• 

67 

4 

20 

50 

62 


119 


64 


641 


38 


39 


91 


64 

NO PIPED water 

870 

548 

892 

887 

1 084 


345 

1 

822 


409 


940 


497 

2 

343 


423 

TOILET FACILITIES 




















FLUSH TOlLETi EXCLUSIVE USE. ....... 

3 156 

1 005 

5 343 

5 722 

8 685 

2 

733 

1 

887 

5 

297 

3 

149 

3 

938 

17 

025 

6 

581 

FtUSH TOlLETt SHARED 

51 

41 

128 

101 

326 


16 


83 


65 


50 


44 


540 


276 

OTHER TOILET FACILITIES OR NONE 

1 320 

739 

1 259 

1 312 

1 563 


763 

2 

181 


704 

1 

465 


707 

3 

830 


041 

BATHING facilities 




















bathtub or SHOWER. EXCLUSIVE, USE ..... 

2 927 

929 

5 017 

5 362 

0 353 

2 

706 

1 

796 

5 

054 

3 

023 

3 

812 

16 

036 

6 

475 

bathtub or shower, shared 

69 

41 

128 

118 

353 


24 


91 


78 


46 


4a 


653 


286 

NO BATHTUB OR SHOWER 

1 531 

815 

1 585 

1 655 

1 B68 


782 

2 

264 

1 

014 

1 

595 


909 

4 

706 


937 

ROOMS 




















1 ROOM 

147 

58 

59 

114 

224 


... 


149 


44 


173 


31 


492 


244 

2 ROOMS. .••••••«.*.*«..•• 

316 

84 

100 

78 

329 


62 


349 


150 


236 


64 


774 


206 

3 ROOMS * . , 

464 

130 

385 

365 

1 1 029 


206 


438 


436 


713 


194 

2 

062 


595 

4 ROOMS. . 

692 

330 

914 

965 

1 1 711 


462 


820 

1 

111 


913 


545 

3 

563 

1 

115 

5 ROOMS 

800 

309 

1 455 

1 373 

2 219 


742 


858 


505 


903 


945 

4 

596 

1 

626 

6 ROOMS . • « • 

830 

446 

1 416 

1 642 

I 2 123 


719 


794 

1 

267 


717 

1 

061 

4 

309 

1 

548 

7 ROOMS . . 

735 

225 

1 262 

1 353 

1 536 


644 


441 


846 


514 


910 

2 

840 

1 

171 

a ROOMS OR MORE 

543 

201 

1 137 

1 245 

1 403 


677 


302 


787 


495 


999 

2 

759 

1 

191 

MED IAN 1 




















ALL UNITS 

5.3 

5.4 

5.8 

5.9 

5.4 


5,9 


4.9 


5,4 


4.8 


6.1 


5,3 


5.5 

OWNER OCCUPIED 

6.0 

5.8 

5.9 

6.0 

5.8 


5.9 


5,2 


5,6 


5.5 


6,2 


5,8 


5.9 

RENTER OCCUPIED 

4.8 

4.8 

5.9 

5.7 

4,3 


6.0 


4,2 


4.6 


4.5 


5,5 


4,3 


4.5 

UNITS IN STRUCTURE 





















4 067 

1 711 

6 144 

6 532 

8 588 

3 

203 

3 

930 

5 

568 

4 

463 

4 

420 

18 

844 

6 

344 


215 

' 22 

313 

328 

929 


132 


52 


269 


110 


190 

1 

391 


694 

3 AND 4...«... 

125 

16 

133 

69 

453 


54 


46 


114 


29 


50 


501 


260 

5 TO 9 

49 

5 

39 

16 

303 


43 


14 


36 


13 


25 


246 


99 

10 OR MORE .... 

39 

23 

35 

106 

136 


24 


29 


15 


12 




255 


175 

TRAILERi on PERMANENT FOUNDATION 

8 

4 

21 

16 

19 


20 


4 


16 


13 


8 


56 


11 

mobile . . 

24 

4 

45 

68 

96 


36 


76 


126 


24 


76 


102 


115 

YEAR STRUCTURE BUILT 




















1959 TO MARCH 1960 

101 

20 

85 

79 

259 


124 


92 


325 


255 


lOO 


540 


248 

1955 To 1958 

257 

56 

379 

356 

704 


230 


156 


822 


558 


274 

1 

978 


791 

1950 To 1954 

365 

121 

499 

497 

891 


265 


328 


681 


551 


336 

2 

007 


697 

1940 TO 1949 . « • 

456 

199 

715 

. 611 

845 


254 


645 


539 


586 


272 

2 

593 


727 

1930 TO 1939 

372 

171 

434 

437 

805 


128 


694 


509 


345 


364 

1 

621 


563 

1929 OR EARLIER 

2 97;6 

1 218 

4 618 

5 155 

7 070 

2 

511 

2 

236 

3 

270 

2 

369 

3 

423 

12 

656 

4 

672 

BASEMENT 




















BASEMENT , 

3 298 

1 272 

6 144 

6 195 

9 159 

2 

985 

2 

392 

5 

157 

3 

363 

4 

371 

17 

569 

7 

006 

CONCRETE SLAB. • 

383 

130 

155 

146 

364 


153 


349 


273 


295 


80 

1 

072 


208 



846 

383 

431 

794 

1 051 


374 

1 

410 


716 

1 

006 


318 

2 

754 


484 


Minnesota 
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Table 28.~TENn^ Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, por Counties Outside SMSA’s: 1960 — Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


ALL HOUSING UNITS 

TENURE? COLOR? AND VACANCY STATUS 


OCCUPIED 

OWNER OCCUPIED . 

WHITE 

NONWHITE . . . 
renter OCCUPIED. 

WHITE 

NONWHITE . . . 


VACANT 

YEAR ROUND » . 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLD? AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS . 

DILAPIDATED , 

SEASONAL .... 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING , 

WITH ALL PLUMBING FACILITIES . . . 
LACKING ONLY HOT WATER ....... 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


VACANT AVAILABLE FOR SALE, 
WITH ALL PLUMBING FACILITIES . 


VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 


ALL HOUSING UNITS. 


WATER SUPPLY 


HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED water 


TOILET FACILITIES 


FLUSH TOILET? EXCLUSIVE USE, , . 

FLUSH TOILET? SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER? EXCLUSIVE USE 
BATHTUB OR SHOWER? SHARED. . . . 
NO BATHTUB OR SHOWER 


ROOMS 


ROOM 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS. . 

ROOMS. 

8 ROOMS OR MORE. . . 
MEDIANI 

ALL UNITS. .... 
OWNER OCCUPIED , 
RENTER OCCUPIED. 


UNITS IN STRUCTURE 


. . , . 

3 AND ^ 

5 TO 9 

10 OR MORE ..... 

TRAILERi ON PERMANENT FOUNDATION. 

MOBILE 


YEAR STRUCTURE BUILT 


1959 TO MARCH i960 
1955 TO 1950 , . , 
1950 TO 1954 . . , 
1940 TO 1949 . , . 
1930 To 1939 , . , 
1929 OR EARLIER. . . 


BASEMENT 


BASEMENT . , . 
CONCRETE SLAB. 
OTHER 


STEVENS 

SWIFT 

Todd 

traverse 

WABASH/ 

WADENA 

WASECA 

WATONWAr 

WILKIN 

WINONA 

3 32i^ 

4 65d 

B 2i£ 

2 4a^^ 

5 20£ 

3 943 

5 071 

4 46£ 

3 07 

12 516 

3 063 

4 3ie 

6 70£ 

2 iai| 

4 85^ 

3 46C 

4 75C 

4 236 

2 87^ 

11 799 

2 292 

3 15C 

5 6H2 

1 474 

3 803 

2 747 

3 60S 

2 992 

2 047 

8 556 

2 292 

3 15C 

5 63£ 

1 474 

3 799 

2 747 

3 605 

2 992 

2 047 

8 549 

771 

1 166 

1 062 

• • ft 

710 

4 

1 056 

713 

1 145 

1 246 

827 

7 

3 243 

76*7 

1 166 

1 063 

710 

1 056 

709 

1 145 

1 246 

827 

3 239 


. . . 

... 

... 

... 

4 

... 

... 

... 

4 

261 

340 

1 513 

300 

349 

483 

321 

227 

197 

717 

201 

272 

516 

184 

266 

271 

245 

188 

160 

507 

164 

220 

405 

153 

201 

221 

196 

159 

127 

398 

87 

96 

164 

77 

93 

110 

123 

71 

57 

194 

16 

29 

73 

8 

34 

38 

40 

20 

19 

55 

71 

67 

91 

69 

59 

72 

83 

51 

38 

139 


22 

52 

12 

11 

10 

25 

13 

IB 

40 

14 

4 

54 

10 

12 

16 

6 

11 

'9 

30 

56 

98 

135 

54 

85 

85 

42 

64 

43 

134 

37 

52 

111 

31 

65 

50 

49 

29 

33 

109 

60 

68 

997 

116 

83 

212 

76 

39 

37 

210 

3 324 

4 656 

8 218 

2 484 

5 208 

3 943 

5 071 

4 465 

3 071 

12 516 

2 406 

3 831 

6 434 

2 102 

3 838 

3 070 

3 864 

3 734 

2 385 

10 i7a 

1 955 

2 016 

4 095 

1 487 

3 420 

2 101 

3 378 

3 261 

1 914 

8 910 

25 

80 

115 

40 

12 

24 

63 

36 

16 

17B 

426 

935 

2 224 

575 

406 

945 

416 

437 

455 

1 0B4 

769 

696 

1 416 

315 

1 096 

706 

1 011 

658 

578 

1 942 

436 

244 

299 

100 

664 

259 

596 

318 

268 

1 056 

31 

16 

8 

4 

24 

51 

25 

28 

25 

156 

302 

436 

1 109 

211 

408 

416 

392 

312 

285 

730 

149 

129 

368 

67 

274 

167 

196 

73 

106 

402 

16 

29 

73 

8 

34 

38 

40 

20 

19 

55 

3 

12 

20 

2 

21 

8 

19 

13 

6 

42 

■71 

67 

91 

69 

59 

72 

85 

51 

38 

139 

28 

23 

44 

20 

41 

42 

40 

36 

16 

74 

3 324 

4 656 

a 218 

2 484 

5 208 

3 943 

5 071 

4 465 

3 071 

12 516 

2 665 

3 425 

4 915 

1 789 

4 435 

2 676 

4 335 

5 829 

2 447 

10 873 

231 

403 

015 

214 

315 

411 

321 

229 

261 

1 061 

47 

B 

94 

8 

28 

28 

12 

53 

56 

80 

381 

740 

2 394 

473 

430 

628 

405 

354 

307 

502 

2 658 

3 462 

4 793 

1 738 

4 403 

2 624 

4 372 

3 839 

2 363 

11 060 

67 

125 

97 

63 

83 

59 

108 

45 

114 

492 

599 

1 069 

3 328 

683 

722 

1 260 

591 

581 

594 

964 

2 522 

3 196 

4 623 

1 64B 

4 213 

2 446 

4 184 

3 695 

2 272 

10 464 

79 

150 

87 

75 

98 

54 

107 

57 

114 

536 

723 

1 310 

3 508 

761 

897 

1 443 

780 

713 

685 

1 516 

139 

65 

172 

122 

48 

49 

74 

26 

52 

391 

69 

138 

413 

76 

92 

144 

109 

89 

142 

427 

200 

326 

927 

166 

319 

419 

304 

247 

280 

1 012 

546 

680 

1 345 

340 

670 

621 

652 

590 

463 

2 055 

611 

699 

1 471 

440 

996 

872 

913 

903 

668 

2 944 

740 

965 

1 670 

545 

1 122 

823 

1 125 

1 008 

635 

2 410 

565 

834 

1 167 

457 

927 

473 

1 000 

798 

408 

1 504 

454 

709 

1 053 

338 

1 034 

342 

894 

802 

423 

1 775 

5.6 

5.7 

5.4 

5.7 

5,9 

5.1 

5.9 

5.9 

5.4 

5.3 

5.9 

5,9 

5.8 

5,9 

6.2 

5.5 

6.1 

6.0 

5,7 

5,7 

5,1 

5.1 

4.8 

5.B 

5.0 

4.3 

5.2 

5.7 

4.7 

4.1 

2 874 

3 870 

7 738 

2 277 

4 643 

3 696 

4 668 

4 056 

2 659 

9 756 

191 

300 

167 

98 

367 

116 

244 

242 

189 

1 397 

58 

128 

96 

25 

90 

64 

83 

67 

104 

638 

24 

228 

53 

24 

10 

29 

32 

35 

42 

364 

111 

76 

49 

35 

18 

14 

5 

25 

39 

234 

16 

4 

36 

4 

28 

. • . 

4 

... 

4 

12 

50 

50 

79 

21 

52 

24 

35 

40 

34 

115 

82 

52 

107 

75 

88 

70 

128 

90 

59 

206 

210 

203 

535 

102 

269 

267 

335 

257 

128 

539 

225 

334 

642 

124 

306 

336 

351 

290 

234 

744 

324 

532 

830 

217 

269 

647 

471 

470 

301 

889 

286 

245 

629 

86 

238 

421 

336 

455 

150 

863 

2 197 

3 290 

5 475 

1 880 

4 038 

2 202 

3 450 

2 903 

2 199 

9 275 

2 764 

3 716 

6 428 

1 693 

4 621 

2 957 

4 460 

3 920 

2 374 

10 923 

81 

117 

784 

52 

91 

217 

108 

138 

147 

378 

479 

823 

1 006 

739 _ 

496 

769 

503 

407 

550 

1 215 


a 340 
6 725 
6 725 


1 615 
1 615 


: 860 
466 
370 
129 
47 
82 
IB 
117 
106 
96 
394 


YELLOW 

MEDICINE 


11 200 
a 579 
6 182 
187 
2 210 
1 999 
914 
90 
995 
622 


7 908 
1 214 
144 
1 934 


8 023 
177 
3 000 


7 620 
197 
3 383 


348 
753 
1 468 
1 828 
1 905 
1 909 
1 653 
i 336 


5.1 

5.9 

4.8 


10 309 
459 
129 

lie 

38 
53 
94 


294 
1 116 
1 008 
1 233 
845 
6 704 


8 070 
290 
2 840 


5 081 


4 647 
.3 160 
3 148 
12 
1 487 
1 475 
12 


434 

343 

262 

152 

27 

125 

27 

20 

63 

81 

91 


5 oai 
3. 942 
3 043 
68 
831 
960 
338 
25 
597 
179 


27 

7 


125 

23 


3 812 
354 
33 
882 


3 716 
184 
1 IBI 


3 522 
180 
1 379 


142 

B1 

257 

695 

977 

927 

890 

112 


5.9 

6.2 

5.B 


4 585 
232 
99 

35 
78 
16 

36 


83 
197 
278 
370 
260 
3 893 


284 

119 

678 


ii 
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State and Small Areas 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type op Fuel, por Counties 

Outside SMS As: 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

AITKIN 

BECKER 

n 

BELTRAMI | 

1 

BENTON 

1 

BIG STONE 

1 

1 

BLUE 

EARTH 

brown 

CARLTON 

CARVER 

CASS 

CHIPPEWA 

ALL HOUSING UNITS. . • 

7 

922 

10 

844 

9 

420' 

4 

804 

3 

014 

13 

542 

8 

310 

a 

641 

6 

250 

12 

604 

5 

313 

HEATING equipment 
























STEAM OR HOT WATER 



213 


690 


655 


198 


251 

1 

962 

1 

315 


717 

1 

255 


391 


423 

WARM AIR FURNACE 


1 

608 

2 

903 

2 

502 

2 

412 

1 

030 

7 

717 

4 

488 

4 

543 

2 

731 

1 

698 

2 

826 

FLOOR. WALLt OR PIPELESS FURNACE . . 

t • 


111 


864 


275 


173 


179 


634 


348 


400 


154 


360 


162 

BUILT-IN ELECTRIC UNITS 

• » 




8 


15 


8 


8 


13 


16 


9 


16 




. . . 

OTHER MEANS WITH FLUE 


5 

419 

5 

426 

5 

620 

1 

868 

1 

282 

2 

823 

> 2 

045 

2 

738 

1 

970 

9 

354 

1 

616 

OTHER MEANS WITHOUT FLUE 



197 


680 


206 


53 


101 


138 


49 


71 


75 


6B7 


24 

NONE .... * 



347 


273 


147 


92 


163 


255 


22 


163 


41 


106 


62 

POPULATION 







i 

1 

















POPULATION IN HOUSING UNITS. 1960, , 


12 

095 

23 

918 

23 

243 

17 

588 

> e 

926 

41 

931 

27 

975 

27 

080 

21 

517 

15 

723 

16 

717 

PER OCCUPIED UNIT. . 



3.2 


3.5 


3.6 


3.9 


3.4 


3.3 


3.5 


3.5 


3.7 


3. 1 


3.4 

OWNER 



3.2 


3.6 


3.8 


4.0 


3.3 


3.4 


3.5 


3.7 


3.7 


3.2 


3.3 

RENTER • . 



3.0 


3.3 


3.0 


3.8 


3.7 


3,2 


3.5 


2.9 


3.8 


3.0 


3.6 

POPULATION IN DWELLING UNITS. 1950 . 

• • 

14 

250 

24 

473 

24 

481 

15 

799 

9 

495 

36 

784 

25 

383 

23 

126 

18 

066 

18 

942 

16 

620 

PER OCCUPIED UNIT. • 

• • 


3.3 


3.6 


3.6 


3.9 

1 

3.6 


3.4 


3.5 


3.5 


3.6 


3.5 


3.4 

ALL OCCUPIED UNITS , 

if# 

3 

796 

6 

751 

6 

495 

4 

458 

2 

603 

12 

608 

7 

999 

7 

630 

! 

5 

827 

4 

995 

4 

932 

PERSONS 











1 













1 PERSON 

• • 


605 


793 


981 


340 


332 

1 

572 1 


963 


836 


478 


803 


692 

2 PERSONS 


1 

221 

2 

091 

1 

638 

1 

171 


712j 

3 

885, 

2 

246 

2 

079 

1 

667 

1 

714 

1 

371 

3 PERSONS 

» • 


550 

1 

106 

1 

101 


685 


510 1 

2 

226 1 

1 

402 

1 

275 


865 


774 


779 

A PERSONS. . 

• • 


531 


871 


883 


770 


3411 

1 

996 

1 

216 

1 

227 

1 

004 


638 


751 

5 PERSONS 

• • 


433 


699 


748 


525 


334 

1 

228' 


918 


997 


843 


4U 


635 

6 PERSONS . 



25S 


516 


457 


403 


174 


864 


567 


651 


443 


334 


403 

7 PERSONS 



109 


263 


301 


211 


119 


470 


383’ 


305 


253 


131 


158 

a PERSONS OR MORE. . 



92 


392 


386 


353 


81 1 


367 


304 


260 


274 


190 


143 

MEDIAN! 
























ALL OCCUPIED .... 



2.6 


2.9 


3.1 


3.5 


3.0i 


2.9 


3.1 


3.2 


•3.4 


2.5 


3.0 

OWNER 

• ■ 


2.7 


3.0 


3.3 


3.6 


2.9| 


3.0| 


3.0 


3.4 


3.3 


2.5 


2.9 

RENTER 



2.5 


2.7 


2.5 


3.4 


3.3 


2.7' 


3.2 


2.3 

i 


3.7 


2.4 


3.3 

PERSONS PER ROOM 
























1.00 OR LESS . • « . 

» . . 

3 

316 

5 

587 

5 

210 

3 

740 

2 

392 

11 

608 

7 

218 

6 

462 

5 

325 

4 

198 

4 

516 

1.01 OR MORE 

• • • 


480 

1 

164 

1 

285 


710 


211 

1 

000 


781 

1 

168 


502 


797 


416 

YEAR MOVED INTO UNIT 
























OWNER OCCUPIED . 


3 

186 

5 

336 

4 

902 

3 

724 

1 

836 

8 

806 

5 

932 

6 

306 

4 

556 

4 

044 

3 

376 

195B TO MARCH I960 



485 


969 


796 


629 


217 

1 

609 


684 

1 

125 


666 


685 


435 

1954 TO 1957 



577 


941 


990 


695 


305 

1 

944 

1 

041 

1 

384 


907 


770 


638 

1940 TO 1953 


1 

274 

2 

161 

2 

044 

1 

432 


793 

2 

967 

2 

196 

2 

331 

1 

543 

1 

701 

1 

407 

1939 OR EARLIER 



850 

1 

265 

1 

072 


968 


521 

2 

286 

2 

Oil 

1 

466 

1 

440 


888 


898 

RENTER OCCUPIED . . 



610 

1 

415 

1 

593 


734 


767 

3 

802 

2 

067 

L 

324 

1 

271 


951 

1 

554 

1958 TO MARCH 1960 

f « 


295 


723 


925 


413 


314 

1 

905 


644 


700 


579 


477 


664 

1954 TO 1957 

• • 


156 


340 


347 


171 


177 


857 


471 


274 


331 


214 


351 

1940 TO 1953 

• « 


120 


251 


220 


119 


207 


763 


513 


243 


217 


225 


363 

1939 OR EARLIER 

• • 


39 


101 


101 


31 


69 


277 


239 


99 


144 


35 


176 

heating FUEL 
























UTILITY GAS 



42 


109 


56 


57 


57 

7 

093 

4 

209 


260 


B06 


67 


76 

FUEL OIL. KEROSENE. ETC 

B • 

1 

686 

3 

900 

3 

825 

3 

237 

2 

094 

3 

663 

2 

391 

4 

914 

3 

596 

2 

473 

4 

083 

COAL OR COKE 

« • 


280 


604 


813 


253 


265 


513 


530 

1 

389 


405 


606 


513 

WOOD 

% • 


839 

1 

428 

1 

468 


500 


« . . 


233 


177 


489 


299 

1 

676 


58 

ELECTRICITY 



20 


19 


* . * 


20 


42 


20 


• • 


• • . 


• • • 


. . . 


. . . 

BOTTLED. TANK. OR LP GAS 



880 


534 


333 


391 


145 

1 

006 


543 


578 


721 


173 


202 

OTHER FUEL 



41 


129 


... 


... 


• . . 


80 


149 


• « • 


... 


. . . 


. • . 

NONE 



... 


20 


... 


*'* 


... 


... 


.. . 


... 


... 


... 


. • . 

WATER HEATING FUEL 
























UTILITY GAS 



63 


280 


319 


341 


77 

6 

262 

3 

360 


427 


717 


67 


19 

ELECTRICITY 



964 

1 

504 

2 

407 

1 

951 

1 

330 

3 

458 

2 

539 

4 

609 

3 

030 

1 

789 

3 

583 

COAL OR COKE 



. > . 


41 


127 


... 


16 


... 


17 


56 


42 


45 


19 

WOOD ... 



83 


33 


139 


• . • 


21 


... 


• • • 


146 


... 


42 


. * . 

BOTTLED. TANK. OR LP GAS ..... . 


1 

059 

1 

564 


687 


884 


556 

1 

591 


763 


695 


942 


600 


364 

FUEL OIL. KEROSENE. ETC 



122 

1 

703 


581 


258 


61 


78 


35 


259 


246 


151 


122 

OTHER FUEL 



41 


129 


... 


... 


20 


20 


75 


. . ■ 


... 


21 


21 

NONE 


1 

464 

' 2 

497 

2 

235 

1 

024 


522 

1 

199 

1 

210 

1 

438 


850 

2 

280 


804 

COOKING FUEL 
























UTILITY GAS. . 



104 


340 


606 


441 


103 

4 

967 

2 

860 


522 


689 


132 


176 

ELECTRICITY 



762 

1 

902 

2 

155 

1 

318 

1 

283 

4 

490 

3 

045 

4 

719 

2 

406 

1 

187 

3 

207 

BOTTLED. TANK. OR LP GAS 


2 

399 

3 

477 

2 

646 

2 

440 

1 

102 

2 

634 

1 

753 

1 

953 

2 

345 

2 

927 

1 

386 

FUEL OIL. KEROSENE. ETC 



60 


80 


19 


40 


20 


40 


61 


19 


62 


66 


43 

COAL OR COKE 



• • • 


77 


• . . 


20 


37 


59 


23 


17 


42 


22 


• . . 

WOOD 



452 


858 


988 


199 


58 


254 


144 


361 


244 


620 


44 

OTHER FUEL 



19 


... 


... 


• • • 


... 


... 


59 


• . ■ 


20 


• . . 


. . 1 

NONE 



• . • 


17 


81 


• • • 




164 


54 


39 


19 


41 


76 


Minnesota 
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Table 29. — Occupancy Characteristics, Heating Equipment, and Type ot Fuel, for Counties 

Outside SMS As: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Populanon 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS 


HEATING EQUIPMENT 
STEAM OR HOT WATER 

Warm air furnace 

FLOOR f WALL. OR PIPELESS FURNACE 

built-in electric UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . . 
NONE . . , . 


POPULATION IN HOUSING UNITS. 1960. 

PER OCCUPIED UNIT 

OWNER. . 

renter . . 

POPULATION IN DWELLING UNITS 
PER OCCUPIED UNIT 


PERSON 

persons 

PERSONS 
PERSONS 
PERSONS 
PERSONS 
PERSONS 
a PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . • 
RENTER 



1.00 OR LESS 

1.01 OR MORE 


OWNER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 
1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 

1940 TO 1953 
1939 OR EARLIER. 


UTILITY GAS 
FUEL OIL. KEROSpNE. ETC 
COAL OR COKE 
WOOD 

electricity 

BOTTLED. TANK. OR LP GAS 

OTHER FUEL . . 

NONE 


UTILITY GAS 
ELECTRICITY. 

COAL OR COKE 

WOOD 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

OTHER FUEL 

NONE 


UTILITY GAS 
ELECTRICITY 
BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 
COAL OR COKE 
WOOD .... 

OTHER FUEL 
NONE . • . 


25-74 


State and Small Areas 


Table 29. — Occupajstcy Characteristics, Heating Equipment, and Type op Fuel, por Counties 

Outside SMSA’s; 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS 


HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR t WALLt OR PIPELESS FURNACE 
BUILT-IN ELECTRIC UNITS, , * , • 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE , . . . 
NONE 


POPULATION 


POPULATION IN HOUSING UNiTSi 1960, 

PER OCCUPIED UNIT. . 

OWNER. • . , 

RENTER 

POPULATION IN DWELLING UNiTSf 1950 
PER OCCUPIED UNIT* 


ALU OCCUPIED UNITS « , . , • 
PERSONS 


1 PERSON .... 

2 PERSONS. « • . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. , . . 

7 PERSONS. , . , 

8 PERSONS OR MORE 
MEDIANi 

ALL OCCUPIED . 
OWNER. . • . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

195B TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER . 

RENTER OCCUPIED 

1958 TO MARCH I960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER. . 


HEATING FUEL 


UTILITY GAS. 

FUEL 01 Li KEROSENE i ETC. 

COAL OR COKE 

WOOD ... 

ELECTRICITY 

BOTTLED! TANK! OR LP GAS 
OTHER FUEL 

none . 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD 

BOTTLED I TANK! OR LP GAS 
FUSL OILi KEROSENE I ETC. 
OTHER FUEL ....... 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED I TANK! OR LP GAS 
FUEL OlLi KEROSENE! ETC. 

COAL OR COKE 

WOOD . • 

OTHER FUEL 

NONE 


GRANT 

HOUSTON 

HUBBARD 

ISANTI 

ITASCA 

JACKSON 

KANABEC 

KANDIYOHI 

KITTSON 

KOOCHI- 

CHING 


3 026 

S 001 

6 529 

4 404 

15 675 

4 954 

3 ^68 

10 106 

2 922 

5 876 


183 

455 

229 

333 

1 370 

376 

72 

1 205 

172 

878 


1 323 

2 302 

1 086 

1 083 

5 160 

2 349 

822 

4 635 

831 

1 482 


1T9 

251 

485 

233 

624 

399 

434 

513 

381 

237 



12 

29 

23 

40 

... 

12 

8 

4 

a * * 


1 247 

1 913 

4 313 

2 581 

7 720 

1 798 

1 834 

3 163 

1 394 

2 967 


24 

12 

126 

59 

576 

20 

42 

. 42 

20 

278 


70 

56 

261 

92 

165 

12 

52 

540 

120 

34 

_ 

9 379 

16 623 

10 342 

11 553 

38 644 

15 694 

a 916 

28 406 

a 534 

17 842 


3,6 

3.6 

3.4 

3.3 

3.6 

3.4 

3.4 

3.4 

3.5 

3.5 


3*5 

3.7 

3.5 

3,4 

3.6 

3.3 

3,4 

3.4 

3.4 

3.8 


3.8 

3.5 

3.1 

3.2 

3.3 

3,8 

3.2 

3.3 

3.7 

2.7 


9 5-14 

14 329 

11 031 

10 849 

32 911 

16 243 

9 154 

26 667 

9 520 

16 573 


3.6 

3.5 

3.4 

3,4 

3.5 

3,5 

3.5 

3.5 

3,6 

3,3 


2 631 

4 570 

3 032 

3 461 

10 628 

4 576 

2 643 

8 403 

2 470 

5 084 


270 

502 

419 

371 

1 421 

489 

339 

1 008 

323 

788 


749 

1 192 

901 

1 114 

2 580 

1 302 

712 

2 552 

684 

1 163 


445 

'810 

526 

636 

1 868 

802 

474 

1 398 

390 

619 


396 

754 

383 

451 

1 819 

615 

434 

1 272 

390 

826 


341 

484 

320 

456 

1 335 

574 

349 

944 

313 

649 


226 

364 

207 

244 

975 

304 

211 

706 

222 

476 


89 

237 

144 

95 

445 

162 

64 

308 

72 

161 


115 

227 

132 

94 

385 

128 

60 

215 

76 

202 


3.2 

3.2 

2.9 

2.9 

3.3 

3.1 

3,1 

3,0 

3.1 

3.2 


3.1 

3,3 

2.9 

2.9 

3.3 

2.8 

3.1 

2.9 

3.0 

3.6 


3.4 

3.0 

2.6 

2.7 

2.9 

3.7 

2.9 

3.0 

3.4 

2.3 


2 441 : 

4 033 

2 565 

3 208 

B 816 

4 288 

2 412 

7 659 

2 168 

4 146 


. 190 

537 

467 

253 

2 012 

268 

231 

744 

262 

938 


2 062 

3 624 

2 477 

2 867 

8 491 

3 191 

2 242 

6 202 

1 987 

3 816 


275 

567 

431 

448 

1 346 

409 

407 

929 

162 

689 


346 

734 

425 

597 

1 990 

535 

457 

1 220 

344 

895 


790 

1 329 

1 157 

1 066 

3 539 

1 297 

844 

2 587 

794 

1 485 


651 

994 

464 

756 

1 616 

950 

534 

1 466 

687 

747 


569 

946 

555 

594 

2 337 

1 385 

401 

2 201 

483 

1 266 


207 

426 

303 

278 

1 354 

484 

179 

1 149 

227 

679 


152 

232 

123 

162 

507 

354 

116 

483 

111 

241 


140 

170 

96 

113 

329 

380 

83 

444 

89 

299 


70 

116 

33 

41 

147 

167 

23 

125 

56 

49 




111 

43 

60 

1 564 

341 

264 


43 


1’944 

3 360 

1 520 

1 928 

7 163 

1 907 

1 108 

6 762 

1 789 

3 500 


281 

573 

262 

207 

868 

430 

168 

436 

142 

429 


20 

297 

781 

360 

1 870 

59 

516 

159 

340 

523 


. ■ ■ 

. ■ . 

22 

... 

125 

22 

54 

. . * 

* * * 

22 


386 

340 

269 

923 

618 

481 

436 

535 

199 

545 


. • ■ 

. • . 

45 

... 

124 

113 

• . • 

247 

* • • 

22 


* • * 

... 

22 

* « * 

* • * 

... 


... 


... 





39 

137 

1 326 

282 

992 


21 


1 283 

2 265 

1 303 

954 

5 418 

1 740 

685 

4 199 

1 250 

2 386 


. . . 

... 

• . . 

18 

91 

f • t 

40 

. • • 

• • * 

127 


• • . 

79 

46 

* * • 

60 

• • • 

18 

. * • 

20 

21 


505 

998 

461 

1 316 

1 379 

585 

540 

1 432 

357 

628 


265 

356 

96 

493 

749 

19 

90 

208 

59 

296 


19 

21 

... 

... 

126 

45 

18 

88 

. . * 

22 


539 

851 

1 126 

641 

2 868 

861 

970 

1 464 

784 

1 583 


41 

56 

44 

61 

519 

1 018 

296 

694 

40 

134 


1 326 

1 876 

793 

901 

5 023 

1 948 

631 

3 923 

1 234 

2 708 


1 105 

2 238 

1 812 

2 225 

4’ 320 

1 337 

1 403 

3 157 

857 

1 784 


119 

80 

... 

126 

66 

19 

18 

80 

. . . 

48 


• * • 

. . . 

... 

* * * 

20 

18 

18 

43 

• • * 

22 


20 

280 

355 

148 

750 

171 

277 

199 

31B 

301 


... 

20 

... 

« • * 

• • . 

19 

a . • 


• * . 

• • • 


20 

1 

20 

28 

... 

130 

46 

. .. 

107 

21 

87 



LAC QUI 
PARLE 


4 214 


391 
1 690 
150 

1 923 
21 
39 


14 089 
3.6 

3.5 
3.8 

14 407 

3.6 


3 918 


421 
1 098 
644 
587 
469 
373 
160 
166 


3.2 

3.0 

3,5 


3 627 
291 


2 720 
302 
378 
1 217 
823 

1 198 
423 
361 
293 
121 


19 

2 855 
571 
60 

413 


19 
2 307 

19 

476 

188 

909 


123 
1 956 
1 678 


63 

98 


Tabic 29. — Occupancy Characteristics, Heating Equipment, and Type op Fuel, for Counties 

Outside SMS As: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


LAKE 


LAKE 
OF THE 
WOODS 


LE SUEUR 


LINCOLN 


ALL HOUSING UNITS, 


5 821 


2 047 


6 818 


3 122 


HEATING EQUIPMENT 


STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR t WALLt OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE • . • * 
NONE . 


664 

73 

1 910 

261 

352 

174 

25 


2 234 

1 237 

611 

83 

25 

199 


778 

251 

2 866 

1 399 

458 

64 

26 

4 

2 255 

1 281 

28 

9 

407 

114 


POPULATION 


population IN HOUSING UNiTSt 1960, 

PER OCCUPIED UNIT 

OWNER 

RENTER . . . . 

POPULATION IN DWELLING UNITS t 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 

PERSONS 


1 PERSON • 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS, , . , . . 

7 PERSONS 

8 PERSONS OR MORE 

MEDIAN! 

ALL OCCUPIED 

OWNER, c 

RENTER 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


13 763 
3.5 
3.7 
2.9 
7 657 
3.0 


3 948 


575 

876 

700 

699 

500 

340 

138 

120 

3.2 

3.5 

2.4 


3 275 
673 


4 199 
3.3 

3.3 
3.2 

4 904 

3.4 


1 269 


211 

357 

243 

156 

129 

60 

46 

65 

2.8 

2.8 

2.6 


1 078 
191 


20 139 
3.4 
3.4 
3.4 
18 998 
3.4 


5 673 


700 

1 eol 
970 
877 
672 
3BB 
IBl 
276 

2.9 

2.9 

3.1 


5 370 
503 


9 568 
3,3 
3.2 
3.7 
10 077 
3.5 


2 867 


365 

811 

534 

475 

307 

198 

112 

65 

3.0 

2.8 

3,7 


2 600 
187 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED ...... 

1958 TO MARCH I960 

1954 TO 

1940 TO 1953 • 

1939 OR EARLIER 

RENTER OCCUPIED. ..... 

1958 TO MARCH i960 . 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER • • 


HEATING FUEL 


UTILITY GAS 

FUEL OlLi KEROSENE! ETC. 

COAL OR COKE 

WOOD 

ELECTRICITY 

BOTTLED I TANK! OR LP GAS 

OTHER FUEL 

NONE 


2 987 
491 
1 102 
867 
527 


993 

155 

179 

442 

217 


4 699 
660 
660 
1 705 
1 574 


2 172 
207 
291 
944 
650 


961 

597 

189 

156 

19 


276 

170 

64 

34 

B 


174 

545 

220 

236 

173 


695 

231 

177 

203 

84 


22 
2 701 
525 
258 


846 

84 

278 


2 956 
1 836 
250 
357 


187! 
2 021 
526 
19 


61 437 

, 37 


114 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY . . . . 

COAL OR COKE 

WOOD 

BOTTLED! TANK! OR LP GAS . 

FUEL OILf KEROSENE! ETC 

OTHER FUEL 

NONE 


159 
2 109 
117 

580 

266 


, , 

2 350 

354 

607 

1 721 

1 241 

... 


« ■ » 

• . . 

41 

... 

115 

522 

379 

16 

82 

55 


531 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED! TANK! OR LP GAS 

FUEL OIL! KEROSENE! ETC 

COAL OR COKE 

WOOD 

OTHER FUEL 

NONE 


420 
2 071 
1 322 
22 
66 
27 


23 

2 027 

447 

2 091 

668 

1 380 

23 

62 

• . . 

21 

108 

250 

. . . 

21 

• . • 

21 


715 
1 030 
1 029 


• • • 

93 


LYON 

MC LEOD 

MAHNOMEN 

MARSHALL 

MARTIN 

MEEKER 

MILLE 

LACS 

6 830 

7 469 

2 104 

4 674 

8 562 

6 207 

5 417 

779 

1 339 

68 

272 

858 

567 

291 

3 093 

3 345 

601 

1 268 

5 342 

2 494 

1 734 

347 

390 

104 

265 

549 

193 

553 

5 

20 

. * ■ 

15 

16 

24 

32 

2 492 

2 292 

1 217 

2 694 

1 693 

2 775 

2 597 

27 

66 

74 

25 

38 

106 

183 

87 

9 

40 

135 

66 

48 

27 

22 610 

24 581 

6 386 

14 259 

26 807 

19 225 

14 501 

3.5 

3,4 

3.9 

3.5 

3.3 

3,5 

3.3 

3.4 

3.4 

3.9 

3,6 

3.3 

3,5 

3,4 

3.7 

3.6 

4.1 

3.4 

3,4 

3.6 

3.0 

22 033 

22 012 

6 985 

16 034 

25 488 

18 928 

14 913 

3,5 

3.5 

4.1 

3.8 

3.5 

3.6 

3,5 

6 424 

7 150 

1 623 

4 038 

8 116 

5 460 

4 334 

785 

693 

155 

443 

851 

635 

595 

1 785 

2 059 

411 

1 075 

2 500 

1 561 

1 351 

L 061 

1 300 

272 

714 

1 429 

964 

710 

950 

1 267 

256 

654 

1 522 

824 

612 

784 

944 

162 

533 

696 

616 

442 

547 

409 

127 

329 

538 

399 

279 

246 

306 

102 

150 

228 

215 

180 

266 

172 

138 

140 

152 

246 

165 

3.1 

3.1 

3.4 

3.2 

3.0 

3.1 

2,6 

2.9 

3,0 

3.4 

3,2 

2,9 

3.0 

2,9 

3,4 

3,5 

3.5 

3.1 

3.3 

3.3 

2,6 

5 785 

6 661 

1 278 

3 475 

7 64B 

4 903 

3 869 

639 

489 

345 

563 

468 

557 

465 

4 186 

5 533 

1 305 

3 328 

5 541 

4 250 

3 610 

625 

685 

133 

294 

907 

544 

613 

751 

1 045 

197 

412 

1 140 

716 

752 

1 834 

2 128 

623 

1 366 

2 041 

1 712 

1 466 

976 

1 675 

352 

1 256 

1 453 

1 276 

779 

2 238 

1 617 

318 

710 

2 575 

1 210 

724 

1 055 

736 

115 

364 

1 039 1 

560 

320 

471 

417 

98 

156 

624 

241 

212 

517 

276 

82 

104 

616 

283 

148 

195 

188 

23 

86 

296 

126 

44 

41 

19 



4 297 

22 

21 

5 120 

5 666 

095 

2 855 

2 169 

4 379 

2 576 

391 

670 

40 

342 

800 

348 

246 

41 

322 

356 

508 

72 

297 

403 


21 


... 

20 

44 

• « • 

721 

433 

252 

333 

567 

280 

1 008 

110 

19 

60 

. . . 

171 

90 

, • » 


... 

20 





100 

> 61 

20 

64 

3 383 


21 

3 127 

5 630 

497 

1 416 

3 014 

3 302 

1 323 


46 

• . • 

. . • 

. . . 

50 

61 

• * ! 

19 

• . . 

20 

) . . • 

. ■ . 

102 

1 479 

1 487 

27C 

1 671 

939 

» 515 

i 1 50B 

48C 

1 181 

6C 

1 3i2 

; 21 

231 

186 

37 

’ 19 


19 

1 82 

\ 4Z 

\ • * . 

1 201 

687 

' 77? 

) 1 5U 

) 67" 

r 1 24C 

) 1 133 

31i 

b IOC 

) 6C 

) 16? 

? 2 OOt 

3 11' 

? 03 

2 59< 

) 4 95C 

) 43'; 

? 1 55< 

j 4 40, 

1 2 661 

3 1 057 

3 38< 

s 1 79 : 

i 94( 

3 1 96: 

1 1 52( 

D 2 29! 

5 2 919 


, 21 

L ••• 

. 5' 

1 2< 

h 12' 

D •** 

1' 

7 31 

r 

D 1‘ 

? 21 

0 

. 21 

9 ; 

3 24' 

? 14 : 

5 as: 

5 14 

1 24' 

0 254 

2 : 


. 2 

L .« 

• ■ . 

• . ■ 

• • ■ . 

•• 

. 

, 

. 2: 

2 

. 1 

8 
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State and Small Areas 


Table 29 . — Occupan-cy Characteristics, Heating Equipment, and Type or Fuel, for Counties 

Outside SMS As: I960' — ^Con. 

[Based on sample; see text Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

MORRISON 

MOWER 

MURRAY 

NICOLLET 

NOBLES 

NORMAN 

OLMSTED 

OTTER 

tail 

PENN- 

INGTON 

PINE 

PIPE- 

STONE 

all housing units 

a 

448 

14 

481 

4 

384 

5 

897 

6 

913 

3 

824 

20 

006 

20 

121 

4 

040 

6 

502 

4 

255 

heating equipment 























STEAM OR HOT WATER • . 


441 

1 

986 


126 


785 


714 


195 

2 

955 

1 

318 


498 


281 


533 

WARN AIR FURNACE 

3 

076 

8 

623 

2 

004 

3 

672 

3 

210 

1 

232 

13 

419 

6 

556 

1 

940 

1 

580 

2 

174 

FLOOR 1 WALL! OR PIPELESS FURNACE 


167 

1 

034 


207 


190 


418 


129 


776 


703 


128 


509 


80 

BUILT-IN ELECTRIC UNITS 


28 


27 


16 


9 


... 


4 


63 


50 


4 


4 


12 

OTHER MEANS WITH FLUE • • . 

4 

566 

2 

599 

1 

848 

1 

192 

2 

452 

2 

186 

2 

687 

10 

730 

1 

409 

3 

900 

1 

444 

OTHER MEANS WITHOUT FLUE 


64 


119 


36 


32 


64 


. * • 


87 


453 


40 


83 


8 

NONE 


106 


93 


147 


17 


55 


78 


21 


311 


21 



145 



4 

POPULATION 























POPULATION IN HOUSING UNITS* 1960 

26 

965 

48 

244 

14 

830 

20 

738 

23 

722 

11 

247 

62 

955 

47 

544 

12 

398 

16 

267 

13 

558 

PER OCCUPIED UNIT. • . 


3.9 


3.5 


3.8 


3.7 


3.6 


3.3 


3.4 


3.4 


3,4 


3.3 


3.4 

OWNER 


4.0 


3.6 


3.6 


3.8 


3.4 


3.3 


3.7 


3,5 


3.5 


3.3 


3.2 

RENTER • » • 


3.1 


3.0 


4.1 


3.4 


4.0 


3.4 


2.7 


3.3 


3,0 


3,3 


3.8 

POPULATION IN DWELLING UNITS* 1950 • . . . 

25 

352 

41 

827 

14 

760 

17 

492 

22 

127 

12 

787 

44 

522 

48 

704 

12 

695 

18 

111 

13 

689 

PER OCCUPIED UNIT 


3.8 


3.6 


3.8 


3.6 


3.6 


3.6 


3.4 


3.6 


3.5 


3,4 


3.6 

ALL OCCUPIED UNITS .... 

6 

917 

13 

701 

3 

933 

5 

599 

6 

583 

3 

419 

18 

572 

13 

359 

3 

679 

4 

869 

4 

036 

PERSONS 























1 PERSON . 


737 

1 

609 


401 


535 


792 


421 

2 

455 

1 

664 


502 


702 


530 

2 PERSONS • . . • 

1 

702 

3 

656 

1 

025 

1 

446 

1. 

730 

1 

065 

4 

967 

3 

895 


974 

1 

597 

1 

213 

3 PERSONS 

1 

101 

2 

313 


584 


989 

1 

094 


651 

3 

193 

2 

497 


680 


745 


654 

4 PERSONS. 

1 

015 

2 

405 


610 


853 

1 

023 


494 

3 

275 

2 

151 


608 


623 


600 

5 PERSONS. . . • « 


791 

1 

764 


552 


776 


755 


336 

2 

160 

1 

699 


431 


480 


47 B 

6 PERSONS 


640 

1 

045 


351 


477 


566 


221 

1 

417 

1 

019 


231 


356 


326 

7 PERSONS . . . « 


373 


552 


181 


239 


327 


137 


612 


467 


159 


168 


100 

8 PERSONS OR MORE 


558 


437 


229 


284 


294 


94 


493 


467 


94 


198 


135 

MED I AN 1 























ALL OCCUPIED 


3.4 


3.2 


3,4 


3.3 


3,2 


2.8 


3.1 


3.0 


3.0 


2.7 


2.9 

OWNER . 


3.6 


3.4 


3,0 


3.5 


2.9 


2.B 


3.5 


3,1 


3,i 


2.7 


2.6 

RENTER . 


2.7 


2.6 


4,0 


3.0 


3.8 


3.0 


2.4 


2.9 


2.7 


2.9 


3.7 

PERSONS PER ROOM 























1.00 OR LESS 

5 

860 

12 

434 

3 

561 

5 

006 

5 

919 

3 

135 

16 

467 

12 

511 

3 

265 

4 

295 

3 

716 

1.01 OR MORE 

1 

057 

1 

347 


372 


593 


664 


284 

2 

105 

1 

348 


414 


594 


320 

YEAR MOVED INTO UNIT 























OWNER OCCUPIED 

5 

914 

10 

873 

2 

580 

4 

081 

4 

479 

2 

706 

13 

070 

11 

141 

2 

799 

4 

114 

2 

742 

195B TO MARCH 1960 «•...« 


934 

1 

926 


302 


680 


733 


315 

3 

555 

1 

565 


464 


606 


421 

1954 TO 1957 

1 

115 

2 

834 


457 


•792 


911 


378 

3 

416 

1 

689 


463 


749 


475 

1940 TO 1953 

2 

'363 

4 

244 

1 

030 

1 

482 

1 

810 

1 

038 

4 

149 

4 

546 

1 

173 

1 

505 

1 

266 

1939 OR EARLIER . . 

1 

502 

1 

869 


791 

1 

127 

1 

025 


975 

1 

94B 

3 

341 


679 

1 

254 


580 

RENTER OCCUPIED *....«. 

1 

003 

2 

908 

1 

353 

1 

518 

2 

104 


713 

5 

502 

2 

718 


880 


775 

1 

294 

1958 TO MARCH 1960 


477 

1 

631 


548 


771 

1 

005 


287 

3 

430 

1 

234 


528 


382 


562 

1954 TO 1957 


245 


628 


300 


304 


468 


134 

1 

073 


754 


196 


149 


294 

1940 TO 1953 


185 


478 


373 


272 


502 


207 


771 


507 


143 


152 


332 

1939 OR EARLIER. 


96 


171 


132 


171 


129 


85 


228 


223 


13 


92 


106 

HEATING FUEL 























UTILITY OAS. . 


16 

7 

738 


» » * 

3 

221 

2 

648 


... 

12 

631 


259 


... 


602 


18 

FUEL OIL. KEROSENE. ETC 

4 

669 

3 

'682 

2 

984 

1 

552 

2 

544 

2 

530 

3 

240 

10 

199 

2 

542 

2 

241 

3 

281 

COAL' OR COKE 


265 

1 

081 


399' 


217 


390 


481 


615 

1 

454 


696 


647 


324 

WOOD . 

1 

411 


110 


39 i 


42 




241 


138 

1 

191 


188 


942 


... 

ELECTRICITY 


40 


55 


38 


45 


■ . • 


. • . 


59 


« • . 


• . • 


. • ■ 


• • • 

BOTTLED. TANK. OR LP GAS 


497 


984 


4731 


481 


820 


167 

1 

827 


679 


253 


457 


396 

other FUEL 


19 


131 




19 


140 


... 


62 


77 


• . . 


. . • 


17 

NONE 


... 


... 


... 


22 


... 


. .. 


... 


... 


, . . 


... 


• • • 

WATER HEATING FUEL 























UTILITY GAS 


60 

7 

643 


...i 

3 

003 

2 

212 


Ill 

11 

916 


272 


... 


204 


43 

ELECTRICITY 

3 

611 

3 

617 1 

2 

4741 

1 

679 

1 

965 

1 

372 

3 

257 

5 

093 

1 

713 

2 

262 

2 

771 

COAL OR COKE 


38 


19 


19 


... 


... 


19 


57 


38 


44 


47 


22 

WOOD 


40 


39 


... 


43 


... 


... 


20 


21 


« . * 


21 


. ■ • 

BOTTLED. TANK. OR LP GAS 


497 

1 

457 


586 


454 

1 

172 


658 

2 

327 

3 

064 


808 


427 


395 

FUEL OIL. KEROSENE. ETC. ... . 


688 


91 


19 


62 


18 


57 


99 

1 

378 


226 


130 


62 

OTHER FUEL 


• * • 


93 




... 


87 


... 


• . • 


• « • 


... 


. . . 


17 

NONE . • 

1 

983 


822 


835 


358 

1 

129 

1 

202 


894 

3 

993 


888 

1 

798 


726 

COOKING FUEL 























UTILITY GAS 


412 

4 

679 


19 

2 

185 

1 

812 


149 

7 

088 


415 


19 


514 


365 

ELECTRICITY 

2 

778 

5 

675 

1 

681 

2 

388 

2 

058 

1 

519 

a 

285 

6 

371 

1 

800 

2 

027 

1 

999 

BOTTLED. TANK. OR LP GAS 

3 

016 

3 

134 

2 

118 


918 

2 

601 

1 

380 

2 

977 

6 

007 

1 

295 

1 

730 

1 

494 

FUEL OIL. KEROSENE. ETC 


37 


36 






... 


57 


80 


230 


77 


* . * 


40 

COAL OR COKE 


. . . 


73 


38 


22 


35 


75 


40 


39 


76 


108 


18 

WOOD 


674 


128 


20 


63 


42 


204 


60 


688 


284 


510 


40 

other FUEL 


... 


... 


19 


... 


35 


... 


• • • 


88 


• . * 


... 


44 

NONE 


... 


56 


38 


23 


* * * j 


35 


42 


21 


48 


... 


36 


POLK 


12 159 


1 130 

4 934 
470 

4 

5 212 

40 

369 


36 310 

3.5 

3.6 
3.2 

35 237 
3.6 


10 335 


1 184 

2 708 
1 915 
1 715 
1 213 

835 

354 

411 


3.2 

3.2 

3.C 


a 958 
1 377 


7 TOC 
1 168 

1 361 

2 958 
2 219 

2 629 
1 386 
67C 
409 
164 


a 271 
1 15C 
539 

35S 

2C 


1 65C 
4 316 
167 
21 

1 2a:i 

704 

2 194 


1 as: 
4 516 
3 25: 
19 : 
4< 
396 

76 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type ov Fuel, for Counties 

Outside SMS As: I 960 — Con. 

[Based on sample; see text. Median not shown where base Is less than 200] 


Heating Equipment Year Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 


POPE 

RED LAKE 

REDWOOD 

RENVILLE 

RICE 

ROCK 

ROSEAU 

SCOTT 

SHER- 

BURNE 

SIBLEY 

STEARNS 

4 527 

1 785 

6 730 

7 135 

10 574 

3 512 

4 151 

6 146 

4 664 

4 769 

21 395 

399 

98 

635 

980 

1 582 

522 

137 

765 

199 

1 018 

2 269 

1 361 

397 

3 421 

3 034 

5 503 

1 673 

1 125 

2 772 

1 535 

1 922 

10 736 

799 

187 

243 

390 

735 

67 

698 

425 

245 

252 

816 

1 • • 

8 

4 

16 

16 

12 

4 

8 

6 

f • « 

15 

1 806 

1 066 

2 162 

2 290 

2 494 

1 142 

2 000 

2 089 

2 448 

1 533 

6 832 

74 

12 

143 

235 

186 

52 

38 

24 

59 

16 

447 

88 

17 

122 

190 

58 

44 

149 

63 

170 

28 

280 

11 613 

6 101 

22 613 

23 469 

32 062 

12 341 

12 034 

21 544 

11 456 

15 786 

75 210 

3.3 

3.9 

•3.6 

3.5 

3.3 

3.7 

3.5 

3.8 

3.5 

3.4 

4.0 

3,3 

4.0 

3.4 

3.4 

3.4 

. 3.5 

3.5 

3.8 

3.5 

3.4 

4.1 

3.2 

3.5 

4.0 

3.9 

3.1 

4.1 

3.5 

3.7 

3.6 

3.5 

3.5 

12 814 

6 786 

22 022 

23 847 

29 756 

11 201 

14 435 

16 242 

9 449 

15 BOO 

65 603 

3.6 

4,0 

3.6 

3.7 

3.4 

3.6 

3.8 


3.6 

3.7 

4.0 

3 535 

1 546 

6 318 

6 656 

9 731 

3 327 

3 433 

5 651 

3 251 

4 582 

18 997 

424 

144 

759 

788 

1 408 

226 

482 

444 

345 

404 

2 063 

1 l47 

351 

1 755 

1 823 

2 904 

1 027 

885 

1 420 

1 029 

1 399 

4 328 

■ 57 a 

252 

1 038 

1 186 

1 515 

481 

605 

1 054 

459 

790 

3 217 

541 

226 

975 

1 091 

1 405 

500 

463 

944 

530 

799 

2 782 

388 

233 

722 

778 

1 186 

372 

450 

621 

356 

601 

2 212 

296 

129 

494 

422 

629 

367 

250 

569 

261 

363 

1 697 

93 

104 

225 

245 

309 

116 

126 

294 

107 

112 

1 072 

74 

107 

350 

323 

295 

158 

154 

305 

164 

114 

1 626 

2.8 

3.6 

3.1 

3.1 

2.6 

3.4 

3.1 

3.4 

3.0 

3. 1 

3.5 

2*6 

3.7 

2.9 

2.9 

2.9 

2.9 

3.0 

3.4 

3.0 

3.1 

3*6 

3.0 

3.1 

3.7 

3,6 

2.5 

3.9 

3.5 

3,4 

3.2 

3.3 

3.1 

3 272 

1 276 

5 757 

6 048 

6 927 

3 022 

2 854 

4 868 

2 629 

4 324 

15 902 

263 

270 

561 

608 

804 

j 305 

579 

783 

422 

258 

3 095 

2 807 

1 292 

4 340 

4 801 

6 999 

2 124 

2 822 

4 549 

2 659 

3 622 

14 938 

280 

164 

500 

569 

1 097 

441 

33L 

890 

1 511 

463 

2 211 

420 

163 

874 

757 

1 391 

423 

403 

979 

1 534 

554 

3 132 

1 215 

600 

1 748 

2 010 

2 583 

846 

1 234 

1 548 

1 031 

1 357 

5 669 

892 

365 

1 218 

1 465 

1 928 

414 

654 

1 132 

583 

1 248 

3 926 

728 

254 

1 978 

1 855 

2 732 

1 203 

611 

I 102 

592 

960 

4 059 

307 

139 

768 

681 

1 370 

464 

328 

582 

339 

364 

2 026 

147 

65 

435 

394 

657 

274 

142 

217 

120 

230 

911 

211 

41 

525 

501 

466 

354 

101 

177 

89 

221 

767 

63 


250 

279 

239 

131 

40 

126 

44 

145 

355 

21 

46 


62 

6 292 

729 

37 

3 151 

86 

21 

346 

2 585 

1 135 

4 807 

5 305 

1 924 

2 097 

2 347 

1 520 

2 056 

3 487 

14 966 

420 

159 

800 

599 

578 

229 

201 

85 

166 

418 

1 619 

133 

160 

152 

38 

216 

18 

470 

218 

406 

141 

1 061 

» • • 

... 

• • • 

20 

22 

... 

20 

39 

... 


... 

376 

46 

496 

612 

699 

172 

358 

538 

517 

515 

945 


... 

63 


. • ■ 

82 

... 

81 

. • . 

• • . 

61 

. • . 

... 

... 

*20 

... 


... 

19 





23 

• • « 


5 582 

597 

37 

2 587 

168 

21 

2 120 

2 048 

863 

4 023 

4 332 

1 914 

1 947 

1 328 

1 800 

1 383 

3 175 

10 752 

... 

... 

21 

40 

* . * 

• * * 

■ . • 

... 

a . • 

... 

59 

22 

• . i 

... 

. • ■ 

66 

* * * 

■ i * 

... 

40 

... 

20 

376 

249 

828 

928 

592 

253 

436 

520 

754 

517 

2 175 

201 

45 

119 

238 

63 

20 

75 

58 

210 

150 

1 043 

... 

... 

42 

... 

... 

42 

■ . • 

24 

* * * 

21 

... 

888 

366 

1 265 

1 lie 

1 514 

46B 

1 557 

662 

696 

698 

2 828 


92 

42 

304 

4 971 

455 

37 

2 326 

311 

42 

2 545 

1 599 

773 

2 968 

3 481 

2 797 

1 487 

1 381 

i 872 

1 128 

2 740 

8 860 

1 652 

613 

3 022 

2 632 

i 673 

1 325 

1 566 

1 356 

1 607 

1 456 

6 508 

43 


91 

79 

64 

. * • 

. • . 

. • . 

42 

36 

297 

22 

'22 

17 

59 

a . • 

* . • 

. • . 

. . • 

. . . 

• . • 

20 

198 

46 

136 

101 

161 

40 

412 

77 

163 

308 

669 

21 

• . . 

21 

* a . 

a . ■ 

20 

. . * 

20 

. . . 

« . « 

• * • 

... 

... 

21 

... 

65 

... 

1 

. .. 

.. . 


98| 


ALL HOUSING UNITS. 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR I WALLf OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . • . . 
NONE 


POPULATION IN HOUSING UNITS* I960. 

PER OCCUPIED UNIT 

OWNER 

RENTER 

POPULATION IN dwelling UNITSi 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 
PERSONS 

1 PERSON 

2 PERSONS 

5 PERSONS. ....... 

4 PERSONS 

5 PERSONS. . 

6 PERSONS 

7 PERSONS 

a PERSONS OR MORE. . . . 
MEDIAN* 

ALL OCCUPIED 

OWNER 

RENTER 


PERSONS PER ROOM 


1.00 OR LESS 

1.0 1 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 ....... 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

renter OCCUPIED 

195B TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 


HEATING FUEL 

UTILITY GAS 

FUEL 0IL» KEROSENE* ETC. . 

COAL OR COKE 

WOOD 

ELECTRICITY . 

BOTTLED* TANK* OR LP GAS . . 

QTHER FUEL 

NONE ..... 


WATER HEATING FUEL 

UTILITY GAS 

ELECTRICITY. ... 

COAL OR COKE 

WOOD 

BOTTLED* TANK* OR LP GAS . . . 
FUEL OIL* KEROSENE* ETC. . . . 

OTHER FUEL 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD 

OTHER FUEL . 

NONE .... 


7 698 


1 188 
3 940 
569 
11 
1 884 
41 
65 


24 510 
3.4 
3.4 
3.1 
20 515 
3.4 


922 

043 

408 

126 

845 

578 

210 

179 

3.0 

3.1 

2.8 


6 815 
498 


447 

083 

120 

940 

304 


1 866 
1 004 
393 
329 
140 


4 049 
1 902 
403 
316 

4B6 

157 


899 
701 
■ 20 

722 

75 

68 

828 


3 171 
1 971 
1 612 
103 

204 


25-78 


State and Small Areas 


Table 29 . — Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMS As: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200} 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

STEVENS 

SWIFT 

' ■ ” ' n 

TODD 

TRAVERSE 

WABASHA 

WADENA 

WASECA 

i 

WATONWAN 

WILKIN 

WINONA 

1 

WRIGHT 1 

! 

YELLOW 

MEDICINE 

ALL -HOUSINS UNITS • 


3 

324 

4 

656 

8 

218 

2 

484 

5 

208 

3 

943 

5 

071 

4 

465 

3 

071 

12 

516 

11 

200 

5 

081 

HEATING EQUIPMENT 


























STEAM OR HOT WATER * • . « 



495 


408 


437 


303 


671 


258 


476 


523 


454 

1 

948 


957 


424 

WARM AIR FURNACE 


1 

420 

1 

949 

2 

433 


851 

2 

040 

1 ^ 

474 

2 

419 

2 

118 

1 

191 

6 

725 

4 

151 1 

2 

221 

FLOOR. WALL. OR PIPELESS FURNACE . . 

• • • 


149 


90 


304 


189 


390 


229 


692 


287 


142: 


459 


190 


402 

BUILT-IN ELECTRIC UNITS 



4 


17 


B 


25 


16 


4 


. t * 


... 


• * . j 


16 


4 


8 

other means WITH FLUE 


1 

144 

2 

120 

4 

705 


949 

1 

920 

1 

924 

1 

406 

1 

499 

1 

214 

3 

204 

5 

226 

1 

933 

OTHER MEANS WITHOUT FLUE 



■ 52 


20 


251 


134 


156 


12 


44 


15 


70 




338 


33 

NONE 

• • • 


60 


52 


80 


33 


15 


42 




23 



a a a i 


Ill 


334 


60 

POPULATION 

















1 









POPULATION IN HOUSING UNITS. I960, • 

* • « 

11 

383 

14 

999 

22 

171 

7 

960 

16 

960 

i 

243 

15 

999 

14 

648' 

10 

173 

39 

493 

29 

962 

15 

968 

PER OCCUPIED UNIT. • 



3.7 


3,5 


3,3 


3.6 


3.5 


3,5 


3.4 


3.5 


3.5 


3.3 


3.6 


3.4 

OWNER * • 



3.7 


3,4 


3.4 


3.5 


3.6 


3.5 


3.4 


3.4 


3.6 


3.5 


3.6 


3.3 

RENTER • • . 



3.7 


3,7 


3.0 


3,9 


3.2 


3.5 


3.4 


3.7 


3.3 


3.1 


3.6 


3,8 

POPULATION IN DWELLING UNITS. 1950 , 

• t « 

11 

014 

15 

754 

25 

323 

8 

045 

16 

636 

12 

669 

14 

922 

13 

751 

10 

401 

38 

076 

27 

474 

16 

179 

PER OCCUPIED UNIT 

a « • 


3.8 


3,6 


3.7 


3.6 


3.4 


3.7 


3.4 


3.4 


3.8 


3.4 


3.6 


3.5 

ALL OCCUPIED UNITS 


3 

063. 

4 

316 

6 

705 

2 

184 

4 

859 

3 

460 

4 

750 

4 

238 

2 

874 

11 

799 

8 

340 

4 

647 

PERSONS 


























1 PERSON 



306 


563 


916 


324 


619 


429 


587 


421 


350 

1 

722 

1 

048 


538 

2 PERSONS 



852 

1 

182 

2 

055 


530 

1 

417 


930 

1 

389 

1 

296, 


786 

3 

288 

2 

344 

1 

262 

3 PERSONS 



483 


770 

i 

222 


362 


831 


653 


837 


761 


412 

2 

201 

1 

292 


925 

4 PERSONS 



504 


630 


887 


293 


644 


461 


744 


629 


452 i 

1 

658 

1 

258 


660 

3 PERSONS. ... 



315 


445 


745 


253 


564 


398 


545 


503 


432 

1 

344 


956 


556 

6 PERSONS 



273 


386 


394 


193 


369 


271 


365 


339 


249' 


715 


614 


382 

7 PERSONS 



155 


172 


244 


105 


173 


163 


131 


142, 


83 


417 


334 


189 

8 PERSONS OR MORE • . • 

« • • 


175 


168 


242 


124 


242 


155 


152 


147 


110 


454 


494 


115 

MEDIAN* 

















1 









ALL OCCUPIED .... 

« a • 


3,3 


3.0 


2.8 


3.2 


3.0 


3.1 


3,0 


3.0 


3.2 


2.9 


3.1 


3.1 

OWNER 



3.2 


2.9 


2.9 


2.9 


3.0 


3.0l 


2.9 


2.6 1 


3.3 


3.0 


3.0 


2.8 

RENTER 

• • m 


3.5 


3.4 


2.5 


3.8 


2.9 


3.2| 


3.1 


3.5 


3.1; 


2.6 


3.4 


3.6 

PERSONS PER ROOM 



















j 







1.00 OR less 

a • a 

2 

719 

3 

859 

6 

077 

1 

90S 

4 

464 

3 

000 

4 

451 

3 

923 

2 

613 

10 

780 

7 

364 

4 

308 

1.01 OR MORE 

. . . 


344 


457 


628 


276 


395 


460 


299 


315^ 


261: 

1 

019 


976 


339 

YEAR MOVED INTO UNIT 

















1 









OWNER OCCUPIED 


2 

292 

3 

150 

5 

642 

1 

474 

3 

803 

2 

747 

3 

605 

2 

992* 

2 

047 

8 

556 

6 

725 

3 

160 

1958 TO MARCH i960 . 



318 


359 


713 


159 


516 


389 


548 


422 1 


276 

1 

166 

1 

000 


421 

1954 TO 1957 



474 

' 

568 

1 

004 


277 


724 


595 


678 


586, 


308 

1 

594 

1 

246 


508 

1940 TO 1953 

a « • 


926 

1 

308 

2 

410 


610 

1 

490 

1 

246 1 

1 

283 

1 

113l 


914 

3 

293 

2 

697 

1 

239 

1939 OR EARLIER 

a « a 


574 


915 

1 

515 


428 

1 

073 


517 1 

1 

096 


a7i| 


549 1 

2 

503 

1 

780 


992 

RENTER OCCUPIED 

a a a 


771 

1 

166 

1 

063 


710 

1 

056 


713! 

1 

145 

1 

2461 


827 

3 

243 

1 

615 1 

1 

487 

1958 TO MARCH 1960 

a • t 


343 


515 


501 


231 


438 


443, 


511 


522 


329, 

1 

497 


727, 


588 

1954 TO 1957 



194 


295 


254 


194 


253 


144' 


318 


328 


186 


867 


386! 


330 

1940 TO 1953 

a a t 


169 


244 


225 


192 


262 


113| 


233 


255 


2351 


640 


3141 


385 

1939 OR EARLIER. . * 

a * a 


65 


112 


83 


93 


103 


15 1 


83 


141 


75 


219 


168 ' 


184 

HEATING FUEL 























! 



UTILITY GAS. ...... 

a a a 


50 


83 


40 


* . * 


. * • 


59, 

2 

765 

1 

549 


. a ■ 


320 


120* 


21 

FUEL OIL. KEROSENE. ETC . 


2 

203 

3 

359 

4 

541 

1 

452 

3 

294 

2 

260 

1 

368 

1 

918 

2 

324 

8 

619 

5 

791 1 

4 

068 

COAL OR COKE 

a a a 


472 


246 


451 


510 

1 

076 


448 1 


327, 


136 


178 

1 

902 


612, 


384 

WOOD ...... 

a a a 


18 


82 

1 

309 


20 


124 


434 


59 


34 


81 


374 


675 1 


21 

ELECTRICITY * • 

a a a 


« • * 


21 


. i • 


21 


... 


... 1 


... 


* . • 


. . . 


• ■ « 


* * * 


* • • 

BOTTLED. TANK. OR LP GAS ..... . 

a a a 


320 


525 


344 


181 


363 


279, 


231 


601 


291 


477 

1 

062 


153 

OTHER FUEL 

a a a 


t . • 


. . • 


. . * 


* . • 


* t • 


• . . ' 


• • • 


* a » 


• . . 


107 


60 


* • . 

NONE 

a a a 


... 


... 


20 


... 


... 


... 


* * • 


... 


... 


.** 


20 


* . « 

WATER HEATING FUEL 


























UTILITY GAS 

a a a i 


71 


1401 


40 


• . . 


• * • 


25 1 

2 

195 


767 


77 1 

2 

237 


60 


. • • 

ELECTRICITY . 

a a a 

1 

558 

2 

227' 

3 

972 

1 

052 

3 

366 

2 

003 

I 

725 

2 

338 

1 

346: 

5 

453 

4 

808 

3 

161 

COAL OR COKE 

a a a 


14 


t « . 


. • • 


• • • 


18 


19! 


... 1 


• . . 


28 


178 


20 


... 

WOOD « 

• a a 


• . * 


. • ■ 


20 


... 


21 


20 




... 


... 


105 


45 


... 

BOTTLED. TANK. OR LP GAS 

a a a 


708 


922 


410 


566 


638 


419! 


301 1 


571 


554 

1 

586 

1 

296 


294 

FUEL OIL. KEROSENE. ETC 

a a a 


302 


64 


85 


77 


230 


16| 


38 


151 


372 

1 

029 


489 


76 

OTHER FUEL . 

• a a 


. . . 


18 


. . . 


« • • 


21 


... 


. • . ! 


. . « 


... 


20 


■ * • 


47 

NONE . . 

a a a 


410 


925 

2 

178 


489 


565 


956 1 


491 


411 


497 

1 

189 

1 

622! 

1 

1 

069 

COOKING FUEL 








i 







j 








I 



UTILITY GAS 



140 


312 


143 


... 


21 


238 

1 

949 

1 

106! 


54 

2 

475 


370' 


207 

ELECTRICITY 


1 

446 

1 

969 

3 

163 

1 

024 

2 

535 

1 

552 

2 

035 

1 

694, 

1 

528 

6 

036 

3 

588| 

2 

743 

BOTTLED. TANK. OR LP GAS 


1 

379 

1 

790 

2 

731 


963 

2 

013 

1 

199 


687 

1 

369' 

1 

045 

2 

774 

3 

928 

1 

430 

fuel oil* kerosene, etc 



• • • 


t . « 


101 


59 


59 


... 


37 


* * * 


70 


121 


121 1 


25 

COAL OR COKE . 



18 


61 


21 


40 


22 


79 


... 


* • « 


74 


39 


121, 


22 

WOOD 



61 


140 


487 


39 


148 


365 


42 


5ll 


75 


274 


107' 


155 

OTHER FUEL 



19 


• • • 


* • . 


. • * 


20 


* • * 


. ■ . 




. . • 


20 


... 1 


65 

NONE 



... 


44 


59 


59 


41 


27 


... 


16 


28 


60 


25' 
1 


... 


Minnesota 


25-79 


Table 30. — Financial Characteristics and Selected Equipment, por Counties Outside SMSA’s: 

1960 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number- indicates median above 

or below that number] 


CUoches Washing 
M.7chine 
Clothes Dryer 
Home Food Freezer 
Telepiione Avail, 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

AITKIN 

BECKER 

BELTRAMI 

BENTON 

BIG STONE 

BLUE 

EARTH 

BROWN 

CARLTON 

CARVER 

CASS 

CHIPPEWA 

ALL OCCUPIED UNITS • . . . 


3 

796 

6 

751 

6 

495 

4 

458 

2 

603 

12 

608 

7 

999 


630 

5 

827 

4 

995 

4 

932 

CLOTHES WASHING MACHINE 
























WRINGER OR SPINNER 


2 

829 

4 

682 

4 

090 

3 

425 

2 

009 

6 

866 

6 

295 

4 

551 

4 

689 

3 

615 

. 3 

805 

AUTOMATIC OR SEMI-AUTOMATIC. . . 

..... 


486 


963 

1 

030 


764 


404 

3 

886 

1 

012 

2 

151 


769 


499 


729 

WASHER-DRYER COMBINATION . . . . 

• • . . . 


62 


21 


64 


17 


16 


217 


109 


60 


21 




41 

NONE 



417 

1 

085 

1 

303 


252 


174 

1 

639 


583 


868 


348 


eai 


357 

CLOTHES DRYER 
























GAS HEATED 



205 


254 


184 


363 


147 

1 

144 


641 


120 


251 


128 


56 

ELECTRICALLY HEATED 




325 

1 

054 


786 


871 


532 

2 

609 

1 

251 

1 

827 

1 

177 


631 

1 

265 

NONE 


3 

266 

5 

443 

5 

525 

3 

224 

1 

924 

8 

855 

6 

107 

5 

683 

4 

399 

i ^ 

236 

3 

611 

HOME FOOD FREEZER 
























1 OR MORE 


1 

689 

1 

739 

1 

816 

1 

737 

1 

261 

4 

667 

3 

405 

2 

780 

3 

198 

1 

604 

2 

228 

none 


2 

107 

5 

012 

4 

679 

2 

721 

1 

322 

7 

941 

4 

594 

4 

850 

2 

629 

3 

311 

2 

704 

TELEPHONE AVAILABLE 
























YES 


2 

461 

4 

487 

4 

516 

3 

634 

2 

154 

11 

432 

6 

899 

6 

410 

4 

869 

2 

097 

4 

391 

NO 


1 

335 

2 

264 

1 

979 


824 


449 

1 

176 

1 

100 

1 

220 


958 

2 

098 


541 

AUTOMOBILES AVAILABLE 



























2 

261 

3 

778 

3 

934 

3 

001 

1 

904 

8 

177 

4 

881 

4 

311 

3 

926 

2 

721 

3 

116 




854 

1 

651 

1 

262 


883 


394 

2 

346 

1 

741 

1 

991 

1 

407 

1 

076 

1 

165 

7 OR MORE. ... 

» t . » • 


101 


257 


154 


235 


35 


479 


217 


285 


208 


238 


189 

NONE 



580 

1 

065 

1 

145 


339 


270 

1 

606 

1 

160 

1 

043 


286 


960 


462 

AIR CONDITIONING 
























ROOM UNITI 
























1 



9 9 9 


• t * 


104 


51 


36 


772 


382 


42 


148 


22 


61 

2 OR MORE 

• . • • • 


21 


■ 9 9 


... 


• • . 


20 


118 


37 


. • i 


64 


• . * 


19 

CENTRAL SYSTEM 

• • . • . 


• 99 


62 


24 


. . . 


41 


216 


23 


19 


42 


• . • 


... 

NONE ... 


3 

775 

6 

669 

6 

367 

4 

407 

2 

506 

11 

502 

7 

557 

7 

569 

5 

573 

4 

973 

4' 

852 

TELEVISION SETS 


























3 

173 

5 

296 

3 

517 

3 

762 

2 

185 

10 

297 

6 

364 

6 

570 

5 

047 

1 2 

009 

3 

860 

2 OR MORE 

..... 


21 


57 


85 


149 


16 


476 


172 


373 


399 


44 


21 

NONE 



602 

1 

398 

2 

893 


547 


402 

•1 

035 

1 

463 


687 


381 

2 

142 

1 

051 

RADIO SETS 


























2 

925 

5 

172 

4 

538 

2 

902 

1 

672 

7 

349 

4 

947 

4 

512 

3 

485 

3 

497 

3 

025 

2 OR MORE 



669 

1 

155 

1 

446 

1 

380 


821 

4 

801 

2 

848 

2 

664 

1 

952 


923 

1 

844 

NONE . . • 

• « * t 9 


202 


424 


511 


176 


110 


458 


204 


434 


390 


575 


63 

VALUE 
























OWNER OCCUPIED 

• 9 • • • 

1 

120 

2 

490 

2 

849 

2 

001 

1 

055 

6 

038 

4 

164 

3 

8B8 

2 

773 

1 

923 

2 

177 

LESS THAN SSfOOO 

9 • 9 9 • 


421 


744 

1 

183 


199 


225 


588 


508 


473 


233 


843 


295 

$5i000 TO $7 » 400 

• 9 9 9 9 


265 


538 


605 


343 


186 


041 


667 


624 


374 


398 


367 

S7t500 TO $9i900 

9 9 9 • 9 


218 


394 


344 


361 


152 


785 


775 


657 


446 


208 


480 

SlOrOOO TO $I2f400 

« » • 9 • 


161 


317 


257 


390 


186 


871 


763 


764 


477 


181 


397 

S12i500 TO S14»900 

9 9 • • « 


22 


186 


173 


268 


121 


833 


560 


484 


374 


76 


266 

$15»000 TO $17i400 

• 9 9 9 9 


28 


167 


121 


251 


104 


741 


400 


501 


302 


32 


146 

$i7i500 TO Sl9i900 ....... 

9 9 9 9 9 


... 


62 


102 


80 


41 


505 


207 


187 


195 


16 


80 

saOfOOO TO $24 t900 ....... 

9 9 9 9 9 


... 


49 


31 


45 


36 


538 


145 


113 


165 


41 


90 

S25f000 TO S34t900 

9 9 9 9 9 


5 


4 


20 


55 


4 


224 


102 


74 


120 


31 


36 

$35 t 000 OR MORE. 

9 9 9 9 9 


* . a 


29 


13 


9 


t a . 


112 


37 


11 


87 


17 


* . . 

MEDIAN 

DOLLARS 9 

6 

300 

7 

300 

6 

000 

10 

600 

9 

400 

12 

300 

10 

400 

10 

600 

11 

700 

5 

700 

9 

700 

VACANT AVAILABLE FOR SALE. . 

9 9 9 9 9 


• 19 


51 


71 


35 


9 


69 


46 


39 


57 


40 


34 

MEDIAN PRICE ASKED . . 

DOLLARS 9 


... 


... 


... 


... 


... 


... 


... 


... 


... 


... 


... 

GROSS RENT 
























RENTER OCCUPIED 

9 9 9 9 9 


531 

1 

169 

1 

520 


650 


543 

3 

069 

1 

555 

1 

260 

1 

012 


858 

1 

027 

LESS THAN $20. . 



20 


50 


16 


... 


6 


35 


24 


13 


4, 


33 


12 

$20 To $29 

9 9 9 9 9 


34 


93 


194 


40 


26 


135 


58 


111 


351 


75 


51 

$30 TO $39 

9 9 9 9 9 


88 


100 


116 


30 


70 


110 


130 


110 


73 


124 


87 

$40 TO $49 

9 9 9 9 9 


55 


137 


174 


74 


49 


244 


188 


96 


65 


93 


141 

$50 TO $59 



94 


112 


166 


77 


54 


380 


183 


169 


176 


72 


126 

$60 TO $69 



46 


161 


IBl 


97 


94 


464 


217 


107 


157 


94 


159 

$70 TO $79 

9 9 9 9 9 


24 


108 


77 


75 


72 


396 


206 


123 


iia 


28 


97 

$80 TO $99 

9 9 9 9 9 


29 


125 


165‘ 


89 


89 


610 


266 


143 


181 


33 


141 

$100 TO $119 

9 9 9 9 9 


4 


76 


83 


77 


19 


279 


89 


37 


54 


4 


71 

$120 OR MORE 

9 9 9 9 9 


12 


32 


33 


19 


4 


167 


41 


48 


50 


• • • 


51 

NO CASH RENT 

9 9 9 9 9 


125 


177 


315 


72 


60 


229 


153 


223 


99 


302 


111 

MEDIAN 

dollars . 


51 


60 


56 


67 


64 


71 


65 


61 


67 


45 


63 

CONTRACT RENT 
























RENTER OCCUPIED 

..... 


406 


992 

1 

205 


576 


483 

2 

840 

1 

402 

1 

037 


913 


556 


916 

MEDIAN « 

dollars . 


34 


45 


44 


50 


42 


58 


49 


44 


48 


53 


47 

VACANT AVAILABLE FOR RENT. . 

..... 


12 


75 


66 


17 


23 


201 


42 


69 


58 


62 


78 

MEDIAN RENT ASKED. 

DOLLARS . 


... 


... 


... 


... 


... 


70 


... 


... 


... 


... 


... 


25-80 


State and Small Areas 


Table 30 . — Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

1960— Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-(-) or minus (-) after number indicates median above 

or below that number] 


Cloches Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contr.act Rent 


SUBJECT 

CHISAGO 

CLEAR- 

WATER 

COOK 

COTTON- 

WOOD 

CROW WING 

1 DODGE 

DOUGLAS 

FARIBAULT 

FILLMORE 

FREEBORN 

GOODHUE 

ALL OCCUPIED UNITS 

4 

049 

2 

585 

1 

035 

4 

65^ 

9 

722 

1 

3 

779 

6 

312 

7 

053 

7 

104 

11 

119 

9 

910 

CLOTHES WASHING MACHINE 
























WRINGER OR SPINNER . 


2 

976 

2 

050 


429 

3 

763 

6 

206 

2 

505 

4 

561 

4 

651 

5 

030 

7 

136 

6 

557 

AUTOMATIC OR SEMI-AUTOMATIC. . . 



750 


175 


171 


653 

2 

018 


983 


832 

1 

746 

1 

277 

2 

353 

2 

162 

WASHER-DRYER COMBINATION . . . . 

• » f t • 


21 


• . . 


ft ft ft 


37 


IIB 


. •• 


20 


134 


144 


220 


170 

NONE 



294 


360 


435 


398 

1 

300 


293 


899 


522 


653 

1 

410 

1 

001 

CLOTHES DRYER 
























GAS heated 



266 


96 


21 


219 


255 


256 


461 


552 


228 

1 

397 


441 

ELECTRICALLY HEATED 



524 


164 


151 

1 

094 

1 

661 


051 

1 

089 

1 

503 

1 

039 

1 

644 

1 

875 

NONE 


3 

259 

2 

325 


B63 

3 

538 

7 

606 

2 

672 

4 

762 

4 

998 

5 

837 

8 

078 

7 

594 

HOME FOOD FREEZER 
























L OR MORE. . • « • 


1 

624 


887 1 


233 

2 

424 

3 

023 

, 1 

693 

2 

379 

3 

668 

2 

901 

4 

405 

3 

438 

NONE 


2 

425 

1 

698 1 


802 

2 

427 

6 

699 

1 2 

086 

3 

933 

3 

385 

4 

203 

6 

714 

6 

472 

TELEPHONE AVAILABLE 





1 



















YES 


3 

362 

1 

499 j 


785 

4 

315 

7 

677 

3 

222 

5 

161 

6 

499 

6 

186 

9 

879 

9 

022 

NO 



6B7 

1 

086' 

i 


250 


536 

2 

045 


557 

1 

151 


554 


918 

1 

240 


888 

AUTOMOBILES AVAILABLE 


























2 

387 

1 

838' 


451 

3 

539 

5 

857 

2 

672 

4 

250 

4 

928 

4 

756 

7 

152 

5 

979 


* • • • - 

1 

083 


355 1 


300 


950 

2 

109 


639 

1 

174 

1 

327 

1 

422 

2 

524 

2 

192 

3 OR MORE 



161 


44 


65 


22 


309 


232 


162 


234 


161 


233 


306 

NONE . 



438 


348' 


219 


340 

1 

447 


236 


706 


564 


765 

1 

210 

1 

433 

AIR CONDITIONING 
























ROOM UNITt 
























1. * « . . 



... 


. « . 


... 


184 


83 


195 


58 


383 


232 


333 


397 

2 OR MORE. ... 



. • ■ 


t_» . 


f ft ft 


44 


ft ft ft 


. . . 


18 


160 


103 


143 


111 

CENTRAL SYSTEM 



20 


. . . 


... 


60 


92 


43 


36 


81 


. • . 


39 


36 

NONE . « . 

. . . . . 

4 

029 

2 

585 

1 

035 

4 

563 

9 

547 

3 

541 

6 

200 

6 

429 

6 

769 

10 

604 

9 

366 

TELEVISION SETS 


























3 

355 

1 

547 


730 

2 

99'3 

7 

343 

2 

946 

4 

995 

5 

980 

6 

081 

9 

218 

e 

339 

2 OR MORE • 

• • . . . 


167 


■ ■ • 


43 


h 


258 


189 


170 


143 


107 


677 


439 

NONE . 



527 

1 

038 


262 

1 

856 

2 

121 


644 

1 

147 


930 


916 

1 

224 

1 

132 

RADIO SETS 

























..... 

2 

693 

1 

972 


645 

2 

261 

6 

219 

2 

353 

4 

493 

4 

164 

4 

799 

6 

397 j 

5 

767 

2 OR MORE 


1 

193 


348 


237 

2 

440 

2 

704 

1 

125 

1 

637 

2 

543 

1 

945 

4 

034. 

3 

506 

NONE 



163 


265 


153 


150 


799 


301 


182 


326 


360 


6B8 1 


637 

VALUE 





















i 

1 



OWNER OCCUPIED . 

t • • • * 

1 

563 


710 


571 

2 

101 

5 

356 

1 

390 

2 

650 

3 

231 

2 

802 

5 

514 i 

4 

761 

LESS THAN $5t000 

• • • « • 


25a 


352 


100 


329 

1 

028 


258 


406 


501 


715 


344, 


401 

$5i000 TO $7 1 400 

• $ • $ • 


332 


136 


96 


535 

1 

155 


335 


522 


671 


651 


734' 


679 

$7i500 TO $9t900 

• • • • • 


378 


96 


87 


412 


932 


198 


485 


546 


561 


972 1 


985 

$10i000 TO $12t400 

• ■ « « t 


278 


68 


160 


347 


738 


274 


423 


533 


331 

1 

173 

1 

166 

$12t500 TO S14f900 ....... 

• « * • • 


138 


33 


25 


196 


484 


153 


308 


524 


266 

i 

073 i 


708 

$15 f 000 TO $17i400 

» « • * • 


61 


12 


58 


141 


555 


112 


254 


236 


174 


616 


413 

$17 1 500 TO S 19 1 900 

• # • • • 


42 


8 


18 


64 


149 


24 


101 


131 


60 


313' 


199 

$20)000 TO S24f900 ....... 

• • « • • 


40 


9 


13 


53 


157 


28 


91 


53 


36 


184 , 


141 

$25)000 TO $34)900 

• • « ft t 


12 


4 


* • • 


16 


114 


e 


48 


32 


8 


69 


59 

$35)000 OR MORE. . • 

ft ft ft ft ft 


4 


. * . 


14 


6 


44 


... 


12 


4 


... 


361 


8 

MEDIAN 

DOLLARS . 

6 

800 

5 

100 

10 

000 

8 

600 

8 

BOO 

B 

000 

9 

500 

9 

500 

7 

700 

11 

500 

10 

700 

VACANT AVAILABLE FOR SALE. . 

..... 


32 


14 


... 


61 


100 


26 


24 


57 


IB 


55 1 


50 

MEDIAN PRICE ASKED 

DOLLARS . 


... 


... 




... 


... 


... 


... 


... 


... 


* 1 


... 

GROSS RENT 
























RENTER OCCUPIED « 



587 


i 

432 


284 


729 

1 

863 


560 

1 

153 

1 

291 

1 

2B4 

2 

i 

330: 

1 

957 

LESS THAN $20 



12 


37 1 


13 


4 


23 


10 


20 


a 


33 


17 1 


8 

$20 TO $29 



34 


49 


13 


24 


07 


22 


48 


36 


58 


1021 


120 

$30 TO $39 



76 


51 


14 


44 


202 


24 


76 


95 


100 


151 


175 

$40 TO $49 



86 


39 


9 


81 


221 


49 


169 


125 


175 


217 1 


215 

$50 TO $59 

..... 


58 


24 


10 


91 


261 


95 


167 


176 


214 


267 


256 

$60 TO $69 . 

..... 


85 


42 


36 


67 


266 


95 


143 


187 


144 


431 


345 

$70 TO $79 . 

..... 


45 


26 


30 


84 


142 


40 


102 


124 


153 


302 


284 

$S0 TO $99 ... 

..... 


89 


26 


49 


101 


252 


89 


158 


276 


171 


446 


263 

$100 TO $119 

..... 


21 


7 


4 


64 


99 


46 


97 


79 


32 


200 


59 

$120 OR MORE 

..... 


5 


7 


21 


20 


57 


6 


42 


36 


25 


37 


35 

NO CASK RENT .......... 

* ... 1 


76 


124 


05 


129 


271 


80 


131 


149 


179 


160 


197 

MEDIAN 

DOLLARS . 


58 


44 


* • . 


66 


60 


64 


62 


67 


59 


68 


63 

CONTRACT RENT 
























RENTER OCCUPIED 

. . * . . 


511 


300 


199 


600 

' 1 

612 


480 

1 

022 

1 

142 

1 

105 

2 

170 

1 

760 

MEDIAN 

DOLLARS . 


42 


2B 


... 


45 

1 

47 


51 


48 


47 


41 


54 


46 

VACANT AVAILABLE FOR RENT. . 



56 


13 


40 


46 

i 

214 


25 


119 


148 


49 


114 


46 

MEDIAN rent ASKED 

dollars . 


... 


... 


... 


... 


75 




... 


••• 




... 


... 


Table 30. — Financial Characteristics and Selected Equipment, tor Counties Outside SMSA s: 

1960 — Con. 

[Based on sample; see text. Median not shown where base is leas than 200; plus (+) or minus (-) after number, indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Secs 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


GRANT 


HOUSTON 


HUBBARD 


ISANTI 


ITASCA 


JACKSON 


KANABEC 


KANDIYOHI 


KITTSON 


KOOCHI- LAC QUI 
CHING PARLE 


all occupied UNITS .... 
CLOTHES WASHING MACHINE 


3 032 


10 828 


2 643 


8 403 


2 470 


WRINGER OR SPINNER . . . . ■ 
AUTOMATIC OR SEMI-AUTOMATIC 
WASHER-DRYER COMBINATION . 
NONE 


2 062 
409 

160 


3 527 
723 
19 
301 


2 177 
452 
23 
380 


2 600 
537 
21 
303 


6 818 
2 316 
60 
1 634 


3 607 
432 
64 
473 


2 142 
236 
18 
247 


5 767 
1 637 
79 
920 


1 925 
242 
39 
264 


2 876 
1 205 

1 003 


•3 161 
475 

282 


CLOTHES DRYER 


GAS heated 

ELECTRICALLY HEATED, 
NONE 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . . 

2 . . . . , 

3 OR MORE, 
NONE . . 


AIR CONDITIONING 


40 
592 
1 999 


141 
773 
3 656 


84 
427 
2 521 


116 
691 
2 654 


338 
2 306 
8 184 


298 
1 112 
3 166 


98 
272 
2 273 


32B 
1 788 
6 287 


60 
59 B 
1 812 


193 
1 L9B 
3 693 


162 

1 042 

2 714 


1 200 
1 431 


2 006 
2 564 


920 
2 112 


1 193 

2 268 


4 551 

6 277 


2 550 
2 026 


930 
I 713 


2 511 
5 892 


874 
1 596 


1 462 
3 622 


2 022 
1 896 


2 027 
604 


4 031 
539 


2 274 
750 


2 750 
711 


8 615 
2 213 


4 108 
468 


2 015 
628 


7 192 
1 211 


1 758 
712 


3 920 
1 164 


2 904 
1 014 


1 720 
52B 
101 
282 


2 905 
1 0B9 
39 
537 


1 684 
756 
197 
395 


2 340 
664 
145 
312 


6 552 
2 507 
361 
I 408 


2 674 
1 117 
78 
507 


1 668 
519 
18 
438 


4 638 
2 404 
401 
960 


1 388 
560 
59 
463 


3 094 
816 
151 
1 023 


2 642 
B27 
84 
365 


ROOM UNIT I 

T. 

2 OR MORE 

CENTRAL SYSTEM • • 

NONE 


TELEVISION SETS 


1 . . . . . 

2 OR MORE. 
NONE . . 


RADIO SETS 


1 . . . . 

2 OR MORE 
NONE . . 


* 8*1 

2 550 


157 

*20 
4 393 


3 032 


38 

*22 
3 401 


58 

40 

97 

10 633 


292 
42 
42 
4 200 


36 

*54 
2 553 


83 
23 
58 
a 239 


19 

2 451 


*22 
5 062 


42 

21 
3 '855 


2 369 
262 


3 775 
197 
598 


1 667 
22 
1 343 


2 B5B 
78 
525 


8 542 3 714 

184 ... 

2 102 862 


2 115 
18 
510 


6 504 
137 
1 762 


1 609 
21 
040 


3 353 
1 731 


3 160 
42 
716 


1 570 
1 022 
39 


2 861 
1 511 
198 


2 247 
619 
166 


2 114 
1 165 
182 


6 873 
2 693 
1 262 


2 857 
1 596 
123 


I 014 
717 
112 


6 293 
2 BBO 
230 


1 594 
798 
78 


3 399 
1 399 
286 


2 064 
1 771 
83 


VALUE 


OWNER OCCUPIED 
LESS THAN $5»000 . 
$5»000 TO $7»400 . 
$7«500 TO *9«900 . 
^lOfOOO TO Il2i400 
$12f500 TO $14t900 
$15<000 TO Sl7f400 
$17i500 TO Sl9t900 
$20 f 000 TO $24 1 900 
$25 » 000 TO $34 1 900 
$35 t 000 OR MORE. . 
MEDIAN 


DOLLARS . 


- VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED ....... DOLLARS . 


912 

188 

198 

211 

189 

73 

29 

20 

4 

8 300 


2 115 
223 
410 
349 
407 
315. 
232 
94 
56 
25 
4 

10 500 


1 085 
404 
200 
129 
124 
66 
46 
30 
52 
25 
9 

6 700 


1 098 
246 
227 
184 
165 
114 
06 
25 
31 
16 
4 

8 500 


5 160 
1 099 
840 
I 009 
869 
419 
457 
189 
146 
104 
28 
9 lOO 


1 734 
422 
341 
319 
230 
199' 
93 
62 
44 
24 

8 300 


755 

139 

155 

134 

152 

76 

84 

7 

8 


9 lOO 


3 704 
316 
535 
660 
649 
605 
405 
175 
231 
88 
38 

11 300 


948 

378 

216 

205 

89 

12 

36 

8 

4 

6 loO 


2 626 
627 
464 
461 
443 
216 
191 
85 
100 
30 
7 

8 700 


1 331 
327 
354 
227 
199 
127 
49 
28 
12 
8 

7 400 


24 


26 


89 


31 


39 


15 7 5 


GROSS RENT 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $29 ... . 
$30 TO $39 ... . 
$40 TO $49 ... . 
$50 TO $59 ... . 
$60 TO $69 .... 
$70 TO $79 ... . 
$80 TO $99 .... 
$100 TO $119 . . . 
$120 OR MORE . . . 
NO CASH RENT . . . 
MEDIAN 


DOLLARS . 


399 

684 

509 

16 

a 

19 

24 

37 

35 

36 

69 

81 

23 

75 

44 

61 

106 

39 

50 

62 

66 

27 

06 

59 

67 

90 

22 

15 

14 

11 

. • • 

22 

0 

80 

115 

123 

60 

59 

1 54 


529 

2 272 

611 

12 

58 

4 

31 

171 

32 

29 

152 

28 

01 

216 

73 

58 

284 

90 

59 

256 

80 

81 

198 

90 

60 

236 

76 

21 

172 

3 

4 

107 

16 

93 

420 

119 

61 

62 

62 


318 

4 

28 

27 

27 

48 

39 

52 

26 

12 

19 

36 

62 


1 782 
7 
83 
96 
164 
230 
248 
240 
294 
163 
64 
193 
69 


384 

3 
35 
16 
43 
35 
38 
64 
32 
19 

4 
95 
63 


1 231 
28 
74 
111 
138 
97 
156 
197 
123 
42 
30 i 
235 
63 


665 

11 

61 

61 

107 

95 

85 

53 

59 

34 

7 

92 

55 


CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN 

VACANT AVAILABLE FOR RENT. . 
MEDIAN RENT ASKED . • 


dollars . 


319 

37 


569 386 

42 37 


436 I 852 
40 43 


492 

42 


282 1 589' 

43 53 


289 

38 


996 

46 


573 

35 


DOLLARS 


14 


68 


63 


20 


297 

40 


39 


4 


1 


10 


26 


95 


29 


25-82 


State and Small Areas 


Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

1960-^Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dcyer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

LAKE 

LAKE 

OF THE 
WOODS 

LE SUEUR 

LINCOLN 

LYON 

MC LEOO 

MAHNOMEN 

MARSHALL 

MARTIN 

MEEKER 

MILLE 

LACS 

ALL OCCUPIED UNITS . . . . 


3 948 

1 269 

5 

873 

2 

867 

6 

424 

7 

150 

1 

623 

4 

038 

8 

116 

5 

460 

4 

334 

CLOTHES WASHING MACHINE 






















WRINGER OR SPINNER 


1 842 

1 045 

3 

896 

2 

493 

5 

206 

5 

371 

1 

426 

3 

316 

5 

100 

4 

173 

2 

799 

AUTOMATIC OR SEMI-AUTOMATIC. . . 


1 361 

38 

1 

235 


188 


513 

1 

246 


119 


439 

2 

012 


7B9 


911 

WASHER-DRYER COMBINATION • * . . 


28 

23 


227 


58 


42 


74 


. . * 


38 


207 


22 


62 

NONE 


717 

163 


515 


128 


663 


459 


78 


245 


797 


476 


562 

CLOTHES DRYER 






















GAS HEATED 


145 

• • . 


490 


151 


197 


214 


39 


201 


371 


148 


163 

ELECTRICALLY HEATED 

. • • • . 

1 140 

63 

1 

003 


440 

1 

173 

1 

879 


281 


878 

2 

432 

1 

114 


574 

NONE 


2 663 

1 206 

4 

380 

2 

276 

5 

054 

5 

057 

1 

303 

2 

959 

5 

313 

4 

198 

3 

597 

HOME FOOD FREEZER 






















I OR MORE 


1 099 

245 

2 831 

1 

335 

2 

491 

4 

538 


689 

1 

390 

4 

587 

2 

412 

1 

865 

NONE 


2 849 

1 024 

3 

042 

1 

532 

3 

.933 

2 

612 


934 

2 

646 

3 

529 

3 

048 

2 

469 

TELEPHONE AVAILABLE 






















YES 


3 222 

900 

4 

536 

2 

136 

5 

308 

5 

999 


916 

2 

701 

7 

406 

4 

372 

3 

353 

NO ........ . 


726 

369 

1 

337 


731 

1 

116 

1 

151 


707 

1 

337 


710 

1 

086 

1 


981 

AUTOMOBILES AVAILABLE 
























2 465 

853 

4 

072 

2 

001 

4 

175 

4 

841 

1 

105 

2 

672 

6 

007 

3 

535 

2 

778 


• • * • • 

733 

285 

1 

077 


526 

1 

205, 

1 

478 


311 


938 

1 

422 

1 

216 


936 

3 OR MORE 

• • * • • 

82 

23 


119 


58 


124, 


272 


35 


117 


100 


231 


83 

NONE 


668 

108 


605 


282 


920' 


559 


172 


311 


587 


478 


537 

AIR CONDITIONING 









1 

1 













ROOM UNIT* 



















1 



1 


... 

* . * 


266 


... 


212 


271 




58 


432, 


102; 


... 

2 OR MORE . . . 


• • • 

• . . 


62 


... 


71 


18 


... 


. . . 


168, 


44 


. . . 

CENTRAL SYSTEM ... 


27 

• • • 


57 


... 


18 


38 


4 4 4 


... 


39' 


22 


... 

NONE 



3 921 

1 269 

5 

488 

2 

867 

6 

123 

6 

823 

1 

623 

3 

980 

7 

477 i 

5 

292 j 

4 

334 

TELEVISION SETS 

















1 







3 270 

352 

4 

799 

2 

356 

4 

965 

6 

062 

1 

256 

3 

100 

6 

728 

4 

447 

3 

543 

2 OR MORE 

» • • • . 

280 

... 


328 


. . * 


80 


351 


20 


581 


251 


1491 


105 

NONE . . 


398 

917 


746 


511 

1 

379 


737 


347 


880 

1 

137 


864 


686 

RADIO SETS 
























2 029 

770 

3 

961 

1 

845 

4 

004 

4 

241 

1 

157 

2 

695 

4 

679 

3 

650 

2 

776 

2 OR MORE. . 


1 621 

468 

1 

657 


909 

2 

341 

2 

691 


348 

1 

241 

3 

316 

1 

658 

1 

326 

NONE .... 


296 

31 


255 


113 


79 


218 


118 


102 


121 


152 


232 

VALUE 






















OWNER OCCUPIED 

• « * • » 

2 140 

381 

2 

869 


979 

2 

842 

3 

281 


497 

1 

161 

3 

906 

2 

066 

1 

575 

LESS THAN SSiOOO ........ 

« • • • • 

200 

181 


386 


197 


404 


2B4 


165 


421 


335 


358 


450 

SSiOOO TO $7i400 . » 

m $ • 4 • 

211 

74 


593 


229 


431 


497 


84 


354 


568 


432 


374 

S7i500 TO S9t900 

• $ • « « 

632 

58 


595 


245 


496 


654 


98 


138 


725 


470 


306 

$10 » 000 TO $12**100 

4 4 • 4 4 

629 

47 


487 


178 


489 


718 


93 


117 


767 


401 


202 

$12*500 TO $14*900 . 

4 4 4 4 4 

219 

4 


335 


79 


323 


472 


28 


54 


565 


205 


88 

$15*000 TO $17*400 ....... 

4 4 4 4 4 

97 

9 


205 


27 


286 


343 


17 


43 


353 


88 


65 

$17*500 TO $19*900 

4 4 4 4 4 

48 

. « . 


105 


8 


155 


172 


... 


20 


274 


24 


37 

$20*000 TO $24*900 

4 4 4 4 4 

67 i 

4 


119 


12 


174 


110 


4 


7 


175 


44 


37 

$25*000 TO $34(900 


251 

* • « 


28 


4 


55 


23 


4 


7 


93 


36 


12 

$35*000 OR MORE 

4 4 4 4 4 1 

12| 

4 


16 


. ■ . 


29 


a 


4 


... 


51 


8 


4 

MEDIAN . 

DOLLARS • 

10 100 j 

5 300 

9 

400 

8 

100 

10 

500 

10 

700 

! 7 

500 

6 

100 

11 

100 

8 

800 

7 

300 

VACANT AVAILABLE FOR SALE. . 

..... 

44 

24 


19 


11 


47 


22 

! 

1 

20 


18 


31 


12 


27 

median price ASKED ....... 

DOLLARS . 

... 

... 


... 


... 


... 


... 

1 

... 









GROSS RENT 






















RENTER OCCUPIED 


950 

260 


908 


419 

1 

584 

1 

225 


241 

' 

578 

1 

622 


839 


651 

LESS THAN $20 


22 

16 


23 


12 


... 


4 


23 


26 




3 


25 

$20 TO $29 ..... . 

• • • * • 

45 

19 


59 


29 


46 


30 


21 


35 


*42 


34 


45 

$30 TO $39 .... . 

$ 4 4 4 4 

38 

15 


48 


56 


93 


85 


38 


40 


111 


75 


48 

$40 TO $49 

4 4 4 4 9 

101 

11 


110 


74 


203 


137 


26 


55 


202 


95 


106 

$50 TO $59 


li5 

28 


81 


61 


255 


182 


21 


61 


146 


113 


96 

$60 TO $69 


76 

16 


150 


45 


235 


221 


12 


47 


257 


86 


74 

$70 TO $79 


102 

39 


102 


32 


247 


121 


8 


44 


167 


102 


53 

$80 TO $99 . . 


113 

56 


142 


41 


269 


217 


28 


66 


345 


161 


40 

$100 TO $119 . 


57 

• • . 


56 


8 


79 


89 


4 


26 


122 


31 


21 

$120 OR MORE .... 


9 

... 


18 


9 


40 


16 


5 


20 


75 


12 


4 

NO CASH RENT 


272 

60 


119 


52 


117 


123 


55 


158 


155 


127 


139 

MEDIAN .... 

DOLLARS . 

62 

67 


65 


52 


66 


65 


... 


59 


69 


64 


53 

CONTRACT RENT 






















RENTER OCCUPIED 


678 

200 


709 


367 

1 

467 

1 

102 


166 


420 

1 

467 


712 


512 

MEDIAN .... 

DOLLARS . 

50 

46 


45 


30 


46 


48 


... 


36 


54 

! 

46 


39 

VACANT AVAILABLE FOR RENT. . 


116 

16 


43 


32 


60 


54 


3 


18 


113 


36 


27 

median RENT ASKED 

DOLLARS . 

... 

... 


... 




• • • 


••• 


... 





1 



• ■ • 



Minnesota 


25-83 


Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

I960— Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rene 
Contract Rent 


SUBJECT 

MORRISON 

MOWER 

MURRAY 

NICOLLET 

NOBLES 

NORMAN 

I 

OLMSTED 

OTTER 

Tail 

i PENN- 
INGTON 

r " ■■ 

' PINE 

PIPE- 

STONE 

POLK 

ALL OCCUPIED UNITS .... 


6 

917 

13 

781 

3 

933 

5 

599 

6 

5B3 

3 

419 

18 

572 

13 

859 

3 

679 

4 

889 

4 

036 

10 

335 

CLOTHES WASHING MACHINE 


























WRINGER OR SPINNER 


5 

149 

6 

434 

3 

172 

3 

090 

5 

199 

2 

891 

e 

027 

10 

352 

2 

633 

3 

963 

3 

060 

7 

199 

AUTOMATIC OR SEMI-AUTOMATIC. . . 

» • • » » 

1 

0B2 

5 

454 


494 

1 

791 


890 


366 

6 

634 

2 

OiB 


541 


404 


534 

1 

93B 

WASHER-DRYER COMBINATION . . . . 

• • « • • 


35 


190 


... 


44 


36 


• • • 


98 


22 


• • * 


26 


21 


167 

NONE 



651 

1 

703 


267 


674 


458 


162 

3 

813 

1 

467 


505 


496 


401 

1 

031 

CLOTHES DRYER 


























GAS HEATED 



91 


839 


437 


597 


777 


89 

1 

250 


505 


62 


122 


161 


429 

ELECTRICALLY HEATED 


1 

142 

4 

117 

1 

320 

1 1 

492 

1 

874 


651 

4 

029 

2 

068 


576 


611 

1 

067 

2 

463 

NONE 



5 

6b4 

8 

825 

2 

176 

1 3 

510 

3 

932 

2 

679 

12 

493 

11 

286 

3 

041 

4 

156 

2 

aoB 

7 

443 

HOME FOOD FREEZER 








1 

1 


















I OR MORE 


3 

003 

5 

107 

2 

130 

1 2 

636 

3 

380 

1 

579 

7 

237 

4 

930 

1 

305 

2 

140 

1 

791 

3 

286 

NONE 

..... 

3 

9l4 

8 

674 

1 

803 

2 

1 

963 

3 

203 

1 

840 

11 

335 

8 

929 

2 

374 

2 

749 

2 

245 

7 

049 

TELEPHONE AVAILABLE 


























YES 


5 

103 

12 

650 

3 

051 

5 

20B 

5 

740 

2 

518 

17 

no 

10 

911 

3 

030 

3 

514 

3 

393 

8 

416 

NO 



1 

814 

1 

131 


882 


391 


843 


901 

1 

462 

2 

948 


649 

1 

375 


643 

1 

919 

AUTOMOBILES AVAILABLE 




























3 

851 

8 

949 

2 

821 

3 

616 

3 

853 

2 

477 

11 

631 

7 

961 

2 

469 

2 

864 

2 

629 

6 

821 



1 

878 

^865 


642 

1 

350 

1 

690 


482 

4 

242 

3 

U22 


534 

1 

049 


889 

1 

812 

3 OR MORE 



317 


447 


93 


186 


202 


38 


343 


617 


37 


103 


22 


191 

NONE .... 



871 

1 

520 


377 

1 

447 


838 


422 

2 

356 

2 

259 


639 


873 


496 

1 

511 

AIR CONDITIONING 


























ROOM UNITi 


























I. . . , . 



59 


713 


114 


313 


IBB 


36 

1 

372 


171 


f * . 


... 


173 


119 

Z OR MORE. 



19 


114 


, 


63 


57 


19 


ZOB 


t7 


... 


20 


• • . 


« . • 

CENTRAL SYSTEM 



40 


98 


56 


100 


■ . . 


. « * 


225 


64 


• • ■ 


41 


• • « 


84 

NONE 


6 

799 

12 

856 

3 

763 

5 

123 

6 

338 

3 

>64 

16 

767 

1 13 

607 

3 

679 

4 

828 

3 

863 

10 

132 

TELEVISION SETS 
















1 












5 

169 

11 

555 

3 

365 

4 

651 

5 

853 

2 

623 

15 

616 


629 

2 

636 

3 

816 

3 

467 

B 

612 

2 OR MORE 




156 

1 

0S2 


75 


229 


134 


75 

1 

240 

1 

221 


63 


42 


58 


65 

NONE 


1 

592 

1 

174 


493 


719 


596 


721 

1 

716 

1 3 

009 


9B0 

1 

031 


511 

1 

658 

RADIO SETS 



























fl • « * • 


648 

a 

375 

2 

648 

1 3 

162 

4 

335 

2 

288 

10 

827 

9 

313 

2 

348 

3 

320 

2 

905 

6 

803 

2 OR MORE 


X 

926 

4 

514 

1 

152 

2 

237 

2 

085 


968 

6 

862 

4 

055 

1 

293 

1 

201 

1 

013 

3 

310 

NONE 



343 


892 


133 

! 

200 


163 


163 


883 


491 


38 


36B 


118 


222 

VALUE 


















1 








OWNER OCCUPIED 

• • > • » 

2 

755 

a 

307 

1 

262 

2 

731 

2 

903 


171 

9 

969 

5 

033 

1 

566 

1 

568 

1 

810 

' 4 

251 

LESS THAN $5t000 

• t « • » 


529 


548 


228 


83 


452 


414 


294 

1 

019 


221 


528 


240 


630 

$5»000 TO $7fa00 

* t • * • 


494 

1 

107 


256 


311 


615 


266 


526 

1 

078 


249 


441 


400 


749 

$7i500 TO $9t900 . . 

• * $ * • 


535 

1 

299 


240 


351 


470 


204 


777 


776 


295 


258 


331 


854 

$10»000 TO S12»400 ....... 

• « $ • • 


464 

1 

627 


163 


515 


480 


134 

1 

498 


865 


388 


103 


352 


694 

$12i500 TO $14i900 

« • * • • 


259 

1 

323 


160 


570 


359 


81 

1 

979 


534 


160 


68 


212 


486 

SlStOOO TO S17i400 

• • • t » 


183 

1 

070 


145 


400 


278 


12 

1 

927 


342 


151 


48 


148 


372 

$17»500 TO $19t900 

• ■ • • • 


134 


600 


41 


191 


159 


24 

1 

232 


119 


62 


13 


87 


221 

$20f000 TO $24»900 ....... 

« « • • « 


116 


510 


37 


213 


110 


20 


827 


184 


28 


6 


20 


168 

$25 f 000 TO $34 t 900 

• • t • • 


37 


147 


8 


85 


51 


8 


526 


77 


12 


21 


16 


52 

$35 » 000 OR MORE ’. . . . 

• t • • • 


u 


76 


4 


12 


9 


B 


383 


39 


. . . 


. . • 


4 


25 

MEDIAN 

dollars • 

9 

J 

11 

800 

9 

100 

13 

000 

9 

600 

6 

600 

14 

900 

6 

900 1 

10 

100 

6 

500 

9 

500 

9 

700 

VACANT AVAILABLE FOR SALE. . 

t * * • ■ 


25 


118 


12 


32 


7 


15 


281 


62; 


16 


18 


10 


39 

MEDIAN PRICE ASKED 

DOLLARS . 


• •• 


. « • 


... 


... 


. . . 


... 

16 

300 


... 


... 


... 


... 


. ■ • 

GROSS RENT 




















! 






RENTER OCCUPIED 




895 

2 

495 


605 

1 

193 

1 

226 


477' 

4 

908 

2 

219 


832 


640 


794 

2 

283 

LESS THAN $20 

« • w • • 


43 


16 


12 


20 i 


4 


201 


21 


72 


8 


18 


. . . 


32 

$20 TO $29 

• « « • • 


55 


78 


26 


40 


16 


44 


129 


153 


60 


34 


19 


144 

$30 TO $39 . 

• w • • • 


74 


141 


48 


29' 


50 


701 


223 


166 


BO 


65! 


57 


170 

$40 TO $49 



95 


303 


54 


110 


102 


41 


3BB 


288 


151 


71 


67 


178 

$50 TO $59 



133 


379 


71 


156 


119 


40' 


427 


344' 


136 


101 


94 


296 

$60 TO $69 « 

• • • ff • 


131 


4361 


102 


150, 


166 


59 


506 


271 


94 


86 


106 


299 

$70 TO $79 

• f • • • 


69 


351 


72 


129 


160 


42 


502 


241 


71 


42 


105 


236 

$80 TO $99 

• « • • > 


77 


421! 


83 


289 


315 


44 

1 

024 


263 


89 


61 


135 


430 

$100 TQ $119 

V • • • f 


34 


150 


36 


103 


139 


16 


566 


102 


49 


8 


77 


166 

$120 OR MORE 

• • • • • 


16 


89 


12 


73 


57 


10 


729 


31 


32' 


3 


40 


87 

NO CASH RENT 



163 


131 


87 


94 


98 


89 


393 


288 


62 


151 


94 


245 

MEDIAN 

DOLLARS . 


57 


66 


65 


73 




55 


80 


SB 


56 


56 


71 


67 

CONTRACT RENT 


























RENTER OCCUPIED 

..... 


732 

2 

364 


518 

1 

099' 

1 

128 


3B8 

4 

595 

1 

931 


770 


409 


700 

2 

038 

MEDIAN 

DOLLARS . 


44 


53 


43 


60 


53 


32 


74 


43 


45 


37 


50 


50 

VACANT AVAILABLE FOR RENT. . 

..... 


156 


220 


38 


66 


64 


14 


623 


144 


17 


48 


82 


98 

MEDIAN RENT ASKED 

dollars . 




54 


... 


• • • 


... 


.. . 


63 




... 


... 


... 


... 


25-84 


State and Small Areas 


Table 30. — ^Financial Characteristics and Selected Equipment, por Counties Outside SMSA’s: 

1960— Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (4-) or minus (— ) after number indicates median above 

or below that number] 


Cloches Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Secs 
Value 
Gross Rent 
Contract Rent 


POPE 

RED LAKE 

REDWOOD 

RENVILLE 

RICE 

ROCK 

ROSEAU 

SCOTT 

SHER- 

BURNE 

SIBLEY 

STEARNS 

3 535 

1 546 

6 318 

6 656 

9 731 

3 ,327 

3 433 

5 651 

3 

251 

4 562 

18 997 

2 698 

1 320 

5 142 

5 443 

6 043 

2 632 

2 B02 

3 848 

2 

142 

3 638 

13 864 

662 

180 

646 

806 

2 275 

518 

296 

1 165 


661 

670 

3 155 



96 

58 

128 

. * . 

20 

141 


65 

63 

142 

175 

46 

434 

349 

1 285 

177 

315 

497 


383 

211 

1 836 

68 

69 

187 

162 

1 072 

222 

169 

734 


186 

102 

709 

746 

317 

1 411 

1 868 

1 651 

839 

554 

1 043 


588 

826 

3 811 

2 721 

1 160 

4 720 

4 626 

7 008 

2 266 

2 710 

3 874 

2 

477 

3 654 

14 477 

1 397 

635 

3 193 

3 941 

3 887 

1 469 

1 090 

2 751 

1 

154 

2 711 

7 687 

2 138 

911 

3 125 

2 715 

5 844 

1 858 

2 343 

2 900 

2 

097 

1 871 

11 310 

2 995 

1 OBI 

4 557 

5 398 

8 605 

2 971 

2 244 

4 587 

2 

505 

3 641 

15 841 

540 

465 

1 761 

1 256 

1 126 

356 

1 189 

1 064 


746 

941 

3 156 

2 293 

1 138 

4 096 

3 987 

6 108 

2 177 

2 364 

3 655 

1 

854 

3 335 

12 513 

786 

181 

1 154 

1 369 

2 002 

756 

528 

1 325 


944 

843 

3 727 

21 

23 

241 

246 

198 

135 

57 

121 


207 

21 

504 

435 

204 

827 

1 054 

1 423 

257 

484 

550 


246 

383 

2 253 

22 


141 

143 

297 

99 

* * • 

191 


21 

225 

257 

21 

1 1 . 

115 

40 

77 

41 

. . • 

76 


• • • 

21 

41 

/ 22 

... 

17 

20 

64 

19 

• . • 

83 


* . . . 

85 

142 

3 470 

1 546 

6 045 

6 453 

9 293 

3 168 

3 433 

5 301 

3 

230 

4 251 

18 557 

, 2 503 

1 272 

4 502 

5 145 

8 270 

2 981 

1 397 

5 037 

2 

729 

3 929 

15 629 

, 112 


73 

61 

242 

99 

. « * 

314 


131 

04 

464 

. 920 

274 

1 743 

1 450 

1 219 

247 

2 036 

300 


391 

569 

2 904 

. 2 285 

1 185 

3 387 

3‘ 959 

6 068 

1 838 

2 340 

3 389 

1 

908 

2 525 

11 926 

. 1 119 

293 

2 796 

2 574 

3 328 

1 425 

1 016 

1 764 

1 

141 

1 874 

6 477 

. 131 

68 

135 

123 

335 

64 

77 

498 


202 

183 

594 

1 253 

494 

2 566 

2 546 

4 569 

1 361 

958 

2 926 

1 

572 

1 709 

9 986 

276 

172 

373 

450 

402 

178 

415 

232 


166 

172 

730 

229 

129 

485 

598 

640 

243 

164 

343 


265 

319 

1 236 

216 

72 

487 

503 

759 

216 

128 

402 


216 

364 

2 023 

232 

72 

514 

400 

834 

206 

120 

661 


214 

336 

2 248 

161 

17 

290 

262 

682 

230 

40 

496 


251 

233 

1 431 

59 

12 

213 

186 

574 

138 

36 

393 


232 

130 

1 117 

24 

12 

87 

59 

274 

91 

16 

181 


97 

73 

428 

24 

8 

66 

60 

250 

35 

4 

137 


63 

44 

488 

20 

. . • 

43 

20 

122 

16 

7 

64 


59 

34 

181 

12 

* . 1 

8 

8 

32 

8 

28 

17 


9 

4 

104 

a 900 

6 500 

9 700 

8 600 

11 400 

10 500 

6 000 

11 800 

11 

600 

10 000 

11 100 

9 

» . ♦ 

16 

17 

40 

6 

10 

42 


23 

4 

82 

• . » 

* . . 

. . . 

. . . 



... 

... 


... 



531 

204 

1 085 

952 

2 407 

572 

505 

901 


537 

615 

3 567 

10 

. . . 

16 

17 

33 

. . * 

19 

• . . 


25 

B 

12 

25 

24 

60 

86 

119 

4 

40 

24 


IB 

19 

132 

60 

25 

112 

96 

136 

39 

27 

44 


69 

44 

283 

50 

20 

127 

110 

222 

68 

51 

92 


41 

62 

402 

101 

33 

175 

111 

323 

52 

65 

152 


46 

100 

434 

56 

37 

150 

90 

342 

54 

63 

140 


66 

117 

420 

33 

25 

96 

91 

319 

89 

23 

87 


49 

51 

416 

94 

16 

119 

124 

343 

129 

40 

137 


57 

106 

682 

14 

4 

44 

36 

113 

59 

12 

80 


45 

22 

235 

29 

4 

28 

21 

110 

16 

10 

37 


32 

31 

177 

59 

16 

158 

170 

347 

62 

155 

108 


89 

55 

374 

59 

• . . 

58 

57 

66 

74 

56 

66 


64 

64 

68 

. 472 

188 

927 

782 

2 060 

510 

350 

793 


448 

560 

3 193 

. 42 

. 4 . 

43 

41 

54 

50 

40 

51 


40 

43 

52 

. 64 

12 

75 

22 

107 

27 

30 

19 


26 

16 

115 

. 

... 

... 

... 

... 

• • . 

... 

. . « 


.« • 

. • . 

• • • 


ALL OCCUPIED UNITS .... 
CLOTHES WASHING MACHINE 


WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. 
WASHER-DRYER COMBINATION . . 
NONE . 


CLOTHES DRYER 


GAS HEATED 

ELECTRICALLY HEATED. 
NONE 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . • 


TELEPHONE AVAILABLE 


YES. 
NO . 


automobiles AVAILABLE 


3 OR MORE, 
NONE , . • 


AIR CONDITIONING 


ROOM unit: 

1 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE 


2 OR MORE. 
NONE . . , 


2 OR MORE. 
NONE . . , 


TELEVISION SETS 


RADIO SETS 


VALUE 

OWNER OCCUPIED 

LESS THAN S5.000 

SStOOO TO $7t400 

$7 1 500 TO S9«900 

$10,000 TO $12,400 . 

$12,500 TO $14,900 

$15,000 TO $17»400 ... 

$17,500 TO $19,900 

$20,000 TO $24,900 

$25,000 TO $34,900 

$35,000 OR MORE 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED ♦ 


GROSS RENT 


DOLLARS 


RENTER OCCUPIED 

LESS THAN $20 

520 TO $29 

$30 TO $39 

$40 TO 549 

$50 TO $59 

$60 TO $69 ... 

$70 TO $79 

$80 TO $99 . 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN dollars 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN 


DOLLARS 


VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED DOLLARS 


4 053 
2 IIB 
208 
934 


536 
1 303 
5 474 


3 864 
3 449 


6 477 
B36 


4 450 
1 965 
166 
732 


319 

39 

74 

6 881 


6 123 
505 
685 


4 225 
2 725 
363 


3 562 
155 
307 
552 
671 
587 
426 
428 
301 
119 
16 

12 900 
21 


550 
25 
• 64 
93 
99 
207 
203 
171 
333 
146 
51 
158 
70 


1 392 
57 


Minnesota 


25-85 


Table 30 . — Financial Characteristics and Simcted Equipment, tor Counties Outside SMSA's: 

I 960 — Con. 

[Based on sample; see text Median not shown where base is less than 200; plus (4-) or minus (— ) after number indicates median above 

or below that number] 


Clothes Wiishing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


STEVENS 

SWIFT 

TODD 

TRAVERSE 

WABASHA 

WADENA 

WASECA 

WATONWAN 

WILKIN 

WINONA 

WRIGHT 

ME 

3 

063 

4 

316 

6 

705 

2 

184 

4 859 

3 

460 

4 750 

4 

238 

2 874 

H 799 

8 340 

2 

264 

3 

279 

5 

651 

1 

564 

3 685 

2 

684 

3 246 

3 

193 

2 047 

7 372 

6 365 


507 


575 


529 


385 

762 


453 

1 130 


670 

459 

2 331 

1 256 


20 




63 



84 


18 

164 


16 

... 

207 

66 


272 


462 


462 


235 

328 


305 

210 


359 

368 

1 889 

653 


155 


185 


59 


60 

149 


46 

661 


434 

136 

124 

246 


802 


796 


730 


667 

1 011 


493 

721 

1 

010 

675 

1 806 

1 398 

2 

106 

3 

335 

5 

916 

1 

457 

3 699 

2 

921 

3 368 

2 

794 

2 063 

9 869 

6 696 

1 

413 

i 

814 

3 

273 

1 

077 

2 443 

1 

732 

2 445 

2 

165 

1 406 

2 999 

3 766 

1 

650 

2 

502 

3 

432 

1 

107 

2 416 

•1 

728 

2 305 

2 

073 

1 468 

8 BOO 

4 574 

2 

597 

3 

438 

4 

771 

1 

770 

4 339 

2 

349 

4 109 

3 

801 

2 366 

10 256 

6 594 


466 


878 

1 

934 


406 

520 

1 

111 

641 


437 

508 

1 543 

1 746 

1 

847 

2 

799 

4 

320 

1 

468 

3 245 

2 

251 

3 361 

2 

969 

1 832 

7 597 

5 134 


721 


942 

1 

361 


502 

898 


640 

1 057 


975 

577 

1 908 

1 824 


103 


83 


308 



124 


25 

63 


51 

108 

240 

537 


392 


492 


716 


214 

592 


544 

269 


243 

357 

2 054 

845 




41 


20 


162 

102 


• » • 

127 


153 

108 

542 

101 


21 


* . t 


20 


. ^ . 

* * * 


25 



* • . 

• « « 

162 

46 




42 


20 


19 

18 


25 

... 


38 

• • • 

80 

20 

3 

042 

4 

233 

6 

645 

2 

003 

4 739 

3 

410 

4 623 

4 

047 

2 766 

11 015 

B 173 

2 

562 

3 

464 

4 

778 

1 

809 

4 152 

2 

237 

4 055 

3 

335 

2 522 

9 715 

6 994 


21 


20 


102 


40 

129 


. • • 

142 


71 

67 

120 

234 


480 


832 

1 

825 


335 

578 

1 

223 

553 


832 

285 

1 964 

1 112 

2 

047 

2 

545 

4 

612 

1 

522 

3 094 

2 

487 

2 968 

2 

214 

1 727 

1 6 B49 

5 333 


927 

1 

650 

1 

768 


604 

1 413 


765 

1 614 

1 

972 

1 057 

4 423 

2 625 


89 


121 


325 


58 

352 


200 

148 


52 

90 

527 

362 

1 

247 

1 

705 

2 

333 


777 

2 325 

1 

434 

2 237 

1 

867 

1 051 

6 136 

3 168 


106 


274 


811 


174 

366 


378 

260 


231 

216 

615 

415 


222 


315 


501 


152 

596 


308 

427 


389 

209 

1 317 

549 


237 


354 


472 


163 

457, 


290 

457 


360 

202 

1 234 

658 


228 


306 


326 


105 

406 i 


229 

406 


350 

177 

970 

787 


179 


179 


102 


40 

165 


80 

349 


235 

114 

740 

342 


140 


166 


74 


26 

198 


105 

166 


170 

86 

616 

261 


43 


60 


16 


B 

52 


24 

59 


48 

18 

281 

72 


40 


46 


27 


25 

53 


12 

89 


60 

9 

200 

52 


31 


5 




4 

24 


8 

20 


24 

20 

115 

32 


19 


... 


4 


... 

8 


... 

4 


. * * 

... 

48; 

... 

10 

600 

9 

400 

6 

800 

8 

500 

8 600 

7 

600 

9 900 

9 

700 

e 700 

9 800 1 

9 900 


... 


24 


19 


9 

43 


23 

38 


25 

3 

51 

25 


. . . 


• • • 


... 


... 











535 


859 


814 


446 

642 


639 

802 


779 

607 

2 923 

1 285 


4 


23 


L9 


4 

a 


20 

8 


3 

3 

32 

4 


16 


59 


37 


50 

33 


42 

23 


20 

30 

165 

32 


40 


65 


104 


55 

40 


60 

45 


49 

39 

262 

129 


44 


163 


100 


57 

111 


74 

97 


78 

54 

310 

140 


85 


89 


103 


24 

110 


69 

95 


110 

85 

494 

226 


73 


109 


116 


59 

131 


63 

121 


109 

76 

465 

173 


60 


79 


49 


73 

135 


60 

107 


97 

103 

335 

146 


86 


135 


86 


59 

116 


107 

163 


135 

78 

330 

177 


36 


27 


30 


11 

19 


40 

39 


60 

32 

195 

50 


7 


10 


4 


4 

26 


14 

29 


19 

12 

93 

32 


76 


100 


158 


50 

113 


70 

75 


99 

95 

239 

176 


66 


58 


56 


61 

65 


63 

68 


67 

66 

62 

61 


459 


759 


656 


396 

729 


569 

727 


680 

1 512 

: 2 684 

1 109 


49 


39 


41 


37 

46 


44 

53 


48 

46 

. 45 

1 43 


59 


31 


64 


70 

55 


52 

61 


19 

1 4: 

i lOE 

1 49 


... 


... 


... 


.. . 

... 


■ 

1 



. • « 


• ■ • 


ALL OCCUPIED UNITS • . . • 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER • 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . • . 
NONE 

CLOTHES DRYER 

GAS HEATED 

electrically HEATED 

NONE 

HOME FOOD FREEZER 

1 OR MORE 

NONE 

TELEPHONE AVAILABLE 

YES 

NO 

AUTOMOBILES AVAILABLE 

* • . . 

. . . . 

3 OR MORE 

NONE 


AIR CONDITIONING 


ROOM UNIT* 

1 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE' ..... 


TELEVISION SETS 


2 OR MORE. 
NONE * . . 


RADIO SETS 


2 OR MORE. 
NONE . . . 


VALUE 


OWNER OCCUPIED * 

LESS THAN $5i000 

SSfOOO TO $7 I 400 

$7 1 500 TO $9 1 900 * 

SlOtOOO TO $X2t400 

Sl2f500 TO $14t900 

SlSrOOO TO $17»400 

$I7»500 TO $19f900 

$20 » 000 TO $24 t 900 

$25 r 000 TO $34 1900 « 

$35 1 000 OR MORE ’ 

MEDIAN ... dollars 


VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


GROSS RENT 


RENTER OCCUPIED 

LESS THAN 

$20 TO $29 

$30 TO $39 . , 

$40 TO * 

$50 TO $59 . ' 

$60 TO $69 

$70 TO 

$80 TO $99 . • 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN dollars 


CONTRACT RENT 


renter occupied 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED DOLLARS 


4 647 


4 017 
343 
25 
262 


136 
737 
3 774 


2 016 
2 631 


3 663 
984 


3 092 
701 
172 
602 


4 562 


2 875 
67 
1 707 


2 609 
1 912 
46 


1 720 
219 
411 
366 
343 
177 
112 
32 
40 
12 
a 

9 100 


17 


895 

39 

36 

121 

96 

176 

84 

88 

107 

34 

16 

98 

56 


797 

37 


85 


25-86 


State and Small Areas 


Table 31.— Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 
[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct, Built 


SUBJECT 


ALL HOUSING UNITS . . . 

TENURE! COLOR! AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE • • 

NONWHITE « 

VACANT 

YEAR ROUND * 

SOUND OR DETERIORATING . 

AVAILABLE 

FOR SALE only 

FOR RENT . . . . 

RENTED OR SOLDf AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS ....... 

DILAPIDATED • 

SEASONAL ... 


CONDITION AND PLUMBING 
ALL UNITS. 

SOUND. . 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES, , , . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND . . . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DETERIORATING . . . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . . 
DILAPIDATED 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET f EXCLUSIVE USE 

FLUSH TO I LET I SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER i EXCLUSIVE USE .... . 

BATHTUB OR SHOWER t SHARED 

NO BATHTUB OR SHOWER 

SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS. .... 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MED I AN I 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

year STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 .... 

1929 OR EARLIER 


AITKIN 

ANOKA 

BECKER 

BELTRAMI 

BENTON 

BIG 

STONE 

BLUE 

EARTH 

BROWN 

CARLTON 

CARVER 

CASS 

CHIPPEWA 

6 

563 

2 

624 

6 

396 

4 

778 

1 

362 

1 

157 

3 

826 

869 

4 

661 

3 

718 

11 

385 

1 

557 

2 

437 

1 

785 

2 

608 

2 

224 

1 

081 


824 

3 

175 

729 

3 

748 

3 

327 

3 

776 

1 

310 

1 

906 

1 

468 

2 

052 

1 

768 


841 


526 

2 

404 

501 

3 

076 

2 

542 

2 

918 


959 

1 

902 

1 

460 

1 

919 

1 

387 


641 


526 

2 

404 

501 

3 

012 

2 

542 

2 

741 


959 


4 


B 


133 


301 


• t • 


» • • 


. . . 

... 


64 


. . • 


177 


• • , 


531 


317 


556 


456 


240 


29B 


771 

226 


672 


705 


858 


351 


531 


313 


494 


372 


240 


298 


771 

225 


656 


785 


719 


351 




4 


62 


84 


... 


... 


... 

... 


16 


... 


139 


. . . 

4 

126 


639 

3 

788 

2 

554 


281 


333 


651 

140 


913 


391 

7 

609 


247 


610 


136 


586 


372 


92 


154 


421 

101 


352 


201 


564 


192 


449 


117 


438 


288 


67 


114 


317 

75 


278 


175 


408 


143 


97 


42 


93 


92 


32 


25 


165 

31 


104 


89 


144 


47 


68 


18 


51 


56 


21 


6 


33 

15 


52 


45 


65 


9 


29 


24 


42 


36 


11 


19 


132 

16 


52 


44 


79 


38 


31 


7 


56 


3 


6 


14 


28 

3 


22 


23 


25 


27 


121 


27 


57 


57 


6 


6 


25 

4 


59 


17 


115 


8 


200 


41 


232 


136 


23 


69 


99 

37 


93 


46 


124 


61 


161 


19 


150 


84 


25 


40 


104 

26 


74 


26 


156 


49 

3 

516 


703 

3 

200 


182 


1B9 


179 


230 

39 


561 


190 

7 

045 


55 

6 

563 

2 

624 

6 

396 

4 

778 

1 

362 

1 

157 

3 

826 

869 

4 

661 

3 

718 

11 

385 

1 

557 

5 

234 

2 

032 

4 

685 

3 

471 

1 

062 


716 

2 

730 

655 

3 

495 

3 

280 

8 

798 

1 

313 

2 

056 

1 

539 

2 

785 

1 

584 


744 


481 

2 

328 

445 

2 

304 

2 

860 

4 

327 

1 

018 


87 


49 


62 


96 


a 


16 


16 

20 


40 


59 


93 


12 

3 

091 


444 

2 

038 

1 

791 


310 


219 


386 

190 

1 

151 


361 

4 

370 


263 

1 

015 


489 

1 

077 


955 


220 


314 


B22 

166 


710 


359 

1 

978 


167 


135 


197 


167 


115 


44 


142 


387 

62 


246 


170 


508 


22 


20 


16 


U 


4 


4 


8 


44 

11 


4 


16 


51 


. • • 


862 


276 


899 


836 


172 


164 


391 

93 


460 


173 

1 

419 


145 


314 


103 


434 


352 


ao 


127 


274 

48 


456 


79 


609 


77 


531 


317 


5S6 


456 


240 


298 


771 

226 


672 


785 


858 


351 


345 


201 


347 


300 


156 


140 


480 

132 


425 


607 


439 


311 


232 


157 


187 


149 


99 


86 


416 

72 


274 


467 


230 


210 


113 


44 


160 


151 


57 


54 


64 

60 


151 


140 


209 


101 


151 


99 


135 


ill 


76 


134 


219 

84 


137 


147 


303 


32 


30 


40 


12 


22 


24 


37 


110 

16 


46 


74 


86 


4 


121 


59 


123 


89 


52 


97 


109 

68 


91 


73 


217 


28 


35 


17 


74 


45 


6 


24 


72 

12 


110 


31 


116 


B 

6 

563 

2 

624 

6 

396 

4 

778 

1 

362 

1 

157 

3 

626 

869 

4 

661 

3 

710 

11 

385 

1 

557 

2 

382 

i 

859 

3 

182 

1 

875 


875 


714 

2 

881 

562 

3 

021 

3 

172 

5 

436 

1 

132 


838 


424 


686 


615 


112 


170 


348 

96 


480 


223 

1 

949 


126 


72 


7 


52 


333 


4 


at. 


66 

16 1 


59 


19 


89 


« • . 

3 

271 


334 

2 

476 

1 

955 


371 


273 


531 

195, 

1 

1 

101 


304 

3 

911 


299 

2 

641 

1 

886 

3 

348 

2 

065 


883 


764 

3 

022 

580 ' 

3 

002 

3 

246 

6 

116 

1 

170 


30 


4 


99 


71 


11 


32 


39 

16 


62 


55 


125 


■ 29 

3 

692 


734 

2 

949 

2 

642 


468 


361 


765 

273 

1 

597 


417 

5 

144 


358 

2 

344 

L 

853 

3 

056 

1 

836 


828 


686 

2 

843 

546 

2 

756 

3 

127 

5 

049 

1 

068 


30 


17 


119 


144 


7 


32 


35 

16 


62 


78 


354 


36 

4 

189 


754 

3 

221 

2 

796 


527 


437 


948 

307 

1 

843 


513 

5 

982 


453 

1 

107 


94 


559 


377 


407 


734 

2 

071 

359 

1 

301 

1 

634 

1 

017 


896 

4 

446 

2 

421 

4 

899 

3 

340 


900 


265 

1 

574 

476 

2 

937 

1 

910 

7 

523 


597 

1 

024 


126 


923 

1 

044 


81 


194 


215 

50 


443 


121 

2 

825 


65 


716 


10 


519 


340 


408 


487 

1 

545 

316 

1 

226 

1 

490 


808 


691 

2 

321 

2 

017 

3 

086 

2 

216 


505 


323 

1 

555 

328 

1 

948 

1 

039 

5 

607 


533 

3 

540 


614 

2 

774 

2 

205 


475 


383 


760 

241 

1 

507 


336 

4 

950 


334 


510 


47 


536 


449 


49 


34 


114 

4 


162 


48 


923 


23 


977 


179 


748 


640 


76 


61 


206 

4 


372 


63 

1 

331 


33 

1 

674 


413 

1 

409 

1 

289 


175 


113 


IBI 

24 


657 


183 

3 

493 


138 

1 

483 


851 

1 

409 


977 


244 


199 


528 

185 

1 

048 


714 

2 

636 


254 


955 


540 

1 

135 


699 


322 


241 


871 

179 

1 

114 


943 

1 

696 


372 


523 


368 


708 


430 


227 


235 


870 

219 


792 


780 


774 


388 


282 


138 


289 


191 


161 


174 


566 

184 


267 


557 


313 


219 


159 


88 


162 


103 


loa 


100 


490 

70 


249 


430 


219 


130 


3.6 


4.3 


3.9 


3.5 


4.9 


5.2 


5.5 

5,7 


4.6 


5,4 


3.5 


5,4 


4.7 


4.6 


4.7 


4.2 


5.2 


5.8 


5,8 

5.7 


5.0 


5.6 


4.6 


5.6 


3.9 


4.5 


3.9 


4.0 


5.2 


5.0 


5.3 

5.4 


4.1 


5. 1 


3.6 


5.1 


834 


612 

1 

232 


633 


275 


121 


534 

43 


788 


622 

1 

533 


152 


672 


466 


901 


559 


118 


57 


382' 

58 


519 


379 

1 

583 


99 

1 

389 


522 

1 

323 

1 

191 


185 


81 


333 

91 


787 


410 

2 

609 


201 

1 

356 


395 

1 

061 


984 


115 


56 


297 

83 


624 


331 

2 

416 


98 

2 

312 


629 

1 

879 

1 

411 


669 


642 

2 

280 

594 

1 

943 

1 

976 

3 

162 

1 

007 


Minnesota 


25-87 


Table 31. Tenurii, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disjiosal 
Jlooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS 

TENURE f COLOR I AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

nonwhite .... * 

RENTER OCCUPIED 

WHITE. 

nonwhite 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLD* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, , . 

DETERIORATING , . . 

WITH ALL PLUMBING FACILITIES . , , , . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

dilapidated 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . • , , . 
LACKING SOME OR ALL FACILITIES . . , . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED . . . . 


ALL HOUSING UNITS 

WATER SUPPLY 

hot AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER .... 

TOILET FACILITIES 

FLUSH TOlLETi EXCLUSIVE USE 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE 

BATHTUB OR SHOWER. SHARED 

NO bathtub OR SHOWER 

SOURCE OF water 

public SYSTEM OR PRIVATE COMPANY . . • . . 

individual well 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


ROOMS 


1 ROOM ...... 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS. ... 

7 ROOMS 

8 ROOMS OR MORE 

MED I AN I 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

YEAR STRUCTURE BUILT 

1955 TO MARCH i960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


CHISAGO 

CLAY 

CLEAR- 

WATER 

COOK 

COTTON- 

WOOD 

CROW 

WING 

DAKOTA 

DODGE 

DOUGLAS 

FARI- 

BAULT 

FILLMORE 

FREEBORN 

. 3 777 

2 502 

2 049 

2 046 

2 002 

12 170 

5 249 

2 380 

4 230 

2 822 

4 019 

3 386 

2 544 

2 037 

1 378 

1 014 

1 829 

3 903 

4 766 

2 151 

2 144 

2 401 

3 493 

2 857 

1 957 

1 517 

946 

730 

1 406 

3 340 

3 737 

1 591 

1 679 

1 762 

2 429 

2 125 

1 953 

1 517 

902 

666 

1 406 

3 327 

3 726 

1 591 

1 679 

1 762 

2 429 

2 125 

4 

... 

44 

44 

. . . 

13 

11 

... 


- - T 



587 

520 

432 

284 

423 

563 

1 029 

560 

465 

639 

1 064 

732 

587 

520 

418 

280 

423 

558 

1 029 

560 

465 

639 

1 060 

723 

. ■ • 

... 

14 

4 

... 

5 

... 

... 

... 

... 

4 

9 

1 233 

465 

671 

1 032 

253 

0 275 

483 

229 

2 086 

421 

526 

529 

520 

217 

300 

105 

215 

853 

348 

201 

372 

369 

469 

274 

454 

169 

228 

96 

168 

719 

314 

155 

296 

300 

359 

194 

100 

59 

58 

37 

81 

277 

180 

76 

111 

155 

135 

82 

36 

23 

43 

5 

21 

91 

82 

31 

43 

60 

25 

36 

64 

36 

15 

32 

60 

186 

98 

45 

68 

95 

110 

46 

16 

31 

13 

. ■ . 

10 

137 

50 

22 

17 

24 

23 

35 

235 

14 

24 

32 

10 

186 

32 

21 

38 

10 

39 

6 

103 

65 

133 

27 

67 

119 

52 

36 

130 

ill 

162 

71 

66 

48 

72 

9 

47 

134 

34 

46 

76 

69 

110 

BO 

713 

248 

371 

927 

38 

7 422 

135 

28 

1 714 

52 

57 

255 

3 777 

2 502 

2 049 

2 046 

2 082 

12 178 

5 249 

2 380 

4 230 

2 822 

4 019 

3 386' 

3 153 

1 924 

1 376 

1 518 

1 657 

10 012 

4 672 

1 767 

3 504 

2 146 

2 573 

2 528 

2 148 

1 404 

670 

1 020 

1 389 

5 471 

4 308 

1 579 

2 454 

1 927 

2 046 

2 184 

52 

12 

30 

22 

44 

140 

16 

16 

48 

12 

56 

35 

953 

508 

676 

476 

224 

4 401 

348 

172 

1 002 

207 

471 

309 

431 

446 

463 

386 

364 

1 437 

439 

437 

505 

519 

1 151 

460 

142 

110 

89 

107 

119 

396 

246 

216 

170 

316 

551 

203 

4 

17 

12 

22 

29 

9 

4 

12 

a 

39 

54 

H 

265 

319 

362 

257 

216 

1 032 

189 

209 

327 

164 

546 

246 

193 

132 

210 

142 

61 

729 

138 

176 

221 

157 

295 

398 

5B7 

520 

432 

264 

423 

563 

1 029 

560 

465 

639 

1 064 

732 

440 

376 

239 

203 

312 

331 

808 

347 

348 

440 

570 

481 

316 

249 

107 

189 

247 

210 

735 

294 

243 

381 

412 

390 

124 

127 

132 

14 

65 

121 

73 

53 

105 

67 

158 

91 

106 

116 

149 

38 

98 

150 

137 

156 

87 

164 

362 

153 

51 

48 

41 

22 

42 

56 

115 

78 

17 

117 

187 

83 

55 

68 

108 

16 

56 

94 

72 

78 

70 

47 

195 

70 

41 

28 

44 

43 

13 

82 

34 

57 

30 

27 

112 

98 

3 777 

2 502 

2 049 

2 046 

2 062 

12 178 

5 249 

2 380 

4 230 

2 822 

4 019 

3 386 

2 501 

1 687 

855 

1 194 

1 615 

6 366 

4 777 

1 962 

2 775 

2 356 

2 952 

2 593 

359 

252 

198 

190 

207 

2 448 

122 

170 

341 

252 

457 

303 

16 

32 

67 

172 

8 

198 

46 

24 

20 

16 

66 

55 

901 

531 

929 

490 

252 

3 166 

304 

224 

1 094 

198 

544 

435 

2 549 

1 725 

893 

1 261 

1 737 

7 302 

4 737 

1 979 

2 915 

2 496 

3 054 

2 605 

100 

77 

37 

26 

16 

25 

61 

69 

65 

33 

155 

50 

1 128 

700 

1 119 

759 

329 

4 771 

451 

332 

1 250 

293 

810 

731 

2 397 

1 573 

805 

1 190 

1 591 

6 153 

4 647 

1 884 

2 724 

2 321 

2 787 

2 510 

87 

97 

33 

17 

27 

70 

74 

77 

61 

45 

189 

62 

1 293 

832 

1 211 

839 

464 

5 955 

528 

419 

1 445 

456 

1 043 

814 

1 508 

1 140 

592 

447 

1 301 

1 326 

1 469 

1 816 

1 076 

2 125 

2 857 

1 340 

2 175 

1 127 

1 113 

1 070 

726 

9 749 

3 659 

533 

2 813 

582 

984 

1 814 

160 

257 

351 

528 

75 

1 075 

115 

23 

293 

76 

171 

214 

1 313 

1 099 

578 

398 

1 ill 

532 

1 527 

1 681 

671 

1 611 

2 325 

243 

1 409 

870 

427 

981 

684 

7 849 

3 289 

393 

2 570 

876 

989 

2 420 

1 121 

555 

1 051 

666 

307 

3 769 

427 

298 

941 

296 

698 

705 

164 

124 

181 

249 

8 

931 

bo 

47 

163 

68 

138 

171 

248 

153 

251 

309 

53 

1 497 

114 

58 

378 

94 

77 

105 

687 

222 

389 

459 

148 

3 214 

476 

186 

748 

102 

317 

245 

636 

473 

524 

470 

446 

2 950 

935 

364 

961 

467 

660 

726 

626 

625 

304 

322 

489 

1 867 

1 632 

554 

876 

624 

802 

945 

564 

469 

263 

146 

510 

1 064 

1 006 

604 

559 

627 

797 

609 

333 

259 

114 

55 

228 

393 

551 

349 

313 

431 

723 

342 

319 

177 

23 

36 

200 

262 

455 

218 

232 

329 

505 

243 

4.4 

4.9 

3.9 

3,5 

5.3 

3.7 

5.1 

5.5 

4.4 

5,5 

5.5 

5.0 

5.3 

5.1 

4,4 

4.6 

5,4 

4,8 

5.3 

5.7 

5.2 

5.6 

. 5.9 

5.1 

4.1 

4.6 

3,9 

3.7 

4.8 

4,0 

4,6 

4,7 

4.6 

5.1 

4.5 

4.9 

641 

342 

140 

236 

204 

1 951 

1 968 

302 

866 

232 

293 

477 

343 

235 

220 

488 

199 

1 627 

709 

167 

496 

265 

220 

387 

405 

260 

443 

522 

286 

2 855 

539 

216 

706 

237 

304 

510 

389 

134 

320 

439 

236 

2 404 

333 

113 

416 

259 

219 

428 

1 999 

1 531 

926 

361 

1 157 

3 141 

1 700 

1 582 

1 746 

1 829 

2 983 

1 584 


25-88 


State and Small Areas 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: I960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS 

TENURE t COLOR* AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED .... 

WHITE 

NON WHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 

VACANT . 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY, , , 

FOR RENT 

RENTED OR SOLD* AWAITING OCCUPANCY 
HELD FOR OCCASIONAL USE, .... . 

HELD FOR OTHER REASONS 

DILAPIDATED. . * 

SEASONAL . . 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER . . 

LACKING OTHER PLUMBING FACILITIES, , . 

DETERIORATING. ..... . . . 

'WITH ALL PLUMBING FACILITIES . . • . . 

LACKING only HOT WATER 

LACKING OTHER PLUMBING FACILITIES. , . 
DILAPIDATED . . . 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . • . . 

DETERIORATING. . 

'WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED 


ALL HOUSING UNITS, 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER . . . . 

TOILET facilities 

FLUSH TOILET* EXCLUSIVE USE 

flush toilet* shared . 

other toilet facilities or NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE ... . 
bathtub OR SHOWER* SHARED 

NO bathtub or shower 

SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY .... 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL, 
OTHER OR NONE. • , . . , 


ROOMS 


1 ROOM 

Z ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MED I an 1 

ALL UNITS. . 

OWNER OCCUPIED 

RENTER OCCUPIED 

YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 ......... 

1930 TO 1939 

1929 OR EARLIER 


GOODHUE 

GRANT 

HENNEPIN 

HOUSTON 

HUBBARD 

ISANTI 

ITASCA 

JACKSON 

KANABEC 

KANDI- 

YOHI 

KITTSON 

KOOCHI- 

CHING 

4 

307 

1 

835 

3 

331 

1 

884 

4 

692 

2 

205 

12 

297 

1 

637 

2 

007 

4 

275 

1 

900 

3 

191 

3 

796 

1 

440 

2 

909 

1 

563 

1 

354 

1 

282 

7 

683 

1 

324 

1 

362 

2 

728 

1 

448 

2 

492 

2 

851 

1 

041 

2 

294 

1 

142 

1 

124 


989 

6 

006 


961 

1 

064 

2 

005 

1 

064 

1 

976 

2 

839 

1 

041 

2 

286 

1 

142 

1 

US 


989 

5 

936 


961 

1 

064 

2 

001 

1 

064 

1 

956 


12 




8 


.'It 


9 


• • • 


70 


• • . 


, • ■ 


4 


... 


20 


945 


399 


615 


421 


230 


293 

1 

677 


363 


318 


723 


384. 


516 


941 


399 


615 


421 


230 


289 

1 

619 


363 


318 


723 


384 


508 


4 






... 


• • • 


4 


58 


... 


... 


... 


, , . 


a 


511 


395 


422 


321 

3 

33B 


923 

4 

614 


313 


625 

1 

547 


452 


699 


378 


180 


216 


238 


447 


500 

1 

075 


231 


260 


430 


360 


204 


276 


147 


186 


197 


341 


399 

■ 

sao 


186 


195 


397 


229 


164 


123 


34 


85 


73 


67 


69 


304 


56 


44 


56 


64 


69 


48 


7 


49 


20 


36 


28 


105 


11 


25 


18 


30 


24 


75 


27 


36 


53 


31 


41 


199 


45 


19 


38 


34 


45 


22 


12 


29 


18 


9 


34 


14 


15 


8 


13 


2 


4 


35 


23 


28 


17 


97 


231 


326 


12 


103 


238 


32 


40 


96 


78 


44 


09 


168 


65 


236 


103 


40 


90 


131 


51 


102 


33 


32 


41 


106 


101 


195 


45 


65 


33 


121 


40 


133 


215 


204 


83 

2 

391 


423 

3 

539 


82 


365 

1 

117 


102 


495 

4 

307 

1 

835 

3 

357 

1 

884 

4 

692 

2 

205 

12 

297 

1 

637 

2 

007 

4 

275 

1 

900 

3 

191 

3 

082 

1 

442 

2 

732 

1 

422 

3 

019 

1 

531 

6 

749 

1 

336 

1 

547 

3 

662 

1 

132 

2 

514 

2 

753 

1 

136 

2 

396 

1 

055 

1 

721 


899 

5 

373 

1 

030 


944 

2 

589 


093 

1 

341 


49 


34 


42 


40 


37 


48 


93 


44 


8 


146 


8 


20 


260 


272 


294 


327 

1 

261 


584 

3 

283 


262 


595 


947 


231 

1 

153 

1 

014 


296 


379 


403 

1 

000 


489 

2 

560 


241 


333 


523 


514 


549 


537 


92 


179 


110 


252 


170 


695 


79 


72 


138 


131 


61 


19 


13 


13 


21 


20 


26 


34 


4 


8 


30 


12 


4 


458 


191 


187 


272 


728 


293 

1 

831 


158 


253 


355 


371 


484 


211 


97 


246 


59 


673 


185 


968 


60 


127 


70 


254 


128 


945 


399 


615 


421 


230 


293 

1 

677 


363 


318 


723 


384 


516 


537 


303 


368 


291 


123 


184 


885 


279 


215 


607 


215 


372 


451 


188 


298 


161 


83 


131 


575 


199 


146 


445 


160 


149 


86 


115 


70 


130 


40 


53 


310 


80 


67 


162 


55 


223 


377 


73 


148 


130 


71 


77 


578 


72 


92 


90 


133 


132 


1915 


38 


68 


62 


31 


20 


164 


32 


32 


37 


67 


4 


184 


35 


80 


60 


40 


57 


414 


40 


60 


53 


66 


I2B 


31 


23 


99 


• . . 


36 


32 


214 


12 


11 


26 


36 


12 

4 

307 

1 

835 

3 

331 

1 

884 

4 

692 

2 

205 

12 

297 

1 

637 

2 

007 

4 

275 

1 

900 

3 

191 

3 

521 

1 

335 

2 

758 

1 

265 

2 

156 

1 

197 

6 

964 

1 

196 

1 

134 

2 

901 

1 

163 

1 

608 


279 


220 


163 


266 


923 


407 

1 

765 


148 


159 


489 


164 


384 


43 


14 


60 


37 


20 


39 


118 


. * • 


3 


9 


5 


96 


464 


266 


376 


296 

1 

593 


562 

3 

450 1 


293 


711 


076 


566 

1 

103 

3 

602 

1 

391 

2 

782 

1 

357 

2 

545 

1 

340 

7 

311 

1 

224 

1 

149 

3 

163 

1 

170 

1 

522 


67 


54 


44 


61 


25 


17 


291 


32 


57 


53 


34 


56 


638 


390 


531 


466 

2 

122 


B48 

4 

695 


381 


801 

1 

059 


696 

1 

613 

3 

406 

1 

283 

2 

707 

1 

234 

2 

142 

1 

200 

6 

321 

1 

161 

1 

040 

2 

931 

1 

085 

1 

474 


86 


54 


56 


49 


48 


17 


330 


32 


57 


40 


28 


52 


815 


498 


594 


601 

2 

502 


986 

5 

646 


444 


910 

1 

304 


787 

1 

665 

2 

519 

1 

319 


525 

1 

035 


550 


219 

3 

i 

792 

1 

029 


780 

1 

424 


929 


996 

1 

608 


350 

2 

644 


749 

3 

647 

1 

898 

6 

391 


527 

1 

007 

2 

477 


409 


900 


138 


183 


166 


89 


500 


79 

2 

114 


68 


207 


322 


561 

1 

280 

2 

433 

1 

174 


250 


673 


12 


309 

3 

055 


833 


805 

1 

063 


706 


274 

1 

275 


291 

2 

621 


698 

2 

832 

1 

061 

4 

992 


463 


442 

2 

424 


558 

1 

287 


559 


387 


464 


502 

1 

653 


826 

4 

250 


3 28 


747 


736 


635 

1 

615 


74 


26 


67 


6 ii 


327 


69 

I 

006 


16 


98 


194 


74 


263 


106 


48 


94 


69 


750 


143 

1 

454 


32 


139 


227 


143 


304 


338 


209 


393 


183 

1 

395 


397 

2 

423 


141 


407 


619 


220 


511 


748 


356 


627 


305 i 


977 


530 

2 

669 


304 


411 

1 

041 


356 


795 


988 


298 


887 


417 


613 


375 

2 

345 


380 


424 


793 


505 


625 


929 


406 


654 


370, 


364 


329 

1 

498 


313 


308 


755 


331 


428 


677 


266 


343 


291 


136 


185 


431 


256 


149 


376 


168 


173 


447 


224 


292 


188 


no 


177 


271 


195 


71 


270 


103 


92 


5.4 


5,4 


5.1 


5,3 


3.4 


4.4 


3.9 


5.4 


4.4 


4.6 


4.B 


4.2 


5.6 


5.7 


5.3 


5.5: 


4.7 


5.4 


4.7 


5.5 


5.0 


5,2 


5.0 


4.7 


4.9 


5.0 


4,3 


4.6 


4.7 


4.6 


3.9 


5,4 


4.1 


4.7 


4.6 


3.4 


446 


134 


961 


211' 


514 


563 

1 

856 


60 


453 


669 


71 


454 


482 


172 


433 


160: 


703 


172 

1 

715 


121 


175 


507 


117 


433 


420 


292 


367 


179' 

1 

216 


175 

2 

572 


251 


258 


715 


235 


701 


290 


88 


336 


126. 


997 


180 

2 

026 


184 


202 


306 


169 


471 

2 

669 

1 

149 

1 

260 

1 

208 1 

1 

262 

1 

115 

4 

126 

1 

021 


919 

2 

078 

1 

308 

1 

132 


Minnesota 


25-89 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Cpiaracteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Yacwcy 

Condition & Plumb. 
Water Sufiply 
Toilet Facilities 


Bathing Facilities 
Source of W.’icer 
Sew.ige Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS 

tenure f COLOR? AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 

VACANT . 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

FOR RENT .... 

RENTED OR SOLD? AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL .... 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND 

WITH ALL PLUMBING FACILITIES . . . , * 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. .... 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER . ‘ 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . . • 
LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED 


ALL HOUSING UNITS 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER , 

TOILET FACILITIES 

FLUSH TOILET? EXCLUSIVE USE 

FLUSH TOILET? SHARED < 

OTHER toilet FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER? EXCLUSIVE USE .... . 

BATHTUB OR SHOWER? SHARED 

NO BATHTUB OR SHOWER 

SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


ROOMS 


1 ROOM . 

a ROOMS. 

:3 ROOMS 

4 ROOMS 

5 ROOMS. . 

6 ROOMS 

7 ROOMS , 

8 ROOMS OR MORE 

median* 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

YEAR structure BUILT 

1955 TO MARCH 1960 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 

1929 OR EARLIER 


LAC QUI 
PARLE 

LAKE 

LAKE 

OF THE 
WOODS 

LE SUEUR 

LINCOLN 

LYON 

mc LEOD 

MAHNOMEN 

MARSHALL 

MARTIN 

MEEKER 

MILLE 

LACS 

2 436 

3 198 

1 592 

3 595 

1 762 

2 081 

a 075 

i 346 

2 624 

2 913 

2 215 

3 925 

2 140 

1 461 

814 

2 690 

1 507 

1 827 

1 850 

865 

1 988 

2 594 

1 545 

2 842 

1 475 

1 020 

554 

2 059 

1 080 

1 237 

1 424 

624 

1 410 

1 897 

1 152 

2 191 

1 475 

1 011 

554 

2 059 

1 036 

1 237 

1 424 

561 

1 410 

1 897 

1 152 

2 119 

* . . 

9 

• * . 

. . » 

. . . 

. . . 

... 

63 

• . * 

. • • 

... 

72 

665 

441 

260 

631 

419 

590 

426 

241 

578 

697 

393 

651 

665 

441 

260 

631 

419 

590 

426 

189 

578 

697 

393 

646 

• • » 

.. . 

... 

... 

... 

... 

9 • • 

52 

... 

... 

. .. 

5 

296 

1 737 

778 

905 

255 

254 

225 

401 

636 

319 

670 

1 083 

232 

613 

231 

268 

216 

221 

196 

155 

384 

273 

254 

258 

166 

410 

186 

233 

171 

189 

162 

127 

292 

223 

187 

184 

58 

120 

65 

89 

57 

59 

72 

36 

64 

109 

. 64 

70 

10 

25 

39 

20 

10 

27 

19 

22 

29 

22 

32 

40 

48 

95 

26 

69 

47 

32 

53 

14 

35 

87 

32 

30 

13 

7 

1 

20 

38 

43 

17 

6 

12 

12 

28 

11 

13 

205 

14 

44 

5 

11 

12 

18 

17 

15 

41 

23 

82 

78 

106 

72 

71 

76 

61 

67 

199 

87 

54 

80 

66 

203 

45 

35 

45 

32 

34 

28 

92 

50 

67 

74 

64 

1 124 

547 

637 

39 

33 

29 

326 

252 

46 

416 

825 

2 436 

3 198 

1 592 

3 595 

1 762 

2 OBI 

2 075 

1 346 

2 624 

2 913 

2 215 

3 925. 

1 659 

2 157 

1 192 

2 612 

1 350 

1 778 

1 681 

957 

1 951 

2 286 

1 862; 

2 573 

1 296 

1 282 

620 

1 945 

956 

1 267 

1 435 

510 

1 264 

2 066 

1 239 

1 827 

49 

31 

24 

93 

37 

40 

28 

4 

26 

22 

86 

31 

314 

844 

548 

574 

357 

471 1 

216 

443 

661 

198 

537 

715 

630 

495 

301 

775 

338 

226 1 

304 

264 

487 

518 

217 

938 

29k 

113 

65 

290 

115 

96 

99 

22 

50 

271 

33 

369 

29 

12 

B 

46 

8 

. * * 

S 

... 

23 

21 

* f T 

16 

307 

370 

228 

1 439 

215 

132 

197 

242' 

414 

226 

184 

553 

147 

546 

99 

: 208 

74 

75 

90 

125 

166 

109 

136 

414 

665 

441 

260 

: 631 

419 

590 

426 

241 1 

578 

697 

393 

651 

3B1 

204 

180 

i 374 

293 

495 

294 

1321 

484 

511 

337 

393 

229 

166 

111 

282 

135 

.324 

236 

60 

279 

444 

229 

261 

152 

38 

69 

1 92 

158 

171 

58 1 

72 

205 

67 

108 

132 

246 

es 

64 

209 

117 

69 

108 

48 

80 

159 

49 

175 

101 

11 

36 

105 

60 

30 

54 

8 

20 

94 

B 

89 

145 

74 

28 

104 

57 

39 

54 

40 

60 

65 

41 

86 

38 

152 

16 

48 

9 

26 

24 

61 

14 

27 

7 

83 

2 436 

3 198 

1 592 

3 595 

1 762 

2 081 

2 075 

1 346 

2 624 

2 913 

2 215 

3 925 

1 795 

1 548 

751 

2 475 

1 198 

1 489 

1 649 

600 

1 523 

2 475 

1 408 

2 506 

302 

509 

133 

455 

240 

253 

227 

221 

239 

166 

309 

283 

8 

217 

12 

36 

9 

• . . 

16 

9 

6 

7 

59 

59 

331 

924 

696 

629 

315 

339 

183 

516 

856 

265 

439 

1 077 

1 807 

1 731 

762 

2 616 

1 323 

1 637 

1 749 

615 

1 489 

2 533 

1 526 

2 503 

142 

4 

62 

ill 

59 

12 

36 

20 

97 

48 

46 

95 

487 

1 463 

768 

868 

380 

432 

290 

711 

1 038 

332 

643 

1 327 

1 719 

1 553 

717 

2 410 

1 126 

1 434 

1 586 

551 

1 366 

2 411 

1 390 

2 308 

135 

12 

78 

127 

53 

21 

59 

16 

97 

42 

38 

119 

582 

1 633 

797 

1 050 

581 

626 

430 

779 

i 161 

460 

787 

1 498 

1 795 

357 

665 

2 097 

1 172 

1 186 

1 303 

424 

1 542 

2 083 

911 

1 276 

434 

2 009 

534 

1 210 

293 

753 

691 

654 

728 

834 

1 220 

2 254 

158 

837 

422 

292 

270 

172 

44 

233 

324 

50 

109 

378 

1 410 

83 

533 

1 514 

1 104 

96? 

894 

345 

1 007 

1 081 

657 

1 356 

564 

1 614 

325 

1 238 

233 

772 

853 

316 

672 

1 557 

1 172 

1 473 

413 

1 306 

763 

847 

318 

377 

291 

650 

915 

329 

411 

1 079 

77 

475 

163 

60 

21 

8 

47 

60 

96 

39 

56 

107 

51 

450 

207 

169 

65 

41 

42 

164 

154 

45 

114 

230 

214 

811 

359 

424 

131 

181 

135 

211 

358 

165 

281 

660 

453 

616 

294 

759 

336 

383 

345 

349 

554 

543 

511 

882 

446 

366 

275 

724 

344 

506 

454 

293 

555 

761 

420 

802 

506 

289 

179 

731 

407 

383 

533 

121 

469 

593 

373 

643 

398 

94 

68 

430 

287 

355 

314 

69 

265 

460 

317 

407 

291 

97 

47 

290 

171 

224 

205 

79 

173 

307 

143 

194 

5.4 

3.3 

5.7 

5.0 

5.5 

5.3 

5,5 

4.2 

4.B 

5.4 

4.8 

4*6 

5.7 

4.6 

5.0 

5.6 

5.6 

5.5 

5,7 

4.9 

S.O 

5.5 

5.5 

5.1 

4.8 

3.3 

3,8 

4.7 

5.4 

5.0 

5.0 

4,2 

4.4 

5.1 

4.5 

4.0 

154 

569 

167 

412 

122 

180 

279 

141 

166 

306 

193 

447 

172 

605 

273 

296 

143 

186 

229 

272 

221 

302 

234 

414 

236 

630 

279 

524 

218 

245 

251 

155 

247 

413 

324 

525 

59 

566 

239 

345 

67 

99 

148 

205 

203 

275 

170 

457 

1 785. 

778 

634 

2 018 

1 212 

1 371 

1 166 

573 

1 787 

1 617 

1 294 

1 2 082 

L 


25-90 


State and Small Areas 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 Con. 

[Some data based on sample; see text. Median not shown where base is leas than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Baching Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


ALL HOUSING UNITS 

TENURE t COLOR I AND VACANCY STATUS 


MORRISON 


3 532 


MOWER 


MURRAY 


NICOLLET 


NOBLES 


OTTER 

TAIL 


PENN- 

INGTON 


PIPE- 

STONE 


1 231 


POLK 


OCCUPIED 

OWNER OCCUPIED 

WHITE. • • 

NONWHITE 

RENTER OCCUPIED . . • . 

WHITE 

NONWHITE . . , . 


2 171 
1 795 
1 795 

376 

37b 


3 115 
2 SOI 
2 501 

614 

614 


1 980 
1 383 
1 383 

605 

605 


694 

480 

480 


1 740 
1 320 
1 320 


1 796 
1 319 
1 319 


4 277 
3 453 
3 453 


214 

210 

4 


420 

415 

5 


477 

477 


824 

824 


4 611 
3 395 
3 387 
B 

1 216 
i 216 


413' 

307 

303 

4 

106 

106 


2 798 
2 158 
2 140 
18 
640 
629 
11 


091 

820 

816 

4 

271 

271 


2 740 
1 927 
1 927 

813 

813 


108 

842 

842 

266 

266 


VACANT 

YEAR ROUND 

SOUND OR DETERIORATING ........ 

AVAILABLE . . . . 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLDi AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL ...... 


361 

533 

469 

135 

48 

87 

37 

209 

80 

64 

828 


332 

292 

215 

104 

49 

55 

42 

10 

59 

77 

40 


451 

239 

192 

81 

24 

57 

13 

14 
84 
47 

212 


163 I 
87: 
70 
27 
2 
25 
12 
3 
2S 
17 
76 


231 

405 

201 

275 

159 

200 

58 

45 

17 

16 

41 

27 

14 

7 

9 

30 

78 

118 

42 

75 

30 

130 


571 

420 

34B 

203 

105 

98 

52 

82' 

72 

151 


6 117 
97B 
BOB 
246 
97 
149 
61 
131 
370 
170 
5 139 


264 

1 613 

192 

525 

129 

419 

14 

108 

8 

43 

6 

65 

2 

25 

18 

120 

95 

166 

63 

106 

72 

1 088 


140 

110 

91 

52 

12 

40 

13 

6 

20 

19 

30 


599 

605 

453 

54 

28 


26 

22 

73 


916 

195 

166 

48 

21 

27 

19 

17 


304 

152 

994 


82 

29 

721 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . * 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . . 
DILAPIDATED. • • 

RENTER OCCUPIED 

SOUND , . • 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . « « . 

DETERIORATING, 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . • 
DILAPIDATED * 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


3 532 
2 875 
1 643 
16 

1 216 
515 
109 
14 
392 
142 


3 447 
2 862 
2 580 
13 
269 
420 
217 
16 
187 
165 


2 439 
1 869 
1 563 
29 
277 
472 
175 
20 
277 
98 


857 
672 
517 
26 
129 
132 
45 
• . * 
87 
53 


1 9711 
1 607' 
1 244! 
41 
322 
304 
92 
12 
200 
60 


2 201 

4 848 

10 728 

1 329 

3 653 

8 976 

1 033 

3 421 

4 997 

12 

24 

135 

284 

208 

3 844 

660 

864 

1 484 

247 

493 

195 

16 

32 

12 

397 

339 

1 277 

212 

331 

268 


677 

419 

231 

IBSi 

181 

24 

157 

77 


4 411 
3 310 
1 833 
45 
1 432 
832 
243 
5 

584 

269 


231 

885 

769 

12 

104 

299 

121 

14 

164 

47 


4 339 
2 949 
1 663 
74 
I 212 
980 
126 
49 
805 
410 


2 024 
1 663 
953 
27 
653 
256 
48 

208 

iOS 


376 

248 

157 

91 

105 

21 

84 

23 


614 

478 

378 

100 

108 

57 

51 

28 


605 

447 

368 

79 

146 

86 

60 

12 


214 

151 

101 

50 

51 
7 

44 

12 


420 

286 

226 

60 

116 

53 

63 

18 


477 

245 

160 

85 

185 

05 

100 

47 


824 

535 

456 

79 

217 

148 

69 

72 


216 

920 

544 

376 

266 

60 

206 

28 


106 

74 

41 

33 

.Oi 

15 

12 


640 

430 

254 

176 

164 

77 

87 

46 


271 

186 

143 

43 

68 

26 

42 

17 


813 

577 

358 

219 

183 

38 

145 

53 


266 

222 

134 

88 

24 

12 

12 

20 


3 532 


3 447 


2 439 


857 


1 971 


2 201 


4 846 


10 728 


677 


4 411 


1 231 


4 339 


2 024 


1 976 
415 
13 

1 128 


2 957 
171 
9 

310 


1 839 
225 
11 
364 


611 

76 

170 


1 422 
179 


362 


435 

4 108 

5 829 

256 

285 

2 046 

23' 

35 

101 

487 

420 

2 752 


269 

27 

14 

347 


2 338 
389 
134 
1 550 


955 

114 

162 


2 054 
534 
63 

1 688 


1 178 
289 
4C 

sn 


TOILET facilities 

FLUSH TOILETt EXCLUSIVE USE. . . 

FLUSH TOILETt SHARED ( 

OTHER TOILET FACILITIES OR NONE. 


1 906 
17 
1 609 


2 952 
65 
430 


1 923 
52 
464 


657 I 486 
4 8 

196 477 


505 

4 208 

6 375 

54 

27 

231 

642 

613 

4 122 


258 

419 


2 329 
94 
1 988 


1 016 
8 

207 


2 221 
96 

2 022 


1 27S 
2C 
73Z 


bathing FACILITIES 

BATHTUB OR SHOWER t EXCLUSIVE USE 
BATHTUB OR SHOWER t SHARED, . . . 

NO bathtub or shower 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 
INDIVIDUAL WELL. ........ 

OTHER 


1 804 
22 

1 706 


2 862 
51 
534 


1 803 
44 
592 


592 1 399 

4 12 

261 560 


355 

4 080 

5 367 

43 

31 

278 

803 

737 

5 083 


262 

415 


2 170 
97 
2 144 


1 960 
101 
2 278 


1 09C 
4C 
89t 


587 
2 650 
283 


1 701 
1 696 
115 


i 794 
397 
237 


386 

419 

55 


088 

785 

137 


420 

601 

176 


1 500 
3 228 
97 


2 449 
7 385 
906 


139 

431 

119 


1 378 

2 519 
483 


795 1 707 

370 1 829 

42 855 


56; 

05: 

3a: 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


70 

1 828 
1 622 


X 504 
1 574 
434 


1 638 
344 
446 


114 

563 

183 


803 

874 

333 


143 

1 093 

2 194 

434 

3 232 

4 808 

620 

500 

3 738 


38 

323 

328 


1 220 
1 304 
1 856 


656 

367 

164 


1 248 
1 164 
1 979 


43' 

9o: 

65< 


rooms 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. . 
MEDIAN* 

ALL UNITS. . . . 
OWNER OCCUPIED 
RENTER OCCUPIED 


163 

299 

535 

78B 

666 

561 

291 

229 


20 

76 

258 

599 

855 

799 

561 

279 


67 

82 

241 

453 

547 

487 

342 

220 


37 

27 

56 

120 

166 

172 

167 

112 


19 

21 

116 

340 

478 

422 

316 

259 


79 

77 

485 

134 

244 

1 038 

209 

569 

2 600 

434 

913 

2 507 

462 

1 315 

1 581 

391 

769 

1 239 

316 

491 

724 

156 

470 

554 


37 

63 

78 

132 

125 

148 

70 

24 


302 

363 

705 

967 

803 

653 

391 

227 


8 

26 

154 

232 

321 

203 

182 

105 


241 

407 

597 

847 

885 

741 

381 

240 


13 

26; 

36- 

36: 

34 

28- 

17 

11 


4.5 

5,3 

4.9 


5.4 

5.5 
4.7 


5,2 

5.6 

4.8 


5.6 
5.9 

5.6 


5.5 

5.6 
5.3 


5.0 

5.3 

4.2 


5.0 

5.1 
4.3 


4.0 

5.2 

4.5 


4.7 

4.9 


4.4 

5.1 

4.3 


5.1 

5.2 
4.9 


4.6 

5.2 

4.4 


YEAR STRUCTURE BUILT 


1955 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . - . 
1929 OR EARLIER. . 


552 
393 
523 
348 
1 716 


537 
401 
495 
338 
1 676 


258 
277 
403 
137 
1 364 


03 

75 

59 

104 

536 


150 
157 
250 
81 
1 333 


146 

153 
180 

154 
566 


1 632 
662 
620 
313 
1 621 


1 518 

1 171 

2 209 
1 373 
4 457 


113 

55 

49 

26: 

4321 


519 
444 
456 
608 
2 384 


88 

400 

26 

112 

369 

21 

110 

532 

20 

78 

260 

21 

843 

2 778 

1 04 


Minnesota 


25-91 


Table 31. — Tenurh, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties; 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is leas than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


ALL HOUSINS UNITS 

TENUREt COLORf AND VACANCY STATUS 


OCCUPIED 

OWNER OCCUPIED . 

white 

nonwhite . . . 

RENTER OCCUPIED. 

WHITE 

NONWHITE . . . 


VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY. ... 

FOR RENT 

RENTED OR SOLD* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL . 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . , . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING ' 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. . . 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED - 


ALL HOUSING UNITS . . - 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER ' 


1 307 


RED LAKE 


1 204 
I 083 
1 083 

121 

121 


103 

60 

54 

31 

18 

13 

11 

5 

7 

6 
43 


1 307 
i 102 
1 057 
4 
41 
164 
105 
11 
48 
41 

121 

78 

67 

11 

37 

12 

25 

6 


204 

64 

6 

33 


767 

563 

563 

204 

204 


239 

170 

116 

34 
7 

27 

35 
4 

45 

52 

69 


006 

723 

493 

4 

226 

181 

65 

4 

112 

102 

204 

146 

97 

49 

46 

25 

21 

12 


RENVILLE 


1 006 


630 

122 


2 570 
1 028 
1 807 
21 
742 
742 


356 

305 

222 

89 

19 

70 

14 

12 

107 

83 

51 


2 926 
2 155 
1 721 
55 
379 
564 
238 
16 
310 
207 

742 

512 

361 

151 

100 

64 

116 

50 


2 170 
349 
4 

403 


3 771 
2 819 
2 815 
4 

952 

952 


479 

372 

284 

105 

38 

67 

21 

19 

139 

88 

107 


4 250 
3 463 
2 89B 

59 
526 
624 
243 

37 

344 

143 

952 

767 

566 

201 

160 

60 
100 

25 


356 

42B 

26 

440 


1 473 
1 152 
1 152 

321 

321 


613 

152 

124 

49 

18 

31 

12 

23 

40 

28 

461 


2 0B6! 
1 681 
1 004 
48 
629 
303 
90 

213 

102 

321 

185 

133 

52 

92 

It 

44 


2 086 


188 

185 

27 

666 


733 

544 

544 

189 

189 


124 

98 

80 

36 

14 

22 

11 

7 

.26 

18 

26 


857 

703 

483 

21 

199 

121 

24 

*97 

33 

189 

149 

76 

'73 

28 

4 

24 

12 


1 742 
1 237 
1 233 
4 

505 

502 

3 

718 

551 

416 

BO 

44 

36 

4 

21 

311 

135 

167 


857 


550 

100 

33 

174 


ST 

LOUIS 


460 

741 

046 

30 

665 

518 

80 

438 

201 

505 

372 

226 

146 

101 

30 

71 

32 


1 287 
174 
12 
987 


15 012 
12 328 
12 255 
73 
2 684 
2 619 
65 

6 932 
1 696 
1 369 
467 
176 
291 
68 
432 
402 
327 
5 236 


21 944 
16 826 
10 454 
215 


SCOTT 


157 

973 

018 

93 

662 

145 


2 684 
1 751 
1 107 
644 
663 
217 
466 
250 


21 944 


12 940 
2 813 
127 
6 064 


SHER- 

BURNE 


2 517 
1 951 
I 947 
4 

566 

566 


436 

149 

120 

59 

25 

34 

13 

9 

39 

29 

287 


2 953 
2 569 
2 062 
60 
447 
204 
132 
16 
136 
100 

566 

471 

352 

119 

75 

35 

40 

20 


1 848 
1 422 
I 422 

426 

426 


1 396 
261 
226 
45 
23 
22 
20 
120 
41 
35 
1 135 


2 953 


2 342 
299 
20 
292 


SIBLEY 


244 

828 

783 

70 

975! 

264, 

69 

9 

186 

152 

426 

334 

230 

104 

60 

18 

42 

32 


3 244 


2 062 
403 
18 
761 


2 533 
1 918 
i 918 

615 

615 


187 

128 

101 

58 
24 
34 
10 

1 

32 

27 

59 


2 720 
2 253 
2 033 
28 
192 
356 
155 
24 
177 
I'll 

615 

457 

381 

76 

143 

67 

76 

15 


STEARNS 


7 030 
5 649 
5 649 

1 381 

1 377 

4 

2 109 
380 
316 
122 

59 

63 
43 
34 

117 

64 
1 729 


2 265 
212 
12 
231 


STEELE 


6 579 
932 
46 
L 582 


1 351 
1 004 
1 004 

347 

347 


240 

135 

103 

47 

10 

37 

6 

8 

42 

32 

105 



1 591 


279 

124 

48 

140 


TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE. . . 

flush TOILETi SHARED 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER i EXCLUSIVE USE 
BATHTUB OR SHOWER » SHARED. . . . 
NO BATHTUB OR SHOWER 


1 230 
4 
73 


654 

41 

311 


2 344 
60 
522 


3 573 
97 
580 


1 221 

a 

854 


551 1 262 

4 83 

302 1 115 


13 593 
168 
8 183 


2 498 
28 
427 


2 065 
36 
1 143 


2 369 
32 
319 


6 823 
89 
2 227 


1 272 
36 
283 


1 215 
4 

88 


578 

41 

387 


2 079 
52 
795 


3 249 
114 
887 


1 150 
15 
921 


532 


1 175 
91 
1 194 


12 344 
273 
9 327 


2 330 
36 
507 


1 965 
32 
1 247 


2 248 
36 
436 


6 322 
106 
2 711 


1 233 
27 
331 


SOURCE OF WATER 

PUBLIC SYSTEM QR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER • 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


ROOMS 


1 ROOM * 

2 ROOMS 

3 ROOMS. 

4 ROOMS 

5 ROOMS. 

6 ROOMS. • • 

7 ROOMS 

a ROOMS OR MORE 

MEDIAN* 

ALL UNITS. , 

OWNER OCCUPIED 

RENTER OCCUPIED 


5 

1 262 
34 


694 

228 

81 


1 97M 
838 
121 


3 503 
650 
104 


426 
1 394 
241 


341 

459 

79 


1 047 
1 055 
350 


4 963 
13 32B 
3 602 


1 525 
1 341 
144 


607 
2 572 
132 


2 176 
481 
59 


3 437 
5 264 
369 


975 

626 

10 


1 242 
59 


617 

88 

298 


1 869 
632 
432 


2 544 
1 234 
479 


120 
1 185 
756 


24 

592 

263 


742 
670 
1 040 


3 679 
10 803 
7 413 


t 203 
1 393 
414 


482 
1 741 
1 068 


1 952 
462 
302 


2 984 
4 069 
2 017 


700 

629 

282 


15 

19 

114! 

291 

378 

235 

130 

125 


54 

64 

90 

212 

196 

206 

100 

84 


31 

66 

185 

559 

734 

597 

438 

316 


114 
66 
321 
779 
1 030 
913 
655 
372 


29 

88 

238 

381 

468 

425 

236 

221 


39 

72 

135 

201 

208 

119 

83 


133 

241 

343 

538 

532 

376 

197 

100 


1 490 

1 923 

3 479 
5 754 

4 549 

2 801 
997 
951 


36 I 
120 
255 
605 
785 
545 
346 
253 


164 

212 

617 

646 

651 

395 

300 

257 


27 

56 

166 

437 

752 

610 

389 

283 


223 
492 
1 1421 
1 775 
1 934 
1 770 
1 068 
735 


87 

44 

197 

244 

295 

323 

225 

176 


5.1 4,9 5.3 

5.2 5.5 5.4 

... 4.7 5.3 


5.3 5.2 
5.5 5.4 
4.7 5.4 


5.4 4.5 

5.5 5.0 

... 4.1 


4.2 5.1 

4.7 5.2 

4.0 4.B 


4.5 5.4 
5.3 5.6 
4,8 4.8 


5.0 5.3 

5.5 5.6 

4.6 5.0 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 , . , 
1940 TO 1949 , . , 
1930 TO 1939 . • . 
1929 OR EARLIER. . 


390 

229 

264 

189 

235 


40 

81 

138 

99 

648 


212 
229 
358 
208 
1 919 


325 
385 
511 
265 
2 764 


291 

244 

199 



99 

64 

78 

49 

567 


172 

3 595 


193 

2 757 


381 

3 618 


448 

3 510 


1 266 

B 464 

__ 


659 

673 


33B 

421 


282 

394 


268 

242 


1 406 

, 1 514 

-L 


290 

255 

207 

206 


1 4691 
1 073 
1 451 
771 
4 375 


196 

153 

202 

110 

928 


25-92 


State and Small Areas 


Table 31. — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Watet Supply 
Toilet Facilities 


Baching Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS 

TENURE! COLOR! AND VACANCY STATUS 

OCCUPIED . . 

OWNER OCCUPIED 

WHITE 

NONWHiTE 

RENTER OCCUPIED 

WHITE 

NONWHITE 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING , 

AVAILABLE 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLDt AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND . . . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . . . . . 
LACKING SOME OR ALL FACILITIES . . , , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES , . , . 
DILAPIDATED 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 
PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER , 

TOILET FACILITIES 

FLUSH TOILET! EXCLUSIVE USE. 

FLUSH TOILET I SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWERt EXCLUSIVE USE .... . 

BATHTUB OR SHOWERt SHARED 

NO BATHTUB OR SHOWER 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . . , . , 

INDIVIDUAL WELL 

OTHER . . . , 


SEWAGE DISPOSAL 


PUBLIC SEWER , 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS i 

6 ROOMS 

7 ROOMS 

a ROOMS OR MORE 

MED I AN « 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 



STEVENS 

SWIFT 

TODD 

TRAVERSE 

WABASHA 

WADENA 

WASECA 

WASH- 

INGTON 

WATON- 

WAN 

WILKIN 

WINONA 

WRIGHT 

yellow 

MEDI- 

CINE 


■ 813 

1 899 

4 205 

1 602 

1 725 

1 391 

1 522 

8 087 

1 658 

788 

3 039 

7 851 

2 418 


646 

1 616 

2 753 

1 303 

1 480 

989 

1 263 

6 157 

1 473 

641 

2 589 

4 991 

2 063 


463 

1 087 

2 142 

857 

1 084 

717 

960 

5 258 

1 033 

427 

1 996 

3 706 

1 418 


463 

1 087 

2 142 

857 

1 080 

717 

960 

5 242 

1 033 

427 

1 996 

3 706 

1 410 


• « • 

* 1 1 


« i • 


* • • 

• • < 

16 

• • • 

« . « 

« • * 

. . . 

8 


183 

529 

611 

446 

396 

272 

303 

899 

440 

214 

593 

1 265 

645 


179 

529 

611 

446 

396 

272 

303 

894 

440 

214 

593 

1 285 

633 


4 



... 

... 

. .. 


5 

... 

... 

... 

... 

12 


167 

283 

1 452 

300 

245 

402 

259 

1 930 

185 

147 

450 

2 860 

355 


122 

228 

478 

18t 

179 

199 

191 

528 

147 

110 

263 

466 

280 


94 

176 

373 

153 

121 

153 

153 

475 

121 

00 

184 

370 

203 


25 

67 

142 

77 

51 

56 

89 

176 

48 

23 

83 

129 

105 


13 

27 

66 

8 

19 

29 

30 

108 

13 

14 

27 

47 

23 


12 

40 

76 

69 

32 

27 

59 

68 

35 

9 

56 

82 

62 


6 

18 

50 

12 

3 

7 

25 

130 

7 

13 

11 

IB 

24 


11 

2 

54 

10 

5 

13 

5 

100 

11 

6 

21 

117 

19 


52 

89 

127 

54 

62 

77 

34 

69 

55 

38 

69 

106 

55 


28 

52 

105 

31 

58 

46 

38 

53 

26 

30 

79 

96 

77 


45 

55 

974 

116 

66 

203 

68 

1 402 

38 

37 

187 

2 394 

75 


813 

1 899 

4 205 

1 603 

1 725 

\ 391 

1 522 

8 087 

1 658 

788 

3 039 

7 851 

2 418 


600 

1 483 

3 285 

1 352 

1 063 

1 010 

1 177 

6 943 

1 202 

508 

2 465 

6 118 

1 768 


475 

1 om 

2 109 

1 000 

910 

532 

932 

5 991 

1 041 

342 

2 086 

4 295 

1 358 


4 

39 

67 

36 

B 

12 

44 

99 

B 

. . . 

69 

141 

56 


121 

403 

1 109 

316 

145 

466 

201 

853 

153 

166 

310 

1 682 

354 


153 

323 

681 

184 

477 

313 

287 

82B 

398 

222 

421 

1 235 

515 


71 

77 

136 

84 

265 

71 

131 

432 

197 

70 

172 

525 

198 


4 

a 

4 

4 

16 

11 

11 

* 32 

12 

9 

25 

66 

21 


78 

238 

541 

96 

196 

231 

145 

364 

189 

143 

224 

644 

296 


60 

93 

239 

67 

185 

68 

58 

316 

58 

58 

153 

498 

135 


183 

529 

611 

446 

396 

272 

303 

899 

440 

214 

593 

1 285 

645 


104 

396 

474 

355 

228 

lae 

207 

651 

285 

123 

422 

835 

437 


79 

230 

288 

228 

185 

104 

163 

539 

216 

66 

335 

658 

282 


25 

166 

186 

127 

43 

84 

44 

112 

69 

57 

87 

177 

155 


71 

106 

110 

72 

121 

60 

84 

192 

135 

82 

147 

332 

lea 




29 

36 








177 

68 




81 

36 









100 




■ 27 

19 









20 








1 522 


1 658 

m 














H 



















8 

• • * 

32 

4 

8 

4 

4 

55 

16 

36 

38 

78 

13 


158 

397 

1 261 

207 

243 

450 

218 

814 

195 

167 

287 

1 509 

449 


624 

1 361 

2 524 

1 207 

1 363 

761 

1 225 

6 859 

1 360 

492 

2 514 

5 561 

1 790 


7 

27 

72 

63 

31 

12 

27 

62 

29 

16 

74 

139 

98 


182 

511 

1 609 

333 

331 

618 

270 

1 166 

269 

280 

451 

2 151 

530 


558 

1 190 

2 337 

1 141 

1 258 

626 

1 135 

6 715- 

1 2B2 

432 

2 403 

5 228 

1 645 


3 

44 

67 

75 

39 

4 

34 

78 

33 

20 

77 

139 

06 


252 

665 

1 801 

387 

428 

761 

353 

1 294 

343 

336 

559 

2 484 

687 


528 

1 164 

1 261 

1 222 

1 070 

452 

1 016 

2 057 

1 112 

394 

1 194 

3 531 

1 623 


223 

648 

2 651 

282 

585 

796 

469 

5 542 

577 

331 

1 671 

3 797 

675 


65 

108 

279 

77 

47 

143 

62 

459 

34 

60 

180 

528 

115 


515 

843 

1 311 

1 080 

838 

365 

954 

706 

1 111 

181 

989 

2 981 

1 426 


122 

620 

1 667 

236 

503 

491 

33.L 

6 132 

354 

358 

1 567 

3 143 

571 


179 

457 

1 213 

265 

361 

535 

262 

1 220 

256 

246 

489 

1 732 

416 


47 

36 

131 

IIB 

24 

41 

34 

208 

24 


72 

336 

60 


26 

74 

382 

63 

36 

96 

58 

334 

65 

23 

75 

704 

57 


41 

184 

722 

162 

101 

ai? 

110 

907 

115 

98 

185 

1 374 

175 


199 

292 

841 

300 

293 

333 

261 

1 411 

302 

107 

487 

1 561 

437 


129 

431 

768 

309 

388 

302 

334 

2 827 

372 

193 

778 

1 401 

563 


169 

381 

726 

311 

364 

203 

317 

1 273 

362 

193 

702 

1 174 

456 


140 

303 

364 

233 

304 

137 

263 

680 

246 

93 

387 

877 

347 


62 

198 

271 

107 

215 

62 

145 

447 

172 

81 

353 

424 

323 


5.2 

5.3 

4.5 

5.0 

5,6 

4.5 

5,4 

4.9 

5.4 

5.4 

5.4 

4.5 

5.4 


5t3 

5,6 

5.3 

5,3 

5.6 

4,9 

5,7 

5,2 

5.6 

5.5 

5.6 

5.4 

5.6 



4,8 

4.2 

5.2 

5.2 

4,3 

4,6 

4.4 

4,8 

5.4 

5.0 

4.4 

5.3 


81 

98 

490 

144 

137 

110 

134 

2 664 

177 

37 

366 

1 265 

153 


62 

164 

458 

99 

158 

124 

113 

953 

114 

39 

263 

872 

158 


86 

208 

604 

181 

135 

232 

161 

1 190 

182 

78 

350 

1 076 

240 


74 

103 

367 

56 

96 

180 

103 

871 

145 

47 

234 

684 

97 

- 

510 

1 326 

2 286 

1 121 

1 199 

745 

1 011 

2 409 

1 040 

587 

1 826 

3 954 

1 770 




Minnesota 


25-93 


Table 32 . — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200; plus (^-) or minus (— ) after number, indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


AITKIN 

ANOKA 

BECKER 

BELTRAMI 

BENTON 

BIG 

BLUE 

BROWN 

CARLTON 

CARVER 

CASS 

CHIPPEWA 













STONE 

EARTH 










ALL HOUSING UNITS. . . . . 


6 

563 

2 

624 

6 

396 

4 

778 

1 

362 

1 157 

3 

826 

869 

4 

661 

3 

718 

11 

385 

1 

557 

HEATING EQUIPMENT 
























STEAM OR HOT WATER . 

• t i • « 


174 


75 


205 


70 


37 

85 


288 

61 


304 


692 


382 


107 

WARM AIR FURNACE 

« • • • • 

1 

026 


B31 

1 

129 


762 


557 

300 

1 

616 

337 

1 

963 

1 

735 

1 

459 


803 

BUILT-IN ROOM UNITS 



104 


195 


595 


180 


58 

98 


274 

68 


218 


105 


298 


5 

OTHER MEANS WITH FLUE. .... 


■a 

720 

1 

480 


792 


493 


608 

492 

HI 

333 

374 

1 

988 

1 

101 


474 


587 

OTHER MEANS WITHOUT FLUE . . . 







WlWiU 


1^ 


■9 

24 

■1 




47 






• . . 

NONE 


■1 

B9 


mti 


WWi 




El 

158 





141 

HI 


■ 

Ik 3 


55 

ALL OCCUPIED UNITS , . . , 




■ 


2 

60B 

2 

224 

1 

081 

824 

3 

175 

729 

3 

748 

3 

327 

3 

776 

1 

310 

PERSONS 















1 









1 PERSON 



531 


126 


345 


267 


146 

120 


419 

i 6B 


422 


302 


735 


198 

2 PERSONS 



843 


502 


861 


559 


269 

291 


994 

259 


963 

1 

021 

1 

352 


390 

3 PERSONS 



367 


291 


390 


314 


173 

155 


448 

j 122 


601 


509 


551 


236 

4 PERSONS 



260 


283 


332 


270 


185 

76 


496 

95 


620 


528 


475 


184 

5 PERSONS 



233 


257 


271 


280 


108 

101 


330 

74 


475 


503 


242 


139 

6 PERSONS • . 



126 


166 


169 


157 


85 

37 


236 

i 59 


360 


224 


211 


103 

7 PERSONS 



33 


84 


99 


136’ 


49 

24 


124 

36 


174 


102 


70 


37 

8 PERSONS OR MORE 

MEDIANi 



44 


76 


141 


241 


66 

20 


128 

1 16 


133 


138 


140 


23 

ALL OCCUPIED 



2.3 


3.4 


2.6 


3.4 


3.2 

2.5 


2.9 

2.8 


3.3 


3.2 


2.4 


2.8 

OWNER. . . . . 



2.3 


3.3 


2.7 


3.4 


3. 1 

2.4 


2.7 

2.5 


3.5 


3.0 


2.4 


2.5 

RENTER 

• * ... j 


2.3 


4.0 


3.2 


3.6 


3.5 

3.1 


3.3 

3.8 


2.4 


3.7 


2.3 


3.3 

PERSONS PER ROOM 
























1.00 OR LESS 


2 

167 

1 

406 

2 

104 

1 

507 


922 

764 

2 

089 

665 

3 

090 

3 

021 

3 

209 

1 

190 

1.01 OR MORE 



250 


379 


504 


717 


159 

60 


286 

64 


658 


306 


567 


120 

YEAR MOVED INTO UNIT 
























OWNER OCCUPIED ....... 

V » • • • 

1 

906 

1 

468 

2 

052 

1 

768 


841 

526 

2 

404 

501 

3 

076 

2 

542 

2 

918 


959 

1958 TO MARCH 1960 

« • « • • 


377 


541 


559 


359 


217 

79 


468 

68 


668 


522 


566 


143 

1954 TO 1957 ... 



406 


362 


444 


336 


168 

84 


603 

97 


777 


609 


565 


221 

1940 TO 1953 



717 


432 


729 


659 


299 

234 


860 

196 

1 

125 


966 

1 

204 


392 

1939 OR EARLIER 



404 


133 


320 


414 


157 

129 


473 

140 


506 


445 


583 


203 

RENTER OCCUPIED 



531 


317 


556 


456 


240 

298 


771 

1 228 


672 


785 


858 


351 

1958 TO MARCH 1960 



260 


198 


316 


222 


134 

124 


437 

104 


358 


388 


444 


186 

1954 TO 1957 . 



141 


71 


127 


106 


67 

72 


164 

44 


118 


239 


188 


93 

1940 TO 1953 .... 



106 


40 


84 


97 


26 

79 


141 

1 60 


141 


103 


201 


52 

1939 OR EARLIER . 



24 


B 


29 


31 


11 

23 


29 

1 12 


55 


55 


25 


20 

HOME FOOD freezer 
























1 OR MORE . 



659 


545 


502 


725 


379 

213 

1 

237 

251 

1 

455 

1 

699 


951 


393 

NONE 



1 

736 

1 

212 

2 

132 

1 

531 


596 

470 

1 

829 

1 414 

2 

221 

1 

846 

2 

923 


874 

VALUE 
























OWNER OCCUPIED 

• • « • • 

1 

120 


007 

1 

457 

1 

004 


660 

475 

2 

161 

430 

1 

862 

2 

253 

1 

923 


857 

LESS THAN SStOOO 

• • • • • 


421 


159 


612 


591 


100 

173 


444 

193 


376 


224 


843 


164 

fSiOOO TO $7i400 

• « • • • 


265 


165 


339 


205 


118 

114 


529 

94 


408 


342 


398 


210 

$7 1 500 TO $9 f 900 

• • * ♦ • 


216 


132 


200 


59 


114 

72 


393 

42 


304 


340 


288 


178 

SlOfOOO TO «12t400 

$ • « « • 


161 


124 


111 


54 


119 

62 


315 

50 


266 


369 


181 


141 

Si2t500 TO S14i900 

• • • • • 


22 


102 


68 


40 


69 

29 


133 

35 


145 


262 


76 


80 

SlStOOO TO $19t900 

» • • ■ • 


28 


102 


73 


46 


104 

17 


189 

16 


281 


365 


48 


40 

i20i000 TO $24 t 900 ....... 

t fl • • • 


. • . 


15 


29 


■ ■ ■ 


9 

6 


114 

a 


43 


149 


41 


24 

$25 » 000 OR MORE 

« « • • • 


5 


8 


25 


9 


27 

* • . 


44 

... 


39 


202 


46 


12 

median 

DOLLARS . 

6 

300 

9 

000 

5 

900 

5 000- 

10 

000 

6 400 

6 

200 

5 700 

6 

700 

11 

500 

5 

700 

6 

300 

VACANT AVAILABLE FOR SALE. . 

» » . . • 


19 


a 


30 


22 


21 

4 


16 

... 


31 


43 


40 


5 

median PRICE ASKED 

DOLLARS . 


... 


... 


... 


... 


... 

... 


... 

••• 


... 


... 


... 


... 

GROSS RENT 















I 









RENTER OCCUPIED 

• ... * 


531 


317 


556 


456 


240 

290 


771 

228 


672 


785 


858 


351 

LESS THAN $20 . . . 

..... 


20 


... 


46 


8 


• . 1 

6 


12 

4 


a 


4 


33 


6 

$20 TO $39 

. . • • * 


122 


30 


89 


95 


39 

72 


58 

28 


121 


88 


199 


68 

$40 TO $59 



149 


28 


101 


94 


64 

69 


181 

72 


133 


197 


165 


80 

i60 TO $79 . * . 

• • t . « 


70 


102 


84 


43 


31 

50 


225 

28 


119 


180 


122 


82 

$ao TO $99 

. » • « . 


29 


73 


63 


4 


23 

44 


123 

20 


67 


137 


33 


32 

$100 TO $119 

..... 


4 


12 


20 


4 


24 

. . . 


38 

4 


13 


38 


4 


24 

$120 OR MORE 

..... 


12 


9 


4 


8 


4 



29 

8 


27 


50 


. . • 


4 

NO CASH RENT 



125 


63 


149 


200 


55 

45 


105 

64 


184 


91 


302 


53 

median 

DOLLARS . 


51 


72 


51 


44 


... 

54 


67 

... 


50 


67 


45 


58 

CONTRACT RENT 
























RENTER OCCUPIED 

..... 


406 


254 


407 


256 


185 

253 


666 

164 


488 


694, 


556 


298 

MEDIAN 

DOLLARS . 


34 


48 


33 


30 


... 

31 


43 

... 


36 


46* 


33 


35 

VACANT AVAILABLE FOR RENT. . 

..... 


12 


12 


12 


27 


. . . 

e 


82 

7 


40 


55 


62 


32 

MEDIAN RENT ASKED. 

DOLLARS . 


... 


... 


... 


... 


... 

... 


... 

... 


... 


... 


... 


... 

ACRES IN THE PLACE 
























ALL VACANT UNITS 


4 

126 


839 

3 

788 

2 

554 


281 

333 


651 

140 


913 


391 

7 

609 


247 

10 ACRES OR MORE 

..... 

1 

358 


61 


851 

1 

060 


98 

102 


216 

91 


322 


43 

1 

378 


118 

LESS THAN 10 ACRES 


2 

768 


778 

2 

937 

1 

494 


183 

231 


435 

49 


591 


348 

6 

231 


129 

AVAILABLE VACANT UNITS . . . 



93 


28 


68 


75 


37 



137 

28 


104 


102 


144 


48 

10 ACRES OR MORE ... 

* • . * . 


58 


8 


26 


26 


16 



39 

21 


33 


4 


39 


11 

LESS THAN 10 ACRES 



35 


20 


42 


49 


21 

12 


98 

7 


71 


90 


105 


37 




26-94 


State and Small Areas 


Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural- JSj onfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+ ) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


r 

CHISAGO 

CLAY 

CLEAR- 

COOK 

COTTON- 

CROW 

DAKOTA 

DODGE 

DOUGLAS 

FAR I- 

FILLMORE 

FREEBORN 







WATER 



WOOD 

WING 







0AULT 





ALL HOUSING UNITS, . . * • 


3 

777 

2 

502 

2 

049 

2 

046 

2 

082 

12 

178 

5 

249 

2 

380 

4 

230 

2 822 

4 

019 

3 

386 

HEATING EQUIPMENT 

























STEAM OR HOT WATER 



423 


302 


54 


111 


201 


250 


517 


190 


146 

257 


467 


190 

warm air FURNACE 


1 

045 


846 


497 


434 


925 

2 

209 

3 

359 


977 

1 

237 

1 402 

1 

504 

1 

615 

BUILT-IN ROOM UNITS. 



292 


172 


76 


263 


141 


745 


282 


234 


255 

178 


224 


243 

OTHER MEANS WITH FLUE 


i 

956 

1 

040 

1 

314 

1 

225 


787 

8 

361 


977 


929 

2 

161 

B70 

1 

703 

1 

237 

OTHER MEANS WITHOUT FLUE . , • . 



16 


24 


33 


6 


12 


439 


46 


40 


179 

61 


45 


33 

NONE 

• • • » • 


45 


lie 


75 


5 


16 


174 


68 


10 


252 

54 


76 


6B 

ALL OCCUPIED UNITS « * • • 


2 

544 

2 

037 

1 

578 

1 

014 

1 829 

3 

903 

4 

766 

2 

151 

2 

144 

2 401 

3 

493 

2 

857 

PERSONS 

























I PERSON 



400 


314 


312 


219 


314 


616 


248 


294 


301 

364 


662 


344 

2 PERSONS 



834 


575 


321 


222 

1 

607 

1 

271 


969 


748 


668 

734 

1 

105 


803 

3 PERSONS 



386 


316 


239 


181 


335 


576 


855 


375 


360 

377 


507 


473 

4 PERSONS 



352 


281 


180 


178 


256 


521 

1 

098 


332 


283 

346 


444 


434 

5 PERSONS. ... 



295 


237 


140 


109 


172 


411 


687 


192 


256 

266 


363 

1 

356 

6 PERSONS 



148 


185 


69 


47 


62 


220 


512 


110 


139 

204 


186 


235 

7 PERSONS 



84 


73 


63 


21 


22 


162 


222 


57 


113 

74 


93 

1 

92 

a PERSONS OR MORE 

« « « • « 


45 


56 


54 


37 


41 


126 


175 


43 


24 

36 


133 


120 

MEDIANt 

























ALL OCCUPIED ......... 



2.6 


2,9 


2,7 


2.9 


2.5 


2.6 


3,8 


2,6 


2.6 

2.8 


2.5 


3,1 

OWNER 

* * 


2.7 


2.8 


2.8 


3.0 


2.4 


2.7 


3.9 


2,5 


2.7 

2.5 


2.5 


2.9 

RENTER 

• • • • • 


2.4 


3.1 


2.5 


2.5 


3.1 


2.4 


3.5 


2.9 


3, 1 

3.6 


2.6 


3.6 

PERSONS PER ROOM 

























1.00 OR LESS 


2 

346 

1 

750 

1 

140 


857 

1 

747 

3 

311 

4 

029 * 

1 

989 

1 

909 

2 221 

3 

213 

2 

498 

1.01 OR MORE ... 

• • < • • 


198 


287 


238 


157 


82 


592 


737 j 


162 


235 

180 


280 


359 

YEAR MOVED INTO UNIT 

























OWNER OCCUPIED 

• • • • • 

1 

957 

1 

517 


946 


730 

1 

406 

3 

340 

3 

737 j 

1 

591 

1 

679 

1 762 

2 

429 

2 

125 

1958 TO MARCH i960 



386 


401 


149 


139 


287 


758 

1 

246 


348 


402 

249 


448 


480 

1954 TO 1957 



510 


329 


215 


219 


358 


735 

1 

156 


345 


404 

375 


468 


531 

1940 TO 1953 . 



795 


565 


404 


268 


513 

1 

358 

1 

014 1 


581 


628 

735 

1 

005 


825 

1939 OR EARLIER. 



264 


222 


178 


104 


248 


489 


321 i 


317 


245 

403 


508 


289 

RENTER OCCUPIED 



587 


520 


432 


284 


423 


563 

1 

029 


560 


465 

639 

1 

064 


732 

1958 TO MARCH I960 

• . . . . 


300 


255 


223 


173 


246 


320 


578 ' 


360 


252 

374 


567 


399 

1954 TO 1957 



174 


125 


119 


71 


03 


138 


300 


106 


99 

126 


260 


204 

1940 TO 1953 

« f • • • 


92 


112 


57 


31 

1 

77 


62 


110 


75 


98 

115 


IB3 


110 

1939 OR EARLiER 



21 


28 


33 


9 


17 


43 


41 


17 


16 

24 


54 


19 

HOME FOOD FREEZER 

























1 OR MORE 



611 


650 


419 


233 


609 

1 

342 

2 

022 


709 


758 

1 005 


970 

1 

218 

NONE 


1 

622 

1 

316 


923 


780 

1 

119 

2 

665 

2 

017 

1 

491 

1 

567 

1 537 

2 

561 

1 

716 

VALUE 

























OWNER OCCUPIED 


1 

563 

1 

258 


718 


571 

1 

291 

2 

140 

3 

119 

1 

390 

1 

405 

1 669 

2 

242 

1 

927 

LESS THAN $5»000 



258 


316 


352 


100 


292 


506 


193 


258 


314 

347 


622 


251 

S5,000 TO S7»400 ........ 



332 


282 


136 


96 


394 ! 


514 


245 


335 


318 

439 


547 


402 

Vi 500 TO $9i900 ........ 

• • • • ■ 


378 


198 


96 


07 


222 


266 


299 


198 


207 

250 


443 


411 

SlOiOOO TO $iai400 . 

• i • • • 


278 


174 


68 


160 


179 


260 


342 


274 


199 

189 


254 


330 

Sl2t500 TO $i4t900 

» • • • « 


138 


76 


33 


25 


80 


153 


417 


153 


89 

303 


198 


243 

SlSiOOO TO *19t900 



123 


137 


20 


76 


100 


310 


975 


136 


127 

104 


154 


215 

VO 1 000 TO S24t900 



40 


49 


9 


13 


16 


62 


357 


28 


43 

21 


20 


44 

S25f000 OR more 



16 


26 


4 


14 


8 


69 


291 


8 


28 

16 


4 


31 

MEDIAN ............ . 

dollars . 

a 

800 

7 

900 

5 

100 

10 

000 

7 

200 

8 

000 

15 

200 

B 

800 

8 

100 

a 000 

7 

300 

9 

400 

VACANT available FOR SALE. . 

• • t • • 


32 


13 


14 




45 


59 


87 


26 


16 

53 


8 


9 

MEDIAN PRICE ASKED 

DOLLARS . 1 


... 


... 


... 


... 


... 


... 


... 


... 


... 

... 


... 


... 

GROSS RENT 

























RENTER OCCUPIED 



587 


520 


432 


284 


423 


563 

1 

029 


560 


465 

639 

1 

064 


732 

LESS THAN 



12 




37 


13 


4 


9 


9 


10 


8 

4 


33 


9 

S20 TO $39 



110 


52 


100 


27 


49 


114 


53 


46 


60 

42 


150 


64 

$40 TO $59 



144 


132 


63 


19 


114 


109 


171 


144 


130 

151 


325 


174 

$60 TO $79 



130 


91 


68 


66 


101 


61 


250 


135 


96 

146 


217 


217 

$80 TO $99 



89 


62 


26 1 


49 


39 


52 


194 


89 


44 

126 


135 


129 

$100 TO $119 ..... 



21 


16 


r 


4 


21 


9 


120 


48 


29 

45 


32 


49 

$120 OR MORE . . 



5 


20 


7 


21 


12 


32 


103 


8 


12 

16 


25 


5 

NO CASH RENT 



76 


143 


124 


85 


83 


177 


129 


80 


86 

109 


147 


85 

MEDIAN ............. 

DOLLARS . 


58 


60 


44 


... 


61 


49 


77 


64 


59 

68 


57 


65 

CONTRACT RENT 

























RENTER OCCUPIED 

. . ■ . . 


511 


377 


30B 


199 


340 


386 


900 


480 


379 

530 


917 


647 

MEDIAN 

DOLLARS . 


42 


41 


28 


... 


38 


33 


59 


51 


38 

44 


39 


43 

VACANT AVAILABLE FOR RENT. . 

• * . « • 


56 


37 


13 


40 


26 


158 


74 


25 


70 

87 


44 


21 

MEDIAN RENT ASKED 

DOLLARS , 


... 


... 


... 


... 


... 


... 


... 


... 


... 

... 


... 


. . . 

ACRES IN THE PLACE 

























ALL VACANT UNITS 


1 

233 


465 


671 

1 

032 


253 

8 

275 


483 


229 

2 

086 

421 


526 


529 

10 ACRES OR MORE 

* . . * • 


224 


295 


379 


35 


151 

1 

256 


90 


114 


269 

167 


326 


281 

LESS THAN 10 ACRES 


1 

009 


170 


292 


997 


102 

7 

019 


393 


115 

1 

017 

254 


200 


248 

AVAILABLE VACANT UNITS . . . 



105 


71 


57 


44 


94 


277 


193 


78 


lie 

155 


120 


60 

10 ACRES OR MORE 

. . • * • 


17 


21 


30 


4 


23 


55 


32 


27 


32 

15 


68 


26 

LESS THAN 10 ACRES 



88 


50 


27 


40 


71 


222 


161 


51 


86 

140 


52 


34 


JYLinnesota 




Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960 — Con. 

[Based on sample; see text. Median, not shown where base is less than 200; plus ( 4 -) or minus (-“) after number indicates median above 

or below that number] 


He.iting Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gros,s Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. . . 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE. . . . , 
OTHER MEANS WITHOUT FLUE . . . 
NONE 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . , . 

3 PERSONS. , . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

a PERSONS OR MORE 
MEDIANI 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . , . 


PERSONS PER ROOM 


1.00 OR LESS 

1 .01 OR MORE 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

195a TO MARCH I960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

195B TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER. ........ 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


VALUE 


OWNER OCCUPIED 
LESS THAN $5,000 . 
$5,000 TO $7,400 . 
$7,500 TO $9,900 . 
$10,000 TO $12,400 
$12,500 TO $14,900 
$15,000 TO $19,900 
$20,000 TO $24,900 
$25,000 OR MORE. . 


MEDIAN • DOLLARS 

VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


GROSS rent 

RENTER OCCUPIED 

LESS THAN $20 

$20 TO $39 . . , 

$40 TO $59 

$6Ci TO $79 , . 

$80 TO $99 ... 

$100 TO $119 . 

$120 OR MORE 

NO CASH RENT . . 

MEDIAN DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED. DOLLARS 


ACRES IN THE PLACE 

ALL VACANT UNITS . . . . 

10 ACRES OR MORE 

LESS THAN 10 ACRES 

AVAILABLE VACANT UNITS . , 

10 ACRES OR MORE 

LESS THAN 10 ACRES 



GOODHUE 

GRANT 

HENNEPIN 

HOUSTON 

HUBBARD 

ISANTI 

ITASCA 

JACKSON 

KANABEC 

KANDI- 

YOHI 

KITTSON 

KOOCHI- 

CHING 


4 307 

1 835 

3 331 

09 

CD 

4 692 

2 205 

12 297 

1 637 

2 007 

4 275 

1 900 

3 191 


4B2 

143 

329 

132 

57 

87 

919 

116 

68 

234 

132 

157 


2 029 

769 

1 916 

744 

453 

445 

3 556 

702 

591 

1 757 

564 

625 


254 

93 

187 

100 

377 

124 

413 

133 

216 

159 

167 

113 


1 463 

749 

836 

857 

3 434 

1 414 

6 825 

674 

1 043 

1 576 

904 

2 031 


30 

16 

52 

4 

114 

43 

425 

4 

35 

9 

13 

234 


49 

65 

37 

47 

257 

92 

159 

a 

52 

540 

120 

31 


3 796 

1 440 

2 909 

1 563 

1 354 

1 282 

7 683 

1 324 

1 382 

2 726 

1 448 

2 492 


472 

213 

221 

309 

189 

183 

1 146 

239 

251 

391 

256 

428 


1 159 

504 

718 

463 

452 

391 

1 754 

420 

365 

943 

456 

537 


"774 

196 

425 

256 

209 

194 

1 339 

164 

238 

385 

212 

352 


539 

170 

587 

251 

176 

198 

1 271 

202 

231 

363 

206 

393 


466 

175 

424 

117 

146 

166 

933 

171 

174 

321 

132 

349 

If 

160 

90 

237 

76 

74 

83 

641 

56 

91 

186 

122 

227 


103 

41 

150 

35 

38 

35 

314 

32 

24 

82 

28 

80 


103 

51 

147 

56 

68 

32 

285 

40 

8 

57 

36 

126 


2.8 

2.5 

3.7 

2.5 

2.7 

2.8 

3.2 

2.5 

2.8 

2.6 

2.6 

3.3 


2.8 

2.5 

3.7 

2.5 

2.6 

2.8 

5.3 

2.3 

2,9 

2.4 

2.4 

3.5 


3*1 

2.9 

3.5 

2.6 

3.0 

3.1 

3.0 

3.4 

2.6 

3,2 

3.2 

2*4 


3 514 

1 337 

2 399 

1 443 

1 143 

1 175 

6 231 

1 252 

1 271 

2 499 

1 275 

1 963 

• 

282 

103 

510 

120 

211 

107 

1 452 

72 

111 

229 

173 

529 


2 851 

1 041 

2 294 

1 142 

1 124 

989 

6 006 

961 

1 064 

2 005 

1 064 

1 976 


540 

201 

737 

199 

244 

262 

1 014 

126 

256 

359 

122 

363 


634 

224 

659 

240 

190 

239 

1 535 

211 

293 

463 

228 

477 


1 173 

419 

674 

477 

512 

337 

2 361 

437 

352 

881 

486 

797 


504 

197 

224 

226 

178 

151 

1 096 

187 

163 

302 

228 

339 


945 

399 

615 

421 

230 

293 

1 677 

363 

318 

723 

384 

516 


462 

176 

356 

210 

100 

135 

930 

172 

163 

420 

211 

2SB 


260 

120 

152 

116 

47 

105 

376 

91 

100 

173 

88 

108 


187 

75 

83 

63 

63 

45 

257 

72 

43 

101 

57 

130 


36 

28 

24 

32 

20 

a 

114 

26 

12 

29 

26 

20 


1 283 

445 

1 316 

413 

375 

482 

3 046 

563 

424 

B29 

319 

714 


2 657 

927 

1 607 

1 200 

964 

818 

4 668 

809 

1 021 

2 064 

1 125 

1 847 


2 542 

912 

1 840 

978 

497 

673 

3 798 

906 

755 

1 753 

948 

1 443 


309 

186 

121 

135 

223 

227 

989 

304 

139 

252 

378 

563 


451 

198 

147 

236 

76 

157 

695 

218 

155 

366 

216 

286 


546 

211 

241 

198 

28 

137 

772 

180 

134 

340 

205 

184 


606 

189 

272 

194 

63 

51 

566 

72 

152 

277 

89 

206 


257 

73 

282 

132 

23 

43 

277 

68 

76 

219 

12 

77 


308 

49 

453 

63 

30 

43 

362 

40 

91 

167 

44 

93 


42 

« • • 

129 

16 

36 

11 

87 

12 

a 

58 

... 

28 


23 

4 

195 

4 

16 

4 

50 

12 

* . . 

54 

4 

4 


9 800 

8 300 

13 700 

9 000 

5 800 

6 700 

6 200 

6 700 

9 100 

9 300 

6 100 

6 400 


27 

• • a 

61 

5 

16 

23 

77 

B 

9 

13 

15 

... 


... 

• a . 

• * * 

... 

* . * 

* . . 

. • * 

• * • 

« • * 

... 


• • * 


945 

399 

615 

421 

230 

293 

1 677 

363 

318 

723 

384 

516 


4 

16 

4 

8 

5 

12 

58 

4 

4 

4 

3 

28 


139 

60 

28 

91 

36 

41 

283 

28 

55 

67 

51 

76 


187 

84 

83 

124 

25 

82 

403 

112 

75 

215 

78 

100 


284 

77 

187 

83 

48 

.53 

322 

84 

91 

174 

102 

68 


131 

67 

140 

37 

* . . 

16 

151 

32 

26 

82 

32 

41 


27 

15 

29 

* • • 

* . . 

6 

44 

3 

12 

21 

19 

4 


12 


64 

4 

5 

* 1 ■ 

37 

16 

19 

22 

4 

8 


161 

80 

80 

74 

111 

81 

379 

84 

36 

138 

95 

191 


64 

60 

77 

54 

• . . 

53 

56 

59 

62 

61 

63 

51 


784 

319 

535 

347 

119 

212 

1 298 

279 

282 

585 

209 

325 


43 

37 

56 

37 

... 

31 

37 

36 

43 

40 

38 

29 


22 

14 

25 

39 

32 

17 

166 

16 

4 

43 

26 

47 


... 

... 

* • . 

... 

... 

... 

■ . * 

... 

* . • 

* * • 

• • . 

• • • 


511 

395 

448 

321 

3 338 

923 

4 614 

313 

625 

1 547 

452 

699 


221 

127 

105 

153 

1 310 

222 

1 77B 

239 

198 

414 

255 

68 


290 

268 

343 

168 

2 028 

701 

2 836 

74 

427 

1 133 

197 

631 


91 

28 

96 

70 

76 

72 

304 

66 

22 

65 

51 

51 


42 

14 

10 

26 

28 

32 

56 

42 

9 

9 

10 

4 


49 

14 

86 

44 

48 

40 

248 

24 

13 

56 

41 

47 


25-96 


State and Small Areas 


Table 32 . — Occupancy and Financiai. Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-F) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


UAC QUI 
PARLE 


MAHNOMEN 


LAKE 

LAKE 

OF THE 
WOODS 

.E SUEUR 

LINCOLN 

LYON 

MC LEOD M/ 

3 190 

1 592 

3 595 

1 762 

2 081 

2 075 

75 

65 

391 

172 

103 

414 

510 

226 

1 319 

867 

718 

941 

279 

107 

228 

39 

171 

57 

1 707 

917 

1 230 

565 

997 

658 

607 

76 

20 

5 

12 

• . * 

20 

199 

407 

114 

80 

5 

1 461 

814 

2 690 

1 507 

1 827 

1 050 

262 

172 

439 

303 

262 

232 

327 

200 

905 

479 

555 

592 

209 

149 

419 

242 

510 

294 

232 

100 

342 

276 

209 

270 

178 

75 

296 

115 

236 

235 

127 

38 

154 

51 

145 

100 

59 

36 

60 

32 

30 

75 

67 

44 

75 

9 

80 

52 

3.2 

2,7 

2.5 

2.4 

2.8 

2.6 

3.3 

2.8 

2.4 

2.3 

2.5 

2,7 

2.8 

2.5 

2.9 

3.4 

3.3 

3.2 

1 104 

701 

2 485 

1 451 

1 654 

1 6Bl 

357 

113 

205 

56 

173 

169 

1 020 

554 

2 059 

1 088 

1 237 

1 424 

220 

125 

266 

195 

173 

237 

282 

101 

416 

184 

226 

299 

358 

231 

893 

487 

582 

626 

160 

97 

484 

222 

256 

262 

441 

260 

631 

419 

590 

426 

336 

170 

308 

IBl 

319 

228 

75 

60 

144 

105 

103 

104 

26 

26 

135 

103 

126 

71 

4 

4 

44 

30 

42 

23 

439 

61 

1 048 

668 

499 

1 277 

1 000 

615 

1 600 

933 

1 194 

687 

489 

381 

1-870 

979 

1 104 

1 204 

151 

181 

354 

197 

326 

178 

64 

74 

433 

229 

305 

216 

67 

58 

357 

245 

193 

223 

110 

47 

328 

178 

132 

233 

31 

4 

186 

79 

72 

155 

33 

9 

168 

35 

41 

143 

12 

4 

36 

12 

22 

48 

21 

4 

8 

4 

13 

a 

8 600 

5 300 

8 500 

B 100 

6 900 

9 800 

27 

24 

12 

11 

24 

4 

• . . 

. . • 

« • • 

* » • 

... 

... 

441 

260 

631 

419 

590 

426 

12 

16 

23 

12 

... 

... 

20 

34 

89 

85 

59 

52 

61 

39 

160 

135 

183 

130 

40 

55 

147 

77 

179 

127 

54 

56 

83 

41 

71 

48 

31 

■ . . 

24 

8 

16 

8 

4 

• • • 

14 

9 

4 

4 

219 

60 

91 

52 

78 

57 

73 

! 

67 

60 

52 

61 

60 

222 

200 

540 

367 

512 

369 

49 

46 

37 

30 

37 

38 

70 

16 

29 

32 

16 

25 

• . . 

• • * 

. . . 

• . . 

■ . . 

... 

1 737 

778 

905 

255 

254 

225 

872 

270 

' 155 

132 

131 

107 

865 

508 

750 

123 

123 

118 

153 

i 56 

. 80 

1 49 

1 44 

58 

56 

1 16 

. 39 

> 6 

> 4 

29 

91 

' 4C 

> 41 

42 

( 40 

» 29 


MARSHALL 


MEEKER 


MILLS 

LACS 


ALL HOUSING UNITS. . . 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE ...... 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE .... 


ALL OCCUPIED UNITS 
PERSONS 


PERSON 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS. . . . . 

PERSONS 

8 PERSONS OR MORE. 
MEDIAN! 

ALL OCCUPIED . . 

OWNER. . . . . 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . • . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 . • • • 
1940 TO 1953 • • . . 
1939 OR EARLIER. . • 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . « . 


OWNER OCCUPIED 
LESS THAN $5i000 . 
SSiOOO TO S7»400 , 
S7f500 TO $9f900 . 
SlOtOOO TO S12t400 
*12»500 TO S14f900 
$15f000 TO S19i900 
$20 1 000 TO $24 1 900 
$25 f 000 OR more. . 
MEDIAN 


DOLLARS 


VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED 


GROSS RENT 


RENTER OCCUPIED 

LESS THAN 

$20 TO 

$40 TO $59 

$60 TO $79 

SeO TO $99 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT 

MEDIAN • DOLLARS 

CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR RENT. • * . . • 
MEDIAN RENT ASKED. . DOLLARS 

ACRES IN THE PLACE 


ALL vacant UNITS . . 

10 ACRES OR MORE 

LESS THAN 10 ACRES . . . . 

available VACANT UNITS 
10 ACRES OR MORE . . . . . 
LESS THAN 10 ACRES . . . * 


378 

962 

90 

954 

13 

39 


349 

687 

342 

271 

209 

155 

54 

73 


2.6 

2.5 

2.8 


972 

16 B 


1 475 
23‘9 
301 
663 
252 


665 

316 

236 

89 

24 


847 

510 


331 

327 

354 

227 

199 

127 

77 

1'2 


665 

11 

122 

202 

138 

59 

34 

7 

92 

55 


573 

35 


296 

183 

113 


1 346 


56 

383 

59 

742 

74 

32 


130 

275 

134 

109 

71 

39 

53 

54 


2.7 

2.7 

2.8 


740 

125 


624 

88 

102 

283 

151 


241 

102 

76 

53 

10 


469 

542 


497 

165 

84 

98 

93 

28 

17 

4 

8 

500 


20 


2 624 


226 
676 
120 
1 448 
17 
135 


108 
1 620 
254 
772 
17 
62 


181 

840 


1 045 
17 
44 


241 

23 

59 

47 

20 

28 

4 

5 
55 


186 

3 


481 

173 

308 


39 

16 

23 


322 

568 

332 

308 

217 

142 

56 

43 


2.B 

2.7 

3.1 


1 713 
275 


1 410 
199 
276 
624 
311 


578 

333 

126 

84 

35 


635 
1 480 


1 161 
421 
354 
138 
117 
54 
63 
7 
7 

6 100 


18 


578 

26 

75 

116 

91 

66 

26 

20 

158 

59 


420 

36 


636 

525 

111 


327 

854 

405 

467 

261 

164 

61 

55 


2.8 

2.5 

3.5 


2 425 
169 


1 697 
381 
463 
673 
3B0 


697 

364 

179 

109 

45 


1 036 
1 268 


1 774 
2B4 
418 
366 
327 
173 
150 
32 
24 

8 800 


12 


697 


69 

137 

182 

141 

43 

25 

100 

69 


597 

46 


319 

157 

162 


287 

477 

222 

219 

139 

99 

43 

59 


2,5 

2.4 

2.9 


1 359 
186 


152 

197 

258 

494 

203 


393 

205 

94 

67 

27 


339 
1 089 


986 

201 

183 

258 

174 

97 

49 

16 


8 600 
5 


393 

3 

67 

110 

52 

41 

15 

12 

85 

55 


308 

35 


670 

292 

378 


271 
1 295 
493 
1 664 
155 
27 


511 

953 

432 

371 

271 

161 

86 

55 


2.5 

2.5 

2.4 


2 594 
248 


2 191 
50l 
511 
835'' 
344 


651 

307 

184 

132 

26 


072 

64B 


1 575 
450 
374 
306 
202 
SB 
102 
37 
16 
7 300 


27 


651 

25 

93 

202 

127 

40 

21 

4 

139 

53 


512 

39 


27 


1 083 
197 
866 


65 

11 

54 


Minnesota 


25-97 


Table 32. — Occupancy and Financiai. Charactbristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (4-) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons pec Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gro.ss Rent 
Contract Rent 
Acres in the 
Piace 


SUBJECT 

MORRISON 

MOWER 

MURRAY 

NICOLLET 

NOBLES 

NORMAN 

OLMSTED 

OTTER 

TAIL 

PENN- 

INGTON 

PINE 

1 PIPE- 
STONE 

j 

POLK 

POPE 

ALL HOUSING UNITS 


3 

532 

3 447 

2 

439 

857 

1 

971 

2 

201 

4 

848 

10 

728 

677 

4 

411 

1 

231 

4 

339 

2 

024 

HEATING EQUIPMENT 

























STEAM OR HOT WATER 



119 

468 


62 

78 


177 


139 


312 


480 

11 


251 


96 


130 


126 

WARM AIR FURNACE 


1 

120 

1 614 

1 

243 

387 


683 


720 

2 

953 

2 

237 

187 

1 

034 


632 

L 

040 


393 

built-in room UNITS 



54 

238 


163 

59 


90 


71 


262 


319 

44 


245 


10 


142 


298 

OTHER MEANS WITH FLUE, , . . , . 


2 

100 

1 001 


776 

333 


959 

1 

193 

1 

299 

6 

976 

418 

2 

678 


485 

2 

633 

1 

088 

OTHER MEANS WITHOUT FLUE . . . . 



48 

36 


28 



16 


... 


9 


412 

■ . > 


67 


4 


28 


35 

NONE 



91 

90 


147 

..« 


46 


78 


13 


304 

17 

U: 

136 


4 


366 


04 

ALL OCCUPIED UNITS . . , . 


2 

171 

3 115 

1 

988 

694 

1 

740 

1 

796 

4 

277 

4 

611 

413 

2 

798 

1 

091 

2 

740 

1 

108 

PERSONS 

























i PERSON 



304 

378 


298 

69 


288 


331 


340 


806 

59 


497 


173 


468 


181 

2 PERSONS 



703 

863 


638 

197 


529 


624 

1 

114 

1 

465 

109 


973 


428 


795 


413 

3 PERSONS 



287 

454 


267 

144 


284 


294 


676 


777 

54 


405 


162 


456 


177 

4 PERSONS 

..... 


266 

521 


266 

124 


212 


222 


862 


594 

65 


297 


145 


381 


141 

5 PERSONS 



216 

456 


233 

80 


168 


137 


533 


492 

65 


240 


96 


295 


90 

6 PERSONS 

«... % 


202 

243 


138 

23 


114 


104 


388 


255 

29 


210 


60 


177 


82 

7 PERSONS, ........... 



81 

125 


69 

21 


39 


45 


208 


110 

21 


80 


23 


77 


12 

8 PERSONS OR MORE. ....... 



112 

75 


79 

36 


106 


39 


156 


112 

11 


96 


4 


91 


12 

MEDIANi 

























ALL OCCUPIED 



2.8 

3.2 


2.7 

3.1 


2.-7 


2.4 


3.5 


2.5 

3.2 


2.4 


2.4 


2.7 


2.4 

OWNER 



2.B 

3.1 ! 


2,5 

2.8 


2.4 


2.4 


3.5 


2.4 

2.5 


2.4 


2.3 


2.6 


2.3 

RENTER ........... 



2.B 

3.4 


3,3 

3.7 


3.2 


2.6 


3.4 


3,0 

... 


2.7 


2.8 


3,2 


3.0 

PERSONS PER ROOM 

























1.00 OR LESS , • . . . 


1 

874 

2 784 

1 

809 

631 

. 1 

545 

1 

638 

3 

516 

4 

184 

373 

2 

467 

, 1 

009 

2 

391 

1 

017 

1.01 OR MORE 



297 

331 


179 

63 


195 


158 


761 


427 

40 


331 

' 

82 


349 


91 

YEAR MOVED INTO UNIT 

























OWNER OCCUPIED 


1 

795 

2 501 

1 

383 

480 

1 

320 

1 

319 

3 

453 

3 

395 

307 

2 

158 


820 

1 

927 


842 

1958 TO MARCH 1960 



409 

544 


224 

104 


183 


205 

1 

219 


666 

97 


408 


115 


424 


120 

1954 TO 1957 .......... 



418 

673 


347 

91 


280 


259 

1 

072 


587 

48 


485 


159 


330 


163 

1940 TO 1953 , , 



764 

966 


564 

184 


561 


566 


938 

1 

434 

113 


803 


386 


816 


371 

1939 OR earlier .. 



204 

318 


240 

101 


296 


289 


224 


708 

49 


462 


160 


357 


188 

RENTER OCCUPIED 



376 

614 


605 

214 


420 


477 


824 

1 

216 

106 


640 


271 


813 


266 

1958 TO MARCH I960 



16’0 

364 


340 

117 


258 


245 


525 


372 

65 


356 


171 


421 


142 

1954 TO 1957 



110 

117 


150 

69 


77 


68 


162 


380 

15 


125 


41 


206 


60 

1940 TO 1953 ... 



77 

99 


83 

20 


77 


119 


99 


196 

26 


125 


59 


152 


56 

1939 OR EARLIER 



29 

34 


32 

a 


a 


25 


18 


68 



34 




34 


a 

HOME FOOD FREEZER 

























1 OB MORE 



B76 

1 110 


784 

176 


562 


577 

1 

076 

1 

225 

75 


819 


384 


462 


420 

NONE 


i 

346 

1 782 

1 

228 

482 

1 

029 

1 

226 

2 

491 

3 

335 

283 

2 

100 


796 

2 

102 


802 

VALUE 

























OWNER OCCUPIED 

• • ■ • • 

1 

315 

2 299 

1 

282 

447 

1 

190 

1 

171 

2 

BBO 

2 

647 

202 

1 

568 


748 

1 

537 


690 

LESS THAN $5 ,.000 

• • • • W 


329 

334 


226 

48 


372 


414 


242 


059 

97 


520 


160 


519 


242 

$5,000 TO $7,400 , 

• • w • • 


314 

635 


256 

149 


394 


266 


390 


757 

17 


441 


290 


366 


185 

$7,500 TO $9,900 

• • • • » 


256 

346 


240 

72 


161 


204 


337 


378 

19 


258 


134 


284 


82 

$10,000 TO $12,400 

f w « « « 


182 

338 


163 

67 


139 


134 


494 


375 

6 


183 


61 


186 


82 

$12,500 TO $14,900 

• « • « » 


92 

166 


160 

33 


53 


81 


563 


137 

12 


6B 


50 


71 


51 

$15,000 TO $19,900 

« • • • « 


93 

281 


186 

29 


41 


36 


493 


77 

49 


61 


49 


91 


20 

$20,000 TO $24,900 

• t w • • 


36 

144 


37 

26 


15 


20 


158 


30 

. . * 


e 


4 


12 


B 

$25,000 OR MORE 



13 

35 


12 

21 


■-45 


16 


203 


34 

• . ■ 


21 


• « » 


8 


12 

MEDIAN . . 

DOLLARS w 

7 

600 

e 800 

9 

100 

6 400 

6 

400 

6 

600 

12 

400 

6 

500 

5 600 

6 

500 

6 

BOO 

6 

700 

6 

400 

VACANT AVAILABLE FOR SALE. . 

• • • ♦ ♦ 


13 

39 


12 



7 


15 


86 


34 

4 


16 


4 


4 


4 

MEDIAN PRICE ASKED 

DOLLARS • 


... 

... 


... 

... 


... 


... 


... 


... 

... 


... 


... 


... 


... 

GROSS RENT 

























RENTER OCCUPIED 

• • • • • 


376 

614 


605 

214 


420 


477 


824 

1 

216 

106 


640 


271 


813 


266 

LESS THAN $20 . . . 

• • • • • 


35 

4 


12 

. . * 


4 


20 


8 


56 

. • • 


18 


• * . 


22 


• . . 

$20 TO $39 . . 

• • • • • 


62 

51 


76 

20 


30 


114 


5 


228 

11 


99 


36 


129 


48 

$40 TO $59 

■ • • • t 


81 

154 


125 

69 


73 


81 


146 


372 

53 


172 


61 


229 


99 

$60 TO $79 . , 

• • • • • 


41 

194 


174 

55 


107 


101 


lea 


236 

5 


126 


66 


185 


39 

$80 TO $99 

• « • • • 


9 

81 


83. 

19 


91 


44 


147 


88 

16 


61 


27 


55 


16 

$100 TO $119 .......... 

w # « # w 


... 

46 


36 

8 


28 


18 


89 


16 

* • * 


8 


11 


20 


8 

$120 OR MORE 

« t « • • 


12 

21 


12 

12 


21 


10 


92 


8 

• * . 


3 


12 


IB 


8 

NO CASH RENT 



136 

63 


87 

31 


66 


89 


149 


212 

21 


151 


38 


155 


48 

MEDIAN 

DOLLARS . 


47 

66 


65 

... 


71 


55 


79 


51 

... 


56 


63 


56 


55 

CONTRACT RENT 

























RENTER OCCUPIED 



240 

551 


518 

183 


354 


386 


675 

1 

004 

85 


469 


233 1 


658 ' 


216 

MEDIAN 

DOLLARS . 


26 

42 


43 

... 


42 


32 


59 


33 

... 


37 


39 


32 


34 

VACANT AVAILABLE FOR RENT. . 



63 

53 


38 

17 


14 


14 


98 


102 



46 


36 


5 


27 

MEDIAN RENT ASKED. ....... 

dollars . 


... 

... 


... 

» . • 


... 


... 


... 


... 

... 


... 


... 


... 


... 

ACRES IN THE PLACE 

























ALL VACANT UNITS 


1 

361 

332 


451 

163 


231 


405 


571 

6 

117 

264 

1 

613 


140 

1 

599 


916 

10 ACRES OR MORE 



224 

186 


186 

119 


123 


314 


153 

1 

217 

216 


707 


62 

1 

051 


199 

LESS THAN 10 ACRES 


1 

137 

146 


265 

44 


100 


91 


418 

4 

900 

48 


906 


78 


548 


717 

AVAILABLE VACANT UNITS . . . 



107 

130 


65 

23 


41 


54 


203 


246 

14 


115 


63 


23 


53 

10 ACRES OR MORE 



31 

38 


IS 

6 


20 


25 


19 


100 

10 


49 


23 


14 


19 

LESS THAN 10 ACRES 



76 

92 


50 

17 


21 


29 


164 


146 

4 


66 


40 


9 


34 


State and Small Areas 


25-98 

Table 32.-OCCUPANCV and Financial Characteristics and Heating Equipment or Rural-Nonfarm 

Housing Units, for Counties; I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-1-) or minus (-) after numbei indicates median ab 
^ or below that numberj 


Hearing Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 



ALL HOUSING UNITS. . . > 

HEATING EQUIPMENT 

STEAM OR HOT WATER 
WARM AIR furnace 
BUILT-IN ROOM UNITS 
OTHER MEANS WITH FLUE 
OTHER MEANS WITHOUT FLUE 
NONE 


1 PERSON 
Z PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 
a PERSONS OR MORE 
MEDIANS 

ALL OCCUPIED . 
OWNER. 

RENTER 


1.00 OR LESS 

1.01 OR MORE 


OWNER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 
1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 

1940 TO 1953 
1939 OR EARLIER 


1 OR MORE 
NONE 


OWNER OCCUPIED 
LESS THAN $5,000 
$5,000 TO $7,400 
$7,500 TO $9,900 
$10,000 TO $12,400 
$12,500 TO $14,900 
$15,000 TO $19,900 
$20,000 TO $24,900 
$25,000 OR MORE 
MEDIAN 

vacant available for sale. 

MEDIAN PRICE ASKED ...... 


RENTER OCCUPIED. . 

LESS THAN 

$20 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO 

$100 TO $119 

$120 OR MORE . 

NO CASH RENT Art,', t pc 

MEDIAN DOLLARS 

CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN ..... dollars 

VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED. ....... DOLLARS 

acres IN THE PLACE 

ALL VACANT UNITS 

10 ACRES OR MORE 

LESS THAN 10 ACRES . . . . 

available VACANT UNITS 

10 ACRES OR MORE 

LESS THAN 10 ACRES 


Minnesota 


25-99 


Table 32 .-OCCUPANCY and Financial Characteristics and Heating Equipment or Rural-Nonearm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text Median not shown whe« base is to than 200; plus (+) on minus (-) after number indieates median above 
f below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 



25-100 


State and Small Areas 


Table 33. — ^Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties; I960 
[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac 
Bathing Fac 


Room.s 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


subject 


TENURE AND COLOR 

ALL OCCUPIED UNITS . • 
OWNER OCCUPIED 

WHITE. .......... 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER . . . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER ......... 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND. .... ........ 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DILAPIDATED 


ALL OCCUPIED UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . ► 
PIPED WATER OUTSIDE STRUCTURE. ...... 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILETt EXCLUSIVE USE 

flush TOILETt SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWERf EXCLUSIVE USE 

bathtub or shower » SHARED. ........ 

NO bathtub or shower . 

ROOMS 


i ROOM .... 
a ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN! 

ALL OCCUPIED 
OWNER. . . 
RENTER , . 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER. 

HEATING EQUIPMENT 

STEAM OR HOT WATER ...... 

WARM AIR FURNACE ....... 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. . . 

OTHER, .... 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. . . . 
OTHER OR NONE . . 

HOME FOOD FREEZER 


AITKIN 

ANOKA 

BECKER 

BELTRAMI 

BENTON 

BIG 

STONE 

BLUE 

EARTH 

BROWN 

CARLTON 

CARVER 

CASS 

CHIPPEWA 

1 359 

697 

2 362 

1 222 

1 357 

910 

2 710 

1 912 

1 094 

1 712 

1 219 

1 546 

1 280 

651 

2 116 

1 149 

1 273 

686 

1 977 

1 400 

1 030 

1 453 

1 126 

1 019 

1 280 

643 

2 100 

1 145 

1 273 

686 

1 977 

1 400 

1 026 

1 453 

1 126 

1 019 

• • • 

6 

16 

4 

t • • 

... 

• • ■ 

* ■ • 

4 

. * ■ 

... 

... 

79 

46 

246 

73 

84 

224 

733 

512 

64 

259 

93 

527 

75 

46 

246 

73 

84 

224 

733 

512 

64 

259 

93 

527 

4 

• • * 

... 


f . * 

• 1 • 

• * . 


... 

... 

... 

... 

1 359 

697 

2 362 

1 222 

1 357 

910 

2 710 

1 912 

1 094 

1 712 

1 219 

1 546 

1 034 

505 

1 743 

872 

972 

788 

2 086 

1 700 

860 

1 335 

886 

1 443 

502 

453 

603 

396 

618 

519 

1 784 

1 319 

406 

1 040 

436 

833 

27 


34 

25 

8 

3 

33 

■ 23 

8 

20 

13 

B 

505 

52 

906 

451 

346 

261 

269 

358 

366 

259 

437 

552 

255 

148 

463 

286 

307 

118 

524 

212 

165 

340 

265 

95 

53 

91 

83 

48 

96 

28 

264 

70 

38 

150 

46 

7 

5 



1 1 1 

f f * 

. . • 

B 

• . * 

. * ■ 

4 

5 

• ■ . 

197 

57 

380 

238 

211 

90 

252 

142 

127 

186 

214 

sa 

70 

44 

156 

64 

78 

4 

100 

... 

69 

37 

68 

a 

79 

46 

246 

73 

84 

224 

733 

512 

64 

259 

93 

527 

52 

41 

160 

38 

56 

174 

494 

436 

41 

181 

37 

491 

12 

30 

60 

25 

28 

92 

397 

292 

9 

122 

4 

234 

40 

11 

100 

13 

28 

62 

97 

144 

32 

59 

33 

257 

19 


70 

26 

24 

50 

205 

76 

14 

70 

52 

36 

4 

1 1 • 

8 

t f t 

4 

8 

04 

20 

• . * 

24 

... 

• • « 

15 

• f t 

62 

26 

20 

42 

121 

56 

14 

46 

52 

36 

8 

5 

16 

9 

4 

... 

34 

... 

9 

8 

4 

... 

1 359 

697 

2 362 

1 222 

1357 

910 

2 710 

1 912 

■ 

1 094 

1 712 

1 219 

1 546 

715 

590 

■ 1 108 

S27 

878 

579 

2 270 

1 529 

731 

1 338 

586 

1 056 

250 

34 

223 

153 

72 

70 

124 

130 

133 

143 

131 

64 

35 

9 

46 

63 

16 

... 

16 

23 

16 

39 

13 

24 

359 

64 

9B5 

474 

391 

261 

300 

230 

214 

192 

489 

402 

639 

562 

1 022 

490 

742 

560 

2 148 

1 438 

645 

1 258 

533 

914 

• * « 

* * « 

t . . 

. • . 

20 

4 

15 

4 • • 

... 

31 

• . • 

4 

720 

135 

1 340 

732 

595 

338 

547 

474 

449 

423 

686 

628 

617 ' 

553 

96B 

477 

759 

572 

2 137 

1 439 

596 

1 259 

516 

941 

. . • : 

. • * 

4 


16 

* • • 

19 

■ . . 

4 

27 

• • • 

4 

742 

144 

1 390 

745 

582 

330 

554 

473' 

494 

426 

703 

601 



18 

22 



11 ' 


4 


12 


321 

... I 

90 

59 

*13 

... 

13^ 

4 

45 

12 

31 

• • 

66 < 


118 

84 

20 

13, 

41 

27 

49 

20 

62 

31 

266 

00 

376 

193 

131 

50 

135 

113 

156 

119 

284 

98 

330! 

13b! 

402 

292 

176 

116 

363 

200 

238 

143 

312 

177 

336, 

197 i 

569 

288 

333 

213 

519 

495 

299 

295 

218 

393 

183 

120, 

461 

170 

352 

226 

635 

581 

196 

473 

109 

466 

122' 

129' 

1 

328 

114 

330 

292 

993 

484 

107 

650 

111 

379 

5.4 

I 

6.0 

5.8 

5.4 

6.5 

6*8 

6.9 

6.7 

5.7 

7,1 

5.2 

6.7 

5.4 

6.0 

5.8 

5,4 

6.6 

6.7 

6.9 

6.B 

5.7 

7.1 

5.3 

6.6 


... 

6.1 

... 

... 

7,1 

7.1 

6.4 

... 

6.8 

• . • 

6.7 

53 

53 1 

94 

46 

28 

17 

120 

44 

59 

21 

57 

50 

80 

48 

121 

133 

54 

20 

122 

52 

40 

44 

105 

50 

247 

46' 

270 

273 

121 

24 

154 

78 

104 

80 

218 

79 

166 

75 1 

334 

177 

89 

46 

144 

154 

159 

96 

183 

75 

813 

475^ 

1 543 

593 

1 065 

803 

2 170 

1 584 

732 

1 471 

656 

1 284 

39 

49 

42 


e 

41 

158 

106 

40 

438 

9 

20 

5821 

260 

772 

348 

503. 

212 

i 367 

897 

498 

582 

239 

614 

34, 

67 

57 

47 

66 

51 

217 

103 

19 

41 

70 

18 

699 

321 

1 473 

806 

760 

606 

940 

802 

525 

631 

eeo 

894 

5' 

* t . 

18 

16 

• * . 

» • * 

28 

4 

8 

16 

21 

• * • 

... 1 

1 

... 

... 

5 

. « . 

• • * 

• • • 

■ •• 

4 

4 

. * • 


1 


6 



SO 

35 

12 

10 

15 

10 

5 

1 320 

680 

2 227 

1 X3l 

1 310 

706 

2 631 

1 859 

1 029 

1 736 

1 181 

1 502 

25 

• . • 

144 

loe 

21 

118 

10 

25 

35 

14 

'48 

38 

... 


6 



20 

15 

4 

10 

20 

5 


728 

546 : 

1 198 

601 

891 

542 

2 066 

1 408 

672 

1 316 

575 

927 

■617 

134 

. 1 173 

55B 

440 

312* 

595 

484' 

• 

392 

429 

659 

•61'B 

1 030 

432 

881 

552 

842 

713 

2 022 

1 561 

598 

1 126 

733 

1 152 

371 

293, 

1 455 

636 

621 

330 

1 

797 

415 

568 

368 

366 

437 


I OR MORE 
NONE . . 



Minnesota 
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Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Rased on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathinp; Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


CHISASO CLAY 


COTTON- CROW 
WOOD WING 


DODGE DOUGLAS FARI- FILLMORE FREEBORN 
BAULT 


TENURE AND COLOR 


ALL OCCUPIED UNITS 

owner OCCUPIED 

WHITE 

nonwhite 

RENTER OCCUPIED 

WHITE 

nonwhite 


CONDITION AND PLUMBING 


ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . - • 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. . 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


ALL OCCUPIED UNITS 


WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPEb WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOlLETf EXCLUSIVE USE. . . 

FLUSH TOlLETf SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER f EXCLUSIVE USE 
BATHTUB OR SHOWER i SHARED. . . . 
NO bathtub or SHOWER 


1 505 

1 843 

1 207 

21 

1 836 

971 

1 581 

1 628 

2 043 

2 339 

2 775 

2 B69 

1 146 

1 561 

946 

4 

1 504 

651 

1 311 

1 271 

1 631 

1 938 

2 076 

2 240 

822 

L 066 

284 

4 

t 154 

426 

1 214 

1 049 

975 

1 710 

1 549 

1 954 

28 

28 

16 

1 1 . 

33 

9 

3 

6 

24 

24 

20 

11 

296 

467 

646 

« - • 

317 

216 

94 

214 

632 

204 

507 

275 

286 

262 

231 

13 

291 

234 

231 

311 

380 

378 

598 

510 

131 

110 

29 

4 

B6 

84 

140 

109 

81 

210 

222 

264 



4 

... 

8 

4 

4 

. . • 

. . . 

3 

4 

4 

155 

152 

198 

9 

197 

146 

87 

202 

299 

165 

372 

242 

75 

20 

30 

4 

41 

86 

39 

46 

32 

23 

101 

119 

60 

309 

66 

4 

577 

39 

222 

292 

IBS 

815 

543 

616 

43 

238 

41 

• • • 

392 

19 

157 

194 

132 

664 

369 

439 

26 

131 


. » • 

224 

19 

142 

136 

28 

544 

196 

360 

17 

107 

41 

... 

168 

« • . 

15 

58 

104 

120 

173 

79 

33 

59 

15 

4 

168 

5 

57 

76 

45 

140 

149 

i4Q 

8 

24 



42 

. • * 

43 

13 

8 

72 

44 

74 

25 

35 

*15 

'*4 

126 

5 

14 

63 

37 

68 

105 

66 

4 

12 

10 

... 

17 

15 

8 

22 

6 

11 

25 

37 

1 505 

1 843 

1 207 

21 

1 836 

971 

1 581 

1 628 

2 043 

2 339 

2 775 

2 869 


1 012 

1 22B 

357 

a 

1 322 

540 

1 38B 

1 229 

1 100 

1 986 

1 035 

16 

15 


• • . 

• • * 

... 

3 

13 

4 

4 

15 

477 

600 

850 

13 

514 

431 

190 

306 

939 

349 

925 


1 ROOM . . . . . 
Z ROOMS 

3 ROOMS. . . . 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. 

median* 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


YEAR STRUCTURE BUILT 


1955 TO MARCH. 1960 
1950 TO 1954 . . 
1940 TO 1949 . . . 
1930 TO 1939 . , . 
1929 OR EARLIER. . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER ...... 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE. 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


4 

4 

27 

12 

32 

46 

20 

125 

102 

107 

138 

215 

205 

324 

239 

342 

414 

306 

374 

400 

147 

441 

406 

125 

6.7 

6.2 

5.4 

6.7 

6.2 

5.4 


6.2 

• • • 


105 

100 

a 

350 

906 

334 

99 

33 

36 

932 

796 

ai7 

e 

e 

12 
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State and Small Areas 


Table 33 . — Tenure, Condition and Plumbing Facilities, and Structural Characteristics op 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 

[Based on sample ; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

GOODHUE 

GRANT 

HENNEPIN 

HOUSTON 

HUBBARD 

ISANTI 

ITASCA 

JACKSON 

KANABEC 

KANDI- 

YOHI 

KITTSON 

KOOCHI- 

CHING 

TENURE AND COLOR 





















ALL OCCUPIED UNITS 

2 

643 

1 191 

1 

477 

1 

544 

727 

1 

444 

1 

062 

2 

155 

1 

261 

2 

399 

1 022 

563 

OWNER OCCUPIED 

2 

139 

1 021 

1 

307 

1 

282 

681 

1 

379 


997 

1 

381 

1 

178 

1 

980 

923 

526 

WHITE 

2 

139 

1 021 

1 

303 

1 

282 

681 

1 

379 


993 

1 

381 

1 

178 

1 

980 

923 

526 

NONWHITE 


. ■ ■ 

■ ■ . 


4 


. . . 

■ . • 


. . • 


4 


i . . 


... 


. . . 

. . . 

. . . 

RENTER OCCUPIED 


504 

170 


170 


262 

46 


65 


65 


774 


83 


419 

99 

37 

WHITE 


504 

170 


170 


262 

46 


65 


65 


774 


83 


419 

99 

i 

NQNWHITE 


... 

... 


... 


... 

... 


... 


■ t • 


... 


... 


... 

... 

... 

CONDITION AND PLUMBING 





















ALL OCCUPIED UNITS . . 

2 

643 

1 191 

1 

477 

1 

544 

727 

1 

444 

1 

062 

2 

155 

1 

261 

2 

399 

1 022 

1 563 

SOUND 

1 

847 

988 

1 

104 

1 

234 

447 


988 


636 

1 

627 


982 

2 

160 

726 

486 

WITH ALL PLUMBING FACILITIES 

1 

421 

716 


958 


893 

235 


698 


403 

1 

209 


587 

1 

511 

460 

213 

LACKING ONLY HOT WATER 


31 

17 


4 


27 

. . . 


28 


13 


16 


32 


35 

4 

8 

LACKING OTHER PLUMBING FACILITIES. . . . 


395 

255 


142 


314 

212 


262: 


220 


402 


363 


614 

262 

265 

DETERIORATING 


699 

179 


242 


270 

231 


390 


304 


469 


231 


205 

222 

53 

WITH ALL PLUMBING FACILITIES 


356 

76 


154 


79 

48 


151 


84 


218 


44 


63 

20 

* . . 

LACKING ONLY HOT WATER . ’ 


. . . 

8 


4 


4 

* . * 


4 


4 


4 


4 


. . . 

• . • 

. . . 

LACKING OTHER PLUMBING FACILITIES. . . . 


343 

95 


84 


187 

183 


235 


216 


247 


183 


142 

194 

53 

DILAPIDATED 


97 

24 


131 


40 

49 


66 


122 


59 


48 


34 

74 

24 

RENTER OCCUPIED 


504 

170 


170 


262 

46 


65 


65 


774 


83 


419 

99 

37 

SOUND 


325 

120 


104 


196 

46 


24 


13 


526 


67 


348 

47 

37 

WITH ALL PLUMBING FACILITIES 


223 

55 


72 


140 

26 


12 


4 


315 


24 


208 

8 

. . . 

LACKING SOME OR ALL FACILITIES . . • . • 


102 

65 


32 


56 

20 


12 


9 


211 


43 


140 

39 

37 

DETERIORATING . . . . 


155 

43 


32 


54 



37 


34 


232 


12 


62 

40 

. • . 

WITH ALL PLUMBING FACILITIES 


83 

12 


28 


11 

. * . 


• i m 


... 


68 


4 


13 

... 

... 

LACKING SOME OR ALL FACILITIES 


72 

31 


4 


43 

... 


37 


34 


164 


8 


49 

40 

• . , 

DILAPIDATED 


24 

7 


34 


12 

... 


4 


18 


16 


4 


9 

12 

... 

ALL OCCUPIED UNITS 

2 

643 

1 191 

1 

477 

1 

544 

727 

1 

444 

1 

062 

2 

155 

1 

261 

2 

399 

1 022 

563 

WATER SUPPLY 





















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 

053 

872 

1 

243 

1 

132 

362 


993 


605 

1 

586 


755 

1 

782 

560 

246 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


141 

96 


83 


187 

114 


205 


98 


108 


111 


167 

74 

49 

PIRED WATER OUTSIDE STRUCTURE 


60 

16 


12 : 


71 

... 


45 i 


40 


32 


24 


34 

7 

88 

NO PIPED WATER 


389 

207 


139 


154 

251 


201 : 


319 


429 


371 


416 

301 

180 

TOILET FACILITIES 





















FLUSH TOILET*. EXCLUSIVE USE 

1 

9.13 

864 

1 

211 

1 

058 

319 


901 


575 

1 

483 


695 

1 

675 

512 

229 

FLUSH TOILET* SHARED 


30 

4 


17 


26 

4 


20 


^ • 


. 


8 


8 

... 

... 

OTHER toilet FACILITIES OR NONE 


700 

323 


249 


460 

404 


523 


487 


672 


558 


716 

510 

334 

BATHING FACILITIES 





















BATHTUB OR SHOWER* EXCLUSIVE USE 

1 

835 

833 

1 

184 

1 

027 

309 


897 


530 

1 

494 


679 

1 

653 

519 

242 

bathtub OR SHOWER* SHARED 


33 

8 


21 


30 

• • • 


20 


... 


4 


8 


13 

. . • 

. . ■ 

NO BATHTUB OR SHOWER 


775 

350 


272 


487 

418 


527 


532 


657 


574 


733 

503 

321 

ROOMS 





















1 ROOM 


3 

. • . 


8 


... 

4 


4 


25 


... 


8 


9 

8 

20 

2 ROOMS 


15 

C * • 


12 


8 

8 


15 


33 


11 


12 


20 

20 

20 

3 ROOMS 


27 

17 


24 


20 

44 


27 


101 


52 j 


68 


68 

76 

32 

4 ROOMS 


110 

66 


157 


51 

122 


133 


192 


120 : 


150 


189 

105 

123 

5 ROOMS 


277 

174 


193 


164 

217 


193 


298 


342 


279 


379 

186 

116 

6 ROOMS 


467 

316 


338 


419 

91 


398 


238 


535 


300 


572 

221 

125 

7 ROOMS . • . . 


622 

287 


302 


308 

158 


266 


105 


513 


200 


597 

208 

69 

8 ROOMS OR MORE 

1 

122 

331 


443 


574 

83 


408 


70 


562 


164 


565 

198 

58 

MEDIAN! 





















ALL OCCUPIED 


7.2 

6.6 


6.5 


6.9 

5.4 


6.4 


5.1 


6.5 


5.9 


6,4 

6.0 

5.2 

OWNER 


7.2 

6.6 


6.6 


6.9 

5.4 


6.4 


5.1 


6.6 


5,9 


6.4 

6. 1 

5.3 

RENTER 


7.3 

... 


... 


6.4 

... 


... 


... 


6,4 


... 


6.5 

... 

... 

YEAR STRUCTURE BUILT 





















1955 TO MARCH 1960 


67 

45 


72 


28 

42 


35 


101 


84 


36 


84 

35 

44 

1950 TO 1954 .... 


51 

56 


89 


43 

34 


48 


75 


123 


52 


138 

58 

37 

1940 TO 1949 * 


127 

66 


116 


32 

108 


32 


195 


180 


99 


119 

93 

121 

1930 TO 1939 


148 

84 


84 


48 

87 


73 


282 


148 


139 


109 

44 

123 

1929 OR EARLIER 

2 

250 

940 

1 

116 

1 

393 

456 

1 

256 


409 

1 

620 


935 

1 

949 

792 

230 

HEATING EQUIPMENT 





















STEAM OR HOT WATER 


171 

40 


158 


68 

... 


60 


... 


52 


4 


57 

40 

12 

WARM AIR FURNACE 

1 

030 

554 


736 


589 

190 


308 


441 


958 


231 


870 

267 

166 

BUlLT-IN ROOM UNITS 


115 

86 


89 


119 

49 


93 


37 


169 


226 


150 

218 

33 

OTHER MEANS WITH FLUE 

1 

288 

498 


491 


764 

476 


971 


526 


964 


791 

1 

318 

490 

316 

OTHER MEANS WITHOUT FLUE 


39 

8 


3 


4 

12 


12 


58 


12 1 


7 


4 

7 

36 

NONE 


... 

5 











... 







SOURCE OF WATER 














1 







PUBLIC SYSTEM OR PRIVATE COMPANY 


11 

15 


10 


20 

17 


... 


5 


1 

15 ! 


... 


11 

5 

5 

INDIVIDUAL WELL 

2 

638 

1 108 

1 

479 

1 

470 

678 

1 

435 

1 

006 

2 

103 I 

1 

264 

2 

428 

489 

528 

OTHER 


36 

51 


15 


65 

27 


18 


51 


50 : 


10 


12 

529 

45 

SEWAGE DISPOSAL 





















PUBLIC SEWER 


11 

11 


... 


10 

... 


... 


... 


... 


... 


6 

5 

... 

SEPTIC TANK OR CESSPOOL 

2 

057 

911 

. 1 

250 

1 

046 

376 


971 


665 

1 

566 i 


744 

1 

943 

515 

230 

OTHER OR NONE 


617 

252 


254 


499 

346 


482 


397 


602 j 


530 


502 

503 

340 

HOME FOOD FREEZER 





















1 OR MORE 

1 

466 

755 


930 

1 

016 

407 


471 


750 

1 

577 , 


506 

1 

034 

555 

320 

NONE . 

1 

033 

504 


500 


478 

335 


955 


281 

i 

530 ’ 


692 

1 

200 

471 

174 



Minnesota 
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Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200j 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . . , 

OWNER OCCUPIED 

WHITE . . . 

NONWHITE ' 

RENTER OCCUPIED 

WHITE 

nonwhite ' 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . » • 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . , 

DETERIORATING. . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . , 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES , . , , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . • 
DILAPIDATED 


ALL OCCUPIED UNITS . 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
only COLD PIPED WATER INSIDE STRUCTURE * 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE 

FLUSH TOILETi SHARED 

other toilet FACILITIES OR NONE 

bathing FACILITIES 

BATHTUB OR SHOWER i’ EXCLUSIVE USE . , . . 

BATHTUB OR SHOWER I SHARED, . 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM . . . . , 

2 ROOMS. . . . ( 

3 ROOMS. . . , 

4 ROOMS. . . . , 

5 ROOMS. . . . 

6 ROOMS. ... 

7 ROOMS. . . . 

6 ROOMS OR MORE 

MED I AN t 

ALL OCCUPIED 
OWNER. . . 

renter . , 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 ...... 

1950 TO 1954 . ■ 

1940 TO 1949 

1930 TO 1939 

1,929 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE . . 

built-in ROOM UNITS 

OTHER MEANS WITH FLUE 

other MEANS WITHOUT FLUE . . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL . . . 

OTHER. . 


SEWAGE DISPOSAL 


PUBLIC SEWER . . 

SEPTIC TANK OR CESSPOOL. . . 
OTHER OR NONE. . t 

HOME FOOD FREEZER 


1 OR MORE. 
NONE . . 


LAC QUI 
PARLE 

LAKE 

LAKE 

OF THE 
WOODS 

LE SUEUR 

LINCOLN 

LYON 

MC LEOD 

MAHNOMEN 

MARSHALL 

MARTIN 

MEEKER 


1 778 

81 

455 

1 875 

1 360 

1 700 

2 265 

758 

2 050 

2 412 

2 280 


1 245 

70 

439 

1 609 

1 084 

1 046 

1 873 

681 

1 918 

1 459 

1 909 


1 245 

70 

439 

1 609 

1 084 

1 046 

1 873 

664 

1 918 

1 459 

1 909 


• ft 

... 

» * 1 


... 

a ■ . 

... 

17 

... 

... 

» • « 


533 

11 

16 

266 

276 

654 

392 

77 

132 

953 

371 


533 

7 

16 

266 

276 

654 

392 

67 

132 

953 

371 



4 


... 

... 

• • . 

a • . 

10 

... 

• « • 

... 


i 778 

81 

455 

1 875 

1 360 

1 700 

2 265 

758 

2 050 

2 412 

2 280 


1 422 

64 

384 

1 484 

1 055 

1 435 

1 977 

496 

1 639 

1 960 

1 885 


945 

46 

150 

1 098 

640 

967 

1 487 

251 

847 

1 626 

1 392 


8 



28 

23 

24 

29 

12 

11 

12 

61 


469 

IB 

234 

358 

392 

444 

461 

233 

7B1 

322 

432 


301 

9 

51 

362 

288 

239 

226 

169 

310 

437 

273 


75 


4 

168 

113 

64 

75 

42 

39 

211 

92 



. # • 


4 

S 

5 

13 

5 

... 

4 

4 


226 

9 

47 

190 

167 

170 

138 

122 

271 

222 

177 


55 

8 

20 

29 

17 

26 

62 

93 

101 

15 

122 


533 

U 

16 

266 

276 

654 

392 

77 

132 

953 

371 


356 

3 

12 

108 

188 

551 

335 

47 

94 

726 

256 


179 

3 

4 

113 

108 

327 

232 

17 

42 

525 

167 


177 


8 

75 

80 

224 

103 

30 

52 

201 

89 


147 

4 

4 

73 

83 

99 

49 

21 

33 

223 

86 


19 



22 

24 

24 

19 

■ ■ . 

8 

111 

24 


126 

4 

4 

51 

59 

75 

30 

21 

25 

112 

62 


30 

4 


5 

5 

4 

8 

9 

5 

4 

29 



1 778 

81 

455 

1 875 

1 360 

1 700 

2 265 

758 

2 050 

2 412 

2 280 


1 136 

46 

187 

1 362 

B38 

1 162 

1 762 

331 

1 076 

1 963 

1 715 


103 

5 

43 

149 

121 

135 

145 

83 

155 

114 

184 


•11 

4 

16 

35 

30 

3 

48 

20 

24 

11 

35 


528 

26 

209 

329 

371 

400 

310 

324 

795 

324 

346 


1 066 

46 

154 

1 314 

828 

1 123 

1 687 

322 

913 

1 899 

1 647 


8 



8 

» 1 » 

• . . 

18 

a 

. a . 

. * 1 

4 


702 

35 

301 

553 

532 

577 

560 

428 

1 137 

513 

629 


1 067 

51 

183 

1 334 

003 

1 098 

1 644 

314 

965 

1 875 

1 629 


4 



a 

« * * 

4 

38 

B 

■ . • 

5 

8 


707 

*30 

272 

533 

557 

598 

583 

436 

1 

1 0B5 

532 

643 


4 

4 

12 

5 



. . • 

... 

4 

4 

... 


6 

9 

16 

16 

4 

9 

4 

38 

19 

17 

6 


20 

5 

30 

1 34 

31 

23 

31 

76 

96 

29 

44 


74. 

13 

127 

129 

51 

124 

131 

157 

266 

107 

198 


160 

16 

137 

242 

175 

212 

254 

173 

445 

324 

336 


374 

20 

78 

389 

344 

377 

481 

163 

536 

504 

546 


445 

9 

30 

412 

344 

447 

594 

66 

308 

650 

529 


695 

5 

25 

648 

411 

508 

770 

85 

376 

777 

619 


7.1 


4.8 

6.8 

6.7 

6.7 

6.9 

5.1 

5.9 

6.8 

6.5 


7.0 


4.8 

6.8 

6.7 

6.8 

6.9 

5.2 

5.9 

6.8 

6.5 


7.1 


... 

6.9 

6.8 

6.6 

6.9 

... 

... 

6.9 

6.5 


a 

4 

27 

76 

24 

13 

43 

28 

69 

70 

72 


32 

15 

25 

74 

49 

61 

53 

49 

95 

127 

72 


107 


118 

48 

60 

60 

76 

60 

153 

119 

92 


67 

5 

126 

154 

50 

63 

174 

79 

165 

174 

111 


1 524 

59 

159 

1 523 

1 177 

1 503 

1 919 

542 

1 568 

1 914 

1 933 


. 13 

a 

8 

177 

79 

42 

270 

12 

44 

109 

61 


1 728 

22 

55 

808 

532 

525 

796 

218 

592 

1 364 

781 


> 60 

12 

67 

155 

29 

105 

147 

45 

160 

186 

83 


, 969 

39 

320 

735 

716 

1 025 

1 016 

475 

1 246 

744 

1 343 


> 6 

• . • 

5 


4 

3 

24 

... 

B 

9 

8 



... 

. .. 

. .. 

... 

• • • 

4 

8 

a . * 

... 

4 





15 


5 

11 

5 

253 

20 

15 


► 1 752 

61 

366 

1 825 

1 uo 

1 615 

2 275 

756 

1 460 

2 314 

2 211 


. 75 

15 

60 

31 

277 

50 

16 

32 

367 

24 

29 


. 5 


10 

5 

5 

5 

5 

5 


5 

i 1C 

1 

. 1 200 

51 

181 

1 253 

682 

1 088 

1 694 

370 

1 1 099 

1 1 81C 

) 1 75? 

» 

. 622 

25 

235 

613 

500 

1 577 

603 

1 418 

1 981 

543 

\ 48£ 


. 1 175 


184 

1 181 

667 

1 162 

1 73'7 

' 22C 

) 75£ 

j 2 21£ 

J 1 47f 

3 

. 386 

103 

409 

736 

599 

1 672 

: 41^ 

; 39Z 

1 1 166 

J 48i 

\ 91^ 

> 


MILLE 

LACS 


1 492 
1 419 
1 419 

73 

73 


1 492 
926 
617 
12 
297 
454 
133 
4 

317 

112 

73 

52 

8 

44 

21 

9 

12 


I 492 


915 

124 

36 

417 


B07 

12 

673 


806 

12 

674 


8 

24 

32 

190 

322 

342 

319 

255 


6.0 

6.0 


32 
32 
85 
ISO 
1 193 


20 

439 

92 

913 

28 


5 

1 474 
30 


15 

900 

594 


793 

621 
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State and Small Areas 


Table 33.— Tenure, Condition and Plumbino Faciuties, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960— Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating E^ipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 


ALL OCCUPIED UNITS 
O^NER OCCUPIED 
WHITE. . . . 

NONWHITE . . 

RENTER OCCUPIED. 

WHITE. . . 

NONWHITE . 


MORRISON 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS 

SOUND. 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER ......... 

LACKING OTHER PLUMBING FACILITIES, . . « 
DILAPIDATED 

renter OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . • « . 

DETERIORATING. . . . < 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . ^ 
DILAPIDATED 

all OCCUPIED UNITS - 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 
PIPED WATER OUTSIDE STRUCTURE. ..... 
NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOlLETi EXCLUSIVE USE 

FLUSH TOILETi SHARED 

other TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE . • « • 

bathtub or shower. SHARED. . . 

NO BATHTUB OR SHOWER 

ROOMS 

1 ROOM 

2 ROOMS 

3 ROOMS. .... 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OH MOKE 

MEDIAN* 

ALL OCCUPIED 

OWNER 

RENTER . 

YEAR STRUCTURE BUILT 


1955 TO MARCH i960 
19S0 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER, . 


HEATING EQUIPMENT 


2 658 
2 550 
2 550 

108 

108 


2 658 
1 962 
1 014 
48 
900 
550 
153 
8 

397 

138 

loa 

61 

4 

57 

34 

4 

30 

13 


MOWER 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL . . . 

OTHER 

SEWAGE DISPOSAL 

PUBLIC SEWER . • 

SEPTIC TANK OR CESSPOOL 

OTHER OR NONE 

HOME FOOD FREEZER 

1 OR MORE 

NONE 


502 

304 

30 

822 


1 272 
16 
1 370 


1 312 
16 
1 330 


12 

24 

105 

264 

438 

578 

561 

676 

6.3 

6*4 


89 
113 
238 
303 
1 915 


24 
767 
94 
1 765 


16 

2 618 
36 


1 535 
1 135 


1 505 
1 102 


2 445 
2 032 
2 032 

413 

413 


445 

035 

714 

24 

297 

351 

153 

198 

59 

413 

315 

245 

70 

86 

29 

57 

12 


MURRAY 


2 053 
91 
16 
285 


1 944 

a 

493 


1 946 
17 
482 


16 

47 

167 

314 

553 

666 

682 


6,7 

6,7 

6,7 


84 
101 
163 
176 
1 921 


226 
804 
237 
1 147 
31 


41 
2 334 


16 

899 

465 


1 435 
1 233 


1 945 
1 197 
1 197 

748 

748 


1 945 
1 364 
982 
7 

375 

517 

212 

12 

293 

64 

748 

477 

259 

216 

244 

75 

169 

27 


1 509 
1 184 
1 184 

325 

325 


1 945 


339 

080 

16 

243 

135 

75 

4 

56 

35 

325 

264 

187 

77 

SO 

35 

15 

11 


NOBLES 


1 509 


I 377 
114 
20 
434 


245 

4 

696 


1 264 
4 

677 


4 

7 

25 

125 

261 

512 

444 

567 

6.6 

6.6 

6.6 


92 
105 
90 
77 
1 581 


44 
761 
60 
1 072 


25 

852 

79 


10 
I 343 
603 


1 346 
575 


1 310 
87 


235 

44 

230 


2 111 
1 233 
1 233 

878 

878 


2 111 
1 667 
1 154 
16 
517 
394 
205 
4 
165 
30 

878 

669 

351 

318 

187 

79 

108 

22 


NORMAN 


1 623 
1 387 
1 387 

236 

236 


1 623 
I 153 
656 
52 
465 
382 
ILO 
4 

268 


236 

156 

60 

96 

63 

19 

44 

17 


1 623 


206 

43 

260 


7 

32 

77 

145 

297 

466 

485 

6.9 

6.9 

6.9 


68 
52 
71 
71 
1 247 


201 

761 

52 

483 

8 

4 


10 
1 452 


4 

146 

354 


1 241 
304 


I 596 
113 
43 
359 


436 

a 

667 


446 

16 

649 


9 

24 

109 

280 

468 

510 

711 

6.8 

6.7 

7.0 


76 
75 
139 
124 
I 697 


106 
820 
68 
1 113 
4 


59 
1 956 
57 


9 

554 

509 


1 681 
579 


928 

142 

34 

519 


851 

4 

768 


839 

12 

772 


12 

14 

49 

146 

265 

389 

402 

344 

6.3 

6.4 
5.9 


45 
56 
45 
109 
I 368 


56 

512 

62 

993 


16 
1 585 
26 


936 
69 L 


1 002 
614 


STED 

OTTER 

TAIL 

PENN- 

INGTON 

PINE 

PIPE- 

STONE 

234 

5 564 

1 021 

2 091 

1 214 

720 

5 065 

973 

1 956 

714 

720 

5 065 

973 

1 956 

714 

* 

• .Aft 


» « • 

• « • 

514 

499 

48 

135 

500 

514 

499 

42 

135 

500 

... 

... 

6 

* * * 

* * * 

234 

5 564 

1 021 - 

2 091 

1 214 

484 

4 470 

748 

1 612 

872 

301 

2 451 

398 

802 

595 

12 

46 

. • 

31 

8 

171 

1 973 

350 

779 

269 

633 

978 

222 

398 

325 

344 

268 

69 

87 

103 

12 

17 

. • . 

5 

21 

277 

693 

153 

306 

201 

117 

116 

51 

81 

17 

514 

499 

46 

135 

500 

305 

359 

15 

83 

324 

254 

152 

• • . 

20 

178 

51 

207 

15 

63 

146 

176 

124 

26 

41 

172 

101 

8 

6 

4 

48 

75 

116 

22 

37 

124 

33 

16 

5 

11 

4 

2 234 

5 564 

1 021 

2 091 

1 214 

1 817 

3 268 

575 

1 140 

816 

92 

484 

33 

261 

96 

36 

100 

39 

37 

35 

289 

1 712 

374 

653 

267 

1 732 

a 976 

491 

969 

• 751 

13 

10 

... 

... 

4 

489 

2 578 

530 

1 122 

459 

i 721 

2 829 

484 

990 

750. 

17 

15 

» * • 

4 

7 

496 

2 720 

537 

1 097 

457 

8 

16 

8 

B 

... 

21 

74 

11 

31 

4 

69 

188 

47 

95 

14 

150 

601 

U3 

314 

82 

277 

922 

207 

415 

201 

468 

1 325 

304 

509 

253 

487 

1 119 

185 

343 

295 

754 

1 319 

116 

296 

365 

6.8 

6.2 

5.8 

5.B 

6.7 

6.7 

6.2 

5.8 

5.8 

6.5 

6*8 

6.3 

... 


6,9 

133 

175 

47 

60 

16 

80 

203 

43 

53 

33 

109 

367 

69 

174 

68 

167 

402 

140 

207 

58 

1 745 

4 417 

722 

1 597 

1 039 

142 

114 

3 

1 30 

1 58 

1 008 

1 831 

382 

546 

. 431 

161 

340 

f 32 

268 

1 31 

923 

3 246 

596 

, 1 222 

694 

• . • 

33 

4 

16 

» • * 

* . . 

• 00 

4 

9 

... 

5 

. 25 

; 6 


16 

2 227 

5 38fi 

i 996 

1 2 09^ 

> 1 107 

25 

i 135 


) 2i 

) 35 


i le 




1 69^ 

^ 3 33*: 

r 59* 

1 1 13* 

[ 836 

55e 

\ 2 195 

) 4a‘ 

5 98( 

J 402 

1 46® 

> 2 642 

i 49: 

1 1 32. 

1 815 


> 2 97: 

( 58* 

4 64‘ 

J 310 


3 138 
2 792 
2 792 

346 


3 138 
2 470 
1 552 
28 
090 
594 
107 
4 

483 

74 

346 

25B 

146 

112 

75 

*75 

13 


1 534 
1 337 
I 337 

197 

197 


1 534 
1 405 
853 
24 
528 
105 
41 


64 

24 

197 

177 

94 

83 

12 

4 


1 534 


689 

187 

101 

961 


1 762 
1 376 


1 736 
1 402 


16 

49 

122 

312 

626 

708 

680 

625 

6.1 

6.2 

5.9 


108 
160 
162 
204 
2 504 


102 
1 007 
193 
1 B2B 


13 
2 743 
330 


1 727 
1 359 


1 646 
L 668 


014 

152 

25 

347 


971 

4 

559 


943 

4 

587 


4 

21 

101 

210 

362 

446 

390 

6.7 

6.7 


21 

49 

65 

94 

305 


26 

458 

458 

576 

16 


10 , 
1 534 
15 


5 

1 081 
473 


696 

724 



Minnesota 
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Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating E^ipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


RAMSEY 

RED LAKE 

REDWOOD 

RENVILLE 

RICE 

ROCK 

ROSEAU 

ST 

LOUIS 

SCOTT 

SHER- 

BURNE 

SIBLEY 

STEARNS S 

75 

779 

2 363 

2 885 

2 024 

1 224 

1 691 

1 531 

1 333 

869 

2 049 

4 222 

75 

729 

1 470 

1 982 

1 699 

593 

1 585 

1 465 

1 132 

814 

1 704 

3 730 

75 

729 

1 466 

1 982 

1 699 

593 

1 585 

1 461 

1 132 

814 

1 704 

3 730 

. « • 

ft. 

4 

... 

. . • 

f . 1 

. . f 

4 

• • • 

• . * 

... 

. . . 

, . . 

50 

893 

903 

325 

631 

106 

66 

201 

55 

345 

492 

. . • 

50 

893 

903 

325 

631 

106 

66 

201 

55 

345 

492 

. • . 

» . ■ 

< • • 

. • . 

. • ■ 

• • 1 

... 

* • * 

« « f 

... 

... 

... 

75 

779 

2 363 

2 885 

2 024 

1 224 

1 691 

1 531 

1 333 

869 

2 049 

4 222 

55 

673 

1 818 

2 422 

1 746 

1 098 

1 273 

1 186 

1 144 

726 

1 B24 

3 370 

51 

335 

1 352 

1 695 

1 314 

718 

557 

663 

891 

486 

1 427 

2 195 


. • • 

20 

20 

16 

■ • * 

4 

9 

32 

4 

12 

46 

4 

338 

446 

507 

416 

380 

712 

514 

221 

236 

385 

1 129 

16 

73 

508 

426 

233 

118 

322 

272 

ISl 

111 

193 

789 

12 

8 

219 

165 

117 

47 

36 

72 

61 

32 

85 

329 



4 

9 

... 

• • , 

4 

• • . 

. . . 

... 

... 

21 

4 

65 

285 

252 

116 

71 

282 

200 

120 

79 

108 

439 

4 

33 

37 

37 

45 

8 

96 

73 

8 

32 

32 

63 


50 

893 

903 

325 

631 

106 

66 

201 

55 

345 

492 


45 

633 

726 

268 

551 

76 

28 

189 

44 

302 

390 


16 

383 

493 

186 

295 

22 

12 

133 

15 

189 

222 


29 

250 

233 

80 

256 

54 

16 

56 

29 

113 

168 


5 

248 

160 

44 

76 

22 

34 

12 

3 

39 

94 

t - ♦ 

. . . 

87 

57 

20 

24 

4 

8 

4 

3 

7 

25 


5 

161 

103 

24 

52 

10 

26 

a 

• . * 

32 

69 


... 

12 

17 

13 

4 

8 

4 

... 

a 

4 

8 

75 

779 

2 363 

2 eas 

2 024 

1 224 

1 691 

1 531 

1 333 

869 

2 049 

4 222 

63 

432 

1 756 

2 254 

1 563 

914 

688 

958 

1 024 

613 

1 683 

3 087 

8 

49 

119 

160 

144 

60 

116 

217 

104 

65 

73 

402 


4 

16 

24 

28 

86 

52 

47 

36 

20 

27 

45 

4 

294 

472 

447 

289 

164 

835 

309 

169 

171 

266 

688 

67 

351 

1 643 

2 149 

1 483 

777 

625 

904 

1 004 

545 

1 569 

2 764 




4 

8 

* * • 

■ * • 

* . . 

8 

14 

12 

24 

B 

428 

720 

732 

533 

447 

1 066 

627 

321 

310 

468 

1 434 

63 

351 

1 647 

2 113 

1 475 

792 

621 

781 

992 

527 

1 564 

2 636 




4 

8 

... 

* ■ • 

... 

8 

14 

12 

32 

12 

428 

716 

i 768 

1 

541 

432 

1 070 

750 

333 

328 

473 

1 554 


4 


... 



16 

e 


5 

4 

4 

... 

20 

**4 

12 

*12 

* * ■ 

106 

45 

**4 

17 

B 

35 

... 

40 

31 

44 

52 

12 

95 

131 

28 

35 

28 

94 

16 

118 

122 

186 

113 

45 

282 

311 

80 

117 

108 

182 

12' 

113 

302 

343 

296 

155 

326 

353 

140 

IIB 

193 

567 

12 

242 

532 

729 

485 

246 

418 

383 

315 

203 

471 

957 

19 

125 

640 

698 

453 

353 

244 

185, 

340 

165 

521 

872 

16 

117 

732 

873 

613 

411 

202 

115 

426 

209 

716 

1 511 

... 

5.9 

6.8 

6.7 

6.6 

6,9 

5.5 

5,3 

6.8 

6.2 

6.9 

6.6 

... 

5.9 

6,9 

6.7 

6.6 

7.0 

5.5 

5,3 

6.8 

6.3 

6,9 

6.9 

... 


6.7 

6,6 

6.9 

6,9 

... 

• • • 

6.7 

... 

6.6 

6.5 

12 

36 

102 

110 

73 

61 

76 

93 

44 

34 

84 

107 


40 

72 

112 

64 

39 

135 

109 

48 

9 

81 

121 

’a 

61 1 

140 

100 

96 

45 

264 

179 

48 

31 

65 

186 

16 

72 

117 

172 

144 

36 

246 

252 

117 

54 

158 

211 

39 

570 

1 932 

2 391 

1 647 

1 043 

970 

890 

1 076 

741 

1 661 

3 597 


20 

115 

221 

69 

98 


20 

112 

18 

368 

143 

*47 

134 

1 056 

1 158 

990 

461 

347 

656 

483 

251 

748 

1 532 


121 

107 

159 

168 

12 

445 

■58 

96 

78 

116 

132 

28 

496 

1 028 

1 149 

749 

617 

883 

801 

626 

509 

793 

2 345 

. • . 

8 

57 

198 

28 

16 

16 

16 

16 

9 

4 

66 

. . • 

... 

... 

• • • 

... 

... 

... 


... 

4 

... 

4 


5 

46 

5 

20 

5 

5 

15 

5 

... 

25 

56 

*U 

767 

2 240 

2 829 

2 025 

1 165 

1 605 

1 510 

1 271 

792 

2 OIB 

4 209 

5 

10 

70 

44 

4 

32 

89 

46 

■ • . 

10 

10 

26 



26 

10 

15 

. . . 


5 

5 

... 

5 

10 

*61 

393 

1 761 

2 296 

1 463 

873 

736 

1 081 

969 

568 

i 1 579 

2 946 

20 

389 

569 

570 

571 

329 

963 

485 

302 

234 

i 469 

1 335 

60 

430 

1 803 

2 337 

1 431 

867 

623 

76S 

> 1 183 

. 55< 

. 1 584 

^ 3 011 

... 

297 

582 

571 

476 

451 

1 031 

636 

> 374 

54? 

> 441 

944 


TENURE AND COLOR 


ALL OCCUPIED UNITS 

OWNER OCCUPIED 

WHITE 

nonwhite 

RENTER OCCUPIED. .... 

WHITE 

NONWHITE . » 


CONDITION AND PLUMBING 


ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . , , 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . , 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, 
DILAPIDATED. ... 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. .... 

WITH ALL PLUMBING FACILITIES , 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


ALL OCCUPIED UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
only COLD PIPED WATER INSIDE STRUCTURE , , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER ... 

TOILET FACILITIES 

FLUSH TOILET T EXCLUSIVE USE 

FLUSH TOlLETi SHARED . . , 

OTHER toilet FACILITIES OR NONE 

BATHING facilities 

bathtub OR SHOWERS EXCLUSIVE USE .... . 

BATHTUB OR SHOWER f SHARED 

NO bathtub OR SHOWER 


ROOMS 


1 ROOM 


ROOMS 

ROOMS. . . . 

ROOMS 

ROOMS. . . . . 

ROOMS 

ROOMS 

ROOMS OR MORE. 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER ....... 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE .... 

none 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 

SEWAGE DISPOSAL 

PUBLIC sewer 

SEPTIC TANK OR CESSPOOL. .... 
OTHER OR NONE 


HOME FOOD FREEZER 


1 OR MORE. 

none . . . 


I eol 
1 492 
1 492 

316 

316 


122 

4 

322 

300 

136 

4 

160 

60 

316 

232 

IBO 

52 

72 

32 

40 

12 


1 800 


1 446 
99 
36 
227 


1 302 
16 
490 


322 

20 

466 


28 

44 

111 

223 

338 

415 

649 

6.9 

6.9 

7.0 


51 
60 
91 
110 
1 496 


72 

736 

128 

856 

16 


9 

764 

15 


5 

350 

433 


I 398 
469 
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State and Small Areas 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . . 

OWNER OCCUPIED 

WHITE ...» 

nonwhite 

RENTER OCCUPIED 

WHITE 

nonwhite 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER * . . • 

LACKING OTHER PLUMBING FACILITIES, . , < 

DETERIORATING 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . , , 
DILAPIDATED 

RENTER OCCUPIED 

SOUND. 

WITH ALL PLUMBING FACILITIES ...... 

LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES 

DILAPIDATED 


ALL OCCUPIED UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
only COLD PIPED water INSIDE STRUCTURE * . 

PIPED water outside STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE 

FLUSH TOILET r SHARED 

other TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE 

BATHTUB OR SHOWER* SHARED. ........ 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM * . . » < 

2 ROOMS, . , . 1 

? ROOMS. . . . . 

4 ROOMS, * , , < 

5 ROOMS. . , . . 

6 ROOMS. . . . . 

7 ROOMS. . . . . 

B ROOMS OR MORE 

MED I AN I 

ALL OCCUPIED 
OWNER, . . . 
RENTER . . . 


YEAR structure BUILT 

1955 TO MARCH 1960 

1950 TO 1954 . . . , 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER , 

SEPTIC TANK OK CESSPOOL. . » . 
OTHER OR NONE 

HOME FOOD FREEZER 


YELLOW 


STEVENS 

SWIFT 

TODD 

TRAVERSE 

WABASHA 

WAOENA 

WASECA 

WASH- 

INGTON 

WATON- 

WAN 

WILKIN 

WINONA 

WRIGHT 

MEDI- 

CINE 

1 126 

i 527 

3 115 

881 

1 472 

1 192 

1 574 

1 322 

1 452 

1 031 

1 748 

3 349 

1 852 

890 

1 220 

2 866 

617 

1 258 

1 lie 

1 231 

1 208 

985 

811 

1 428 

3 019 

1 260 

890 

1 220 

2 862 

617 

1 258 

1 118 

1 231 

1 208 

985 

811 

1 428 

3 019 

1 256 

■ ■ • 

• • • 

4 

f • » 

» - t 

« • « 

• • • 

• • • 

• • • 

• • • 

• • • 

w • • 

4 

236 

307 

249 

264 

214 

74 

343 

114 

467 

220 

320 

330 

592 

236 

307 

249 

264 

214 

74 

343 

114 

467 

220 

320 

330 

S92 

... 

•• • 

... 

• •• 

• . • 

1 * * * 

... 

• • • 



... 



1 126 

1 527 

3 115 

881 

1 472 

1 192 

1 574 

1 322 

1 452 

1 031 

1 748 

3 349 

1 852 

938 

1 304 

2 356 

750 

994 

881 

1 173 

1 093 

1 289 

857 

1 377 

2 461 

1 524 

697 

885 

1 283 

487 

829 

1 472 

994 

959 

1 063 

625 

1 092 

1 887 

1 081 

9 

21 

40 

4 

. » t 

1 4 

9 

8 

12 

8 

16 

46 

8 

232 

398 

1 033 

259 

165 

405 

170 

126 

214 

224 

269 

528 

435 

180 

195 

643 

131 

418 

236 

351 

182 

163 

154 

317 

764 

308 

39 

71 

126 

16 

250 

94 

181 

131 

49 

74 

150 

389 

92 

4 


4 


8 

4 

• * * 

. • • 

12 

. . . 

18 

24 

4 

137 

124 

513 

115 

160 

138 

170 

51 

102 

80 

149 

351 

212 

8 

28 

116 


60 

75 

50 

47 

... 

20 

54 

124 

20 

236 

307 

249 

264 

214 

74 

343 

114 

467 

220 

320 

330 

592 

165 

229 

139 

210 

138 

41 

225 

1 85 

414 

178 

242 

211 

469 

97 

119 

58 

98 

90 

13 

167 

78 

295 

112 

182 

102 

281 

68 

110 

8l 

112 

48 

28 

58 

7 

119 

66 

60 

109 

186 

67 

71 

93 

54 

76 

21 

114 

25 

53 

34 

66 

100 

111 

15 

23 

20 

4 

44 

4 

58 

25 

21 

13 

43 

37 

27 

52 

48 

73 

50 

■ 32 

17 

56 

« . . 

32 

21 

23 

63 

84 

4 

7 

17 

... 

... 

12 


4 

... 

8 

12 

19 

12 

1 126 

1 527 

3 115 

B81 

1 472 

1 192 

1 574 

1 322 

1 452 

1 031 

1 748 

3 349 

1 052 

813 

1 065 

1 736 

571 

1 215 

712 

1 312 

1 146 

1 216 

781 

1 400 

2 579 

1 332 

59 

122 

250 

40 

100 

120 

81 

57 

56 

94 

161 

279 

79 

39 

8 

62 

4 

20 

24 

8 

24 

37 

16 

38 

66 

20 

215, 

1 

332 

1 065 

266 

137 

336 

173 

95 

143 

140 

149 

425 

421- 

753 ' 

993 

i 498 

531 

1 1 135 

596 

1 254 

1 134 

1 160 

721. 

! 1 328 

2 462 

1 209 

8 

3 1 

7 



• • • 

11 

... 


4 

12 

38 

4 

365 

531 

1 

1 610 

350 

333 

596 

i 

309 

188 

292 

306 

408 

849 ^ 

639 

764 

992 

1 530 

507 

1 111 

1 

597 

1 238 

1 122 

1 160 

734 

1 296 

2 392 

1 217 

6 

3 

7 

... 

4 

... 

11 

• • • 

4 

* • • 

12 

58 

8 

354 

532 

1 578 

374 

357 

595 

325 

200 

288 

297 

440 

899 

627 



17 

4 




4 



12 

12 

4 

6 

17 

19 

13 

8 

7 

"a 

11 

« . t 

*24 i 

8 i 

49 

4 

23 

17 

122 

4 

20 

51 

26 

32 

20 

23 

12 

94 

16 

74 

108 

289 

40 

44 

164 

65 

113 

59 

87 

107 

267 

104 

186 

235 

481 

131 

184 

239 

174 

212 

178 

201 

134 

504 

186 

258 

361 

768 

234 

281 

348 

284 

31L 

322 

233 

324 

735 

359 

276 

368 

692 

224 

306 

196 

451 

332 

364 

175 

377 

776 

478 

303 

401 

727 

231 

629 

187 

566 

307 

509 

288 

774 

912 

721 

6*6 

6,6 

6.3 

6.6 

7.2 

5.9 

7.0 

6.4 

6.9 

6.3 

7.2 

6,5 

7.1 

6.6 

6.6 

6.3 

6.6 

7*2 

5.9 

7.0 

6.5 

6.9 

6.3 

7.2 

6,5 

7.2 

6.5 

6,5 

6.2 

6.5 

7,0 

... 

7.1 

... 

6.9 

6.2 

7.2 

6.6 

6.7 

60 

53 

121 

33 

28 

49 

79 

94 

59 

51 

60 

145 

24 

35 

32 

104 

25 

2B 

81 

55 

44 

65 

58 

35 

136 

37 

50 

120 

157 

36 

47 

144 

68 

57 

73 

49 

63 

157 

58 

51 

54 

210 

28 

71 

122 

73 

80 

132 

49 

87 

161 

57 

930 

1 268 

2 523 

759 

1 298 

796 

1 299 

1 047 

1 123 

824 

1 503 

2 750 

1 676 

68 

20 

66 

40 

120 

24 

56 

175 

109 

62 

137 

193 

68 

467 

533 

1 024 

272 

495 

353 

697 

651 

645 

357 

785 

1 334 

739 

15 

37 

47 

45 

165 

67 

209 

56 

112 

65 

182 

40 

IBB 

572 

933 

1 915 

460 

647 

748 

599 

440 

579 

504 

636 

1 692 

845 

4 

4 

59 

64 

45 

* . * 

9 

• • • 

7 

43 

B 

86 

12 

• * . 

... 

4 

. . • 

... 

• . • 

4 

■ . • 

•• • 

• • • 

• . . 

4 

• . * 

16 

10 

10 


19 


16 

11 

6 


33 

25 

15 

1 097 

1 484 

3 098 

898 

1 451 

1 139 

1 512 

1 325 

1 376 

1 015 

1 665 

3 279 

1 772 

10 

12 

21 

5 

25 

53 

21 

15 

6 

19 

44 

40 

70 

5 

20 

10 


5 


11 


11 


34 

20 

15 

835 

1 164 

1 823 

612 

1 148 

697 

1 202 

1 159 

1 091 

766 

1 188 

2 545 

1 335 

283 

322 

1 296 

291 

342 

495 

336 

192 

285 

268 

520 

779 

507 

713 

969 

2 006 

485 

1 080 

764 

1 201 

741 

1 141 

793 

1 133 

2 052 

1 140 

436 

640 

1 047 

312 

292 

440 

467 

421 

513 

229 

680 

1 328 

722 


1 OR MORE. 
NONE . . 


Minnesota 


25-107 


Table 34. — Occupancy Characteristics and Rent Status op Occupied Rural-Farm Housing 

Units, por Counties; 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


AITKIN 

ANOKA 

BECKER 

BELTRAMI 

BENTON 

BIG 

STONE 

BLUE 

EARTH 

BROWN 

CARLTON 

CARVER 

CASS CH 

1 359 

697 

2 362 

1 222 

1 357 

910 

2 710 

1 912 

1 094 

i 712 

1 219 

74 

33 

121 

75 

53 

78 

163 

86 

57 

88 

68 

378 

189 

630 

281 

343 

185 

726 

310 

270 

358 

362 

183 

162 

473 

240 

175 

1S9 

614 

356 

183 

268 

223 

271 

119 

309 

185 

219 

153 

417 

381 

144 

326 

163 

200 

59 

272 

139 

154 

137 

307 

305 

162 

264 

169 

129 

53 

255 

145 

129 

74 

266 

193 

152 

156 

123 

76 

32 

116 

58 

87 

49 

116 

139 

40 

135 

61 

48 

50 

186 

99 

197 

45 

99 

142 

86 

115 

50 

3.7 

3.3 

3.4 

3.6 

4.0 

3.5 

3,3 

4,0 

3.8 

3.9 

3.3 

3.6 

3.3 

3,3 

3.6 

4,0 

3.3 

3.1 

3.9 

3.7 

3.9 

3.2 



4.3 



4.2 

3,8 

4.3 


4,1 


1 129 

602 

1 916 

986 

1 110 

834 

2 569 

1 676 

878 

1 573 

989 

230 

95 

446 

236 

247 

76 

141 

236 

216 

139 

230 

1 280 

651 

2 116 

1 149 

1 273 

686 

1 977 

1 400 

1 030 

1 453 

1 126 

loe 

71 

168 

91 

72 

54 

152 

48 

106 

64 

119 

169 

132 

275 

120 

151 

53 

205 

83 

130 

173 

205 

557 

259 

864 

555 

497 

295 

667 

367 

403 

410 

497 

446 

189 

809 

383 

553 

284 

953 

902 

391 

798 

305 

79 

46 

246 

73 

84 

224 

733 

512 

64 

259 

93 

35 

19 

51 

22 

36 

45 

115 

92 

9 

71 

33 

15 

3 

76 

16 

12 

36 

166 

ea 

17 

48 

26 

14 

20 

67 

25 

24 

97 

279 

184 

18 

67 

24 

15 

4 

52 

10 

12 

46 

173 

148 

20 

73 

10 

79 

46 

246 

73 

84 

224 

733 

512 

64 

259 

93 

42 

16 

110 

6 

36 

61 

131 

180 

B 

137 

46 

37 

30 

136 

65 

46 

163 

602 

332 

56 

122 

47 

CHISAGO 

CLAY 

CLEAR- 

WATER 

COOK 

COTTON- 

WOOD 

CROW 

WING 

DAKOTA 

DODGE 

DOUGLAS 

FARI- 

BAULT 

FILLMORE FI 

1 505 

1 843 

1 207 

21 

1 836 

971 

1 581 

1 628 

2 043 

2 339 

2 775 

84 

117 

85 

5 

85 

50 

66 

72 

127 

! 76, 

128 

499- 

457 

317 


419 

273 

335 

473 

511 

564 i 

726 

233 

284 

213 

! 4 

347 

166 

219 

274 

381 

510 

535 

288 

362 

236 

4 

3B7 

152 

342 

258 

326 

459 

461 

196 

260 

144 


264 

112 

200 

237 

266 

333 

355 

110 

171 

60 

... 

150 

98 

171 

159 

211 

232 

243 

63 

107 

68 1 

... 

no 

68 

115 

65 

137 

95 

192 

32 

65 

84 

... 

74 

52 

133 

90 

82^ 

70 

135 

3.2 

3.7 

3.4 

... 

3,7 

3.5 

4.0 

3.5 

3.5 

3,5 

3.5 

3.2 

3.7 

3,4 

. • ■ 

3,3 

3.5 

3,9 

3.4 

3.5 

3.2 

3.4 


3.8 


. • ■ 

4.3 

. • • 

4.7 

3.8 


4.1 

3.9 

1 424 

1 613 

944 

21 

1 707 

851 

1 404 

1 510 

1 857 

2 211 

2 583 

81 

230 

263 

... 

129 

120 

177 

118 

186 

128 

192 

1 425 

1 534 

1 141 

17 

1 259 

932 

i 359 

1 336 

1 058 

1 524 

2 232 

134 

176 

104 

4 

72 

106 

148 

136 

171 

74 

253 

199 

163 

90 


120 

115 

190 

219 

165 

126 

346 

514 

655 

466 

8 

523 

396 

501 

564 

742 

530 

776 

578 

540 

481 

5 

544 

315 

520 

417 

780 

794 

857 

80 

309 

66 

4 

577 

39 

222 

292 

, , 185 

815 

543 

9 

96 

26 


112 

24 

73 

93 

29 

183 

162 

26 

51 

7 

4 

140 

10 

32 

57 

24 

186 

1 123 

25 

112 

22 


209 

* f . 

62 

. 72 

57 

297 

144 

20 

50 

11 

. • * 

116 

5 

55 

70 

i 75 

149 

1 114 

. 60 

309 

66 

4 

577 

39 

222 

1 292 

1 105 

; 81* 

> 543 

. 39 

63 

14 

. • • 

118 

1 29 

i 102 

! lie 

J 71 

26: 

> 107 

, 41 

246 

52 

4 

459 

f 10 

i 12C 

1 17i 

\ loe 

1 65J 

> 436 


CHIPPEWA 


ALL OCCUPIED UNITS 
PERSONS 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS. ....... 

7 PERSONS 

8 PERSONS OR MORE. . . . 
MEDIANt 

ALL OCCUPIED 

OWNER. ....... 

RENTER 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1956 TO MARCH I960 
1954 TO 1957 . . . 
1940 TO 1953 , . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1956 TO MARCH I960 
1954 TO 1957 , . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENT status 


RENTER OCCUPIED 
RENT PAID. «... 
NO CASH RENT , . . 


44 

339 

275 

250 

277 

184 

85 

92 

4.0 

3.6 

4.5 


389 

157 


019 

62 

127 

41B 

412 

527 

81 

133 

184 

129 


527 

133 

394 


SUBJECT 


freeborn 


ALL OCCUPIED UNITS 
PERSONS 

1 PERSON . • ' 

2 PERSONS. . . 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

a PERSONS OR MOKE. . . . 
MED I AN I 

ALL OCCUPIED 

OWNER 

RENTER 


PERSONS PER ROOM 


1.00 OR LESS 
llOl OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED . 
1958 TO MARCH 1960 , 
1954 TO 1957 . . . . 
1940 TO 1953 . . • . 

1939 OR EARLIER. . . 

RENTER OCCUPIED. 
1950 TO MARCH 1960 . 
1954 TO 1957 . . . . 

1940 TO 1953 * • . . 
1939 OR EARLIER. . . 


RENT STATUS 


RENTER OCCUPIED. 

RENT PAID. 

NO CASH RENT . . . . 


148 

779 

497 

561 

424 

263 

124 

73 

3.5 

3.4 

4.0 


2 693 
176 


2 253 
182 
279 
948 
644 

616 

173 

156 

172 

115 


616 

221 

395 
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State and Small Areas 


Table 34. — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


subject 

GOODHUE 

GRANT 

HENNEPIN 

HOUSTON 

HUBBARD 

ISANTI 

ITASCA 

JACKSON 

KANABEC 

KANDI- 

YOHI 

KITTSON 

KOOCHI- 

CHING 

ALL OCCUPIED UNITS . • 

2 643 

1 191 

1 477 

1 544 

727 

1 444 

1 062 

2 155 

1 261 

2 399 

1 022 

563 

PERSONS 













1 PERSON 

101 

57 

92 

35 

64 

73 

71 

106 

88 

114 

67 

52 

2 PERSONS . . . 

588 

245 

374 

379 

177 

434 

314 

511 

347 

627 

226 

134 

3 PERSONS 

566 

249 

252 

287 

177 

319 

156 

410 

236 

394 

178 

136 

4 PERSONS 

499 

226 

246 

246 

83 

165 

185 

464 

203 

411 

184 

61 

5 PERSONS 

361 

166 

171 

178 

74 

208 

130 

320 

175 

318 

181 

50 

6 PERSONS 

226 

136 

162 

177 

56 

139 

111 

177 

120 

299 

100 

64 

7 PERSONS 

134 

48 

69 

102 

56 

48 

52 

104 

40 

142 

44 

29 

8 PERSONS OK MOKE 

168 

64 

ill 

140 

40 

58 

43 

63 

52 

94 

40 

37 

MEDIAN! 













ALL OCCUPIED 

3.6 

3.7 

3.6 

3.8 

3.2 

3.2 

3.4 

3.6 

3.3 

3.7 

3.7 

3.2 

OWNER 

3.5 

3.6 

3.5 

3.7 

3.2 

3.2 

3,4 

3.2 

3.3 

3.4 

3.6 

3.3 

RENTER 

4.2 

... 

... 

4.3 

... 

.. , 

... 

4.2 

... 

4.6 

,,, 

... 

PERSONS PER ROOM 













1.00 OR LESS 

2 431 

1 104 

1 328 

1 350 

589 

1 343 

864 

2 006 

1 141 

2 171 

913 

441 

1.01 OR MORE 

212 

87 

149 

194 

138 

101 

198 

149 

120 

228 

109 

122 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED ... 

2 139 

1 021 

1 307 

1 232 

681 

1 379 

997 

1 381 

1 178 

1 980 

923 

526 

1958 TO MARCH I960 

179 

74 

123 

108 

65 

113 

107 

120 

151 

156 

40 

56 

1954 TO 1957 

360 

122 

139 

127 

90 

216 

125 

159 

164 

210 

116 

65 

1940 TO 1953 

681 

371 

501 

433 

342 

503 

424 

493 

492 

836 

308 

224 

1939 OR EARLIER. ... 

919 

454 

544 

614 

184 

547 

341 

609 

371 

778 

459 

181 

RENTER OCCUPIED 

504 

170 

170 

262 

46 

65 

65 

774 

83 

419 

99 1 

37 

1958 TO MARCH 1960 

83 

31 

52 

64 

20 

17 

5 

195 

16 

119 

16 

B 

1954 TO 1957 

120 

32 

27 

47 

11 

a . « 

17 

IBS 

16 

69 

23 

4 

1940 TO 1953 ..... 

157 

65 

46 

72 

10 

20 

18 

263 

40 

151 

32 

12 

1939 OR EARLIER 

144 

42 

45 

79 

5 

28 

25 

128 

11 

80 

28 

13 

RENT STATUS 













RENTER OCCUPIED 

504 

170 

170 

262 

46 

65 

65 

774 

63 

419 

99 

37 

RENT PAID 

201 

70 

35 

94 

10 

12 

9 

279 

12 

228 

4 

12 

NO CASH RENT 

303 

100 

135 

168 

36 

53 

56 

495 

71 

191 

95 

25 




LAKE 










SUBJECT 

LAC OUI 

LAKE 

OF THE 

LE SUEUR ; 

LINCOLN 

LYON 

MC LEOD 

MAHNOMEN 

MARSHALL 

MARTIN 

MEEKER 

MILLS 


PARLE 


WOODS 









LACS 

ALL OCCUPIED UNITS . 

1 778 

81 

455 

1 875 

1 360 

1 700 

2 265 

758 

2 050 

2 412 

2 280 

1 492 

PERSONS 













1 PERSON 

72 

6 

39 

113 

62 

93 

86 

25 

121 

77 

91 

84 

2 PERSONS 

411 

26 

157 

416 

332 

345 

467 

136 

507 

686 

532 

398 

3 PERSONS 

302 

17 

94 

397 

292 

274 

479 

138 

362 

507 

457 

278 

4 PERSONS. * . 

316 

13 

56 

316 

199 

326 

431 

147 

346 

488 

380 

241 

5 PERSONS i 

260 

... 

54 

231 

192 

235 

386 

91 

316 

331 

312 

171 

6 PERSONS i 

218 

4 

1 22 

143 

147 

193 

163 

86 

187 

190 

201 

IIB 

7 PERSONS 

106 

5 

12 

109 

80 

139 

161 

49 

94 

92 

148 

92 

8 PERSONS OR MORE 

93 

S 

21 

150 

56 

95 

92 

84 

97 

41 

159 

110 

MEDIAN! 













ALL OCCUPIED 

3.B 

* . . 

2,8 

3.5 

3.5 

3.9 

3.7 

4,0 

3.5 

3,4 

3,7 

3.4 

OWNER. 

3.6 

. • • 

2.8 

3.4 

3.3 

3,5 

3,6 

3.9 

3.6 

3,0 

3.4 

3.4 

RENTER 

4.4 

... 

... 

4.3 

4.4 

4.4 

4,3 



3.8 

4.5 


PERSONS PER ROOM 













1.00 OR LESS 

1 655 

73 

377 

1 654 

1 229 

1 507 

2 123 

538 

1 762 

2 330 

2 031 

1 275 

1.01 OR MORE 

123 

8 

78 

221 

131 

193 

142 

220 

288 

82 

249 

217 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

1 245 

70 

439 

1 609 

1 084 

1 046 

1 873 

681 

1 918 

1 459 

1 909 

1 419 

1958 TO MARCH I960 . . 

63 

i . . 

30 

143 

92 

54 

77 

45 

95 

128 

116 

112 

1954 TO 1957 ... 

77 

15 

78 

199 

107 

98 

193 

95 

136 

139 

209 

241 

1940 TO 1953 

534 

20 

211 

404 

457 

496 

577 

340 

742 

524 

770 

631 

1939 OR EARLIER 

571 

35 

120 

863 

428 

398 

1 026 

201 

945 

668 

814 

435 

RENTER OCCUPIED 

533 

11 

16 

266 

276 

654 

392 

77 

132 

953 

371 

73 

1958 TO MARCH 1960 

107 

. . . 

... 

72 

50 

163 

84 

13 

31 

181 

77 

13 

1954 TO 1957 ... 

125 

8 

4 

22 

72 

142 

63 

22 

30 

204 

60 

28 

1940 TO 1953 

204 

3 

a 

63 

100 

231 

102 

29 

20 

363 

151 

16 

1939 OR EARLIER 

97 

... 

4 

109 

54 

118 

143 

13 

51 

205 

83 

16 

RENT STATUS 













RENTER OCCUPIED 

533 

11 

16 

266 

276 

654 

392 

77 

132 

953 

371 

73 

RENT PAID. 

20 

. • • 

4 

92 

100 

271 

251 

35 

34 

296 

179 

33 

NO CASH RENT 

513 

11 

12 

174 

176 

383 

141 

42 

98 

657 

192 

40 
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Table 34. — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

MORRISON 

MOWER 

MURRAY 

NICOLLET 

NOBLES 

NORMAN 

OLMSTED 

OTTER 

TAIL 

PENN- 

INGTON 

PINE 

PIPE- 

STONE 

POLK 

POPE 

ALL OCCUPIED UNITS 

2 658 

2 445 

1 945 

1 509 

2 111 

1 623 

2 234 

5 564 

1 021 

2 091 

1 214 

3 138 

1 534 

PERSONS 














1 PERSON 

129 

132 

103 

31 

88 

90 

84 

343 

54 

205 

48 

173 

70 

2 PERSONS 

456 

, 641 

387 

241 

396 

441 

559 

1 249 

212 

624 

218 

722 

409 

3 PERSONS * , , . . 

443 

430 

317 

286 

327 

357 

389 

1 073 

223 

340 

202 

609 

268 

4 PERSONS 

420 

432 

344 

233 

375 

272 

381 

950 

178 

326 

248 

565 

275 

5 PERSONS 

357 

296 

319 

256 

316 

199 

301 

811 

133 

240 

219 

434 

230 

6 PERSONS 

307 

252 

213 

205 

27B 

117 

249 

570 

93 

146 

149 

348 

176 

7 PERSONS 

196 

109 

■ 112 

96 

195 

92 

122 

272 

69 

108 

45 

134 

64 

8 PERSONS OK MORE . . . . 

348 

153 

150 

161 

136 

55 

149 

296 

59 

102 

85 

153 

42 

MEDIAN! 














ALL OCCUPIED 

4.2 

3.5 

4.0 

4.3 

4.2 

3.3 

3.7 

3,6 

3.6 

3.1 

4,1 

3,6 

3.6 

OWNER 

4.2 

3.4 

3.5 

4.3 

3.7 

3.2 

3.7 

3.6 

3,5 

3.1 

3.5 

3.6 

3.5 

RENTER 

... 

4.2 

4.5 

4.6 

4.8 

3.6 

3.8 

4.3 

... 

... 

4.5 

3.7 

... 

PERSONS PER ROOM 














i.OO OR LESS 

2 138 

2 231 

1 752 

1 312 

1 870 

1 497 

2 011 

4 931 

859 

1 828 

1 098 

2 775 

1 412 

i.Ol OR more 

520 

214 

193 

197 

241 

126 

223 

633 

162 

263 

116 

363 

122 

YEAR MOVED INTO UNIT 














OWNER OCCUPIED 

2 550 

2 032 

1 197 

1 184 

1 233 

1 387 

1 720 

5 065 

975 

1 956 

714 

2 792 

1 337 

1958 TO MARCH 1960 

195 

178 

78 

61 

132 

no 

211 

366 

71 

198 

80 

183 

74 

1954 TO 1957 ............... 

280 

357 

110 

160 

158 

119 

236 

487 

108 

264 

50 

263 

157 

1940 TO 1953 

1 051 

868 

466 

393 

474 

472 

588 

2 064 

436 

702 

389 

1 067 

541 

1939 OR EARLIER 

1 024 

629 

543 

550 

469 

686 

635 

2 148 

358 

792 

195 

1 279 

565 

RENTER OCCUPIED 

108 

413 

748 

325 

878 

236 

514 

499 

48 

135 

500 

346 

197 

1958 TO MARCH I960 

14 

118 

200 

77 

221 

42 

144 

124 

17 

26 

122 

74 

27 

1954 TO 1957 

13 

91 

150 

24 

227 

46 

120 

116 

11 

24 

123 

97 

35 

1940 TO 1953 

26 

123 

290 

97 

321 

66 

142 

131 

15 

27 

173 

76 

80 

1939 OR EARLIER. * • • p 

55 

61 

100 

127 

109 

60 

108 

128 

5 

58 

82 

99 

55 

RENT STATUS 














RENTER OCCUPIED 

108 

413 

748 

325 

878 

236 

514 

499 

48 

135 

500 

346 

197 

RENT PAID 

43 

212 

B4 

144 

311 

91 

119 

184 

33 

46 

361 

50 

121 

NO CASH RENT 

65 

201 

664 

101 

567 

145 

395 

315 

15 

89 

139 

296 

76 

SUBJECT 

RAMSEY 

RED LAKE 

REDWOOD 

RENVILLE 

RICE 

ROCK 

ROSEAU 

ST 

SCOTT 

SHER- 

SIBLEY 

STEARNS 

STEELE 









LOUIS 


BURNE 




ALL OCCUPIED UNITS 

75 

779 

2 363 

2 885 

2 024 

1 224 

1 691 

1 531 

1 333 

869 

2 049 

4 222 

1 808 

PERSONS 







! 







1 PERSON . . - 


48 

102 

126 

72 

24 

142 

103 

44 

86 

72 

201 

79 

2 PERSONS 

32. 

129 

498 

604 

488 

257 

409 

388 

212 

270 

467 

576 

423 

3 PERSONS 

B 

141 

456 

592 

357 

162 

340 

289 

285 

146 

372 

662 

326 

4 PERSONS 

... 

133 

384 

586 

345 

265 

249 

254 

256 

133 

445 

583 

266 

5 PERSONS 

4 

121 

369 

396 

320 

187 

240 

201 

160 

97 

302 

517 

291 

6 PERSONS 

11 

77 

227 

274 

220 

1 159 

142 

129 

167 

53 

228 

555 

204 

7 PERSONS. . . 

4 

56 

128 

122 

97 

76 

64 

89 

84 

32 

80 

390 

119 

8 PERSONS OR MORE 

16 

74 

199 

105 

125 

! 94 

105 

78 

125 

50 

83 

738 

BO 

MEDIANi 














ALL OCCUPIED 

• • • 

4.0 

3.8 

3.7 

3,8 

4.1 

3.4 

3.4 

4,0 

3.0 

3.8 

4.7 

3.B 

OWNER. . . 

. • • 

4.0 

3,4 

3.4 

3.7 

3.8 

3.3 

3.5 

3.9 

3.0 

3.7 

4.6 

3.7 

RENTER 

... 

... 

4.6 

4.1 

4.1 

4,4 

... 

... 

4.2 

... 

3.9 

4.B 

4.1 

PERSONS PER ROOM 














1.00 OR LESS 

63 

622 

2 141 

2 592 

1 826 

1 103 

1 412 

1 300 

1 172 

783 

1 922 

3 352 

1 648 

i‘.oi OR more 

12 

157 

222 

293 

198 

121 

279 

231 

161 

86 

127 

870 

160 

YEAR MOVED INTO UNIT 














OWNER OCCUPIED ..... . . 

75 

729 

1 470 

1 1 982 

1 699 

593 

1 585 

1 465 

1 132 

814 

1 704 

3 730 

1 492 

1958 TO MARCH 1960 

• . • 

52 

104 

! 144 

136 

69 

128 

89 

66 

73 

124 

210 

146 

1954 TO 1957 

12 

61 

162 

182 

222 

80 

147 

235 

101 

129 

170 

375 

191 

1940 TO 1953 

23 

343 

49S 

727 

581 

234 

•660 

517 

409 

333 

574 

1 300 

518 

1939 OR earlier. . . 

40 

273 

709 

929 

760 

210 

650 

624 

554 

279 

836 

1 845 

637 

RENTER OCCUPIED 


50 

893 

903 

325 

631 

106 

66 

201 

55 

345 

492 

316 

1958 TO MARCH 1960 


18 

229 

167 

84 

148 

26 

28 

48 

12 

75 

95 

72 

1954 TO 1957 


8 

100 

207 

72 

148 

29 

20 

36 

14 

64 

112 

64 

1940 TO 1953 


20 

286 

307 

64 

222 

29 

6 

43 

7 

100 

139 

88 

1939 OR earlier 


4 

198 

222 

105 

113 

22 

10 

74 

22 

106 

146 

92 

RENT STATUS 














RENTER OCCUPIED 


50 

893 

903 

325 

631 

106‘ 

66 

201 

55 

345 

492 

316 

RENT PAID 

. . . 

26 

64 

280 

148 

298 

25 

20 

133 

10 

234 

266 

192 

NO CASH RENT 


24 

829 

623 

177 

333 

81 

46 

68 

45 

111 

226 

124 
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State and Small Areas 


Table 34. — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

STEVENS 

SWIFT 

! 

TODD 

TRAVERSE 

WABASHA 

WADENA 

WASECA 

WASH- 

INGTON 

WATON- 

WAN 

WILKIN 

WINONA 

WRIGHT 

YELLOW 

MEDI- 

CINE 

ALL OCCUPIED UNITS 

1 126 

1 527 

3 115 

881 

1 472 

1 192 

1 574 

1 322 

1 452 

i 031 

1 748 

3 349 

1 852 

PERSONS 







1 







1 PERSON 

36 

72 

191 

31 

45 

78 

76 

04 

37 

46 

72 

186 

48 

2 PERSONS 

228 

356 

815 

166 

329 

272 

329 

316 

399 

249 

343 

865 

404 

3 PERSONS 

1 167 

1 299 

1 638 

167 

238 

246 

280 

283 

290 

125 

357 

501 

436 

4 PERSONS 

1 228 

' 236 

! 467 

129 

244 

I7b 

259 

180 

272 

197 

276 

554 

307 

5 PERSONS 

139 

208 

■ 439 

170 

243 

154 

278 j 

136 

194 

201 

253 

470 

300 

6 PERSONS 

147 

194 

229 

69 

161 

102 

204 

145 

122 

115 

199 

316 

177 

7 PERSONS. 

86 

1 86 

1 162 

61 

76 

1 59 

67 

87 

77 

45 

105 

185 

101 

B PERSONS OR MORE 

95 

! 76 

174 

88 

136 

! 103 

81 

91 

61 

53 

143 

272 

79 

MEDIAN! 














ALL OCCUPIED 

4.1 

3.7 

3.4 

4.1 

4,0 

3.5 

3.9 

3,4 

3.5 

4.0 

3.9 

3,7 

3.6 

OWNER 

3.9 

1 3.4 

3.4 

3.7 

4.1 

3.5 

3.7 

3,4 

3.2 

4,0 

3.9 

3.6 

3.3 

RENTER 

4.8 

1 4.6 

3,2 

4.7 

3.6 

. . . 

4.5 

• • . 

4.1 

4.1 

3.9 

4,2, 

4.4 

PERSONS PER ROOM 














1.00 OR LESS 

958 

1 349 

2 770 

731 

1 320 

i 008 

1 473 

1 165 

1 378 

940 

1 627 

2 917 

1 738 

1.01 OR MORE . . . . 

168 

178 

345 

150 

152 

184 

101 ' 

157 

74 

83 

121 

432 

114 

YEAR MOVED INTO UNIT 














OWNER OCCUPIED 

890 

1 220 

2 866 

617 

1 258 

1 IIB 

1 231, 

1 208 

985 

811 

1 428 

3 019 

1 260 

1958 TO MARCH 1960 

84 

89 

257 

32 

112 

88 

1151 

145 

68 

68 

131 

321 

91 

1954 TO 1957 

121 

128 

402 

107 

156 

196 

152 1 

187 

111 

93 

196 

353 

105 

1940 TO 1953 

350 

484 

1 249 

279 

462 

553 

399 

385 

345 

381 

480 

1 170 

490 

1939 OR EARLIER . 

335 

519 

958 

199 

528 

281 

565 

491 

461 

269 

621 

1 175 

574 

RENTER OCCUPIED 

236 

307 

249 

264 

214 

74 

343 

114 

467 

220 

320 

330 

592 

195B TO MARCH 1960 . 

56 

50 

88 

27 

47 

24 

91 

44 

114 

33 

99 

55 

168 

1954 TO 1957 

53 

96 

56 

59 

32 

20 

90 

14 

102 

54 

66 

80 

106 

1940 TO 1953 

88 

88 

59 

116 

83 

21 

117 

45 

156 

90 

75 

92 

186 

1939 OR EARLIER. 

39 

65 

46 

62 

52 

9 

45 

11 

95 

43 

80 

103 

132 

RENT status 











j 



RENTER OCCUPIED 

236 

307 

249 

264 

214 

74 

343 

114 

467 

220 

320! 

330 

592 

RENT PAID 1 

89 

127 

124 

27 

86 

17 

167 

25 

90 

49 

143 

192 

108 

NO CASH RENT 1 

147 

180 

125 

237 

128 

57 

176 

89 

377 

171 

1771 

138 

484 
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Table 35. — Source of Water and Sew^e Disposal, for Counties: 1960 

[Based on sample; see text] 


COUNTY 

ALL 

HOUSING 

UNITS 

TOTAL^ 

SOURCE OF WATER 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

INDIVIDUAL 

WELL 

OTHER 

THE STATE 

1 119 

271 

807 

113 

364 

180 

404 610 

38 

323 


7 

922 

7 

922 

1 

107 

5 766 

1 

049 

ANOKA 

23 

193 

23 

188 

11 

814 

11 144 


230 


10 

844 

10 

844 

2 

311 

7 449 

1 

084 

BELTRAMI 

9 

420 

9 

420 

2 

371 

5 680 

1 

369 


4 

804 

4 

804 

2 

286 

2 396 


122 

BIG STONE 

3 

014 

3 

014 

1 

644 

1 033 


337 

BLUE EARTH. . . 

13 

542 

13 

542 

e 

976 

4 274 


290 

BROWN 

8 

310 

e 

283 

5 

552 

2 602 


129 

CARLTON 

8 

641 

8 

641 

4 

147 

3 993 


501 

carver 

6 

250 

6 

250 

2 

460 

3 655 


135 

CASS * 

12 

604 

,12 

604 

1 

027 

8 704 

2 

873 

CHIPPEWA 

5 

313 

5 

313 

3 

049 

2 126 


138 

CHISAGO 

5 

2B2 

5 

282 

1 

513 

3 595 


174 

CLAY * 

11 

225 

11 

225 

7 

997 

2 910 


318 

CLEARWATER. 

3 

256 

3 

256 


592 

2 220 


444 

COOK 

2 

067 

2 

067 


447 

1 087 


533 

COTTONWOOD 

5 

175 

5 

175 

2 

164 

2 900 


111 

CROW WING 

18 

290 

IB 

290 

6 

402 

10 753 

1 

135 

DAKOTA 

21 

554 

21 

532 

14 

006 

7 308 


218 

DODGE ............ . 

4 

008 

4 

008 

1 

853 

2 122 


33 

DOUGLAS 

8 

542 

3 

542 

2 

987 

5 165 


390 

FARIBAULT 

7 

622 

7 

622 

4 

529 

2 965 


128 

FILLMORE 

7 

673 

7 

673 

3 

677 

3 772 


224 

FREEBORN. ..... 

11 

875 

11 

875 

6 

854 

4 769 


252 

GOODHUE . 

10 

559 

10 

559 

6 

051 

4 320 


188 

GRANT . 

3 

026 

3 

026 

1 

334 

1 458 


234 

HENNEPIN 

271 

784 

98 

605 

33 

818 

63 540 

1 

247 

HOUSTON 

5 

001 

5 

001 

2 

506 

2 324 


171 

HUBBARD 

6 

529 

6 

529 

1 

221 

4 759 


549 

ISANTI. 

4 

404 

4 

404 


923 

3 384 


97 

ITASCA - 

15 

675 

15 

675 

5 

859 

7 592 

2 

224 

JACKSON 

4 

954 

4 

954 

2 

155 

2 669 


130 

KANABEC 

3 

268 

3 

268 


780 

2 271 


217 

KANDIYOHI 

10 

106 

10 

106 

4 

791 

4 955 


360 

KITTSON ....... 

2 

922 

2 

922 


934 

898 

1 

090 

KOOCHICHING 

5 

876 

5 

876 

3 

123 

1 428 

1 

325 

LAC QUI PARLE 

4 

214 

4 

214 

1 

795 

2 186 


233 

LAKE. 

5 

821 

5 

821 

2 

863 

2 101 


857 

LAKE OF THE WOODS 

2 

047 

2 

047 


665 

900 


482 

LE SUEUR 

6 

818 

6 

Bie 

3 

418 

3 065 


335 

LINCOLN «.*•»• 

3 

122 

3 

122 

i 

172 

1 403 


547 

LYON. * • . « 

6 

830 

6 

830 

4 

193 

2 397 


240 

MC LEOD 

7 

469 

7 

469 

4 

259 

3 140 


70 

MAHNOMEN 

2 

104 

2 

104 


429 

1 410 


265 

MARSHALL 

4 

674 

4 

674 

L 

795 

2 188 


691 

MARTIN. ..... I ... * 

8 

562 

8 

562 

5 

320 

3 153 


89 

MEEKER 

6 

207 

6 

207 

2 

481 

3 574 


152 

MILLE LACS 

5 

417 

! s 

417 

1 

281 

3 720 


408 

MORRISON 

8 

448 

a 

448 

2 

179 

5 883 


306 

MOWER 

14 

481 

14 

481 

10 

267 

4 089 


125 

MURRAY. . • . 

4 

304 

4 

384 

1 

819 

2 249 


316 

NICOLLET 

5 

897 

S 

697 

3 

833 

1 951 


113 

NOBLES. . . 

6 

913 

6 

913 

3 

887 

2 806 


220 

NORMAN 

3 

824 

3 

624 

1 

436 

2 186 


202 

OLMSTED • 

20 

000 

20 

008 

14 

359 

5 517 


132 

OTTER TAIL 

20 

121 

20 

121 

6 

151 

12 886 

1 

084 


4 

040 

4 

040 

2 

398 

1 459 


183 

PINE 

6 

502 

6 

502 

1 

378 

4 615 


509 

PIPESTONE 

4 

255 

4 

255 

2 

598 

1 562 

1 

95 

POLK 

12 

159 

12 

159 

6 

260 

4 652 

247 


4 

527 

4 

527 

1 

404 

2 704 


419 

RAMSEY. . . • 

130 

468 

28 

144 

8 

432 

19 477 


235 

RED LAKE 

1 

785 

1 

785 


699 

995 


91 

REDWOOD 

6 

730 

6 

730 

3 

440 

3 084 


206 

RENVILLE • 

7 

135 

7 

135 

3 

508 

3 479 


148 

RICE. * • 

10 

574 

10 

574 

6 

521 

3 738 


315 

rock. * 

3 

512 

3 

512 

1 

750 

1 644 


lie 

ROSEAU 

4 

151 

4 

151 

1 

052 

2 660 


439 

ST LOUIS 

81 

522 

44 

921 

25 

796 

15 374 

3 

i 751 

SCOTT 

6 

146 

6 

146 

3 

266 

2 736 


144 

SHERBURNE 

4 

664 

4 

664 

1 

009 

3 421 


154 

SIBLEY 

4 

769 

4 

769 

2 

201 

2 499 


69 

STEARNS 

21 

395 

21 

395 

9 

969 

10 991 


435 

STEELE 

7 

698 

7 

698 

5 

100 

2 563 


35 

STEVENS 

3 

324 

3 

324 

1 

924 

1 320 


80 

SWIFT 

4 

656 

4 

656 

2 

393 

2 132 


131 

TODD 

a 

218 

8 

210 

2 

037 

5 875 


306 

TRAVERSE 

2 

484 

2 

484 

1 

222 

1 180 


82 

WABASHA 

5 

208 

5 

208 

2 

943 

2 188 


77 


3 

943 

3 

943 

1 

677 

2 053 


213 


5 

071 

5 

071 

2 

992 

1 986 


93 

WASHINGTON. 

16 

111 

16 

111 

6 

705 

8 731 


595 

WATONWAN 

4 

465 

4 

465 

a 

396 

2 018 


51 

WILKIN 

3 

071 

3 

071 

1 

640 

1 346 


85 

WINONA 

12 

516 

12 

516 

8 

450 

3 807 


259 

WRIGHT. .*.•••■•... 

11 

200 

11 

200 

3 

556 

7 076 


568 

YELLOW MEDICINE . . 

5 

081 

5 

081 

2 

440 

2 447 


194 


^ EXCLUDES UNITS IN PLACES OF 50,000 INHABITANTS OR MORE I SEE TEXT. 


SEWAGE DISPOSAL 


PUBLIC 

SEWER 


355 923 
716 
10 318 
2 321 
2 391 
2 323 

1 377 
8 364 
5 446 

4 036 

2 326 

813 
2 763 

1 3 IS 
7 086 

583 

398 

2 322 

5 376 
13 115 

1 719 

2 522 

3 962 

3 117 
5 492 
5 784 

1 185 
49 519 

2 157 
788 

1 011 

5 064 
1 908 
805 

4 412 
711 

2 391 

1 415 

2 589 
543 

2 764 

1 189 

3 925 

3 866 
350 

1 007 

4 318 

2 268 
1 371 
1 941 

10 049 

1 648 
3 427 
3 586 

1 143 
13 927 

5 719 

2 242 
1 220 

2 399 

5 749 

1 268 
13 672 
617 

3 278 
2 554 

6 112 

1 326 
742 

23 971 

2 933 

905 
1 957 
10 382 

4 831 

1 879 

2 072 
2 088 
1 000 

2 633 

1 604 

2 920 

3 996 

2 450 

1 423 
8 512 

3 001 

2 243 


SEPTIC 

TANK 

OR 

CESSPOOL 


313 

31B 

3 

049 

11 

775 

4 

420 

3 

753 

1 

510 


927 

3 

709 

1 

943 

2 

679 

3 

159 

6 

162 

1 

517 

2 

341 

2 

351 


015 


993 

2 

045 

6 

761 

7 

537 

1 

591 

4 

237 

2 

882 

2 

949 

5 

092 

3 

567 

1 

202 

46 

905 

1 

823 

3 

420 

2 

085 

S 

888 

2 

079 

1 

186 

4 

420 

1 

073 

1 

517 

1 

764 

1 

896 


506 

2 

578 

1 

115 

1 

899 

2 

641 


686 

1 

771 

3 

367 

2 

990 

2 

373 

3 

539 

3 

517 

1 

687 

1 

078 

2 

433 

1 

HTQ 

5 

003 

B 

357 


976 

2 

438 

1 

223 

2 

971 

2 

103 

13 

901 


481 

2 

436 

3 

532 

2 

958 

1 

577 

1 

406 

12 

780 

2 

442 

2 

; 341 

2 

; 041 

7 

547 

2 

: 091 


962 
1 709 
3 532 
848 
1 828 
1 268 

1 543 
10 460 

1 450 
1 128 

2 912 
5 608 
1 906 


OTHER 

OR 

NONE 


137 

872 

4 

157 

1 

095 

4 

095 

3 

276 


971 


710 

1 

469 


894 

1 

926 


765 

5 

609 

1 

033 

1 

623 


988 

1 

858 


676 


808 

4 

153 


680 


698 

1 

783 


778 

1 

607 

1 

291 

1 

208 


639 

2 

181 

1 

021 

2 

321 

1 

308 

4 

723 


967 

1 

277 

1 

274 

1 

130 

1 

968 

1 

035 

1 

336 


998 

1 

476 


Bia 

1 

006 


962 

1 

068 

1 

896 


B77 


949 

1 

673 

2 

968 


915 

1 

049 


592 


894 

1 

311 

1 

078 

6 

045 


822 

2 

844 


633 

3 

439 

1 

156 


571 


687 

1 

016 

1 

049 

1 

504 


609 

2 003 

0 170 
771 

1 338 
771 

3 466 
776 
483 
795 

2 598 
556 
747 

1 071 

608 
1 655 
565 
520 

1 092 

2 511 
932 


25-112 


State and Small Areas 


Table 36. — Characteristics of Housing Units With Nonwhite Household Heads, 
FOR Places With 100 to 400 Such Units: I960 
[Data shown for places of 2,500 inhabitants or more. “U" denotes an unincorporated place] 


Tenure 

(Condition ;uul 
Plumbiivu 


1Uk)Mis 

Persons 

Persons per Koiuu 


ALL OCCUPIED UNITS. 
TENURE 


OWNER OCCUPIED. 
RENTER OCCUP I ED 


CONDITION AND PLUMBING 


SOUND 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 
DILAPIDATED . 


92 

198 


124 

98 

26 

111 

66 

45 

55 


ROOMS 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE, . . 

MEDIAN 


DULUTH 

SUnjECT 


PERSONS 

41 


17 


38 


63 


59 

5 PERSONS 

38 


18 


1 6 
4.3 

PERSONS PER room 


0.50 OR LESS 








1.51 OR MORE . . . . 


71 

60 

50 

31 

45 

2.W 


83 

45 

107 

35 

20 


Table 37. — Characteristics of Housing Units With Nonwhite Household Heads, 

FOR SMSA’s With 400 to 2,000 Such Units: I960 
[Data shown for places of 2,500 inhabitants or more. Some data based on sample ; see text. “U” denotes an unincorporated place] 


Tenure 

Condition Ik. Plumb. 
Water Supply 
Toilet Rtciliclcs 
Baching RiciliticN 
Rooms 


Units m Structure 
Ycat Struct. Built 
Pcrwnis 

PciMJiis iHrr H(x»m 

Value 

Crrotts Kent 


SUBJECT 

DULUTH- 

SUPERIOR 

SMSA 

SUBJECT 

DULUTH- 

SUPERIOR 

SMSA 

SUBJECT 

UULUTH- 

SHPKRIOR 

SMSA 

ALL OCCUPIED UNITS 

500 

ROOMS 


PERSONS PER ROOM 


TENURE 


1 ROOM. .... 

86 

0.50 OR LESS 

92 



2 ROOMS ... 

22 

0.51 TO 0.75 

79 

OWNER OCCUPIED 

193 

3 ROOMS 

96 

0.76 TO 1.00 

209 

RENTER OCCUPIED 

307 

4 ROOMS 

75 

1.01 TO 1.50 

41 



5 ROOMS . • • 

111 

1.51 OR MORE • 

76 

CONDITION AND PLUMBING 


6 ROOMS 

46 





7 ROOMS 

25 

VALUE 


SOUND 

229 

8 ROOMS OR MORE 

36 



WITH ALL PLUMBING FACILITIES 

135 



OWNER OCCUPIED 

161 

LACKING SOME OR ALL FACILITIES , ♦ , . 

94 

UNITS IN STRUCTURE 


LESS THAN $5,000 

66 

DETERIORATING. 

172 



$5,000 TO $9,900 , 

29 

WITH ALL PLUMBING FACILITIES 

92 

1, INCL. TRAILER 

296 

110,000 TO $14,900 

33 

LACKING SOME OR ALL FACILITIES • . . « 

80 

2 

85 

115,000 TO $19,900 

4 

DILAPIDATED 

96 

3 AND 4 

51 

120,000 TO $24,900 

4 



5 OR MORE 

40 

125,000 OR MORE 

5 

WATER SUPPLY 








YEAR STRUCTURE BUILT 


GROSS RENT 


HOT & COLD PIPED WATER INSIDE STRUCTURE. ^ 

359 





ONLY COLD PIPED WATER INSIDE STRUCTURE • 

30 

1955 TO MARCH I960 

40 

RENTER OCCUPIED. ......... 

290 

PIPED WATER OUTSIDE STRUCTURE 


1950 TO 1954 

40 

LESS THAN $20. 

, » * 

NO PIPED WATER 

108 

1940 TO 1949 

12 

120 TO $29 . 

4 



1939 OR earlier 

405 

130 TO $39 

23 

TOILET FACILITIES 




140 TO $49 

14 



PERSONS 


150 TO $59 . . . 

52 

FLUSH TOILET, EXCLUSIVE USE 

323 



16 O TO $79 

86 

FLUSH TOILET, SHARED 

57 

1 PERSON. 

113 

18 O TO $99 

k|5 

OTHER TOILET FACILITIES OR NONE, . . . . 

117 

2 PERSONS 

60 

1100 OR MORE 

25 



3 PERSONS 

102 

NO CASH RENT 

49 

BATHING FACILITIES 


4 PERSONS 

66 





5 PERSONS . . . . 

76 



BATHTUB OR SHOWER, EXCLUSIVE USE . . . . 

298 

6 PERSONS 

7 



BATHTUB OR SHOWER, SHARED 

1 57 

7 PERSONS 

12 



NO BATHTUB OR SHOWER 

142 

8 PERSONS OR MORE 

61 





iVAJLiliJCaUUd 


Table 38. — Characteristics op Housing Units With Nonwhite Household Heads, for SMS As 
AND Places With 2,000 or More Such Units: 1960 
[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure 

Condition 8c Plumb. 
Water Sujjply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Trailer 

Year Structure 
Built 
Persons 

Persons per Room 



MINNE- 

PLACES 


MINNE- 

PLACES 

SUBJECT 

APOLIS- 



SUBJECT 

APOLIS- 



ST PAUL 

MINNE- 



ST PAUL 

MINNE- 



SMSA 

APOLIS 

ST PAUL 


SMSA 

APOLIS 

ST PAUL 

i 

ALL OCCUPIED UNITS 

7 517 

4 48B 

2 600 

UNITS IN STRUCTURE 




TENURE 




It DETACHED * 

2 761 

1 406 

955 





It ATTACHED ' 

280 

121 

140 

OWNER OCCUPIED 

3 182 

1 642 

1 176 

2 

2 161 

1 274 

067 

RENTER OCCUPIED 

4 335 

2 846 

1 424 

3 AND 4 

1 171 

7B0 

386 





5 TO 9 , 

492 

374 

113 

CONDITION AND PLUMBING ' 




10 OR MORE ' 

738' 

537 

196 





TRAILER 

12 

... 

4 

OWNER OCCUPIED 

3 177 

1 626 

1 158 





SOUND 

2 549 

1 311 

692 

YEAR STRUCTURE BUILT 




WITH ALL PLUMBING FACILITIES 

2 513 

1 311 

864 





LACKING SOME OR ALL FACILITIES 

36 

• . • 

28 

ALL UNITS 

7 565 

4 451 

2 636 

DETERIORATING 

516 

241 

236 

1959 TO MARCH 1960 

161 

74 

51 

WITH ALL PLUMBING FACILITIES . 

474 

226 

224 

1955 TO 1958 

314 

97 

100 

LACKING SOME OR ALL FACILITIES .... . 

42 

15 

12 

1950 TO 1954 , . 

355 

152 

95 

DILAPIDATED 

112 

74. 

30 

1940 TO 1949 

239 

76 

71 





1930 TO 1939 ... 

621 

483 

90 

RENTER OCCUPIED. .... 

4 3BB 

a B25 

1 478 

1929 OR earlier. ... 

5 875 

3 569 

2 229 

SOUND 

2 391 

1 491 

845 





WITH ALL PLUMBING FACILITIES 

1 964 

1 257 

664 

OWNER OCCUPIED 

3 177 

1 626 

1 150 

LACKING SOME OR ALL FACILITIES 

427 

234 

181 

1955 TO MARCH I960 . 

287 

78 

72 

DETERIORATING 

i 449 

957 

478 

1950 TO 1954 

1 235 

111 

20 

WITH ALL PLUMBING FACILITIES 

979 

679 

300 

1940 TO 1949 

1 184 

52 

56 

LACKING SOME OR ALL FACILITIES 

470 

278 

178 

1939 OR EARLIER. .... 

2 471 

1 385 

1 010 

DILAPIDATED 

548 

377 

155 









PERSONS 




WATER SUPPLY 




1 PERSON 

1 360 

817 

513 





2 PERSONS 

2 011 

1 217 

690 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

7 373 

4 377 

2 564 

3 PERSONS 

1 256 

764 

402 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

142 

70 

64 

4 PERSONS 

1 1 022 

653 

280 

PIPED WATER OUTSIDE STRUCTURE 

4 

* f . 

• • • 

5 PERSONS 

815 

474 

261 

NO PIPED WATER 

46 

4 

8 

6 PERSONS 

! 479 

236 

201 





7 PERSONS 

286 

147 

134 

TOILET FACILITIES 




B PERSONS OR MORE 

334 

163 

155 





MEDIAN 

2.8 

2.8 

2.8 

FLUSH TOILET 1 EXCLUSIVE USE 

6 522 

3 860 

2 237 





FLUSH TOILET? SHARED ........... 

974 

579 

3B7 

PERSONS PER ROOM 




OTHER TOILET FACILITIES OR NONE. 

69 

12 

12 









0.50 OR LESS 

2 874 

1 640 

1 094 

BATHING FACILITIES 




0.51 TO 0.75 

1 612 

1 020 

520 





0.76 TO 1.00 

1 1 944 

1 217 

572 

BATHTUB OR SHOWER i EXCLUSIVE USE 

6 433 

* 3 811 

2 201 

1.01 TO 1.50 

1 785 

390 

315 

bathtub or SHOWER? SHARED 

982 

SB7 

387 

1.51 OR MORE 

350 

184 

135 

NO BATHTUB OR SHOWER 

150 

53 

48 





ROOMS 








1 ROOM 

424 

304 

106 





2 ROOMS 

521 

314 

192 





3 ROOMS 

1 933 

545 

337 





4 ROOMS. ... 

' 1 435 

865 

491' 





5 ROOMS. 

1 913 

1 093 

623 





6 ROOMS 

1 401 

823 

477 





7 ROOMS. ... 

562 

317 

232 





8 ROOMS OR MORE 

376 

190 

178 





MEDIAN . . 

4.7 

4.7 

4.8 






Tabic 39. — ^Financial Characteristics of Housing Units With Nonwhite Household Heads, 
for SMSA’s and Places With 2,000 or More Sucpi Units: 1960 

[Based on sample; see text. “U” denotes an unincorporated place. Minus (— ) after number indicates median below that number] 


Value 
Gross Rent 


SUBJECt 

MINNE- 
APOLIS- 
ST PAUL 
SMSA 

PLACES 

SUBJECT 

MINNE- 

APOLIS- 

PLACES 

MINNE- 

APOLIS 

ST PAUL 

ST PAUL 
SMSA 

MINNE- 

APOLIS 

ST PAUL 

ALL OCCUPIED UNITS 

7 517 

4 488 

2 600 

GROSS RENT 




VALUE 




RENTER OCCUPIED. * 

4 388 

2 825 

1 478 





LESS THAN $20 

4 

1 . • 

4 





$20 TO 

55 

32 

23 

OWNER OCCUPIED 

2 462 

1 235 

866 

530 TO $39 

316 

243 

64 

LESS THAN 55? 000 

27 

4 

15 

$40 TO $49 ■ 

367 

186 

169 

S5t 000 TO 57? 400 

188 

87 

78 

$50 TO $59 

459! 

267 

192 

57 1 500 TO 59? 900 

369 

155 

174 

560 TO $69 ...... . 

854 

534 

307 

SlOiOOO TO S12?400 

701 

408 

256 

$70 TO $79 

662 

431 

223 

512?500 TO $14?900 

603 

336 

185 

$60 TO $99 

1 037 

707 

310 

SlSiOOO To S17?400 

260 

139 

69 

$100 TO $119 

427 

293 

122 

517i500 TO S19?900 ... 

119 

40 

39 

$120 TO $149 

107 

59 

44 

$20? 000 TO 524? 900 

111 

48 

39 

$150 TO $199 

26 

22 

4 

525 t 000 TO $34? 900 

40 

10 

13 

5200 OR MORE 

... 

. • • 

• . ■ 

$35? 000 OR MORE. 

24 

a 

... 

NO CASH RENT . * . 

74 

51 

16 

MEDIAN DOLLARS . 

12 300 

12 300 

11 600 

median DOLLARS . 

72 

73 

69 


APPENDIX 


Table A-1. ^Percent of Allocation for Nonresponse or Inconsistency, for thb State, by Size of Place; 1960 

[Leaders (• • ) indicate Uiat the item is not appUcable or that it is not published in this report for the given areas. The base on which the percentage is computed is expressed as a code which appears in 
^ the first column. The legend for the codes follows the table] 





INSIDE SMSA' 

s 


PLACES OF 

1 ,000 TO 50,000 INHA 

BITANTS 


BASE 

THE 


PLACES OF 


OUTSIDE 


10,000 

2,500 

1 ,000 

SUBJECT 

(code) 

STATE 


50,000 


SMSA'S 

25,000 


TOTAL 

INHABIT- 

BALANCE 


TO 

TO 

TO 

TO 





ANTS 

OR MORE 



50,000 

25,000 

10,000 

2,500 

OCCUPANCY CHARACTERISTICS 











TENURE. . 

YEAR MOVED INTO UNIT 

2 

2 

1.‘f 

1.9 

1.6 

2.8 

1.8 

3.5 

1.1 

1.7 

1.1 

0.9 

1.0 

1.4 

1.0 

1.2 

1.1 

1.3 

1.3 

VACANCY STATUS: 

FOR SALE ONLY 

FOR RENT 

OTHER 

4- 

5 

6 

17,8 

7.8 

2,0 

10.7 

10.2 

5.8 

17,7 

12,0 

6.5 

8.1 

4.9 

1.7 

25.1 

4.1 

1.2 

1.7 

3.8 

2.8 

4.4 

5.1 

2.3 

10.0 

3.6 

2.0 

j. 8.0 

DURATION OF VACANCY . 

3 

28.4- 

33.5 

41 ,8 

22,2 

22,1 

18,1 




STRUCTURAL CHARACTERISTICS 











BASEMENT 

1 

3.2 

3.2 

3.6 

2,5 

3.2 

1.3 

1.5 


... 

BEDROOMS 

ROOMS 

1 

1 

5.6 

1 .5 

5.6 

1.4 

6.8 

1.3 

4.1 

1.6 

5.6 

1 .7 

4.4 

0.7 

3.6 

0.6 

TTI 

ui 

TRAILERS! ON PERMANENT FOUNDATION OR MOBILE . 

7 

8.4 

5.1 

5,5 

5.0 

10,4 


i!i 

« • « 


UNITS IN STRUCTURE . 

1 

2,6 

3.1 

3.8 

2.0 



• • t 

YEAR STRUCTURE BUILT 

1 

3.7 

3.6 

3.9 

3.2 

3.8 

1 ,8 

1 . 9 



CONDITION AND PLUMBING FACILITIES 











BATHING FACILITIES 

1 

1.6 

1.4 

1.2 

1.6 

1.8 

0.6 

0.7 

1.3 

« . * 

BATHROOMS 

1 

8.4 

7.8 

9.5 

5.5 

8.9 

3.9 

5.3 

7,4 

» . . 

CONDITION OF UNIT 

1 

1.2 

1.1 

1.0 

1.2 

1.3 

0.5 

0,7 

1.3 

1.0 

1.8 

1.6 

SEWAGE DISPOSAL 

1 

3.3 

. . . 

• . . 

» • . 

... 

1.2 

1.2 

. • • 

SOURCE OF WATER 

1 

2.4 

. . • 

» * • 

... 

... 

1.2 

1.2 

. . . 

toilet facilities 

1 

1.4 

1.2 

1 ,0 ' 

1.5 

1,6 

0.5 

0.6 

1 . 2 

. • . 

WATER SUPPLY 

1 

1 .7 

1.5 

1 .4 ’ 

1.6 

1.8 

0.5 

0,7 

1.4 


EQU 1 PMENT 











AIR CONDITIONING 

2 

2.1 

2.6 

3.4 

1.3 

1.5 

1.0 


* . . 


AUTOMOBILES AVAILABLE 

2 

5.3 

5.6 

5.5 

5.7 

5.0 

6.0 

... 

. . . 


CLOTHES DRYER 

2 

2.8 

3.5 

4.2 

2.6 

2.1 

. * • 

• . . 

. , . 


CLOTHES WASHING MACHINE 

2 

2.0 

2.5 

3.3 

1.2 

1.4 

. . . 

... 

2!i 


HEATING EQUIPMENT . 

1 

3.1 

3.2 

3.8 

2.5 

3.1 

1.6 

1.7 


HOME FOOD FREEZER 

2 

2.5 

2.9 

3.8 

1.5 

2.1 

. . . 

. • • 

• • • 


RADIO SETS 

2 

2.0 

2.6 

3.5 

1.2 

1 .4 

... 

• • * 

... 


TELEPHONE AVAILABLE 

2 

2.0 

2.4 

2.9 

1.5 

1.6 

... 

... 

« . t 


TELEVISION SETS 

2 

2.3 

2-. 8 

5.6 

1.6 

1 .7 

... 

... 

• . * 


FUELS 











COOKING FUEL 

2 

2.6 

3.2 

4,4 

1.5 

1 .8 

... 

... 

... 

• . . 

HEATING FUEL 

2 

4.6 

3.3 

3.9 

2.3 

6.1 

« • • 

• • . 

... 

. • • 

WATER HEATING FUEL. ♦ . 

2 
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Table 1. — Selected Characteristics, for the State, Standard Metropolitan Statistical Areas, 

AND Places of 10,000 Inhabitants or More: 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place. Plus (+) or minus (— ) after number indicates median above or below that number. Percent not shown where 

less than 0.1] 




ALL HOUSING UNITS 





OCCUPIED 

HOUSING 

1 UNITS 





vacancy RATE 




PERCENT— 1 



MEDIAN 

NUM- 

BER 

OF 

PER- 

SONS 


PERCENT— 





RENTER 





MEDIAN 

NUM- 

BER 

OF 

ROOMS 

IN 

ONE- 

HOUS- 

ING 

UNIT 

STRUC- 

TURES 

IN 

STRUC- 

TURES 

BUILT 

1950- 

1960 

SOUND! 

WITH 

ALL 

PLUMB- 

ING 

FACIL- 

ITIES 




flOVCO 




OWNE 

HR 



AREA 

TOTAL 

NUMBER 

TOTAL 

NUMBER 

l.Ol 
OR MORE 
PERSONS 
PER 
ROOM 

IN 

DUR- 

ING 

1958- 

1960 

OCCU- 

PIED 

BY 

NON- 

WHITE 

OWNER 

OCCU- 

PIED 

RENTER 

OCCU- 

PIED 

MEDIAN 
VALUE 
(DOL- 
! LARS) 

MEDIAN 

GROSS 

RENT 

(DOL- 

LARS) 

home- 

owner 

RENTAL 

THE STATE 

628 945 

4.5 

91.5 

25.0 

44.5 

568 

070 

3.2 

23.5 

32.3 

36.5 

57.7 

42.3 

1 7 

900 

43 

1.0 

4.8 

URBAN «... 

249 156 

4.6 

82.3 

28.4 

64.0 

233 

260 

3.0 

18,0 

36.5 

33.4 

57.1 

42.9 

! 9 

600 

47 

1.4 

6.1 

RURAL 

379 789 

4.5 

97.5 

22.9 

31,7 

334 

BIO 

3.4 

27,3 

29.4 

38.8 

58.2 

41,8 

5 

800 

31 

0.8 

3.5 

NONFARM 

256 295 

4.4 

96.7 

26.3 

34.9 

211 

316 

3.3 

24.8 

34.1 

34,8 

58.0 

42.0 

5 

800 

31 

1.2 

5.9 

OCCUPIED FARM 

123 494 

4.8 

99.2 

15.8 

24.9 

123 

494 

3.7 

31.7 

21.4 

45.5 

58.4 

41.6 


... 

... 

... 

... 

INSIDE 

53 613 

4.8 

83.7 

37.0 

71.1 

50 

521 

3.2 

17.6 

■ 36,2 

33.9 

59.6 

40.2 

11 

300 

56 

2.3 

5.5 

IN CENTRAL CITIES. . . , 

42 780 

4.9 

80,9 

38.4 

78.4 

40 

668 

3.1 

15,1 

1 37,1 

30.7 

60.2 

39.8 

11 

700 

57 

2.3 

6.1 

NOT IN CENTRAL CITIES. . 

10 833 

4.6 

94,7 

31.2 

42.3 

9 

853 

3.5 

28.0 

1 32.6 

47.2 

58,1 

41.9 

8 

700 

41 

2.3 

3.3 

OUTSIDE SMSA’S ...... 

575 332 

4.5 

92,2 

23.9 

42.0 

517 

549 

3.3 

24.1 

32.0 

36.6 

57.5 

42,5 

7 

300 

AO 

0.9 

4.7 

standard metropolitan 

STATISTICAL AREAS 



















JACKSON . 

53 613 

4.8 

83.7 

37.0 

71.1 

50 

521 

3.2 

17.6 

36.2 

33.9 

59.8 

40.2 

11 

300 

56 

2.3 

5.5 

PLACES 



















BILOXI 

11 119 

4.1 

69.9 

25.5 

64.7 

10 

089 

3.1 

20.1 

51.4 

14.6 

40,9 

59.1 

8 

400 

65 

O.B 

7.0 

CLARKSDALE 

6 427 

4.0 

88. ll 

22.5 

54.2 

6 

115 

3,0 

24.7 

35.1 

51.7 

47.1 

52.9 

8 

700 

39 

0.4 

4.0 

CLEVELAND. ... 

2 775 

4.5 

92,0 

27.7 

61,9 

2 

662 

3,2 

22,7 

39.4 

37.4 

58.9 

41.1 

9 

900 

37 

0,7 

5.3 

COLUMBUS 

7 325 

4.3^ 

83.9 

31.5 

55.0 

6 

844 

3.1 

20.3 

40.0 

37.9 

51.7 

48,3 

9 

400 

47 

1.8 

3.7 

CORINTH 

3 982 

4.9 

79.2 

22.5 

67,5 

3 

727 

2.8 

9.7 

33.9 

18.0 

59.5 

40.5 

7 

100 

40 

1.4 

6.6 

GREENVILLE 

12 324 

4.0 

B6.4 

29.2 

51,5; 

11 

491 

3.1 

23.8 

41,2 

47.8 

52.2 

47.8 

8 

500 

40 

1.1 

7.3 

GREENWOOD 

6 513 

3,8 

77,2 

17.3 

65.21 

6 

152 

2,7 

21.1 

36.1 

49.0 

40.0 

60.0 1 

11 

200 

42 

0.9 

4.7 

GULFPORT 

9 393 

4.6 

82,2 

28.6 

71.9 

a 

539 

3. 1 

14.9 

38.9 

19.4 

61.7 

38.3 

9 

500 

58 

1.3 

10.3 

HATTIESBURG • 

10 763 

4,9 

79.1 

24.9 

67.8 

9 

855 

3.0 

14,1 

34.6 

30,0 

63.9 

36,1 

9 

100 

44 

1.6 

11.5 

JACKSON 

42 780 

4.9 

BO. 9 

38.4 

76.4 

40 

668 

3,1 

15.1 

37.1 

30.7 

60.2 

39.8 

11 

700 

57 

2.3 

6.1 

LAUREL 

8 435 

4,8 

78,3 

22.6 

65.6 

8 

oia 

3.1 

16,0 

34,1 

31,8 

56.6 

43,2 

9 

800 

43 

0*8 

4.4 

MC COMB 

3 960 

5.0 

BO.l 

23,4 

75.7, 

3 

792 

2.7i 

12.1 

33.3 

23.8 

62.1 

37.9 

8 

900 

41 

0.5 

4.8 

MERIDIAN 

15 733 

4.7 

75.4 

22.7 

62.2 

14 

772 

3.0 

15.1 

34.2 

31,9 

56.0 

44.0 

9 

200 

39 

1.5 

6.0 

NATCHEZ 

7 404 

4.2 

74,7 

16.6 

47.9 

6 

798 

3.1 

24.2 

33.1 

49.8 

48.4 

51.6 

9 

900 

38 

1.9 

5.2 

PASCAGOULA 

5 043 

4.6 

66.1 

31.7 

71,3 

4 

709 

3,3 

20.5 

40.3 

19.8 

64. S 

35.5 

10 

500 

64 

1.1 

7.1 

TUPELO 

5 531 

4.6 

77.8 

33.6 

64.1' 

5 

345 

3.0 

14.1 

33.9 

22.3 

58.1 

41.9 

11 

200 

44 f 

1.2 

2.6 

VICKSBURG 

9 595 

4.2 

77.3 

16.4 

54.8 

a 

922 

2.7 

17,8 

28.9 

45.9 

50,4 

49.6 

9 

200 

40 

0.9 

7.2 

YAZOO CITY 

3 427 

4.2 

B9.5 

19.5 

41.3 

3 

302 

2.9 

23.7 

29.6 

54,1 

55.1 

44.9 

7 

100 

36 

0,6 

3.3 
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State and Small Areas 


Table 2. — ^Tenure, Vacancy Status, and Condition and Plumbing Facilities, for the State, 
Inside and Outside SMSAs, Urban and Rural: 1960 
[Some data based on sample; see text] 


Tenure by Color, Water Su 

Vacancy Status Toilet Fac 

Condition and Plumb. Bathing F 


subject 


ALL HOUSINS UNITS ... 


TENURE 1 COLOR 1 AND VACANCY 
STATUS 


OCCUPIED 

owner occupied 

PERCENT OF ALL OCCUPIED . 

WHITE 

NONWHITE. .... 

renter OCCUPIED ........ 

WHITE 

NONWHITE 

VACANT . . • 

YEAR ROUND 

SOUND OR deteriorating . • . . 

AVAILABLE 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE, 

FOR RENT 

RENTAL vacancy RATE . 

RENTED OR SOLDi AWAITING OCCUPANCY. . . 
HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS. ... 

DILAPIDATED . . . . 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS .... 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES . • . . * 

DETERIORATING 

WITH ALL plumbing FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES 

DILAPIDATED 

OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DETERIORATING . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DILAPIDATED 

RENTER OCCUPIED ...... 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DILAPIDATED 

VACANT AVAILABLE FOR SALE 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES. . 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES. 

LACKING some OR ALL FACILITIES 


ALL HOUSING UNITS 


WATER supply 


HOT AND COLD PIPED WATER INSIDE STRUCTURE . . 
ONLY COLD PIPED WATER INSIDE STRUCTURE. . . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED water 


TOILET FACILITIES 


FLUSH TOILETt EXCLUSIVE USE . , 

FLUSH TOILETt SHARED 

OTHER TOILET FACILITIES OR NONE 


BATHING FACILITIES 


BATHTUB OR SHOWERi EXCLUSIVE USE 
BATHTUB OR SHOWERi SHARED ... 
NO bathtub or shower 


THE STATE 

URBAN! 

TOTAL 


RURAL 


TOTAL 

.INSIDE 

SMSA’S 

OUTSIDE 

SMSA’S 

TOTAL 

NONFARM 

OCCUPIE 

FARM 

628 945 

53 613 

575 332 

249 156 

379 709 

256 295 

123 

568 070 

50 521 

517 549 

233 260 

334 810 

211 316 

123 

327 894 

30 229 

297 665 

133 170 

194 724 

122 648 

72 

57.7 

59,8 

57.5 

57.1 

56.2 

58.0 


248 835 

23 565 

225 270 

100 257 

148 578 

94 268 

54 

79 059 

6 664 

72 395 

32 913 

46 146 

28 3B0 

17 

240 176 

20 292 

219 884 

100 090 

140 086 

88 668 

51 

111 624 

9 829 

101 795 

55 179 

56 445 

43 446 

12 

128 552 

10 463 

lie 089 

44 911 

83 641 

45 222 

38 

60 875 

3 092 

57 783 

15 896 

44 979 

44 979 


45 359 

2 820 

42 539 

13 090 

32 269 

32 269 


32 115 

2 442 

29 673 

10 821 

21 294 

21 294 


15 503 

1 883 

13 620 

8 443 

7 060 

7 060 


3 415 

700 

2 715 

1 907 

1 508 

1 508 


1.0 

2,3 

0.9 

1.4 

0,8 

1.2 


12 088 

1 183 

10 905 

6 536 

5 552 

5 552 


4,6 

5,5 

4.7 

6. 1 

3.B 

5,9 


1 226 

131 

1 097 

612 

616 

616 


2 727 

62 

2 665 

433 

2 294 

2 294 


12 657 

366 

12 291 

1 333 

11 324 

11 324 


13 244 

378 

12 866 

2 269 

10 975 

10 975 


15 516 

272 

15 244 

2 806 

12 710 

12 710 


628 945 

53 613 

575 332 

249 156 

379 709 

256 295 

123 

373 199 

41 248 

331 951 

175 138 

198 061 

136 899 

61 

279 697 

38 127 

241 570 

159 464 

120 233 

89 535 

30 

9 092 

568 

8 524 

2 990 

6 102 

4 543 

1 

84 410 

2 553 

81 857 

12 684 

71 726 

42 821 

28 

164 6B5 

9 163 

155 522 

48 535 

116 150 

74 629 

41 

41 795 

4 971 

36 824 

25 400 

16 395 

12 308 

4 

5 783 

459 

5 324 

3 019 

2 764 

2 192 


117 107 

3 733 

113 374 

20 116 

96 991 

60 129 

36 

91 061 

3 202 

87 859 

25 483 

65 578 

44 767 

20 

327 894 

30 229 

297 665 

133 170 

194 724 

122 648 

72 

243 I5a 

26 774 

216 304 

109 194 

133 964 

86 354 

47 

193 563 

25 560 

168 003 

102 968 

90 595 

62 144 

26 

49 595 

1 214 

48 381 

6 226 

43 369 

24 210 

19 

62 270 

2 74S 

59 522 

17 441 

44 829 

26 316 

18 

20 743 

1 696 

19 047 

10 472 

10 271 

6 BOO 

3 

41 527 

1 052 i 

40 475 

6 969 

34 558 

19 516 

15 

22 466 

707 

21 759 

6 535 

' 15 931 

9 978 

5 

240 176 

20 292 

219 884 

100 090 

140 086 

88 66B 

51 

103 663 

12 413 

91 250 

56 225 

47 438 

33 886 

13 

68 055 

10 702 

57 353 

47 559 

20 496 

10 249 

2 

35 608 

1 711 

33 897 

8 666 

26 942 

15 637 

11 

82 742 

5 772 

76 970 

27 538 

55 204 

32 196 

23 

17 521 

2 963 

14 558 

12 046 

4 675 

4 059 


65 221 

2 809 

62 412 

14 692 

50 529 

28 137 

22 

53 771 

2 107 

51 664 

16 327 

37 444 

22 5B6 

14 

3 415 

700 

2 715 

1 907 

1 508 

1 508 


2 644 

683 

1 961 

1 801 

843 

843 


771 

17 

754 

106 

665 

665 


12 088 

1 1B3 

10 905 

6 536 

5 552 

5 552 


7 417 

1 006 

6 411 

5 244 

2 173 

2 173 


4 671 

177 

4 494 

1 292 

3 379 

3 379 


628 945 

53 613 

575 332 

! 249 156 

379 789 

256 295 

123 

343 802 

44 701 

299 101 

196 199 

147 603 

109 027 

38 

74 477 

3 614 

70 863 

36 220 

38 257 

26 677 

11 

35 610 

620 

34 790 

! 11 600 

24 010 

17 516 

6 

175 056 

4 478 

170 578 

5 137 

169 919 

103 075 

66 

366 944 

46 982 

319 962 

1 

1 215 223 

151 721 

113 682 

38 

14 030 

893 

13 137 

11 581 

2 449 

2 260 


247 971 

5 738 

242 233 

22 352 

225 619 

140 353 

55 

347 022 

44 836 

302 106 

197 363 

149 659 

111 638 

38 

8 260 

876 

7 304 

6 038 

2 222 

2 016 


273 663 

7 901 

265 762 

45 755 

227 908 

142 641 

85 
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Table 3. — Bathrooms, Rooms, and Bedrooms, for the State, Inside and Outside SMS As, 

Urban and Rural: 1960 
[Some data based on sample; see text] 


Bathrooms 

Rooms 


THE state 

URBAN* 




TOTAL 

TOTAL 

INSIDE 

OUTSIDE 



SMSA’S 

SMSA’S 



TOTAL NONFARM 


OCCUPIED 

FARM 


1 PLUS PARTIAL. 

2 OR MORE . . . 
SHARED OR NONE. 


OWNER OCCUPIED. 


MORE THAN 1 . . 
SHARED OR NONE. 


RENTER OCCUPIED 


MORE THAN 1 . . 
SHARED OR NONE. 


628 945 

53 613 

575 332 

249 156 

379 789 

256 147 

123 642 

277 482 

33 415 

244 067 

155 259 

122 223 

90 299 

31 '924 

11 194 

2 133 

9 061 

7 271 

3 923 

3 149 

774 

39 427 

8 078 

31 349 

27 176 

12 251 

9 572 

2 679 

300 842 

9 987 

290 855 

59 450 

241 392 

153 127 

88 265 

327 892 

30 229 

297 663 

133 168 

194 724 

122 534 

72 190 

174 375 

18 460 

155 915 

86 035 

B8 340 

59 151 

29 189 

42 785 

8 941 

33 844 

29 437 

13 348 

10 130 

3 218 

no 732 

2 828 

107 904 

17 696 

93 036 

53 253 

39 783 

240 178 

20 292 

219 886 

100 092 

140 086 

88 634 

51 452 

83 318 

13 113 

70 205 

58 968 

24 350 

21 615 

2 735 

5 207 

842 

4 365 

3 587 

1 620 

1 385 

235 

151 653 

6 337 

145 316 

37 537 

114 116 

65 634 

48 482 


ALL UNITS 

1 ROOM ..... 

2 ROOMS .... 

3 ROOMS .... 

4 ROOMS .... 

5 ROOMS .... 

6 ROOMS .... 

7 ROOMS .... 

a ROOMS OR MORE 
MEDIAN 


OWNER OCCUPIED. 

1 ROOM 

2 ROOMS . 

3 ROOMS 

4 ROOMS ...... 

5 ROOMS 

6 ROOMS 

7 ROOMS ...... 

8 ROOMS OR more . . 

median. ...... 


RENTER OCCUPIED 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

a ROOMS OR MORE . . 
MEDIAN 


VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE 

MEDIAN 


VACANT AVAILABLE FOR RENT 

1 ROOM. 

2 ROOMS 

3 ROOMS . 

4 ROOMS 

5 ROOMS OR MORE 

median 


628 945 

53 613 

575 332 

249 156 

379 789 

256 295 

a 507 

670 

7 837 

4 293 

4 214 

3 825 

39 283 

1 931 

37 352 

16 983 

22 300 

18 039 

105 471 

9 718 

95 753 

46 714 

50 757 

43 224 

157 800 

10 062 

147 738 

50 874 

106 926 

73 220 

147 379 

14 286 

133 093 

58 896 

88 483 

57 768 

no 061 

10 513 

99 548 

43 634 

66 427 

40 484 

39 306 

4 433 

34 873 

16 921 

22 365 

13 209 

21 138 

2 000 

19 138 

10 841 

10 297 

6 526 

4.5 

4.8 

4.5 

4.6 

4.5 

4,4 

327 094 

30 229 

297 665 

133 170 

194 724 

122 648 

B64 

48 

816 

271 

593 

514 

5 240 

194 

5 046 

1 741 

3 499 

2 887 

21 79a 

1 022 

20 776 

8 324 

13 474 

10 472 

64 363 

4 169 

60 194 

22 241 

42 122 

20 761 

98 749 

10 241 

66 508 

41 265 

57 484 

35 441 

86 123 

8 865 

77 258 

35 252 

50 871 

29 280 

32 915 

3 914 

29 001 

14 600 

18 315 

10 252 

17 842 

1 776 

16 066 

9 476 

8 366 

5 041 

5.2 

5.4 

5.2 

5.3 

5.2 

5,0 

240 176 

20 292 

219 884 

100 090 

140 086 

88 668 

5 464 

550 

4 934 

3 255 

2 229 

1 919 

26 760 

1 484 

25 276 

13 235 

13 525 

9 876 

68 524 

7 921 

60 603 

34 203 

34 321 ' 

21 790 

74 405 

5 192 

69 213 

24 993 

49 412 ; 

29 067 

38 780 

3 266 

35 512 

14 740 

24 040 

15 368 

19 082 

1 326 

17 756 

6 906 

12 176 

7 824 

4 967 

409 

4 556 

1 850 

3 109 

1 996 

2 174 

142 

2 032 

900 

1 274 

828 

3.8 

3.5 

3.8 

3.5 

3.9 

3.9 

3 415 

700 

2 715 

1 907 

1 508 

1 508 

263 

9 

274 

95 

188 

ISB 

668 

44 

624 

243 

425 

425 

1 397 

388 

1 009 

875 

522 

522 

753 

179 

574 

480 ' 

265 

265 

314 

80 

234 

206 

108 

108 

5.0 

5.3 

5.0 

5.2 

4.8 

4.8 

12 OBB 

1 183 

10 905 

6 536 

5 552 

5 552 

802 

35 

767 

352 

450 

450 

1 407 

107 

1 300 

B43 

564 

564 

3 465 

424 

3 041 

2 249 

1 216 

1 216 

3 687 

331 

3 356 

1 716 

1 971 

1 971 

2 727 

286 

2 441 

1 376 

1 351 

1 351 

3.6 

3.6 

3.6 

3.4 

3.6 

3 • 8 


123 494 
389 
4 261 
15 533 
33 706 
30 715 
25 943 
9 176 
3 771 
4.8 


ALL UNITS 
NONE 

1 « 

2 

3 

4 OR MORE . . . 


OWNER OCCUPIED. 

0 AND 1 ..... . 

2 

3 

4 OR MORE 


RENTER OCCUPIED 

NONE 

1 

2 

3 OR MORE 


628 056 
10 B78 I 
99 824 
275 462 
193 012 
49 680 

327 890 
21 534 
133 800 
136 300 
36 256 

240 180 
6 602 
62 676 
112 967 
57 935 


575 243 
10 244 I 
91 311 
251 449 
175 695 
46 544 

297 704 
20 143 

121 287 

122 412 
33 062 

219 845 
6 092 
56 476 
102 701 
54 576 


249 067 
4 827 
51 035 
105 564 
70 768 
16 873 


379 789 
6 051 
48 789 
169 898 
122 244 
32 807 


256 857 
5 186 
39 060 
120 305 
74 211 
18 095 


122 932 
665 
9 729 
49 593 
40 033 
14 712 
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Table 4. — Structural Characteristics and Heatijstg Equipment, for the State, Inside and 
Outside SMS As, Urban and Rural: I960 

[Based on sample; see text] 


Units in Structure Biisement 
Trailer Heating Equipment 

Year Structure Built 


THE STATE 

URBAN 1 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

TOTAL 

NONFARM 

620 945 

53 613 

575 332 

249 156 

379 789 

256 147 

545 752 

41 281 

504 471 

186 925 

358 827 

238 083 

23 204 

3 418 

19 866 

16 110 

7 174 

5 641 

30 845 

4 976 

25 869 

24 906 

B 939 

5 184 

12 418 

2 123 

10 295 

10 410 

2 008 

1 749 

10 319 

1 628 

8 691 

8 817 

1 502 

1 348 

1 155 

33 

1 122 

361 

794 

726 

5 172 

154 

5 018 

1 627 

3 545 

3 416 

327 892 

30 229 

297 663 

133 168 

194 724 

122 534 

308 909 

28 590 

280 319 

122 463 

186 446 

115 582 

5 385 

345 

5 040. 

3 059 

2 326 

1 602 

5 956 

845 

5 111 

4 397 

1 559 

1 303 

1 412 

224 

1 188 

i 167 

245 

179 

504 

58 

446 

337 

167 

65 

5 726 

167 

5 559 

1 745 

3 981 

3 803 

240 178 

20 292 

219 886 

100 092 

140 006 

80 634 

184 216 

10 576 

173 640 

54 698 

129 510 

79 638 

15 841 

2 930 

12 911 

11 750 

4 091 

3 282 

22 346 

3 764 

18 582 

18 406 

3 940 

3 441 

9 031 

1 629 

7 402 

7 778 

1 253 

1 060 

5 221 

673 

4 548 

4 764 

457 

419 

1 435 

282 

1 153 

1 263 

172 

172 

800 

277 

525 

680 

120 

106 

687 

141 

546 

510 

177 

177 

601 

20 

581 

243 

358 

339 

11 817 

1 210 

10 607 

6 688 

5 129 

5 129 

7 712 

511 

7 201 

3 445 

4 267 

4 267 

2 962 

541 

2 421 

2 375 

507 

587 

540 

95 

445 

435 

105 

105 

603 

63 

540 

433 

170 

170 

628 945 

53 613 

575 332 

249 156 

379 789 

256 295 

26 316 

3 318 

22 998 

11 007 

15 309 

13 064 

57 330 

6 896 

50 434 

24 421 

32 909 

26 087 

73 880 

9 614 

64 274 

35 305 

38 583 

28 127 

137 357 

14 129 

123 228 

56 772 

80 585 

54 929 

106 663 

7 985 

98 678 

36 101 

70 562 

45 062 

227 391 

11 671 

215 720 

85 550 

141 841 

89 026 

327 894 

30 229 

297 665 

133 170 

194 724 

122 648 

59 723 

8 032 

51 691 

25 447 

34 276 

26 961 

47 689 

6 855 

41 034 

23 005 

24 884 

16 870 

78 408 

8 116 

70 292 

31 562 

46 846 

28 790 

141 074 

7 226 

134 648 

53 156 

88 718 

50 027 

628 945 

53 613 

575 332 

249 156 

379 789 

256 295 

18 641 

1 810 

16 831 

13 537 

5 104 

3 852 

59 426 

5 276 

54 150 

31 001 

28 345 

21 211 

550 878 

46 527 

504 351 

204 538 

346 340 

231 084 

3 581 

419 

3 162 

2 596 

985 

870 

31 355 

7 935 

23 420 

23 377 

7 978 

6 840 

84 867 

15 140 

69 727 

61 687 

23 180 

19 190 

7 496 

326 

7 170 

2 315 

5 181 

3 991 

215 665 

6 052 

209 613 

28 293 

187 372 

110 081 

276 784 

23 265 

253 519 

129 207 

147 577 

108 607 

9 197 

476 

8 721 

1 681 

7 516 

6 636 


subject 


OCCUPIED 

FARM 


UNITS IN STRUCTURE 


ALL UNITS 

If detached 

If ATTACHED 

2 

3 AND 4 

5 OR MORE 

TRAILER* 

ON PERMANENT FOUNDATION . . 
MOBILE 

OWNER OCCUPIED 

If DETACHED 

If attached 

2 

3 AND 4 . . 

5 OR MORE 

TRAILER 

RENTER OCCUPIED 

If DETACHED 

If ATTACHED 

3 and 4 . . . . ! I ! ! ! ! ! 

5 TO 9 

10 TO 

20 TO 49 

50 OR MORE • 

TRAILER .... 

VACANT AVAILABLE FOR RENT 

1 

2 TO 4 

5 TO 9 

10 OR MORE. . 


YEAR STRUCTURE BUiLT 


ALL UNITS . 
1959 TO MARCH 1960 

1955 TO 1958. . . 

1950 To 1954. . . 

1940 TO 1949. . . - 

1930 TO 1939. . . . 

1929 OR EARLIER . , 

OWNER OCCUPIED- 
1955 TO MARCH i960, 

1950 TO 1954. . . , 

1940 TO 1949. . . , 

1939 OR EARLIER . . 


ALL HOUSING UNITS . . 

BASEMENT 


BASEMENT. . . 
CONCRETE SLAB 
OTHER .... 


HEATING EQUIPMENT 


STEAM OR HOT WATER 

WARM AIR FURNACE. ... 

FLOOR f WALLf OR PIPELESS FURNACE. 
BUILT-IN ELECTRIC UNITS . . . . , 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE. . . . . 
NONE 


123 642 
120 744 
I 533 
755 
259 
154 


66 

129 


72 190 
70 B64 
724 
256 
66 
102 
178 


51 452 
49 8B0 
809 
499 
193 
38 


14 


123 494 
2 245 
6 822 
10 456 
25 656 
25 500 
52 815 


72 076 

7 315 

8 014 
18 056 
38 691 


1 252 
7 134 
115 256 


115 
1 136 
3 990 
1 190 
77 291 
38 890 

eeo 
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Table 5. — Occupancy Characteristics, for the State, Inside and Outside SMSA’s, 
Urban and Rural: I960 
[Based on sample; see text] 


Population 

Persons 


Persons per Room 
Year Moved into Unir 


THE state ~| 

URBAN* 

RURAL 

ITAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA’S 

TOTAL 

TOTAL 

1 

NONFARM 

OCCUPIED 

FARM 

156 352 

180 879 

1 975 473 

799 841 

1 356 511 

803 934 

552 577 

3,0 

3.6 

3.8 

3.4 

4.1 

3,8 

4.5 

3.6 

3.6 

3.6 

3.4 

3.7 

3.5 

3.8 

4.1 

3.6 

4.2 

3,5 

4.6 

4,2 

5.4 

12B 171 

135 143 

1 993 028 

576 304 

1 551 867 

455 900 

1 095 967 

3.8 

3,6 

3.9 

3.3 

4.1 

3.5 

4.4 

568 070 

50 521 

517 549 

233 260 

334 810 

211 316 

123 494 

327 894 

30 229 

297 665 

133 170 

194 724 

122 64B 

72 076 

31 057 

2 360 

28 697 

14 439 

16 616 

12 637 

3 981 

92 706 

7 680 

05 106 

36 778 

56 008 

34 540 

21 468 

64 568 

6 398 

68 170 

26 669 

37 699 

23 729 

13 970 

55 279 

6 365 

48 914 

24 330 

30 949 

20 024 

10 925 

36 780 

3 003 

32 977 

15 232 

21 548 

13 386 

B 162 

20 708 

1 662 

19 046 

7 406 

13 302 

B 249 

5 053 

10 871 

910 

9 961 

3 653 

7 218 

4 173 

3 045 

15 845 

1 051 

14 794 

4 463 

11 382 

5 910 

5 472 

3.1 

3.3 

3.1 

3,1 

3.2 

3.1 

3.3 

240 176 

20 292 

219 B84 

100 090 

140 086 

88 666 

51 418 

29 741 

3 122 

26 619 

16 136 

13 605 

10 636 

2 969 

52 531 

5 183 

47 348 

25 065 

27 466 

18 624 

8 642 

39 440 

3 798 

35 642 

18 702 

20 738 

14 011 

6 727 

33 937 

2 637 

31 300 

14 816 

19 121 

12 959 

6 162 

24 753 

1 632 

22 921 

9 954 

14 799 

9 711 

5 066 

18 170 

1 253 

16 917 

6 132 

12 038 

7 058 

4 980 

12 892 

861 

12 031 

3 686 

9 206 

5 133 

4 073 

28 712 

1 606 

27 106 

5 599 

23 113 

10 536 

12 577 

3,5 

3.0 

3.5 

3.0 

3.9 

3.6 

4.7 

327 894 

30 229 

297 665 

133 170 

194 724 

122 648 

72 076 

144 779 

13 154 

131 625 

61 B46 

82 931 

51 842 

31 089 

70 BOl 

7 501 

63 300 

30 137 

40 664 

25 964 

14 700 

66 230 

6 600 

59 630 

27 119 

39 111 

25 243 

13 868 

28 933 

2 041 

26 892 

9 299 

19 634 

12 140 

7 494 

17 151 

933 

16 218 

4 767 

12 384 

7 459 

4 925 

240 176 

20 292 

219 884 

100 090 

140 0B6 

BB 668 

51 418 

55 528 

5 417 

50 ill 

25 739 

29 789 

21 368 

8 421 

44 113 

4 471 

39 642 

21 140 

22 973 

15 516 

7 457 

53 191 

4 49? 

48 694 

25 350 

27 B33 

19 050 

0 775 

35 520 

2 427 

33 093 

13 120 

22 400 

13 483 

8 917 

51 824 

3 480 

48 344 

14 733 

37 091 

19 243 

17 848 

327 894 

30 229 

297 665 

133 170 

194 724 

122 648 

72 076 

39 302 

4 900 

34 402 

17 529 

21 773 

17 976 

3 797 

21 822 

2 689 

19 133 

9 033 

11 989 

9 338 

2 651 

17 465 

1 976 

15 489 

8 026 

9 439 

6 782 

2 657 

47 097 

6 216 

40 081 

22 144 

24 953 

17 317 

7 636 

47 820 

4 981 

42 839 

21 011 

26 809 

16 690 

10 119 

82 796 

6 057 

76 739 

31 340 

51 456 

29 618 

21 838 

71 592 

3 410 

68 182 

23 287 

48 305 

24 927 

23 378 

240 176 

20 292 

219 884 

100 090 

140 086 

88 668 

51 418 

93 277 

a 256 

85 021 

45 017 

48 260 

33 907 

14 353 

29 282 

2 449 

26 833 

12 794 

16 488 

10 087 

5 601 

20 373 

1 783 

18 590 

a 413 

11 960 

7 697 

4 263 

36 707 

3 145 

33 562 

14 061 

22 646 

13 688 

8 958 

25 155 

2 211 

22 944 

9 085 

16 070 

9 024 

7 046 

22 788 

1 668 

21 120 

7 485 

15 303 

8 234 

7 069 

12 594 

780 

U 814 

3 235 

9 359 

5 231 

4 128 


population 

POPULATION IN HOUSING UNlTSi I960 
PER OCCUPIED UNIT 

OWNER 

RENTER 

POPULATION IN DWELLING UNITSt 1950 
PER OCCUPIED UNIT ....... 

ALL OCCUPIED UNITS 

PERSONS 


OWNER OCCUPIED. 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS ..... 
a PERSONS OR MORE . 

MEDIAN 

RENTER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

a PERSONS OR MORE . 

MEDIAN 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR less. , . 
0.51 TO 0.75. . . 
0.76 TO 1.00. . . 
1.01 TO 1.50. . . 
1.51 OR MORE. . . 


RENTER OCCUPIED 
0.50 OR LESS. 

0,51 TO 0.75, 

0.76 TO 1.00. 

1.01 TO 1.50, 

1.51 OR MORE. 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED. 
1959 TO MARCH I960. 

1956 

1957 

1954 TO 1956. , . , 
1950 TO 1953. . . . 
1940 TO 1949. . . . 

1939 OR EARLIER , . 

RENTER OCCUPIED 
1959 TO MARCH I960. 

1956 

1957 

1954 TO 1956. . . . 
1950 TO 1953, . . . 

1940 TO 1949. . , . 
1939 OR EARLIER . . 



26-10 


State and Small Areas 


Table 6. — Type of Fuel and Selected Equipment, for the State, Inside and Outside SMS As, 

Urban and Rural; 1960 

[Based on sample; see text] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 1 

the state 

URBAN, 

RURAL 

TOTAL 

inside 

SMSAtS 

OUTSIDE 

SMSA’S 

TOTAL 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

i 

ALL OCCUPIED UNITS 

568 070 

50 521 

517 549 

233 260 

334 810 

211 316 

123 494 

HEATING FUEL 








UTILITY GAS i 

276 513 

43 538 

232 975 

204 871 

71 642 

62 511 

9 131 

FUEL OlLi KEROSENE, ETC 

6 842 

266 

6 576 

1 913 

4 929 

4 397 

532 

COAL OR COKE 

23 339 

122 

23 217 

5 280 

10 059 

10 149 

7 910 

WOOD 

146 400 

3 602 

142 798 

11 283 

135 117 

67 812 

67 305 

ELECTRICITY 1 

10 742 

377 

10 365 

3 426 

7 316 

5 569 

1 747 

bottled, tank, or lp gas ! 

97 84a 

2 191 

95 651 

4 806 

93 036 

58 244 

34 792 

other FUEL 

3 300 

140 

3 160 

782 

2 518 

1 652 

866 

NONE 

3 092 

265 

2 807 

899 

2 193 

1 544 

649 

WATER HEATING FUEL 








UTILITY GAS 

208 713 

39 469 

169 244 

161 072 

47 641 

42 302 

5 339 

ELECTRICITY 

56 259 

1 014 

55 245 

17 902 

38 357 

25 150 

13 199 

COAL OR OOKE 

521 

SI 

440 

328 

193 

131 

62 

WOOD 

1 424 

100 

1 324 

558 

666 

473 

393 

BOTTLED, tank, OR LP GAS 

52 161 

1 819 

50 342 

3 060 

49 101 

30 336 

18 765 

FUEL OIL, KEROSENE, ETC 

570 

43 

527 

263 

307 

219 

88 

OTHER FUEL 

425 

20 

405 

146 

279 

173 

106 

NONE * . 

247 997 

7 975 

240 022 

49 931 

198 066 

113 086 

84 980 

COOKING FUEL 








UTILITY GAS 

22B 465 

37 650 

190 815 

167 331 

61 134 

51 370 

9 764 

electricity 

117 129 

6 740 

110 3B9 

43 536 

73 593 

45 791 

27 802 

bottled, tank, or LP GAS 

104 022 

2 462 1 

101 540 

5 342 

98 680 

60 720 

37 960 

FUEL OIL, KEROSENE, ETC 

3 299 

42 

3 257 

1 052 

2 247 

1 763 

484 

COAL OR COKE ! 

4 730 

142 

4 588 

1 516 

3 214 

1 937 

1 277 

WOOD 

107 226 

3 303 j 

103 923 

13 335 

93 891 

48 789 

45 102 

OTHER fuel 

1 571 

20 1 

1 551 

364 

1 207 

786 

421 

NONE 

1 628 

142 

1 4B6 

784 

844 

722 

122 

CLOTHES WASHING MACHINE j 








WRINGER OR spinner 1 

183 969 

7 905 

176 084 

45 881 

138 108 

77 703 

60 405 

AUTOMATIC OR SEMI-AUTOMATIC 

166 941 

22 568 i 

144 373 

90 082 

68 859 

52 362 

16 497 

WASHER-DRYER COMBINATION 

4 049 

634 

3 415 

2 461 

1 588 

1 253 

335 

NONE 

213 091 

19 414 

193 677 

86 836 

126 255 

80 560 

45 695 

CLOTHES DRYER ^ 








GAS HEATED . .1 

4 141 

016 . 

3 325 

2 841 

1 300 

1 078 

222 

electrically heated , 

20 890 

3 044 

17 846 

13 046 

7 844 

6 240 

1 604 

NONE. . 

543 039 

46 661 

496 378 

217 373 

325 666 

204 560 

121 106 

HOME FOOD freezer 








1 OR MORE 

141 413 

10 322 

131 091 

42 010 

99 403 

55 945 

43 458 

NONE. 

426 657 

40 199 

306 458 

191 250 

235 407 

155 933 

79 474 

TELEPHONE AVAILABLE 








YES 

257 273 

35 543 

221 730 

154 340 

102 933 

76 046 

26 087 


310 797 

L4 978 1 

295 819 

78 920 

231 877 

135 270 

96 607 

AUTOMOBILES AVAILABLE 









283 314 

24 043 

250 471 

113 715 

169 599 

108 002 

61 597 


83 838 

11 830 

72 008 

41 797 

42 041 

27 855 

14 186 

3 OR MORE 

10 787 

1 360 

9 427 

4 825 

5 962 

3 435 

2 527 

NONE 

190 131 

12 488 

177 643 

72 923 

117 208 

72 586 

44 622 

air CONDITIONING 








ROOM UNITt 








1 , . « • 

50 706 

7 132 

43 574 

33 433 

17 273 

14 566 

2 707 

2 OR MORE . • 

20 913 

4 462 

24 451 

19 910 

9 003 

7 243 

1 760 

central SYSTEM . 

9 790 

2 174 

7 616 

6 596 

3 194 

2 800 

394 

HONE 

478 661 

36 753 

441 908 

173 321 

305 340 

187 269 

118 071 

TELEVISION SETS 









359 947 

37 196 

322 751 

167 945 

192 002 

126 890 

65 112 

2 OR MORE 

17 551 

4 975 

12 576 

12 299 

5 252 

4 032 

1 220 

NONE 

190 572 

8 350 

102 222 

53 016 

137 556 

80 956 

56 600 

RADIO sets 









391 079 

30 447 

360 632 

149 121 

241 958 

148 592 

93 366 

2 OR MORE 

06 255 

14 203 

72 052 

52 958 

33 297 

23 955 

9 342 

NONE 

90 736 

5 871 

84 865 

31 181 

59 555 

39 331 

20 224 
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Table 7. — Financial Characteristics and Duration of Vacancy, for the State, Inside and 
Outside SMSA’s, Urban and Rural Nonfarm: I960 
[Some data based on sample; see text. Plus (+) or minus (— ) after number indicates median above or below that number] 


Value Contract Rent 

Gross Rent Duration of Vacancy 


SUBJECT 


THE STATE 

URBAN t 

TOTAL 


TOTAL 

INSIDE 

SMSA’S 

OUTSIDE 

SMSA'S 

VALUE 








OWNER OCCUPIED. 


• • • t • * 

206 

312 

27 

063 

179 229 

124 756 

LESS THAN $5t000. . 


t « ■ « t • 

63 

492 

2 

763 

60 729 

27 738 

$5,000 TO $7,400, . 


4 ■ t « t » 

35 

2S4 

3 

683 

31 601 

18 590 

$7,500 TO $9,900. . 


« B t • • V 

29 

388 

4 

393 

24 995 

19 415 

$10,000 TO $12,400. 



30 

040 

5 

087 

24 953 

21 402 

$12,500 TO $14,900. 


«•••*• 

17 

072 

4 

362 

12 710 

13 492 

$15,000 TO $17,400. 


B • • • B • 

11 

624 

2 

467 

9 157 

a 943 

$17,500 TO $19,900, 


« • B « • « 

5 

501 

1 

341 

4 160 

4 280 

$20,000 TO $24,900. 


B B ■ « B • 

6 

515 

1 

396 

5 119 

5 083 

$25,000 TO $34,900, 


...... 

4 

324 


942 

3 382 

3 469 

$35,000 OR MORE • • 



3 

072 


649 

2 423 

2 344 

MEDIAN 


. DOLLARS , 

7 

900 

11 

300 

7 300 

9 600 

VACANT available 

FOR SALE . , 

■ . . . • . 

2 

752 


697 

2 055 

1 092 

LESS THAN $5,000. . 


...... 


416 


17 

399 

149 

$5,000 TO $9,900, , 


• a B « B • 


715 


118 

597 

502 

$10,000 TO $14,900, 


B • » • • » 

1 

040 


361 

679 

792 

$15,000 TO $19,900. 


• B • • B • 


364 


114 

250 

268 

$20,000 TO $24,900, 


B B • • B « 


119 


38 

81 

102 

$25,000 OR MORE • . 


B • • • • « 


90 


49 

49 

79 

median price asked. 


, DOLLARS . 

11 

200 

13 

000 

10 200 

11 900 

GROSS RENT 








RENTER OCCUPIED 


. . . f • . 

180 

758 

19 

135 

169 623 

100 090 

LESS Than $20 . . . 



20 

755 


557 

20 198 

6 791 

$20 TO $29 


• B • • • • 

23 

856 


583 

23 273 

14 698 

$30 TO $39 



21 

081 

1 

897 

19 184 

15 533 

$40 TO $49 



19 

132 

3 

701 

15 431 

14 090 

$50 TO $59 



16 

442 

3 

548 

12 094 

12 333 

$60 TO $69 


B B B « • • 

13 

303 

2 

392 

10 911 

10 056 

$70 TO $79 


....*• 

9 

544 

1 

724 

7 820 

7 404 

$80 TO $99 



10 

917 

1 

868 

9 049 

8 556 

$100 TO $119. . . . 



4 

089 


746 

3 343 

3 121 

$120 TO $149. . . . 


B B B • » • 

1 

858 


355 

1 503 

1 385 

$150 TO $199. . . . 




544 


152 

392 

403 

$200 OR MORE. • • . 


...... 


420 


50 

370 

190 

NO CASH RENT. . . . 



46 

817 

1 

562 

45 255 

5 530 

MEDIAN 


. DOLLARS . 


43 


56 

40 

47 

CONTRACT RENT 








RENTER OCCUPIED 



188 

758 

19 

135 

169 623 

100 090 

LESS THAN $20 • , . 



46 

974 


895 

46 079 

21 762 

$20 TO $29 



24 

0B9 

2 

045 

22 044 

17 001 

$30 TO $39 


...... 

19 

759 

4 

335 

15 424 

14 799 

$40 TO $59 



29 

433 

5 

925 

23 500 

23 138 

$60 TO $79 


...... 

14 

767 

3 

001 

11 766 

12 735 

$80 TO $99 


...... 

4 

068 


832 

3 236 

3 085 

$100 TO $149. . . . 



2 

349 


481 

1 668 

1 702 

$150 OR MORE. . . . 




502 


59 

443 

258 

NO CASH RENT. . . • 



46 

B17 

1 

562 

45 255 

5 530 

MEDIAN 


1 . DOLLARS • 


30 


45 

27 

36 

VACANT available 

FOR RENT . 


10 

135 

1 

164 

a 971 

6 572 

LESS THAN $30 . . . 



2 

895 


88 

2 807 

1 270 

$30 TO $39. .... 


B • B • • • 

1 

524 


182 

1 342 

1 008 

$40 TO $59 


!««••• 

3 

221 


420 

2 801 

2 536 

$60 TO $79. .... 


■ ••••• 

1 

506 


326 

1 180 

1 279 

$80 TO $99 




363 


83 

280 

261 

$100 TO $119. . . . 




199 


31 

160 

112 

$120 OR MORE. . . . 




427 


34 

393 

98 

MEDIAN RENT ASKED (DOLLARS) I 








VACANT AVAILABLE FOR RENT . . 



44 


54 

42 

47 

WITH ALL UTILITIES IN RENT. 



53 


... 

53 

50 

WITH SOME OR NO 

UTILITIES IN 

RENT . . . . 


40 


53 

38 

45 

DURATION OF VACANCY 








VACANT AVAILABLE 

FOR SALE . 


3 

077 


691 

2 386 

1 924 

LESS than 4 MONTHS. 


1 * • ■ • . 

1 

920 


545 

1 375 

1 327 

4 UP TO 6 MONTHS. . 




248 


21 

227 

155 

6 MONTHS OR MORE. . 


...... 


909 


125 

704 

442 

VACANT AVAILABLE 

FOR RENT . 

...... 

11 

703 

1 

208 

10 495 

6 600 

LESS THAN 1 MONTH . 



3 

707 


521 

3 186 

2 308 

1 UP TO 4 MONTHS. . 


...... 

3 

892 


490 

3 402 

2 622 

4 UP TO 6 MONTHS. . 



1 

056 


73 

983 

523 

6 MONTHS OR MORE. . 



3 

048 


124 

2 924 

1 147 


RURAL 
NONFARM I 
TOTAL 


BI 556 
35 754 
16 694 
9 973 
8 63B 
3 580 
2 681 
1 221 
1 432 
855 
728 

5 800 


860 

267 

213 

248 

96 

17 

19 

8 500 


86 668 
13 964 
9 158 
5 546 
5 042 
4 109 
3 247 
2 140 
2 361 
968 
473 
141 
230 
41 287 

31 


88 668 
25 212 
7 008 
4 960 
6 295 
2 032 
983 
647 
244 
41 287 

20 - 


3 563 
1 617 
516 
685 
227 
102 
87 
329 

33 

66 

29 


1 153 
593 
93 
467 


5 103 
1 399 
1 270 
533 
1 901 
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State and Small Areas 


Table 8. — Selected Characteristics of Housing Units With Nonwhite Household Heads, for the State, SMSA’s, 

AND Places of 10,000 Inhabitants or More: 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. “U” denotes an unincorporated place. Median not shown where base 
is less than 200; minus ( — ) after number indicates median below that number. Percent not shown where less than 0.1] 


AREA 

TOTAL 

OCCUPIED 

UNITS 

MEDIAN 

NUMBER 

OF 

ROOMS 

MEDIAN 

NUMBER 

OF 

PERSONS 

PERCENT OF ALL OCCUPIED—* 

OWNER 

RENTER 

IN ONE- 
HOUSING 
UNIT 
STRUC- 
TURES 

IN STRUC- 
TURES 
BUILT 
1950-1960 

SOUND* 
WITH ALL 
PLUMBING 
FACIL- 
ITIES 

WITH 1.01 
OR MORE 
PERSONS 
PER 
ROOM 

MOVED IN 
DURING 
1958- 
1960 

OWNER 

OCCU- 

PIED 

RENTER 

OCCU- 

PIED 

MEDIAN 

VALUE 

{DOL- 

LARS) 

MEDIAN 

GROSS 

RENT 

(DOL- 

LARS) 

THE STATE 

207 611 

3.B 

3.6 

92.6 

15.0 

12.6 

40.9 

28.7 

38.1 

61.9 

5 000- 

28 

URBAN 

77 824 

3.6 

3.1 

83.9 

16.4 

27.0 

33.9 

29.2 

42.3 

57.7 

5 000- 

33 

RURAL 

129 787 

3.9 

4.0 

98. 2 

14.1 

3.7 

45.2 

28.4 

35.6 

64,4 

5 000- 

20- 

NONFARM 

73 602 

3.8 

3.5 

97.6 

16.6 

5.0 

40,6 

29.4 

38.6 

61.4 

5 000- 

20- 

FARM 

56 185 

4.1 

4.B 

98.9 

10.9 

2.0 

51.1 

27.2 

31.6 

68,4 

... 

... 

INSIDE SMSAtS 

17 127 

3.8 

3.5 

88.6 

23.5 

40.7 

37.5 

28.9 

, 38.9 

61.1 

5 800 

46 

IN central CITIES 

12 480 

3.7 

3.4 

85.0 

24.1 

52.7 

34,5 

30,0 

j 37,8 

62.2 

6 200 

48 

NOT IN central CITIES . . . . 

4 647 

4.1 

4.2 

98.3 

21.8 

8.7 

45.7 

25.7 

41.9 

56.1 

5 000- 

20- 

OUTSIDE SMSA'S. , 

190 484 

3.8 

3.6 

93.2 

14.2 

10.2 

41.2 

28,7 

1 38.0 

62.0 

5 000- 

26 

STANDARD METROPOLITAN 













STATISTICAL AREAS 













JACKSON 

17 127 

3.8 

3.5 

88.6 

23.5 

40.7 

37.5 

28.9 

36.9 

61.1 

5 800 

46 

PLACES 













BILOXI 

1 473 

3.8 

3.2 

62.3 

15.6 

36,9 

34.1 

41.5 

32.5 

67,5 

5 600 

46 

CLARKSDALE. .... 

3 161 

3.2 

2. a 

87.4 

12.4 

24.5 

37.6 

33.5 

33,2 

66.8 

5 000- 

32 

CLEVELAND 

996 

3.2 

3.2 

95.9 

11.3 

22.7 

43.9 

32,1 1 

39.0 

61.0 

5 000- 

29 

COLUMBUS 

2 593 

3.5 

3.1 

88.7 

19.9 

17.8 

36.1 

33.6 

38.4 

61.6 

5 000- 

33 

CORINTH 

669 

4.5 

2.6 

74.4 

16.2 

29.4 

21.4 

16.8 ! 

46.6 

53.4 

5 000- 

24 

GREENVILLE 

5 490 

3.2 

2.9 

90.9 

9.5 

18.7 

35,2 

32.2 

42.9 

57.1 

5 000- 

30 

GREENWOOD 

3 012 

3.0 

2.6 

80.3 

10.8 

38.4 

35.0 

34.0 

19.3 

80,7 

5 000- 

36 

GULFPORT 

1 657 

4.0 

3.1 

ae.2 

14.7 

30.5 

30. B 

27.7 

52.2 

47.8 

5 000- 

38 

HATTIESBURG 

2 954 

4.4 

2.9 

80.1 

13,5 

27.1 

25.4 

22,6 

50,9 

41.1 

5 000- 

27 

JACKSON 

12 480 

3.7 

3.4 

85.0 

24.1 

52.7 

34.5 

30.0 

37.8 

62.2 

6 200 

48 

LAUREL 

2 549 

3.7 

3.0 

71,5 

11.1 

25.1 

31,7 

27,7 

39.0 ! 

61.0 

5 000- 

34 

MC COMB 

904 

4.4 

3.1 

60.5 

34.5 

59.3 

27.1 

3B.6 

47.7 

52,3 

5 000- 

26 

MERIDIAN 

4 711 

3.9 

2.9 

75.0 

11.6 

22.9 

30.7 

27.2 

38.9 

61.1 

5 000- 

27 

NATCHEZ 

3 385 

3.4 

3.1 

67.7 

11.6 

20.0 

37.6 

28.1 

36.0 1 

64.0 

5 000- 

30 

PASCAGOULA 

931 

3.9 

3.6 

59.6 

20.2 

53.8 

42.9 

32.9 

40,4 

59,6 

5 400 

38 

TUPELO 

1 191 

3.5 

2.8 

70,6 

6.5 

10.9 

30,6 

19.7 

30,6 1 

69,4 

5 000- 

27 

VICKSBURG . 

4 091 

3.3 

2.4 

82.8 

7.7 

19.9 

27.3 

22.5 

40,3 j 

59,7 

5 000- 

28 

YAZOO CITY . 

1 707 

3.4 

2.7 

91.3 

10.7 

12.6 

33.4 

23.7 

47.0 

53,0 

5 000- 

28 


Mississippi 
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Table 9. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of Housing 
Units With Nonwhite Household Heads, for the State, Inside and Outside SMSAs, Urban and 
Rural: 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


Tenure 

Condition and Plumb. 
Water Supply 
Toilet Facilities 


Bathing Fac. 
Bathrooms 
Rooms 
Bedrooms 


SUBJECT 


ALL OCCUPIED UNITS, 
TENURE 


OHHNER OCCUPIED 

RENTER OCCUPIED 

CONDITION AND PLUMBING 

OWNER OCCUPIED 

SOUND . , . 

WITH ALL PLUMBING FACILITIES. , 
LACKING SOME OR ALL FACILITIES. 

DETERIORATING , 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES, 
DILAPIDATED 


ALL OCCUPIED UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE . . 
ONLY COLD PIPED WATER INSIDE STRUCTURE, . . . 

PIPED WATER OUTSIDE STRUCTURE . . 

NO piped water 


TOILET FACILITIES 

FLUSH TOlLETi EXCLUSIVE USE . . 

FLUSH TOILETf SHARED 

OTHER TOILET FACILITIES OR NONE . 

BATHING facilities 

BATHTUB OR SHOWERi EXCLUSIVE USE 
bathtub OR SHOWER t SHARED , . . 
NO BATHTUB OR SHOWER 

BATHROOMS 


OWNER OCCUPIED. 

1 

MORE THAN 1 . . . , 
SHARED OR NONE. . . 

RENTER OCCUPIED 

1 

MORE THAN 1 . , , , 
SHARED OR NONE. . , 


ROOMS 


OWNER OCCUPIED, 

1 ROOM 

2 ROOMS ...... 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

a ROOMS OR MORE . . 
MEDIAN 

RENTER OCCUPIED 

1 ROOM 

2 ROOMS ...... 

3 ROOMS ...... 

4 ROOMS 

5 ROOMS 

6 ROOMS ...... 

7 ROOMS 

8 ROOMS OR MORE . . 
MEDIAN, 


BEDROOMS 


OWNER OCCUPIED. 

0 AND 1 ..... . 
2 ........ . 

3 

4 OR MORE 

RENTER OCCUPIED 
NONE 

1 

2 

3 OR MORE 


THE STATE 

URBAN t 

total 

RURAL 

total 

INSIDE 

SMSAtS 

OUTSIDE 

SMSA’S 

TOTAL 

nonfarm 

FARM 

207 611 

17 127 

190 484 

77 824 

129 787 

73 602 

56 185 

79 059 

6 664 

72 395 

32 913 

46 146 

28 360 

17 766 

128 552 

10 463 

118 089 

44 911 

83 641 

45 222 

38 419 

79 059 

6 664 

72 395 

32 913 

46 146 

28 380 

17 766 

36 656 

4 404 

32 252 

17 677 

18 979 

11 724 

7 255 

16 633 

3 615 

13 016 

12 901 

3 732 

2 746 

986 

20 023 

789 

19 234 

4 776 

15 247 

8 978 

6 269 

27 545 

1 661 

25 884 

10 005 

17 540 

10 583 

6 957 

5 299 

755 

4 544 

4 233 

1 066 

800 

266 

22 246 

906 

21 340 

5 772 

16 474 

9 783 

6 691 

14 858 

599 

14 259 

5 231 

9 627 

6 073 

3 554 

128 552 

10 463 

IIB 089 

44 911 

83 641 

45 222 

38 419 

33 168 

4 646 

28 522 

15 294 

17 874 

9 639 

8 235 

9 862 

3 361 

6 501 

a 747 

1 115 

962 

153 

23 306 

1 285 

22 021 

6 547 

16 759 

8 677 

8 082 

52 629 

4 054 

48 575 

15 937 

36 692 

18 916 

17 776 

3 524 

1 529 

1 995 

3 218 

306 

199 

107 

49 105 

2 525 

46 580 

12 719 

36 386 

18 717 

17 669 

42 755 

1 763 

40 992 

13 680 

29 075 

16 667 

12 408 

207 611 

17 127 

190 484 

77 824 

129 707 

73 602 

56 185 

40 870 

9 768 

31 102 

33 181 

7 609 

5 764 

1 925 

39 101 

3 032 

36 069 

30 376 

8 725 

6 752 

1 973 

27 502 

729 

26 773 

10 229 

17 273 

12 553 

4 720 

100 138 

3 598 

96 540 

4 038 

96 100 

48 533 

47 567 

62 160 

12 299 

49 861 

52 481 

9 679 

7 584 

2 095 

7 570 

241 

7 329 

6 965 

605 

584 

21 

137 881 

4 587 

133 294 

18 376 

U9 503 

65 434 

54 069 

44 991 

10 350 

34 641 

36 333 

a 658 

6 545 

2 113 

2 207 

184 

2 023 

1 807 

400 

375 

25 

160 413 

6 593 

153 820 

39 684 

120 729 

66 682 

54 047 

79 090 

6 667 

72 423 

32 941 

46 149 

28 429 

17 720 

22 520 

4 216 

18 304 

17 660 

4 060 

3 596 

1 264 

817 

2X0 

607 

723 

94 

66 

28 

55 753 

2 241 

53 512 

14 558 

41 195 

24 767 

16 428 

126 525 

10 459 

118 066 

44 887 

83 638 

45 199 

38 439 

13 708 

4 B19 

8 889 

12 197 

1 511 

1 210 

301 

361 

146 

215 

325 

36 

31 

5 

114 456 

5 494 

108 962 

32 365 

82 091 

43 950 

38 133 

79 059 

6 664 

72 395 

32 913 

46 146 

20 380 

17 766 

20b 

12 

196 

74 

134 

122 

12 

2 498 

111 

2 387 

893 

1 605 

1 295 

310 

11 159 

612 

I 10 547 

5 146 

6 013 

4 436 

1 577 

22 044 

1 832 

20 212 

9 073 ' 

12 971 

8 424 

4 547 

20 612 

2 034 

18 578 

B 687 

11 925 

6 977 

4 948 

16 360 

1 499 

14 861 

6 452 1 

9 908 

5 380 

4 528 

4 499 

446 

4 053 

1 784 

2 715 

1 317 

1 398 

1 679 

118 

1 561 

804 ! 

675 

429 

446 

4.7 

4.9 

4.7 

4.6 

4.7 

4,5 

5.0 

128 552 

10 463 

1 lie 089 

44 911 

83 641 

45 222 

38 419 

2 593 

173 

2 420 

1 272 

1 321 

1 068 

253 

19 397 

560 

18 637 

a 587 ! 

10 810 

7 513 

3 297 

46 686 

5 585 

41 301 

21 363 

25 523 

14 685 

10 838 

3B 635 

2 597 

36 238 

0 472 

30 363 

14 666 

15 697 

13 383 

994 

12 389 

3 201 

10 102 

4 804 

5 298 

6 026 

454 

5 574 

1 570 

4 458 

2 083 

2 375 

1 025 

71 

, 954 

243 

782 

290 

492 

405 

29 

1 376 

123 

282 

113 

169 

3.4 

3.3 

3.4 

3.1 

3.6 

3,5 

3.8 

79 445 

6 627 

72 818 

33 030 

46 407 

26 401 

16 006 

7 841 

491 

7 350 

4 235 

3 606 

2 839 

767 

37 516 

3 642 

33 874 

17 098 

20 418 

13 627 

6 791 

25 050 

2 028 

23 022 

9 166 

15 884 

8 716 

7 168 

9 038 

466 

8 572 

2 539 

6 499 

3 219 

3 280 

127 877 

10 503 

117 374 

44 461 

83 416 

45 127 

38 289 

3 330 

163 

! 3 147 

1 265 

2 065 

1 576 

489 

35 584 

2 524 

33 060 

17 269 

18 315 

12 150 

6 165 

62 128 

5 969 

! 56 159 

20 830 

41 298 

22 305 

18 993 

26 835 

1 827 

1 25 008 

5 097 

21 738 

9 096 

12 642 
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State and Small Areas 


Table 10, — Occupancy Characteristics, Units in Structure, and Year Structure Built for Housing 
Units With Nonwhite Household Heads, for the State, Inside and Outside SMSA’s, Urban and 
Rural: I960 

[Based on sample; see text Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


Units in Structure 
Trailer 

Year Structure 
Built 


Persons 

Persons per Room 
Year Moved into 
Unit 


SUBJECT 

THE STATE 

i 

URBAN? j 

total 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA’S 

TOTAL 

NONFARM 

FARM 

ALL OCCUPIED UNITS 

207 611 

17 127 

190 484 

77 824 i 

129 787 

73 602 

56 165 

UNITS IN STRUCTURE 








OWNER OCCUPIED. 

79 090 

6 667 

72 423 

32 941 

46 149 

28 429 

17 720 

ii detached 

76 615 

6 448 

70 167 

31 159 

45 456 

27 972 

17 484 

li ATTACHED 

1 275 

113 

1 162 

043 

432 

255 

177 


943 

101 

842 

774 

169 

145 

24 

3 AND 4 

99 

. • ■ 

99 

85 

14 

4 

10 

5 OR MORE 

63 

• * ■ 

63 

33 

30 

9 

21 

TRAILER 

95 

5 

90 

47 

48 

44 

4 

RENTER OCCUPIED . . . 

128 525 

10 459 

118 066 

44 887 

83 638 

45 199 

38 439 

DETACHED 

107 275 

6 485 

100 790 

27 447 

79 B28 

42 513 

37 315 

li ATTACHED 

7 372 

2 116 

5 256 

5 786 

1 586 

1 003 

583 


9 797 

1 661 

8 136 

8 300 

1 497 

1 124 

373 

3 AND 4 . • * 

2 060 

127 

1 933 

1 603 

457 

318 

139 

5 TO 9 

1 543 

46 

1 497 

1 444 

99 

85 

14 

10 TO 

272 

15 

257 

207 

65 

65 

« . • 

aO TO 49 

121 

5 

116 

72 

49 

45 

4 

SO OR MORE. . * . 

12 

* . • 

12 

6 

6 

6 

. « . 

TRAILER 

73 

4 

69 

22 

51 

40 

11 

YEAR structure BUILT 








owner occupied 

79 059 

6 664 

72 395 

32 913 

46 146 

28 380 

17 766 

1955 TO MARCH 1960 . 

8 327 

1 082 

7 245 

2 854 

5 473 

3 966 

1 507 

1950 TO 1954 

9 894 

1 293 

8 601 

4 050 

S 844 

3 683 

2 161 

1940 TO 1949 

21 435 

2 023 

19 4L2 

a 762 

12 673 

7 699 

4 974 

1939 OR EARLIER 

39 403 

2 266 

37 137 

17 247 

22 156 

13 032 

9 124 

renter occupied 

128 552 

10 463 

118 089 

44 911 1 

83 641 

45 222 

38 419 

1955 TO MARCH i960 . . 

5 498 

726 

4 772 

2 503 

2 995 

1 943 

1 052 

1950 TO 1954 . 

7 407 

925 

6 482 

3 386 1 

4 021 

2 609 

1 412 

1940 TO 1949 

21 465 

2 664 

18 801 

8 672 

12 793 

7 645 

5 148 

1939 OR EARLIER 

94 182 

6 148 

88 034 

30 350 1 

63 832 

33 025 

30 807 

PERSONS 








OWNER occupied 

79 059 

6 664 

72 395 

32 913 

46 146 

28 380 1 

17 766 

1 PERSON 

9 665 

640 

9 025 

4 743 

4 922 

3 995 j 

927 

2 PERSONS ... 

20 462 

1 627 

18 835 

9 123 

11 339 

7 294 1 

4 045 

3 PERSONS 

12 569 

1 201 

11 368 

5 566 

7 001 

4 270 1 

2 723 

4 PERSONS 

a 611 

892 

7 719 

3 680 

4 931 

2 866 1 

2 045 

5 PERSONS 

6 799 

612 

6 187 

2 799 

4 000 

2 400 j 

1 592 

6 PERSONS 

5 712 

412 

5 300 

2 048 

3 664 

2 172 ! 

1 492 

7 persons 

4 487 

432 

4 055 

1 659 1 

2 828 

1 613 1 

1 215 

6 PERSONS OR MORE .... * 

10 754 

848 

9 906 

3 293 

7 461 

3 734 

3 727 


3.2 

3.4 

3.2 

3.0 1 

3.5 

3.2 

4.1 

RENTER OCCUPIED 

128 552 

10 463 

110 089 

44 911 i 

83 641 

45 222 1 

38 419 

1 PERSON 

17 566 

1 301 

16 265 

8 280 

9 286 

6 872 

2 414 

2 PERSONS 

25 389 

2 075 

23 314 

10 013 

15 376 

9 039 

6 337 

3 PERSONS * 

16 676 

1 715 

14 961 

6 708 

9 968 

5 554 

4 414 

4 PERSONS 

13 726 

1 282 

12 444 

5 260 

8 466 

4 555 

3 911 

5 PERSONS 

11 503 

1 061 

10 442 

4 254 

7 249 

3 959 

3 290 


10 551 

862 

9 609 

3 263 

7 288 

3 618 : 

3 670 

7 PERSONS . 

8 918 

709 

8 209 

2 545 

6 373 

3 243 

3 130 

B PERSONS OR MORE 

24 223 

1 458 

22 765 

4 588 

19 635 

8 362 

11 253 


3.8 

3.6 

3.9 

3.1 

4.3 

3,8 

5.1 

PERSONS PER ROOM 








OWNER OCCUPIED 

79 059 

6 664 

72 395 

32 913 

46 146 

28 380 

17 766 

0.50 OR less 

29 499 

2 480 

27 019 

13 582 

15 917 

10 508 

5 329 


14 136 

1 226 

12 910 

5 245 

7 891 

4 876 

3 015 


13 138 

1 226 

11 912 

5 327 

7 811 

4 684 

3 127 


10 769 

920 

9 849 

4 029 

6 740 

3 784 

2 956 

1.51 OR MORE 

11 517 

812 

10 705 

3 730 

7 787 

4 448 

3 339 

RENTER OCCUPIED . 

128 552 

10 463 

118 089 

44 911 

83 641 

45 222 

38 419 


25 360 

1 918 

23 442 

10 046 

15 314 

9 929 

5 385 


18 488 

1 916 

16 572 

7 253 

11 235 

6 202 

5 033 


22 016 

1 931 

20 085 

a 999 

13 017 

7 440 

5 577 

1.01 TO 1.50. < 

19 702 

1 572 

! 18 130 

6 543 

13 159 

6 553 

6 606 

1.51 OR MORE 

42 986 

3 126 

39 860 

12 070 

30 916 

15 098 , 

15 818 

YEAR MOVED INTO UNIT 








OWNER OCCUPIED 

79 059 

6 664 

1 72 395 

32 913 

46 146 

28 3B0 ' 

17 766 

1959 TO MARCH 1960 

5 372 

580 

' 4 792 

2 203 

3 169 

2 391 

770 


3 303 

381 

1 2 922 

1 448 

1 1 855 

1 364 ' 

491 

1957 

3 185 

317 

! 2 868 

1 487 

1 698 

1 151 

547 

1954 TO 1956 

10 136 

1 153 

1 8 983 

4 433 

1 5 703 

3 786 

1 917 

1950 TO 1953. 

12 388 

1 198 

! 11 190 

5 410 

6 978 

4 247 1 

2 731 

1940 TO 1949 

24 778 

1 886 

1 22 892 

10 547 

! 14 231 

8 513 

5 718 

1939 OR EARLIER 

19 B97 

1 149 

1 18 748 

7 385 

1 12 512 

6 926 1 

5 584 

RENTER OCCUPIED ..... 

128 552 

10 463 

118 089 

44 911 

1 83 641 

45 222 ' 

38 419 

1959 TO march I960 

36 441 

2 800 

33 641 

13 625 

22 816 

12 966 , 

9 850 


14 507 

1 185 

13 322 

5 425 

1 9 082 

4 929 

4 153 


11 560 

1 107 

10 453 

4 370 

1 7 190 

3 961 j 

3 229 

1954 TO 1956. 

23 520 

2 078 

21 442 

a 360 

1 15 160 

a 437 

6 723 

1950 TO 1953. 

16 922 

1 537 

15 385 

5 760 

11 162 

5 677 1 

5 485 


16 2B1 

1 139 

15 142 

5 106 

11 175 

5 506 

5 669 

1939 OR EARLIER 

9 321 

617 

8 704 

2 265 

1 7 056 

3 746 ! 

1 

3 310 




Mississippi 
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Table 11. — ^Selected Equipment ano Financial Characteristics of Housing Units With Nonwhite 
Household Heads, for the State, Inside and Outside SMSA’s, Urban and Rural: 1960 

I on sample ; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 
where base is less than 200; minus (— ) after number indicates median below that number] 


Heating Equip. 
Clothes Washing 
Machine 
Clothes Dryer 
Horae Food 
Freezer 


Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 


subject 

THE STATE 

URBAN) 

RURAL 

TOTAL 

INSIDE 

SMSA’S 

OUTSIDE 

SMSA’S 

TOTAL 

TOTAL 

NONFARM 

FARM 

ALL OCCUPIED UNITS 

207 611 

17 127 

190 484 

77 824 

129 787 

73 602 

56 105 

HEATING EQUIPMENT 








STEAM OR HOT WATER 

10a 

12 

96 

43 

65 

49 

16 

WARM AIR FURNACE 

519 

141 

378 

363 

156 

129 

27 

FLOOR 1 WALLi OR PIPELESS FURNACE 

8 150 

i 887 

6 263 

5 911 

2 239 

1 ao5 

434 

BUILT-IN ELECTRIC UNITS 

146 

20 

126 

82 

64 

34 

30 

OTHER MEANS WITH FLUE 

118 781 

4 250 

114 531 

17 877 

100 904 

52 176 

48 728 

other MEANS WITHOUT FLUE, . . . , 

77 598 

10 466 

67 132 

52 708 

24 890 

18 469 

6 421 

NONE 

2 309 

351 

1 958 

840 

1 469 

940 

529 

CLOTHES WASHING MACHINE 








WRINGER OR SPINNER 

65 196 

4 615 

60 501 

25 198 

39 998 

20 700 

19 290 

AUTOMATIC OR SEMI-AUTOMATIC 

9 574 

2 397 

7 177 

7 890 

1 684 

1 236 

44B 

WASHER-DRYER COMBINATION, 

155 

71 

04 

133 

22 

22 

• * • 

NONE 

132 397 

10 047 

122 350 

44 278 

88 119 

51 562 

36 557 

CLOTHES DRYER 








GAS HEATED 

107 


107 

56 

51 

35 

16 

ELECTRICALLY HEATED 

516 

89 

427 

205 

311 

191 

120 

NONE * , 

206 699 

17 041 

189 658 

77 238 

129 461 

73 302 

56 1S9 

HOME FOOD FREEZER 








1 OR MORE 

19 001 

1 338 

17 663 

5 275 

13 726 

6 627 

7 099 

NONE 

188 321 

15 792 

172 529 

72 224 

116 097 

66 901 

49 196 

AUTOMOBILES AVAILABLE 









75 490 

7 008 

68 482 

25 304 

50 186 

25 833 

24 353 


6 412 

896 

5 516 

2 608 

3 804 

1 671 

2 133 

3 OR MORE 

934 

72 

862 

307 

547 

248 

299 

NONE 

124 479 

9 147 

115 332 

49 193 

75 286 

45 776 

29 510 

AIR CONDITIONING 








ROOM UNiTi 










2 334 

420 

1 914 

1 611 

723 

523 

200 

2 OR MORE 

320 

44 

276 

200 

120 

76 

44 

CENTRAL system 

264 

85 

179 

103 

161 

ill 

50 

NONE 

204 404 

16 581 

187 823 

75 585 

128 819 

72 ai0 

56 001 

TELEVISION SETS 









82 003 

10 620 

71 383 

41 268 

40 715 

23 769 

16 946 

2 OR MORE 

1 099 

441 

658 

858 

241 

190 

51 

NONE 

124 220 

6 069 

118 151 

35 353 

88 867 

49 569 

39 298 

RADIO SETS 









147 435 

12 199 

135 236 

54 225 

93 210 

50 926 

42 284 

2 OR MORE 

11 715 

1 901 

9 814 

7 267 

4 440 

2 640 

1 80S 

NONE 

48 172 

3 030 

45 142 

16 007 

32 165 

19 962 

12 203 

VALUE 








OWNER OCCUPIED 

52 408 

S 774 

46 634 

31 680 

20 720 

20 728 

• * , 

LESS THAN $5t000 

37 516 

2 207 

35 309 

20 480 

17 036 

17 036 

« • * 

$5)000 TO $7)400 

9 715 

2 038 

7 677 

7 112 

2 603 

2 603 

• • • 

$7)500 TO $9)900 

3 074 

829 

2 245 

2 467 

607 

607 


$10)000 TO $12)400 

1 271 

383 

888 

963 

308 

30 B 


$12)500 TO $14)900 

380 

173 

207 

317 

63 

63 

» , • 

$15)000 TO $17)400 

188 

79 

109 

151 

37 

37 


$17)500 TO $19)900 

75 

26 

47 

52 

23 

23 


$20)000 TO $24)900 

125 

25 

100 

90 

35 

35 


$25)000 TO $34)900 

24 

B 

16 

20 

4 

4 


$35)000 OR MORE 

40 

4 

36 

28 

12 

12 

* • • 

MEDIAN dollars • 

5 000- 

5 800 

5 000- 

5 000- 

5 000- 

5 000- 

» • , 

GROSS RENT 








RENTER OCCUPIED 

128 552 

10 463 

118 089 

44 911 

83 641 

03 641 


LESS THAN 

17 605 

566 

17 039 

6 176 

11 429 ! 

11 429 


$20 TO $29 

17 467 

481 

16 986 

12 468 

4 999 ! 

4 999 


$30 TO $39 

12 725 

1 425 

11 300 

10 960 

1 765 

1 765 


$40 TO $49. . . 

7 979 

2 799 

5 180 

6 916 

1 063 

1 063 


$50 TO $59 

4 097 

2 042 

2 055 

3 524 

573 

573 


$60 TO $69 

1 646 

700 

946 

1 348 

296 

298 


$70 TO $79 

816 

331 

485 

646 

170 

170 


$60 TO $99 

861 

144 

737 

563 

318 

318 


$100 TO $119 

239 

33 

206 

138 

101 

101 


$120 TO $149. ... 

99 

13 

86 

51 

48 

40 


$150 TO $199 

67 

48 

19 

12 

55 

55 


$200 OR MORE 

• • , 

, , • 

• ■ • 

• • • 

• • • 

■ • • 


NO CASH RENT 

64 931 

1 881 

63 050 

2 109 

62 822 

62 022 


MEDIAN DOLLARS . 

28 

46 

26 

33 

20- 

20- 
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Table 12. — ^Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA's, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: I960 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


[Some data based on sample; see text. “XJ” denotes an unincorporated place] 


SUBJECT 


ALL HOUSING UNITS 

TENURE* COLOR* AND VACANCY 
STATUS 


OCCUPIED 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED* . . . . * 

WHITE 

NONWHITE ... * 

RENTER OCCUPIED . . 

WHITE. . . 

nonwhite 

VACANT » . . 

YEAR ROUND 

SOUND OR DETERIORATING . 

AVAILABLE 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE .... 
FOR rent ............ 

RENTAL VACANCY RATE 

RENTED OR SOLD* AWAITING OCCUPANCY 
HELD FOR OCCASIONAL USE, ..... 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS . . . . 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . . . 

LACKING ONLY HOT WATER , . 

LACKING other PLUMBING FACILITIES. . , 
DILAPIDATED . . 

OWNER OCCUPIED « . . • . , 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . • . . 
DILAPIDATED . . 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES • • • , 

deteriorating 

WITH ALL PLUMBING FACILITIES . , , . . 
LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED 

VACANT AVAILABLE FOR SALE. . . . . . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . . 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS 

water SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE( 
ONLY COLD PIPED WATER INSIDE STRUCTURE . i 
PIPED WATER OUTSIDE STRUCTURE, 

NO PIPED WATER 


TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE, . , 

FLUSH TOILET, SHARED , 

OTHER TOILET FACILITIES OR NONE, 


BATHING FACILITIES 

BATHTUB OR SHOWER, EXCLUSIVE USE ... . 

BATHTUB OR SHOWER* SHARED 

NO BATHTUB OR SHOWER 


JACKSON STANDARD METROPOLITAN STATISTICAL AREA 


THE AREA 

HINDS COUNTY 

JACKSON 

URBAN 

BALANCE 

RURAL 

53 613 

42 780 

1 709 

9 124 

50 521 

40 668 

1 605 

8 248 

30 229 

24 500 

1 144 

4 585 

59.8 

60.2 

71.3 

55.6 

23 565 

19 782 

972 

2 811 

6 664 

4 718 

172 

1 774 

20 292 

16 168 

461 

3 663 

9 829 

8 406 

432 

991 

10 463 

7 762 

29 

2 672 

3 092 

2 112 

104 

876 

2 620 

1 962 

100 

758 

2 442 

1 833 

80 

529 

1 883 

1 609 

60 

214 

700 

566 

36 

98 

2.3 

2.3 

3.1 

2.1 

1 183 

1 043 

24 

116 

5.5 

6.1 

4.9 

3,1 

131 

90 

10 

31 

62 

32 

3 

27 

366 

102 

7 

257 

378 

129 

20 

229 

272 

150 

4 

118 

53 613 

42 780 

1 .709 

9 124 

41 248 

35 204 

1 239 

4 805 

38 127 

33 546 

1 212 

3 369 

568 

430 

11 

127 

2 553 

1 22B 

16 

1 309 

9 163 

6 284 

307 

2 572 

4 971 

4 328 

259 

364 

459 

398 

• • * 

61 

3 733 

1 558 

40 

2 127 

3 202 

1 292 

163 

1 747 

30 229 

24 500 

1 144 

4 565 

26 774 

22 496 

977 

3 301 

25 560 

22 134 

954 

2 472 

1 214 

362 

23 

829 

2 748 

1 7L3 

llO 

925 

1 696 

1 366 

79 

249 

1 052 

345 

31 

676 

707 

291 

57 

359 

20 292 

16 168 

461 

3 663 

12 413 

11 077 

206 

1 130 

10 702 

9 842 

202 

658 

1 711 

1 235 

4 

472 

5 772 

4 219 

177 

1 376 

2 963 

2 715 

160 

88 

2 809 

1 504 

17 

1 288 

2 107 

872 

78 

1 157 

700 

566 

36 

98 

683 

557 

36 

90 

17 

9 

a • * 

8 

1 183 

1 043 

' 24 

116 

1 006 

921 

1 24 

61 

177 

122 

1 *** 

55 

55 613 

42 780 

! 

I 1 709 

9 124 

44 701 

39 219 

1 

1 1 621 

3 861 

3 614 

3 010 

32 

572 

820 

329 

■ 41 

450 

4 478 

222 

1 15 

4 241 

46 982 

41 261 

1 1 627 

4 094 

893 

847 

' 

• • • 

46 

5 738 

672 

82 

4 984 

44 836 

39 174 

1 615 

4 047 

876 

826 

9 , 

41 

7 901 

2 780 

!!j 

5 036 


JACKSON 

URBANIZED 

AREA 


43 


41 45 
25 i5( 
60, 
20 33 ^ 
4 B2< 
16 29' 
e 52< 
7 77 

2 16 
2 Oli 
i 87 
I 631 
581 
2,: 
1 05^ 
6* 


3! 

lOJ 

13! 

15 


43 611 
55 871 
34 221 
43< 
1 221 
6 35' 
4 4o: 

391 
1 551 
1 37' 

25 15( 
23 071 
22 71i 
36; 
1 75* 
1 41 
34! 
32i 

16 29’ 
11 141 
9 90! 

1 23! 
4 24; 

2 73' 
1 50i 

91' 


58' 

57; 


1 05- 
93i 
12 


43 61 


40 04 
3 01 
32 
22 


42 09 
84 
67 


40 00 
62 
2 78 


Mississippi 
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Table 13. — Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 Bathrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 Rooms 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) alter 

number indicates median above that number] 


Bedrooms 



JACKSON STANDARD METROPOLITAN STATISTICAL AREA | 

JACKSON 

URBANIZED 

AREA 

SUBJECT 

THE AREA 

HINDS COUNTY 

JACKSON 

URBAN 

balance 

RURAL 

BATHROOMS 






ALL UNITS 

53 613 

42 780 

1 709 

9 124 

43 614 


33 415 

29 144 

1 264 

3 007 

29 838 

1 PLUS PARTIAL 

2 133 

1 787 

110 

236 

1 053 

2 OR MORE 

8 07B 

7 290 

232 

556 

7 359 

SHARED OR NONE 

9 987 

4 559 

103 

5 325 

4 564 

OWNER OCCUPIED 

30 229 

24 500 

1 144 

4 585 

25 156 


18 460 

15 626 

759 

2 075 

16 159 

MORE THAN i 

8 941 

7 967 

306 

668 

S 090 

SHARED OR NONE 

2 828 

907 

79 

1 842 

907 

RENTER OCCUPIED 

20 292 

16 168 

461 

3 663 

16 297 


13 113 

12 010 

411 

692 

12 132 

MORE THAN I. • 

842 

740 

31 

71 

747 

SHARED OR NONE 

6 337 

3 418 

19 

2 900 

3 418 

ROOMS 






ALL UNITS 

53 613 

42 780 

1 709 

9 124 

43 614 

1 ROOM 

670 

536 

9 

125 

536 

2 ROOMS. • 

1 931 

1 248 

91 

592 

1 274 

? ROOMS 

9 718 

a 210 

124 

1 384 

8 240 

4 ROOMS 

10 062 

7 159 

410 

2 493 

7 349 

5 ROOMS , . . • 

14 266 

11 641 

435 

2 210 

11 975 

6 ROOMS 

10 513 

8 564 

415 

1 534 

8 752 

7 ROOMS 

4 433 

3 730 

173 

530 

3 776 

8 ROOMS OR MORE 

2 000 

1 692 

52 

256 

1 712 

MEDIAN 

4.8 

4.9 

5.0 

4.5 

4.9 

OWNER OCCUPIED ..... 

30 229 

24 500 

1 144 

4 585 

25 156 

1 ROOM 

48 

36 

• . . 

12 

36 

2 ROOMS 

194 

68 

16 

110 

68 

3 ROOMS. ..... 

1 022 

701 

26 

295 

713 

4 ROOMS 

4 169 

2 962 

223 

984 

3 114 

5 ROOMS 

10 241 

8 507 

344 

1 390 

8 777 

6 ROOMS 

a 865 

7 371 

351 

1 143 

7 541 

7 ROOMS 

3 914 

3 350 

136 

428 

3 306 

e ROOMS OR MORE 

1 776 

1 505 

48 

223 

1 521 

MEDIAN 

5.4 

5.5 

5.4 

5,1 

5.5 

RENTER OCCUPIED 

20 292 

16 168 

461 

3 663 

16 297 

1 ROOM 

550 

462 

9 

79 

462 

2 ROOMS 

1 484 

1 060 

66 

358 

1 082 

3 ROOMS 

7 921 

6 966 

BO 

075 

6 900 

4 ROOMS 

5 192 

3 BIO 

155 

1 227 

3 832 

5 ROOMS 

3 268 

2 513 

74 

681 

2 565 

6 ROOMS 

1 326 

956 

40 

328 

967 

7 ROOMS 

409 

286 

37 

86 

296 

a ROOMS OR MORE , 

142 

113 

. . f 

29 

113 

MEDIAN 

3.5 

3.4 

4.0 

3.9 

3.4 

VACANT AVAILABLE FOR SALE 

700 

566 

36 

98 

564 

1 TO 3 ROOMS 

9 

5 

■ . . 

4 

5 

4 ROOKS 

44 

33 

3 

a 

34 

5 ROOMS 

388 

307 

15 

66 

316 

6 ROOMS 

179 

145 

18 

16 

153 

7 ROOMS OR MORE 

80 

76 

. * . 

4 

76 

median 

5,3 

5.3 

... 

5.1 

5.3 

VACANT AVAILABLE FOR RENT. ...... 

1 183 

1 043 

24 

116 

1 054 

1 ROOM 

35 

29 

. . . 


29 

2 ROOMS 

107 

86 

5 

16 1 

08 

3 ROOMS. 

424 

39B 

4 

22 

399 

4 ROOMS 

331 

286 

8 

37 i 

290 

5 ROOMS OR MORE 

286 

244 

7 

35 

24B 

MEDIAN 

3.6 

3.5 

... 

3.9 

3.5 

BEDROOMS 






ALL UNITS 

53 613 

42 780 

1 709 

9 124 

43 614 

NONE 

634 

466 

. * . 

166 

466 


8 5131 

6 912 

311 

1 290 

6 969 


24 013' 

19 400 

726 

3 887 

19 846 


17 317 

13 800 

617 

2 900 

14 131 

4 OR MORE. 

3 136' 

a 202 

55 

879 

2 202 

OWNER OCCUPIED 

30 166 i 

24 500 

1 101 

4 585 

25 113 

0 AND 

1 391 

1 019 

72 

300 

1 019 


12 513 i 

10 123 

504 

1 886 

10 487 


13 886 

11 569 

493 

1 826 

11 818 

4 OR MORE . . . • 

2 394 

1 709 

32 

573 

1 709 

RENTER OCCUPIED 

20 335 

16 168 

504 

3 663 

16 340 

NONE 

510 

386 

• . . 

122 

388 


6 200 

5 230 

225 

745 

5 287 


10 266 

0 501 

170 

1 595 

8 558 

3 OR MORE 

3 359 

2 049 

109 

1 201 

2 107 
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State and Small Areas 


Table 14. — Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 


1960 


[Based on sample; see text. “U’' denotes an unincorporated place] 


Units in Structure Basement 

Trailer Heating F.quipmcnt 

Year Structure Built 


SUBJECT 

1 JACKSON STANDARD METROPOLITAN STATISTICAL AREA 

JACKSON 

URBANIZED 

AREA 

THE AREA 

HINDS COUNTY 

' JACKSON 

URBAN 

BALANCE 

RURAL 

UNITS IN structure 






ALL UNITS 

53 613 

42 780 

1 709 

9 124 

43 614 

it DETACHED 

41 281 

31 296 

1 335 

, a 650 

32 080 

Ii ATTACHED 

3 416 

3 219 

58 

141 

3 246 


4 976 

4 6S2 

151 

173 

4 664 

3 AND 4 

2 123 

2 019 

54 

1 50 

2 026 

5 OR MORE 

1 626 

1 480 

105 

45 

1 480 

TRAILER: 






ON PERMANENT FOUNDATION 

33 

13 

* . . 

i 20 

13 

MOBILE 

154 

101 

a 

45 

105 

OWNER OCCUPIED 

30 229 

24 500 

1 144 

4 585 

25 156 

It detached 

2a 590 

23 095 

1 069 

4 426 

23 733 

It attached 

345 

251 

29 

65 

265 


845 

778 

27 

40 

778 

3 AND 4 

224 

213 

11 

. . . 

213 

5 OR MORE 

58 

S3 

* * • 

5 

53 

TRAILER 

167 

110 

B 

49 

114 

RENTER OCCUPIED 

20 292 

16 168 

461 

3 663 

16 297 

It DETACHED. ..... 

10 576 

6 999 

195 

3 3B2 

7 101 

It ATTACHED 

2 930 

2 830 

29 

71 

2 843 


3 764 

3 530 

110 

124 

3 537 

3 AND 4 

1 629 

1 541 

43 

45 

1 548 

5 TO 9 

673 

586 

67 

20 

586 

10 TO 19 

282 

265 

17 

* • • 

265 

20 TO 49 

277 

277 

• * . 

• . • 

277 

50 OR MORE 

141 

136 

• • * 

5 

136 

TRAILER 

20 

4 

... 

16 

4 

VACANT AVAILABLE FOR RENT, 

1 210 

1 068 

26 

116 

1 078 


511 

415 

5 

91 

420 

2 TO 4 

541 

517 

14 

10 

522 

5 TO 9 

95 

78 

7 

10 

78 

10 OR MORE 

63 

58 

* • t 1 

5 

58 

YEAR STRUCTURE BUILT 






ALL UNITS. 1 

53 613 

42 780 

1 709 

9 124 

43 614 

1959 TO MARCH 1960 

3 318 

2 589 

104 

625 

2 637 

1955 TO 1958 

6 896 

5 806 

278 

812 

5 921 

1950 TO 1954 

9 614 

8 049 

420 

1 145 

6 352 

1940 TO 1949 

14 129 

11 696 

493 

1 940 

12 007 

1930 TO 1939 

7 985 

6 548 

131 

1 306 

6 584 

1929 OR EARLIER 

11 671 

8 092 

283 

3 296 

8 113 

OWNER OCCUPIED 

30 229 

24 500 

1 144 

4 585 

25 156 

1955 TO MARCH 1960 

8 032 

6 669 

284 

1 079 

6 602 

1950 TO 1954 

6 855 

5 ail 

354 

690 

6 065 

1940 TO 1949 , 

a 116 

6 653 

311 

1 152 

6 875 

1939 OR EARLIER , 

7 226 

5 367 

195 

1 664 

5 414 

ALL HOUSING UNITS 

53 613 

42 780 

1 709 

9 124 

43 614 

BASEMENT 

1 





BASEMENT 

1 eio 

1 613 

76 

121 

1 620 

CONCRETE SLAB 

5 276 

4 365 

282 

629 

4 384 

OTHER 

46 527 

36 802 

1 351 

8 374 

37 610 

HEATING EQUIPMENT 






STEAM OR HOT WATER 

419 

383 

a 

28 

367 

WARM AIR FURNACE 

7 935 

7 202 

232 

501 

7 289 

FLOOR t WALLt OR PIPELESS FURNACE 

15 140 

13 715 

753 

672 

14 191 

BUILT-IN ELECTRIC UNITS. . * 

326 

247 

6 1 

73 

247 

OTHER MEANS WITH FLUE 

6 052 

1 864 

65 

4 123 

1 876 

OTHER MEANS WITHOUT FLUE 

23 265 

19 292 

634 1 

3 339 

19 547 


476 

77 

11 1 

388 

77 
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Mississippi 

Table 15. — Occupancy Ci-iaracteuistics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants Population . 

OR Mori;, Urban Balance, Rural Total, and Urbanized Areas; 1960 
[Based nn sample; see text. “U” denotes an unincorporated place] 


JACKSON STANDARD METROPOLITAN STATISTICAL AREA 


SUBJECT 

THE AREA 

HINDS COUNTY 

JACKSON 

URBAN 

BALANCE 

RURAL 

JACKSON 

URBANIZED 

AREA 

POPULATION 






population in housing UNiTSf 1960 

180 879 

139 845 

5 658 

35 376 

142 910 

PER OCCUPIED UNIT 

3.6 

3.4 

3.5 

4.3 

3.4 

OWNER * • . • 

3.6 

3.5 

3.7 

3.9 

3.5 

RENTER . . 

3.6 

3.4 

3.1 

4.8 

3.4 

population in dwelling UNiTSt 1950 , , . . 

135 143 

92 357 

. ■ . 

• * • 

94 347 

PER OCCUPIED UNIT. . 

3.6 

3.4 

. . . 

• * • 

3.4 

ALL OCCUPIED UNITS 

50 521 

40 668 

1 605 

8 248 

41 453 

PERSONS 






OWNER OCCUPIED 

30 229 

24 500 

i 144 

4 585 

25 156 

1 PERSON . 

2 360 

1 846 

62 

452 

1 873 

2 PERSONS 

7 680 

6 285 

326 

1 069 

6 431 

3 PERSONS 

6 398 

5 278 

186 

934 

5 393 

4- PERSONS. . 

6 365 

5 419 

249 

697 

5 572 

5 PERSONS 

3 B03 

3 179 

170 

454 

3 278 

6 PERSONS. ... 

1 662 

1 233 

75 

354 

1 296 

7 PERSONS 

910 

652 

38 

220 

678 

8 PERSONS OR MORE 

1 051 

608 

38 

405 

635 

MEDIAN 

3.3 

3.3 

3.5 

3.3 

3.3 

RENTER OCCUPIED 

20 292 

16 168 

461 

3 663 

16 297 

1 PERSON 

3 122 

2 657 

49 

416 

2 675 

2 PERSONS. .... 

5 183 

4 362 

141 

680 

4 381 

3 PERSONS 

3 79B 

3 243 

99 

456 

3 267 

4 PERSONS . 

2 637 

2 074 

100 

463 

2 104 

5 PERSONS 

1 832 

1 429 

49 

354 

1 448 

6 PERSONS 

1 253 

909 

10 

334 

919 

7 PERSONS 

B61 

603 

... 

258 

603 

8 PERSONS OR MORE 

1 606 

891 

13 

702 

900 

MEDIAN 

3.0 

2.8 

2.9 

4.1 

2.8 

PERSONS PER ROOM 





j 

OWNER OCCUPIED 

30 229 

24 500 ' 

1 144 

4 585 

25 156 

0.50 OR less .... 

13 154 

10 002 

496 

1 856 

11 023 

0.51 TO 0.75 ...... 

7 501 

6 344 

254 

903 

6 479 

0.76 TO 1.00 

6 600 

5 422 

267 

911 

5 621 

1.01 TO 1.50 

2 041 

1 433 

82 

526 

1 507 

1.51 OR MORE 

933 

499 

45 

389 

526 

RENTER OCCUPIED 

20 292 

16 168 

i 

461 

3 663 

16 297 

0.50 OR LESS 

5 417 

4 500 

134 

783 

4 528 

0.51 TO 0.75 

4 471 

3 762 

139 

570 

3 795 

0.76 TO 1.00 

4 497 

3 714 

109 

674 

3 751 

1.01 TO 1.50 

2 427 

1 791 

40 

596 

1 804 

1.51 OR MORE 

3 480 

2 401 

39 

1 040 

2 419 

YEAR MOVED INTO UNIT 






OWNER OCCUPIED 

30 229 

24 500 

1 144 

4 585 

25 156 

1959 TO MARCH i960 

4 900 

3 958 

203 

739 

4 089 

1956 . . . . 

2 689 

2 261 

103 

325 

2 336 

1957 , . . . 

1 976 

1 641 

72 

263 

1 674 

1954 TO 1956 

6 216 

5 173 

297 

746 

5 360 

1950 TO 1953 

4 981 

4 181 

156 

644 

4 285 

1940 TO 1949 

6 057 

4 844 

211 

1 002 

4 946 

1939 OR EARLIER 

3 410 

2 442 

102 

866 

2 466 

RENTER OCCUPIED 

20 292 

16 168 

461 

3 663 

16 297 

1959 TO MARCH 1960 .... 

8 256 

6 839 

300 

1 117 

6 928 

1958 ..... 

2 449 

2 028 

66 

355 

2 044 

1957 . . . . 

1 783 

1 479 

23 

281 

1 484 

1954 TO 1956 

3 145 

2 525 

51 

569 

2 559 

1950 TO 1953 

2 211 

1 669 

13 

529 

1 674 

1940 TO 1949 

1 668 

1 167 

8 

493 

1 167 

1939 OR EARLIER , . 

780 

461 

... 

319 

461 




26-20 


State and Small Areas 


Table 16. — ^Type of Fuel and Selected Equipment, for SMSA s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 

1 JACKSON STANDARD METROPOLITAN STATISTICAL AREA 

JACKSON 

URBANIZED 

AREA 

the area 

HINDS COUNTY 

JACKSON 

URBAN 

BALANCE 

RURAL 

ALL OCCUPIED UNITS 

50 521 

40 668 

1 605 

B 248 

41 

HEATING FUEL 






UTILITY GAS . 

43 538 

39 456 

1 482 

2 600 

! 40 

FUEL OILt KEROSENE » ETC 

266 

165 

t • . 

81 


COAL OR COKE 

122 

45 

16 

61 


ELECTRICITY . , . . 

377 

278 

. • . 

99 


BOTTLED • TANKt UR LP GAS 

2 191 

37B 

59 

1 754 


OTHER FUEL 

3 742 

505 

48 

3 389 


NONE • . . . 

285 

21 

« • t 

264 


WATER HEATING FUEL 






UTILITY GAS 

39 469 

35 949 

1 441 

2 079 


ELECTRICITY 

1 014 

730 

44 

240 

1 

COAL OR COKE 

81 

45 

16 

20 


BOTTLED t TANKi OR LP GAS 

1 819 

580 

43 

1 196 


FUEL OlLi KEROSENE* ETC. 

43 

43 

* * . 

. . . 


OTHER FUEL . 

120 

40 

« * . 

80 


NONE . 

7 97S 

3 281 

61 

4 633 

* 3 

1 

COOKING FUEL 


i 




UTILITY GAS 

37 650 

54 138 

1 270 

2 242 

34 

ELECTRICITY. . . 

6 740 

5 850 

212 

678 

5 

BOTTLED » TANK* OR LP GAS . 

2 482 

391 

72 

2 019 


FUEL OlLi KEROSENE* ETC. . . 

42 

21 

• • « 

21 


COAL OR COKE 

142 

45 

16 

81 


OTHER FUEL 

3 323 

141 

35 

3 147 


NONE 

142 

82 

... 

60 


CLOTHES WASHING MACHINE 






WRINGER OR SPINNER 

7 905 

5 155 

227 

2 523 

5 

AUTOMATIC OR SEMI-AUTOMATIC. 

22 568 

19 696 

943 

1 929 

20 

WASHER-DRYER COMBINATION . 

634 

517 

15 

102 


NONE . * 

19 414 

15 300 

420 

3 694 

15 

CLOTHES DRYER 






GAS HEATED 

816 

705 

32 

79 


ELECTRICALLY HEATED 

3 044 

a 544 

123 

377 

2 

NONE 

46 661 

37 419 

1 450 

7 792 

38 

HOME FOOD FREEZER 






1 OR MORE. .......... 

10 322 

7 808 

552 

1 962 

8 


40 199 

32 860 

1 053 

6 286 

33 

TELEPHONE AVAILABLE 







35 543 

31 022 

1 297 

3 224 

31 


14 978 

9 646 

308 

5 024 

9 

AUTOMOBILES AVAILABLE 







24 843 

19 858 

977 

4 008 

20 


11 830 

10 369 

395 

1 066 

10 

3 OR MORE 

1 360 

1 108 

113 

139 

1 


12 488 

9 333 

120 

3 035 

1 

9 

AIR CONDITIONING 




1 


ROOM UNIT* 







1 7 132 

6 378 

231 

523 

6 

2 OR MORE 

1 4 462 

3 970 

113 

379 

3 

central system 

2 174 

2 106 

46 

20 

2 

NONE 

36 753 

28 212 

1 215 

7 326 

28 

television sets 


■ 





37 196 

31 380 

1 164 

4 652 

31 


4 975 

4 243 

194 

538 

4 


a 350 

5 045 

247 

3 058 

5 

RADIO sets 







30 447 

23 969 

924 

5 554 

24 

2 OR MORE. ... 

14 203 

12 341 

554 

1 308 

12 


5 871 

4 358 

127 

1 386 

4 


165 

45 

278 

396 

305 

21 


730 

45 

598 

43 

40 

281 


907 

409 

21 

45 

141 

82 


705 

544 


622 


456 

990 

108 


359 

102 


Mississippi 
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Table 17. — Financial Characteristics and Duration op Vacancy, for SMSA's, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-f) or 
minus {-) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


JACKSON STANDARD METROPOLITAN STATISTICAL AREA 


SUBJECT 


The area 


HINDS COUNTY 


JACKSON 


URBAN 

BALANCE 


RURAL 


JACKSON 
URBAN UED 
AREA 


VALUE 


OWNER OCCUPIED 
LESS THAN $5,000 . 
$5,000 TO $7,400 . 
$7,500 TO $9,900 . 
$10,000 TO $12,400 
$12,500 TO $14,900 
$15,000 TO $17,400 
$17,500 TO $19,900 
$20,000 TO $24,900 
$25,000 TO $34,900 
$35,000 OR MORE. . 


27 083 

2 763 

3 6B3 

4 393 

5 067 
4 362 
2 467 
1 341 
1 396 

942 

649 


23 163 

1 723 
3 077 

3 747 

4 465 
3 931 

2 210 
1 192 
1 296 

902 

620 


1 073 
116 
124 
223 
246 
156 
92 
72 
32 
12 


2 847 
924 
482 
423 
376 
275 
165 
77 
60 
26 
29 


23 000 

1 780 
3 186 

3 937 

4 619 
3 986 

2 25B 
1 208 
1 304 

902 

620 


MEDIAN 


DOLLARS 


11 300 


11 700 


10 700 


7 600 


11 600 


VACANT AVAILABLE FOR SALE 

less THAN $5,000 

$5,000 TO $9,900 

$10,000 TO $14,900 

$15,000 TO $19,900 

$20,000 TO $24,900 ..... 
$25,000 OR MORE 


697 

17 

118 

361 

114 

38 

49 


566 

9 

111 

253 

106 

3B 

49 


33 


96 

8 

7 

75 

B 


578 

9 

111 

265 

106 

38 

49 


MEDIAN PRICE ASKED . DOLLARS 


13 000 


13 200 


13 200 


GROSS RENT 

RENTER OCCUPIED. . . . 

LESS THAN $20 

$20 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 

$60 TO $69 

$70 TO $79 

$80 TO $99 

$100 TO $119 

$120 TO $149 

$150 TO $199 

$200 OR MORE 

NO CASH RENT 


19 135 
557 
583 

1 897 
3 701 
3 548 

2 392 
1 724 
1 868 

746 
355 
152 
50 
1 562 


16 166 
68 
378 

1 718 
3 470 
3 377 

2 227 
1 640 
1 682 

704 

333 

119 

50 

402 


461 

5 

8 

46 

55 

72 

65 

33 

92 

13 

10 


2 506 
484 
197 
133 
176 
99 
100 
51 
94 
29 
12 
33 


16 297 
66 
378 
1 722 
3 474 
3 400 
2 255 
1 645 
1 723 
709 
338 
119 
SO 
416 


MEDIAN 


DOLLARS 


56 


57 


62 


32 


57 


CONTRACT RENT 


RENTER OCCUPIED 

LESS THAN 

$20 TO $29 . 

$30 TO $39 ... . . 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $149 

$150 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS . 


19 135 
895 

2 045 

4 335 

5 925 

3 001 
032 
481 

59 
I 562 

45 


16 16B 
189 

1 636 

4 096 

5 551 

2 807 
806 
422 

59 

402 

46 


461 

9 

13 

75 

149 

113 

22 

18 

62 


2 506 
697 
196 
164 
225 
81 
4 
41 

1 098 


16 297 
189 

1 b40 

4 110 

5 587 

2 863 
806 
427 

59 

416 


54 


20 


46 


VACANT AVAILABLE FOR RENT. 

LESS THAN $30 

$30 TO $39 

$40 TO 

$60 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE 

MEDIAN RENT ASKED (DOLLARS) i 

VACANT AVAILABLE FOR RENT 

WITH ALL UTILITIES IN RENT ...... 

WITH SOME OR NO UTILITIES IN RENT, . , 


1 164 
88 
182 
420 
326 
03 
31 
34 

54 

• • • 

53 


1 043 
56 
154 
384 
308 
83 
31 
27 

56 

• • • 

54 


21 

**4 

7 

10 


100 

32 

24 

29 

B 


051 

56 

154 

388 

312 

83 

31 

27 


56 

*54 


DURATION OF VACANCY 


VACANT available FOR SALE 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE i 


691 

545 

21 

125 


560 

425 

21 

114 


33 

29 


98 

91 


572 

433 

21 

lie 


VACANT AVAILABLE FOR RENT. 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS ....... 

6 .MONTHS OR MORE 


1 208 
521 
490 
73 
124 


1 071 
455 
460 
52 
104 


21 

13 

3 

5 


116 

53 

27 

16 

20 


1 079 
463 
460 
52 
104 
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State and Small Areas 


Table 18 . — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
25,000 TO 50,000 Inhabitants: I960 
[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Suppl 
Toilet Fac. 
Baching Fac. 
Bathrooms 


SUBJECT 

BILOXI 

GREENVILLE 

GULFPORT 

HATTIESBURG 

LAUREL 

MERIDIAN 

VICKSBURG 

ALL HOUSING UNITS 

11 119 

12 324 

9 393 

10 763 

8 435 

15 733 

9 5< 

TENURE* COLOR* AND VACANCY 








STATUS 








OCCUPIED ........ 

10 089 

11 491 

8 539 

9 855 

8 018 

14 772 

8 9i 

OWNER OCCUPIED 

4 128 

5 993 

5 270 

6 302 

4 553 

8 270 

4 

PERCENT OF ALL OCCUPIED 

40.9 

52.2 

61.7 

63.9 

56.8 

56.0 

50 

WHITE. ..... . 

3 650 

3 637 

4 405 

4 561 

3 558 

6 436 

2 8^ 

NONWHITE 

478 

2 356 

865 

1 741 

995 

1 834 

1 6^ 

RENTER OCCUPIED 

5 961 

5 498 

3 269 

3 553 

3 465 

6 502 

4 4: 



4 966 

2 364 

2 477 

2 340 

1 911 

3 625 

1 91 

NONWHITE . 

995 

3 134 

792 

1 213 

1 554 

2 877 

2 41 

VACANT 

1 030 

833 

854 

908 

417 

961 

6 

YEAR ROUND 

796 

781 

757 

814 

323 

842 

51 

SOUND OR deteriorating 

641 

597 

607 

690 

257 

696 

4; 

AVAILABLE. ............. 

483 

503 

449 

562 

197 

542 

31 

FOR SALE ONLY . . . . 

33 

69 

72 

102 

39 

124 


HOMEOWNER VACANCY RATE 

0.8 

1.1 

U3 

1.6 

0.8 

1.5 

0 

FOR RENT «... 

450 

434 

377 

460 

158 

418 

3‘ 

RENTAL VACANCY RATE. ...... 

7.0 

7.3 

10.3 

11.5 

4,4 

6.0 

7 

RENTED OR SOLD* AWAITING OCCUPANCY . 

34 

33 

37 

25 

11 

41 


HELD FOR OCCASIONAL USE 

30 

9 

26 

29 

i 11 

28 


HELD FOR OTHER REASONS 

94 

52 


74 

1 

85 


DILAPIDATED 

155 

184 

150 

124 

66 

146 

i: 

SEASONAL 

234 

52 

97 

94 

94 

119 


CONDITION AND PLUMBING 








ALL UNITS 

11 119 

12 324 

9 393 

10 763 

8 435 

15 733 

9 5 

SOUND . 

7 463 

7 014 

7 068 

7 667 

5 948 

10 419 

5 9 

WITH ALL PLUMBING FACILITIES 

7 194 

6 345 

6 753 

7 298 

5 532 

9 761 

5 2 

LACKING ONLY HOT WATER ........ . 

72 

76 

113 

60 1 

54 

180 

1 

LACKING OTHER PLUMBING FACILITIES. . . . 

197 

593 

202 

309 j 

362 

458 

5 

DETERIORATING 

2 596 

3 173 

1 344 

2 289 

1 451 

3 029 

2 1 

WITH ALL PLUMBING FACILITIES ..... , 

2 107 

1 448 

871 

1 303' 

723 

1 731 

7 

LACKING ONLY HOT WATER . . 

141 

149 

116 

121 

93 

248 

2 

LACKING OTHER PLUMBING FACILITIES. , . . 

348 

1 576 

357 

865 

635 

1 050 

1 1 

DILAPIDATED 

1 060 

2 137 

961 

807 

1 036 

2 285 

i 4 

OWNER OCCUPIED 

4 128 

5 993 

5 270 

6 302 

4 553 1 

6 270 

4 4 

SOUND , . . . 

3 115 

4 457 

4 289 

4 900 

3 787 1 

6 681 

: 5 

WITH ALL PLUMBING FACILITIES 

3 027 

4 223 

4 132 

4 751 

3 659, 

6 426 

3 2 

LACKING SOME OR ALL FACILITIES * . . . . 

68 

234 

157 

149 

128 

255 

2 

DETERIORATING * . . . 

749 

1 042 

627 

1 101 

501 ' 

1 030 

6 

WITH ALL PLUMBING FACILITIES 

561 

542 

472 

809 

365 

604 

2 

LACKING SOME OR ALL FACILITIES . . . . * 

188 

500 

155 

292 

136 

426 

3 

DILAPIDATED 

264 

494 

354 

301 

265 

559 

2 

RENTER OCCUPIED. . 

5 961 

5 498 

3 269 

3 553 

3 465 

6 502 

4 4 

SOUND 

3 796 

2 187 

2 207 

2 109 

1 938 

3 206 

2 0 

WITH ALL PLUMBING FACILITIES 

3 650 

1 777 

2 069 

1 910 

1 687 

2 862 

1 6 

LACKING SOME OR ALL FACILITIES , , . , . 

146 

410 

138 

199 

251 

344 

4 

DETERIORATING 

1 565 

1 854 

588 

1 060 

830 

1 760 

1 3 

WITH ALL PLUMBING FACILITIES 

1 338 

746 

325 

435 

305 

946 

3 

LACKING SOME OR ALL FACILITIES 

227 

1 108 

263 

625 

525 

814 

9 

DILAPIDATED 

600 

1 457 

474 

384 

697 

1 536 

1 0 

VACANT AVAILABLE FOR SALE. 

33 

69 

72 

102 

39 

124 


WITH all plumbing FACILITIES 

32 

66 

67 

100 

34 

118 


LACKING SOME OR ALL FACILITIES 

1 

3 

5 

2 

5* 

6 


VACANT AVAILABLE FOR RENT, ...... 

450 

434 

377 

460 

158 

418 

3 

WITH ALL PLUMBING FACILITIES , 

385 

351 

342 

419 

106 

371 

2 

LACKING SOME OR ALL FACILITIES 

65 

83 

35 

41 

52 

47 


ALL HOUSING UNITS. .... 

11 119 

12 324 

9 393 

10 763 

8 435 

15 733 

9 5 

WATER SUPPLY 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

10 191 

8 432 

8 119 

9 138 

6 829 

12 302 

6 3 

only COLD PIPED WATER INSIDE STRUCTURE . . 

742 

3 534 

860 

1 245 

1 209 

2 566 

2 6 

PIPED water OUTSIDE STRUCTURE 

134 

320 

337 

254 

325 

501 

4 

NO PIPED WATER . . , . 

52 

38 

57 

126 

72 

364 

1 

TOILET FACILITIES 








FLUSH TOILET. EXCLUSIVE USE 

10 291 

10 626 

a 459 

9 702 

7 338 

13 546 

8 0 

FLUSH TOILET. SHARED . . 

411 

1 270 

254 

529 

326 

973 

7 

OTHER TOILET FACILITIES OR NONE 

417 

426 

680 

532 

771 

1 214 

8 

BATHING FACILITIES 








BATHTUB OR SHOWER* EXCLUSIVE USE ... . , 

10 220 

8 344 

8 197 

9 044 

6 656 

12 573 

6 i 

BATHTUB OR SHOWER* SHARED. 

415 

260 

182 

354 

267 

470 


NO BATHTUB OR SHOWER ..... 

484 

3 720 

1 014 

1 365 

1 492 

2 690 

2 6 

BATHROOMS 









9 017 

6 666 

6 746 

7 166 

5 283 

9 712 

4 ? 

1 PLUS PARTIAL 

151 

468 

168 

377 

245 

415 

2 

2 OR MORE 

659 

980 

936 

1 242 

884 

1 815 


SHARED OR NONE , . , . 

1 292 

4 210 

L 543 

1 988 

2 023 

3 791 

3 H 


Mississippi 
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Table 19. — Structural Charactkristics, fo’r Places of 25,000 to 50,000 Inhaditan-ts: 1960 

[Some data based on sample; median not shown where base is inaufflciont; see text. "U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Rooms 

Bedrooms 


Units in Structure 
Trailer 


SUBJECT 

BILOXI 

GREENVILLE 

GULFPORT 

HATTIESBURG 

LAUREL 

MERIDIAN 

ROOMS 










ALL UNITS. . . 



11 

119 

12 

324 

9 393 

10 763 

a 435 

15 733 

1 ROOM . * 




456 


303 

220 

143 

144 

215 

2 ROOMS 



1 

053 

1 

261 

545 

589 

427 

1 140 

3 ROOMS 



2 

286 

3 

170 

1 431 

1 839 

1 516 

2 378 

4 ROOMS 



3 

084 

2 

627 

2 256 

1 773 

1 569 

3 273 

5 ROOMS 



2 

271 

2 

555 

2 208 

2 587 

1 941 

3 726 

6 ROOMS 



1 

319 

1 

575 

1 784 

2 219 

1 798 

3 085 

7 ROOMS 




414 


506 

603 

1 04S 

643 

1 155 

8 ROOMS OR MORE. . . 




236 


327 

346 

565 

397 

761 

MEDIAN 




4.1 


4.0 

4.6 

4,9 

4.8 

4,7 

OWNER OCCUPIED . 



4 

128 

5 

993 

5 270 

6 302 

4 553 

8 270 

1 TO 3 rooms .... 




489 


960 

402 

360 

224 

446 

4 ROOMS 



1 

040 

1 

234 

1 059 

760 

599 

1 190 

5 ROOMS 



1 

151 

1 

855 

1 522 

1 916 

1 417 

2 566 

6 ROOMS. 




911 

1 

230 

1 431 

1 812 

1 409 

2 422 

7 ROOMS 




347 


422 

534 

924 

537 

989 

a ROOMS OR MORE. . . 




190 


284 

322 

530 

367 

657 

MEDIAN 




5.0 


4.9 

5.3 

5.6 

5.5 

5.5 

RENTER OCCUPIED. 



5 

961 

5 

498 

3 269 

3 553 

3 465 

6 502 

1 ROOM 




269 


225 

161 

133 

108 

143 

2 ROOMS 




722 


952 

351 

469 

370 

966 

3 ROOMS 



1 

632 

2 

144 

878 

1 221 

1 216 

1 823 

4 ROOMS. 



1 

662 

1 

200 

940 

806 

851 

1 822 

5 ROOMS • 



1 

009 


587 

575 

485 

450 

987 

6 ROOMS 




374 


291 

284 

307 

346 

549 

7 ROOMS OR MORE. . . 




73 


99 

72 

130 

116 

212 

median 




3.7 


3.2 

3.6 

3.5 

3.5 

3.7 

VACANT available 

FOR 

SALE. ...... 


33 


69 

72 

102 

39 

124 

1 TO 3 ROOMS .... 




3 


4 

10 

2 

1 

7 

4 AND 5 ROOMS. . . . 

. . 



22 


46 

39 

62 

20 

63 

6 ROOMS OR MORE. . . 




8 


19 

23 

30 

18 

54 

MEDIAN 

• • 



... 


5.0 

5.1 

5.3 

... 

5,3 

VACANT AVAILABLE 

FOR 

RENT 


450 


434 

377 

460 

158 

418 

1 ROOM 


T - • 


37 


27 

20 

9 

13 

43 

2 ROOMS . 




85 


46 

72 

27 

13 

40 

3 ROOMS 




166 


171 

115 

209 

53 

124 

4 ROOMS 




09 


116 

101 

146 

55 

102 

5 ROOMS OR MORE. . . 




73 


74 

66 

69 

24 

109 

MEDIAN 




3.1 


3.3 

3.3 

3.4 

3.5 

3.5 

BEDROOMS 









ALL UNITS. . . 



11 

119 

12 

324 

9 393 

10 763 

B 435 

15 733 

NONE 




624 


290 

150 

108 

130 

282 




3 

104 

3 

266 

1 953 

2 170 

1 616 

2 760 




4 

563 

5 

171 

4 146 

4 271 

3 140 

6 399 




2 

284 

2 

94b 

2 586 

3 159 

2 693 

5 232 

4 OR MORE. ..... 




544 


649 

558 

1 055 

648 

1 060 

OWNER OCCUPIED . 



4 

128 

1 s 

993 

5 270 

6 302 

4 553 

8 270 

0 AND 1. • 




441 


704 

444 

462 

234 

379 




2 

025 

1 2 

479 

2 449 

1 2 330 

1 642 

3 202 




1 

281 

2 

345 

1 882 

' 2 563 

1 965 

3 B94 

4 OR MORE 




381 


465 

495 

947 

712 

795 

RENTER OCCUPIED. 



5 

961 

5 

498 

3 269 

3 553 

3 465 

6 502 

NONE 




411 


240 

76 

90 

96 

143 




2 

226 

2 

172 , 

1 241 

1 387 

1 216 

2 170 




2 

291 

2 

463 1 

1 258 

1 550 

1 331 

2 821 

3 OR MORE 



1 

033 


623 

694 

526 

822 

1 368 

UNITS IN 

structure 









ALL UNITS. . . 



11 

119 

12 

324 

9 393 

10 763 

a 435 

15 733 

If DETACHED. . • . . 



6 

491 

9 

832 

7 361 

8 039 

5 940 

10 497 

If ATTACHED. . • . . 



1 

100 


726 

271 

394 

631 

1 294 




1 

272 


906 

622 

1 104 

1 122 

2 278 

3 AND 4 




976 


447 

380 

421 

421 

810 

5 OR MORE 



1 

102 


325 

667 

727 

289 

783 

TRAILER 




178 


68 

92 

78 

32 

71 

OWNER OCCUPIED . 



4 

128 

5 

993 

5 270 

6 302 

4 553 

8 270 

If DETACHED. . . . . 



3 

565 

5 

665 

4 963 

5 082 

4 070 

7 162 

If ATTACHED 




106 


118 

70 

74 

241 

479 

2 OR MORE 




295 


154 

173 

280 

210 

566 

TRAILER 




162 


56 

64 

66 

32 

63 

RENTER OCCUPIED. 



5 

961 

5 

490 

3 269 

3 553 

3 465 

6 502 

If DETACHED 



2 

422 

3 

759 

1 B53 

1 687 

1 636 

2 814 

If ATTACHED 




887 


502 

155 

289 

330 

749 






992 


665 

397 

796 

895 

1 662 

3 AND 4 




751 


318 

275 

313 

366 

559 

5 TO 9 . 




712 


142 

437 

368 

150 

520 

10 TO 19 




76 


40 

60 

62 

57 

149 

20 OR MORE 




105 


60 

64 

26 

21 

41 

trailer 




16 


12 

28 

12 

... 

8 

VACANT AVAILABLE 

FOR 

RENT 


443 


434 

377 

460 

119 

• 418 

1 

t t 



248 


215 

206 

122 

52 

174 

2 OR MORE 

• • 



195 


219 

169 

338 

67 

' 244 


VICKSBURG 


9 595 
232 
928 
2 295 
1 873 
1 95i 
1 457 
448 
411 

4.2 


4 494 
481 
787 
1 345 
1 144 
364 
373 

5.2 


4 428 
176 
771 
1 706 
884 
526 
272 
93 

3.2 


41 

1 

17 

23 


344 

13 

45 

99 

132 

55 

3.6 


9 595 
344 
2 828 

3 050 

1 856 
717 

4 494 
405 

2 179 
1 379 

451 

4 428 
257 
1 988 
1 509 
674 


9 595 
6 684 
694 

1 032 
5.74 
575 

36 

4 494 
4 030 
110 
318 
36 

4 428 

2 305 
529 
701 
407 
260 

61 

145 


315 

133 

182 
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State and Small Areas 


Table 20. — Occupancy Characteristics, Year Built, and Heating Equipment, for Places of 
25,000 TO 50,000 Inhabitants: 1960 
[Based on sample; see text. "U" denotes an unincorporated place] 


Year Struct. Built 
Basement 

Heating Equipment 
Source of Water 


Sewage Disposal 

Population 

Persons 

Persons per Room 


■ ■■ ■ "■ 1 

SUBJECT 

BILOXI 

GREENVILLE 

GULFPORT 

HATTIESBURG 

LAUREL 

MERIDIAN 

VICKSBURG 

ALL HOUSING UNITS. ... 

i 

11 119 

12 324 

9 393 

10 763 

8 435 

15 733 

9 595 

YEAR STRUCTURE BUILT 








1955 TO MARCH i960 

787 

1 828 

1 316 

1 491 

918 

1 737 

662 

1950 TO 1954 

2 052 

1 765 

1 375 

1 185 

990 

1 027 

914 

1940 TO 1949 

3 243 i 

2 428 

2 708 

3 368 

1 764 

2 905 

875 

1939 OR EARLIER 

5 037 

6 303 

3 994 

4 719 

4 763 

9 264 

7 144 

basement 

i 







BASEMENT 

180 

404 

138 

552 

610 

2 521 

1 053 

CONCRETE SLAB 

2 367 

2 506 

1 551 1 

1 019 

963 

1 699 

662 

OTHER 

8 572 

9 414 

7 704 

9 192 

6 862 

11 513 

7 880 

heating EQUIPMENT 








STEAM OR HOT WATER .... 

144 

153 

74 

52 

28 

160 

203 

WARM AIR FURNACE 

1 269 

724 

766 

807 

624 

1 153 

572 

FLOORi WALL* OR PIPELESS FURNACE 

3 755 

3 413 

2 665 

2 261 

1 653 

4 052 

2 408 

BUILT-IN ELECTRIC UNITS . . ♦ 

39! 

56 

24 

43 

57 

68 

12 

OTHER MEANS WITH FLUE. . . 

1 0281 

1 079 

609 

329 

886 

1 680 

1 662 

OTHER MEANS WITHOUT FLUE 

4 769 

6 615 

5 180 

7 215 

5 130 

8 021 

4 677 

NONE 

U5l 

84 

75 

56 

57 

399 

61 

SOURCE OF WATER 








PUBLIC SYSTEM OR PRIVATE COMPANY 

10 339 

12 299 

9 255 

10 592 

8 371 

15 060 

1 9 458 

INDIVIDUAL WELL , 

16 

» . 1 

35 

81 

15 

438 

' 25 

OTHER 

764 

25 

103 

90 

1 

49 

235 

112 

SEWAGE DISPOSAL 




t 




PUBLIC SEWER ....... 

7 765 

11 938 

7 179 

1 9 977 

7 190 

13 820 

1 8 447 

SEPTIC Tank or cesspool 

2 216 

116 

1 623 

! 359 

536 

1 158 

456 

OTHER OR NONE. . . 

1 138 

270 

591 

427 

709 

755 

' 692 

POPULATION 




1 




POPULATION IN HOUSING UNITS. I960 

34 396 

40 757 

29 380 

32 799 

27 881 

49 151 

28 411 

PER OCCUPIED UNIT 

3.4 

3.5 

3.4 

3,3 

3,5 

3.3 

3.2 

OWNER. 

3.4 

3.5 

3.5 

3.5 

3,4 

3,3 

3.3 

RENTER 

3.4 

3.6 

3,3 

3,1 

3.6 

3.4 

3.1 

POPULATION IN DWELLING UNITS. 1950 .... 

26 372 

29 273 

20 953 

27 868 

24 653 

40 400 

27 127 

PER OCCUPIED UNIT. . , 

3,3 

3.4 

3,3 

3,3 

3.4 

3.2 

3.1 

ALL OCCUPIED UNITS 

10 089 

11 491 

8 539 

9 855 

0 010 

14 772 

6 922 

PERSONS 








OWNER OCCUPIED 

4 128 

5 993 

5 270 

6 302 

4 553 

B 270 

4 494 

1 PERSON 

587 

655 

516 

690 

440 

955 

644 

2 PERSONS. , 

1 076 

1 497 

1 309 

1 553 

1 280 

2 276 

1 320 

3 PERSONS 

748 

1 183 

1 097 

1 295 

972 

1 792 

852 

4 PERSONS 

663 

1 161 

1 009 

1 224 

899 

1 599 

701 

5 PERSONS 

448 

715 

678 

772 

489 

891 

452 

6 PERSONS 

273 

326 

300 

379 

232 

422 

228 

7 PERSONS 

189 

199 

174 

177 

120 

148 

133 

S PERSONS OR MORE 

144 

257 

187 

212 

121 

187 

164 

MEDIAN 

3.0 

3.2 

3,2 

3.2 

3,1 

3,0 

2.B 

renter OCCUPIED 

5 961 

5 498 

3 269 

3 553 

3 465 

6 502 

4 428 

1 PERSON ...» 

765 

851 

485 

721 

537 

1 123 

1 073 

2 PERSONS 

1 351 

1 383 

913 

964 

770 

1 694 

1 164 

3 PERSONS * • * . 

1 350 

941 

559 

691 

660 

1 168 

727 

4 PERSONS 

1 107 

835 

588 

505 

503 

912 

523 

5 PERSONS 

705 

550 

300 

305 

332 

626 

345 


385 

355 

217 

183 

262 

352 

236 


144 

231 

87 

70 

124 

255 

140 

8 PERSONS OR MORE 

154 

352 

120 

114 

237 

372 

200 

MEDIAN 

3.1 

3.0 

2.9 

2.6 

3.1 

2.9 

2*5 

PERSONS PER ROOM 








OWNER OCCUPIED 

4 128, 

5 993 

5 270 

6 302 

4 553 

8 270 

4 494 

0.50 OR LESS 

1 772' 

2 327 

2 227 

2 941 

2 200 

4 210 

2 206 

0.51 To 1.00 

1 717, 

2 763 

2 448 

2 714 

2 040 

3 492 

1 776 

1.01 OR MORE 

639 1 

903 

595 

647 

313 

568 

512 

RENTER OCCUPIED 

5 961 

5 496 

3 269 

3 553 

3 465 

6 502 

4 428 

0.50 OR LESS 

1 035 

1 206 

797 

1 069 

803 

1 978 

1 414 

0.51 TO 1.00 • , , 

3 534 

2 463 

i 798 

1 746 

1 692 

2 859 

1 940 


1 392 

1 827 

674 

738 

970 

1 665 

1 074 



Mississippi 
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Tabic 21. — Financial Characteristics, Year Moved into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants: 1960 

[Based on sample; see text, "U” denotes an unincorporated place, Median not shown where base is less than 200; plus (+) or minus (— ) 
after number indicates median above or below that number] 


Year Moved into Unit 
Automobiles Avail. 
Air Conditioning 
V.'Uue 


Gross Rent 
Contract Rent 
Duration of 
Vacancy 


SUBJECT 

BILOXI 

GREENVILLE 

GULFPORT 

HATTIESBURG 

LAUREL 

MERIDIAN 

VICKSBURG 

ALL OCCUPIED UNITS 

10 089 

11 491 

8 539 

9 855 

8 018 

14 772 

a 922 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

195B 

1954 TO 1957 . . . 
1940 TO 1953 . » . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1959 TO MARCH 1960 . 

1958 

1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


AIR CONDITIONING 


ROOM UNIT(S) . 
CENTRAL SYSTEM 
NONE 


OWNER OCCUPIED 

LESS THAN S5.000 

$5f000 TO $7 f 400 

S7»500 TO S9* 900 , 

SlOfOOO TO $12(400 

$12(500 TO $14(900 

$15i000 TO $17(400 

$17 1 500 TO $19(900 .... * 

$20(000 TO $24(900 

$25(000 TO $34(900 

$35(000 OR MORE 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED ....... DOLLARS 


RENTER OCCUPIED, 
LESS THAN $20. . . . 

$20 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 

$60 TO $69 . . . . . 

$70 TO $79 

$80 TO $99 .... . 
$100 TO $149 . . , , 

$150 OR MORE . . . . 

NO CASH RENT . . . . 

MEDIAN . . 


CONTRACT RENT 


RENTER OCCUPIED 

median .. DOLLARS 


VACANT AVAILABLE FOR RENT. . . 
LESS THAN $30 

$30 TO $39 ............ 

$40 TO $59 
$60 TO $79 
$00 TO $99 
$100 To $119 

$120 OR MORE *....■•.**• 

MEDIAN RENT ASKED (DOLLARS) i 

VACANT AVAILABLE FOR RENT. . . . 
WITH ALL UTILITIES IN RENT . . 
WITH SOME OR NO UTIL. IN RENT. 


DURATION OF VACANCY 


VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS 

4 MONTHS OR MORE . . 


VACANT AVAILABLE FOR RENT. 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

4 MONTHS OR MORE 


49 

69 

72 

102 

62 

124 

40 

36 

49 

58 

85 

62 

68 

12 

13 

20 

14 

17 

... 

56 

28 

439 

434 

377 

460 

124 

418 

329 

275 

168 

17B 

289 

50 

127 

44 

92 

180 

113 

130 

42 

144 

119 

72 

86 

86 

41 

32 

147 

166 
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State and Small Areas 


Table 22.- 


-Tenture, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants: I960 
[Some data baaed on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Baching Fac. 
Bathrooms 


SUBJECT 

CLARKSOALE 

CLEVELAND 

COLUMBUS 

CORINTH 

GREENWOOD 

MC COMB 

NATCHEZ 

PASCAGOULA 

TUPELO 

ALL HOUSING UNITS 

6 

427 

2 

775 

7 

325 

3 

982 

6 

513 

3 

960 

7 

404 

5 

043 

5 

531 

TENURE t COLOR I AND VACANCY 



















STATUS 



















OCCUPIED • . 

6 

115 

2 

662 

6 

044 

3 

727 

6 

152 

3 

792 

6 

798 

4 

709 

5 

345 

owner occupied 

2 

680 

1 

567 

3 

537 

2 

218 

2 

463 

2 

355 

3 

288 

3 

033 

3 

104 

PERCENT OF ALL OCCUPIED 

47.1 

58.9 

51.7 

59.5 

40.0 

62.1 

48.4 

64,5 

58,1 

WHITE 

1 

829 

1 

179 

2 

541 

i 

906 

1 

882 

1 

924 

2 

070 

2 

662 

2 

740 

NON WHITE 

1 

051 


388 


996 


312 


581 


431 

1 

218 


376 


364 

RENTER OCCUPIED 

3 

235 

1 

095 

3 

307 

1 

509 

3 

689 

1 

437 

3 

510 

1 

671 

2 

241 

WHITE . . 

1 

125 


487 

1 

710 

1 

152 

1 

258 


964 

1 

343 

1 

116 

1 

414 

NONWHITE 

2 

110 


608 

1 

597 


357 

2 

431 


473 

2 

167 


555 


827 

VACANT . 


312 


113 


481 


255 


361 


168 


606 


334 


186 

YEAR ROUND • . * « 


279 


107 


353 


204 


297 


147 


453 


266 


161 

SOUND OR DETERIORATING 


214 


91 


283 


181 


247 


124 


331 


198 


125 

AVAILABLE 


147 


72 


189 


137 


203 


83 


258 


160 


98 

FOR SALE ONLY 


12 


11 


63 


31 


22 


11 


64 


33 


37 

HOMEOWNER VACANCY RATE ..... 


0,4 


0.7 


1.8 


1.4 


0.9 


0.5 


1.9 


1.1 


1.2 

FOR RENT 


135 


61 


126 


106 


181 


72 


194 


127 


61 

RENTAL VACANCY RATE 


4.0 


5.3 


3.7 


6.6 


4.7 


4.8 


5,2 


7,1 


2.6 

RENTED OR SOLD. AWAITING OCCUPANCY . 


6 


4 


3 


14 


10 


9 


21 


12 


19 

HELD FOR OCCASIONAL USE 


13 


i 


7 


12 


11 


11 


11 


2 


4 

HELD FOR OTHER REASONS 


48 


14 


84 


18 


23 


21 


41 


24 


4 

DILAPIDATED 


65 


16 


70 


23 


50 


23 


122 


68 


36 

SEASONAL 


33 


6 


128 


51 


64 


21 


155 


68 


25 

CONDITION AND PLUMBING 



















ALL UNITS 

6 

427 

2 

775 

7 

325 

3 

982 

6 

513 

3 

960 

7 

404 

5 

043 

5 

531 

SOUND . 

4 

548 

1 

942 

4 

454 

2 

946 

4 

780 

3 

144 

4 

167 

3 

739 

3 

833 

WITH ALL PLUMBING FACILITIES ...... 

3 

484 

1 

718 

4 

031 

2 

689 

4 

248 

2 

997 

3 

544 

3 

596 

3 

540 

LACKING ONLY HOT WATER 


158 


45 


100 


82 


125 


30 


90 


26 


43 

LACKING OTHER PLUMBING FACILITIES. . , . 


906 


179 


323 


175 


407 


117 


533 


117 


242 

deteriorating 

1 

481 


632 

1 

364 


901 

1 

517 


684 

1 

752 


916 


B60 

WITH ALL plumbing FACILITIES 


471 


238 


718 


411 


629 


486 


915 


750 


476 

LACKING ONLY HOT WATER 


55 


17 


lie 


109 


124 


42 


75 


39 


36 

LACKING OTHER PLUMBING FACILITIES, , , . 


955 


377 


528 


381 


764 


156 


762 


127 


360 

DILAPIDATED 


398 


201 

1 

507 


135 


216 


132 

1 

485 


388 


618 

OWNER OCCUPIED 

2 

880 

1 

567 

3 

537 

2 

218 

2 

463 

2 

355 

3 

288 

3 

038 

3 

104 

SOUND 

2 

398 

1 

388 

2 

578 

1 

850 

2 

240 

1 

954 

2 

628 

2 

510 

2 

661 

WITH ALL PLUMBING FACILITIES 

2 

192 

1 

283 

2 

360 

1 

755 

2 

186 

1 

886 

2 

375 

2 

460 

2 

553 

LACKING SOME OR ALL FACILITIES . . . . , 


206 


105 


218 


95 


54 


68 


253 


50 


108 

deteriorating. 


397 


152 


586 


329 


203 


550 


525 


430 


261 

WITH ALL PLUMBING FACILITIES ...... 


172 


77 


376 


205 


129 


274 


356 


369 


218 

LACKING SOME OR ALL FACILITIES 


225 


75 


210 


124 


74 


76 


169 


61 


43 

DILAPIDATED 


85 


27 


373 


39 


20 


51 


135 


98 


182 

RENTER OCCUPIED , . , . 

3 

235 

1 

095 

3 

307 

1 

509 

3 

689 

1 

437 

3 

510 

1 

671 

2 

241 

SOUND . . . 

2 

016 


482 

1 

575 


963 

2 

295 

1 

076 

1 

231 

1 

069 

1 

049 

WITH ALL PLUMBING FACILITIES 

1 

190 


375 

1 

385 


817 

1 

826 

1 

015 


903 


993 


887 

LACKING SOME OR ALL FACILITIES 


826 


107 


190 


146 


469 


61 


328 


76 


162 

deteriorating 


985 


448 


740 


474 

1 

237 


297 

1 

072 


306 


584 

WITH ALL PLUMBING FACILITIES 


263 


145 


309 


178 


462 


189 


450 


314 


248 

LACKING SOME OR ALL FACILITIES 


722 


303 


431 


296 


775 


108 


614 


72 


336 

DILAPIDATED 


234 


165 


992 


72 


157 


64 

1 

207 


216 


608 

VACANT AVAILABLE FOR SALE. ...... 


12 


11 


63 


31 


22 


11 


64 


33 


37 

WITH ALL plumbing FACILITIES 


11 


11 


62 


30 


22 


11 


61 


33 


37 

LACKING SOME OR ALL FACILITIES ...... 


1 


... 


1 


i 


... 


... 


3 


... 


... 

VACANT AVAILABLE FOR RENT 


135 


61 


126 


106 


181 


72 


194 


127 


61 

WITH ALL PLUMBING FACILITIES 


71 


38 


107 


53 


138 


62 


155 


107 


44 

LACKING SOME OR ALL FACILITIES 


64 


23 


19 


53 


43 


10 


39 


20 


17 

ALL HOUSING UNITS 

6 

427 

2 

775 

7 

325 1 

3 

982 

6 

513 

3 

960 

7 

404 

5 

043 

5 

531 

WATER SUPPLY 








1 











HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

4 

237 

2 

039 

5 

190 

3 

1 

272 

4 

974 

3 

604 

4 

838 

4 

620 

4 

431 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

1 

818 


549 

i 

765 1 


600 i 

1 

427 


239 

1 

544 


307 


771 

PIPED water OUTSIDE STRUCTURE 


298 


108 


172; 


98 


69 


85 


821 


97 


229 

NO PIPED WATER 


74 


79 


198 ' 


12' 


43 


32 


201 


19 


100 

TOILET FACILITIES 



















FLUSH TOILET. EXCLUSIVE USE 

5 

375 

2 

492 

6 

450 ' 

3 

635 

6 

268 

3 

676 

5 

415 

4 

695 

4 

716 

FLUSH TOILET. SHARED 


631 


65 


3921 


173 


121 


102 


788 


172 


3BB 

OTHER TOILET FACILITIES OR NONE 


421 


218 


403 

i 


174 


124 


182 

1 

201 


176 


427 

bathing FACILITIES 



















BATHTUB OR SHOWER • EXCLUSIVE USE 

1 

267 

1 2 

055 

5 

388' 

3 

335 

5 

156 

3 

613 

4 

919 

4 

624 

4 

262 

BATHTUB OR SHOWER. SHARED 


224 


31 


171 1 


138 


75 


90 


195 


137 


220 

NO bathtub or shower 

1 1 

936 

1 

689 

1 

766 


509 

1 

282 


257 

2 

290 


282 

1 

029 

BATHROOMS 






1 














3 

292 

1 

610 

4 

291 

2 

552 

4 

129 

2 

949 

3 

710 

3 

642 

3 

367 

MORE THAN 


701 


364 


730 1 


592 


777 


557 


955 


714 


855 

SHARED OR NONE 

2 

434 


001 

2 

304 


038 

1 

607 


454 

2 

739 


487 

1 

309 


YAZOO 

CITY 


3 302 
1 818 
55.1 
979 
839 
1 484 
536 
948 


125 

109 

70 

59 

9 

0.5 

50 

3.3 

7 

3 

1 

39 

16 


3 427 
1 625 
1 414 
18 
193 
967 
349 
24 
594 
635 


1 B18 
1 110 
964 
146 
457 
174 
283 
251 


1 484 
473 
422 
51 
465 
152 
313 
546 


50 

30 

20 


3 427 


1 975 
616 
690 
146 


2 181 
186 
1 060 


1 927 
91 
1 409 


1 466 
347 
1 614 


Mississippi 
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Tabic 23. — Structural Characti'risttcs antd Sklected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (4-) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct, Built 


Basement 
Heating Equip. 
Source of Water 
Sewage Disposal 


SUBJECT 

CLARKSDALE 

CLEVELAND 

COLUMBUS 

CORINTH 

GREENWOOD 

MC COMB 

NATCHEZ 

PASCAGOULA 

TUPELO 

YAZOO 

CITY 

ROOMS 


















ALL UNITS 

6 

427 

2 

775 

7 

325 

3 

982 

6 

513 

3 

960 

7 

404 

5 043 

5 531 

3 427 

1 ROOM 


211 


45 


98 


56 


55 


38 


108 

150 

62 

52 

2 ROOMS 


674 


274 


457 


106 


683 


124 


979 

363 

310 

215 

3 ROOMS 

1 

768 


502 

1 

717 


445 

2 

205 


429 

1 

590 

565 

956 

986 

a ROOMS 

1 

100 


535 

1 

649 


958 


910 


905 

1 

566 

1 345 

1 240 

632 

5 ROOMS 

1 

200 


737 

1 

544 

1 

042 

1 

260 

1 

049 

1 

322 

1 487 

1 488 

657 

6 ROOMS 


929 


402 

1 1 

151 


806 


760 


904 


972 

715 

897 

484 

7 ROOMS 


324 


170 


413 


327 


325 


355 


390 

268 

284 

216 

8 ROOMS OR MORE 


221 


110 

! 

296 


242 


315 


156 


477 

150 

294 

185 

MEDIAN * , . , . 


4.0 


4.5 


4,3 


4-. 9 


3.8 


5.0 


4.2 

4.6 

4.6 

4.2 

OWNER OCCUPIED 

2 

880 

1 

567 

1 3 

537 

2 

218 

2 

463 

2 

355 

3 

288 

3 038 

3 104 

1 818 

1 TO 3 ROOMS 


369 


114 


367 


77 


238 


112 


293 

218 

227 

310 

4 ROOMS 


439 


306 


703 


457 


317 


320 


564 

749 

555 

330 

5 ROOMS 


830 


565 


994 


626 


782 


707 


925 

1 076 

1 044 

442 

6 ROOMS 


762 


329 


870 


579 


589 


750 


749 

620 

742 

380 

7 ROOMS OR MORE 


480 


253 


603 


479 


537 


466 


757 

375 

536 

356 

median 


5.3 


5.1 


5.2 


5,4 


5.4 


5.6 


5.4 

5.0 

5.2 

5.1 

RENTER OCCUPIED. 

3 

235 

1 

095 

1 ^ 

307 

1 

509 

3 

689 

1 

437 

3 

510 

1 671 

2 241 

1 404 

1 ROOM 


190 


41 


76 


49 


48 


33 


84 

86 

40 

40 

2 ROOMS 


498 


247 


355 


72 


591 


81 


824 

237 

233 

173 

3 ROOMS 

1 

372 


363 

1 ^ 

276 


319 

1 

878 


309 

1 

164 

360 

750 

644 

4 ROOMS 


624 


205 


816 


457 


525 


547 


822 

517 

670 

283 

5 ROOMS 


338 


151 


477 


338 


423 


311 


340 

348 

371 

195 

6 ROOMS 


153 


65 


201 


197 


148 


124 


190 

86 

140 

104 

7 ROOMS OR MORE 


60 


23 


106 


77 


76 


32 


7B 

37 

37 

45 

median 


3.2 


3.2 


3.5 


4.2 


3.1 


4.0 


3,2 

3.B 

3.6 

3.3 

VACANT AVAILABLE FOR SALE 


12 


11 


63 


31 


22 


11 


64 

33 

37 

9 

MEDIAN . . . 


... 


... 


5,6 


... 


... 


... 


4.3 

... 

... 

... 

VACANT AVAILABLE FOR RENT 


135 


61 


126 


106 


181 


72 


194 

127 

61 

50 

MEDIAN * 


2.9 


3.2 


3.8 


3.8 


3,2 


3.B 


3.4 

3,6 

3.5 

3.3 

ALL HOUSING UNITS 

6 

427 

2 

775 

! 7 

325 

3 

982 

6 

513 

3 

960 

7 

404 

5 043 

5 531 

3 427 

BEDROOMS 













j 





0 AND 1. . * 

2 

095 


692 

1 

969 


693 

1 

712 


662 

2 

426 

929 

1 123 

778 


2 

522 

1 

267 

2 

853 

1 

701 

3 

221 

1 

786 

2 

749 

2 264 

2 639 

1 345 

3 OR MORE 

1 

810 


816 

2 

503 

1 

588 

i 

500 

1 

512 

2 

229 

1 830 

1 769 

1 304 

UNITS IN structure 


















ALL UNITS 

6 

427 

2 

775 

7 

325 

3 

962 

6 

513 

3 

960 

7 

404 

5 043 

5 531 

3 427 


5 

647 

2 

526 

6 

024 

3 

133 

5 

013 

3 

134 

5 

500 

4 190 

4 267 

3 036 



431 


138 


705 


545 


951 


523 


392 

316 

788 

229 

3 AND 4 


144 


65 


301 1 


223 


375 


181 


315 

99 

341 

105 

5 OR MORE 


193 


18 


170 


60 


182 


86 


168 

288 

99 

27 

TRAILER • , . . 


12 


28 


125 i 


21 


12 


36 


29 

150 

36 

30 

OWNER OCCUPIED . 

2 

800 

1 

567 

3 

537. 

2 

218 

2 

463 

2 

355 

3 

286 

3 038 

3 104 

1 818 


2 

834 

1 

514 

3 

2B0 

2 

073 

2 

252 

2 

219 

3 

082 

2 806 

2 850 

1 756 

2 OR MORE 


34 


25 


145 


128 


199 


100 


177 

115 

216 

36 

TRAILER 


12 


28 


112 


17 


12 


36 


29 

117 

36 

26 

RENTER OCCUPIED 

3 

235 

1 

095 

3 

307 

1 

509 

3 

689 

1 

437 

3 

510 

1 671 

2 241 

1 484 


2 

582 


913 

2 

392 


886 

2 

534 


797 

2 

048 

1 110 

, 1 2B1 

1 175 



380 


104 


522 


361 


721 


417 

1 

135 

195 

574 

183 

3 AND 4 


97 


60 


241 


198 


271 


137 


219 

58 

292 

95 

5 TO 9 


66 


13 


60 


25 


80 1 


81 


94 

275 

51 

18 

10 OR MORE 


110 


5 


79 


35 


83 


5 


14 

. . . 

43 

9 

TRAILER 


... 


... 


13 


4 


... 


... 


... 

33 

... 

4 

YEAR STRUCTURE BUILT 


















1955 TO MARCH I960 


292 


313 

V 

627 


417 


485 


507 1 


440 

986 

971 

296 

1950 TO 1954 ... 

i 

154 


457 


679 


479 


640 


420 


790 

613 

898 

371 

1940 TO 1949 

1 

372 


825 

1 

120 


659 

1 

326 


6681 

1 

620 

2 216 

860 

678 

1939 OR EARLIER 

3 

609 

1 

180 

3 

899 

2 

427 

4 

062 

2 

365 

4 

554 

1 226 

2 002 

2 082 

BASEMENT 


















BASEMENT 


290 


57 


562 


474 


270 


210| 


550 

95 

713 

70 

CONCRETE slab 


706 


773 

1 

492 


343 


476 


601 


582 

1 320 

545 

301 

OTHER 

5 

431 

1 

945 

5 

271 

3 

165 

5 

767 

3 

149 

6 

264 

3 62B 

4 273 

3 048 

HEATING EQUIPMENT 


















STEAM OR HOT WATER 


136 


15 


65 


139 


97 


8 


13 

12 

48 

B 

WARM AIR FURNACE . . . 


500 


302 


520 


326 


556 


333 


306 

529 

373 

79 

FLOORi WALL* OR PIPELESS FURNACE . , . . . 

1 

520 


663 

1 

254 


897 

1 

861 


630 


952 

1 106 

1 719 

632 

BUILT-IN ELECTRIC UNITS 


8 


... 


538 


148 


12 


12 


44 

20 

230 

... 

OTHER MEANS WITH FLUE 


908 


225 

2 

5B5 

1 

429 


326 


497 


465 

190 

582 

569 

OTHER MEANS WITHOUT FLUE . 

3 

218 

1 

562 

2 

295 

1 

024 

3 

648 

2 

460 

5 

576 

3 146 

2 570 

2 124 

NONE 


57 


8 


68 


19 


13 


20 


40 

40 

9 

15 

SOURCE OF WATER 


















PUBLIC SYSTEM OR PRIVATE COMPANY 

6 

348 

2 

619 

7 

006 

3 

940 

6 

449 

3 

925 

7 

211 

4 993 

5 070 

3 361 

INDIVIDUAL WELL 


10 


13 


197 


24 


23 


4 


44 

. . . 

310 

« . • 

OTHER 


69 


143 


122 


18 


41 


31 


149 

50 

151 

66 

SEWAGE DISPOSAL 


















PUBLIC SEWER 

6 

217 

2 

588 

6 

637 

3 

432 

6 

383 

3 

778 

5 

983 

4 793 

4 602 

2 145 

SEPTIC TANK OR CESSPOOL 


• . . 


55 


141 


390 


. i . 


25 


266 

77 

556 

07 

OTHER OR NONE 


210 


132 


547 


160 


130 


157 

1 

155 

173 

373 

> 1 195 



26-28 


State and Small Areas 


Table 24. — Occupancy and Financial Characteristics, for Places of 10,000 

TO 25,000 Inhabitants: 1960 Persons per 

[Based on sample; see text. “U” denotes an unincorporated place. Median not shown where base is less than 200; plus (+) or minus (— ) Room 

after number indicates median above or below that number] 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


5ALE 

CLEVELAND 

COLUMBUS 

CORINTH 

GREENWOOD 

MC COMB 

NATCHEZ 1 

PASCAGOULA 

TUPELO 

YAZOO 

CITY 

560 

9 728 

24 064 

11 656 

20 435 

11 900 

24 297 

17 188 

17 341 

11 836 

3,5 

3.7 

3.5 

3,1 

3.3 

3.2 

3.6 

3.7 

3.2 

3.6 

3,4 

3.7 

3.4 

3,0 

3.1 

3.0 

3,6 

3.6 

3.2 

3.5 

3.6 

3.6 

3,6 

3,3 

3,4 

3.3 

3.5 

3.7 

3,3 

3.7 

142 


15 962 

• * * 

17 644 

10 302 

22 017 

10 709 

11 248 

. . . 

3.3 

... 

3.4 

... 

3,3 

3.2 

3,3 

3,6 

3.1 

... 

115 

2 662 

6 844 

3 727 

6 152 

3 792 

6 798 

4 709 

5 546 

3 302 

880 

1 567 

3 537 

2 218 

2 463 

2 355 

3 2BB 

3 038 

3 104 

1 816 

348 

122 

356 

259 

363 

323 

403 

202 

353 

235 

857 

399 

1 050 

742 

770 

801 

788 

791 

845 

575 

520 

343 

664 

487 

444 

483 

608 

630 

742 

295 

516 

293 

621 

446 

401 

336 

549 

564 

612 

220 

286 

175 

413 

176 

255 

212 

432 

413 

337 

209 

153 

84 

234 

71 

126 

98 

231 

271 

120 

109 

68 

53 

98 

8 

58 

65 

113 

65 

27 

92 

130 

98 

101 

29 

46 

37 

164 

102 

6B 

83 

3.0 

3,3 

3.0 

2.7 

2.7 

2.6 

3.2 

3,3 

3,0 

2«a 

235 

1 095 

3 307 

1 509 

3 689 

1 437 

3 510 

1 671 

2 241 

1 484 

626 

162 

505 

266 

653 

214 

597 

153 

354 

233 

739 

310 

782 

373 

1 118 

377 

884 

363 

578 

361 

530 

177 

613 

286 

576 

324 

524 

375 

421 

265 

355 

145 

483 

197 

370 

179 

488 

327 

419 

222 

320 

120 

330 

159 

503 

148 

378 

189 

211 

86 

239 

SO 

223 

112 

251 

76 

262 

123 

120 

89 

169 

20 

122 

60 

144 

51 

144 

65 

59 

71 

257 

81 

249 

56 

266 

68 

233 

76 

79 

157 

3.0 

2.9 

3.1 

2.9 

2.6 

2.9 

3.0 

3.4 

2.9 

3,1 

880 

1 567 

3 537 

2 218 

2 463 

2 355 

3 288 

3 038 

3 104 

1 816 

361 

610 

1 639 

1 230 

1 335 

1 369 

1 432 

1 110 

1 485 

832 

175 

730 

1 483 

908 

944 

848 

1 435 

1 509 

1 364 

690 

344 

227 

415 

80 

184 

138 

421 

411 

255 

288 

235 

1 095 

3 307 

1 509 

3 689 

1 437 

3 510 

1 671 

2 241 

1 484 

780 

261 

816 

513 

929 

430 

935 

311 

638 

389 

291 

457 

1 517 

714 

1 644 

686 

1 354 

806 

1 103 

599 

164 

377 

974 

282 

1 116 

321 

1 221 

554 

500 

496 

880 

1 567 

3 537 

2 218 

2 463 

2 355 

3 288 

3 038 

3 104 

1 818 

295 

290 

553 

263 

310 

247 

295 

446 

421 

188 

181 

111 

244 

79 

157 

133 

198 

360 

244 

117 

540 

365 

789 

479 

420 

370 

648 

843 

834 

309 

397 

563 

1 312 

914 

1 086 

993 

1 425 

1 031 

1 133 

760 

467 

218 

639 

483 

490 

612 

722 

358 

472 

444 

235 

1 095 

3 307 

1 509 

3 609 

1 437 

3 510 

1 671 

2 241 

1 404 

259 

4B5 

1 671 

664 

1 353 

659 

1 357 

885 

834 

470 

413 

164 

273 

258 

401 

225 

398 

206 

312 

201 

840 

219 

700 

305 

924 

268 

712 

292 

600 

441 

629 

195 

489 

218 

838 

239 

785 

275 

439 

290 

94 

32 

174 

64 

173 

46 

258 

13 

56 

82 

766 

1 513 

3 271 

2 063 

2 292 

2 151 

3 040 

2 804 

2 874 

1 744 

754 

250 

1 054 

69 B 

475 

457 

632 

309 

344 

779 

414 

209 

345 

392 

155 

344 

478 

430 

310 

113 

442 

300 

307 

288 

331 

474 

431 

561 

432 

151 

452 

334 

472 

238 

399 

428 

547 

478 

740 

252 

220 

201 

371 

120 

233 

176 

227 

391 

343 

200 

240 

114 

405 

190 

344 

152 

298 

359 

382 

lie 

120 

41 

145 

66 

155 

56 

152 

135 

154 

77 

124 

56 

172 

71 

200 

64 

275 

141 

169 

54 

700 

9 900 

9 400 

7 100 

11 200 

8 900 

9 900 

10 500 

11 200 

7 100 

5 

4 

63 

43 

25 

13 

59 

16 

29 

7 

• . . 

. • , 


• • . 

... 

« . . 

• . • 

... 

• • • 


i 235 

1 095 

3 307 

1 509 

3 689 

i 437 

3 510 

1 671 

2 241 

1 484 

196 

69 

180 

136 

89 

105 

415 

4 

125 

168 

, 473 

516 

1 133 

557 

1 559 

568 

1 406 

372 

803 

645 

732 

189 

721 

427 

1 146 

328 

658 

334 

569 

227 

428 

151 

560 

176 

477 

263 

489 

405 

366 

220 

200 

83 

366 

68 

234 

73 

233 

321 

139 

116 

60 

8 

131 

12 

90 

20 

75 

74 

66 

28 

20 

8 

66 

4 

16 

20 

38 

32 

21 

12 

126 

71 

150 

129 

76 

60 

196 

109 

152 

68 

39 

37 

47 

40 

42 

41 

38 

64 

44 

36 

1 109 

1 024 

3 157 

1 380 

3 611 

1 377 

3 314 

1 562 

2 009 

1 1 416 

27 

27 

29 

29 

30 

33 

27 

51 

31 

23 

179 

80 

126 

109 

203 

62 

19H 

. I4e 

1 69 

1 61 

V.. 

... 

... 

. « . 

39 

... 

... 

• •• 

• •• 

• • * 


POPULATION 

population in housing units* 1960. 

PER OCCUPIED unit 

OWNER * . . , 

RENTER 

population in dwelling units* 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

1 PERSON 

2 

3 

4 

5 

6 

7 

8 


PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS OR MORE. 


MEDIAN 


RENTER OCCUPIED. 

PERSON 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

8 PERSONS OR MORE, . 
MEDIAN 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 1.00 . . . 
1.01 OR MORE . . , 


RENTER OCCUPIED. 
0,50 OR LESS . , , , 
0.51 TO 1.00 . . . , 
1.01 OR MORE . • . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH I960 

1958 

1954 TO 1957 . . . 
1940 TO 1953 , • . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1959 TO MARCH I960 , 

1958 

1954 TO 1957 . • . . 
1940 TO 1953 . . • . 
1939 DR EARLIER. . . 


VALUE 


OWNER OCCUPIED 
LESS THAN $5*000 . 
$5*000 TO $7*400 . 
$7*500 TO $9*900 . 
$10*000 TO $12*400 
$12*500 TO $14*900 
$15*000 TO $19*900 
$20*000 TO $24*900 
$25*000 OR MORE. . 
MEDIAN 


DOLLARS 


VACANT AVAILABLE FOR SALE, 
median price ASKED 


DOLLARS 


GROSS RENT 


RENTER OCCUPIED. 
LESS THAN $20. . . . 

$20 TO $39 

$40 TO $59 

$60 TO $79 .... * . 

$80 TO $99 

$100 TO $119 . . . . 

$120 OR MORE . • • . 

NO CASH RENT . . . . 

MEDIAN 


DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED. ...... 


Mississippi 

Table 25 Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 

' Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data baaed on sample; median not shown where base is insuffleient; see text "U" denotes an unincorporated place. Plus C+) after 

number indicates median above that numberj 


Tcnucc by Color, 
Vacincy Status 
Condition and 
Plumbing 
Water Sui^ply 
Toilet Facilities 


Bat hing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


■j D' IBER- 

ABERDEEN AMORY BATES- BAT^ST BELZONI BOONE- BROOK- CANTON CHAR-^ CLINTON COLON- CRYSTAL VILLE 


all housing units. 


TENURE* COLOR* AND VACANCY STATUS 


OWNER OCCUPIED . 

white. .... 

NONWHITE . . . 
renter OCCUPIED. 
WHITE. .... 
NONWHITE . . . 
AVAILABLE VACANT 
FOR SALE ONLY. 
FOR RENT . . . 
OTHER VACANT . . 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . • 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, 
DILAPIDATED • • 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
lacking some or all FACILITIES 
DILAPIDATED, . , 


ALL HOUSING UNITS, 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
only COLO PIPED WATER INSIDE STRUCTURE , « 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOILET* EXCLUSIVE USE. , . 

FLUSH TOILET* SHARED 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 


BATHTUB OR SHOWER i EXCLUSIVE USE 
BATHTUB OR SHOWER* SHARED, , , . 
NO bathtub or SHOWER 


MORE THAN 1. • 
SHARED OR NONE 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


04 . 

P vus 2 095 1 031 1 907 

1 271 

1 218 

3 096 

2 717 

865 

875 

2 396 

1 419 

825 

1 434 
147 
374 
190 

1 664 

241 

98 

92 

808 

89 

79 

55 

1 702 
173 
30 
2 

646 

384 

196 

45 

1 044 

75 

53 

46 

2 492 
260 
165 
179 

1 606 

942 

151 

16 

521 

110 

61 

173 

788 

27 

55 

5 

1 866 
334 
143 

53 

979 

166 

152 

122 

675 

101 

26 

23 

1 423 

67 

655 

1 786 

86 

223 

B13 

58 

160 

1 805 

l02 

832 

170 

269 

1 010 
75 
133 

2 550 
108 
43B 

2 109 

393 

215 

590 

B 

267 

796 

3 

76 

1 975 
126 
295 

1 046 

29 

344 

705 

B 

U2 

1 387 

60 

698 

1 642 

67 

3B6 

780 

53 

198 

1 606 

101 

658 

25 

5B8 

1 000 
69 
149 

2 467 
96 
533 

1 704 

44 

969 

561 

6 

298 

789 

5 

B1 

1 857 
82 
457 

1 003 

23 

393 

705 

8 

112 

1 158 
221 
766 

1 379 

192 

524 

633 

160 

238 

1 491 
225 
191 

458 

IBl 

632 

829 

173 

216 

2 027 
395 
674 

1 278 
307 
i 132 

421 

113 

331 

570 

207 

98 

1 503 
334 
559 

829 

152 

438 

674 

28 

123 


1 182 2 949 2 692 

4 10 t*. 

32 137 25 


SEWAGE .DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


1 ROOM ....... 

2 ROOMS. ...... 

3 ROOMS 

4 ROOMS. . 

5 ROOMS. . 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. . • 
MEDIAN* 

ALL UNITS 

OWNER OCCUPIED • 
RENTER OCCUPIED. 


UNITS IN STRUCTURE 


1* INCL. TRAILER 

2 

3 AND 4 

5 OR MORE. . . . 


45 

11 

20 

201 

69 

102 

347 

305 

152 

537 

440 

183 

449 

528 

220 

335 

457 

209 

117 

172 

97 

114 

113 

40 


586 2 1S2 1 195 

139 119 135 

47 116 63 

103 9 26 
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State and Small Areas 

Table 25.-TENuaE. Vacancy Status, Condition and Plumbing Facilities and Stuuctural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants; I960— Con. 


[SoRie data based on sample-, median not shown where base is insufBdent; see toKt ~otes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tcnucc by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toiler Facilities 


Baching Faciiitics 
Bathnxims 
Source of Water 
Sewage Disposal 
llooms 

Units in Structure 


SUBJECT 


DURANT 


ALL HOUSING UNITS 

TENUREt COLORi AND VACANCY STATUS 


OWNER OCCUPIED . 

WHITE 

NONWHITE . . . 
RENTER OCCUPIED. 

WHITE 

NQNWHITE . . • 
AVAILABLE VACANT 
FOR SALE ONLY. 
FOR RENT . . . 
OTHER VACANT . . 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . « 
LACKING ONLY HOT WATER ...... 

LACKING OTHER PLUMBING FACILITIES, 
DILAPIDATED 


RENTER OCCUPIED. ' 

SOUND 

WITH ALL PLUMBING FACILITIES . 
•LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


ALL HOUSING UNITS. . . 

WATER supply 


HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . • 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED water 


TOILET FACILITIES 


FLUSH TOILET. EXCLUSIVE USE. . . 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER. EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . . • 
NO BATHTUB OR SHOWER ...... 


MORE THAN 1. . 
SHARED OR NONE 


SOURCE OF water 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


ROOMS. 
ROOMS, 
ROOMS . 
ROOMS . 
ROOMS. 
ROOMS . 


8 ROOMS OR MORE. . . 

median* 

ALL UNITS 

OWNER OCCUPIED . 
RENTER OCCUPIED. 


UNITS IN structure 


1. INCL. T 



5 AND 4. . 
5 OR MORE. 


EASTSIDE 
tU) 


523 

312 

211 

299 

135 

164 

16 

2 

14 

33 


871 

571 

410 

9 

152 

256 

42 

9 

205 

44 


299 

142 

94 

4B 

131 

21 

110 

26 


478 

61 

139 

193 


479 

14 

378 


478 

15 

378 


384 

79 

408 


709 

47 

115 


493 

20 

358 


10 

74 

156 

193 

178 

135 

83 

42 


777 

423 

354 

257 

133 

124 

44 

3 

41 

75 


ELLIS- 

VILLE 


4.5 
5.3 

3.6 


753 

107 


1 153 
947 
654 
26 
267 
167 
77 
9 

81 

39 


257 

179 

95 

84 

65 

28 

37 

13 


768 

109 

125 

151 


779 

26 

348 


772 

22 

359 


678 

73 

402 


919 

32 

202 


120 

928 

105 


553 

436 

U7 

377 

298 

79 

7 

4 

3 

47 


FOREST 


23 

101 

184 

264 

295 

209 

51 

26 


4.5 

5.1 

3.3 


1 148 

*5 


984 

578 

532 

1 

45 

305 

194 

15 

96 

101 


377 

128 

117 

11 

199 

135 

64 

50 


786 

532 

254 

358 

216 

142 

31 

7 

24 

26 


GREEN- 

VILLE 

NORTH 

(U> 


1 201 
809 
687 
21 
101 
296 
132 
7 

157 

96 


365 

233 

132 

236 

184 

52 

36 

7 

31 

23 


GRENADA 


1 221 
868 
353 
1 238 
486 
752 
69 
6 
63 
90 


HA2LE- 

HURST 


358 

174 

143 

31 

127 

55 

72 

57 


770 

119 

78 

17 


787 

24 

173 


765 

27 

192 


658 

62 

244 


1 201 


851 

103 

151 

96 


B74 

19 

308 


662 

492 

475 

7 

10 

135 

60 

15 

60 

35 


236 

164 

159 

5 

56 

28 

28 

16 


2 618 
1 729 
1 453 
48 
228 
425 
166 
25 
234 
464 


606 

375 

231 

430 

194 

236 

18 

10 

8 

33 


HOLLAN- 

DALE 


1 087 
578 
503 


67 

280 

140 

4 

136 

229 


546 

74 

19 

23 


588 

6 

68 


1 238 
625 
423 
202 
271 
61 
190 
342 


787 

666 

139 

26 


430 

139 

116 

23 

142 

64! 

78 

149 


409 

114 

295 

345 

105 

240 

30 

1 

29 

17 


holly 

SPRINGS 


HOUSTON 


001 

325 

265 

10 

50 

431 

66 

44 
321 

45 


669 

403 

266 

682 

259 

423 

43 

11 

32 

41 


680 

79 

188 

140 


2 060 
360 
198 


859 

14 

328 


591 

225 

385 


971 

5 

B 


759 

92 

133 


25 

32 

140 

246 

223 

186 

87 

45 


4.7 
5.4 

3.8 


859 

42 

5 

78 


110 

5 

86 


906 

30 

265 


562 

4 

96 


521 

14 

127 


632 

12 

18 


103 

489 

70 


756 

124 

738 


1 339 
310 
969 


2 581 
*37 


695 

17 

375 


345 

136 

99 

37 

184 

15 

169 

25 


1 435 
895 
726 
26 
143 
340 
103 
15 
222 
200 


825 


452 

393 

59 

337 

225 

112 

18 

10 

B 

18 


359 

273 

162 

7 


677 

14 

396 


407 

165 

435 


26 

71 

144 

229 

315 

264 

94 

58 


4.9 

5.5 

3.5 


103 

78 

20 


4 

22 

117 

239 

169 

73 

29 

9 


4 

4 

4.0 


608 

35 

16 

3 


2 522 
10 
86 


32 

348 

632 

420 

456 

427 

172 

131 


4.2 
5.4 

3.2 


2 291 
230 
92 
5 


928 

97 

62 


571 

34 

196 


394 

11 

396 


682 

317 

258 

59 

219 

47 

172 

146 


061 

177 

269 

128 


825 

592 

541 

4 

47 

179 

57 

U 

111 

54 


337 

183 

159 

24 

119 

31 

68 

35 


825 


931 

23 

481 


278 

47 

476 


413 

411 

263 


8 

107 

186 

232 

198 

209 

87 

60 


4.6 

5.6 
3,4 


928 

116 

28 

15 


588 

21 

192 


19 

118 

229 

149 

136 

82 

36 

32 


898 

13 

524 


729 

180 

526 


620 

74 

95 

36 


INDIA- 

NOLA 


1 041 
663 
37B 
870 
256 
614 
48 
9 
39 
41 


000 

428 

017 

54 

357 

499 

126 

26 

347 

73 


870 

464 

217 

247 

355 

64 

291 

51 


2 000 


KOSCI-1 LELAND 
USKO 


1 257 
893 
364 
809 
427 
382 
29 
8 

21 

92 


2 187 
1 572 


316 

42 

214 

421 

127 

42 

252 

194 


009 

477 

328 

149 

228 

49 

179 

104 


1 237 
716 
32 
15 


652 

25 

148 


617 

26 

182 


764 

174 

62 


492 

130 

203 


I 372 
11 
52 


915 

77 

443 


3.7 

4.5 

3.1 


716 

57 

16 

10 


29 

120 

264 

314 

293 

202 

106 

107 


4.5 

5.6 

3.6 


1 277 
82 
26 
50 


757 

11 

57 


653 

10 

162 


7 

86 

103 

183 

229 

128 

54 

35 


4.6 
5.1 

3.6 


736 

80 


243 

49 

708 


938 

244 

BIB 


522 

532 

81 

52 


1 085 
137 
165 


1 572 
41 
574 


219 

261 

707 


2 154 


53 

316 

452 

391 

361 

227 

111 

89 


4.0 

5.0 
2.9 


2 074 
14 
99 


933 

481 

452 

B4S 

290 

558 

71 

7 

64 

30 


1 882 
1 470 


le 

115 

398 

472 

503 

409 

175 

97 


4.7 
5.4 

3.7 


750 

181 

52 

17 


2 096 
74 
17 


050 

44 

376 

346 

68 

16 

262 

66 


848 

577 

315 

262 

229 

25 

204 

42 


196 

547 

117 

22 


439 

26C 

183 


18S 

I*; 

67^ 


85C 

27^ 

75; 


1 85' 
*21 


1 78 
9 


4 

26 

47 

34 

36 

20 

10 

a 


1 4: 
11 
1: 

V 


Mississippi 


26-31 


Table 25. — Tenure, Vacancy Status, Condition and Plumhing Facilities, and Structural 
Characteristics, for Places of' 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bat hing Facilicie.s 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

LEXING- 

TON 

LONG 

BEACH 

LOUIS- 

VILLE 

MARKS 

MISSIS- 

SIPPI 

CITY 

(U) 

MOSS 

POINT 

NEW 

ALBANY 

^'EWTON 

OCEAN 

SPRINGS 

OKOLONA 

OXFORD 

PASS 

CHRIS- 

TIAN 

PEARL 

(U) 

ALL HOUSING UNITS 

939 

1 

588 

1 

589 

842 

1 

290 

1 

858 

1 

762 

1 025 

1 

546 

855 

1 

690 

1 

433 

1 

445 

TENURE! COLOR! AND VACANCY STATUS 
























OWNER OCCUPIED 

536 

1 

033 

1 

026 

496 


703 

1 

150 


943 


610 


978 

540 


921 


832 

1 

138 

WHITE 

331 


995 


715 

246 


593 


859 


773 


413 


862 

369 


816 


560 

1 

127 

NONWHITE 

205 


38 


311 

250 


110 


291 


170 


197 


116 

171 


105 


272 


11 

RENTER OCCUPIED 

354 


332 


490 

293 


463 


600 


706 


334 


444 

275 


722 


263 


18B 

WHITE 

141 


313 


249 

134 


410 


386 


480 


200 


371 

198 


519 


180 


178 

NONWHITE . . , . 

213 


19 


241 

159 


53 


214 


226 


134 


73 

77 


203 


83 


10 

AVAILABLE VACANT 

22 


109 


32 

34 


79 


34 


33 


40 


59 

IS 


21 


74 


100 

FOR SALE ONLY 

1 


29 


3 

2 


14 


5 


. . . 


2 


26 

8 


2 


42 


72 

FOR RENT , 

21 


80 


29 

32 


65 


29 


33 


38 


33 

10 


19 


32 


28 

OTHER VACANT 

27 


114 


41 

19 


45, 


74 


BO 


41 


65 

22 


26 


264 


19 

CONDITION AND PLUMBING 
























ALL UNITS 

939 

1 

588 

1 

589 

842 

1 

290 

1 

858 

1 

762 

1 

025 

1 

546 

055 

1 

690 

1 

433 

1 

445 

SOUND 

727 

1 

423 

1 

194 

575 


992 

1 

444 

1 

069 


699 

1 

175 

595 

1 

145 


966 

1 

374 

WITH ALL PLUMBING FACILITIES 

527 

1 

395 


960 

430 


974 

1 

343 


902 


611 

1 

102 

522 

1 

107 


051 

1 

365 

LACKING ONLY HOT WATER 

30 


19 


19 

31 ; 


B 


45 


14 


14 


25 

11 


4 


69 


4 

LACKING OTHER PLUMBING FACILITIES, , . . 

170 


9 


215 

114! 


10 


56 


153 


74 


48 

62 


34 


46 


5 

DETERIORATING 

150 


128 


311 

253 


221 


292 


471 


259 


303 

131 


287 


384 


65 

WITH ALL PLUMBING FACILITIES 

11 


08 


33 

40 


170 


169 


252 


aa 


226 

74 


226 


184 


40 

LACKING ONLY HOT WATER 

7 


20 


12 

18 


13 


37 


21 


13 


9 

2 


2 


72 


7 

LACKING OTHER PLUMBING FACILITIES, , , , 

132 


20 


266 

195 


38 


86 


198 


158 


68 

55 


59 


128 


18 

DILAPIDATED 

62 


37 


84 

14 


77 


122 


222 


67 


68 

129 


258 


83 


6 

RENTER OCCUPIED 

354 


332 


490 

293 


463 


600 


706 


334 


444 

275 


722 


263 


188 

SOUND 

234 


275 


268 

162 


340 


436 


317 


192 


263 

179 


377 


145 


146 

WITH ALL PLUMBING FACILITIES 

133 


272 


199 

116 


335 


385 


243 


166 


230 

156 


350 


123 


144 

LACKING SOME OR ALL FACILITIES . , . , . 

101 


3 


69 

46 


5 


51 


74 


26 


33 

23 


27 


22 


2 

DETERIORATING . . 

82 


44 


164 

121 


91 


97 


251 


112 


151 

49 


167 


91 


38 

WITH ALL PLUMBING FACILITIES 

6 


31 


12 

13 


74 


43 


122 


33 


117 

28 


126 


41 


24 

LACKING SOME OR ALL FACILITIES 

76 


13 


152 

ioa 


17 


54 


129 


79 


34 

21 


41 


50 


14 

DILAPIDATED 

38 


13' 


58 

10 


32 


67 


138 


30 


30 

47 


178 


27 


4 

ALL HOUSING UNITS , . , , 

939 

1 

588 

1 

589 

842 

1 

290 

1 

858 

1 

762 

1 

025 

1 

546 

855 

1 

690 

1 

433 

1 

445 

water SUPPLY 
























HOT AND COLD PIPED WATER INSIDE STRUCTURE# 

562 

1 

506 

1 

050 

503 

1 

164 

1 

575 

1 

250 


729 

1 

378 

662 

1 

460 

1 

061 

1 

413 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

160 


58 


154 

205 


54 


237 


227 


90 


115 

59 


162 


256 


14 

PIPED WATER OUTSIDE STRUCTURE. 

129 


12 


258 

120 


25 


30 


212 


124 


46 

92 


47 


97 


3 

NO PIPED WATER 

68 


12 


127 

14 


47 


16 


73 


82 


7 

42 


21 


17 


15 

TOILET FACILITIES 
























FLUSH TOILET! EXCLUSIVE USE 

679 

1 

554 

1 

039 

636 

1 

192 

1 

731 

1 

269 


759 

1 

404 

664 

1 

517 

1 

211 

1 

418 

FLUSH TOILET 1 SHARED 

11 


3 


30 

45 


3 


51 


64 


12 


19 

26 


88 


6 


4 

OTHER TOILET FACILITIES OR NONE 

249 


31 


520 

161 


95 


76 


429 


254 


123 

165 


85 


216 


23 

BATHING FACILITIES 
























BATHTUB OR SHOWER! EXCLUSIVE USE 

S84 

1 

547 

1 

036 

521 

1 

188 

1 

634 

1 

221 


744 

1 

396 

648 

1 

419 

1 

215 

1 

419 

BATHTUB OR SHOWER! SHARED 

6 


2 


30 

26 


2 


43 


50 


10 


20 

27 


62 


7 


2 

NO BATHTUB OR SHOWER 

347 


39 


523 

295 


100 


181 


491 


271 


130 

180 


209 


211 


24 

BATHROOMS 

























451 

1 

256 


754 

392 

1 

074 

1 

326 


941 


578 

1 

120 

563 

1 

003 


000 

1 

262 

MORE THAN 1 

129 


252 


240 

91 


82 


191 


221 


IBS 


230 

90 


402 


220 


134 

SHARED OR NONE 

359 


80 


595 

359 


134 


341 


600 


259 


196 

202 


285 


413 


29 

SOURCE OF WATER 
























PUBLIC SYSTEM OR PRIVATE COMPANY « , . . . 

070 

1 

557 

1 

495 

836 

1 

120 

1 

851 

1 

452 


959 

1 

510 

812 

1 

685 

1 

377 

1 

343 

INDIVIDUAL WELL 

7 


26 


15 

, • * 


135 


, , , 


251 


24 


25 

11 


5 


41 


83 

OTHER 

62 


5 


79 

6 


35 


7 


59 


42 


11 

32 


... 


15 


19 

SEWAGE DISPOSAL 
























PUBLIC SEWER 

676 


40 


992 

708 


10 

1 

763 


999 


653 


26 

660 

1 

607 


9 


764 

SEPTIC Tank or cesspool 

51 

1 

533 


74 

5 

1 

173 


50 


378 


181 

1 

453 

49 


36 

1 

279 


662 

OTHER OR NONE 

212 


15 


523 

129 


107 


37 


385 


191 


67 

146 


47 


145 


19 

ROOMS 
























1 ROOM 

12 


15 


11 

39 


9 


25 


5 


6 


23 

8 


36 


26 


28 

Z ROOMS 

105 


72 


98 

65 


59 


85 


107 


52 


100 

36 


105 


55 


15 

3 ROOMS. 

166 


164 


202 

174 


198 


203 


305 


138 


260 

125: 


268 


173 


37 

4 ROOMS 

171 


340 


361 

155 


355 


404 


412 


214 


318 

208 


331 


333 


150 

5 ROOMS 

180 


498 


362 

182 


268 


513 


381 


234 


448 

215 


306 


343 


893 

6 ROOMS 

137 


545 


331 

143 


266 


363 


316 


193 


241 

122 


341 


216 


282 

7 ROOMS 

77 


90 


129 

46 


86 


116 


128 


106 


101 

65 


153 


101 


26 

8 ROOMS OR MORE 

91 


64 


95 

38 


29 


69 


108 


82 


55 

76 


150 


166 


12 

MEDIANI 
























ALL UNITS 

4.6 


4,9 


4,8 

4,4 


4,6 


4.8 


4.6 


4.9 


4.7 

4.7 


4.8 


4.9 


5.1 

OWNER OCCUPIED 

5*2 


5,2 


5,5 

5.1 


5.2 


5.2 


5,3 


5.7 


4.9 

5.3 


5.8 


5.0 


5.1 

RENTER OCCUPIED 

3.5 


4.2 


3.7 

3,4 


4,1 


3.8 


3.6 


4.1 


3.B 

3.7 


3.8 


3.8 


... 

UNITS IN STRUCTURE 
























l! INCL. TRAILER 

792 

1 

521 

1 

503 

745 

1 

215 

1 

662 

1 

478 


919 

1 

374 

766 

1 

405 

1 

359 

1 

400 


99 


46 


49 

66 


40 


134 


253 


88 


122 

45 


164 


34 


19 

3 AND 4 

29 


6 


27 

9 


30 


62 


31 


18 


45 

44 


106 


25 


. * * 

5 OR MORE 

19 


15 


10 

22 


5 


... 


... 


... 


5 

• • • 


15 


15 


26 


26-32 


State and Small Areas 


Table 25. — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


B.ithing Facilities 
B.ithrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


subject 

petal 

(U) 

PHILA- 

DELPHIA 

PICAYUNE 

PORT 

GIBSON 

RIPLEY 

SENA- 

TOBIA 

STARK- 

VILLE 

UNI- 

VERSITY 

(U) 

WATER 

VALLEY 

WAYNES- 

BORO 

WEST 

GULF- 

PORT 

(U) 

WEST 
POINT 1 

WINONA 

ALL HOUSING UNITS 

1 

196 

1 

656 

2 

372 

879 

863 

917 

2 

785 

443 

1 

110 

1 

182 

8B6 

2 

701 

1 

373 

TENURE t COLOR* AND VACANCY STATUS 






















OWNER OCCUPIED 


928 

1 

045 

1 

438 

387 

528 

512 

1 

312 

25 


675 


661 

428 

1 

377 


790 

WHITE 


910 


850 


941 

186 

457 

370 


992 

16 


548 


424 

68 


918 


539 

NONWHITE 


18 


195 


497 

201 

71 

142 


320 

9 


127 


237 

360 


459 


251 

RENTER OCCUPIED. . 


206 


525 


753 

458 

319 

378 

1 

354 

385 


348 


445 

396 

1 

170 


529 

WHITE 


197 


283 


362 

140 

22B 

201 


956 

370 


251 


289 

25 


672 


298 

NONWHITE 


9 


24a 


391 

318 

91 

177 


398 

15 


97 


156 

371 


498 


231 

AVAILABLE VACANT 


35 


27 


60 

24 

1 

9 


86 

31 


28 


31 

9 


96 


15 

FOR SALE ONLY 


15 


5 


15 

2 

* ■ * 1 

3 


12 

• . . 


* * * 1 


3 

2 


9 


3 

FOR RENT 


20 


22 


45 

22 

1 ' 

6 


74 

31 


28 1 


28 

7 


87 


12 

OTHER VACANT . 


27 


59 


121 

10 

15 

18 


33 

2 


59 


45 

55 


58 


39 

CONDITION AND PLUMBING 






















ALL UNITS 

1 

196 

1 

656 

2 

372 

879 

863 

917 

2 

785 

443 

1 

110 

1 

182 

868 

2 

701 

1 

373 

SOUND 

1 

014 

1 

071 

1 

294 

662 

643: 

611 

1 

931 

340 


750 ' 


696 

558 

1 

800 


628 

WITH ALL PLUMBING FACILITIES ...... 

1 

005 


902 

1 

188 

477 

5841 

497 

1 

769 

337 


6311 


577 

267 

1 

628 


719 

LACKING only HOT WATER « . 


2 


19 


20 

29 

11 ! 

5 


29 

. . • 


33' 


12 

14 


19 


9 

LACKING other PLUMBING FACILITIES. , . , 


7 


150 


86 

176 

48, 

109 


133 

3 


86, 


107 

277 


153 


100 

DETERIORATING 


166 


375 


550 

164 

127 1 

221 


511 

92 


213 


347 

74 


399 


358 

WITH ALL PLUMBING FACILITIES 


129 


183 


249 

23 

49 

78 


293 

88 


79 


89 

17 


137 


130 

LACKING ONLY HOT WATER 


2 


16 


19 

11 

61 

10 


37 

. . • 


47 


12 

7 


18 


22 

LACKING OTHER PLUMBING FACILITIES. . . . 


35 


176 


290 

130 

72 

133 


181 

4 


87 


246 

50 


244 


206 

OILAPIOATEO. . * 


16 


210 


520 

33 

93 1 

as 


343 

11 


147 


139 

256 


502 


187 

RENTER OCCUPIED. ... * 


206 


525 


753 

450 

319 

378 

1 

354 

385 


348 


445 

396 

1 

170 


529 

SOUND 


143 


248 


309 

317 

181 

183 


742 

306 


210 


228 

264 


686 


242 

WITH ALL PLUMBING FACILITIES 


139 


170 


287 

170 

152 

136 


657 

304 


155 


205 

139 


596 


186 

LACKING SOME OR ALL FACILITIES 


4 


76 


22 

147 

29 1 

47 


85 

2 


55 


23 

125 


92 


56 

DETERIORATING 


54 


144 


198 

114 

72 

12B 


359 

69 


69 


151 

24 


179 


159 

WITH ALL PLUMBING FACILITIES ...... 


44 


56 


67 

5 

22 

34 


225 

66 


15 


39 

2 


54 


49 

LACKING SOME OR ALL FACILITIES 


10 


88 


131 

109 

50 1 

94 


134 

3 


54 


112 

22 


125 


110 

DILAPIDATED 


9 


133 


246 

27 

66 

67 


253 

10 


69 


66 

108 


303 


128 

ALL HOUSING UNITS 

1 

196 

1 

656 

2 

372 

879 

863 

917 

2 

785 

443 

1 

— 1 

no 

1 

182 

888 

2 

701 

1 

373 

water supply 






















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

156 

1 

165 

1 

606 

527 

651 

601 

2 

173 

429 


775 


734 

319 

1 

913 


922 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


27 


162 


247 

315 

90 

134 


396 

* * . 


257 


120 

241 


180 


270 

PIPED WATER OUTSIDE STRUCTURE 


12 


160 


475 

33 

83 ' 

163 


151 

13 


65 


125 

286 


392 


125 

NO PIPED WATER 


1 


169 


44 

4 

39 

19 


65 

1 


13 


203 

40 


216 


56 

TOILET FACILITIES 






















FLUSH TOILET. EXCLUSIVE USE 

1 

147 

1 

151 

1 

601 

724 

692 

689 

2 

371 

425 


899 


709 

369 

1 

914 

1 

024 

FLUSH TOILET. SHARED 


14 


46 


11 

109 

14 

35 


161 

3 


89 


49 

2 


108 


123 

OTHER TOILET FACILITIES OR NONE 


35 


459 


760 

46 

157 1 

193 


253 

15 


122 


424 

517 


679 


226 

bathing FACILITIES 






















BATHTUB OR SHOWER. EXCLUSIVE USE .... . 

1 

146 

1 

138 

1 

590 

547 

656 

599 

2 

184 

428 


828 


702 

341 

1 

863 


906 

BATHTUB OR SHOWER. SHARED 


14 


44 


10 

13 

11 

22 


77 

• . * 


68 


51 

2 


111 


55 

NO bathtub or SHOWER . . 


36 


474 


772 

319 

196 

296 


524 

15 


214 


429 

545 


727 


412 

BATHROOMS 




1 



















1 

032 


967 

1 

303 

431 

530 

496 

1 

750 

396 


649 


583 

309 

1 

576 


662 

MORE THAN 


82 


139 ! 


248 

114 

110 

99 


344 

37 


101 


122 

. ■ . 


259 


202 

SHARED OR NONE 


82 


550 ^ 


821 

334 

223 

322 


691 

10 


360 


477 

579 


866 


509 

SOURCE OF Water 






















PUBLIC SYSTEM OR PRIVATE COMPANY 

1 

087 

1 1 

541 

2 

186 

874 

793 

893 

2 

750 

434 

1 

110 


955 

448 

2 

623 

1 

303 

INDIVIDUAL WELL. . . 


109 


31 


138 

. . . 


19 


11 

4 




53 

159 


10 


15 

OTHER 


... 


64 


46 

5 

' 39 

5 


24 

5 


... 


174 

281 


68 


55 

SEWAGE DISPOSAL 






















PUBLIC SEWER 


953 

1 

034 

1 

184 

799 

688 

706 

2 

599 

424 


996 


627 

112 

2 

040 

1 

064 

SEPTIC TANK OR CESSPOOL 


200 


173 


438 

5 

57 

23 


10 

9 


5 


177 

278 


26 


90 

OTHER OR NONE 


43 


449 


750 

75 

118 

188 


176 

10 


109 


378 

498 


635 


219 

ROOMS 






















1 ROOM , 


■ « . 


16 


61 

11 

4 

20 


103 

91 


23 


14 

45 


86 


50 

2 ROOMS 


10 


111 


163 

i 144 

51 

180 


311 

122 


51 


71 

99 


217 


118 

3 ROOMS. , 


S3 


232 


434 

1 173 

101 

155 


458 

103 


136 


187 

194 


436 


213 

4 ROOMS. . ‘ 


166 


351 


544 

189 

207 

159 


726 

63 


271 


259 

226 


600 


291 

5 ROOMS 


535 


418 


556 

136 

203 

149 


506 

i 29 


246 


299 

161 


707 


301 

6 ROOMS 


305 


336 


412 

94 

166 

119 


371 

29 


206 


221 

113 


345 


240 

7 ROOMS 


97 


130 


126 

67 

65 

70 


176 

1 


93 


87 

24 


160 


98 

8 ROOMS OR MORE. ... 


30 


60 


76 

65 

66 

65 


134 

5 


84 


44 

6 


150 


62 

MEDIAN! 






















ALL UNITS 


5.2 


4.8 


4.5 

4.1 

4.8 

4.2 


4.2 

2.6 


4.8 


4.7 

4.0 


4.5 


4.5 

OWNER OCCUPIED 


5.3 


5.3 


4.9 

5.4 

5.5 

5,1 


5.2 

... 


5.4 


5.2 

4.5 


5.2 


5.2 

RENTER OCCUPIED. 


4.8 


3.6 


3.6 

3.0 

3.9 

3,2 


3.6 

2.5 


3.8 


4.0 

3.5 


3.7 


3.4 

UNITS IN STRUCTURE 






















It INCL. TRAILER 

1 

160 

1 

491 

2 

206 

699 

811 

860 

1 

958 

51 


874 

1 

076 

691 

2 

308 

1 

268 



32 


122 


96 

138 

37 

44 


441 

15 


214 


79 

152 


218 


69 

5 AND 4 


4 


27 


21 

37 

10 

13 


218 

9 


22 


27 

35 


87 1 


31 

5 OR MORE 


... 


16 


49 

5 

5 



168 

368 


... 


... 

10 


88 


5 


Mississippi 


26-33 


Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-f ) or 
minus (-) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALU HOUSING UNITS. . . . 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1939 OR EARLIER 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS. .... 
OTHER MEANS WITH FLUE. . . , 
OTHER MEANS WITHOUT FLUE . . , 
NONE 


POPULATION 

POPULATION IN HOUSING UNITS. 1960. . . , 

PER OCCUPIED UNIT 

OWNER. 

RENTER 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON 

2 PERSONS. ... 

3 PERSONS 

4 PERSONS 

5 PERSONS. . . 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE 

MEDIAN* 

ALL OCCUPIED 

OWNER 

RENTER . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

1956 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 . , 

1939 OR EARLIER. , 


VALUE 


OWNER OCCUPIED 
LESS THAN *5.000 . 
55.000 TO *9.900 , 
*10.000 TO *14.900 
$15,000 TO *19.900 
$20,000 TO *24.900 
*25.000 OR MORE. . 

median 


DOLLARS 


GROSS RENT 

RENTER OCCUPIED. 

LESS THAN *20. ... 

*20 TO *39 

*40 TO $59 

*60 TO *79 

*80 TO *99 . . . 

*100 TO *119 * , 

$120 OR more 

NO CASH REN I 

median DOLLARS 


CONTRACT RENT 

RENTER OCCUPIED 

median .... DOLLARS 


ABERDEEN 

amory 

BATES- 

VILLE 

bay ST 
LOUIS 

BELZONI 

BOONE- 

VILLE 

BROOK- 

HAVEN 

CANTON 

CHAR- 

LESTON 

CLINTON 

COLUM- 

BIA 

CRYSTAL 

SPRINGS 

D* IBER- 
VILLE 
(U) 

2 145 

2 095 

1 031 

1 907 

1 271 

1 218 

3 096 

2 717 

865 

875 

2 396 

1 419 

S25 

345 

354 

231 

242 

84 

127 

356 

222 

56 

219 

290 

216 

180 

200 

212 

174 

342 

69 

209 

456 

419 

68 

117 

311 

145 

186 

428 

375 

272 

249 

204 

327 

716 

406 

100 

182 

702 

339 

210 

1 172 

1 154 

354 

1 074 

894 

555 

1 568 

1 670 

641 

357 

1 093 

719 

249 

16 

19 


20 

8 

16 

8 

4 

16 

4 

8 



118 

124 

61 

200 

86 

37 

216 

78 

79 

145 

29o 

78 

32 

906 

706 

404 

547 

125 

687 

611 

187 

120 

283 

328 

149 

305 

606 

151 

115 

83 

415 

203 

301 

410 

262 

53 

129 

144 

51 

495 

1 095 

359 

1 037 

624 

271 

1 941 

2 030 

388 

379 

1 631 

1 048 

418 


. . . 

12 

20 

13 

4 

19 

0 

... 

11 

10 


19 

6 432 

6 467 

3 231 

4 889 

4 097 

3 390 

9 798 

9 601 

2 526 

2 701 

7 063 

4 429 

3 005 

3.3 

3.2 

3,3 

3.5 

3.4 

2.9 

3,3 

3,6 

5.1 

3.3 

3.2 

3.3 

3,9 

3.2 

3.1 

3.3 

3.5 

3.1 

2.9 

3.3 

3.6 

3.0 

3,4 

3.2 

3.2 

4.0 

3.3 

3,3 

3.4 

3,6 

3.6 

2.9 

3,4 

3.7 

3,2 

3.1 

3.2 

3,3 

3.8 

1 977 

2 027 

965 

1 399 

1 213 

1 170 

2 925 

2 640 

B14 

820 

2 193 

i 350 

762 

316 

267 

126 

208 

219 

204 

414 

383 

146 

79 

294 

210 

59 

556 

581 

249 

410 

351 

369 

789 

682 

259 

251 

634 

391 

166 

381 

452 

189 

224 

179 

243 

570 

455 

124 

173 

473 

248 

126 

302 

359 

187 

175 

169 

186 

508 

352 

135 

148 

357 

208 

127 

182 

182 

107 

135 

111 

97 

287 

283 

68 

91 

217 

136 

126 

98 

80 

5B 

98 

65 

36 

145 

183 

32 

34 

98 

61 

77 

60 

51 

19 

67 

43 

15 

91 

117 

21 

26 

54 

37 

45 

BO 

55 

30 

82 

76 

20 

121 

185 

29 

18 

66 

59 

36 

2.8 

2.9 

3.1 

2.9 

2.7 

2.5 

3.0 

3.1 

2,5 

3.0 

2.9 

2.6 

3.7 

2.6 

2*6 

3.1 

2.6 

2.6 

2.7 

2.7 

2,7 

2.5 

2.9 

2.8 

2.9 

3.9 

3. 1 

3.0 

3,5 

3.5 

3.1 

2.8 

3.1 

3,2 

3,5 

2,7 

3.0 

2.9 


1 639 

1 792 

823 

1 171 

917 

1 063 

2 449 

1 955 

679 

718 

I 888 

1 131 

559 

338 

235 

142 

228 

296 

107 

476 

685 

135 

102 

305 

219 

203 

1 115 

1 381 

652 

1 014 

535 

730 

1 699 

1 329 

508 

488 

1 323 

795 

572 

212 

273 

152 

182 

95 

95 

311 

178 

58 

100 

238 

179 

100 

217 

236 

154 

189 

91 

192 

271 

239 

73 

149 

266 

155 

137 

427 

538 

239 

401 

222 

272 

700 

582 

215 

161 

552 

309 

230 

259 

334 

107 

242 

127 

171 

417 

330 

162 

78 

265 

152 

105 

862 

646 

313 

385 

678 

440 

1 226 

1 311 

306 

332 

870 

555 

190 

609 

422 

195 

252 

312 

278 

750 

522 

139 

261 

456 

317 

155 

139 

127 

76 

64 

174 

83 

300 

359 

78 

55 

237 

116 

23 

94 

85 

38 

45 

170 

74 

139 

332 

56 

16 

152 

102 

B 

20 

12 

4 

24 

22 

5 

29 

98 

33 


25 

20 

4 

1 037 

1 333 

600 

994 

461 

678 

1 565 

1 257 

482 

436 

1 263 

743 

556 

395 

375 

102' 

251 

160 

148 

420 

382 

208 

59 

256 

255 

158 

297 

423 

204 

358 

75 

326 

403 

352 

117 

48 

450 

213 

281 

242 

429 

164 

212 

130 

152 

342 

280 

75 

193 

304 

173 

81 

67 

71 

73 

81 

26 

36 

162 

165 

59 

100 

112 

65 

12 

16 

24 

40 

43 

23 

8 

50 

54 

6 

24 

76 

25 


20 

11 

17 

49 

47 

8 

88 

24 

17 

12 

65 

12 

*24 

7 100 

a 700 

9 900 

8 500 

9 700 

7 500 

8 800 

8 000 

6 200 

13 000 

9 100 

7 600 

6 600 

862 

646 

313 

385 

678 

440 

1 226 

1 311 

306 

332 

870 

555 

190 

156 

33 

32 

a 

178 

36 

107 

190 

64 

5 

88 

98 


235 

194 

55 

95 

281 

146 

313 

665 

80 

50 

271 

149 

17 

133 

175 

59 

79 

89 

136 

255 

244 

61 

100 

263 

149 

58 

134 

125 

79 

100 

58 

37 

161 

96 

56 

65 

139 

48 

38 

75 

46 

34 

31 

20 

13 

138 

24 

16 

51 

60 

35 

20 

23 

12 

15 

20 

13 

* * * 

36 

16 

... 

B 

8 

12 

17 

B 

5 

4 

8 

9 

4 

25 

• ■ . 

. * . 

5 

* . . 

15 

9 

98 

56 

35 

44 

30 

68 

91 

68 

29 

48 

41 

49 

31 

39 

49 

57 

57 

27 

41 

45 

31 

39 

57 

44 

41 

• • * 

764 

590 

278 

341 

648 

372 

1 135 

1 243 

277 

284 

629 

506 

159 

29 

35 

39 

49 

20- 

32 

32 

20- 

25 

50 

31 

25 



2i>:]4 


State and Small Areas 


Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
FOR Places of 2,500 to 10,000 Inmapitants: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-|-) 
minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


DURANT EASTSIDE ELLIS- 

(U) ville 


GREEN- 

HAZLE- HOLUAN- ^hOLLV^ HOUSTON .NOIA- KOSC,- L.UANO 


ALL HOUSING UNITS* 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 , 
1950 TO 1954 . , . , 
1940 TO 1949 . , . . 
1959 OR EARLIER, . . 


871 1 153 


5f 

> 39C 

1 83 

! 195 

8^ 

' 163 

1 74 

^ 134 

121 

' 306 

1 295 

1 286 

602 

1 292 

532 

’ 586 


662 2 618 1 087 


176 110 53 
156 354 69 
150 I 619 254 
178 j 1 535 711 


SOI I 1 435 


825] 2 000 2 187 1 882 


135 226 131 189 

51 312 226 204 

160 361 552 456 

479 1 099 1 278 1 033 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


... 46 

37 497 60 

231 935 50 

41 285 166 

348 849 799 

5 4 4 


• . . 25 

8 206 

83 314 

205 565 

505 315 

• . . 10 


1 242 1 541 


population in HOUSING UNITS. 1960. 

PER occupied unit. 

OWNER. . . 

RENTER 


3 917 2 516 7 864 3 381 2 617 

3.4 4.2 3.2 3.3 3.5 

3.4 4,3 5,2 3.1 3,2 

3.6 4,0 3,2 3,5 3.8 


ALL OCCUPIED UNITS 


1 PERSON 

2 PERSONS 

3 PERSONS. . . . . 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIAN: 

ALL OCCUPIED . . 
OWNER 

renter , . . . 


PERSONS per room 


1.00 OR less 

1.01 OR MORE 


year MOVED INTO UNIT 


owner occupied 

1958 TO MARCH i960 
1954 TO 1957 . . . 
1940 TO 1953 , . . 
1939 OR earlier. . 


RENTER OCCUPIED. 
1958 TO march i960 . 
1954 To 1957 .... 
1940 TO 1953 .... 
1939 OR earlier. . . 


OWNER OCCUPIED 
LESS THAN 55.000 . 
$5 1 000 TO $9,900 . 
510.000 TO $14,900 
$15,000 TO $19,900 
$20,000 TO $24,900 
$25,000 OR more. . 
MEOIAN , 


166 107 

205 169 

130 84 

79 24 

16 32 

32 4 


992 1 202 881 

247 461 357 

271 413 158 

309 211 200 

94 71 107 

47 30 25 

24 16 34 

600 6 800 6 900 


RENTER OCCUPIED. 
LESS THAN $20. , , . 

$20 TO $39 

$40 TO $59 

$60 TO $79 ..... 
$80 TO $99 . . , . . 
$100 TO $119 . . . ♦ 
S120 OR MORE .... 
NO CASH RENT .... 
MEDIAN 


CONTRACT RENT 


RENTER OCCUPIED. 
MEOIAN 


Mississippi 




Table 26 . Occupancy and biNAMt iAi. (jiAiiACTiiPisTics, Yi;ah Buij.t, and Heating Equipment, 

FOR Places or 2,500 to 10,000 in iiAiuTANTs: I960— Con. 

[Some data based on sample; median not shown where base is insuineient; see text. “U" denote.s an unincorporated place. Plus (+) or 
minus (-) after number indicates median above nr below that number] 


Year Struccufc Built 
Hvatin^ Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS. . . . 

year structure built 

1955 TO MARCH 1960 

1950 To 1954 

1940 TO 1949 

1939 OR F-ARlIER. ........ 


heating equipment 

STEAM OR HOT WATER 

WARM AIR FURNACE 

built-in ROOM UNITS 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . , 
NONE 


POPULATION 

POPULATION IN HOUSING UNITSf 1960. , . 

PER OCCUPIED UNIT 

OWNER 

RENTER 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. , . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. , . . 

8 PERSONS OR MORE. 
MEDIAN: 

ALL OCCUPIED , . 
OWNER. . . . . 

RENTER , , , , 


PERSONS PER ROOM 


1.00 OR less 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 

19S4 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 , 

1939 OR EARLIER. , 


VALUE 


OWNER OCCUPIED 

LESS THAN 55 i 000 

55 » 000 TO 59 1 900 

SlOrOOO TO S14r900 

515*000 TO 519*900 . 

520*000 TO $24*900 . . 

525*000 OR MORE 

Median DOLLARS 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN $20 

520 TO $39 

$40 TO 559 

$60 70 $79 . , . . 

$80 TO $99 

$100 TO $119 

$120 OR MORE .... 

NO CASH RENT 

median DOLLARS 


CONTRACT RENT 

RENTER OCCUPIED 

median dollars 


LEXING- 

TON 

LONG 

BEACH 

LOUIS- 

VILLE 

MARKS 

MISSIS- 

SIPPI 

CITY 

<U) 

MOSS 

POINT 

NEW 

ALBANY 

^'EWTON 

OCEAN 

SPRINGS 

OKOLONA 

OXFORD 

PASS 

CHRIS- 

TIAN 

PEARL 

(U) 

939 

1 568 

1 589 

842 

1 290 

1 858 

1 762 

1 025 

1 546 

855 

1 690 

1 433 

1 445 

77 

443 

76 

64 

409 

544 

205 

138 

423 

182 

270 

197 

1 054 

118 

316 

185 

115 

269 

370 

167 

62 

254 

60 

198 

105 

212 

146 

455 

489 

183 

227 

1 349 

301 

322 

288 

109 

237 

251 

104 

598 

374 

839 

480 

385 

! 595 

1 089 

483 

581 

504 

985 

800 

75 

13 

5 

4 

28 

3 





10 

61 

42 

15 

36 

195 

178 

41 

250 

38 

148 

24 

139 

13 

275 

341 

47B 

249 

749 

227 

95 

426 

298 

426 

72 

476 

372 

288 

235 

440 

178 

8?. 

308 

102 

32 

102 

450 

143 

265 

174 

190 

3P 

250 

463 

557 

865 

571 

558 

1 406 

732 

786 

660 

284 

812 

761 

256 

• ' * 

• • t 

7 

5 

21 

14 

6 

. . , 

6 

2 

44 

16 


2 808 

4 484 

5 066 

2 552 

4 164 

6 520 

1 

1 

5 125 

I 3 053 

4 948 

2 607 

5 269 

3 803 

5 081 

3.2 

3.3 

3.3 

3.2 

3.6 

3.7 

3.1 

1 3*2 

3.5 

3.2 

3.2 

3.5 

3.8 

3.0 

3.3 

3.3 

3.3 

3.5 

3,7 

3.0 

' 3.1 

3.5 

3.1 

3.1 

3.5 

3.6 

3.3 

3.3 

3.5 

.3.1 

3.7 

3.8 

3.2 

3.5 

3.4 

3.3 

3.3 

3.3 

3.9 

890 

1 365 

1 516 

789 

1 166 

1 750 

1 649 

944 

1 422 

815 

1 643 

1 095 

1 326 

181 

161 

173 

160 

117 

144 

256 

137 

167 

113 

209 

200 

31 

253 

416 

470 

221 

283 

411 

501 

279 

362 

243 

486 

316 

22B 

163 

242 

283 

134 

213 

353 

312 

187 

268 

165 

333 

163 

331 

116 

239 

250 

105 

228 

336 

268 

148 

284 

132 

292 

123 

350 

64 

174 

151 

69 

174 

217 

165 

95 

148 

82 

186 

94 

219 

47 

73 

90 

32 

72 

140 

74 

46 

98 

33 

63 

62 

110 

22 

2a 

46 

25 

41 

70 

27 

18 

40 

22 

35 

54 

34 

44 

32 

53 

43 

30 

79 

46 

34 

55 

25 

39 

83 

23 

2.6 

2.9 

2.9 

2.6 

3.4 

3.4 

2.7 

2.8 

3.2 

2,8 

2.9 

2.7 

3.7 

2.9 

3.1 

3.1 

2.8 

3.5 

3.4 

2.7 

2.9 

3,0 

2.9 

3.1 

3.0 

3.0 

2.9 

3.1 

3.2 

2.8 

3.6 

3,3 

3. 1 

3.2 

3.2 

3.0 

3.0 

2.6 


752 

1 228 

1 276 

658 

975 

1 413 

1 452 

820 

1 161 

715 

1 439 

883 

1 158 

138 

137 

240 

131 

191 

337 

i 197 

124 

261 

100 

204 

212 

168 

536 

1 033 

1 026 

496 

703 

1 150 

943 

610 

978 

540 

921 

832 

1 138 

6 8 

292 

108 

48 

306 

327 

173 

99 

366 

101 

193 

99 

750 

92 

297 

173 

106 

156 

228 

155 

118 

179 

138 

221 

151 

293 

249 

385 

535 

227 

148 

407 

369 

262 

270 

158 

264 

359 

79 

127 

59 

210 

115 

93 

188 

246 

131 

163 

143 

243 

223 

16 

354 

332 

490 

293 

463 

600 

706 

334 

444 

275 

722 

263 

186 

178 

247 

279 

183 

375 

398 

426 

194 

300 

196 

448 

106 

142 

84 

61 

121 

60 

67 

118 

130 

93 

98 

42 

130 

85 

34 

82 

20 

86 

42 

6 

84 

129 

31 

37 

33 

140 

64 

12 

10 

4 

4 


13 

. * . 

21 

16 

9 

4 

4 

a 


486 

975 

985 

473 

607 

1 002 

865 

582 

856 

520 

832 

789 

1 101 

227 

92 

309 

198 

92 

226 

154 

209 

88 

190 

76 

302 

16 

113 

265 

329 

171 

177 

419 

295 

233 

232 

192 

210 

184 

349 

75 

335 

1B6 

50 

139 

228 

253 

102 

339 

82 

275 

135 

711 

36 

170 

101 

28 

166 

103 

68 

30 

101 

37 

125 

64 

12 

18 

58 

20 

17 

4 

56 

42 

4 

55 

19 

69 

23 

8 

17 

55 

40 

9 

29 

50 

53 

4 

41 

... 

77 

83 

5 

5 700 

11 700 

7 400 

5 900 

12 OOO 

8 700 

9 600 

6 400 

11 200 

6 400 

12 500 

6 800 

10 800 

354 

332 

490 

293 

463 

600 

706 

334 

444 

275 

722 

263 

IBB 

109 

4 

70 

17 

■ « * 

10 

80 

44 

19 

16 

36 

21 

6 

105 

17 

204 

129 

31 

156 

177 

132 

61 

76 

144 

34 

11 

62 

24 

113 

41 

59 

136 

219 

63 

77 

76 

197 

22 

34 

40 

81 

44 

34 

90 

82 

101 

38 

113 

49 

143 

24 

70 

9 

lOl 

12 

38 

148 

101 

32 

16 

95 

16 

80 

32 

34 

8 

36 

4 

4 

76 

29 

44 

4 

26 

... 

55 

12 

13 

• • • 

36 

4 

• . • 

37 

15 

17 

« 1 • 

13 

4 

43 

8 

4 

21 

33 

39 

30 

20 

71 

36 

37 

40 

38 

24 

110 

14 

31 

84 

35 

38 

04 

54 

45 

34 

66 

48 

56 



333 

299 

451 

263 

443 

529 

670 

297 

404 

237 

698 

153 

174 

20- 

67 

22 

22 1 

73 

42 

27 

20- 

57 

29 

42 
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State and Small Areas 


Table 26. — Occupancy and Financial Cpiaracteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

rSome data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (-) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


PETAL 

(U) 

PHILA- 

DELPHIA 

=ICAYUNE 

PORT 

GIBSON 

1 196 

1 656 

2 372 

879 

382 

181 

2B2 

53 

287 

206 

310 

94 

314 

477 

623 

128 

213 

792 

i 157 

604 


13 


9 

23 

62 

73 

22 

391 

453 

243 

26 

38 

288 

166 

169 

740 

840 

1 871 

649 

4 

. , . 

19 

4 

4 000 

5 005 

7 793 

2 823 

3.5 

3,2 

3,6 

3.3 

3.5 

3,0 

3,6 

3.1 

3.7 

3.5 

3.5 

3.5 

1 134 

1 570 

2 191 

845 

63 

226 

304 

149 

268 

459 

531 

227 

246 

302 

418 

163 

287 

261 

342 

99 

157 

167 

236 

81 

78 

76 

157 

53 

22 

40 

81 

31 

13 

39 

122 

42 

3.5 

2.8 

3.1 

2.8 

3.3 

2*8 

3.3 

2.7 

3.8 

3.1 

3.7 

3,3 

, 1 034 

1 334 

1 703 

657 

, 100 

236 

488 

166 

928 

1 045 

1 438 

387 

241 

185 

213 

34 

306 

209 

321 

57 

315 

482 

626 

170 

66 

169 

278 

126 

206 

525 

753 

458 

143 

286 

448 

199 

29 

134 

222 

149 

34 

94 

68 

80 

. • . 

11 

15 

30 

, 908 

1 006 

1 382 

379 

. 75 

294 

736 

100 

, 387 

358 

287 

128 

. 398 

235 

207 

67 

. 36 

61 

72 

55 

. 8 

42 

20 

* i . 

, 4 

16 

60 

29 

, 9 900 

8 200 

5 000- 

8 000 

. 206 

525 

753 

458 

. 12 

116 

44 

41 

. 36 

163 

325 

242 

. 37 

109 

177 

82 

. 64 

72 

84 

33 

. 45 

23 

35 

14 

• . • • 

. . • 

4 

7 

• . * • 

• . . 

4 

... 

. 12 

42 

80 

1 39, 

• • • • 

33 

38 

28' 

. 194 

483 

673 

1 419 

. 

22 

27 

20- 


ALL HOUSING UNITS 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 . . . . 

1940 TO 1949 

1939 OR EARLIER 

heating EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . , 
NONE 


POPULATION 


population in housing UNITSi 
PER OCCUPIED UNIT. . . ♦ . 

OWNER 

RENTER 


ALL OCCUPIED UNITS 
PERSONS 


PERSON 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

8 PERSONS OR MORE. 
MEDIAN: 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO .1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . • . 
1939 OR EARLIER. . . 


VALUE 


OWNER OCCUPIED * . 

LESS THAN $5i000 

$5t000 TO S9i900 

S10*000 TO Sl4i900 

$i5»000 TO $i9f900 . 

$20t000 TO S24t900 . 

$25 » 000 OR more 

MEDIAN DOLLARS 


GROSS RENT 


RENTER OCCUPIED 

LESS THAN $20 

$20 TO 

$40 TO $59 

$60 TO $79 . . 

$80 TO 

5100 TO S119 . 

$120 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN 


DOLLARS 


RIPLEY 


114 

162 

215 

372 


39 

179 

203 

442 


2 650 
3.1 
2.9 
3.4 


SENA- 

TOBIA 


122 

161 

182 

452 


B 

70 

242 

316 

281 


STARK- 

VILLE 


2 929 
3.3 
3.3 
3.3 


105 

261 

181 

156 

72 

43 

14 

15 

2.8 

2.8 

3.1 


732 

US 


528 

113 

106 

197 

112 

319 

193 

68 

48 

10 


513 

146 

186 

130 

27 

12 

12 

100 


319 

53 

70 

92 

52 

22 

4 

26 

45 


293 

27 


470 
355 
673 
1 287 


23 
407 
585 
515 
1 251 
4 


UNI- 

VERSITY 

(U) 


202 

8 

171 

62 


283 

35 


113 

12 


WATER 

VALLEY 


8 792 
3.3 
3.3 
3.3 


129 

257 

168 

151 

75 

48 

24 

38 

2.9 

2.8 

3.5 


715 

175 


512 

77 

118 

240 

77 

378 

231 

112 

35 


500 
171 
85 
158 
33 
25 
28 
9 800 


378 
75 
116 
75 
49 
34 
12 
• . • 
17 
36 


361 

24 


1 116 
2.7 


320 

778 

599 

413 

252 

150 

63 

91 

2.9 

2.9 

2.9 


2 179 
487 


1 312 
251 
302 
461 
298 

i 354 
942 
251 
143 
18 


1 163 
260 
307 
328 
158 
42 
68 

10 200 


354 

163 

416 

313 

228 

145 

16 

12 

61 

44 


1 293 
35 


51 

146 

123 

60 

20 

8 


115 

48 

126 

821 


9 

56 

38 

363 

637 

7 


WAYNES- 

BORO 


199 

184 

320 

479 


47 

592 

169 

365 

9 


WEST 

GULF- 

PORT 

(U) 


3 137 
3.1 
3.0 
3.3 


245 

165 


394 

324 

39 

31 


394 

3 

100 

213 

23 

23 

6 

*24 

54 


370 

53 


882 

3.5 

3.5 

3.5 


182 

322 

197 

144 

74 

41 

27 

36 

2.5 

2.5 

3.0 


886 

137 


675 

93 

123 

275 

184 

348 

192 

91 

61 

4 


640 

269 

273 

86 

8 

4 


348 

9 

126 

1X5 

37 

9 

9 

*43 

43 


305 

25 


214 

228 

380 

66 


4 

213 

45 

612 

14 


WEST 

POINT 


329 
507 
361 
1 504 


47 
105 
757 
645 
1 122 
25 


3 323 
4.0 

4.0 

4.1 


138 

297 

2U 

196 

107 

63 

36 

58 

3.1 

3.3 

3.6 


890 

216 


661 

124 

149 

329 

59 

445 

256 

108 

64 

17 


615 

277 

120 

130 

64 

4 

20 
6 500 


445 

28 

90 

105 

94 

30 

12 

4 

82 

50 


8 534 
3.4 
3.4 
3.4 


WINONA 


363 

33 


108 

168 

153 

96 

89 

71 

56 

83 

3.4 

2.8 

3.5 


534 

290 


428 

85 

116 

211 

16 

396 

305 

54 

37 


402 

311 

84 

7 


396 

9 

227 

126 

26 


368 

26 


427 

606 

496 

418 

287 

123 

87 

103 

3.0 

2.9 

3.0 


2 076 
471 


1 377 
169 
322 
570 
316 

1 170 
665 
260 
216 
27 


1 300 
392 

379 

380 
82 
39 
28 

8 300 


1 170 
201 
343 
249 
203 
71 
15 
14 
74 
40 


096 

29 


126 

16B 

256 

823 


12 

48 

171 

259 

880 

3 


4 261 
3.2 
3.2 
3.2 


230 

372 

249 

176 

129 

66 

41 

54 

2.7 

2.8 

3.1 


1 087 
232 


790 

135 

139 

383 

133 

529 

255 

161 

88 

25 


769 

265 

279 

131 

37 

17 

20 

6 500 


529 

62 

180 

119 

59 

21 

4 

4 

80 

38 


449 

26 
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Mississippi 


Table 27. — Selected Characteristics op Housing Units, por Places of 1,000 to 2,500 Inhabitants: I960 
[Some data based on sample; average not shown where base is insufficient; see text. “U” denotes an unincorporated place] 


PLACE 

ALL HOUSING UNITS BY 

CONDITION AND 

PLUMBING 





OCCUPIED 

HOUSING UNITS 





TOTAL 

SOUND 

DETERIORATING 



OWNER OCCUPIED 

RENTER OCCUPIED 

1.01 

OR 

MORE 

PER- 

SONS 

PER 

ROOM 

OCCU- 

PIED 

BY 

NON- 

WHITE 

AVAIL- 

ABLE 

VACANT 

HOUS- 

ING 

UNITS 

TOTAL 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

1 


WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 
ING 
SOME 
OR ALL 
FA- 
CILI- 
TIES 




AVER- 

AGE 

NUM- 

BER 

OF 

ROOMS 


AVER- 

AGE 

GROSS 

RENT 

(DOL- 

LARS) 

AVER- 

AGE 

NUM- 

BER 

OF 

ROOMS 

ACKERHAN 

472 

307 

264 

43 

102 

33 

69 

■ 

■ 


310 

m 

1 

5,7 



3.8 

54 

117 


SALDWVN 

633 

451 

354 

97 

152 

40 

112 

30 

2 

023 

434 

5 

000 

5.2 

184 


3.8 

84 

163 


BAY SPRINGS 

466 

359 

309 

50 

82 

13 

69 

25 

1 

538 

300 


. . . 

5.5 

137 


4.3 

72 

134 


BRANDON 

614 

516 

442 

74 

57 

19 

38 

41 

2 

120 

386 

10 

500 

5,5 

187 

• • • 

3.9 

98 

146 


BRUCE* * « . 

409 

226 

220 

6 

130 

87 

43 

133 

1 

698 

279 

8 

500 

5.5 

204 

• • • 

3.9 

90 

127 



363 

197 

119 

78 

126 

14 

112 

40 

1 

179 

231 

5 

000 

4.5 

106 


3.6 

87 

190 


CALHOUN CITY 

573 

407 

364 

43 

119 

67 

52 

47 

1 

714 

382 

9 

500 

5,5 

175 

• » • 

3,5 

63 

76 


CARTHAGE 

823 

557 

525 

32 

83 

58 

25 

183 

2 

432 

545 

7 

500 

5,4 

211 


3;8 

86 

149 

16 

CENTREVILLE 

367 

206 

144 

64 

101 

27 

74 

58 

1 

229 

226 

7 

500 

5.4 

121 


3.6 

74 

196 

13 

COLDWATER 

357 

172 

152 

20 

67 

40 

27 

118 

1 

256 

230 

a 

000 

5,3 

121 

• • • 

3.4 

82 

157 

2 

COLLINS 

459 

363 

305 

58 

47 

8 

39 

49 

1 

533 

327 

6 

500 

5.5 

112 


4,3 

77 

146 

7 

CRENSHAW 

300 

220 

125 

95 

107 

9 

98 

53 

1 

359 

261 

6 

000 

4,9 

105 


3,5 

91 

239 

6 

DECATUR 

325 

285 

265 

20 

22 

7 

15 

18 

1 

019 

216 


• . t 

5.8 

105 


4,1 

36 

65 

1 

DREW 

696 

510 

446 

72 

158 

49 

109 

20 

2 

141 

364 

7 

500 

5,3 

303 

44 

3,5 

120 

242 

19 

EDWARDS 

36B 

180 

132 

48 

150 

26 

124 

38 

1 

200 

220 


. . . 

5.4 

128 


3.6 

76 

238 

8 

ESCATAWPA (U) 

4U 

267 

232 

35 

96 

41 

57 

47 

1 

464 

342 

6 

500 

5,0 

43 



74 

69 

9 

EUPORA 

405 

366 

305 

61 

106 

17 

89 

13 

1 

449 

275 

8 

000 

5.6 

189 


3,9 

68 

120 

13 

FAYETTE 

507 

356 

206 

148 

140 

10 

130 

11 

1 

603 

278 

8 

000 

5.2 

201 


3.4 

114 

297 

23 

FRIARS POINT 

325 

95 

53 

42 

154 

24 

130 

76 

1 

029 

182 


ft- 

4.6 

120 


3.3 

67 

237 

4 

FULTON ... * 

532 

312 

287 

25 

172 

104 

68 

48 

1 

595 

326 

10 

000 

5,4 

186 

• • • 

4.0 

50 

53 

4 

GLOSTER. ... 

434 

230 

189 

41 

165 

39 

126 

39 

1 

369 

241 

6 

500 

5,7 

166 


3,7 

75 

188 

7 

HANDSBORO 

490 

374 

345 

29 

92 

71 

21 

24 

1 

577 

317 

13 

000 

5,0 

131 


4.1 

87 

95 

25 

HEIDELBERG 

290 

221 

159 

62 

66 

11 

57 

1 

1 

049 

168 


. . . 

5.2 

114 


4.3 

53 

120 

4 

HERNANDO 

607 

377 

320 

57 

171 

16 

155 

59 

1 

876 

271 

12 

500 

5.5 

292 

46 

3,4 

137 

241 

13 

INVERNESS 

345 

193 

169 

24 

108 

32 

76 

44 

1 

031 

174 


. . . 

5,5 

154 


3.2 

68 

157 

13 

ITTA BENA 

647 

396 

247 

149 

126 

21 

105 

125 

1 

907 

325 

6 

000 

5,1 

277 

35 

3.4 

116 

353 

29 


722 

518 

424 

94 

117 

57 

60 

87 

2 

000 

446 

a 

500 

5,4 

215 

ft* 

4.1 

63 

82 

22 

KREOLE (U) 

516 

404 

347 

57 

69 

45 

24 

43 

1 

858 

323 

8 

000 

5,1 

149 


3.9 

110 

71 

22 

LAMBERT 

377 

289 

194 

95 

30 

3 

27 

58 

1 

160 

223 

7 

000 

5.2 

148 


3.3 

60 

172 

3 

LEAKESVILLE 

295 

234 

206 

26 

36 

10 

26 

25 

1 

005 

224 

7 

000 

5.6 

64 

■ • * 

4.2 

44 

43 

1 

LUCEDALE 

612 

417 

370 

47 

121 

61 

60 

74 

1 

967 

387 

11 

500 

5,5 

179 


4.0 

96 

108 

27 

lumberton 

665 

400 

329 

79 

237 

57 

180 

20 

2 

101 

450 

5 

500 

5.1 

183 

• • • 

4.2 

100 

251 

25 

MC COMB SOUTH (U). , . . 

541 

330 

164 

174 

153 

5 

140 

SO 

1 

865 

336 

6 

OOO 

4,9 

189 

• • • 

3.7 

119 

411 

1 

MACON. • • 

604 

565 

444 

121 

163 

31 

132 

76 

2 

411 

444 

9 

000 

5,5 

310 

40 

3,7 

148 

290 

17 


633 

438 

418 

20 

151 

111 

40 

44 

2 

018 

427 

9 

500 

5.3 

173 


4.2 

70 

56 

16 

MAGNOLIA 

657 

412 

362 

50 

218 

63 

155 

27 

2 

065 

401 

a 

000 

5,7 

208 

... 

3.8 

113 

259 

10 

MENDENHALL 

634 

335 

290 

37 

109 

73 

36 

190 

1 

940 

356 

9 

500 

5.2 

229 

... 

3.9 

90 

146 

5 

MONTICELLO ....... 

431 

306 

288 

IB 

69 

30 

39 

56 

1 

425 

258 

8 

000 

5,5 

157 

... 

3.9 

72 

117 

5 

MOORHEAD 

579 

300 

216 

84 

243 

36 

207 

36 

1 

653 

321 

5 

000 

4.6 

216 

... 

3.2 

101 

317 

25 

MORTON ... 

613 

432 

333 

99 

134 

19 

115 

47 

2 

252 

346 

9 

500 

5.6 

246 

... 

4,1 

126 

178 

12 

MOUND BAYOU 

407 

205 

80 

125 

111 

16 

95 

91 

1 

344 

233 

4 

000 

4.6 

150 

. • * 

3.2 

105 

383 

9 

nettleton 

405 

297 

239 

50 

43 

21 

22 

65 

1 

380 

246 

6 

500 

5,0 

151 

• • * 

4.2 

78 

84 

3 

TUNICA NORTH (U) . . . . 

305 

262 

82 

180 

34 

1 

33 

9 

1 

004 

112 


... 

4,4 

174 

... 

3.0 

84 

246 

12 

PELAHATCHIE 

332 

154 

125 

29 

51 

24 

27 

127 

1 

066 

ISO 


... 

5.2 

124 

* • . 

3.9 

72 

108 

5 

PONTOTOC 

773 

614 

540 

74 

114 

58 

56 

45 

2 

100 

473 

9 

500 

5.7 

253 

51 

3.9 

58 

79 

27 

POPLARVILLE 

625 

457 

424 

33 

163 

64 

99 

5 

1 

885 

372 

11 

500 

5,7 

208 

* • . 

3.9 

80 

158 

29 

PRENTISS 

462 

367 

343 

24 

38 

9 

29 

57 

1 

317 

254 


. * . 

5,7 

180 

... 

3.2 

63 

101 

10 

PURVIS 

525 

350 

306 

52 

129 

62 

67 

38 

1 

610 

367 

9 

500 

5.1 

115 

... 

3.7 

77 

88 

26 


645 

446 

407 

39 

165 

51 

114 

34 

2 

023 

396 

9 

500 

5,6 

204 

• * » 

3.8 

99 

161 

23 

RAYMOND 

329 

250 

246 

12 

52 

22 

30 

19 


906 

146 


... 

5.8 

157 

... 

3.3 

41 

52 

13 

RICHTON 

375 

240 

225 

23 

84 

26 

58 

43 

1 

089 

231 

6 

500 

5,6 

121 

... 

3,6 

45 

99 

13 

ROLLING FORK 

508 

350 

297 

53 

115 

44 

71 

43 

1 

616 

203 


• * . 

6.0 

272 

56 

3,5 

91 

177 

26 

ROSEDALE 

794 

585 

272 

313 

182 

23 

159 

27 

2 

319 

378 

7 

000 

4.7 

369 

34 

3.0 

172 

490 

33 

RULEVILLE 

645 

350 

302 

48 

184 

82 

102 

111 

1 

902 

312 

a 

500 

5.1 

263 

42 

3,3 

122 

269 

5 

SARDIS 

708 

611 

379 

232 

85 

18 

67 

12 

2 

091 

410 

8 

500 

5,6 

250 

42 

3,5 

94 

260 

11 

SHAW . • • . • 

717 

479 

255 

224 

179 

12 

167 

59 

2 

062 

340 

5 

500 

4.6 

334 

32 

3,1 

129 

450 

la 

SHELBY 

743 

364 

262 

102 

264 

35 

249 

95 

2 

375 

402. 

7 

500 

5,1 

313 

31 

3.3 

161 

466 

12 

STONEWALL 

342 

243 

195 

48 

77 

23 

54 

22 

1 

122 

74 


... 

4.6 

242 

33 

3.8 

90 

<(6 

16 

SUMMIT . 

525 

301 

264 

37 

138 

59 

79 

86 

1 

663 

354 

7 

500 

5.4 

146 

• « * 

3,7 

87 

244 

7 

TAYLORSVILLE 

361 

127 

123 

4 

206 

135 

71 

28 

1 

132 

252 

a 

000 

5.4 

90 

... 

3,6 

47 

52 

7 

TIE PLANT (U) 

421 

208 

200 

... 

131 

89 

42 

82 

1 

491 

288 

9 

500 

5.4 

121 


4.0 

69 

101 

5 

TUNICA 

522 

467 

309 

158 

55 

23 

32 

• . * 

1 

423 

179 


* . * 

6.3 

321 

*46 

3.3 

76 

201 

17 

TYLERTOWN 

537 

364 

332 

32 

144 

52 

92 

29 

1 

523 

314 

10 

500 

5.7 

196 

... 

3.6 

55 

150 

10 

UNION . 

560 

294 

276 

18 

177 

128 

49 

89 

1 

713 

410 

7 

500 

5.4 

124 

... 

4.1 

64 

121 

10 

WAVELAND 

1 133 

1 073 

884 

189 

42 

15 

27 

16 

1 

106 

292 

14 

000 

5.2 

55 

... 

4.4 

42 

17 

66 

WESSON 

286 

271 

244 

27 

14 

* . • 

14 

1 


850 

177 


* « . 

6.1 

88 

... 

4.5 

26 

12 

13 

WIGGINS 

527 

387 

349 

38 

79 

32 

47 

61 

1 

573 

360 

a 

000 

5.4 

125 

... 

4,4 

61 

79 

13 

WOODVILLE 

540 

322 

221 

101 

125 

51 

74 

93 

1 

846 

240 

10 

500 

5.8 

267 

30 

3.7 

126 

262 

B 
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State and Small Areas 


Table 28. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMSAs: I960 
[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Clolor, 
V!ic;incy Status 
CondiciDii & Plumb. 
Water Supply 
Toilet Facilities 
Baching Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


ALL HOUSING UNITS 

TENURE* COLOR* AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED * 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE , * 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

FOR RENT . . 

RENTED OR SOLD* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED. 

SEASONAL . * . . 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND. . . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . ♦ 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

VACANT AVAILABLE FOR SALE 

WITH ALL plumbing FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES 


ALL HOUSING UNITS 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE > 
ONLY COLD PIPED WATER INSIDE STRUCTURE . ' 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER , 

TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE 

FLUSH TOILET* SHARED ..... 

other TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE . . . . i 

BATHTUB OR SHOWER* SHARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS. 

a ROOMS OR MORE 

MEDIAN* 

ALL UNITS 

OWNER OCCUPIED ...... 

RENTER OCCUPIED 

UNITS IN STRUCTURE 


1 

2 

3 AND 4 

S TO 9 

10 OR MORE 

TRAILER! ON PERMANENT FOUNDATION, , . , 
MOBILE 

YEAR STRUCTURE BUILT 

1959 TO MARCH 1960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


BASEMENT 


ADAMS 

ALCORN 

AMITE 

ATTALA 

BENTON 

BOLIVAR 

CALHOUN 

CARROLL 



CHICKASAW 

CHOCTAW 

CLAI- 

BORNE 

11 

109 

8 

107 

4 

352 

6 

393 

2 

190 

15 

508 

4 

670 

3 

184 

4 

902 

2 

591 

2 

862 

10 

143 

7 

414 

3 

886 

5 

725 

1 

840 

13 

328 

4 

323 

2 

715 

4 

523 

2 

302 

2 

649 

5 

196 

4 

644 

2 

543 

3 

568 


983 

5 

326 

2 

639 

1 

388 

2 

643 

1 

707 

1 

318 

3 

383 

4 

253 

1 

682 

2 

639 


839 

2 

976 

2 

527 


980 

2 

098 

1 

375 


572 

1 

813 


391 


861 


929 


144 

2 

350 


112 


408 


545 


332 


746 

4 

947 

2 

770 

1 

343 

2 

157 


857 

6 

002 

1 

684 

1 

327 

1 

880 


595 

1 

331 

2 

001 

2 

288 


473 

1 

023 


364 

1 

B35 


967 


433 


995 


390 


249 

2 

946 


482 


870 

1 

134 


493 

6 

167 


717 


894 


885 


205 

1 

082 


966 


693 


466 


668 


350 

2 

180 


347 


469 


379 


289 


213 


791 


536 


396 


536 


239 

1 

870 


278 


429 


309 


181 


188 


616 


432 


292 


371 


198 

1 

217 


156 


205 


185 


111 


146 


492 


266 


124 


151 


27 


265 


54 


36 


94 


41 


68 


85 


48 


10 


52 


2 


23 


14 


7 


29 


8 


6 


407 


218 


114 


99 


25 


242 


40 


29 


65 


33 


62 


33 


18 


2 


a 


2 


17 


10 


1 


15 


3 


4 


25 


29 


34 


14 


115 


76 


9 


12 


23 


5 


13 


66 


119 


132 


198 


54 


859 


83 


156 


S3 


62 


61 


175 


104 


104 


165 


41 


653 


122 


224 


124 


70 


42 


175 


157 


70 


132 


111 


310 


69 


40 


70 


108 


25 

11 

109 

a 

107 

4 

352 

6 

393 

2 

190 

15 

500 

4 

670 

3 

184 

4 

902 

2 

591 

2 

862 

6 

227 

4 

849 

2 

450 

3 

960 

1 

161 

7 

401 

2 

201 

1 

311 

2 

690 

1 

166 

1 

698 

5 

324 

3 

787 

1 

368 

2 

304 


553 

4 

418 

1 

419 


530 

1 

934 


598 

1 

007 


121 


no 


95 


99 


40 


140 


67 


48 


61 


16 


47 


782 


952 


987 

1 

557 


568 

2 

835 


795 


733 


695 


552 


644 

2 

550 

2 

660 

1 

442 

1 

760 


723 

5 

797 

1 

474 

1 

013 

1 

383 


951 


B24 

1 

171 


561 


235 


196 


60 


541 


319 


125 


186 


103 


47 


99 


117 


54 


57 


12 


68 


15 


. . . 


12 


12 


27 

1 

280 

1 

982 

1 

153 

1 

507 


651 

5 

188 

1 

140 


888 

1 

185 


836 


750 

2 

332 


596 


460 


673 


306 

2 

310 


915 


860 


829 


474 


340 


85 


48 


10 


52 


2 


23 


14 


7 


29 


B 


6 


75 


35 


6 


11 


1 


20 


7 


3 


16 


1 


5 


407 


218 


114 


99 


25 


242 


40 


29 


65 


33 


62 


345 


69 


25 


18 


2 


91 


7 


3 


17 


3 


26 

11 

109 

8 

107 

4 

352 

6 

393 

2 

190 

15 

508 

4 

670 

3 

104 

4 

902 

2 

591 

2 

862 

6 

951 

4 

748 

1 

707 

2 

695 


671 

5 

183 

1 

924 


707 

2 

345 


813 

1 

iOO 

1 

724 


924 


496 


954 


194 

1 

437 


551 


177 


394 


283 


419 


889 


234 


274 


210 


72 

2 

841 


263 


198 


372 


147 


123 

1 

545 

2 

201 

1 

875 

2 

534 

1 

253 

6 

047 

t 

932 

2 

102 

1 

791 

1 

348 

1 

220 

7 

590 

4 

943 

1 

800 

3 

074 


686 

5 

823 

1 

949 


735 

2 

316 


764 

1 

295 


795 


185 


18 


169 


14 


137 


38 


20 


53 


37 


138 

2 

724 

2 

979 

2 

534 

3 

150 

1 

490 

9 

548 

2 

683 

2 

429 

2 

533 

1 

790 

1 

429 

7 

092 

4 

647 

1 

797 

2 

752 


669 

5 

274 

1 

B89 


715 

2 

259 


741 

1 

146 


202 


150 


22 


75 


6 


103 


33 


20 


57 


37 


30 

3 

815 

3 

310 

2 

533; 

3 

566 

1 

515 

10 

131 

2 

748 

2 

4.49 

2 

586 

1 

813 

1 

686 


133 


83 


1 

24 


16 


27 


254 


28 


29 


20 


25 


33 

1 

210 


279 


108 


179 


153 

1 

944 


91 


203 


293 


40 


370 

2 

039 


980 


413 


955 


496 

3 

938 


467 


462 


784 


273 


519 

2 

720 

2 

292 

1 

164 

1 

483 


703 

4 

104 

1 

377 

1 

005 

1 

382 


583 


720 

2 

222 

2 

281 

1 

078 

1 

782 


391 

2 

677 

1 

200 


626 

1 

256 


677 


570 

1 

612 

1 

330 


989 

1 

548 


266 

1 

514 

1 

016 


529 


683 


650 


350 


590 


516 


415 


396 


118 


712 


373 


234 


275 


270 


163 


575 


346 


161 


234 


36. 


365 


118 


96 


209 


73 


137 


4.3 


4.7 


4.9 


4.B 


4.1 


3.9 


4.8 


4.4 


4,5 


5.1 


4.2 


5.3 


5.i: 


5.5 


5,3 


4.9 


4.9 


5.4 


5.3 


5.1 


5.5 


5,0 


3.4 


4.1 


4.1 


4.1 


3.7, 


3.5 


4. 1 


4.0 


3.8 


4.2 


3,5 

8 

876 

7 

198 

4 

296 

6 

221 

2 

163 

14 

805 

4 

611 

3 

097 

4 

642 

2 

475 

2 

607 

1 

460 


589 


26 


106 


18 


414 


43 


69 


194 


88 


148 


553 


223 


10 


26 


5 


139 


... 


10 


54 


16 


74 


137 


25 


. . • 


. • • 


. . . 


> 61 


. . * 


. . . 






11 


36 


35 


. . . 


. . • 


. • . 


10 


. . • 


. . . 


4 


... 


... 


17 


8 


4 


8 


4 


18 


. * • 


• . . 


... 


■ ■ • 


11 


50 


29 


16 


32 


. • ■ 


61 


16 


8 


8 


12 


11 


261 


287 


124 


116 


139 


240 


165 


95 


184 


61 


53 

1 

074 


625 


215 


358 


242 


639 


287 


181 


531 


96 


176 

1 

599 


927 


397 


613 


249 

1 

278 


441 


211 


360 


179 


283 

2 

318 

1 

561 

1 

179 

1 

402 


396 

2 

874 

1 

239 


433 


972 


550 


525 

1 

152 

i 

307 


862 

1 

243 


429 

3 

613 

1 

014 


281 


937 


584 


625 

4 

705 

3 

400 

1 

575 

2 

661 


735 

6 

864 

1 

524 

1 

983 

1 

918 

1 

121 

1 

200 


642 


610 


20 


177 


40 


107 


60 


14 


73 


21 


63 


760 


669 


146 


261 


193 

1 

296 


288 


65 


324 


103 


155 

9 

707 

6 

828 

4 

186 

5 

935 

1 

1 

957 

14 

105 

4 

322 

3 

105 

4 

505 

2 

467 

2 

644 


BASEMENT . . , 
CONCRETE SLAB. 
OTHER. . . , , 


Tabic 28. — Tenure, V.\cancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, mu Counties Outside SMSA’s; I960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Suj^ply 
Toilet Facilities 
Bathing Facilities 


Jloom.s 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


subject 


ALL HOUSING UNITS 

TENUREf COLORi AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE , 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE .... 


VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLDi AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMSING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . . 

DETERIORATING. , , . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . . 
DILAPIDATED 

VACANT AVAILABLE FOR SALE 

WITH ALL PLUMBING FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES 


ALL HOUSING UNITS 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE^ 
ONLY COLD PIPED WATER INSIDE STRUCTURE , ^ 

PIPED WAVER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET, EXCLUSIVE USE 

FLUSH TOILET, SHARED , 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER, EXCLUSIVE USE * . . . < 
BATHTUB OR SHOWER f SHARED 

NO Bathtub or shower . 

ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

0 ROOMS OR MORE 

MEDIANI 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED. 

UNITS IN STRUCTURE 


1 

2 

3 AND 4 

5 TO 

10 OR MORE 

TRAILER* ON PERMANENT FOUNDATION 
MOBILE , 

YEAR STRUCTURE BUILT 

1959 TO MARCH 1960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


BASEMENT 


CLARKE 

CLAY 

COAHOMA 

COPIAH 

COVINGTON 

DE SOTO 

FORREST 

FRANKLIN 

GEORGE 

GREENE 

GRENADA 

5 005 

5 

433 

13 

087 

7 

691 

4 

048 

6 

253 

15 

958 

2 

909 

3 

084 

2 

CM 

5 

592 

4 439 

5 

013 

11 

926 

7 

140 

3 

519 

5 

568 

14 

679 

2 

553 

2 

849 

2 

040 

5 

040 

3 051 

2 

905 

4 

049 

4 

377 

2 

645 

2 

218 

10 

021 

1 

720 

2 

360 

1 

661 

2 

665 

2 150 

1 

808 

2 

460 

2 

846 

2 

030 

1 

603 

7 

671 

1 

270 

2 

134 

1 

331 

1 

957 

901 

1 

097 

1 

589 

1 

531 


615 


615 

2 

350 


450 


226 


330 


708 

1 388 

2 

108 

7 

877 

2 

763 


874 

3 

350 

4 

658 


833 


489 


379 

2 

375 

802 


976 

1 

834 

1 

121 


522 


974 

3 

193 


371 


437 


319 


902 

586 

1 

132 

6 

043 

1 

642 


352 

2 

376 

1 

465 


462 


52 


60 

1 

473 

566 


420 

1 

161 


551 


529 


685 

1 

279 


356 


235 


212 


552 

474 


370 


832 


463 


439 


447 

1 

067 


329 


149 


170 


357 

296 


250 


541 


282 


347 


296 


880 


220 


113 


135 


185 

162 


148 


173 


112 


117 


160 


673 


62 


60 


14 


107 

14 


26 


19 


35 


28 


22 


138 


10 


19 


4 


18 

148 


122 


154 


77 


89 


138 


535 


52 


41 


10 


89 

23 


33 


12 


16 


8 


21 


39 


. . ■ 


5 


29 


12 

42 


9 


100 


38 


43 


27 


54 


27 


16 


27 


24 

69 


60 


256 


116 


179 


86 


114 


131 


32 


65 


42 

178 


120 


291 


181 


92 


151 


107 


109 


36 


35 


172 

92 


50 


329 


68 


90 


238 


212 


27 


86 


42 


195 

5 005 

5 

433 

13 

087 

7 

691 

4 

048 

6 

253 

15 

958 

2 

909 

3 

084 

2 

252 

5 

592 

2 709 

3 

103 

6 

787 

3 

905 

2 

592 

2 

772 

11 

104 

1 

440 

1 

854 

1 

463 

2 

969 

1 728 

2 

348 

4 

706 

2 

64b 

1 

450 

1 

688 

10 

234 


862 

1 

271 


779 

2 

415 

110 


24 


213 


129 


73 


64 


148 


64 


67 


53 


81 

871 


731 

1 

868 

1 

128 

1 

069 

1 

020 


722 


514 


516 


631 


473 

1 515 

1 

012 

3 

431 

2 

204 

1 

145 

1 

946 

3 

512 


891 


806 


528 

1 

209 

171 


232 


622 


493 


170 


259 

1 

681 


142 


249 


50 


384 

29 


36 


94 


54 


33 


58 


171 


19 


30 


13 


59 

1 315 


744 

2 

715 

1 

657 


942 

1 

629 

1 

660 


730 


527 


465 


766 

781 

1 

318 

2 

869 

1 

582 


311 

1 

535 

1 

342 


578 


424 


261 

1 

414 

14 


26 


19 


35 


28 


22 


138 


10 


19 


4 


18 

5 


15 


16 


29 


5 


17 


132 


4 


B 


2 


13 

148 


122 


154 


77 


89 


138 


535 


52 


41 


10 


89 

39 


64 


76 


48 


^15 


__63 


465 


12 


24 


1 


46 

5 005 

5 

433 

13 

087 

7 

691 

4 

048 

6 

253 

15 

958 

2 

909 

3 

084 

2 

252 

5 

592 

2 077 

2 

785 

5 

677 

3 

320 

1 

730 

2 

107 

12 

613 

1 

092 

1 

691 


952 

3 

006 

663 


347 

2 

202 


663 


505 


389 

1 

795 


366 


581 


419 

1 

014 

190 


446 

1 

033 


435 


142 


457 


311 


252 


190 


110 


288 

2 075 

1 

855 

4 

175 

3 

273 

1 

671 

3 

300 

1 

239 

1 

199 


622 


771 

1 

2B4 

2 189 

2 

791 

6 

969 

3 

479 

1 

755 

2 

181 

13 

251 

1 

157 

1 

661 


912 

3 

441 

16 


94 


656 


69 


12 


33 


543 


23 


28 


... 


363 

2 800 

2 

546 

5 

462 

4 

143 

2 

281 

4 

039 

2 

164 

1 

729 

1 

395 

1 

340 

1 

788 

2 091 

2 

736 

5 

792 

3 

409 

1 

766 

2 

160 

12 

592 

1 

163 

1 

657 


924 

3 

034 

12 


93 


249 


65 


12 


29 


368 


16 


28 


• • • 


126 

2 902 

2 

604 

7 

046 

4 

217 

2 

270 

4 

064 

2 

998 

1 

730 

1 

399 

1 

328 

2 

432 

39 


110 


267 


57 


28 


114 


195 


19 


67 


28 


75 

226 


341 

1 

427 


383 


159 


655 


711 


185 


99 


77 


449 

688 


877 

3 

692 

1 

153 


345 

1 

380 

2 

334 


484 


294 


229 

1 

105 

1 317 

1 

398 

3 

099 

1 

882 

1 

063 

1 

849 

2 

870 


694 


774 


564 

1 

255 

1 139 

1 

281 

2 

051 

1 

688 

1 

017 

1 

127 

4 

212 


616 


838 


596 

1 

219 

1 073 


929 

1 

634 

1 

657 


948 


683 

3 

541 


626 


679 


568 


927 

414 


283 


537 


539 


353 


230 

1 

363 


175 


219 


130 


332 

109 


214 


380 


332 


135 


215 


724 


110 


114 


60 

1 

230 

4.7 


4.5 


3.9 


4.7 


4.9 


4.0 


4.9 


4.6 


4,9 


4.9 

1 

4,4 

5.2 


5.1 


5.2 


5.4 


5,3 


5,0 


5.4 


5.2 


5.0 


5.2 


5.5 

4.0 


3.6 


3.4 


3,9 


4.1 


3.6 


3.7 


3.8 


4.3 


4*1 


3.6 

4 939 

4 

943 

12 

151 

7 

120 

3 

949 

5 

842 

13 

497 

2 

827 

2 

978 

2 

222 

5 

190 

40 


248 


521 


326 


58 


240 

1 

172 


50 


29 


21 1 


235 

5 


112 


164 


101 


10 


31 


434 


10 


32 


... 


103 

. . • 


42 


104 


61 


6 


. • . 


421 


10 


• . . 


. » . 


16 

. • . 


55 


110 


30 


5 


36 


310 


... 


... 


... 


12 

. , . 


6 


13 


17 


4 


9 


8 


4 


4 


5 


4 

21 


25 


24 


36 


16 


07 


116 


8 


41 


4 


24 

163 


269 


120 


247 


190 


205 


886 


92 


205 


115 


162 

383 


553 


370 


465 


337 


543 

1 

626 


218 


394 


167 


520 

470 


854 

1 

617 


710 


447 


702 

1 

055 


303 


390 


242 


815 

1 309 


877 

2 

0B4 

1 

696 

1 

038 

1 

249 

5 

112 


698 


804 


554 

1 

394 

760 


780 

2 

235 

1 

294 


6B6 

1 

348 

2 

420 


386 


504 


408 


914 

1 912 

2 

lOO 

6 

653 

3 

279 

1 

350 

2 

126 

4 

061 

i 1 

212 


787 


766 

1 

787 

35 


142 


330 


152 


40 


185 


584 




IS 




150 

231 


515 


989 


628 


169 


653 

1 

434 


103 


130 


120 


535 

4 739 

4 

776 

11 

768 

6 

911 

3 

039 

5 

415 

13 

940 

2 

806 

2 

931 

2 

132 

4 

907 
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Table 28. — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSAs: 1960 — Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


ALL HOUSING UNITS 

TENUREi COLOR t AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLD» AWAITING OCCUPANCY . 
HELD FOR OCCASIONAL USE, 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS * 

SOUND. ... 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . « . . . 

LACKING ONLY HOT WATER . . 

LACKING OTHER PLUMBING FACILITIES. . , 
DILAPIDATED . . 

VACANT AVAILABLE FOR SALE 

WITH ALL PLUMBING FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES ...... 


ALL HOUSING UNITS , 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED water outside STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET I EXCLUSIVE USE 

FLUSH TOILET. SHARED 

other TOILET FACILITIES OR NONE. .... 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE .... 

BATHTUB OR SHOWER. SHARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS. * . 

5 ROOMS 

6 ROOMS 

7 ROOMS 

6 ROOMS OR more 

MEDIANI 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN structure 


2 . 

3 AND 4 

5 TO 9 

10 OR MORE 

TRAILER! ON PERMANENT FOUNDATION. . . . 

MOBILE * . • 

YEAR STRUCTURE BUILT 

1959 TO MARCH 1960 , . 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


BASEMENT 


HANCOCK 

HARRISON 

HOLMES 

HUMPHREYS 

ISSAQUENA 

ITAWAMBA 

JACKSON 

JASPER 

JEFFERSON 

JEFFER- 

SON 

DAVIS 

6 413 

35 227 

7 673 

5 103 

1 155 

4 703 

16 226 

4 512 

2 843 

3 561 

3 857 

30 981 

6 798 

4 536 

865 

4 218 

14 612 

4 191 

2 551 

3 304 

3 061 

18 223 

3 466 

1 583 

344 

2 914 

10 543 

3 045 

1 313 

2 297 

2 665 

15 815 

1 666 

963 

188 

2 799 

9 131 

2 018 

617 

1 411 

396 

2 408 

1 820 

620 

156 

115 

1 412 

1 027 

696 

886 

796 

12 758 

3 312 

2 953 

521 

1 304 

4 069 

1 146 

i 238 

1 007 

620 

10 266 

700 

666 

125 

1 209 

2 987 

490 

189 

341 

176 

2 490 

2 612 

2 287 

396 

95 

1 082 

656 

1 049 

666 

2 556 

4 246 

875 

567 

290 

485 

1 614 

321 

292 

257 

476 

3 137 

789 

408 

141 

296 

1 079 

224 

181 

21 a 

428 

2 705 

402 

285 

123 

159 

882 

186 

144 

150 

239 

1 940 

85 

57 

6 

49 

522 

95 

76 

40 

129 

305 

8 

5 

3 

11 

143 

7 

8 

4 

110 

1 635 

77 

52 

3 

38 

379 

88 

68 

36 

6 

132 

15 

2 

f » • 

8 

71 

2 

3 

2 

76 

167 

11 

23 

24 

25 

133 

40 

19 

17 

107 

466 

291 

203 

93 

77 

156 

49 

46 

99 

48 

432 

387 

123 

18 

137 

197 

38 

37 

60 

2 080 

1 109 

86 

159 

149 

189 

535 

97 

111 

39 

6 413 

35 227 

7 673 

5 103 

1 155 

4 703 

16 226 

4 512 

2 843 

3 561 

5 036 

25 974 

3 912 

1 673 

729 

2 247 

12 244 

2 530 

1 779 

1 846 

3 930 

24 209 

2 115 

1 092 

256 

1 345 

10 592 

1 591 

587 

1 192 

584 

494 

101 

36 

12 

16 

389 

51 

91 

76 

522 

1 191 

1 696 

545 

461 

886 

1 263 

888 

i 101 

578 

955 

6 246 

2 439 

2 620 

391 

1 683 

2 778 

1 420 

864 

1 048 

489 

4 221 

221 

305 

19 

325 

1 706 

219 

31 

103 

156 

521 

34 

48 

15 

9 

189 

36 

26 

23 

310 

1 506 

2 184 

2 267 

357 

1 349 

883 

1 165 

807 

922 

422 

3 005 

1 322 

810 

35 

773 

1 204 

562 

200 

667 

129 

305 

B 

5 

3 

11 

143 

7 

8 

4 

97 

256 

5 

3 

3 

3 

121 

4 

5 

1 

110 

1 635 

77 

52 

3 

38 

379 

88 

68 

36 

84 

1 492 

23 

17 

2 

5 

285 

17 

15 

13 

6 413 

35 227 

7 673 

5 103 

1 155 

4 703 

16 226 

4 512 

2 043 

3 561 

4 525 

30 230 

2 428 

1 483 

305 

2 067 

12 949 

1 956 

632 

1 389 

1 283 

3 122 

502 

645 

89 

516' 

1 881 

504 

290 

466 

177 

1 115 

818 

874 

181 

123 

506 

112 

117 

168 

428 

760 

3 925 

2 101 

560 

1 997 

890 

1 940 

1 804 

1 538 

5 319 

31 211 

2 661 

1 707 

307 

1 762 

13 557 

1 971 

822 

1 459 

• . * 

789 

37 

164 

19 

41 

284 

29 

9 

17 

1 094 

3 227 

4 975 

3 232 

629 

2 900 

2 385 

2 512 

2 012 

2 005 

5 275 

30 827 

2 487 

1 546 

306 

1 754 

13 331 

1 942 

740 

1 405 

. . . 

725 

41 

22 

15 

45 

239 

33 

• • « 

17 

1 138 

3 675 

5 145 

3 535 

834 

2 904 

2 656 

2 537 

2 103 

2 139 

134 

1 218 

78 

45 

23 

27 

459 

12 

29 

27 

346 

2 331 

604 

512 

146 

99 

992 

155 

293 

152 

810 

5 517 

1 414 

1 455 

360 

496 

2 161 

442 

608 

372 

2 031 

9 488 

1 993 

1 318 

277 

1 607 

4 164 

943 

740 

730 

1 461 

8 105 

1 652 

834 

167 

1 345 

4 567 

1 046 

594 

934 

1 026 

5 726 

1 173 

593 

103 

774 

2 649 

1 303 

357 

878 

325 

1 876 

528 

205 

50 

262 

824 

471 

121 

325 

280 

966 

231 

141 

29 

93 

410 

140 

101 

143 

4.4 

4.4 

4.4 

3.9 

3*7 

4.6 

4.6 

5.2 

4.2 

5.0 

4.9 

5.0 

5.2 

5.2 

4.9 

5.0 

4.9 

5.6 

4.9 

5.5 

4.1 

3.8 

3.8 

3.5 

3.3 

4.1 

3.8 

4.2 

3.5 

4.2 

6 289 

27 676 

7 254 

4 764 

1 126 

4 542 

14 252 

4 403 

2 758 

3 341 

45 

2 320 

319 

233 

29 

124 

623 

36 

44 

136 

28 

1 689 

29 

41 

# • • 

15 

230 

14 

20 

30 

14 

1 492 

39 

« . • 

• f • 

. « • 

293 

t * . 

* . • 

... 

■ ■ ■ 

632 

11 

17 

* • • 

* . • 

5 

. * . 

. * • 

. « • 

8 

101 

5 

16 

• • • 

e 

186 

* . • 

t > . 

. . . 

29 

1 317 

16 

12 

• • • 

14 

637 

59 

21 

46 

334 

2 370 

115 

103 

16 

170 

1 448 

122 

125 

122 

860 

4 497 

323 

221 

47 

556 

3 265 

417 

201 

281 

1 190 

6 440 

552 

285 

93 

588 

2 452 

582 

280 

1 422 

1 431 

9 164 

1 290 

914 

226 

1 205 

1 4 789 

1 17C 

1 421 

859 

824 

3 898 

1 329 

1 293 

166 

783 

1 330 

1 eoc 

1 450 

1 584 

1 774 

8 858 

4 064 

2 287 

601 

1 401 

2 942 

1 421 

1 366 

, 1 293 

5 

397 

113 

13 

. . . 

243 

1 176 

1 36 

) 2t\ 

^ 31 

850 

7 826 

196 

283 

39 

932 

3 288 

1 45^ 

i 4-? 

- 165 

5 558 

27 002 

7 364 

4 807 

1 116 

3 528 

1 12 762 

: 4 022 

! 2 772 

• 3 365 


JONES 


16 840 


15 919 
10 462 
a 876 

1 586 
5 457 
3 450 

2 007 

921 

667 

532 

324 

107 

217 

19 

3i 

158 

135 

254 


16 840 
11 S90 
9 904 
233 
1 453 
3 419 
1 510 
166 
1 741 
1 831 

107 

72 

217 

134 


16 840 


12 312 
2 351 
502 
1 675 


12 927 
3 52t^ 


12 19S 
35£ 
4 28' 


20 , 
63t 
2 22! 

3 54t 

4 32: 
3 91 
1 40! 

59: 


4. ' 

5. ' 
3.' 


14 62 
1 23: 
44 
27 
10 
2 
13 


72 
1 54 
1 83 
3 89 
3 00 
5 8^ 


65 
I 93 
14 24 
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Table 28. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMSAs; I 960 — Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 


Bathing Facilities Basement 


SUBJECT 


ALL HOUSING UNITS. 

tenure* color* and vacancy STATUS 

OCCUPIED . . . 

OWNER OCCUPIED 

WHITE . . . 

nonwhite 

RENTER OCCUPIED 

WHITE , , 

NONWHITE 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLD* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS. . , , 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . . 
DILAPIDATED 

VACANT AVAILABLE FOR SALE 

WITH ALL plumbing FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES 


ALL HOUSING UNITS 

water SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLO PIPED WATER INSIDE STRUCTURE • . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER , 

TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE 

FLUSH TOILET* SHARED , 

other TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE 

BATHTUB OR SHOWER* SHARED 

NO BATHTUB OR SHOWER , . , 

ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS . . , 

4 ROOMS * 

5 ROOMS, 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE , . 

MEDIAN! 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN structure 


1 . . . , 

2 

3 AND 4 * 

5 TO 9 , 

10 OR MORE . . 

TRAILER! ON PERMANENT FOUNDATION 

MOBILE ..... 

YEAR STRUCTURE BUILT 

1959 TO MARCH I960 

1955 TO 1958 * , 

1950 TO 1954 

1940 TO 1949 ... 

1930 TO 1939 • 

1929 OR EARLIER 


BASEMENT 


KEMPER 

LAFA- 

YETTE 

LAMAR 

LAUDER- 

DALE 

LAWRENCE 

LEAKE 

LEE 

LEFLORE 

LINCOLN 

LOWNDES 

MADISON 

MARION 

. 3 308 

5 681 

4 092 

20 B03 

2 999 

5 335 

12 260 

13 370 

7 897 

12 732 

7 945 

6 838 

2 987 

5 114 

3 719 

19 326 

2 695 

4 855 

11 695 

11 982 

7 331 

11 957 

7 542 

6 19B 

1 865 

2 736 

2 963 

11 486 

2 028 

3 423 

7 067 

3 858 

4 844 

6 313 

3 512 

4 453 

1 200 

2 119 

2 566 

a 967 

1 470 

2 646 

6 189 

2 923 

3 840 

4 743 

1 863 

3 307 

665 

617 

397 

2 519 

558 

777 

878 

935 

1 004 

1 570 

1 649 

1 146 

1 122 

2 378 

756 

7 840 

667 

1 432 

4 620 

8 124 

2 487 

5 644 

4 030 

1 745 

278 

1 485 

619 

4 304 

382 

635 

3 028 

2 103 

1 547 

3 040 

809 

1 082 

644 

893 

137 

3 536 

285 

797 

1 600 

6 021 

940 

2 604 

3 221 

663 

321 

567 

373 

1 477 

304 

480 

565 

1 388 

566 

775 

403 

640 

252 

359 

327 

i 245 

235 

342 

421 

1 004 

485 

505 

297 

536 

164 

232 

214 

967 

124 

262 

298 

685 

337 

402 

181 

358 

50 

100 

104 

670 

43 

48 

214 

245 

170 

253 

107 

163 

15 

14 

24 

150 

17 

20 

55 

27 

33 

75 

36 

54 

35 

86 

80 

520 

26 

28 

159 

218 

145 

170 

71 

109 

2 

12 

a 

55 

2 

1 

21 

13 

20 

13 

9 

31 

16 

23 

18 

68 

14 

35 

15 

51 

47 

19 

18 

40 

96 

97 

84 

174 

65 

178 

48 

376 

92 

117 

47 

124 

88 

127 

113 

278 

111 

80 

123 

319 

148 

103 

116 

178 

69 

208 

46 

232 

69 

138 

144 

384 

Si 

270 

106 

104 

3 308 

5 681 

4 092 

20 803 

2 999 

5 335 

12 260 

13 370 

7 897 

12 732 

7 945 

6 838 

1 205 

3 153 

2 302 

13 425 

1 400 

2 958 

7 668 

7 342 

5 077 

7 912 

3 407 

4 319 

733 

2 312 

1 758 

11 861 

986 

1 503 

6 015 

5 770 

3 984 

6 700 

2 465 

3 319 

3B 

20 

68 

340 

33 

68 

108 

188 

95 

140 

72 

110 

434 

82 1 

476 

1 224 

381 

1 387 

1 545 

1 384 

998 

1 072 

850 

890 

1 246 

1 373 

1 446 

4 259 

934 

1 574 

2 792 

4 585 

1 573 

2 568 

2 262 

1 586 

146 

429 

466 

1 922 

217 

177 

857 

785 

490 

922 

443 

394 

29 

16 

66 

290 

28 

8 

57 

177 

73 

135 

104 

55 

1 071 

928 

914 

2 047 

689 

1 389 

1 078 

3 623 

1 010 

1 511 

1 715 

1 137 

857 

1 155 

344 

3 119 

665 

803 

1 800 

1 443 

1 247 

2 252 

2 276 

933 

15 

14 

24 

150 

17 

20 

55 

27 

33 

75 

36 

54 

4 

5 

16 

128 

3 

9 

48 

24 

23 

67 

21 

41 

3i 

86 

BO 

520 

26 

28 

159 

218 

145 

178 

71 

109 

19 

52 

41 

410 

4 

9 

62 

154 

55 

128 

27 

65 

mm 





mm 


13 370 




6 838 

936 




1 266 

m 


6 760 





418 

464 

730 

3 199 

260 

747 

1 415 

1 865 

657 

2 051 

1 142 

692 

98 

164 

240 

601 

80 

198 

453 

1 045 

218 

365 

456 

209 

1 856 

2 051 

734 

2 289 

1 373 

2 436 

2 803 

3 700 

2 206 

2 071 

3 175 

1 800 

987 

2 954 

2 466 

16 060 

1 310 

1 861 

7 757 

8 224 

4 902 

9 438 

3 716 

4 133 

6 

104 

45 

977 

4 

64 

465 

148 

81 

418 

420 

93 

2 313 

2 623 

1 581 

3 746 

1 6B5 

3 410 

4 03B 

4 998 

2 914 

2 876 

3 809 

2 612 

975 

2 890 

2 410 

15 135 

1 281 

1 825 

7 301 

7 049 

4 842 

8 368 

3 308 

3 982 

8 

73 

41 

474 

4 

64 

297 

103 

69 

193 

64 

54 

2 325 

2 718 

1 641 

5 194 

1 714 

3 446 

4 662 

6 218 

2 986 

4 171 

4 573 

2 802 

39 

182 

74 

241 

4 

47 

92 

135 

82 

121 

69 

26 

116 

368 

185 

1 357 

74 

155 

483 

1 405 

366 

636 

563 

223 

487 

796 

347 

2 B9B 

258 

540 

1 791 

4 075 

812 

2 598 

1 540 

762 

766 

1 370 

984 

4 512 

757 

1 371 

3 465 

3 027 

1 790 

3 280 

2 220 

1 492 

707 

1 159 

1 lie 

5 008 

821 

1 630 

3 468 

2 280 

2 184 

2 966 

1 589 

1 758 

762 

1 097 

960 

4 203 

760 

1 148 

1 942 

1 379 

1 708 

1 983 

1 189 

1 000 

290 

435 

264 

1 555 

248 

337 

594 

623 

617 

695 

513 

557 

141 

274 

140 

949 

77 

107 

425 

446 

338 

453 

262 

220 

4.8 

4.6 

4.9 

4.8 

5,0 

4,8 

4.6 

3.9 

4,9 

4.4 

4.3 

5*0 

5.4 

5.5 

5.2 

5.4 

5.3 

5.2 

5.1 

5,3 

5.3 

5,1 

5.2 

5.5 

4.0 

3.9 

4.2 

3.8 

4.5 

4.1 

3.9 

3.4 

4.1 

3.8 

3.8 

4.1 

3 261 

4 935 

3 998 

16 758 

2 951 

5 191 

10 792 

11 654 

7 269 

10 996 

7 352 

6 542 

9 

213 

43 

2 324 

10 

91 

925 

1 046 

281 

760 

283 

119 

9 

120 

6 

810 

10 

31 

361 

395 

204 

315 

139 

116 

11 

190 

5 

571 

... 

• t . 

66 

115 

10 

79 

102 

9 

11 

193 

• a « 

212 

• • • 

5 

43 

109 

39 

91 

20 


7 

4 

12 

48 

8 

9 

36 

18 

8 

156 

32 

4 

... 

26 

28 

80 

20 

8 

37 

33 

86 

335 

17 

48 

99 

359 

271 

724 

99 

152 

590 

254 

333 

1 142 

207 

293 

254 

586 

482 

1 904 

212 

402 

1 383 

542 

668 

1 957 

511 

679 

259 

609 

388 

2 422 

328 

62b 

1 591 

1 088 

989 

1 210 

836 

005 

550 

1 050 

1 059 

4 142 

621 

1 325 

2 506 

2 156 

1 891 

2 089 

1 370 

1 941 

503 

768 

670 

2 407 

662 

1 121 

2 938 

2 566 

1 091 

1 974 

1 362 

1 225 

1 643 

2 309 

1 222 

9 204 

1 057 

1 707 

3 252 

6 764 

2 925 

4 360 

3 659 

1 895 

21 

732 

15 

2 698 

12 

20 

895 

298 

134 

673 

110 

74 

121 

57 6 

379 

2 132 

76 

92 

1 242 

916 

551 

2 258 

429 

36«5 

3 166 

4 373 

3 698 

15 973 

2 911 

5 223 

10 123 

12 156 

7 212 

9 801 

7 406 

6 395 
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Table 28 . — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMS As: I960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


all housing units. 

TENURE! COLOR f AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

NONWHITE .......... 

RENTER OCCUPIED 

WHITE 

NONWHITE 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING . * 

AVAILABLE 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLDi AWAITING OCCUPANCY . 
HELD FOR OCCASIONAL USE 
HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND. .... 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER ........ 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . . 
DILAPIDATED 

VACANT AVAILABLE FOR SALE 

WITH ALL PLUMBING FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL plumbing FACILITIES ...... 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED water 

TOILET FACILITIES 

FLUSH TOILET! EXCLUSIVE USE 

FLUSH TOILET f SHARED 

other toilet FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE ... . 

BATHTUB OR SHOWER! SHARED 

NO bathtub or SHOWER 

ROOMS 


X ROOM . 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

e ROOMS OR MORE 

MEDIAN I 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN structure 






3 AND 

5 TO 9 

XO OR MORE 

TRAILER! ON PERMANENT FOUNDATION. 

MOBILE ( 

YEAR STRUCTURE BUILT 

1‘259 TO MARCH 1960 

1955 TO X958 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


BASEMENT 


MARSHALL 

MONROE 

MONT- 

GOMERY 

NESHOBA 

NEWTON 

NOXUBEE 

OKTIB- 

BEHA 

PANOLA 

PEARL 

RIVER 

PERRY 

PIKE 

=ONTOTOC 

5 772 

10 173 

3 955 

6 700 

5 859 

4 456 

6 448 

8 329 

6 633 

2 4B6 

10 291 

5 463 

5 208 

9 327 

3 618 

5 749 

5 296 

3 985 

6 066 

7 135 

6 075 

2 263 

9 674 

4 968 

2 174 

5 615 

2 259 

4 038 

3 834 

2 019 

3 400 

3 418 

4 507 

1 781 

6 560 

3 318 

1 297 

4 400 

1 656 

3 493 

3 030 

1 110 

2 219 

2 447 

3 757 

1 348 

4 451 

3 025 

877 

1 215 

603 

545 

504 

909 

1 181 

971 

750 

433 

2 117 

293 

3 034 

3 712 

1 359 

1 711 

1 462 

1 966 

2 668 

3 717 

1 568 

482 

3 106 

1 650 

733 

2 172 

654 

1 015 

827 

360 

1 434 

1 230 

1 024 

351 

1 659 

1 215 

2 301 

1 540 

705 

696 

635 

1 606 

1 234 

2 487 

544 

131 

1 447 

435 

564 

846 

337 

951 

563 

471 

380 

1 194 

558 

223 

617 

495 

418 

659 

271 

534 

460 

431 

310 

959 

453 

166 

379 

413 

264 

439 

193 

387 

314 

355 

227 

414 

339 

98 

292 

275 

106 

259 

106 

77 

97 

56 

132 

82 

164 

33 

138 

U7 

16 

48 

9 

19 

18 

9 

18 

14 

49 

14 

26 

20 

90 

211 

97 

58 

79 

47 

114 

68 

115 

19 

112 

97 

7 

19 

4 

3 

5 

2 

18 

13 

9 

7 

22 

4 

22 

22 

20 

46 

32 

15 

18 

25 

49 

21 

44 

19 

129 

139 

63 

261 

180 

282 

59 

294 

117 

37 

88 

135 

154 

220 

78 

147 

146 

76 

83 

545 

114 

68 

87 

138 

146 

187 

66 

417 

103 

40 

70 

235 

105 

57 

238 

82 

5 772 

10 173 

3 955 

6 700 

5 059 

4 456 

6 448 

a 329 

6 633 

2 486 

10 291 

5 463 

2 771 

5 831 

2 377 

3 794 

3 497 

2 088 

3 792 

3 866 

4 355 

1 305 

6 597 

3 484 

1 462 

4 297 

1 498 

2 209 

2 456 

1 150 

2 80S 

2 349 

3 439 

819 

5 620 

1 927 

54 

87 

85 

114 

64 

38 

36 

60 

206 

71 

105 

36 

i 255 

1 447 

794 

1 471 

977 

900 

951 

1 457 

710 

415 

872 

1 521 

1 927 

2 739 

1 031 

2 103 

1 674 

2 044 

1 472 

2 220 

1 430 

775 

2 495 

1 255 

198 

655 

183 

279 

379 

124 

352 

330 

479 

126 

1 046 

185 

24 

47 

48 

62 

71 

17 

44 

46 

88 

32 

157 

20 

1 705 

2 037 

600 

1 762 

1 224 

1 903 

1 076 

1 844 

863 

617 

1 292 

1 050 

1 074 

1 603 

547 

803 

688 

324 

1 184 

2 243 

846 

406 

1 199 

724 

16 

48 

9 

19 

18 

9 

18 

14 

49 

14 

26 

20 

4 

39 

3 

7 

12 

4 

13 

7 

32 

4 

21 

11 

90 

211 

97 

58 

79 

47 

114 

68 

115 

19 

112 

97 

34 

104 

13 

23 

43 

19 

77 

30 

74 

6 

78 

19 

5 772 

10 173 

3 955 

6 700 

5 859 

4 456 

6 448 

8 329 

6 633 

2 486 

10 291 

5 465 

L 775 

5 396 

1 797 

2 738 

3 039 

1 322 

3 357 

2 879 

4 178 

1 058 

7 004 

2 412 

356 

819 

653 

1 123 

745 

181 

600 

460 

1 117 

332 

1 068 

561 

420 

683 

273 

263 

246 

521 

261 

847 

699 

68 

470 

225 

3 221 

3 275 

1 232 

2 576 

1 829 

2 432 

2 222 

4 143 

639 

1 028 

1 749 

2 265 

1 839 

5 405 

2 012 

2 775 

3 107 

1 362 

3 571 

2 895 

4 368 

1 087 

7 223 

2 236 

41 

142 

128 

43 

35 

14 

175 

102 

32 

28 

169 

64 

3 892 

4 626 

1 815 

3 882 

2 717 

3 080 

2 702 

5 332 

2 233 

1 371 

2 899 

3 163 

1 787 

5 203 

1 840 

2 757 

3 063 

1 341 

3 339 

2 918 

4 369 

1 001 

7 106 

2 199 

36 

128 

60 

47 

35 

14 

89 

79 

32 

28 

153 

68 

3 949 

4 842 

2 055 

3 896 

2 761 

3 101 

3 020 

5 332 

2 232 

1 377 

3 032 

3 196 

28 

72 

52 

38 

44 

8 

147 

59 

118 

29 

100 

16 

4B9 

468 

190 

296 

137 

415 

561 

796 

318 

105 

323 

152 

1 255 

1 311 

488 

842 

512 

964 

1 000 

1 687 

778 

407 

1 005 

525 

1 7B4 

2 962 

942 

i 569 

1 397 

1 315 

1 653 

2 543 

1 630 

508 

2 310 

1 787 

1 052 

2 544 

941 

1 782 

1 500 

755 

1 357 

1 452 

1 712 

706 

2 786 

1 693 

709 

1 878 

913 

1 554 

1 458 

575 

1 057 

1 098 

1 403 

522 

2 367 

878 

229 

574 

252 

464 

533 

244 

429 

454 

453 

151 

910 

308 

226 

364 

177 

155 

278 

180 

244 

240 

221 

50 

410 

104 

4.1 

4.6 

4.6 

4*8 

5.1 

4.1 

4.4 

4.1 

4.8 

4.8 

5.0 

4.6 

5.1 

5.2 

5.3 

5.3 

5.4 

5,0 

5.2 

5.1 

5*1 

5.0 

5.4 

5.0 

3.7 

4.0 

4.0 

4.1 

4.2 

3.5 

3.7 

3,7 

4.0 

4.1 

4,1 

4.1 

5 479 

9 357 

3 783 

6 477 

5 609 

4 298 

5 357 

B 012 

6 281 

2 422 

9 136 

5 226 

190 

520 

115 

159 

191 

117 

546 

209 

173 

47 

659 

187 

36 

212 

31 

27 

27 

25 

253 

52 

31 

B 

225 

29 

50 

11 

10 

16 

... 

16 

129 

. * . 

32 

5 

101 

* • • 

■ . « 

22 


. 1 • 

• • , 

■ . * 

69 

. • . 

41 

• « • 

5 

5 

4 

20 

4 

5 

4 

■ « . 

12 

16 

6 

4 

7 

» • * 

13 

31 

12 

16 

26 

• . • 

82 

40 

67 

* • • 

15B 

16 

250 

563 

135 

237 

222 

112 

313 

294 

207 

100 

428 

173 

432 

978 

247 

519 

508 

287 

679 

579 

755 

230 

896 

412 

640 

1 055 

416 

684 

599 

350 

821 

795 

807 

264 

952 

623 

915 

2 103 

BB6 

1 503 

1 304 

625 

1 587 

1 575 

1 788 

725 

1 869 

1 313 

896 

1 917 

797 

1 476 

9B4 

1 145 

1 067 

1 798 

1 342 

417 

1 527 

872 

2 631 

3 557 

1 474 

2 261 

2 242 

1 737 

1 961 

3 288 

1 734 

750 

4 619 

2 070 

220 

239 

100 

265 

175 

51 

439 

115 

i 25 

23 

280 

1 500 

625 

1 139 

164 

229 

488 

77 

404 

1 ooc 

1 600 

1 319 

1 012 

316 

4 927 

8 795 

3 691 

6 206 

5 196 

4 328 

5 605 

7 2m 

6 008 

Z 144 

8 999 

1 4 047 
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Table 28. — Tenure, Vacantcv Status, CoNOfTtoN- and Plumbing Facilities, and Structural Tenure by CoJor, Rooms 

Characteristics, tor Counties Outside SMSA's: 1960— Con. ^ Vacancy Smus Units in Structure 

Condition 8c Plumb. Trailer 

[Some data based on sample; see text. Median not shown where base is less than 200] Water Supply Year Structure 

Toilet Facilities Built 

Bathing Facilities Basement 


SUBJECT 

PRENTISS 

QUITMAN 

RANKIN 

SCOTT 

SHARKEY 

SIMPSON 

SMITH 

STONE 

SUN- 

TALLA- 

TATE 

TIPPAH 


















FLOWER 

HATCH IE 





ALL HOUSING UNITS. . . 

5 

583 

5 

567 

a 

482 

5 

890 

3 

093 

5 

755 

4 

250 

1 

986 

11 

818 

6 

872 

4 

765 

4 

549 

TENURE 1 COLOR f AND VACANCY STATUS 

























OCCUPIED 

5 

110 

4 

923 

7 

613 

5 

481 

2 

566 

5 

193 

3 

717 

1 

067 i 

10 

395 

5 

BOa 

4 

292 

4 

140 

OWNER OCCUPIED 

3 

201 

1 

809 

5 

219 

3 

659 


675 

3 

572 

2 

685 

1 

400 

3 

421 

2 

247 

1 

935 

2 

606 

WHITE 

2 

995 

1 

093 

4 

050 

2 

677 


486 

2 

751 

2 

461 

1 

120 

2 

357 

1 

593 

1 

437 

2 

302 

NONWHITE 


206 


716 

1 

169 


902 


189 


821 


224 


280 

1 

064 


654 


498 


224 

RENTER OCCUPIED 

1 

909 

3 

114 

2 

394 

1 

822 

1 

891 

1 

621 

1 

032 


467 

6 

974 

3 

561 

2 

357 

1 

534 

WHITE 

1 

612 


944 

1 

399 

1 

041 


447 

1 

009 


681 


324 

1 

713 


853 


768 

1 

157 

NON WHITE 


297 

2 

170 


995 


781 

1 

444 


612 


351 


143 

5 

261 

2 

708 

1 

5B9 


377 

VACANT . 


473 


644 


069 


409 


527 


562 


533 


119 

1 

423 

1 

064 


473 


409 

YEAR ROUND 


255 


272 


657 


339 


347 


478 


432 


69 

1 

077 


629 


380 


220 

SOUND OR DETERIORATING 


152 


219 


485 


251 


273 


316 


289 


59 


488 


278 


134 


108 

AVAILABLE 


62 


66 


286 


115 


52 


84 


42 


32 


142 


53 


56 


47 

FOR SALE ONLY 


la 


7 


130 


18 


3 


7 


19 


12 


26 


14 


11 


13 

FOR RENT 


44 


59 


140 


97 


49 


77 


23 


20 


116 


39 


45 


34 

RENTED OR SOLDi AWAITING OCCUPANCY « 


7 


. tj 


30 


9 


. . . 


19 


2 


2 


8 




6 


1 

HELD FOR OCCASIONAL USE 


IS 


40 


34 


25 


45 


28 


10 


6 


28 


41 


17 


9 

HELD FOR OTHER REASONS 


68 


113 


135 


102 


176 


185 


235 


19 


310 


184 


55 


51 

DILAPIDATED 


103 


53 


172 


88 


74 


162 


143 


10 


569 


351 


254 


112 

SEASONAL 


218 


372 


212 


70 


leOi 


84 


101 


SO 


346 


435 


85 


189 

CONDITION AND PLUMBING 

























ALL UNITS 

5 

583 

5 

567 

8 

482 

5 

890 

3 

093! 

5 

755 

4 

250 

1 

986 

11 

818 

6 

872 

4 

765 

4 

549 

SOUND. ... 

3 

290 

2 

535 

5 

296 

3 

329 

2 

149 

3 

263 

1 

811 

1 

241 

5 

017 

2 

391 

1 

087 

2 

547 

WITH ALL PLUMBING FACILITIES ...... 

2 

040 

i 

326 

4 

062 

2 

067 


771 1 

2 

109 

1 

130 


925 

3 

510 

1 

379 

1 

161 

1 

505 

LACKING ONLY HOT WATER . 


48 


ill 


139 


136 


75 


79 


65 


41 


172 


94 


88 


35 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

202 

1 

098 

1 

095 

1 

126 

1 

303 

1 

075 


616 


275 

1 

335 


918 


638 

1 

007 

DETERIORATING 

1 

658 

2 

255 

1 

669 

1 

656 


746 

1 

559 

1 

844 


594 

3 

747 

2 

368 

1 

184 

1 

256 

WITH ALL plumbing FACILITIES 


281 


148 


525 


256 


68 


362 


467 


178 


510 


280 


212 


128 

LACKING ONLY HOT WATER 


17 


38 


49 


47 


24 


64 


46 


37 


122 


50 


28 


28 

LACKING OTHER PLUMBING FACILITIES. , . . 

1 

360 

2 

069 

1 

095 

1 

353 


654 

1 

133 

1 

331 


379 

3 

107 

2 

058 


944 

1 

100 

DILAPIDATED 


635 


777 

1 

517 


905 


198 


933 


595 


151 

3 

054 

2 

093 

1 

694 


746 

VACANT AVAILABLE FOR SALE 


18 


7 


138 


18 


3 


7 


19 


12 


26 


14 


11 


13 

WITH ALL plumbing FACILITIES 


13 


2 


128 


10 


2 


4 


10 


a 


26 


11 


6 


3 

VACANT AVAILABLE FOR RENT 


44 


59 


146 


97 


49 


77 


23 


20 


116 


39 


45 


34 

WITH ALL PLUMBING FACILITIES 


7 


22 


79 


39 


27 


34 


4 


14 


68 


13 


6 


4 

ALL HOUSING UNITS 

5 

503 

5 

567 

a 

482 

5 

890 

3 

093 

5 

755 

4 

250 

1 

986 

11 

BIB 

6 

872 

4 

765 

4 

549 

WATER SUPPLY 

























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 

694 

1 

561 

5 

014 

2 

513 


862 

2 

780 

1 

715 

1 

223 

4 

297 

1 

772 

1 

476 

1 

005 

ONLY COLD PIPED WATER INSIDE STRUCTURE . 


497 


503 


700 


804 


290 


826 


699 


286 

1 

602 


482 


483 


464 

PIPED WATER OUTSIDE STRUCTURE. 


232 


603 


315 


445 


747 


180 


106 


103 

1 

326 


567 


424 


263 

NO PIPED WATER 

2 

160 

2 

B20 

2 

453 

2 

128 

1 

194 

1 

961 

1 

730 


374 

4 

393 

4 

051 

2 

382 

2 

017 

TOILET FACILITIES 

























FLUSH TOILETf EXCLUSIVE USE 

2 

502 

1 

842 

4 

932 

2 

620 


980 

2 

792 

1 

767 

1 

209 

5 

228 

1 

983 

1 

635 

1 

791 

FLUSH TOILET. SHARED 


109 


53 


266 


62 


25 


132 


23 


25 


326 


43 

47 


37 

other TOILET FACILITIES OR NONE 

2 

972 

3 

672 

3 

284 

3 

208 

2 

088 

2 

031 

2 

460 


752 

6 

264 

4 

846 

3 

083 

2 

721 

BATHING facilities 

























BATHTUB OR SHOWER. EXCLUSIVE USE 

2 

461 

1 

671 

4 

903 

2 

570 


945 

2 

764 

1 

742 

1 

205 

4 

441 

1 

921 

1 

569 

1 

724 

bathtub or shower, shared 


105 


35 


272 


66 


29 


120 


20 


29 


112 


16 


39 


37 

NO bathtub or shower 

3 

017 

3 

861 

3 

307 

3 

254 

2 

119 

2 

071 

2 

488 


752 

7 

265 

4 

935 

3 

157 

2 

788 

ROOMS 

























1 ROOM 


27 


58 


385 


52 


43 


107 


25 


14 


195 


45 


33 


54 

2 ROOMS 


229 


392 


277 


157 


411 


129 


159 


104 

i 

297 


573 


598 


145 

3 ROOMS 


773 

1 

205 


784 


622 


075 


567 


334 


187 

2 

800 

1 

354 


886 


503 

4 ROOMS 

1 

740 

1 

805 

1 

886 

1 

542 


027 

1 

293 


944 


463 

3 

427 

2 

287 

1 

414 

1 

317 

5 ROOMS 

1 

604 


995 

2 

904 

1 

470 


373 

1 

712 

1 

337 


516 

1 

891 

1 

263 

1 

000 

i 

21a 

6 ROOMS 


BIB 


784 

1 

666 

1 

472 


346 

1 

345 


953 


454 

1 

292 


822 


4BB 


797 

7 ROOMS 


247 


208 


379 


439 


143 


434 


376 


173 


565 


368 


225 


316 

8 ROOMS OR MORE. ....... , 

MED I AN J 


145 


120 


201 


136 


75 


148 


122 


75 


351 


140 


119 


199 

ALL UNITS 


4.5 


4.1 


4.8 


4.9 


3.8 


4.9 


5.0 


4.9 


4.0 


4,1 


4.1 


4.7 

OWNER OCCUPIED 


5.0 


5.1 


5.1 


5.4 


5.4 


5,3 


5.4 


5.2 


5.2 


5,3 


5.0 


5.2 

RENTER OCCUPIED . 


4.0 


3.9 


3,9 


4.0 


3.6 


4.2 


4,3 


4.3 


3.7 


3.8 


3.7 


4.1 

UNITS IN STRUCTURE 


























5 

339 

5 

203 

7 

954 

5 

656 

2 

868 

5 

503 

4 

157 

1 

899 

11 

222 

6 

727 

4 

626 

4 

426 



135 


109 


169 


164 


146 


105 


52 


42 


348 


86 


99 


57 

3 AND 4 


45 


135 


10 


39 


26 


15 


. • . 


5 


93 


10 


13 


21 

5 TO 9 


6 


85 


46 


... 


45 


27 


13 


* • . 


17 


29 


15 


5 

10 OR MORE 


34 


22 


179 


» • • 


. • * 


34 


• i • 


. • • 


92 


... 


. . • 


32 

TRAILER! ON PERMANENT FOUNDATION 


20 


* . * 


21 


9 


4 


4 


4 


12 


a • . 


7 


4 


• • f 

MOBILE 


4 


13 


103 


20 


4 


67 


24 


28 


46 


13 


8 


8 

YEAR STRUCTURE BUILT 

























1959 TO MARCH i960 . . 


176 


124 


966 


241 


57 


265 


171 


116 


153 


70 


191 


162 

1955 TO 1958 


462 


243 

1 

607 


681 


64 


504 


446 


237 


476 


2361 


291 


297 

1950 TO 1954 


693 


444 

1 

166 


570 


208 


556 


468 


278 


829 


453 


536 


420 

1940 TO 1949 

1 

431 

1 

1S3 

2 

032 

1 

376 


279 

1 

436 


975 


542 

1 

820 


974 

1 

171 


951 

1930 TO 1939 


902 

1 

469 

1 

193 

1 

090 


768 

1 

036 


860 


210 

2 

310 

1 

451 


796 


903 

1929 OR EARLIER 

1 

919 

2 

134 

1 

518 

1 

932 

1 

717 

1 

958 

1 

330 


603 

6 

250 

3 

686 

1 

780 

1 

616 

BASEMENT 

























BASEMENT 


259 


73 


203 


49 


22 


111 


15 


10 


87 


89 


66 


219 

CONCRETE SLAB 


570 


185 


515 


426 


146 


400 


318 


209 


965 


605 


340 


319 

OTHER 

4 

746 

5 

309 

7 

764 

5 

415 

2 

925 

5 

244 

3 

917 

1 

767 

10 

766 

6 

178 

4 

359 

4 

Oil 


26-44 


State and Small Areas 


Table 28 . — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMS As: I 960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

TISHO- 

MINGO 

TUNICA 

UNION 

WALTHALL 

WARREN 

WASH- 

INGTON 

WAYNE 

WEBSTER 

WILKIN- 

SON 

WINSTON 

YALO- 

BUSHA 

YAZOO 

ALL HOUSING UNITS 

4 

857 

5 

130 

5 

992 

'3 

931 

13 

311 

23 

030 

4 

512 

3 185 

3 473 

5 350 

3 893 

8 797 

TENURE » COLOR 1 AND VACANCY STATUS 




















OCCUPIED 

4 

076 

4 

023 

5 

394 

3 

389 

12 

322 

20 

410 

4 

117 

2 92B 

3 223 

4 942 

3 367 

a 040 

OWNER OCCUPIED • 

2 

926 


754 

3 

256 

2 

406 

6 

337 

9 

566 

3 

033 

1 936 

1 508 

3 484 

1 968 

3 603 

WHITE . • . 

2 

803 


443 

2 

962 

1 

788 

4 

078 

5 

790 

2 

182 

1 761 

869 

2 490 

1 562 

2 341 

NONWKITE 


125 


311 


294 


618 

2 

259 

3 

776 


851 

175 

719 

994 

406 

1 262 

RENTER OCCUPIEDi . . * . 

1 

148 

3 

269 

2 

138 


983 

5 

985 

10 

844 

1 

084 

992 

1 635 

1 458 

1 399 

4 437 

WHITE • . • 

1 

089 


544 

1 

648 


411 

2 

550 

3 

859 


675 

603 

296 

694 

656 

1 322 

NONWHITE 


59 

2 

725 


490 


572 

3 

435 

6 

985 


409 

389 

1 339 

764 

743 

3 115 

VACANT t •. 1 * . 


781 

1 

107 


598 


542 


989 

2 

620 


395 

257 

250 

408 

526 

757 

YEAR ROUND 


430 

1 

030 


414 


408 


739 

2 

435 


330 

194 

176 

332 

387 

574 

SOUND OR DETERIORATING ..*.**«. 


321 


834 


266 


314 


571 

1 

678 


208 

125 

152 

246 

259 

340 

AVAILABLE . . • . 


no 


115 


159 


95 


448 


759 


91 

40 

74 

92 

99 

120 

FOR SALE ONLY 


20 


7 


18 


11 


54 


102 


31 

4 

10 

13 

15 

17 

FOR RENT 


90 


108 


141 


84 


394 


657 


60 

36 

64 

79 

84 

103 

RENTED OR SOLD* AWAITING OCCUPANCY . 


9 


1 


7 


3 


27 


60 


4 

6 

2 

6 

2 

15 

HELD FOR OCCASIONAL USE 


64 


20 


26 


42 


24 


37 


22 

21 

6 

31 

31 

18 

HELD FOR OTHER REASONS ....... 


138 


698 


74 


174 


72 


822 


91 

58 

70 

117 

127 

195 

dilapidated 


109 


196 


148 


94 


168 


757 


122 

69 

24 

86 

128 

226 

SEASONAL . • • 


351 


77 

1 

184 


134 


250 


185 


65 

63 

74 

76 

139 

183 

CONDITION AND PLUMBING 




















ALL UNITS 

4 

857 

5 

130 

5 

992 

3 

931 

13 

311 

23 

030 

4 

512 

3 185 

3 473 

5 350 

3 893 

8 797 

SOUND. . 

2 

852 

3 

154 

3 

180 

2 

475 

7 

771 

12 

522 

2 

765 

1 465 

2 300 

3 273 

2 172 

3 889 

WITH ALL PLUMBING FACILITIES ...... 

1 

726 


622 

1 

943 

1 

629 

6 

567 

10 

048 

1 

558 

827 

897 

1 027 

1 363 

2 657 

LACKING ONLY HOT WATER 


69 


78 


78 


47 


303 


192 


75 

23 

107 

91 

102 

79 

LACKING OTHER PLUMBING FACILITIES, . . , 

1 

057 

2 

254 

1 

159 


799 


901 

2 

282 

1 

132 

615 

1 296 

1 355 

707 

1 153 

DETERIORATING. . , * • . . . 

1 

341 

1 

710 

2 

002 

1 

111 

3 

091 

6 

911 

1 

166 

1 154 

887 

1 545 

1 177 

2 867 

WITH ALL PLUMBING FACILITIES 


ISO 


83 


355 


127 


855 

1 

638 


168 

252 

111 

97 

155 

480 

LACKING ONLY HOT WATER 


39 


5 


27 


36 


254 


218 


48 

30 

16 

11 

54 

48 

LACKING OTHER PLUMBING FACILITIES, . . . 

1 

152 

1 

622 

1 

620 


94B 

1 

962 

4 

855 


950 

872 

760 

1 437 

968 

2 339 

DILAPIDATED 


664 


266 


610 


345 

2 

449 

3 

597 


581 

566 

286 

532 

544 

2 041 

VACANT available FOR SALE 


20 


7 


18 


11 


54 


102 


31 

4 

10 

13 

15 

17 

WITH ALL PLUMBING FACILITIES 


9 


1 


5 


1 


45 


94 


7 

1 

7 

7 

3 

14 

VACANT AVAILABLE FOR RENT, ...... 


90 


108 


141 


84 


394 


657 


60 

36 

64 

79 

04 

103 

WITH ALL PLUMBING FACILITIES 


20 


20 


34 


10 


300 


491 


20 

14 

7 

25 

19 

42 

ALL HOUSING UNITS 

4 

857 

5 

130 

5 

992 

3 

931 

13 

311 

23 

030 

4 

512 

3 185 

3 473 

5 350 

3 893 

B 797 

WATER SUPPLY 




















HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

2 

183 


939 

2 

619 

1 

887 

7 

823 

12 

722 

1 

852 

1 208 

1 074 

2 113 

1 644 

3 413 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


528 


376 


708 


412 

3 

012 

4 

744 


575 

332 

372 

612 

476 

971 

PIPED WATER OUTSIDE STRUCTURE 


189 


866 


336 


214 


616 

1 

550 


183 

167 

431 

316 

235 

1 103 

NO PIPED water , . , : 

1 

957 

2 

949 

2 

329 

1 

418 

1 

860 

4 

014 

1 

902 

1 470 

1 596 

2 309 

1 530 

3 310 

TOILET FACILITIES 




















FLUSH TOILETt EXCLUSIVE USE 

2 

030 

1 

070 

2 

504 

1 

904 

9 

667 

15 

436 

1 

930 

1 174 

1 185 

2 060 

1 030 

3 711 

FLUSH TOILETt SHARED . , . 


56 


55 


103 


14 


705 

1 

604 


57 

48 

8 

44 

81 

195 

other TOILET FACILITIES OR NONE 

2 

771 

4 

005 

3 

385 

2 

013 

2 

939 

5 

990 

2 

525 

1 953 

2 280 

3 246 

1 974 

4 891 

bathing facilities 




















bathtub OR SHOWER f EXCLUSIVE USE 

2 

004 


988 

2 

448 

1 

863 

a 

282 

12 

70B 

1 

911 

1 178 

1 166 

2 068 

1 712 

3 460 

BATHTUB OR SHOWER t SHARED 


56 


8 


82 


14 


266 


313 


60 

44 

11 

40 

68 

101 

NO bathtub OR SHOWER 

2 

797 

4 

134 

3 

462 

2 

054 

4 

763 

10 

009 

2 

541 

1 963 

2 296 

3 242 

2 113 

5 236 

ROOMS 




















1 ROOM 


27 


80 


27 


20 


263 


431 


28 

25 

27 

16 

34 

68 

2 ROOMS 


157 


982 


209 


71 

1 

309 

2 

565 


183 

78 

285 

190 

200 

625 

3 ROOMS 


480 

1 

262 


816 


340 

3 

197 

6 

064 


578 

345 

864 

535 

530 

2 285 

4 ROOMS. . . 

1 

567 

1 

709 

1 

950 

1 

ooo 

2 

769 

5 

636 

1 

144 

709 

927 

1 344 

1 170 

2 277 

5 ROOMS 

1 

461 


584 

1 

554 

1 

046 

2 

729 

4 

181 

1 

216 

948 

515 

1 510 

872 

1 554 

6 ROOMS 


806 


315 

1 

033 


995 

1 

864 

2 

646 


961 

757 

501 

1 208 

644 

1 193 

7 ROOMS 


209 


82 


244 


338 


633 


863 


287 

251 

212 

368 

257 

478 

8 ROOMS OR MORE 


150 


116 


151 


121 


547 


624 


113 

72 

142 

179 

186 

317 

MED I AN 1 




















ALL UNITS 


4,6 


3.6 


4,5 


5,0 


4,2 


3.9 


4.6 

5.0 

4.1 

4.9 

4.5 

4.1 

OWNER OCCUPIED 


5,0 


4.9 


5.1 


5,5 


5.1 


4.9 


5.1 

5.2 

5.2 

5,3 

5.3 

5,2 

RENTER OCCUPIED 


4,1 


3.6 


4.0 


4.2 


3.3 


3,4 


4.1 

4.3 

3.4 

4.0 

4.0 

3.6 

UNITS IN structure 





















4 

636 

4 

903 

5 

549 

3 

82 1 

10 

941 

20 

201 

4 

343 

3 027 

3 357 

5 221 

3 581 

8 332 



178 


120 


344 


71 

1 

052 

1 

244 


109 

100 

77 

59 

259 

280 

3 AND 


15 


51 


69 


22 


579 


780 


33 

26 

25 

32 

27 

109 

5 TO 


• , * 


10 


10 


• , * 


369 


366 


. • • 

• * • 

10 

. • • 

... 

18 

10 OR MORE 


• • • 


20 




, , • 


226 


152 


• • • 

... 

f « 9 

10 

... 

9 

TRAILER* ON PERMANENT FOUNDATION 


a 


8 


4 


• • • 


41 


28 


4 

4 

• • 9 

8 

4 

8 

MOBILE 


20 


18 


16 


17 


103 


259 


23 

28 

4 

20 

22 

41 

YEAR STRUCTURE BUILT 




















1959. TO MARCH i960 


184 


46 


162 


182 


259 


787 


238 

106 

128 

152 

181 

198 

1955 TO 1958 ' 


638 


197 


462 


273 

1 

050 

2 

096 


405 

190 

197 

387 

ISO 

532 

1950 TO 1954 


627 


264 


635 


432 

1 

319 

2 

705 


553 

358 

296 

610 

311 

726 

1940 TO 1949 

1 

004 


889 

1 

095 


897 

1 

612 

4 

141 

1 

148 

779 

883 

1 555 

640 

1 723 

1930 TO 1939 


603 

1 

502 

1 

135 


777 

1 

745 

4 

589 


903 

554 

589 

1 054 

505 

1 940 

1929 OR EARLIER 

1 

801 

2 

232 

2 

483 

1 

370 

7 

326 

8 

710 

1 

265 

1 196 

1 380 

1 592 

2 106 

3 678 

BASEMENT 




















BASEMENT . • . 


382 


16 


155 


34 

1 

139 


470 


5 

40 

36 

73 

no 

•98 

CONCRETE SLAB 


753 


88 


392 


233 

1 

018 

3 

651 


581 

127 

82 

187 

246 

460 

OTHER 

3 

722 

5 

026 

5 

445 

3 

664 

11 

15*V 

18 

909 

3 

926 

3 018 

3 355 

5 090 

3 537 

B 239 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type op Fuel, for Counties 

Outside SMSA’s: I960 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment Year Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 


BENTON BOLIVAR CALHOUN CARROLL CHICKASAW CHOCTAW CLAI- 
BORNE 


ALL HOUSING UNITS. 


2 190 15 508 


3 104 4 902 2 591 2 B62 


HEATING EQUIPMENT 


STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOORt WALL» OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE .... 
NONE 


population in HOUSING UNiTSf 1960. 

PER OCCUPIED UNIT 

OWNER 

RENTER 

POPULATION IN DWELLING UNiTSi 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 


38 386 

25 662 

15 666 

21 729 

7 528 

3.8 

3.5 

4.0 

3.8 

4.1 

3.7 

3.2 

3.B 

3.4 

3.5 

3.8 

3.8 

4.5 

4.4 


31 512 

27 066 

19 232 

26 554 


3.5 

3.6 

4.2 

4.1 

UBS 

10 143 

7 414 

3 886 

5 725 




1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIAN! 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


HEATING FUEL 


UTILITY GAS 

FUEL OILi KEROSENE. ETC. 

COAL OR COKE 

WOOD 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS 

OTHER FUEL 

NONE 


7 027 

2 768 

959 

i 856 

393 

5 036 

1 316 

413 

1 206 

19 

62 

21 

56 

... 

202 

• • • 

34 

. . . 

40 

1 707 

20 

78 

... 

2 601 

86 

43 

245 

1 359 

1 674 

1 889 

1 972 

1 117 

3 014 

1 614 

1 42B 

1 907 

113 

433 

21 

123 

47 

59 

192 

16 

290 

1 505 

730 

944 

1 490 

283 

2 375 

986 

781 

752 

59 

40 

16 

78 

• . . 

20 

129 

• . . 

43 

21 

. . . 

16 

72 

... 

21 

. . . 

• . . 

*. . 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

OTHER FUEL 

NONE 


COOKING FUEL 


UTILITY gas • . . 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE 

WOOD 

OTHER FUEL 

NONE 


6 449 

302 

1 159 

1 624 

199 

4 271 

892 

352 

823 

6 239 

420 

579 

796 

1 173 

1 998 

320 

1 439 

82 

1 209 

1 899 

101 

3 760 

494 

741 

40 

• • . 

. . * 

. . . 

21 

280 

22 

. . . 

40 

161 

36 

... 

• * . 

451 

... 

. . . 

1 314 

630 

1 047 

1 545 

723 

3 353 

853 

1 284 

19 

... 

... 

78 

... 

. . . 

64 

. . . 

19 

• . • 

15 

• . . 

... 

40 

• • . 

18 
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State and Small Areas 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMS As: I 960 — -Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Hearing Fuel 
Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS. 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE , 

FLOOR* WALL* OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE. 

other means without flue .... 

NONE 


POPUl.ATION 


population IN HOUSING UNITS, 1960 

PER OCCUPIED UNIT 

OWNER 

RENTER 

POPULATION IN dwelling UNITS* 1950 , , . . 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 
PERSONS 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS . 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. . . . 
MEDIAN* 

ALL OCCUPIED 

OWNER 

RENTER 


PERSONS per ROOM 

1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 


HEATING FUEL 


UTILITY GAS 

• t . . 1 



fuel oil, kerosene* 

ETC. . . 



COAL OR COKE . . . . 




WOOD 




ELECTRICITY 




bottled, tank, or LP 

GAS , , 



other fuel 

• * « • 




NONE 


WATER HEATING FUEL 

UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD . , , , 

bottled* tank, or LP GAS 

fuel OIL* KEROSENE* ETC 

OTHER FUEL 

NONE 


COOKING FUEL 

UTILITY gas 

ELECTRICITY 

BOTTLED* TANK* OR LP GAS . 
fuel oil* KEROSENE, ETC. . 

COAL OR COKE 

WOOD 

OTHER FUEL 

NONE 


5 005 

5 433 

13 087 

7 691 


62 

164 


61 

124 

714 

226 

333 

798 

1 819 

368 

. • . 

200 

22 

30 

2 309 

2 355 

5 462 

2 724 

2 255 

1 858 

4 764 

4 237 

47 

36 

142 

106 

16 066 

19 264 

46 757 

26 768 

3.6 

3.8 

3.9 

3.7 

3.4 

3.8 

3,4 

3,5 

4.0 

4.0 

4,2 

4.2 

19 303 

17 649 

48 920 

30 143 

4.0 

3.9 

3.7 

3.9 

4 439 

5 013 

11 926 

7 140 

471 

643 

1 751 

789 

1 313 

1 127 

3 051 

1 992 

794 

955 

1 804 

1 282 

584 

6B7 

1 536 

965 

537 

643 

1 060 

702 

314 

305 

832 

524 

131 

222 

564 

327 

295 

431 

1 328 

559 

3.0 

3.3 

3.1 

3.1 

2.8 

3.2 

2.8 

2.9 

3.7 

3.3 

3.4 

3.4 

3 514 

3 797 

8 245 

5 462 

925 

1 216 

3 681 

1 678 

3 051 

2 905 

4 049 

4 377 

389 

1 463 

622 

578 

456 

595 

764 

646 

1 362 

1 167 

1 905 

1 930 

644 

680 

758 

i 223 

1 380 

2 108 

7 877 

2 763 

646 

1 072 

3 567 

1 182 

339 

525 

2 144 

660 

309 

447 

1 790 

68B 

94 

64 

376 

233 

1 406 

2 039 

6 325 

3 026 

. . • 

38 

175 

21 

. . • 

209 

1 595 

20 

1 895 

1 772 

2 873 

2 234 

. . « 

145 

18 

40 

1 114 

735 

864 

1 719 

24 

60 

• * • 

54 


15 

76 

26 

876 

1 732 

4 643 

1 818 

562 

644 

109 

305 

* • • 

. * • 

20 

* . . 

• t * 

... 

. ■ • 

41 

627 

229 

452 

966 

... 

... 

• > • 

21 

... 

* * * 

* 1 * 

... 

2 374 

2 408 

6 622 

3 909 

854 

1 585 

5 757 

3 038 

1 005 

1 422 

845 

415 

1 150 

404 

1 218 

1 901 

. • . 

33 

211 

38 

* • • 

30 

443 

20 

1 382 

1 482 

3 320 

1 62S 

24 

39 

38 

54 

24 

H 

94 

46 


COVINGTON 

DE SOTO 

FORREST 

FRANKLIN 

GEORGE 

GREENE 

GRENADA 

4 048 

6 253 

15 958 

2 909 

3 084 

2 252 

5 592 


68 

52 




48 

13 

254 

908 

4 

45 

* * « 

600 

97 

656 

3 192 

137 

92 

36 

1 448 

12 

124 

74 

15 

16 

• • . 

28 

2 307 

3 549 

1 349 

1 178 

1 125 

1 343 

1 66S 

1 518 

1 524 

10 302 

1 486 

1 789 

832 

1 716 

101 

78 

81 

89 

17 

41 

84 

14 394 

24 332 

50 443 

8 946 

10 900 

7 928 

19 066 

4.1 

4.4 

3,4 

3.5 

3,8 

3.9 

3.6 

3,9 

3.6 

3.5 

3.3 

3,8 

3.9 

3.6 

4.6 

4.9 

3,3 

4,0 

3.8 

3.8 

4,0 

16 014 

24 571 

43 410 

10 911 

9 998 

8 204 

18 672 

4,2 

4.1 

3.5 

3.6 

4.0 

4.2 

3*8 

3 519 


14 679 

2 555 

2 849 

2 040 

5 040 

279 

437 

1 884 

345 

222 

211 

611 

810 

1 197 

3 706 

694 

643 

454 

1 2B5 

682 

978 

2 880 

466 

589 

361 

804 

539 

824 

2 608 

394 

490 

357 

808 

390 

587 

1 712 

218 

353 

249 

576 

314 

507 

937 

192 

259 

154 

326 

155 

326 

393 

108 

102 

98 

262 

350 

712 

559 

136 

191 

156 

368 

3.5 

3,7 

3,1 

3.0 

3,4 

3.5 

3.3 

3.3 

3.1 

3.2 

2.B 

3,4 

3,5 

3.1 

4.1 

4,3 

2,9 

3,6 

3.6 

3.5 

3,5 

2 62B 

3 522 

12 484 

2 056 

2 242 

1 553 

3 776 

891 

2 046 

2 195 

497 

607 

487 

1 264 

2 645 

2 218 

10 021 

1 720 

2 360 

1 661 

2 665 

346 

4B2 

2 066 

189 

i 471 

253 

468 

423 

398 

2 141 

226 

357 

275 

660 

1 096 

758 

4 057 

739 

958 

614 

1 086 

780 

580 

1 757 

566 

574 

519 

451 

874 

3 350 

4 658 

833 

489 

379 

2 375 

433 

1 463 

2 895 

257 

265 

199 

1 189 

200 

892 

912 

262 

125 

63 

598 

210 

749 

770 

191 

68 

73 

488 

31 

246 

81 

123 

31 

44 

100 

1 462 

1 058 

11 961 

449 

836 

348 

2 943 

* . • 

285 

89 

... 

77 

22 

23 

* • • 

630 

22 

... 


... 

117 

1 637 

2 344 

1 064 

1 021 

617 

1 068 

1 223 

. * * 

72 

103 

19 

57 

. ■ • 

« , . 

363 

1 145 

1 404 

1 045 

1 219 

545 

623 

16 

34 

... 

19 

22 

37 

40 

41 


36 

. • * 

21 


71 

1 020 

559 

10 185 

319 

643 

262 

2 118 

218 

708 

497 

63 

242 

240 

375 

... 

• • • 

... 

• • . 

... 

• * * 

... 

• * • 

• . . 

42 

. • . 

... 

... 

38 

387 

575 

907 

605 

805 

574 

235 

... 

44 

• • • 

. • . 

• . . 

.. . 

• • • 


... 

... 

» • . 

• « • 

* . . 

. * • 

1 094 

3 682 

3 048 

1 566 

1 159 

964 

2 274 

1 896 

742 

10 111 

386 

635 

267 

2 211 

486 

733 

2 243 

178 

540 

314 

906 

673 

1 755 

1 707 

1 251 

1 404 

1 030 

588 

* t . 

17 

37 

20 

40 

54 

20 

... 

158 

» . . 

• • * 

• • . 


17 

464 

2 129 

526 

696 

208 

345 

1 243 


... 

... 

... 

22 

22 

37 

• if 

34 

55 

22 

• • . 

... 

18 


Table 29. — Occupancy Cuaractekistics, Heating Equipment, and Type of Fuel, 

Outside SMS As: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


FOR Counties 


Hcatin/; Equipnicnc 
P()pii lilt ion 
Persons 
Persons per 
Room 


Year Moveil into 
Unit 

Heating; Fuel 
Water Fuel 

Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS 


HEATING EQUIPMENT 

steam or hot water 

WARM AIR FURNACE 

FLOOR t WALLf OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE .... 
NONE 


POPULATION 


POPULATION IN HOUSING UNITS* 1960. 

PER occupied unit. . 

OWNER * . . 

RENTER 

population in DWELLING UNITS* 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . , 

3 PERSONS. . , . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE, 
MEDIAN; 

ALL OCCUPIED . , 
OWNER. * . . , 

RENTER . . . , 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1950 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED. ..... 

1950 To MARCH I960 

1954 TO 1957 

1940 To 1953 

1939 OR EARLIER 


HEATING FUEL 


UTILITY GAS 

fuel OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD 

ELECTRICITY 

BOTTLED* TANK* OR LP GAS 

OTHER FUEL , 

NONE 


WATER HEATING FUEL 


UTILITY GAS . 

ELECTRICITY 

COAL OR COKE 

WOOD 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

OTHER FUEL 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY. 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD 

OTHER FUEL 

NONE ..... 


HANCOCK 

HARRISON 

HOLMES 

HUMPHREYS 

ISSAQUENA 

ITAWAMBA 

JACKSON 

JASPER 

JEFFERSON 

JEFFER- 

SON 

DAVIS 

JONES 

6 413 

35 227 

7 673 

5 

103 

1 

155 

4 

703 

16 

226 

4 

512 

2 

843 

3 

561 

16 

840 

20 

375 

43 


12 




7 


20 






... 


28 

24B 

3 994 

96 


131 


a a a 


42 

1 

042 


37 


24 


90 


673 

983 

10 623 

373 


378 


69 


62 

3 

008 


90 


59 


141 

2 

122 

39 

163 

10 


34 


7 


145 


99 


27 


12 


29 


114 

569 

3 162 

4 177 

2 

723 


536 

2 

457 

1 

402 

2 

152 

1 

748 

2 

024 

3 

064 

4 244 

16 507 

2 802 

1 

690 


404 

1 

971 

10 

405 

2 

191 


986 

1 

225 

10 

618 

310 

403 

92 


135 


139 


19 


250 


15 


14 


52 


221 

13 793 

109 404 

27 747 

19 

249 

3 

301 

15 

106 

54 

671 

16 

844 

10 

028 

13 

795 

59 

263 

3.6 

3.5 

4.1 


4.2 


3,8 


3,6 


3.7 


4.0 


3.9 


4.2 


3.7 

3.5 

3.6 

3.6 


3.7 


3,7 


3,4 


3,8 


3.8 


3,9 


3.9 


3.6 

3.7 

3.4 

4,6 


4,5 


3,9 


3.9 


3.7 


4.7 


4.0 


4.8 


3.9 

11 713 

70 822 

32 956 

22 

962 

4 

953 

17 

154 

31 

207 

18 

876 

11 

301 

IS 

430 

56 

193 

3.7 

3.4 

4.1 


4.1 


3,9 


3.9 


3,7 


4.3 


3.8 


4.3 


3.8 

3 857 

30 981 

6 798 

4 

536 

865 

4 

218 

14 

612 

4 

191 

2 

551 

3 

304 

15 

919 

549 

3 477 

826 


555 


109 


236 

1 

157 


317 


389 


266 

1 

490 

1 106 

7 607 

1 771 

1 

084 


237 

1 

159 

3 

453 

1 

029 


585 


793 

3 

774 

562 

6 153 

1 067 


638 


148 


995 

2 

873 


779 


432 


518 

3 

248 

522 

5 692 

849 


595 


78 


707 

2 

848 


687 


327 


526 

2 

827 

437 

3 734 

500 


457 


79 


478 

1 

003 


481 


232 


404 

1 

910 

264 

2 074 

404 


201 


73 


276 

1 

298 


327 


153 


248 

1 

161 

173 

1 062 

342 


288 


59 


143 


501 


207 


124 


171 


609 

244 

1 182 

877 


638 


62 


144 


679 


364 


309 


378 


900 

3.0 

3.2 

3.2 


3,5 


3,1 


3,2 


3.4 


3.5 


3.2 


3.6 


3.3 

2.9 

3.3 

2.6 


3.1 


3,0 


3,2 


3.5 


3.2 


3.2 


3.4 


3.3 

3.5 

3.2 

3.B 


3,8 


3,1 


3.4 


3,4 


4.1 


3.2 


4,2 


3.4 

3 092 

25 159 

4 733 

2 

957 


596 

3 

497 

11 

397 

3 

232 

1 

800 

2 

451 

12 

983 

765 

5 822 

2 065 

1 

579 


269 


721 

3 

215 


959 


751 


853 

2 

936 

3 061 

18 223 

3 486 

1 

583 


344 

2 

914 

10 

543 

3 

045 

1 

313 

2 

297 

10 

462 

596 

4 736 

427 


266 


36 


513 

3 

373 


406 


165 


318 

1 

919 

552 

3 936 

517 


301 


25 


624 

2 

418 


438 


235 


310 

2 

033 

1 114 

6 752 

1 496 


705 


193 

1 

127 

3 

307 

1 

201 


32B 

1 

034 

4 

187 

799 

2 799 

1 046 


311 


90 


650 

1 

365 

1 

000 


365 


635 

2 

323 

796 

12 758 

3 312 

2 

953 


521 

1 

304 

4 

069 

1 

146 

1 

238 

1 

007 

5 

457 

459 

9 369 

1 402 

1 

260 


156 


719 

2 

714 


500 


322 


449 

2 

985 

144 

2 040 

846 


791 


125 


268 


786 


299 


372 


215 

1 

313 

124 

1 138 

783 


777 


165 


260 


405 


284 


357 


273 


941 

69 

211 

281 


125 


73 


57 


84 


63 


187 


70 


216 

1 659 

26 223 

2 330 

1 

000 


• • t 


806 

10 

711 


810 


162 


798 

9 

807 

153 

1 362 

25 


62 


9 9 9 


19 


644 


44 


24 


41 


22 

... 

154 

212 


147 


a a a 


835 


20 


* » . 


• • • 


38 


18 

540 

593 

3 154 

1 

954 


420 

1 

053 


521 

1 

908 

1 

573 

1 

724 

1 

769 

37 

329 

. . • 


40 


16 


294 


206 


23 


24 


42 


200 

1 446 

2 145 

1 059 

1 

269 


429 

1 

211 

2 

366 

1 

372 


742 


661 

3 

877 

... 

97 

• * * 


64 


» # . 


. a a 


74 


17 


26 


... 


85 

22 

78 

18 


, , , 


• * . 


a a a 


70 


17 


... 


. . * 


61 

1 332 

23 217 

1 578 


685 




56 

9 

399 


672 


94 


614 

8 

164 

325 

2 023 

• • • 


166 


40 

1 

836 

1 

092 


264 


47 


209 


677 

... 

95 

26 


, , a 


* . a 


• a • 


a • a 


... 


... 


... 


... 

• • ■ 

. * . 

• . • 


37 


a • a 


74 


a a a 


... 


... 


43 


83 

817 

1 271 

611 


490 


296 


188 

1 

681 


880 


376 


414 

3 

150 

19 

52 

25 


. a • 


* • * 


a 1 * 


43 


. . • 




21 


19 

... 

25 

... 


• a • 


• • » 


. a a 


a a a 


... 


... 


... 



1 364 

4 298 

4 558 

3 

158 


529 

2 

064 

2 

397 

2 

375 

2 

034 

2 

003 

3 

826 

1 410 

24 022 

2 026 


B5B 




158 

8 

646 


735 


182 

1 

086 

8 

581 

542 

3 174 

330 


351 


*40 

3 

025 

2 

606 


701 


70 


250 

a 

605 

1 656 

3 156 

1 246 

1 

343 


449 


340 

2 

589 

1 

731 


839 

1 

564 

3 

705 

147 

106 

22 


62 


• 0 a 


a a a 


66 


... 


... 





. t . 

142 

160 


21 


a a * 


a a a 


26 


. * . 




15 


18 

102 

216 

3 014 

1 

037 


376 


695 


378 

1 

004 

1 

460 


369 


946 


19 

• . * 


64 


tat 


a a a 


33 


20 


... 




40 


146 

« . . 


a.. 


... 


... 


66 


... 


... 


... 


22 
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State and Small Areas 


Table 29 . — Occupancy Characteristics, Heating Equipment, and Type op Fuel, for. Counties 

Outside SMS As; 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


He.'idng Equipment 
Population 
Pcreons 
Pecsons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


KEMPER 


ALL HOUSING UNITS 


3 308 


HEATING EQUIPMENT 


STEAM OR HOT WATER ....... 

WARM AIR FURNACE 

FLOOR t WALL. OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE .... 
NONE 


14 

13 

54 

80 

2 080 
1 015 
52 


POPULATION 


population in HOUSING UNITSt I960. 

PER occupied unit 

OWNER 

REN i ER .... . 

POPULATION IN DWELLING UNiTSi 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 
PERSONS 


11 717 
3.9 
3.6 
4.5 
15 677 
4.3 


2 987 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . , 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


293 

757 

566 

401 

330 

206 

149 

285 


3.3 

3.0 

3.9 


PERSONS per ROOM 


1.00 OR LESS 

1.01 OR MORE 


2 224 
763 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED . 
1958 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 

1939 OR EARLIER. . . 

RENTER OCCUPIED. 
1958 TO MARCH 1960 , 
1954 TO 1957 . . . . 

1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


I 865 
254 
247 
767 
597 

1 122 
425 
269 
263 
125 


HEATING FUEL 


UTILITY GAS 

FUEL OiLf KEROSENE I ETC. 

COAL OR COKE 

WOOD .......... 

ELECTRICITY 

BOTTLED r TANK. OR LP GAS 

OTHER FUEL 

NONE 


174 

... 

49 
1 855 
115 
775 
19 


WATER HEATING FUEL 


UTILITY gas 

ELECTRICITY 

COAL OR COKE 



WOOD 

BOTTLED! TANK! OR LP GAS . , , , 



FUEL OILi KEROSENE# ETC 

OTHER FUEL 



NONE 




57 

460 

19 

19 

294 


2 138 


COOKING FUEL 


UTILITY gas 

ELECTRICITY 

BOTTLED » TANK I OR LP GAS , 

FUEL OIL* KEROSENE! ETC 

COAL OR COKE .... 

WOOD , . 

OTHER FUEL ! . . . 

NONE 


249 

774 

726 


LAFA- 

YETTE 

LAMAR 

LAUDER- 

DALE 

■ LAWRENCE 

LEAKE 

LEE 

LEFLORE 

LINCOLN 

LOWNDES 

MADISON 

MARION 

5 681 

4 092 

20 803 

2 999 

5 335 

12 260 

13 370 

7 097 

12 732 

7 945 

6 838 

372 

5 

193 

• • • 


52 

no 

12 

65 

32 

21 

366 

93 

1 265 

25 

32 

504 

658 

276 

675 

255 

543 

319 

243 

4 345 

73 

90 

2 179 

2 174 

961 

1 456 

403 

316 

207 

35 

106 

12 

58 

554 

25 

44 

1 339 

96 

40 

2 479 

1 179 

3 761 

1 368 

2 489 

3 653 

4 414 

2 138 

4 913 

3 102 

1 962 

1 774 

2 400 

10 655 

1 260 

2 657 

5 241 

5 915 

4 389 

4 104 

4 on 

3 691 

164 

137 

478 

261 

9 

77 

74 

77 

180 

46 

265 

19 302 

13 631 

67 096 

10 207 

18 853 

40 992 

46 918 

26 488 

45 922 

33 376 

23 635 

3,8 

3,7 

3,5 

3.8 

3.9 

3.5 

3.9 

3.6 

3.B 

4.4 

3.8 

3.5 

3.7 

3,4 

3.6 

3.6 

3.3 

3,3 

3.4 

3.6 

3.8 

3.7 

4.1 

3.7 

3.6 

4.3 

4.7 

3.8 

4.2 

4.0 

4.1 

4,9 

4,1 

20 533 

13 194 

62 534 

12 612 

21 575 

37 915 

51 184 

27 763 

36 505 

33 352 

23 759 

3.8 

3.8 

3.4 

4.1 

4*1 

3.6 

3.9 

3,8 

3.8 

4.2 

3,8 

5 114 

3 719 

19 326 

2 695 

4 855 

11 695 

11 982 

7 331 

11 957 

7 542 

6 198 

452 

303 

2 477 

194 

513 

1 148 

1 598 

774 

1 061 

769 

594 

1 440 

1 051 

5 171 

788 

1 271 

3 151 

3 160 

1 980 

3 014 

1 713 

1 545 

936 

676 

3 691 

483 

895 

2 480 

1 918 

1 263 

2 196 

1 208 

1 136 

870 

629 

3 231 

446 

653 

2 101 

1 509 

1 281 

1 943 

874 

i 003 

541 

468 

2 080 

272 

551 

1 269 

1 159 

878 

1 448 

829 

757 

257 

227 

1 118 

197 

336 

666 

787 

477 

970 

588 

456 

208 

150 

645 

124 

173 

335 

529 

305 

491 

426 

266 

410 

195 

913 

191 

463 

525 

1 322 

373 

834 

1 135 

441 

3,2 

3.2 

3.0 

3.3 

3.2 

3.1 

3.1 

3.2 

3.4 

3.6 

3,3 

3.1 

3.2 

3.1 

3.1 

2.9 

3,0 

2.9 

3.1 

3.2 

3.1 

3.3 

3.3 

3,3 

3.0 

3.9 

4.2 

3.4 

3.3 

3.6 

3.5 

4.2 

3.6 

3 939 

3 097 

16 053 

2 151 

3 781 

9 549 

B 442 

5 996 

9 091 

4 910 

4 930 

1 175 

622 

3 273 

544 

1 074 

2 146 

3 540 

1 335 

2 866 

2 632 

1 268 

2 736 

2 963 

11 486 

2 028 

3 423 

7 067 

3 858 

4 844 

6 313 

3 512 

1 4 453 

545 

675 

2 134 

290 

450 

1 365 

710 

842 

1 566 

558 

755 

535 

497 

2 380 

302 

578 

1 587 

746 

730 

1 272 

638 

i 786 

943 

1 114 

4 515 

770 

1 511 

2 013 

1 662 

1 943 

2 354 

1 415 

1 836 

713 

677 

2 457 

666 

876 

1 282 

740 

1 329 

1 121 

901 

1 076 

2 378 

756 

7 840 

667 

1 432 

4 628 

8 124 

2 487 

5 644 

4 030 

1 745 

1 427 

467 

4 197 

343 

766 

2 490 

3 646 

1 336 

3 246 

1 634 

910 

467 

147 

1 930 

176 

350 

1 115 

2 163 

616 

1 145 

928 

457 

431 

83 

1 378 

116 

240 

907 

1 817 

415 

948 

1 069 

294 

53 

59 

335 

32 

68 

116 

498 

120 

305 

399 

84 

1 914 

1 717 

12 746 

720 

1 062 

5 858 

7 436 

3 223 

4 645 

3 471 

2 546 

19 

43 

144 

... 

. • . 

100 

41 

190 

404 

47 

57 

263 

• • . 

455 

* • • 

37 

1 772 

463 

41 

773 

270 

43 

1 708 

799 

2 619 

1 078 

2 079 

1 500 

3 050 

1 633 

2 249 

2 474 

1 776 

272 

43 

131 


100 

853 

. . i 

84 

1 612 

60 

79 

729 

934 

2 748 

793 

1 515 

1 572 

964 

2 077 

2 010 

989 

1 526 

56 

144 

S2 

17 

62 

17 

, , , 

83 

99 

156 

62 

153 

39 

401 

07 

• * * 

23 

20 

... 

165 

55 

105 

1 372 

1 128 

10 965 

544 

721 

3 336 

5 530 

2 685 

2 799 

2 395 

2 113 

1 171 

394 

687 

lOO 

230 

3 172 

198 

336 

4 336 

130 

303 

• . • 

... 

. a . 

• * • 

• • * 

22 

20 

41 

. . . 

21 

28 

» • • 

... 

38 

37 

* . . 

46 

40 

20 

40 

20 

23 

273 

696 

1 804 

604 

830 

567 

607 

1 478 

687 

378 

1 093 

... 

, . ■ 

• * a 


■ • • 

... 

22 

86 

... 

. • . 

. • • 

38 

22 

20 


* • . 

... 

■ • • 

64 


20 

44 

2 260 

1 479 

5 812 

1 410 

3 074 

4 552 

5 565 

2 621 

4 095 

4 576 

2 594 

991 

1 511 

10 750 

682 

1 019 

3 019 

6 263 

2 947 

2 928 

3 360 

2 693 

2 350 

932 

2 754 

199 

1 146 

6 170 

1 397 

499 

5 204 

243 

710 

463 

1 031 

2 517 

962 

1 832 

666 

1 141 

2 668 

1 281 

1 167 

2 067 

19 

• . • 

60 

22 

• « • 

129 

103 

289 



* * * 

... 

• . • 

264 

• • • 

19 

249 

126 

41 

238 

173 


1 229 

207 

2 890 

610 

839 

1 400 

2 892 

801 

2 246 

2 404 

641 

* • f 

38 

56 


... 

25 

21 

64 

60 

137 

72 

62 

• • • 

35 

• • • 

... 

37 

39 

22 

• i • 

58 

15 


Table 29 . — Occupancy Characteristics, Heating Equipment, and Type or Fuel, tor Counties 

Outside SMSAs: 1960 — Con. 

[Based on sample; see text. Median not shown where base is leas than 200] 


Heating Equipment Year Moved into 


Population 
Persons 
Persons per 
Room 


Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


^SHALL 

MONROE 

MONT- 

GOMERY 

NESHOBA 

5 772 

10 173 

3 955 

6 700 

25 

46 

12 

17 

234 

295 

57 

84 

453 

1 624 

195 

492 

50 

249 

12 

163 

3 719 

3 401 

1 621 

2 642 

1 165 

4 498 

2 039 

2 982 

126 

60 

19 

320 


ALL HOUSING UNITS. 


HEATING EQUIPMENT 


STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR 1 WALL* OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER means WITHOUT FLUE «... 
NONE 


PEARL PERRY PIKE PONTOTOC 
RIVER 


6 633 2 486 10 291 5 463 


POPULATION IN HOUSING UNITS* 1960. 

PER OCCUPIED UNIT 

OWNER 

RENTER 

population IN DWELLING UNITS* 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 persons 

5 PERSONS 

6 PERSONS 

7 PERSONS 

a PERSONS OR MORE. 
MED I AN I 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


14 062 21 258 

3,9 3.7 

3.6 3.5 


17 272 23 551 28 983 22 581 

4.3 3.9 4.1 3.7 

3.6 3.7 3.5 3.6 

5.1 4.1 4.0 


8 644 34 807 17 582 



PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


HEATING FUEL 


UTILITY GAS 

FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD 

ELECTRICITY 

BOTTLED* TANK* OR LH GAS 

OTHER FUEL 

NONE 


1 120 

3 

627 

1 

208 

1 

500 

1 

980 

795 

3 193 2 045 

2 028 648 5 

440 

42 


43 


61 


19 


55 

• . . 

92 39 

40 22 

127 

304 


575 


22 


46 


... 

52 

263 431 

21 

• • 8 

3 006 

2 

395 

1 

137 

2 

131 

1 

623 

2 665 

1 745 3 207 

967 774 1 

720 

lOB 


347 




195 


57 

115 

283 131 

103 

68 

589 

2 

319 

1 

126 

1 

678 

1 

450 

318 

377 1 050 

2 038 750 2 

213 

19 


21 


43 


91 


78 

20. 

98 39 

62 « « . 

44 

20 


• • • 


21 


09 


53 

• •• 

17 193 

16 69 

62 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD .... 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

OTHER FUEL . 

NONE 


486 

2 211 

967 

327 

1 464 

428 

1 933 

864 

2 117 

462 

4 630 

166 

834 

2 101 

72 

1 521 

445 

639 

1 174 

1 290 

429 

186 

401 

1 917 

*40 

... 

21 

... 

... 

*17 

*20 

... 

« . « 

. ! . 

! ! I 

« « . 

. « . 

*20 

223 

595 

720 

667 

B60 

57 

108 

320 

1 493 

521 

1 500 

271 

*23 

« • . 

... 

• » • 

!!! 

• « • 

« « . 

. ! . 

« « . 

« « « 

• « • 

... 

3 602 

4 399 

1 859 

3 217 

2 507 

2 661 

2 853 

4 641 

2 036 

1 092 

3 143 

2 594 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD 

OTHER FUEL 

NONE 


571 

2 145 

1 132 

703 

1 997 

2 131 

245 

370 

1 017 

. . * 

21 

... 

36 

29 

40 

2 330 

1 446 

2 775 

20 

58 

'20 

... 

« . • 

20 


2 531 

683 

1 191 

330 

2 116 

884 

30 

» * « 

199 

* . . 

366 








Table 29. — Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR, WALLi OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER means WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . . 

none 


POPULATION 


POPULATION IN HOUSING UNITS, 1960. 

PER OCCUPIED UNIT . . 

OWNER 

RENTER 

POPULATION IN DWELLING UNITS, 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . , , 

3 PERSONS. ... 

4 PERSONS. * . . . 

5 PERSONS. . . . 

6 PERSONS. . . . , 

7 PERSONS. . . . . 

8 PERSONS OR MORE 
MEDIAN! 

all OCCUPIED . , 
OWNER. . * . . 
RENTER . . . , 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 ■ . 

1940 TO 1953 ......... 

1939 OR EARLIER 

RENTER OCCUPIED 

1958 TO MARCH i960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER. ....... 


HEATING FUEL 


UTILITY GAS 

FUEL OIL, KEROSENE t ETC. 
COAL or? COKE ...... 

WOOD 

ELECTRICITY 

BOTTLED, Tank, or LP gas 

OTHER FUEL 

NONE . . * « 


WATER HEATING FUEL 


UTILITY GAS. ...... 

ELECTRICITY 

coal or coke 

WOOD 

BOTTLED, TANKt OR LP GAS 
FUEL 0IL» KEROSENE, ETC. 
OTHER fuel ....... 

NONE ... 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY. 

BOTTLED, TANK, OR LP GAS 
FUEL OIL, KEROSENE, ETC. 

COAL OR COKE . 

WOOD 

OTHER FUEL 

NONE 


PRENTISS 

QUITMAN 

RANKIN 

SCOTT 

SHARKEY 

SIMPSON 

SMITH 

STONE 

SUN- 

FLOWER 

TALLA- 

HATCHIE 

TATE 

TIPPAH 

5 583 

5 567 

8 482 

5 890 

3 093 

5 755 

4 250 

1 9S6 

11 818 

6 872 

4 765 

4 549 

24 

32 

184 

4 

4 

9 

4 

4 

103 

38 

12 

17 

90 

100 

730 

209 

39 

72 

28 

12 

493 

141 

157 

78 

760 

297 

831 

166 

488 

422 

31 

128 

882 

498 

430 

237 

115 

. . . 

109 

12 

5 

57 

8 

17 

4 

28 

20 

65 

2 947 

3 247 

2 600 

2 139 

1 706 

1 848 

2 102 

590 

5 354 

4 443 

3 021 

2 665 

1 580 

1 820 

3 858 

3 307 

749 

3 238 

2 028 

1 204 

4 765 

1 691 

1 111 

1 465 

67 

71 

170 

53 

102 

109 

49 

23 

217 

33 

14 

22 

17 415 

21 517 

29 254 

21 545 

10 BOO 

20 652 

14 655 

6 777 

44 928 

24 636 

18 345 

15 429 

3.4 

4.4 

3.8 

3*9 

4.2 

4.0 

3.9 

3,6 

4,3 

4.2 

4.3 

3.7 

3.2 

3.7 

3.8 

3,7 

3.5 

3.7 

3,6 

3,6 

3.4 

3,6 

3,4 

3,4 

3.7 

4.8 

3.9 

4.5 

4.5 

4.6 

4,9 

3.8 

4,8 

4.6 

5.0 

4.3 

19 709 

25 653 

23 976 

21 600 

12 880 

21 249 

16 678 

6 067 

53 671 

30 329 

17 834 

17 251 

3.8 

4.1 

4.1 

4.0 

4.0 

4.0 

4,2 

3.7 

4.1 

4,1 

4.0 

3.9 

5 110 

4 923 

7 613 

5 481 

2 566 

5 193 

3 717 

1 867 

10 395 

5 808 

4 292 

4 140 

554 

522 

616 

441 

343 

429 

283 

185 

1 150 

631 

395 

292 

1 346 

1 109 

1 794 

1 510 

535 

1 352 

977 

482 

2 452 

1 436 

956 

1 204 

1 163 

838 

1 515 

977 

442 

946 

676 

360 

1 619 

832 

760 

786 

B66 

616 

1 367 

770 

363 

797 

620 

346 

1 360 

814 

670 

660 

593 

429 

925 

580 

228 

607 

399 

185 

976 

572 

404 

500 

246 

342 

556 

383 

144 

348 

241 

163 

738 

445 

295 

300 

169 

320 

318 

296 

163 

217 

190 

37 

595 

299 

234 

141 

171 

747 

522 

516 

348 

497 

331 

109 

1 505 

779 

578 

257 

3.1 

3.5 

3.4 

3.3 

3.4 

3.4 

3,4 

3.2 

3,5 

3.5 

3.6 

3.2 

2.9 

3.0 

3.5 

3.1 

3,0 

3.1 

3,1 

3.2 

2.9 

3,0 

3.0 

3.0 

3.3 

4.0 

3.3 

3.9 

3,6 

4.1 

4.2 

3.5 

4.0 

3.9 

4,3 

3.7 

4 210 

3 193 

5 936 

4 135 

1 671 

3 994 

2 911 

1 483 

6 704 

3 879 

2 610 

3 285 

900 

1 730 

1 677 

1 346 

895 

1 199 

806 

384 

3 691 

1 929 

1 482 

855 

3 201 

1 809 

5 219 

3 659 

675 

3 572 

2 685 

1 400 

3 421 

2 247 

1 935 

2 606 

453 

230 

1 676 

618 

93 

552 

476 

259 

458 

300 

336 

416 

700 

438 

1 012 

705 

133 

571 

399 

234 

774 

368 

373 

419 

1 375 

786 

1 737 

1 431 

237 

1 501 

1 043 

606 

1 541 

! 986 

819 

1 152 

673 

355 

794 

905 

212 

948 

767 

299 

648 

1 591 

407 

619 

1 909 

3 114 

2 394 

1 822 

1 891 

1 621 

1 032 

467 

6 974 

3 561 

2 357 

1 534 

1 088 

1 645 

1 323 

1 049 

713 

1 841 

653 

251 

3 554 

1 550 

1 239 

840 

380 

769 

566 

496 

484 

433 

192 

97 

1 779 

885 

558 

403 

370 

594 

382 

2U 

527 

283 

155 

94 

1 391 

871 

467 

269 

71 

106 

103 

66 

167 

64 

32 

25 

250 

255 

93 

22 

1 584 

1 337 

3 394 

1 743 

684 

1 792 

569 

345 

4 107 

1 304 

1 128 

1 056 

40 

50 

88 

. * . 

35 

40 

19 

• • • 

46 

96 

19 

IB 

1 072 

263 

46 

. • . 

18 

19 

• a . 

• • . 

2 012 

529 

272 

290 

1 431 

2 393 

1 684 

1 929 

1 375 

1 692 

1 754 

599 

2 367 

2 6B4 

1 950 

2 093 

207 

... 

109 

76 

25 

140 

40 

24 

19 

42 

23 

119 

760 

880 

2 245 

1 716 

387 

1 431 

1 335 

858 

1 801 

961 

845 

564 

16 

. * t 

25 

• . * 

25 


. • • 

24 

43 

150 

37 



... 

22 

17 

17 

79 

* • . 

17 

« . . 

42 

18 

• • i 

362 

609 

3 142 

1 208 

538 

1 529 

507 

294 

2 802 

809 

666 

231 

2 070 

254 

360 

331 

51 

281 

118 

337 

171 

378 

625 

1 281 

... 

... 

. . « 

... 


... 

... 

• • . 

19 

... 

... 

• • . 

56 

... 

* . • 

* * * 

» * * 

... 

* • • 

« . • 

21 

19 

... 

... 

84 

534 

1 333 

780 

260 

788 

1 043 

613 

924 

38B 

308 

139 

... 

• . . 

. . . 

. • • 


... 

W • • 

* . * 

. . • 

... 

... 

22 

... 

* • . 

25 

21 

25 

20 

• • • 

• • • 

... 

... 

• . • 

20 

2 538 

3 526 

2 753 

3 133 

1 692 

2 575 

2 049 

623 

6 450 

4 214 

2 693 

2 447 

340 

1 210 

3 087 

1 488 

666 

1 732 

594 

362 

3 740 

975 

669 

217 

3 785 

327 

860 

879 

142 

684 

513 

493 

1 026 

1 016 

1 161 

2 855 

302 

1 32b 

2 265 

2 118 

429 

2 365 

2 177 

871 

2 423 

1 019 

670 

209 

15 

21 

19 

... 

36 

• ■ . 

23 

• • • 

206 

124 

33 

. . • 

31 

66 

25 

• . • 

36 

• * * 

. • • 

■ • • 

530 

64 

36 

28 

637 

1 971 

1 292 

980 

1 212 

354 

388 

141 

2 450 

2 544 

1 685 

031 

... 

. •• 

. • • 

• • . 

25 

■ • t 

■ • • 

. • • 

20 

66 

18 


... 

. t • 

65 

16 

• • • 

58 

22 

... 

... 

... 

20 

... 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Pleating Fuel 
Water Pleating Fuel 
Cooking Fuel 


SUBJECT 

TISHO- 

MINGO 

TUNICA 

UNION 

WALTHALL 

WARREN 

WASH- 

INGTON 

WAYNE 

WEBSTER 

WILKIN- 

SON 

,. - 

WINSTON 

YALO- 

BUSHA 

YAZOO 

ALL HOUSING UNITS 

4 857 

5 

130 

5 

992 

3 

931 

13 

311 

23 

030 

4 

512 

3 

185 

3 

473 

5 

350 

3 

893 

6 

797 

HEATING EQUIPMENT 
























STEAM OR HOT WATER 

8 


8 


... 


5 


259 


169 


... 


9 


7 


4 


9 


18 

WARM AIR FURNACE 

42 


165 


184 


77 


741, 

1 

351 


71 


23 


20 


199 


69 


238 

FLOORt WALLi OR PIPELESS FURNACE 

178 


191 


438 


158 

2 

603 ' 

4 

955 


607 


354 


83 


434 


51 


814 

BUILT-IN ELECTRIC UNITS 

399 


23 


215 


29 


29 


98 


. . . 


48 


16 


101 


65 


23 

OTHER MEANS WITH FLUE 

3 012 

3 

243 

3 

129 

2 

111 

3 

129, 

5 

495 

2 

170 

1 

374 

1 

737 

2 

453 

2 

094 

3 

616 

OTHER MEANS WITHOUT FLUE . 

1 200 

1 

277 

1 

975 

1 

497 

6 

435 1 

10 

521 

1 

469 

1 

365 

1 

598 

2 

128 

1 

588 

3 

960 

NONE 

18 


223 


51 


54 


115 


441 


195 


12 


12 


31 


17 


128 

POPULATION 
























POPULATION IN HOUSING UNITS? 1960, , , . . 

13 790 

17 

321 

19 

446, 

14 

187, 

41 

435 

77 

483 

15 

985 

10 

083 

14 

003 

19 

952 

12 

964 

32 

979 

PER OCCUPIED UNIT 

3.4 


4.3 


3.6! 


4.2 


3,4 


3.8 


3.9 


3,4 


4.3 


4.0 


3.9 


4.1 

OWNER . 

3.3 


3.5 


3.3 


3.8 


3.4 


3,6 


3.7 


3,1 


4.0 


3.S 


3.4 


3.5 

RENTER 

3.6 


4.5 


4,1 


5.1 


3.3 


3,9 


4.4 


4.1 


4.6 


4.5 


4.4 


4.6 

POPULATION IN DWELLING UNITS? 1950 . . , , 

15 508 

21 

537 

20 

196 1 

15 

538 ' 

38 

751 

69 

704 

16 

945 

11 

498 

14 

086 

22 

226 

IS 

140 

35 

438 

PER OCCUPIED UNIT 

3.8 


3.9 


3.7 


4.3 


3.2 


3.6 



4.2 


3.8 


4.1 


4.1 


3.9 


4.0 

ALL OCCUPIED UNITS 

4 076 

4 

023 

5 

394 

3 

389 

12 

322 

20 

410 

1 ^ 

117 

2 

928 

3 

223 

4 

942 

3 

367 

8 

040 

PERSONS 
























1 PERSON . . . , 

386 


520 


505 


231 

2 

120 

2 

602 


375 


348 


403 


316 


406 


B4B 

2 PERSONS 

1 216 


985 

1 

555 


768 

3 

376 

4 

954 

1 

084 


861 


679 

1 

280 


855 

2 

001 

3 PERSONS 

883 


569 

1 

083 


664 

2 

124 

3 

602 


752 


563 


478 


950 


625 

1 

411 

4 PERSONS 

660 


445 


824 


510 

1 

729 

3 

218 


608 


494 


388 


769 


457 


999 

5 PERSONS 

423 


385 


586 


414 

1 

127 

2 

210 


450 


257 


345 


563 


357 


793 

6 PERSONS. ..... 

265! 


238 


290 


26B 


762 

1 

327 


302 


148 


272 


375 


186 


621 

7 PERSONS. ... 

124 


186 


216 


143 


475 


794 


220 


95 


186 


230 


148 


432 

a PERSONS OR MORE 

119 


667 


327 


391 


609 

1 

703 


326 


162 


472 


459 


333 


935 

MEDIANi 
























ALL OCCUPIED 

3.0 


3.3 


3.1 


3.6 


2.8 


3.2 


3,3 


3.0 


3.6 


3.4 


3.2 


3.3 

OWNER 

2.9 


2,9 


2.6 


3.3 


3.0 


3.3 


3.2 


2,7 


3.4 


3.3 


2.9 


3.0 

RENTER 

3.2 


3.5 


3.5 


4.7 


2.6 


3.2 


3.8 


3.6 


3.9 


3.8 


3.7 


3.7 

PERSONS PER ROOM 
























1.00 OR LESS 

3 413 

2 

501 

4 

286 

2 

5BB 

9 

621 

14 

660 

1 3 

133 

2 

459 

2 

080 

3 

801 

2 

567 

5 

579 

1.01 OR MORE 

663 

1 

522 

1 

108 


801 

2 

501 

5 

550 


984 


469 

1 

143 

1 

141 


BOO 

2 

461 

YEAR MOVED INTO UNIT 
























OWNER OCCUPIED 

2 928 


754 

3 

256 

2 

406 

6 

337 

9 

566 

3 

033 

1 

936 

1 

588 

3 

484 

1 

96B 

3 

603 

1956 TO MARCH I960 , . 

469 


130 


528 


266 


937 

2 

241 


474 


304 


190 


391 


283 


544 

1954 TO 1957 

626 


104 


556 


325 

1 

450 

2 

231 


554 


355 


251 


571 


323 


633 

1940 TO 1953 

1 208 


370 

1 

298 


950 

2 

418 

3 

669 

1 

250 


834 


656 

1 

618 


777 

1 

431 

1939 OR EARLIER 

625 


150 


874 


845 

1 

532 

1 

425 


755 


443 


491 


904 


585 


995 

RENTER OCCUPIED 

1 148 

3 

269 

2 

138 


983 

5 

985 

10 

844 

1 

084 


992 

1 

635 

1 

458 

1 

399 

4 

437 

1958 TO MARCH I960 , , , , 

726 

1 

273 

1 

213 


417 

2 

605 

5 

832 

1 

405 


559 


340 


736 


659 

1 

809 

1954 TO 1957 

193 


851 


477 


236 

1 

427 

2 

417 


244 


270 


441 


366 


343 

1 

162 

1940 TO 1953 

166 


823 


364 


252 

1 

451 

2 

096 


269 


133 


501 


304 


345 

1 

098 

1939 OR EARLIER. . 

63 


322 


84 


78 


502 


499 

i 

86 


30 


353 


52 


52 


368 

HEATING FUEL 
























UTILITY GAS 

835 


890 

1 

638 


720 

7 

413 

14 

152 

1 

347 


781 


974 

1 

302 

1 

176 

3 

506 

FUEL OIL? KEROSENE? ETC 

... 


44 


64 


. . . 


229 


385 


21 


... 


« • . 


19 


• « « 


78 

COAL OR COKE 

830 


192 


837 


63 


77 

1 

085 


. . * 


79 


... 


20 


41 


61 

WOOD 

1 464 

2 

451 

1 

757 

1 

606 

2 

458 

3 

063 

1 

625 

1 

018 

1 

698 

2 

018 

1 

389 

2 

957 

ELECTRICITY 

462 


60 


339 


* . . 


78 


57 


82 


120 


13 


143 


86 


69 

bottled? tank? OR LP GAS 

485 


386 


666 


977 

1 

083 

1 

590 


928 


912 


460 

1 

292 


675 

1 

344 

OTHER FUEL 

t * * 


... 


55 


23 


89 


22 


74 


• . . 


65 


108 




• . * 

NONE 

... 


... 


38 


... 


95 


56 


40 


18 


13 


40 


... 


25 

WATER HEATING FUEL 
























UTILITY GAS 

219 


627 


591 


621 

6 

024 

10 

169 


657 


301 


601 


8BX 


484 

2 

381 

ELECTRICITY 

1 719 


129 

1 

717 


129 


300 


689 


337 


528 


62 


756 


753 


273 

COAL OR COKE 

« * « 


• • a 


... 


... 


... 


. • . 


. • . 


... 


... 







WOOD 

... 


... 


. • • 


• . . 


41 


19 


19 


• . * 


20 


. . « 


... 


62 

BOTTLED. TANK. OR LP GAS 

44 


164 


146 

1 

099 


885 


736 


537 


244 


246 


241 


122 


789 

FUEL OIL? KEROSENE. ETC 

... 


25 


. • • 


... 


20 


19 


21 


... 


• • • 







OTHER FUEL 

• . . 




• . • 


... 


« t • 


* • * 


. . « 



i 

• • • 


• • • 


... 



NONE ......... 

2 094 

3 

070 

2 

940 

1 

540 

5 

044 

8 

770 

2 

546 

1 

055 

2 

294 

3 

064 

2 

008 

4 

535 

COOKING FUEL 
























UTILITY GAS 

154 


709 


764 


820 

6 

431 

12 

501 

1 

126 


498 


958 


981 


613 

3 

049 

ELECTRICITY 

2 856 


337 

3 

537 


391 

1 

094 

1 

838 


986 


926 


120 

1 

689 

1 

435 


620 

BOTTLED. TANK. OR LP GAS 

132 


480 


166 

1 

693 

2 

051 

1 

838 

1 

005 


974 


554 

1 

149 


219 

1 

508 

FUEL OIL. KEROSENE. ETC 

22 


39 


21 


... 


193 


193 


20 


19 


19 


... 




46 

COAL OR COKE 

65 


19 


* • • 


18 


17 


375 


. • . 


. • . 


• • . 


• • . 




20 

WOOD 

825 

2 

420 


904 


467 

2 

393 

3 

517 


920 


488 

1 

551 

1 

074 

1 

083 

2 

797 

OTHER FUEL • 

. » • 


... 


... 


... 


45 


22 


58 


• • t 


21 


49 





NONE , , 

22 


19 


« • ■ 


... 


98 


126 


... 


21 j 




... 


'I? 


... 
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State and Small Areas 


Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSAs: 

i960 


[Based on sample; see text. Median not shown where base is less than 200; plus (-f) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL OCCUPIED UNITS . . . . 
CLOTHES WASHING MACHINE 
WRINGER OR SPINNER 

automatic or semi-automatic. . . 
washer-dryer combination .... 

NONE 


CLOTHES DRYER 


GAS HEATED .... 
ELECTRICALLY HEATED 
NONE 


HOME FOOD FREEZER 


i OR MORE, 
NONE . . 


TELEPHONE AVAILABLE 


YES, 
NO . 


AUTOMOBILES AVAILABLE 


1 * . . . 

2 . . . . 

3 OR MORE, 
NONE . . , 


AIR CONDITIONING 


ROOM UNITt 

1 

2 OR MORE. . 

CENTRAL SYSTEM 
NONE 


TELEVISION SETS 


1 . . « . . 

2 OR MORE, 
NONE . • , 


RADIO SETS 


1 . • . . , 

2 OR MORE. 
NONE . . . 


VALUE 


OWNER OCCUPIED 
LESS THAN SSiOOO . 
$5 1 000 TO S7i400 , 
$7»500 TO $9»900 , 
SlOiOOO TO $12t400 
$12f500 TO S14f900 
SlSfOOO TO S17.400 
$17f500 TO S19i900 
$20 t 000 TO $24 t 900 
$25 » 000 TO $34 f 900 
$35*000 OR MORE. • 


median ; DOLLARS 

VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED . DOLLARS 


GROSS RENT 

RENTER OCCUPIED. . 

LESS THAN . . 

$20 TO $29 . 

$30 TO $39 

$40 TO $49 

$50 TO $59 

$60 TO $69 , 

$70 TO $79 

$aO TO $99 

$iOO TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS 


CONTRACT rent 


RENTER OCCUPIED 

median .... DOLLARS 

VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED DOLLARS 


ADAMS 

ALCORN 

AMITE 

ATTALA 

BENTON 

BOLIVAR 

CALHOUN 

CARROLL 

CHICKASAW 

CHOCTAW 

CLAI- 

BORNE 

10 143 

7 414 

3 886 

5 725 

1 840 

13 328 

4 323 

2 715 

4 523 

2 302 

2 649 

2 685 

3 743 

1 336 

2 160 

1 129 

4 003 

2 478 

1 097 

2 057 

1 330 

514 

3 122 

i 715 

1 035 

1 018 

199 

2 588 

940 

290 

1 241 

166 

410 

77 

60 

. . . 

18 

26 

131 

22 

. . • 

21 

. . . 

25 

4 259 

1 896 

1 515 

2 529 

466 

6 606 

083 

1 328 

1 204 

806 

1 700 

207 


63 

32 



21 





383 

264 

84 

156 

21 

533 

42 

17 

226 

18 

50 

9 553 

7 130 

3 739 

5 537 

1 819 

12 795 

4 260 

2 690 

4 297 

2 284 

2 599 

1 599 

1 566 

1 247 

1 119 

573 

2 787 

1 545 

693 

i 418 

747 

436 

a 544 

5 848 

2 639 

4 606 

1 267 

10 541 

a 778 

2 022 

3 105 

1 555 

2 213 

6 324 

3 479 

1 141 

2 175 

.361 

4 571 

1 605 

583 

1 919 

592 

807 

3 819 

3 935 

2 745 

3 550 

i 459 

8 757 

a 718 

2 132 

2 604 

1 710 

1 642 

4 701 

3 991 

2 065 

2 863 

1 060 

5 312 

2 382 

1 398 

2 283 

1 349 

1 024 

1 753 

977 

619 

878 

240 

1 189 

665 

405 

779 

331 

86 

197 

80 

64 

34 

26 

251 

126 

17 

88 

19 

25 

3 492 

2 366 

1 138 

1 950 

506 

6 576 

1 146 

895 

1 373 

603 

1 514 

863 

712 

72 

263 

151 

1 073 

324 

122 

368 

55 

214 

908 

383 

63 

133 

27 

827 

171 

61 

209 

74 

119 

252 

Bi 

. . * 

. . * 

... 

168 

... 

... 

62 


24 

8 120 

6 238 

3 751 

5 329 

1 662 

11 260 

3 828 

2 532 

3 884 

2 173 

2 292 

6 174 

4 809 

2 055 

3 156 

1 111 

5 065 

2 731 

928 

2 685 

1 217 

1 173 

286 

227 

42 

58 

27 

203 

... 

33 

101 


63 

3 683 

2 378 

1 789 

2 511 

702 

8 060 

1 592 

1 754 

1 737 

1 085 

1 413 

6 263 

5 707 

2 721 

4 167 

1 502 

9 460 

3 523 

2 006 

3 536 

^ 1 912 

1 789 

1 704 

1 046 

448 

450 

95 

1 664 

470 

232 

475 

111 

313 

2 176 

661 

717 

1 108 

243 

2 204 

330 

477 

512 

279 

547 

4 383 

2 838 

773 

1 750 

312 

3 916 

1 214 

391 

1 332 

i 571 

761 

942 

1 121 

330 

748 

147 

1 729 

338 

203 

494 

333 

365 

733 

589 

210 

341 

81 

474 

435 

116 

306 

134 

125 

640 

368 

110 

268 

40 

476 

209 

24 

194 

52 

58 

865 

287 

76 

197 

23 

577 

96 

28 

132 

1 

54 

323 

130 

15 

56 

17 

267 

44 

12 

70 

4 

39 

262 

113 

12 

71 

4 

158 

40 

... 

68 

a 

41 

112 

81 

12 

6 

... 

66 

16 

4 

13 

4 

27 

184 

70 

4 

45 

... 

86 

a 


51 

8 

18 

159 

53 

. . « 

12 

... 

41 

24 

**4 

4 

4 

25 

163 

26 

4 

4 

... 

42 

4 

* . * 



9 

9 500 

6 300 

5 700 

5 900 

5 300 

6 200 

6 500 

5 000- 

6 400 

5 OOol 

5 300 

85 

43 

5 

10 

... 

12 

... 

... 

16 

... 

4 



... 


... 

... 

... 

... 

... 

... 

... 

4 841 

2 236 

1 065 

1 536 

365 

3 734 

1 027 

704 

1 421 

465 

1 146 

735 

300 

277 

211 

52 

697 

170 

128 

216 

68 

211 

600 

357 

162 

209 

30 

748 

176 

62 

209 

53 

277 

772 

369 

64 

226 

28 

378 

83 

41 

124 

38 

107 

492 

291 

54 

145 

18 

294 

61 

16 

128 

25 

58 

437 

200 

44 

65 

36 

169 

42 

12 

139 

12 

44 

416 

136 

26 

66 

4 

176 

38 

16 

91 

12 

31 

232 

72 

20 

65 

... 

164 

16 

5 

58 

20 

19 

287 

68 

12 

48 

8 

126 

4 

12 

32 

4 

19 

110 

20 

8 

10 

4 

8 

8 

... 

7 

12 

7 

43 

8 

6 

3 

4 

32 

16 


4 


5 

517 

417 

386 

486 

181 

942 

413 

390 

413 

221 

370 

38 

37 

24 

35 

... 

29 

28 

24 

36 

30 

26 

4 324 

1 821 

677 

1 050 

164 

2 792 

614 

314 

1 008 

244 

77B 

27 

26 

20- 

22 

* t * 

20- 

20- 

20- 

23 

22 

20- 

397 

147 

80 

55 

12 

232 

12 

... 

24 

5 

55 

40 

... 

... 

... 

• • * 

26 

... 

... 

... 

... 

... 


Mississippi 


26-5;i 


Table 30. — Financial Characteristics and Selected EquiPME.srr, for Counties Outside 

1960— Con. 

[Based on sample; see text Median not shown where base U less than 200; plus {+) or minus (-) after number indicates median above 

or below that number] 


Ciwhrs W.i«,hiri£; 

Mi:h:nr 
4‘io?h.« Drier 
Hone Ftfoci Frrexer 
Tcicrhc^c Avji;. 
Aut.>nDr:lrj> A%'3!!. 


Air 

lekviMort Sets 
Rsidio Seti 
Value 
Gri>bS Rent 
•i .onttas.r Rent 


SUBJECT 


ALL OCCUPIED UNITS 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC 

washer-drter combination 

NONE . . . . • , 

CLOTHES dryer 

GAS HEATED 

ELECTRICALLY HEATED 

NONE , , . , 

HOME FOOD FREEZER 

1 OR MORE , 

NONE 

TELEPHONE AVAILABLE 

YES. . . « 

NO 

AUTOMOBILES AVAILABLE 

1 . • * 



3 OR MORE 

NONE . 

AIR CONDITIONING 

ROOM UNIT: 

1 

2 OR MORE 

central SYSTEM 

NONE 

TELEVISION SETS 



2 OR MORE • 

NONE 

RADIO SETS 

i. . 

2 OR MORE 

NONE 

VALUE 

OWNER OCCUPIED ... 

LESS THAN $5,000 

SSfOOO TO $7 .400 

$7,500 TO $9,900 

$10,000 TO $12,400 . . 

$12,500 TO S14t900 

$15,000 TO 517.400 • * 

$17,500 TO $19,900 ..... 

520.000 TO $24,900 

$25,000 TO $34,900 * . . • 

$35,000 OR MORE 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR SALE. • . . . • 
median price ASKED DOLLARS 


GROSS RENT 


RENTER OCCUPIED 

LESS THAN 

$20 TO $29 

$30 TO 

$40 TO $49 

$50 TO $59 

$60 TO $69 

$70 TO $79 ... • . • 

$80 TO $99 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN dollars 


CONTRACT RENT 


RENTER OCCUPIED 

median DOLLARS 


VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED 


1 402 
1 245 
25 
1 767 


144 
4 295 


1 711 

2 728 


1 312 
3 127 


2 221 
321 
24 
1 873 


213 
146 
24 
4 056 


2 889 
91 
1 459 


3 110 
291 
1 038 


5 013 


1 462 
799 
258 
162 
130 
29 
34 
12 
21 
12 
5 

000 - 


1 318 
223 
222 
158 
112 
36 
28 
24 
53 
20 
12 
430 
30 


886 

20 - 


i 


1 709 
1 469 
60 
I 775 


99 
4 914 


1 198 
3 815 


2 260 
2 753 


2 189 
775 
63 
1 986 


593 

281 

102 

037 


3 212 
40 
1 761 


3 729 
536 
748 


1 832 
642 
297 
241 
387 
69 
82 
35 
47 
28 
4 

7 300 


26 


1 741 
309. 
261 
142 
136 
165 
167 
73 
83 
15 
14 
376 
38 


1 365 
27 


3 475 
1 190 
455 
492 
513 
234 
172 
113 
145 
81 
80 

8 000 


5 716 
378 
778 
911 
534 
288 
298 
188 
220 
68 
24 
2 031 
38 


3 685 
27 


187 


COAHOMA 1 

COPIAH 1 COVINGTON: 

! 

OE SOTO i 

FORREST ! 

FRANKLIN 

GEORGE ! G»EE»»€ ' GRENADA 

11 926 

7 

140 

3 519 1 

5 

568 1 

14 

679 

2 553 

2 

849 

2 040 

5 

040 

2 857 

2 

357 ! 

f 

1 652? 

2 

284 

2 

687 

954' 

1 

095 

7C7 

1 

446 

a 35 a 

1 

236 

708 i 


998 1 

6 

656 ; 

5091 

1 

061 

681 

1 

321 

la 


20 

61 i 


27 


143. 

, , , : 


71 

• . . 



6 693 

3 

527; 

1 098 i 

2 

259 

5 

193 , 

1 090' 


622 

652 

2 

273 

85 


54 





78 . 







439 


123 

*38' 


160 : 


739 , 

*22 


*55 

*21 


155 

11 402 

6 

963 

3 4811 

5 

408 

13 

862 

2 531 

2 

794 

2 C19' 

4 

685 

1 630 

1 

602 I 

1 139’ 

1 

034 

2 

914 

791 

, 

LOB 

898 

1 

015 

10 296 

5 

538 ! 

i 

2 380 i 

4 

534 

11 

765 1 

1 -^62 

* 

741 

I 142 

4 

025 

4 972 

2 

929 

1 312i 

1 

805 ; 

9 

239 I 

505: 

1 

251' 

332 

2 

239 

6 954 

4 

211 

2 207 } 

3 

763 

5 

440 ‘ 

2 048: 

* 

598, 

i 708 

2 

801 

4 657 

3 

611 

1 852 1 

2 

550 

7 

848 1 

1 436 

1 

556 

1 094 ’ 

2 

275 

1 058 


830 

2741 


570 

2 

642! 

157 


354 ' 

287; 


862 

56 


60 

78 1 


80 


323 ; 

• ■ . ; 


36 

44 


122 

6 155 

2 

639 

1 315j 

j 

2 

368 

3 

666 : 

960 


923 

615 

1 

781 

1 043 


272 

77 


339 

1 

692! 

118' 


221 

44' 


580 

911 


163 

40 


178 


856 ; 

3a; 


110: 

21; 


272 

225 


61 

40 


... 


250 ' 

19 


1 8 

« • • 


79 

9 747 

6 

644 

3 362 

5 

051 ; 

11 

879 i 

2 378 

2 

500 

1 975 

4 

109 

5 634 

4 

516 

2 107 

3 

143 i 

11 

353 ; 

1 260 : 

2 

289 

1 094 i 

2 

825 

304 


165 

82 


151 1 


439 1 

61 


74) 

... 1 


57 

5 988 

2 

459 

1 330 

1 2 

274 1 

2 

887 1 

1 232 


486; 

946 

2 

158 

a 271 

4 

! 

874 i 

2 460 

3 

1 

629 1 

9 

338 j 

1 596; 

1 

9IS i 

i 509; 

3 

275 

1 684 


762 

386 


793 ' 

3 

134 ! 

244; 


221 i 

108! 


^>4 

1 971 

1 

504 1 

673 

1 

146: 

2 

207 1 

713 1 


710! 

423! 


861 


2 420 
1 004 
414 
320 
282 
171 
108 

32 
48 

33 
8 

6 200 
20 


2 358 
580 
360 
191 
196 
144 
102 
36 
72 
17 
15 
645 
28 


1 713 
20 - 


762 

367 

224 

84 

63 

8 

12 


5 200 
6 


584 

120 

60 

71 

30 

28 

30 

23 

i2i 

4 

4 

202 

32 


382 

21 


955 ; 
251 I 
140 I 

126 i 
148! 
69 ' 
98 , 
40 . 
25! 
40 I 
18 ■ 
9 200 

22 


2 135 
208 
215 
166 
157 
114 
43 
92 
72 
32 
20 

1 016 
38 


1 119 
22 


8 361 
2 408 
1 281 
I 320 
1 379 
665 
481 
249 
280 
161 
117 

8 400 j 

123 ! 


4 611 
334 
907 
599 
562 
513 
413 
214 
369 
96 
69 
535 


4 076 
35 


966> 
534; 
2081 
81 ; 
83 I 

I 

28 I 

*121 

4 i 


944 I 
474 • 
201 ; 
66 ; 
77! 
41 1 
41 I 

12 ; 

12 I 

20 I 
5 000 - 


515 

46 


784 

240 

82 

49 

24 
40 

25 
12 
24 

30 

258 

23 


526 

20 - 


41 

28 

41 

35 

41 

26 

17 

13 

5 

181 

53 


251 

39 


740 I 
422 i 
124; 
80 ' 
48 
21 ' 
16 i 

9 

12 ' 

*’ei 

5 000 -i 


362 ! 

66 i 

SEj 

21 I 
12. 
14 I 
4 i 


I 997 
591 
379 
332 
313 
151 
92 

35 
44 

36 
24 

7 700 

16 


1 913 
320 
405 
245 
213 
194 
78 
66 
54 
25 
17 
296 
33 


617 

22 




26-54 


State and Small Areas 


Table 30, — Financial Characteristics and Selected Equipment, for Counties Outside SMS A s: 

I960”— Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-f-) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 







— 1 







■n 


~1 


”1 


“1 

JEFFER- 

SUBJECT 


HANCOCK 

HARRISON 

HOLMES 

HUMPHREYS 

ISSAQUENA 

ITAWAMBA 

JACKSON 

— 

JASPER 

JEFFERSON 

SON 

DAVIS 

ALL OCCUPIED UNITS • . . . 


3 

857 

30 

981 

6 

798 

4 

536 

865 

4 

218 

14 

612 

4 

191 

2 

551 

3 304 

CLOTHES WASHING MACHINE 




















WRINGER OR SPINNER 


1 

323 

5 

943 

1 

941 

1 

334 

338 

2 

838 

2 

936 

1 

878 


744 

1 238 

AUTOMATIC OR SEMI-AUTOMATIC. . . 

t , f • . 

1 

710 

17 

054 

1 

237 


600 

204 


820 

7 

656 


800 


237 

738 

WASHER-DRYER COMBINATION • . . . 

. , . . . 


. . . 


263 


a • • 


• . . 

... 


... 


174 


39 


. * . 

21 

NONE 



B24 

7 

721 

3 

620 

2 

602 

323 


560 

3 

846 

1 

474 

1 

570 

1 307 

CLOTHES DRYER 




















GAS HEATED 



123 


930 


... 


... 

• . . 


... 


79 


. . . 


26 

. 1 . 

ELECTRICALLY HEATED 

t T -r - t 


616 

2 

299 


49 


168 

• 9 « 


79 


742 


85 


. . . 

63 

NONE ... 


3 

IIB 

27 

752 

6 

749 

4 

368 

865 

4 

139 

15 

791 

4 

106 

2 

525 

3 241 

HOME FOOD FREEZER 




















1 OR MORE 

t t * * • 

1 

305 

5 

596 


814 


854 

329 

1 

493 

3 

594 

1 

382 


380 

933 

NONE 


2 

552 

25 

385 

5 

984 

3 

682 

536 

2 

725 

11 

018 

2 

809 

2 

171 

2 371 

TELEPHONE AVAILABLE 




















YES. . . . 


1 

963 

18 

020 

2 

575 

I 

247 

184 

1 

236 

8 

947 

1 

226 


600 

1 120 

NO 



1 

894 

12 

961 

4 

223 

3 

289 

681 

2 

982 

5 

665 


965 

1 

951 

2 184 

AUTOMOBILES AVAILABLE 






















2 

138 

19 

842 

2 

821 

1 

704 

464 

2 

336 

6 

663 

2 

077 

1 

092 

1 882 


. . . . • 


447 

5 

086 


834 


589 

38 


858 

3 

076 


587 


138 

448 

3 OR MORE 

. , . . . 


167 


505 


51 


126 

31 


94 


294 


44 


. . • 

63 

NONE 


1 

105 

5 

548 

3 

092 

2 

117 

332 


930 

2 

579 

1 

483 

1 

321 

911 

AIR CONDITIONING 




















ROOM UNITS 




















1 



260 

4 

615 


354 


247 

62 


413 

i 

518 


227 


23 

110 

2 OR MORE 

, . . . . 


55 

2 

806 


310 


233 

16 


119 


669 


39 


73 

119 

central SYSTEM , 

f f * • • 


75 


628 


25 


22 

47 


72 


272 


22 


> . . 

41 

NONE * . * . 


3 

467 

22 

932 

6 

109 

4 

034 

740 

3 

614 

12 

153 

3 

903 

2 

455 

3 034 

TELEVISION SETS 






















2 

771 

24 

621 

3 

239 

2 

291 

328 

2 

913 

11 

331 

2 

827 


845 

1 646 

2 OR MORE 




73 

1 

425 


98 


128 

31 


18 


610 


84 


25 

62 

NONE 


1 

013 

4 

935 

3 

461 

2 

117 

506 

1 

287 

2 

671 

1 

280 

1 

601 

1 594 

RADIO SETS 





















• fl • • « 

2 

708 

19 

317 

4 

832 1 

2 

786 

1 520 

3 

087 

9 

938 

3 

084 

1 

715 

2 354 

2 OR MORE 



642 

6 

854 


618 1 


451 

102 


548 

2 

618 


394 


317 

252 

NONE 



507 

4 

810 

1 

348 1 

1 

299 

I 243 


583 

2 

056 


713 


519 

698 

VALUE 










1 










OWNER OCCUPIED 

• 9 • ■ « 

2 

272 

14 

969 

2 

079 ' 


955 

1 

99 

1 

086 

8 

681 


945 


543 

542 

LESS THAN $5,000 

• f « • » 


8l4 

3 

461 

1 1 

143 


360 

i 63 


476 

1 

722 


419 


282 

182 

$5,000 TO $7,400 , , 



453 

2 

688 


290 


133 

25 


302 

1 

807 


216 


139 

85 

$7,500 TO $9,900 



340 

2 

316 


177 , 


88 

... 


118 

1 

494 


101 


55 

82 

$10,000 TO $12,400 



230 

2 

146 


226 


161 

4 


87 

1 

429 


125 


25 

77 

$12,500 TO $14,900 



106 

1 

447 


85 


60 

• • • 


38 

787 


34 



35 

$15,000 TO $17,400 



106 

1 

111 


69 


37 

4 


8 


532 


26 


20 

27 

$17,500 TO $19,900 . 



40 


538 


13 


22 

• . • 


12 


216 





21 

$20,000 TO $24,900 . 



67 


533 


27 


35 

... 


30 


326 


16 


12 

17 

$25,000 TO $34,900 

B 9 * • 9 


62 

1 

441 


26 


20 

3 


7 


198 


6 


5 

12 

$35,000 OR MORE 

9 • 9 9 • 


46 


288 


23 


39 

... 


B 


170 




5 

4 

MEDIAN 

DOLLARS . 

' 6 

600 

8 

900 

5 000- 

7 

200 

... 

5 

600 

B 

900 

5 

600 

5 1 

DOO- 

7 600 

VACANT available FOR SALE. . 

. . . « . 


127 


308 


12 







120 




4 


MEDIAN PRICE ASKED 

DOLLARS . 


... 

12 

700 







-• 








GROSS RENT 










1 






! 




RENTER OCCUPIED 



792 

12 

733 

2 

193 

2 

454 

319 ' 


9B8 

4 

062 


936 ' 

1 

018 

672 

LESS THAN $20 



26 


161 


503 


234 

25 , 


145 


65 


175 1 


306 

142 

$20 TO $29 



79 


575 


255 


267 

7 


158 


165 


95 


90 

95 

$30 TO $39 



59 

1 

159 


138 


101 

10 , 


74 


601 


32 1 


20 

16 

$40 TO $49 • . . • 



81 

1 

529 


SO 


81 

6 


52 


407 


71 ’ 


31 

30 

$50 TO $59 



69 

1 

551 


103 


87 

6 


53 


432 


29 


28 

20 




76 

1 

808 


68 


52 

3 


45 


482 


56 


22 

23 

$70 TO $79 ........... 



37 

1 

341 


29 


40 

... 


17 


422 


32 


9 

16 

$80 TO $99 * 

$100 TO $119 ... 



45 

4I 

1 

959 

951 


13 

8 


35 

21 



16 

8 


631 

149 


28 

7 


19 

9 

4 

4 

$120 OR MORE 



a 


663 




12 

* * • 




92 


23 



4 

NO CASH PENT .... 



271 

1 

036 


996 

1 

524 

262 


420 


616 


368 


464 

316 

MEDIAN 

DOLLARS . 


52 


65 


24 


29 

... 


29 


61 


31 


20- 

24 

CONTRACT RENT 










1 










RENTER OCCUPIED , 

. « . • . 


521 

11 

697 

1 

197 


930 

57 1 


568 

3 

446 


548 


534 

356 

MEDIAN 

dollars . 


43 


57 


20- 


20- 

1 . . , 


20- 


48 


20- 


20- 

20- 

VACANT AVAILABLE FOR RENT, . 

. • * . . 


134 

1 

627 


47 


42 

7 , 


5 


363 


65 


47 

30 

MEDIAN RENT ASKED 

DOLLARS ., 


... 


67 


... 



...! 




50 







JONES 


15 919 


4 330 
6 25B 

ao 

5 251 


140 
634 
15 145 


5 056 
10 863 


e 962 
6 937 


7 196 

3 847 
376 

4 500 


1 899 
811 
346 
12 863 


12 322 
564 
3 033 


U 305 
2 662 
I 872 


7 034 
1 659 

1 26a 

1 397 
1 045 
597 
406 
193 
240 
143 
lit 

8 600 

112 


5 24a 
335 
853 
945 
764 
432 
327 
20 1 
207 
171 
12<S 
631 ^ 
Ml 


4 411 
3 

16 < 


Mississippi 






Tabic 30. Financial Characteristics and Selected Eqltpme.nt, for Col ntu.s Oltside 

1960 — Con. 

[Based on sample; see text Median not shown where base is less than 200; plus f-r) or minus f - ) after number indkato medlar above 

or below that number] c 


. . *! ' r*. I ' 

H.-nr F » I rrcsrr 

-ir': 


Alt 

Is i: W',. ‘H XT^i 

Vilut 
i ?T. '•.s Rt'.: 
.r,rru..r htr.T 


SUBJECT 


ALL OCCUPIED UNITS .... 
CLOTHES WASHING MACHINE 


WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC, 
WASHER-DRYER COMBINATION , , 
NONE 


CLOTHES dryer 

GAS HEATED , 

ELECTRICALLY HEATED 

NONE 

HOME FOOD freezer 

1 OR MORE 

NONE 

TELEPHONE AVAILABLE 

YES 

NO 


AUTOMOBILES AVAILABLE 





3 OR MORE 

NONE 


AIR CONDITIONING 

ROOM UNIT! 

1 

2 OR MORE . , . , 

central system 

NONE 


TELEVISION SETS 



2 OR MORE 

NONE 


RADIO SETS 

1 * 

2 OR MORE 

NONE 


OWNER OCCUPIED 
LESS THAN S5 i 000 . 
SSfOOO TO $7i400 . 
$7i500 TO $9t900 , 
SlOfOOO TO Sl2i400 
$12»500 TO $mi900 
SlStOOO TO Sl7f400 
SITpSOO TO S19f900 
$20 » 000 TO $24 1 900 
$25 1 000 TO $34 1 900 
$35 f 000 OR MORE. . 
MEDIAN 


VACANT AVAILABLE FOR SALE 
MEDIAN PRICE ASKED 


GROSS RENT 


DOLLARS 


RENTER OCCUPIED. 

LESS THAN 

$20 TO $29 

$30 TO $39 . 

$40 TO • • • 

$50 TO $59 

$60 TO $69 . . • • • 

$70 TO $79 . 

$B0 TO $99 . 

$100 TO $119 

$120 OR MORE 

NO CASH RENT • 

MEDIAN ........ DOLLARS 

CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN DOLLARS 

VACANT available FOR RENT 

MEDIAN RENT ASKED DOLLARS 


996 

295 


38 
2 949 


920 
2 067 


621 
2 366 


LAFA- 

YETTE 


812 

192 


2 018 
1 355 
77 
I 664 


57 

43 

132 

254 

4 925 

3 422 


1 641 
3 473 


2 285 
2 829 


2 951 
912 
113 
1 138 


LAUDER- ; LAWRENCE wEAKE ^EE ;.01iND£S 

OALE 


3 719 ; 19 326: 2 695 4 855 i: 695. 


1 483 

2 236 


2 148 
541 
60 
970 


220 

664 

255 

1 815 i 

19 

373 

108 

749 

19 

111 

22 

361 

2 729 

3 966 

3 334 

16 401! 

1 541 

3 270 

2 539 

14 312 

19 

175 

BO 

1 263 

1 427 

1 669 

1 100 

3 751 

1 659 

3 555 

2 533 

12 531 

332 

772 

445 

4 423 

796 

787 

741 

2 372 

437 

1 372 

1 504 

8 855 > 

201 

317 

764 

2 057 

117 

179 

257 

1 530 

39 

184 

168 

1 589 

46 

157 

148 

1 358 

13 

178 

37 

1 036 

4 

115 

51 

535 

4 

41 

25 

206 

9 

84 

20 

280 

4 

89 

12 

156 

• • » 

28 

12 

108 ' 

5 400 

10 LOO 

5 000- 

8 800 

1 * . 

20 

18 

126 

• . « 

. . , 

... 


644 

1 791 

663 

7 671 

212 

166 

54 i 

1 004 

55 

205 

55 

1 604 

. • • 

133 

52 

1 103 

36 

153 

54 

986 

23 

325 

58 

754 

18 

99 

50 

530 

10 

109 

60 

343 

5 

112 

29 

361 


67 

8 

153 

7 

47 

21 

116 

278 

375 

222 

717 

20- 

52 

51 

38 

366 

1 416 

441 

6 954 

20- 

37 

33 

28 

36 

48 

64 

462 



* * *. 

49 


4 058; 

1 233 

2 2C'' 

4 606 

3 :5S 

2 4-^4 

3 354 

2 265 

2 541 

6 795^ 

451 

77m. 

3 649 

3 ;85 

2 594 

4 468 

: 258 

: ■"7t 

37; 

* ■ . 

, • , 

66 

;83 

mC 

57 

47 

36 

8 436; 

971 . 

1 874 

3 374 

5 *^56 

2 223 

4 :7e 

3 9-’2 

i 84* 


170, 19 23 

677! ... izZ 6**: 

18 479 1 2 6'?6 4 735 l: DC! 


1 406 4 219 , 953 1 561 3 565 

2 3131 15 107 I 1 742 3 294 b 13: 


11 494 
7 832 


9 367 
3 362 
320 
6 277 


699 1 180 6 2'^: 

1 996 1 3 6'’5' 5 425> 


1 313 
327 ' 
39 

1 016 


6C ; 
19' 


1 531 I 
40 : 
1 124 ! 


1 946 ; 
195 1 
554 : 


782 

406 

191 

86 

52 

12 

20 

4 


2 442 
491 ' 
129 
1 793 


17} 


570 
107 
43 
49 
47 
49 t 
27 j 
5 
10 
4 
14 
215 
36 


355 

21 


6 563 
2 43: 


21 

3-»2 

11 509 


2 114 
9 668 . 


5 200 

6 ■'82 


5 v95' 
1 3T’^ 
158 
5 352 


246 1 
2*^9 
6 806 ,’ 


2 414 ; 
4 91 '» 


3 916: 
3 415' 


3 687 
1 189 


18 
: 224 


2 528 
9 429 


6 153: 
5 604 


6 350 
1 ■^3"': 

451- 
3 419 1 


21 
103 
418 ' 


1 523 
6 :;9, 


2 481 . 
5 061; 


3 128 
939 
221 • 
3 254 


56 
20C 
5 936 


2 299 

3 899 


2 67B 

3 52C 


3 s-*; 
90C 
69 
1 656 


;o6 

1 313 

1 

609 

332 

1 681 


282: 

48? 

128 

1 llO' 

1 

148 

453 

9:6' 


198 

243 

6C ■ 

363 


245 

142. 

1 086: 


62 

41 

561 

8 909' 

9 

:sQ 

6 404 

B 274; 


000; 

5 42*^ 

255 

a 209 

6 

125 ^ 

4 764 

8 564 ' 

4 

259 . 

3 741 

86 

316 


266 

123 

595 


206 j 

18 

514 ' 

3 170: 

5 

592 

2 444 , 

2 •»98 

3 

C77 j 

2 439 

553 1 

8 659. 

8 

427 ; 

5 113 i 

8 090' 

5 

476 

4 647 

284 ^ 

1 673 

1 

696 

1 157 , 

2 338 


781 

658 

CIS , 

1 363 

* 

659 : 

1 061 ; 

1 529 


285 

893 

087 

4 779 

3 

185 , 

2 542 1 

4 324 : 

2 

067 

2 276 

463 . 

1 C39; 


863 

827 ! 

1 466 


646 . 

7f7 

270 ; 

787 


344 ! 

451 ; 

576 


308 

50 c 

184 : 

766 


465 ■ 

355; 

437 


228 ' 

293 

121 

968 ^ 


456 i 

348 1 

598 ; 


334 

298 

25 ; 

423 ! 


261 

146 ; 

418; 


189 

119 

16 i 

267' 


237 : 

187 i 

341 i 


150 ; 

92 


161 


169 

75 

104 ■ 


56 

40 

4 ' 

17C' 


173 ' 

7C j 

176 ! 


97 

88 

T * T ' 

109' 


117 1 

59 

104 : 


46 

45 

4 ! 

69 


100 : 

44 

104 


13 

24 

700 

9 3CK5 

9 

600 i 

7 60C , 

8 200 . 

6 

400 . 

6 800 

10 1 

35 i 


25 1 

24 1 

80 i 


14 1 

51 

. ; 

• • • . 


... i 






758 

3 770 ! 

5 

0C2 1 

i 

2 386 ; 

: i 

4 941 i 

2 

750 ! 

1 496 

195 1 

JJO 


268 

435 

i 335! 


388 ' 

208 

83 ’ 

6 m! 


770 

30® 

1 643 ' 


580 

175 

60i 

509 

1 

126 

225 

668 j 


362 j 

212 

39 ! 

481 i 


859 

199 

435 ; 


179 1 

166 

20 1 

368 


466 

194 

422 ; 


167 ! 

137 

32 j 

329} 


327 

98 

381 1 


98 ! 

111 

12 ’ 

178 ! 


277 

127 

414 1 


60 j 

55 

4 

155 1 


261 

173 

688! 


40 j 

64 

4 I 

70 1 


98 

40 

267 ( 


44 1 

16 

. • • ' 

33 j 


28 

37 

172 j 


24 1 

17 

309 

653 


522 

550 

516 1 


608 j 

335 

24 1 

41 1 


41 1 

! 

1 38 

1 

1 1 


>oj 

j 

39 

449 

i 

3 11?! 

4 

48C 

1 636 

I ' 

1 ! 

i 4 4251 


L 942 

1 162 

20- 

28 


29 

22 



20- : 

26 

i 

28 

140 ; 


228 

93 

1 160 1 


21 

100 

• • • i 

iiiL 

— 

38 

1:1 

1 . 

— 




Table 30 . — Financial Characteristics and Selected EqDipwENT, for Codnties Outside SMSA’s: 

1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Secs 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


MARSHALL 


MONT- 

GOMERY 


NESHOBA 


OKTIB- 

BEHA 

PANOLA 

PEARL 

RIVER 

PERRY 

PIKE 

PONTOTOC 

6 068 

7 135 

6 075 

2 263 

9 674 

4 968 

1 718 

3 205 

1 995 

831 

2 639 

3 112 

1 484 

1 292 

2 397 

657 

3 323 

864 

93 

58 

20 

46 

138 

, , , 

2 773 

2 580 

1 663 

729 

3 574 

992 



37 


117 


169 

138 

154 

. . * 

319 

20 

5 899 

6 997 

5 884 

2 263 

9 230 

4 948 

1 596 

1 981 

2 088 

821 

2 584 

1 960 

4 470 

5 154 

3 987 

1 442 

7 090 

3 008 

2 688 

2 243 

2 705 

500 

5 446 

I 683 

3 300 

4 892 

3 370 

1 763 

4 228 

3 285 

3 103 

3 390 

3 387 

1 341 

4 605 

2 301 

860 

522 

621 

232 

1 010 

821 

110 

228 

83 

47 

121 

162 

1 995 

2 995 

1 984 

643 

3 138 

1 684 

836 

503 

440 


962 

309 

562 

396 

79 

24 

337 

104 

57 

. * . 

77 

... 

59 

20 

4 613 

6 236 

5 479 

2 239 

8 316 

4 535 

3 246 

4 506^ 

4 321 

1 441 

5 946 

3 311 

99 

210' 

91 

24 

122 

83 

2 723 

2 419 

1 663 

798 

3 606 

1 574 

3 997 

5 283 

4 105 

1 762 

6 822 

3 549 

1 166 

692 

1 049 

48 

1 583 

508 

903 

1 160 

921 

455 

1 269 

911 

2 071 

1 834 

2 743 

900 

4 310 

1 097 

690 

631 

1 290 

588 

1 430 

469 

305 

311 

468 

186 

799 

256 

197 

265 

338 

72 

647 

136 

292 

289 

260 

4 

739 

96 

153 

129 

96 

28 

297 

72 

206 

86 

115 

8 

128 

32 

68 

35 

52 

5 

64 

12 

82 

64 

24 

4 

90 

12 

56 

21 

41 

5 

44 

12 

20 

3 

39 

... 

44 

• • • 

8 000 

7 300 

5 400 

5 000- 

7 200 

5 800 

e 


30 


27 

17 

. » . 


... 

... 


... 

2 327 

1 639 

1 462 

445 

2 963 

963 

301 

318 

131 

77 

474 

175 

291 

264 

276 

70 

500 

124 

276 

108 

203 

45 

371 

92 

241 

105 

193 

22 

245 

68 

205 

70 

135 

13 

247 

64 

155 

96 

79 

4 

243 

60 

114 

87 

43 

4 

150 

40 

157 

78 

35 

8 

93 

40 

28 

27 

7 

• • • 

24 

4 

20 

4 

12 


32 

8 

539 

462 

348 

202 

504 

308 

41 

30 

37 

26 

35 

34 

1 788 

1 157 

1 114 

243 

2 459 

675 

29 

20- 

25 

20- 

26 

22 

103 

44 

115 

... 

13 

... 

80 

. • • 

61 


ALL OCCUPIED UNITS . . , . 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . . 
NONE 

CLOTHES DRYER 

GAS HEATED . 

ELECTRICALLY HEATED 

NONE 

HOME FOOD FREEZER 

1 OR MORE 

NONE 

TELEPHONE AVAILABLE 

YES . 

NO 

AUTOMOBILES AVAILABLE 

1 

2 

3 OR MORE 

NONE 


9 327 


5 749 


AIR CONDITIONING 


ROOM UNIT: 

1 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


RADIO SETS 


2 OR MORE. 
NONE . • . 


VALUE 


OWNER OCCUPIED 
LESS THAN SStOOO . 
SSfOOO TO *7 1 400 , 
S7t500 TO $9i900 . 
SlOtOOO TO S12f400 
SI2f5O0 TO S14t900 
$15 1 000 TO $17 1 400 
$17*500 TO $19*900 
$20*000 TO $24*900 
$25*000 TO $34*900 
$35*000 OR MORE. . 

median 


DOLLARS 


VACANT available FOR SALE. 
MEDIAN PRICE ASKED 


dollars 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN $20 

$20 TO $29 

$30 TO $39 * ’ * 

$40 TO $49 .... 

$50 TO $59 , 

$60 TO $69 , , , , • • • 

$70 TO $79 * * * 

$80 TO $99 ! * * * 

$100 TO $119 * ' * 

$120 OR MORE ! * ! * 

NO CASH RENT * 

DOLLARS 


CONTRACT RENT 

RENTER OCCUPIED 

median dollars 

VACANT AVAILABLE FOR RENT 

median rent asked dollars 


1 865 
672 

44 

2 627 


43 
5 165 


798 
4 410 


1 342 
3 866 


2 204 
305 
64 
2 635 


327 
79 
24 
4 778 


3 088 
39 

2 081 


3 779 
425 
1 004 


1 059 
379 
198 
172 
100 
59 
66 
33 
16 
16 
20 
6 900 


22 


554 

286 

156 

189 

143 

102 

59 

45 

41 

15 

12 

504 

34 


1 050 
20 


3 793 
2 531 
87 
2 916 


344 

983 


3 130 
6 197 


3 956 
5 371 


4 998 

1 545 
146 

2 638 


689 
590 
109 
7 939 


6 443 
212 
2 672 


6 215 
1 473 
1 639 


477 

301 

587 

537 

510 

276 

135 

44 

44 

19 

16 

900 

40 


2 974 
420 
392 
329 
266 
266 
218 
92 
156 
39 
21 
771 
39 


2 203 
25 


163 


547 

750 


21 
3 597 


817 
2 801 


1 475 

2 143 


i 561 
530 


262 
75 
67 
3 214 


1 810 
1 808 


2 743 
401 
474 


1 319 
637 
305 
152 
86 
57 
33 
4 
17 
24 
4 

5 200 


997 

166 

145 

109 

80 

92 

37 

38 
21 

4 

4 

299 

33 


698 

22 


2 712 
1 050 
48 
1 939 


24 
92 
5 633 


2 132 

3 617 


1 943 
3 806 


3 002 
846 
66 
1 835 


242 
211 
18 
5 278 


3 925 
110 
1 714 


4 211 
669 
869 


503 

591 

272 

266 

177 

74 

44 

21 

42 

12 

4 

500 


267 

262 

222 

104 

125 

59 

58 

30 

23 


384 

28 


883 

20 - 


2 458 
1 266 
92 
1 480 


80 
164 
5 052 


1 980 
3 316 


1 903 
3 393 


3 006 
724 
52 
i 514 


248 
109 
39 
4 900 


3 646 
109 
1 541 


3 941 
462 
893 


1 585 
629 
366 
224 
189 
77 
46 
14 
32 


6 100 
14 


128 

156 

197 

118 

77 

75 

40 

46 

19 

12 


388 

31 


740 

20 - 


814 

737 

19 

Z 415 


19 
58 
3 908 


861 
3 124 


984 
3 001 


1 637 
298 
57 
1 993 


302 
247 
39 
3 397 


1 563 

38 

2 384 


2 964 
261 
760 


928 

475 

128 

103 

104 
58 
32 

9 

4 

*15 
5 000- 


783 

186 

113 

44 

77 

36 

32 

18 

24 

4 

4 

245 

27 


538 

20 - 


Mississippi 


2()-r)7 


Tabic 30 ,'--Fin'anc‘Iai. (jiARAiTi-uisTd-s AND SiCM-cTi'i) b!qiiii>Mi'NT, TOR CouNTJus OuTsiDU SMSAs: 

196(1— Con. 

[Based on aaniple; atu’. text. MocHan not «hown where hnae ia lew« than 2(H); plua ( 1 ) or minus (-«) aCtor number indicatoB median above 

or l)el<»w that rnnulier] 


PRENTISS QUITMAN RANKIN 


AU OCCUR no UNITS 


CLOTHES WASHINO MACHINE 


WRINGER OR SPINNIR 

automatic ok SCM I -AUTOMATIC. 
WASHER-DKYER COMHINATION * . 
NONE 


clothes ORYt:R 


GAS HEATED . , . . . 
electrically HEATED. 
NONE 


HOME FOOD FREEZER 


i OR MORF. 
NONE . . . 


TELEPHONE AVAILABLE 


AUTOMOBILES AVAILABLE 


3 OR MORE* 
NONE . , . 


AIR CONDITIONING 


ROOM UNIT I 

I. .... . 

2 OR MORE. . 

central system 

NONE ..... 


television sets 


2 OR MORF. 
NONE . . • 


RADIO SETS 


2 OR MORE. 
NONE * . . 


OWNER OCCUPIED 
LESS THAN »S,000 . 
»3f000 TO »7»400 . 
STiSOO TO S9 i 900 • 
SlOiOOO TO *i2i400 
Sl2iS00 TO »I4r900 
SiSiOOO TO S17i400 
S17»300 TO SI9i900 
S20i000 TO f24»900 
»2SiOOO TO *34 t 900 
*35 1 000 OR MORE. . 
MEDIAN 


VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED 


GROSS RENT 


RENTER OCCUPIED 
LESS THAN *20. . . 
*20 TO *29 .... 
*30 TO *39 ... * 
*40 TO *49 ... • 
*50 TO *59 ... . 
*60 TO *69 ... * 
*70 TO *79 ... . 
*80 TO *99 .... 
*100 TO *119 • . • 
*120 OR MORE . • . 
NO CASH RENT . . • 

median « 


CONTRACT RENT 


RENTER OCCUPIED. 

median 


VACANT AVAILABLE FOR RENT. 
median RENT ASKED 


)TT 

SHARKEY 

SIMPSON 

SMITH 

481 

2 566 

5 193 

3 717 

519 

534 

2 600 

2 117 

026 

522 

1 178 

737 

36 

50 

• . « 

19 

900 

1 460 

1 415 

844 

37 


48 

39 

98 

100 

175 

59 

346 

2 466 

4 970 

3 619 

797 

591 

1 651 

1 473 

684 

1 975 

3 642 

2 244 

969 

612 

1 670 

1 018 

512 

1 954 

3 523 

2 699 

568 

1 042 

2 493 

2 221 

018 

295 

8B2 

239 

153 

17 

155 

50 

922 

1 212 

1 663 

1 199 

266 

193 

198 

42 

80 

100 

180 

20 

97 

26 

19 

■ • . 

038 

2 247 

4 796 

3 655 

757 

L 278 

3 6U 

2 340 

78 

25 

157 

39 

, 646 

1. 263 

1 425 

1 330 

) 829 

1 797 

3 797 

2 709 

656 

254 

545 

160 

996 

515 

851 

848 

L 784 

3B0 

1 342 

646 

7S6 

101 

459 

266 

306 

56 

301 

167 

254 

58 

243 

81 

214 

49 

169 

76 

131 

33 

52 

B 

55 

28 

44' 

4 

17 

21 

20 

12 

a 

19 

43 

4 

29 

14 

8 

5 

4 

7 

a 

6 100 

2 

8 900 

4 

6 800 

6 

5 600 

1 332 

644 

1 293 

695 

170 

114 

209 

122 

176 

56 

139 

79 

113 

66 

101 

47 

114 

62 

90 

50 

106 

53 

68 

19 

93 

29 

76 

19 

27 

55 

> 28 

7 

18 

11 

34 

49 

4 

,4 

27 

*Ii 

16 

... 

477 

' 364 

) 513 

1 348 

37 

' 41 

34 

. 27 

85! 

5 40( 

D 78C 

) 347 

2: 

2 

4 20- 

- 20- 

5< 

? 5; 

3 5( 

b 


Cllochcs Washing 
Machine 
(Uoches Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


TALLA- 

HATCHIE 


Air Cioftdicioiiin.i; 
Television Jicts 
Radio Sets 
Value 
Gross Rent 
Gontacc Rent 


1 067 10 395 


732 3 582 
582 2 016 


48 83 

96 177 

1 723 10 135 


510 2 544 

1 357 7 B51 


885 3 407 
982 6 988 


1 012 4 740 

268 1 167 

24 111 

563 4 369 


5 808 4 292 | 


2 455 1 660 

766 991 

39 44 

2 54S 1 577 


... 20 

72 187 

5 736 4 085 


1 579 922 

4 229 3 370 


I 352 1 274 
4 456 3 018 


2 299 2 466 

359 226 

107 62 

3 043 1 538 


Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

1960— Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (~) after number indicates median above 

or below that number] 


Cloches Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL OCCUPIED UNITS . . . . 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . . 
NONE 


CLOTHES DRYER 


GAS HEATED . . . . , 
ELECTRICALLY HEATED, 
NONE 


HOME FOOD FREEZER 


1 OR MORE 
none . , 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . . . 
2 . . . . 

3 OR MORE 
NONE . . 


AIR CONDITIONING 


ROOM UNIT! 



2 OR MORE. . 
CENTRAL SYSTEM 
NONE 


TELEVISION SETS 


1 . . . . . 

2 OR MORE. 
NONE . , , 


RADIO SETS 


1 . . * . 

2 OR MORE, 
NONE . . , 


VALUE 


OWNER OCCUPIED 

LESS THAN SSiOOO 

$5 1 000 TO $7 » 400 

S7»500 TO $9i900 

$10 » 000 TO $12t400 ..... 

$a2»500 TO $14f900 

SlSiOOO TO $i7i400 

$17i500 TO $19f900 

$20»000 TO $24f900 

$25 1 000 TO $34i900 ..... 

$35t000 OR MORE 

MEDIAN 

VACANT AVAILABLE FOR SALE 
MEDIAN PRICE ASKED 


GROSS RENT 

RENTER OCCUPIED. . . . 

LESS THAN «20 

$20 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 

$60 TO $69 , 

$70 TO $79 

$00 TO $99 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN 


CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN . 

VACANT AVAILABLE FOR RENT 
MEDIAN RENT ASKED. 


DOLLARS . 


DOLLARS . 


dollars . 


DOLLARS . 


DOLLARS . 


TISHO- 

MINGO 


TUNICA 


UNION 


warren 


WASH- 

INGTON 


WEBSTER 


WILKIN- 

SON 


YALO- 

BUSHA 


12 322 


20 410 


4 942 


2 678 

997 

3 283 

1 251 

3 240 

4 232 

72fe 

457 

1 017 

1 153 

3 706 

6 838 

. . . 

22 

50 

64 

130 

130 

672 

2 547 

1 044 

921 

5 238 

9 210 





20 

41 

22 

69 

1*19 

18 

781 

743 

4 054 

3 954 

5 275 

3 371 

11 521 

19 626 

1 146 

343 

1 769 

1 463 

2 190 

3 096 

2 930 

3 680 

3 625 

1 926 

10 124 

17 314 

1 249 

697 

2 107 

1 126 

7 835 

10 176 

2 827 

3 326 

3 287 

2 263 

4 487 

10 234 

2 41B 

1 624 

2 935 

2 042 

5 359 

9 153 

329 

164 

872 

541 

1 628 

2 932 

111 

75 

153 

41 

138 

571 

1 218 

2 160 

i 434 

765 

5 197' 

7 754 

199 

251 

397 

113 

t 236 

2 659 

44 

210 

220 

. . • 

647 

1 427 

. * • 

44 

34 

22 

268 

395 

3 833 

3 518 

4 743 

3 254 

10 171 

15 929 

2 417 

1 977 

4 396 

1 870 

7 954 

11 545 

22 

113 

34 

45 

511 

513 

1 637 

1 933 

964 

1 474 

3 857 

a 352 

3 069 

2 997 

4 267 

2 419 

7 508 

12 853 

309 

184 

501 

251 

2 667 

4 119 

690 

842 

626 

719 

2 147 

3 438 

1 310 

384 

1 450 

493 

5 809 

8 291 

626 

123 

431 

133 

1 660 

2 884 

320 

70 

303 

74 

1 028 

1 075 

160 

31 

178 

103 

717 

970 

118 

36 

261 

95 

877 

1 094 

33 

35 

98 

23 

497 

824 

24 

20 

54 

40 

351 

533 

17 

8 

26 

9 

223 

297 

• • . 

24 

46 

4 

215 

273 

8 

29 

38 

S 

165 

156 

4 

8 

15 

4 

76 

185 

5 200 

7 500 

7 400 

8 500 

8 300 

8 000 

13 

. . . 

... 

. • • 

36 

98 


... 

... 


* » . 

... 

072 

1 281 

1 476 

654 

5 951 

9 905 

127 

90 

292 

144 

709 

673 

179 

141 

235 

37 

1 132 

1 542 

85 

76 

151 

16 

787 

1 252 

86 

51 

218 

71 

523 

759 

57 

46 

92 

24 

608 

628 

54 

82 

71 

21 

517 

622 

38 

30 

30 

10 

388 

584 

13 

37 

36 

27 

308 

685 

4 

13 

48 

. . . 

96 

221 

... 

• • • 

24 

24 

61 

142 

229 

699 

271 

280 

822 

2 797 

32 

37 

35 

34 

39 

41 

643 

582 

1 205 

374 

5 129 

7 108 

21 

22 

20 

20- 

26 

27 

43 

29 

92 

12 

385 

603 

... 

• •• 


... 

43 

45 


1 581 

1 590 

1 069 

2 112 

1 599 

2 179 

860 

444 

401 

635 

406 

1 914 

42 

42 

... 

44 

35 

49 

1 634 

852 

1 753 

2 151 

1 327 

3 898 




40 


43 

42 

40 

31 

59 

55 

190 

4 075 

2 888 

3 192 

4 843 

3 312 

7 807 

1 427 

1 108 

557 

1 704 

744 

1 550 

2 690 

1 820 

2 666 

3 238 

2 623 

6 490 

1 032 

829 

768 

1 939 

1 071 

3 329 

3 085 

2 099 

2 455 

3 003 

2 296 

4 711 

2 206 

1 626 

1 510 

2 318 

1 868 

3 480 

493 

406 

215 

318 

267 

1 060 

61 

61 

107 

60 

91 

218 

1 357 

835 

1 391 

2 246 

1 141 

3 282 

196 

123 

50 

244 

336 

792 

61 

100 

19 

179 

107 

472 

82 

40 

13 

. . • 

• . • 

56 

3 778 

2 665 

3 141 

4 519 

2 924 

6 720 

2 429 

1 648 

1 284 

2 645 

1 699 

4 719 

42 

20 

62 

78 

72 

187 

1 646 

1 260 

1 877 

2 019 

1 696 

3 134 

3 019 

2 271 

2 348 

3 849 

2 634 

5 530 

382 

314 

227 

606 

177 

1 109 

716 

343 

648 

487 

556 

1 401 

1 492 

675 

887 

1 511 

1 OIB 

2 464 

910 

365 

437 

616 

420 

1 048 

182 

138 

212 

261 

262 

205 

121 

64 

66 

210 

145 

259 

98 

68 

41 

179 

12B 

364 

76 

16 

25 

56 

37 

263 

52 

... 

40 

82 

11 

112 

22 

8 

9 

39 

3 

32 

8 

a 

41 

28 

4 

102 

15 

8 

8 

16 

8 

39 

6 

* * * 

6 

24 

. ■ . 

40 

5 000- 

5 000- 

5 100 

6 300 

5 800 

7 200 

11 

3 

. • . 

... 

9 

15 

... 



... 

... 

... 

1 017 

696 

1 351 

1 037 

881 

2 977 

127 

115 

597 

138 

114 

313 

73 

76 

129 

169 

108 

497 

94 

93 

50 

139 

136 

316 

81 

43 

62 

90 

108 

175 

54 

41 

50 

75 

69 

149 

48 

57 

29 

48 

36 

143 

50 

20 

21 

8 

21 

181 

38 

13 

22 

16 

33 

167 

17 

4 

4 

4 

9 

43 

8 

4 

. . . 

8 

. . • 

20 

427 

230 

387 

342 

247 

973 

40 

35 

20- 

33 

37 

36 

590 

466 

964 

695 

634 

2 004 

21 

22 

20- 

21 

20 

22 

57 

34 

5 

39 

30 

8B 

... 



... 

. . . 

... 


Table 31. — Tenuri:, Vacancy Status, Condition and Pj-umbing Facilities, and Structural 
Characteristics op Rural-Nonparm Housing Units, for Counties: 1960 
[Some data based on sample; see text. Median not shown where base is less than 200} 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


ALL HOUSING UNITS. 


TENURE » COLORt AND VACANCY STATUS 


BENTON BOLIVAR CALHOUN CARROLL CHICKASAW CHOCTAW CLAI- 
BORNE 


OCCUPIED 

OWNER OCCUPIED . 

WHITE 

NONWHITE . . . 
renter OCCUPIED. 

WHITE 

NONWHITE . . . 


VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE * . * « 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLDt AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS 

3 349 

2 404 

2 991 

2 289 

1 131 

7 334 

3 054 

1 795 

1 889 

1 827 

1 473 

SOUND 

1 905 

1 124 

1 554 

1 217 

620 

3 534 

1 502 

702 

826 

799 

709 

WITH ALL PLUMBING FACILITIES 

1 652 

633 

091 

573 

361 

1 957 

1 036 

311 

446 

454 

334 

LACKING ONLY HOT WATER 

31 

20 

72 

20 

22 

85 

43 

29 

32 

6 

36 

LACKING OTHER PLUMBING FACILITIES. . , . 

222 

471 

591 

624 

237 

1 492 

423 

362 

348 

337 

339 

DETERIORATING 

720 

950 

1 052 

736 

311 

2 506 

946 

502 

714 

675 

499 

WITH ALL PLUMBING FACILITIES 

' 232 

93 

169 

48 

45 

190 

251 

101 

54 

87 

16 

LACKING ONLY HOT WATER 

24 

4 

50 

14 

12 

38 

12 

. • • 

4 

8 

8 

LACKING OTHER PLUMBING FACILITIES. , . . 

464 

853 

033 

674 

254 

2 278 

603 

481 

656 

580 

475 

DILAPIDATED. . 

, 7 24 

330 

385 

336 

200 

1 294 

606 

511 

349 

353 

265 

RENTER OCCUPIED 

1 331 

729 

1 065 

727 

365 

2 639 

1 027 

704 

809 

465 

690 

SOUND 

475 

233 

361 

337 

155 

1 146 

285 

184 

233 

152 

255 

WITH ALL PLUMBING FACILITIES 

394 

88 

160 

134 

55 

501 

140 

53 

72 

72 

98 

LACKING SOME OR ALL FACILITIES 

81 

145 

201 

203 

100 

645 

145 

131 

161 

80 

157 

DETERIORATING, ... 

336 

344 

495 

243 

142 

950 

362 

314 

371 

194 

276 

WITH ALL PLUMBING FACILITIES 

iia 

20 

39 

. . . 

15 

87 

77 

38 

20 

16 

. • . 

LACKING SOME OR ALL FACILITIES 

218 

324 

456 

243 

127 

863 

285 

276 

351 

178 

276 

DILAPIDATED 

520 

152 

209 

147 

68 

543 

380 

206 

205 

119 

159 

ALL HOUSING UNITS. . * . 

3 349 

2 404 

2 991 

2 289 

1 131 

7 334 

3 054 

1 795 

1 889 

1 827 

1 473 


WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . * 

PIPED WATER OUTSIDE STRUCTURE, 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOILET f EXCLUSIVE USE, , . 

flush TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER. EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . . . 
NO BATHTUB OR SHOWER 


SOURCE OF water 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER ...... 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE, . . , . . 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. . , 
MED I AN I 

ALL UNITS 

OWNER OCCUPIED . 
RENTER OCCUPIED. 


YEAR STRUCTURE BUILT 


J.955 TO MARCH 1960 
I 9 BO TO 1954 . . . 
1940 TO 1949 . . , 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

CLARKE 

CLAY 

COAHOMA 

COPIAH 

COVINGTON 

DE SOTO 

FORREST 

FRANKLIN 

GEORGE 

GREENE 

GRENADA 

ALL HOUSING UNITS 

4 

172 

1 

645 

4 

113 

1 

1 3 

614 

2 

477 

4 

127 

3 

514 

2 514 

2 

327 

1 

817 

2 118 

TENURE! COLOR* AND VACANCY STATUS 





















OCCUPIED 

3 

606 

1 

379 

3 

264 

3 

183 

1 

948 

3 

442 

3 

205 

2 158 

2 

092 

1 

605 

1 725 

OWNER OCCUPIED 

2 

288 


806 


783 

1 

810 

1 

364 

1 

307 

2 

353 

1 374 

1 

660 

1 

243 

1 050 

WHITE 

1 

566 


493 


383 

1 

083 

1 

077 

1 

057 

1 

835 

959 

1 

458 


933 

612 

NONWHITE 


722 


315 


400 


727 


287 


250 


518 

415 


202 


310 

238 

RENTER OCCUPIED 

1 

318 


571 

2 

481 

1 

373 


584 

2 

135 


852 

784 


432 


362 

675 

WHITE. ................ 


769 


2LL 


476 


486 


402 


777 


618 

343 


384 


302 

348 

NONWHITE 


549 


360 

2 

005 


885 


182 

1 

358 


234 

441 


48 


60 

327 

VACANT 


566 


266 


649 


431 


529 


685 


309 

356 


235 


212 

393 

YEAR ROUND 


474 


225 


553 


372 


439 


447 


195 

329 


149 


170 

210 

SOUND OR DETERIORATING 


296 


120 


327 


205 


347 


296 


134 

220 


113 


135 

89 

AVAILABLE. 


162 


52 


26 


S3 

1 

117 


160 


76 

62 


60 


14 

38 

FOR SALE only. .......... 


14 


17 


7 


15 


28 


22 


21 

10 


19 


4 

12 

FOR RENT 


148 


35 


19 


38 


89 


138 


55 

52 


41 


10 

26 

RENTED OR SOLOi AWAITING OCCUPANCY . 


23 


9 


6 


8 


8 


21 


5 

• • . 


5 


29 

6 

HELD FOR OCCASIONAL USE 


42 


B 


87 


35 


43 


27 


23 

27 


16 


27 

13 

HELD FdR OTHER REASONS 


69 


51 


208 


109 


179 


88 


30 

131 


32 


65 

32 

DILAPIDATED , . , . 


178 


105 


226 


167 


92 


151 


61 

109 


36 


35 

121 

SEASONAL 


92 


41 


296 


59 


90 


238 


114 

27 


86 


42 

183 

CONDITION AND PLUMBING 









1 












ALL UNITS 

4 

172 

1 

645 

4 

113 

3 

614 

' 2 

477 

' 4 

127 

3 

514 

2 514 

2 

327 

1 

817 

2 110 

SOUND. .... 

2 

162 


786 

1 

392 

1 

741 

1 1 

505 

1 1 

897 

2 

063 

1 200 

1 

363 

1 

152 

998 

WITH ALL PLUMBING FACILITIES 

1 

400 


466 


846 


927 

1 

880 

1 1 

253 

1 

609 

718 


939 


600 

791 

LACKING ONLY HOT WATER 


81 


... 


40 


68 


49 


33 


77 

48 


51 


41 

33 

LACKING OTHER PLUMBING FACILITIES, . . . 


681 


320 


506 


746 

! 

576 


611 


377 

434 


373 


511 

174 

DETERIORATING 

1 

315 


313 

1 

112 

1 

109 


751 

1 

211 


985 

769 


604 


445 

554 

WITH ALL PLUMBING FACILITIES 


155 


47 


106 


88 


161 


203 


258 

113 


199 


38 

191 

LACKING ONLY HOT WATER 


25 


... 


31 


20 


21 


54 


46 

15 


22 


13 

12 

LACKING OTHER PLUMBING FACILITIES. . , . 

1 

135 


266 


975 

1 

001 


569 


954 


681 

641 


383 


394 

351 

DILAPIDATED 


695 


546 

1 

609 


764 


221 

1 

019 


466 

545 


360 


220 

566 

RENTER OCCUPIED 

1 

318 


571 

2 

481 

1 

373 


584 

2 

135 


852 

704 


432 


362 

675 

SOUND . 


498 


162 


610 


439 


287 


628 


402 

252 


196 


151 

155 

WITH ALL PLUMBING FACILITIES 


350 


73 


285 


232 


165 


300 


271 

126 


159 


74 

107 

LACKING SOME OR ALL FACILITIES 


14B 


89 


325 


207 


122 


328 


131 

126 


37 


77 

48 

DETERIORATING. 


507 


138 


714 


497 


215 


746 


305 

257 


120 


138 

250 

WITH ALL PLUMBING FACILITIES 


73 


16 


59 


27 


39 


04 


62 

24 


58 


14 

69 

LACKING SOME OR ALL FACILITIES 


434 


122 


655 


470 


176 


662 


223 

233 


62 


124 

LSI 

DILAPIDATED 


313 


271 

: 

1 

157_ 

1 



S2 


761 


145 

275 


116 


73 

270 

ALL HOUSING UNITS 

4 

172 

1 

645 

4 

113 

i 

3 

614 

2 

Bi 

■ 

n 


B 

2 514 

2 

327 

1 

817 

2 118 

WATER SUPPLY 











i 





! 





HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

684 


553 

1 

Oil 

1 

055 

1 

097 

i 1 

589 

1 

990 

915 

1 

246 


716 

1 034 

only COLD PIPED WATER INSIDE STRUCTURE . . 


545 


95 


305 


296 


289 


291 


445 

314 


438 


316 

233 

PIPED WATER OUTSIDE STRUCTURE 


161 


59 


545 


100 


94 


373 


49 

248 


152 


97 

131 

NO PIPED WATER 

1 

762 


938 

2 

252 

2 

163 


997 

1 1 

874 

1 

030 

1 037 


491 


688 

720 

TOILET FACILITIES 





















FLUSH TOILET* EXCLUSIVE USE 

1 

804 


541 

1 

138 

1 

126 

1 

131 

1 

636 

2 

059 

960 

1 

234 


709 

1 119 

FLUSH TOILET* SHARED 


16 


4 


25 


8 


12 


29 


f t t 

23 


28 



B 

other TOILET FACILITIES OR NONE. . . . , . 

2 

352 

1 

100 

2 

950 

2 

480 

1 

334 

2 

462 

1 

455 

1 531 

1 

065 

1 

108 

991 

BATHING FACILITIES 





















BATHTUB OR SHOWER* EXCLUSIVE USE ..... 

1 

694 


537 

1 

069 

1 

114 

1 

143 

1 

615 

2 

065 

962 

1 

223 


713 

1 069 

BATHTUB OR SHOWER* SHARED. ... 


12 


4 


25 

1 

a 


12 


25 



16 


26 



4 

NO BATHTUB OR SHOWER 

2 

466 

1 

104 

3 

019 

1 2 

492 

1 

322 

2 

487 

1 

449 

1 536 

1 

076 

1 

104 

1 045 

SOURCE OF WATER 







1 

1 














PUBLIC SYSTEM OR PRIVATE COMPANY 


997 


229 

1 

126 


548 


659 


847 


285 

829 


571 


228 

892 

INDIVIDUAL WELL 

2 

184 


773 

1 

036 

2 

008 

1 

293 

1 

643 

2 

968 

967 

1 

446 

1 

082 

671 

OTHER 


993 


655 

1 

946 

1 

097 


497 

1 

624 


286 

693 


283 


465 

550 

SEWAGE DISPOSAL 





















PUBLIC SEWER ..... 


846 


43 


287 


120 


341 , 


519 


98 

341 


369 



221 

SEPTIC TANK OR CESSPOOL 


876 


517 


843 


992 


638 

1 

122 

1 

953 

435 


776 


695 

848 

OTHER OR NONE. • 

2 

452 

1 

097 

! 2 

978 

2 

541 

1 

470 

2 

473 

1 

486 

1 713 

1 

155 

1 

100 

1 044 

ROOMS 





j 

1 
















1 ROOM 


39 


22 


52 


36 


20 


95 


40 

15 


59 


2B 

67 

2 ROOMS. . . 


222 


104 


531 


164 


139 


557 


107 

185 


95 


77 

132 

3 ROOMS. , , . . 


656 


354 

1 

256 


599 


251 


931 


432 

471 


253 


193 

341 

4^ ROOMS 

1 

142 


436 

1 

142 


993 


722 

1 

151 


072 

644 


619 


484 

531 

5 ROOMS 


914 


324 


504 


800 


557 


662 


942 

502 


599 


452 

530 

6 ROOMS. • • . 


805 


315 


405 


699 


519 


457 


800 

494 


460 


441 

366 

7 ROOMS. •• 


305 


56 


129 


218 


167 


147 


202 

134 


140 


90 

107 

8 ROOMS OR MORE. • 

MEDIAN! 


89 


34 


94 


105 


102 


127 


111 

69 


102 


52 

24 

ALL UNITS 


4.5 


4.3 

1 

3.7 


4,5 


4.7 


3.9 


4.8 

4.4 


4.7 


4.8 

4.5 

OWNER OCCUPIED • ...... 


5.1 


5.0 


4.9 


5.2 


5.3 


5,1 


5.1 

5.0 


4.9 


5. 1 

5.2 

RENTER OCCUPIED , , 


4.0 


3.8 


3.5 


4.0 


4.0 


3.6 


4.4 

3.7 


4.2 


4.1 

4.0 

YEAR STRUCTURE BUILT 





















1955 TO MARCH 1960 , 


490 


365 


173 


338 


328 


676 


587 

302 


503 


226 

513 

19S0 TO 1954 


419 


226 


360 


337 


284 


506 


331 

259 


329 


214 

418 

1940 TO 1949 

1 

022 


300 


409 


758 


591 


886 

1 

278 

584 


614 


480 

576 

1930 TO 1939 . 


641 


214 


740 


651 


438 


866 


668 

323 


343 


329 

235 

1929 OR EARLIER 

1 

600 


540 

2 

431 

1 

530 


836 

1 

169 


650 

1 046 


538 


566 

376 





26-61 


Mississippi 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics or Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of* Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


JEFFER- 


subject 

HANCOCK 

HARRISON 

HINDS 

HOLMES 

HUM- 

PHREYS 

ISSA- 

QUENA 

ITAWAMBA 

JACKSON 

JASPER 

JEFFER- 

SON 

SON 

DAVIS 

JONES 

ALL HOUSING UNITS 

4 

246 

! 

1 8 

653 

6 

827 

3 

727 

2 844 

751 

3 153 

6 148 

3 

117 

2 224 

2 044 

5 833 

TENURE. COLOR. AND VACANCY STATUS 


















OCCUPIED 

2 

198 

7 

077 

5 

951 

2 

950 

2 335 

461 

2 668 

5 245 

2 

796 

1 932 

1 787 

5 383 

OWNER OCCUPIED 

i 

791 

5 

166 

3 

445 

1 

410 

559 

142 

1 680 

4 207 

1 

860 

914 

1 115 

3 977 

WHITE 

1 

595 

4 

892 

2 

228 


649 

305 

63 

1 611 

3 940 

1 

193 

413 

789 

3 649 

NONWHITE 


196 


274 

1 

217 


761 

254 

79 

69 

267 


667 

501 

326 

328 

RENTER OCCUPIED 


407 

1 

911 

2 

506 

1 

540 

1 776 

319 

98S 

1 038 


936 

1 018 

672 

1 406 

WHITE 


314 

1 

739 


855 


304 

411 

90 

918 

922 


420 

180 

292 

1 119 

nonwmite 


93 


172 

1 

651 

1 

236 

1 365 

229 

70 

116 


516 

838 

380 

267 

VACANT 

2 

048 

1 

576 


876 


777 

509 

290 

485 

903 


321 

292 

257 

450 

YEAR ROUND 


311 

1 

125 


758 


708 

350 

141 

296 

582 


224 

181 

218 

315 

SOUND OR DETERIORATING 


274 

1 

055 


52*9 


339 

247 

123 

159 

482 


186 

144 

158 

254 

AVAILABLE . . . 


117 


721 


214 


47 

27 

6 

49 

216 


95 

76 

40 

120 

FOR SALE only. , , , 


82 


112 


98 


5 

4 

3 

11 

75 


7 

a 

4 

64 

FOR RENT 


35 


609 


116 


42 

23 

3 

38 

141 


86 

68 

36 

56 

RENTED OR SOLD. AWAITING OCCUPANCY . 


6 


47 


31 


3 

2 

* • • 

8 

43 


2 

3 

2 

1 

HELD FOR OCCASIONAL USE 


61 


75 


27 


7 

19 

^4 

25 

123 


40 

19 

17 

19 

HELD FOR OTHER REASONS 


90 


212 


257 


262 

199 

93 

77 

100 


49 

46 

99 

114 

DILAPIDATED. 


37 


70 


229 


369 

103 

18 

137 

100 


38 

37 

60 

61 

SEASONAL 

1 

737 


451 


118 


69 

159 

149 

189 

321 


97 

111 

39 

135 

CONDITION AND PLUMBING 


















ALL UNITS 

4 

246 

8 

653 

6 

027 

3 

727 

2 844 

751 

3 153 

6 148 

3 

117 

2 224 

2 044 

5 033 

SOUND 

3 

343 

' 6 

964 

3 

784 

1 

532 

719 

445 

1 469 

4 524 

1 

666 

1 277 

i 078 

3 902 

WITH ALL PLUMBING FACILITIES 

2 

358 

6 

385 

2 

867 


899 

443 

134 

909 

3 545 

1 

059 

457 

763 

2 950 

LACKING ONLY HOT WATER 


536 


167 


86 


36 

27 

B 

4 

256 


23 

73 

38 

159 

LACKING OTHER PLUMBING FACILITIES. , . . 


449 


412 


831 


597 

249 

303 

556 

723 


584 

747 

277 

793 

deteriorating 


565 

1 

252 

1 

853 

1 

347 

1 698 

275 

1 056 

1 049 

1 

039 

768 

533 

1 331 

WITH ALL PLUMBING FACILITIES 


219 


600 


336 


117 

94 

19 

237 

465 


120 

31 

73 

497 

LACKING ONLY HOT WATER 


114 


155 


57 


8 

26 

a 

9 

83 


32 

26 

23 

38 

LACKING OTHER PLUMBING FACILITIES, , , , 


232 


497 

1 

460 

1 

222 

1 578 

248 

810 

SOI 


887 

7U 

437 

796 

DILAPIDATED, . . . 

1 

338 


437 

1 

190 


846 

427 

31 

626 

575 


412 

179 

433 

600 

RENTER OCCUPIED 


407 

1 

911 

2 

506 

1 

540 

1 776 

319 

988 

1 038 


936 

i 018 

672 

1 406 

SOUND 

1 

255 

1 

430 


863 


506 

335 

246 

2B9 

573 


356 

427 

253 

581 

WITH ALL PLUMBING FACILITIES 


151 

1 

342 


596 


205 

161 

54 

130 

465 


216 

112 

163 

346 

LACKING SOME OR ALL FACILITIES . . , . . 


104 


88 


267 


301 

1 174 

192 

159 

108 


140 

315 

90 

235 

DETERIORATING 


72 


320 


923 


671 

1 204 

68 

390 

250 


380 

487 

197 

486 

WITH ALL PLUMBING FACILITIES ...... 


27 


176 


88 


51 

1 58 

H 

55 

122 


35 

10 

17 

147 

LACKING SOME OR ALL FACILITIES 


45 


144 


835 


620 

1 146 

57 

335 

128 


345 

477 

180 

339 

DILAPIDATED 


80 


161 


720 


363 

237 

5 

309 

215 


200 

104 

222 

339 

ALL HOUSING UNITS 

4 

246 

a 

653 

6 

827 

3 

727 

2 844 

751 

3 153 

6 146 

3 

117 

2 224 

2 044 

5 833 

WATER SUPPLY 












! 






HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 

651 

7 

205 

3 

2B6 

1 

053 

548 

171 

1 338 

4 217 

1 

279 

502 

884 

3 656 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

1 

056 


735 


434 


207 

205 

59 

327 

1 039 


360 

241 

246 

819 

PIPED WATER OUTSIDE STRUCTURE 


136 


182 


426 


463 

578 

127 

88 

220 


104 

113 

109 

62 

NO PIPED WATER 


403 


531 

2 

681 

' 2 

004 

1 513 

394 

1 400 

672 

1 

374 

1 368 

605 

1 296 

TOILET FACILITIES 


















FLUSH TOILET. EXCLUSIVE USE 

3 

335 

7 

417 

3 

474 

1 

125 

608 

174 

1 210 

4 559 

1 

296 

674 

950 

3 742 

FLUSH TOILET. SHARED 


• . . 


92 


46 


13 

8 

15 

34 

4 


25 

9 

17 

34 

other TOILET FACILITIES OR NONE 


911 

1 

144 

3 

307 

2 

589 

2 228 

562 

1 909 

1 585 

1 

796 

1 541 

1 077 

2 057 

BATHING FACILITIES ' 


















bathtub or SHOWER. EXCLUSIVE USE ^ 

3 

311 

7 

406 

3 

431 

1 

068 

601 

173 

1 194 

4 524 

1 

246 

592 

900 

3 732 

BATHTUB OR SHOWER » SHARED 


* . • 


92 


37 


13 

4 

11 

34 

4 


25 


17 

34 

NO BATHTUB OR SHOWER . .^ 


935 

1 

155 

3 

359 

2 

646 

2 239 

567 

1 925 

1 620 

1 

846 

1 632 

1 127 

2 067 

SOURCE OF WATER 


















PUBLIC SYSTEM OR PRIVATE COMPANY I 

1 

769 

4 

242 

3 

174 

1 

210 

684 

158 

507 

1 874 


711 

544 

620^ 

106 

INDIVIDUAL well 

2 

129 

3 

911 

1 

587 

1 

026 

927 

203 

2 379 

3 852 

1 

775 

442 

973 

5 112 

OTHER 


344 


495 

2 

051 

1 

475 

1 027 

396 

245 

441 


642 

1 242 

454 

551 

SEWAGE DISPOSAL 


















PUBLIC SEWER . 


5 


254 

1 

030 


746 

153 

... 

400 

44 


277 

409 

428 

54 

SEPTIC TANK OR CESSPOOL. ......... 

3 

436 

7 

152 

2 

646 


393 

378 

163 

795 

4 511 


906 

197 

479 

3 555 

OTHER OR 'NONE 


BOl 

1 

242 

3 

136 

2 

574 

2 307 

594 

1 936 

1 612 

1 

945 

1 622 

1 140 

2 240 

ROOMS 


















1 ROOM • 


117 


466 


121 


64 

16 

18 

27 

239 


12 

25 

23 

36 

2 ROOMS 


271 


406 


509 


314 

268 

122 

83 

336 


136 

273 

148 

163 

3 ROOMS 


619 

1 

016 

1 

076 


773 

930 

246 

394 

848 


386 

510 

264 

4BB 

4 ROOMS 

1 

374 

2 

606 

1 

797 


998 

851 

187 

1 169 

1 692 


712 

570 

455 

1 456 

5 ROOMS 


925 

2 

118 

1 

655 


737 

417 

79 

633 

1 675 


736 

430 

506 

1 699 

6 ROOMS 


638 

1 

486 

1 

078 


513 

208 

59 

453 

946 


792 

261 

404 

1 409 

7 ROOMS. 


146 


384 


397 


238 

97 

27 

128 

298 


264 

95 

146 

463 

8 ROOMS OR MORE 


156 


169 


194 


90 

57 

13 

66 

114 


79 

60 

78 

119 

MEDIANI 


















ALL UNITS 


4.3 


4.4 


4.5 


4.2 

3.7 

3.5 

4.4 

4.5 


4.9 

4,0 

4.7 

5.0 

OWNER OCCUPIED 


4.6 


4.7 


5,1 


5.1 

4.8 

... 

4*8 

4.8 


5.4 

4,8 

5.3 

5.3 

RENTER OCCUPIED 


4.1 


4.1 


3.B 


3.8 

3.6 

3.4 

4.1 

3.9 


4.1 

3.4 

3,9 

4.3 

YEAR STRUCTURE BUILT 


















1955 TO MARCH i960 . • 


932 

3 

334 

1 

250 


206 

168 

44 

563 

2 264 


420 

278 

241 

1 102 

1950 TO 1954 


802 

1 

865 


923 


231 

125 

58 

423 

950 


404 

189 

281 

620 

1940 TO 1949 

1 

126 

1 

662 

1 

609 


629 

458 

98 

794 

1 526 


832 

308 

440 

1 437 

1930 TO 1939 • 


635 


766 


921 


682 

774 

109 

514 

541 


538 

358 

360 

1 1 216 

1929 OR EARLIER. 


751 

1 

026 

2 

124 

1 

979 

1 319 

442 

859 

867 

1 

923 

1 091 

722 

1 458 




Late aiiu oinau rvicaa 


Table 31 . — Tjenuri:, Vacancy Status, Condition- and Plumbing Facilities, and Structural 
Character JST ics of Rurai.-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

KEMPER 

LAFA- 

lETTE 

LAMAR 

LAUDER- 

DALE 

LAWRENCE 

LEAKE 

LEE 

LEFLORE 

LINCOLN 

LOWNDES 

MADISON 

MARION 

ALL HOUSING UNITS 

1 

699 

1 

976 

3 

365 

4 

201 

2 

179 

2 

889 

4 

381 

3 

312 

3 

700 

3 

683 

2 

860 

2 

889 

TENURE. COLOR. AND VACANCY STATUS 

























OCCUPIED 

1 

378 

1 

489 

2 

992 

3 

685 

1 

875 

2 

409 

4 

002 

2 

285 

3 

305 

3 

389 

2 

534 

2 

452 

OWNER OCCUPIED ' 


734 


814 

2 

329 

2 

516 

1 

305 

1 

651 

2 

473 


972 

2 

145 

1 

755 

1 

095 

1 

826 

WHITE 


543 


568 

1 

965 

1 

984 


939 

1 

338 

2 

129 


723 

1 

748 

1 

515 


641 

1 

354 

NONWHITE . ' 


191 


246 


364 


532 


366 


313 


344 


249 


397 


240 


454 


472 

RENTER OCCUPIED 


644 


675 


663 

1 

169 


570 


758 

1 

529 

1 

313 

1 

160 

1 

634 

1 

439 


626 

WHITE 


209 


381 


530 


620 


333 


440 

1 

173 


500 


712 

1 

181 


376 


404 

NONWHITE 


435 


294 


133 


549 


237 


318 


356 


813 


448 


453 

1 

063 


222 

VACANT 


321 


487 


373 


516 


304 


480 


379 

1 

027 


395 


294 


326 


437 

YEAR ROUND 


252 


286 


327 


403 


235 


342 


260 


707 


321 


152 


240 


346 

SOUND OR DETERIORATING ' 


164 


163 


214 


271 


124 


262 


173 


438 


197 


119 


138 


203 

AVAILABLE 


50 


48 


104 


128 


43 


48 


116 


42 


81 


64 


74 


55 

FOR SALE ONLY ' 


15 


12 


24 


26 


17 


20 


18 


5 


15 


12 


■22 


24 

FOR RENT 


35 


36 


80 


102 


26 


26 


98 


37 


66 


52 


52 


31 

RENTED OR SOLO. AWAITING OCCUPANCY , 


2 


a 


8 


14 


2 


1 


2 


3 


13 


10 


3 


18 

HELD FOR OCCASIOiviAt. USE 


16 


22 


18 


40 


14 


35 


11 


40 


30 


12 


17 


26 

HELD FOR OTHER REASONS 


96 


85 


84 


89 


65 


178 


44 


353 


65 


33 


44 


104 

DILAPIDATED 


88 


123 


113 


132 


111 


BO 


87 


269 


124 


33 


102 


143 

SEASONAL 


69 


201 


46 


113 


69 


138 


119 


320 


74 


142 


86 


91 

CONDITION AMD PLUMBING 

























ALL UNITS 

1 

699 

1 

976 

3 

365 

4 

201 

2 

179 

2 

889 

4 

381 

3 

312 

3 

700 

3 

683 

2 

860 

2 

889 

SOUND. 


606 


897 

i 

870 

2 

491 


987 

1 

662 

2 

689 

1 

503 

1 

971 

2 

698 

1 

176 

1 

480 

WITH ALL PLUMBING FACILITIES 


440 


520 

1 

453 

1 

734 


693 


980 

1 

027 

1 

006 

1 

303 

2 

213 


827 

1 

034 

LACKING ONLY HOT WATER 


17 


12 


52 


145 


21 


40 


46 


35 


52 


36 


20 


20 

LACKING OTHER PLUMBING FACILITIES, . . . 


149 


365 


365 


612 


273 


642 


616 


382 


616 


449 


329 


426 

DETERIORATING 


599 


553 

1 

200 


994 


672 


764 

1 

139 

1 

232 

1 

015 


590 


881 


841 

WITH ALL PLUMBING FACILITIES 


85 


88 


393 


158 


157 


113 


245 


124 


214 


131 


173 


176 

LACKING ONLY HOT WATER 


26 


12 


54 


42 


24 


a 


21 


41 


26 


13 


29 


20 

LACKING OTHER PLUMBING FACILITIES. , , . 


48B 

1 

453 


753 


794 


491 


643 


873 

1 

067 


775 


446 


679 


645 

DILAPIDATED 


494 


526 


295 


716 


520 


463 1 


553 


577 


714 


39S 


803 


568 

RENTER OCCUPIED 


644 


675 


663 

1 

169 


570 


758 

1 

529 

1 

313 

‘ 1 

160 

1 1 

634 

1 

439 

! 

626 

SOUND 


142 


188 


270 


386 


185 


288 


681 


605 


392 

1 

031 


327 


217 

WITH ALL PLUMBING FACILITIES 


94 


76 


222 


240 


116 i 


148 


372 


401 


223 


850 


186 


130 

LACKING SOME OR ALL FACILITIES 


48 


112 


48 


146 


69 


140 


309 


204 


169 


181 


139 


87 

deteriorating 


231 


245 


297 


424 


161 : 


246 


491 


548 


423 


325 


479 


242 

WITH ALL plumbing FACILITIES 


18 


44 


94 


57 


33 j 


27, 


72 


64 


74 


41 


90 


49 

LACKING SOME OR ALL FACILITIES 


213 


201 


203 


367 


128 ' 


219 


419 


484 


349 


282 


389 


193 

DILAPIDATED 


271 


242 


96 


359 


224 


224 


357 


160 


345 


280 


633 


167 

ALL HOUSING UNITS 

1 

699 

1 

1 1 

976 

3 

365 

4 

201 

2 

179 

2 

889 

4 

381 

3 

312 

3 

700 

3 

683 

2 

860 

2 

889 

WATER supply 

























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 


559 


668 

1 

998 

2 

014 


889 

1 

271 

2 

245 

1 

290 

1 

633 

2 

478 

1 

053 

1 

292 

ONLY COLO PIPED WATER INSIDE STRUCTURE , . 


223 


135 


534 


529 


192 


334 


426 


328 


2B8 


185 


162 


301 

PIPED WATER OUTSIDE STRUCTURE 


71 


67 


220 


68 


70 


138 


138 


523 


42 


135 


249 


44 

NO PIPED water .... 


846 

1 

106 


613 

1 

590 

1 

028 

1 

146 

1 

572 

1 

171 

1 

737 i 


885 

1 

396 

1 

252 

TOILET FACILITIES 

























FLUSH TOILET. EXCLUSIVE USE 


600 


660 

2 

038 

2 

131 


933 

1 

218 

2 

198 

1 

419 

1 

621 

2 

447 

1 

095 

1 

314 

FLUSH TOILET. SHARED 


B 


» • • : 


41 


4 


4 


64 


69 


27 


4 


22 


43 


. • . 

OTHER TOILET FACILITIES OR NONE. , , . , , 

1 

091 

1 

316 

1 

286 

2 

066 

1 

242 

1 

607 

2 

114 

1 

866 

2 

075 

1 

214 

1 

722 

1 

575 

BATHING FACILITIES 

























BATHTUB OR SHOWER. EXCLUSIVE USE 


585 


656 

1 

991 

2 

155 


908; 

1 

190 

2 

171 

1 

357 

1 

640 

2 

439 

1 

079 

1 

27B 

BATHTUB OR SHOWER. SHARED , 


a 


1 


37 


4. 


4 I 


64 


69 


28 


4 


22 


35 


. . . 

NO BATHTUB OR SHOWER 

1 

106 

1 

320 

1 

337 

2 

042 

1 

267 

1 

635 

2 

141 

1 

927 

2 

056 

1 

222 

1 

746 

1 

611 

SOURCE OF WATER 

























PUBLIC SYSTEM OR PRIVATE COMPANY 


532 


159 

1 

370 


168 


542 


799 


793 

1 

377 


220 


861 

1 

168 


59 

INDIVIDUAL WELL 


563 

, 1 

081 

1 

659 

3 

221 

1 

217 

i 

613 

2 

906 


711 

2 

921 

2 

349 


600 

2 

453 

OTHER 


591 


751 


343 


785 


392 


497 


694 

1 

194 


615 


502 

1 

093 


374 

sewage DISPOSAL 

























PUBLIC SEWER 


5 


128 


168 


... 


396 


568 


150 


817 


119 


682 


263 


21 

septic TANK OR CESSPOOL 


595 


520 1 

2 

033 

2 

126 


440 


626 

2 

078 


442 

1 

417 

1 

909 


836 

1 

154 

OTHER OR NONE 

1 

086 

1 

343 

1 

171 

2 

048 

1 

315 

1 

715 

2 

157 

2 

023 

2 

220 

1 

121 

1 

742 

1 

711 

ROOMS 




1 





















1 ROOM 


36 


60 


74 


22 


4 


35 


26 


30 


12 


11 


37 


15 

2 ROOMS 


99 


145' 


177 


205' 


67 


130 


135 


425 


139 


136 


256 


106 

3 ROOMS 


323 


300 


318 


487 


233 


420 


601 


895 


381 


552 


491 


298 

4 ROOMS 


453 


583 


822 

1 

104 


565 


807 

1 

455 


896 

1 

036 

1 

166 


863 


755 

5 ROOMS 


299 


348 


945 

1 

161 


587 


791 

1 

268 


532 

1 

064 

1 

036 


550 


761 

6 ROOMS 


306 


363 


714 


803 


501 


491 


617 


331 


756 


503 


445 


742 

7 ROOMS 


116 


128 


195 


266 


161 


146 


197 


133 


251 


170 


164 


164 

8 ROOMS OR MORE 


67 


49 


120 


153 


61 


69 


82 


70 


61 


09 


54 


46 

MEDIAN* 

























ALL UNITS 


4.4 


4.3 


4.6 


4,7 


4.9 


4.6 


4.5 


3.6 


4.6 


4.5 


4.2 


4.9 

OWNER OCCUPIED i 


5.1 


5.4 


5,1 


5.1 


5.3 


5.0 


4.9 


5.0 


5.1 


4.8 


5.2 


5.2 

RENTER OCCUPIED 


3.7 


4,1 


4.1 


4.2 


4.4 


3.9 


4.0 


3.7 


4.2 


4.3 


3.8 


4.3 

year structure built 

























1955 TO MARCH 1960 


214 


367 


673 


846 


239 


352 


817 


259 


542 

1 

365 


370 


523 

1950 TO 1954 


112 


244 


311 


519 


246 


372 


481 


351 


431 


402 


220 


328 

1940 TO 1949 


269 


382 


825 

1 

010 


431 


709 

1 

050 


477 


923 


61B 


591 


788 

1930 TO 1939 


290 


252 


556 


599 


526 


588 


859 


651 


504 


438 


522 


530 

19E9 OR EARLIER 


814 


731 ' 

1 

000 

1 

227 


737 


866 

1 

174 

1 

574 

1 

300 


860 

1 

157 


720 


26-63 


Mississippi 


Table 31. — Tenure, Vacancy Status, Condition and Pf^umring Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not .sliown where base is less than 200] 


Tenure hy Color, 
Vacincy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

MARSHALL 

MONROE 

MONT- 

GOMERY 

NESHOBA 

NEWTON 

NOXUBEE 

oktib- 

, BEHA 

PANOLA 

PEARL 

RIVER 

PERRY 

PIKE 

PONTOTOC 

ALL HOUSING UNITS 

1 

936 

3 

670 

1 

533 

2 

838 

3 

016 

2 

449 

2 

583 

3 

913 

3 

391 

1 

970 

5 

247 

1 

3 

105 

TENURE » COLOR t AND VACANCY STATUS 













1 












OCCUPIED 

1 

456 

3 

060 

1 

250 

1 

973 

2 

534 

1 

978 

2 

322 

2 

705 

3 

014 

1 

747 

4 

798 

2 

610 

OWNER OCCUPIED 


584 

1 

594 


782 

1 

231 

1 

740 

1 

195 

1 

349 

1 

459 

2 

305 

1 

302 

3 

272 

1 

627 

WHITE 


437 

1 

365 


562 

1 

105 

1 

381 


713 


827 


997 

2 

063 


937 

1 

945 

1 

445 

NONWHITE 


147 


229 


220 


126 


359 


482 


522 


462 


242 


365 

1 

327 


182 

RENTER OCCUPIED 


872 

1 

466 


468 


742 


794 


783 


973 

1 

326 


709 


445 

1 

526 


983 

WHITE 


298 

1 

038 


287 


528 


406 


299 


426 


551 


571 


317 


663 


768 

NONWHITE 


574 


428 


181 


214 


308 


484 


547 


775 


138 


128 


063 


215 

VACANT 


480 


610 


283 


865 


482 


471 


261 

1 

128 


377 


223 


449 


495 

YEAR ROUND 


354 


438 


237 


473 


399 


431 


196 


898 


289 


166 


232 


413 

SOUND OR DETERIORATING 


212 


262 


164 


344 


261 


355 


118 


367 


235 


98 


160 


275 



63 


109 


91 


50 


57 


56 


46 


52 


104 


33 


55 


117 

FOR SALE ONLY 


5 


20 


6 


14 


16 


9 


6 


8 


34 


14 


15 


20 

FOR RENT , 


58 


89 


85 


36 


41 


47 


40 


44 


70 


19 


40 


97 

RENTED OR SOLDt AWAITING OCCUPANCY . 


2 


9 


4 


1 


5 


2 


U 


4 


5 


7 


13 


4 

HELD FOR OCCASIONAL USE 


22 


18 


14 


42 


32 


15 


11 


22 


41 


21 


33 


19 

HELD FOR OTHER REASONS 


125 


126 


55 


251 


167 


282 


50 


289 


85 


37 


67 


135 

DILAPIDATED 


142 


176 


73 


129 


138 


76 


78 


531 


54 


68 


64 


138 

SEASONAL 


126 


172 


46 


392 


83 


40 


65 


230 


88 


57 


217 


82 

CONDITION AND PLUMBING 

























ALL UNITS 

1 

936 

3 

670 

1 

533 

2 

838 

3 

016 

2 

449 

2 

583 


913 

3 

391 

i 

970 

5 

247 

3 

105 

SOUND 


851 

1 

885 


907 

1 

404 

1 

676 

1 

319 

1 

379 

1 

897 

2 

371 


990 

2 

933 

2 

014 

WITH ALL PLUMBING FACILITIES 


425 

1 

075 


448 


563 

1 

162 


862 


794 

1 

174 

1 

697 


608 

2 

207 

1 

203 

LACKING ONLY HOT WATER 


15 


29 


48 


67 


32 


34 


12 


28 


166 


50 


46 


24 

LACKING OTHER PLUMBING FACILITIES. . . . 


411 


781 


411 


774 


482 


423 


573 


695 


508 


332 


680 


787 

DETERIORATING 


690 

1 

152 


437 

1 

050 


894 


901 


672 


877 


729 


616 

1 

472 


708 

WITH ALL PLUMBING FACILITIES 


54 


144 


28 


54 


195 


92 


36 


164 


162 


88 


435 


133 

LACKING ONLY HOT WATER . 


4 


8 


21 


18 


39 


17 


17 


20 


49 


20 


92 


16 

LACKING OTHER PLUMBING FACILITIES, . , . 


632 

1 

000 


388 


97B 


660 


792 


619 


693 


518 


508 


945 


559 

DILAPIDATED 


395 


633 


189 


384 


446 


229 


532 

1 

139 


291 


364 


842 


383 

RENTER OCCUPIED, , . . , 


872 

1 

466 


468 


742 


794 


783 


973 

1 

326 


709 


445 

1 

526 


983 

SOUND 


267 


549 


233 


296 


338 


333 


366 


553 


388 


144 


528 


512 

WITH ALL PLUMBING FACILITIES 


74 


205 


86 


77 


191 


208 


209 


228 


252 


02 


326 


272 

LACKING SOME OR ALL FACILITIES 


193 


344 


147 


219 


147 


125 


157 


325 


136 


62 


202 


240 

DETERIORATING 


451 


519 


154 


295 


322 


354 


309 


351 


205 


174 


535 


283 

WITH ALL PLUMBING FACILITIES 


16 


57 


16 


a 


52 


29 


16 


57 


37 


29 


114 


55 

LACKING SOME OR ALL* FACILITIES 


435 


462 


138 


287 


270 


325 


293 


294 


168 


145 


421 


228 

DILAPIDATED 

— 

154 


398 


81 


151 

1 

134 


96 


298 


422 


116 


127 


463 


188 

ALL HOUSING UNITS 

1 

936 

3 

670 

1 

533 

2 

838 

5 

016 

2 

449 

2 

583 

3 

913 

3 

391 

1 

970 

5 

247 

3 

105 

WATER supply 

























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 


523 

1 

348 


496 


709 

1 

458 


988 


888 

1 

402 

1 

949 


782 

2 

802 

1 

484 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


126 


303 


254 


554 


373 


152 


159 


243 


685 


228 


669 


263 

PIPED water OUTSIDE STRUCTURE. 


93 


114 


134 


64 


99 


365 


89 


560 


211 


60 


348 


125 

NO PIPED WATER 

1 

194 

1 

905 


649 

1 

511 

1 

0B6 


944 

1 

447 

1 

700 


546 


900 

1 

428 

1 

233 

TOILET FACILITIES 

























FLUSH TOILET. EXCLUSIVE USE. . . 


530 

1 

298 


570 


755 

1 

518 

1 

030 


931 

1 

425 

2 

127 


801 

2 

917 

1 

432 

FLUSH TOILET. SHARED , . , 


28 


8 


4 


4 


27 


14 


12 


46 


12 


20 


67 


56 

OTHER TOILET FACILITIES OR NONE 

1 

378 

2 

364 


959 

2 

079 

1 

471 

1 

405 

1 

640 

2 

442 

1 

252 

1 

141 

2 

263 

1 

617 

BATHING facilities 

























bathtub OR SHOWER. EXCLUSIVE USE 


518 

1 

278 


550 


732 

1 

480 

1 

017 


908 

1 

444 

2 

135 


794 

2 

871 

1 

383 

bathtub or SHOWER. SHARED 


28 


11 


4 


4 


27 


14 


4 


30 


12 


28 


63 


60 

NO BATHTUB OR SHOWER 

1 

390 

2 

381 


979 

2 

102 

1 

509 

1 

418 

1 

671 

2 

439 

1 

244 

1 

140 

2 

313 

1 

662 

SOURCE OF WATER 











1 














PUBLIC SYSTEM OR PRIVATE COMPANY 


463 


247 


446 


276 


933 

i 

344 


718 

1 

517 


605 


531 

1 

301 


789 

INDIVIDUAL WELL 


615 

2 

744 


all 

2 

020 

1 

497 


895 


971 

1 

099 

2 

121 


959 

2 

813 

1 

848 

OTHER 


873 


650 


269 


506 


593 


211 


883 

1 

249 


662 


481 


625 


412 

SEWAGE DISPOSAL 

























PUBLIC SEWER 


11 


167 


81 


66 


468 


584 


273 


478 


355 


359 


327 


543 

SEPTIC TANK OR CESSPOOL 


510 

1 

111 


445 


641 


840 


454 


612 


817 

1 

565 


419 

2 

916 


801 

OTHER OR NONE 

1 

422 

2 

363 

1 

000 

2 

095 

1 

715 

1 

412 

1 

687 

2 

570 

1 

468 

1 

193 

1 

996 

1 

705 

ROOMS 

























1 ROOM 


24 


24 


... 


14 


40 


4 


34 


33 


53 


29 


58 


16 

a ROOMS , 


253 


191 


71 


161 


110 


268 


221 


527 


171 


105 


191 


129 

3 ROOMS 


467 


469 


208 


480 


315 


476 


382 


8S2 


307 


382 


617 


389 

4 ROOMS 


614 

1 

343 


436 


838 


064 


667 1 


62B 

1 

073 


916 


425 

1 

247 


998 

5 ROOMS. . 


306 


911 


351 


757 


680 


435 


607 


631 


902 


517 

1 

441 


924 

6 ROOMS 


183 


529 


338 


411 


66B 


327 


461 


421 


690 


361 

1 

092 


432 

7 ROOMS 


47 


136 


76 


136 


244 


166 


166 


196 


229 


114 


411 


157 

e ROOMS OR MORE 


42 


67 


53 


41 


95 


106 


84 


150 


123 


37 


190 


60 

MEDIAN! 

























all units 


3.9 


4.4 


4.6 


4.4 


4.8 


4.2 


4.5 


4.0 


4.8 


4.6 


4.9 


4,5 

OWNER OCCUPIED 


4.8 


4.8 


5.0 


4.9 


5.2 


5,1 


5.1 


5.2 


5.0 


4.9 


5.2 


5.0 

RENTER OCCUPIED 


3.4 


4.1 


4.2 


4.2 


4.1 


3.5 


3.9 


3.5 


4.4 


4.0 


4,0 


4.1 

YEAR STRUCTURE BUILT 

























1955 TO MARCH 1960 


282 


660 


176 


367 


439 


242 


393 


431 


583 


272 


710 


398 

1950 TO 1954 


185 


384 


157 


268 


314 


178 


352 


378 


386 


224 


472 


552 

1940 TO 1949 


325 


817 


346 


651 


619 


420 


687 


683 


929 


557 

1 

004 


670 

1930 TO 1939 ..... 


276 


701 


269 


624 


478 


615 


446 


736 


583 


334 


803 


454 

1929 OR EARLIER 


868 

1 

106 

1 

565 

1 

928 

1 

166 


994 


705 

1 

685 


900 


583 

2 

258 

1 

, 231 



26-64 


State and Small Areas 


Table 31. — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: I960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


subject 


ALU HOUSING UNITS 

TENURE t COLOR I AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NON WHITE 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY. 

FOR RENT .... 

RENTED OR SOLD* AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER ........ 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED * . . 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . . * . . 
LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . • 
DILAPIDATED . 


ALL HOUSING UNITS - 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 
PIPED WATER OUTSIDE STRUCTURE. ...... 

NO PIPED water ....... 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE 

FLUSH TOILET. SHARED , 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

bathtub OR SHOWER. EXCLUSIVE USE , , 

BATHTUB OR SHOWER. SHARED 

NO BATHTUB OR SHOWER , 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . , . . < 

INDIVIDUAL WELL. ... , 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER , 

SEPTIC Tank or cesspool. 

OTHER OR NONE 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS. .... 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MED IAN t 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


PRENTISS 

QUITMAN 

RANKIN 

SCOTT 

SHARKEY 

SIMPSON 

SMITH 

STONE 

SUN- 

FLOWER 

TALLA- 

HATCHIE 

TATE 

TIPPAH 

2 

258 

2 

637 

5 

655 

2 

669 

1 

777 

4 

127 

2 492 

1 

714 

6 952 

3 973 

1 

646 

1 

656 

1 

833 

2 

046 

4 

905 

2 

517 

1 

250 

3 

565 

1 

959 

1 

595 

5 618 

2 960 

1 

200 

1 

263 

1 

144 


765 

2 

951 

1 

543 


406 

2 

272 

1 

264 

1 

158 

1 649 

023 


542 


696 

1 

057 


446 

2 

184 

1 

163 


294 

1 

827 

1 

170 


899 

1 076 

636 


406 


670 


87 


319 


767 


380 


112 


445 


94 


259 

573 

187 


136 


28 


689 

1 

281 

1 

954 


974 


844 

1 

293 


695 


437 

3 969 

2 137 


658 


565 


611 

387 

1 

118 


603 


297 


859 


515 


294 

1 099 

483 


317 


503 


78 


894 


836 


371 


547 


434 


180 


143 

2 870 

1 654 


341 


62 


425 


591 


750 


352 


527 


562 


533 


119 

1 334 

1 013 


446 


393 


210 


222 


538 


283 


347 


478 


432 


69 

1 003 

592 


368 


219 


115 


170 


367 


204 


273 


316 


289 


59 

425 

252 


122 


107 


39 


32 


186 


84 


52 


84 


42 


32 

94 

34 


47 


46 


6 


5 


66 


11 


3 


7 


19 


12 

17 

10 


B 


13 


33 


27 


120 


73 


49 


77 


23 


20 

77 

24 


39 


33 


3 



20 


4 


. . . 


19 


2 


2 

8 

a . • 


6 


1 


14 


38 


34 


24 


45 


28 


10 


6 

27 

38 


15 


9 


59 


100 


127 


92 


176 


185 


235 


19 

296 

ISO 


54 


51 


95 


52 


171 


79 


74 


162 


143 


10 

578 

340 


246 


112 


215 


369 


212 


69 


180 


84 


101 


50 

331 

421 


78 


174 

2 

258 

2 

637 

5 

655 

2 

869 

1 

777 

4 

127 

2 

492 

1 

714 

6 952 

3 973 

1 

646 

1 

656 

i 

251 

1 

140 

3 

225 

1 

498 

1 

240 

2 

366 


8B2 

1 

084 

2 657 

1 086 


555 


903 


681 


555 

2 

266 


866 


593 

i 

634 


622 


784 

1 933 

627 


305 


487 


16 


43 


92 


67 


43 


44 


33 


33 

83 

56 


57 


12 


554 


542 


867 


565 


604 


688 


227 


267 

641 

403 


193 


404 


696 

1 

117 

1 

259 


937 


379 

1 

029 

1 

168 


483 

2 288 

1 513 


376 


468 


91 


55 


406 


105 


40 


279 


314 


137 

266 

125 


90 


47 


9 


12 


37 


21 


11 


53 


42 


20 

80 

15 


5 


12 


596 

1 

050 


816 


811 


328 


697 


812 


326 

1 942 

1 373 


281 


409 


311 


380 

1 

171 


434 


15B 


732 


442 


147 

2 007 

1 374 


715 


285 


689 

1 

261 

1 

954 


974 


844 

1 

293 


695 


437 

3 969 

2 137 


658 


565 


328 


398 

827 


374 


643 


556 


121 


204 

1 120 

389 


152 


291 


120 


164 


479 


187 


257 


297 


76 


150 

676 

177 


78 


154 


208 


234 


348 


187 


386 


259 


45 


54 

444 

212 


74 


137 


270 


675 


479 


364 


161 


345 


407 


175 

1 559 

1 083 


170 


152 


30 


27 


146 


43 


28 


78 


90 


46 

116 

50 


18 


16 


240 


648 


333 


321 


133 


267 


317 


129 

1 443 

1 033 


152 


136 




208 


648 


236 


40 


392 


167 


58 

1 290 

665 



336 



122 

2 

n 

258 

2 

637 

5 

655 

2 

869 

1 

777 

4 

127 

2 

492 

1 

714 

6 952 

3 973 

1 

646 

1 

656 


840 


641 

3 

067 

1 

065 


636 

2 

150 


988 

1 

021 

2 346 i 

824 


437 


591 


243 


235 


516 


388 


169 


541 


321 


237 

749 

225 


182 


150 


88: 


345 


255 


204 


412 


143 


69 


103 

929 

335 


1641 


95 

1 

087 

1 

416 

1 

817 

1 

212 


560 

1 

293 

1 

114 


353 

2 928 

2 589 


663 


820 


033 


736; 

2 

926 

1 

116 


721 

2 

180 

1 

050 

1 

002 

2 708 

915 


493 


599 


18 


41 


266 


35 


12 


120 


23 


25 

156 

36 


14 


25 

1 

407 

1 

897' 

2 

463 

1 

718 

1 

044 

1 

827 

1 

419 


687 

4 008 

3 022 

1 

L39 

1 

032 


801 


692 

2 

909 

1 

093 


687 

2 

133 

1 

029 


994 

2 444 

887 


498 


574 


14 


a 


272 


39 


16 


108 


20 


29 

70 

16 


14 


25 

1 

443 

1 

937 

2 

474 

1 

737 

1 

074 

1 

686 

1 

443 


691 

4 438 

3 070 

1 

134 

I 

057 


632 


866 

2 

327 


814 


896 

1 

592 


576 


674 

3 033 

728 


412 


453 

1 

325 


520 

1 

718 

1 

050 


306 

1 

888 

1 

436 


770 

1 955 

976 


519 


920 


296 

1 

258 

1 

602 


995 


582 


617 


514 


265 

1 972 

2 244 


733 


322 


207 


379 


949 


264 


292 

1 

185 


229 


425 

1 343 

495 


133 


26 


602 


300 

2 

029 


704 


402 


958 


542 


712 

1 318 

316 


343 


638 

1 

444 

1 

965 

2 

669 

1 

891 

1 

090 

1 

954 

1 

755 


572 

4 299 

3 137 

1 

188 

1 

031 


12 


31 


348 


26 


27 


107 


25 


14 

129 

20 


4 


45 


96 


226 


229 


85 


302 


121 


135 


104 

799 

440 


288 


76 


398 


659 


687 


357 


462 


527 


269 


175 

1 825 

916 


365 


264 


832 


899 

1 

472 


869 


421 

1 

004 


620 


431 

2 025 

1 398 


496 


501 


570 


376 

1 

546 


688 


194 

1 

229 


759 


426 

1 028 

688 


305 


411 


268 


315 

1 

022 


604 


213 


809 


458 


393 

697 

291 


107 


208 


57 


75 


230 


184 


102 


229 


172 


112 

293 

151 


55 


68 


25 


56 


121 


56 


56 


101 


54 


59 

156 

69 


26 


63 


4.2 


3.9 


4.6 


4.6 


3.7 


4.7 


4.8 


4.8 

3.9 

3.9 


3.8 


4.4 


4.7 


4.9 


5.1 


5.2 


5.6 


5.1 


5.2 


5.1 

5.1 

5.1 


4.7 


5.0 


4.0 


3.8 


3.8 


4.1 


3.5 


4.1 


4.2 


4.2 

3.7 

3.7 


3.6 


4.1 


297 


218 

1 

348 


479 


71 


640 


409 


321 

321 

105 


199 


225 


244 


241 


778 


282 


134 


387 


293 


246 

446 

182 


151 


105 


578 


510 

1 

537 


599 


159 

1 

031 


557 


460 

1 020 

467 


521 


335 


351 


748 


892 


564 


371 


723 


531 


174 

1 430 

834 


233 


315 


708 


920 

1 

100 


945 

1 

042 

1 

346 


702 


513 

3 733 

2 385 


542 


676 


26-65 


Mississippi 


Tabic 31. Tenur]-:, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 Con. 

[Some data based on sample; sec text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SU13JECT 


TISHO- 

MINGO 


TUNICA 


UNION 


WALTHALL 


WARREN 


WASH- 

INGTON 


WAYNE 


WEBSTER 


WILKIN- 

SON 


WINSTON 


YALO- 

BUSHA 


YAZOO 


ALL HOUSING UNITS 

TENURE! COLOR! AND VACANCY STATUS 


3 616 


2 633 


2 214 


2 166 


3 652 


5 861 


2 475 


2 087 


2 831 


1 855 


1 526 


3 097 


OCCUPIED .... 
OWNER OCCUPIED 
WHITE. . . . 

nonwhite . . 

RENTER OCCUPIED 
*HITE. . . . 

nonwhite . . , 


2 835 
1 963 
1 870 
93 
872 
821 
51 


1 726 
445 
287 
158 
1 281 
331 
950 


729 

959 

692 

67 

770 

680 

90 


624 

970 

759 

211 

654 

308 


3 336 
1 813 
1 210 
603 
1 523 
561 


4 283 

1 305 
990 
315 

2 978 
760 


2 156 
1 584 
I 163 
421 
572 
356 


830 

134 

986 

148 

696 

484 


2 581 
1 230 
688 
542 
1 351 
286 


1 520 
973 
687 
266 
547 
300 


346 


962 


2 218 


216 


212 


063 


247 


087 

554 

444 

110 

533 

292 


2 465 
972 
801 
171 
1 493 
566 


241 


927 


VACANT « 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE. . 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLD i AWAITING OCCUPANCY . 

HELD FOR occasional USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


781 

430 

321 

110 

20 

90 

9 

64 

138 

109 

351 


1 107 
1 030 
834 
115 
7 

108 

1 

20 

698 

196 

77 


485 

353 

221 

126 

18 

loa 

4 

23 

68 

132 

132 


542 

408 

314 

95 

11 

84 

3 

42 

174 

94 

134 


316 

158 

120 

63 

13 

50 

7 

9 

41 

38 

158 


578 

450 

900 

117 

18 

99 

19 

19 

745 

550 

128 


319 

265 

165 

60 

28 

32 

1 

22 

82 

100 

54 


257 

194 

125 

40 

4 

36 

6 

21 

58 

69 

63 


250 

176 

152 

74 

10 

64 

2 

6 

70 

24 

74 


335 

263 

192 

60 

10 

50 

2 

29 

101 

71 

72 


439 

335 

210 

71 

15 

56 

1 

29 

117 

117 

104 


632 

465 

278 

61 

B 

53 

8 

15 

194 

107 

167 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. * . , 
DILAPIDATED 


3 616 
2 222 
1 414 
64 
744 
887 
104 
39 
744 
507 


2 833 
1 853 
607 
60 

1 106 
792 
66 
5 

721 

168 


2 214 
1 049 
519 
24 
506 
833 
37 
5 

791 

332 


2 166 
1 149 
605 
33 
311 
731 
91 
24 
616 
286 


3 652 
1 746 
1 293 
98 
355 
922 
112 
37 
773 
904 


5 861 
2 496 

1 534 

39 

923 

2 334 
170 

18 
2 146 
1 031 


2 475 
1 415 
618 
39 
750 
650 
59 
32 
559 
410 


2 087 
1 006 
634 
20 
352 
678 
168 
21 
489 
403 


2 831 
1 878 
762 
87 
1 029 
700 
99 
16 
585 
253 


1 855 
976 
492 
45 
439 
659 
31 
4 

624 

220 


526 

769 

437 

41 

291 

482 

29 

B 

445 

275 


3 097 
1 343 
893 
35 
415 
945 
92 
17 
036 
809 


RENTER OCCUPIED . , . 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DETERIORATING. ... 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DILAPIDATED 


ALL HOUSING UNITS. . , 
WATER SUPPLY 


872 

374 

223 

151 

301 

35 

266 

197 


2B1 

OlB 

296 

722 

252 

21 

231 

11 


770 

654 

1 523 

253 

257 

329 

71 

156 

254 

182 

101 

75 

354 

289 

462 

B 

27 

57 

346 

262 

405 

163 

108 

732 


978 

153 

465 

688 

3B9 

108 

281 

436 


572 

232 

74 

158 

238 

20 

218 

102 


696 

290 

168 

122 

231 

51 

180 

175 


351 

725 

173 

552 

458 

49 

409 

166 


547 

221 

86 

135 

219 

4 

215 

107 


533 

256 

lOp 

155 

206 

12 

194 

71 


1 493 
446 
247 
199 
533 
58 
475 
514 


3 616 


2 833 


2 214 


2 166 


3 652 


5 861 


2 475 


2 087 


2 831 


1 855 


1 526 


3 097 


HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


735 

383 

157 

341 


699 

329 

443 

362 


651 

246 

57 

260 


942 

1 446 

1 758 

174 

354 

233 

154 

170 

680 

896 

1 682 

3 190 


704 

900 

923 

342 

207 

334 

32 

115 

422 

1 397 

865 

1 152 


567 

231 

39 

018 


517 

107 

124 

778 


1 031 
195 
233 
1 638 


TOILET FACILITIES 

FLUSH TOILET! EXCLUSIVE USE. . . 

FLUSH TOILET! SHARED 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

bathtub or SHOWER f EXCLUSIVE USE 
BATHTUB OR SHOWERt SHARED. . . . 
NO BATHTUB OR SHOWER ..•••. 

SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. ... 

OTHER 


1 654 
52 

1 910 


820 
51 
1 962 


602 
24 
1 588 


985 
10 
1 171 


1 580 

4 

2 068 


1 795 
16 
4 050 


786 

4 

1 665 


873 
36 
1 178 


1 013 

e 

1 810 


584 
1 271 


553 1 096 

4 9 

969 1 992 


1 641 738 

52 0 

1 923 2 087 


569 

24 

1 601 


961 
10 
1 195 


1 572 

S 

2 072 


1 798 
16 
4 047 


776 

4 

1 695 


869 

36 

1 182 


995 
11 
1 825 


584 
1 271 


528 1 104 

4 5 

994 1 908 


1 070 

2 214 
333 


714 

lae 

690 


39 

570 

623 


501 

271 

408 


809 
569 
2 265 


1 116 

1 717 

2 991 


21 
1 932 
548 


697 
1 109 
276 


1 339 
620 
867 


452 

009 

398 


400 

640 

480 


955 

654 

471 


SEWAGE DISPOSAL 


PUBLIC SEWER , 

SEPTIC TANK OR CESSPOOL, 
OTHER OR NONE 


454 
I 339 
1 824 


490 

360 

942 


5 

603 

624 


56 

753 

371 


215 

1 432 

2 016 


297 
1 438 
4 091 


051 
1 650 


350 
472 
1 260 


558 
438 
1 830 


24 

562 

273 


181 

390 

949 


62 
891 
2 127 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

6 ROOMS OR MORE. . 
MEDlANt 

ALL UNITS. . . . 
OWNER OCCUPIED 
RENTER OCCUPIED 


27 

144 

362 

20B 

070 

539 

141 

125 


44 

646 

775 

819 

2B6 

155 

47 

61 


19 

97 

302 

932 

482 

309 

52 

21 


20 

59 

256 

756 

542 

364 

106 

61 


31 

381 

8B1 

B63 

765 

399 

185 

127 


70 
768 
1 687 
1 832 
806 
451 
141 
106 


28 

100 

361 

764 

620 

465 

112 

25 


21 

68 

281 

495 

637 

396 

145 

44 


27 

277 

736 

735 

418 

379 

148 

111 


4 

78 

211 

574 

545 

308 

99 

36 


16 

112 

258 

511 

298 

220 

49 

62 


8 

278 

757 

927 

492 

401 

159 

75 


4.6 3.4 

5.0 4.8 

4.1 3.4 


4.2 4.5 
4.8 5.1 
4.0 4.0 


4,1 3.7 
4.9 4,8 
3.3 3,6 


4.5 4.8 
4.8 S.l 
4.2 4.2 


4.0 4.6 

5.1 5.0 

3.4 4.2 


4.2 4.0 

5.2 5.2 

3,9 3.8 


YEAR structure BUILT 


1955 TO MARCH i960 
■1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 , . • 
1929 OR EARLIER. . 


714 

194 

321 

405 

191 

236 

733 

553 

363 

433 

753 

433 

251 

1 142 

861 


291 

241 

505 

426 

703 


643 

401 

720 

756 

124 


1 

2 


589 

450 

677 

445‘ 

700 


339 

271 

607 

521 

737 


227 

251 

490 

347 

772 


267 
235 
721 
525 
1 083 


292 

256 

540 

294 

473 


153 

129 

262 

260 

702 


316 
226 
647 
592 
1 316 


26-66 


State and Small Areas 


Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200; plus (-1-) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Free7x“r 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ADAMS 

ALCORN 

AMITE 

ATTALA 

BENTON 

BOLIVAR 

CALHOUN 

CARROLL 

CHICKASAW 

CHOCTAW 

CLAI- 



















BORNE 

ALL HOUSING UNITS 


3 

349 

2 404 

2 

991 

2 289 

1 

131 

7 

334 

3 

054 

1 795 

1 

889 

1 827 

1 473 

heating equipment 



















STEAM OR HOT WATER 



... 

3 


... 

16 


5 


29 


4 

. • . 


. . • 

4 


WARM AIR FURNACE 



56 

21 


e 

41 


21 


119 


27 

53 


12 

40 

18 

BUILT-IN ROOM UNITS 

t • • • • 

1 

062 

246 


765 

35 


46 


978 


152 

49 


116 

] 14 

14 

OTHER MEANS WITH FLUE 



846 

1 568 

1 

429 

994 


666 

3 

769 

1 

339 

888 

1 

251 

842 

917 

OTHER MEANS WITHOUT FLUE . . . . 


1 

367 

519 


755 

1 043 


370 

2 

366 

1 

469 

692 


502 

726 

524 

NONE . * . 

« • ■ • • 


18 

47 


34 

160 


23 


73 


63 

113 


8 

101 

. . . 

ALL OCCUPIED UNITS , . . . 


2 

989 

1 966 

2 

525 

1 742 

781 

5 

267 

2 

707 

1 326 

1 

586 

1 530 

1 294 

persons 



















1 PERSON . * 



214 

■ =3 


310 

235 


70 


967 


260 

202 


,153 

140 

152 

2 PERSONS 

• « ■ • • 


621 

52 


•.-.46 

492 


282 

1 

476 


793 

409 


403 

536 

373 

3 PERSONS 



482 

•HI 


453 

270 


155 


704 


•50 

191 


,?5R 

250 

191 

4 PERSONS 



560 

351 


154 

257 


120 


644 


•• 17 ; 

200 


^.4S 

222 

14B 

5 PERSONS 



411 

201 


225 

203 


54 


514 


?76 

145 


17 1 

137 

109 

6 PERSONS . . . . 



256 

il4 


196 

100 


43 


323 


166 

45 


140 

97 

112 

7 PERSONS 



170 

96 


109 

88 


21 


185 


‘th 

e.0 


96 

70 

74 

8 PERSONS OR MORE 

MEDIANi 



275 

38 


232 

97 


36 




J,33 

**4 


120 

86' 

135 

ALL OCCUPIED 



3.8 

3.2 


3.2 

3.0 


2,7 


2,8 


?,iJ 

2.8 


3,4 

2.9 

3,1 

OWNER 



3.9 

3.1 


3,0 

2.6 


2.5 


4.6 


i.6 

2.4 


3.0 

2.6 

2.7 

RENTER 



3,7 

3.4 


3.6 

3.7 


3.2 


3.0 


3,7 

3.3 


3.9 

3,5 

3,6 

PERSONS PER ROOM 



















1.00 OR less 


2 

118 

1 549 

1 

939 

1 302 


618 

3 

844 

0 

2 34 

1 044 

1 

092 

1 265 

871 

i.Ol OR MORE 



071 

417 


586 

360 


163 

1 

423 


473 

282 


494 

273 

423 

YEAR MOVED INTO UNIT 



















OWNER OCCUPIED 


1 

658 

1 237 

1 

460 

1 015 


416 

2 

628 

1 

680 

622 


777 

1 073 

604 

1958 TO MARCH 1960 



438 

230 


213 

151 


85 


326 


383 

123 


172 

151 

07 

1954 TO 1957 . 



578 

303 


245 

163 


111 


464 


291 

70 


143 

130 

122 

1940 TO 1953 ... 



480 

508 


627 

419 


167 

1 

314 


740 

238 


269 

430 

277 

1939 OR EARLIER 



162 

196 


375 

282 


53 


524 


266 

191 


193 

354 

118 

RENTER OCCUPIED 


1 

331 

729 

1 

065 

727 


365 

2 

639 

1 

027 

704 


809 

465 

690 

1958 TO MARCH I960 

• « • ft • 


545 

428 


440 

343 


238 

1 

289 


594 

279 


425 

235 

273 

1954 TO 1957 

• • « « • 


367 

156 


240 

198 


67 


733 


252 

228 


176 

75 

16B 

1940 TO 1953 

f # • ft • 


287 

129 


315 

132 


53 


480 


148 

159 


184 

132 

161 

1939 OR EARLIER 



132 

16 


62 

54 


7 


137 


33 

38 


24 

23 

68 

HOME FOOD FREEZER 



















1 OR MORE 



768 

384 


655 

370 


255 


048 


730 

350 


338 

484 

192 

NONE 


2 

322 

1 721 

1 

914 

1 399 


544 

4 

046 

1 

896 

1 056 

1 

204 

955 

1 018 

VALUE 



















OWNER OCCUPIED 


1 

343 

775 


773 

54B 


312 

2 

403 

1 

214 

391 


392 

571 

382 

LESS THAN $5t000 



310 

423 


330 

287 


147 

1 

471 


338 

203 


197 

333 

265 




255 

197 


210 

142 


81 


265 


435 

U6 


81 

134 

46 

$7f500 TO S9i900 



209 

80 


lio 

54 


40 


176 


209 

24 


58 

52 

9 

SlOtOOO TO $12,400 



318 

49 


76 

34 


23 


243 


96 

26 


20 

24 

14 

$12,500 TO $14,900 



96 

10 


15 

a 


17 


66 


44 

12 


16 

4 

12 

$15,000 TO $19,900 



76 

4 


24 

8 


4 


110 


56 

4 


20 

12 

13 

$20,000 TO $24,900 



32 

4 


4 

15 


t r 1 


45 


8 



8 

16 

$25,000 OR MORE 



47 

8 


4 


, . , 


27 


28 

4 



4 

5 

MEDIAN 

DOLLARS . 

B 

800 

5 000- 

5 

700 

5 000- 

5 

300 

5 000- 

6 

500 

5 000- 

5 1 

000 - 

5 000- 

5 000- 

VACANT AVAILABLE FOR SALE. . 




26 



5 





B 








MEDIAN PRICE ASKED 

DOLLARS . 


... 

. . . 



. . . 






... 


* . . 

• . , 

... 

GROSS RENT 



















RENTER OCCUPIED 


1 

331 

729 

1 

065 

727 


365 

2 

639 

1 

027 

704 


809 

465 

690 

LESS THAN $20 



320 

164 


277 

119 


52 


628 


170 

120 


132 

68 

170 

$20 TO $39 



166 

169 


226 

147 


58 


610 


259 

123 


195 

91 

142 

$40 TO $59 



271 

64 


98 

56 


54 


274 


103 

30 


74 

37 

20 




159 

32 


48 

9 


4 


189 


54 

21 


32 

32 

17 

$80 TO $99 ........... 

$100 TO $119 . . 



54 

35 

8 


12 

6 

8 


8 

4 


43 


4 

B 

12 


12 

4 

12 

5 

$120 OR MORE 



5 

4 


8 

• , » 


4 


24 


16 

!! ! 


! ! ! 


5 

NO CASH RENT 



321 

288 


388 

388 


181 


871 


413 

390 


364 

221 

331 


DOLLARS . 


42 

25 


24 

25 


... 


25 


28 

24 


27 

30 

21 

CONTRACT RENT 



















RENTER OCCUPIED 

DOLLARS . 

1 

010 

441 


677 

339 


184 

1 

768 


614 

314 


445 

244 

359 



26 

20 - 


20 - 

20 - 


... 


20 - 


20 - 

' 20 - 


20 - 

22 

20 - 

VACANT available FOR RENT. . 




203 

38 


ao 

. 36 


12 


152 


12 



8 

5 

34 

MEDIAN RENT ASKED 

DOLLARS . 


38 








• . . 



ACRES IN THE PLACE 



















ALL VACANT UNITS 

..... 


360 

438 


466 

547 


350 

2 

067 


347 

469 


303 

289 

179 

10 ACRES OR MORE 



45 

302 


247! 

380 


192 

1 

718 


199 

411 


263 

192 

79 

LESS THAN 10 ACRES . 




315 

136 


219 1 

159 


158 


349 


148 

58 


40 

97 

100 

AVAILABLE VACANT UNITS . . . 

10 ACRES OR MORE . . 

LESS than 10 ACRES 




238 

9 

229 

no 

72 

38 


l4ol 

55 

85 

78 

42 

36 


12 

12 


188 

20 

160 


24 

12 

12 

13 

13 


59 

51 

8 

13 

6 

5 

48 

14 

34 


Table 32. — Occupancy and Financial CiiARACTJiRisTics and Heating Equipment of Rural-Nonfaiim 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is lea.s than 200; plus (-f) or minus ( — ) after number indicates median above 

or below that number] 


Hencing Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rene 
Contract Rent 
Acres in the 
Place 


COPIAH COVINGTON DE SOTO FORREST FRANKLIN GEORGE GREENE GRENADA 


ALL HOUSING UNITS. 


2 327 1 817 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


ALL OCCUPIED UNITS 




20 

... 

. . . 

47 

. . . 

• • • 

. * . 

• • • 

... 

61 

11 

84 

64 

13 

228 

78 

4 

45 

. . . 

83 

262 

197 

221 

167 

85 

633 

473 

99 

104 

28 

469 

1 901 

964 

2 683 

1 617 

1 135 

2 056 

827 

1 024 

78B 

1 033 

824 

1 905 

462 

i 020 

1 664 

1 155 

1 085 

2 115 

1 298 

1 373 

715 

686 

43 

11 

85 

102 

69 

78 

21 

89 

17 

41 

56 

3 606 

1 379 

3 264 

3 183 

1 948 

3 442 

3 205 

2 158 

2 092 

1 605 

1 725 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIANi 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR less 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


owner OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 . . . 
1940 To 1953 , . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH 1960 , 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


owner occupied 

less THAN $5»000 . 
SSiOOO TO $7 1 400 . 
$7i500 TO $9»900 . 
SlOiOOO TO «12i400 
$12<500 TO $14i900 
*15i000 TO $19i900 
$20,000 TO $24,900 
$25,000 OR MORE. . 

median 


VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


RENTER OCCUPIED. 
LESS THAN $20. . . . 

$20 TO $39 .... . 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $119 . . . • 

$120 OR MORE . • . • 

NO CASH RENT . , . . 

MEDIAN 


CONTRACT RENT 


RENTER OCCUPIED 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR RENT 

median RENT ASKED DOLLARS 


382 

1 119 

566 

526 

251 

21 

22 

23 

20- 

39 

28 

97 

37 

21 

31 


ACRES IN THE PLACE 


ALL VACANT UNITS 
10 ACRES OR MORE . . . 
LESS THAN 10 ACRES . . 


AVAILABLE VACANT UNITS 

10 ACRES OR MORE 

LESS THAN lO ACRES .... 



Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (4-) or minus (-) after number indicates median above 

or below that number] 


Heating Equipment 
Person.s 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


^^llue 
Gro.s.s Rent 
Contract Rent 
Acre.s in the 
Place 


subject 

HANCOCK 

HARRISON 

HINDS 

HOLMES 

HUM- 

PHREYS 

ISSA- 

QUENA 

ITAWAMBA 

JACKSON 

JASPER 

JEFFER- 

SON 

JEFFER- 

SON 

DAVIS 

JONES 

ALL HOUSING UNITS 


4 

246 

8 

653 

6 

827 

3 

727 

2 

844 

751 

3 

153 

6 

148 

3 

117 

2 

224 

2 

044 

5 

833 

HEATING EQUIPMENT 

























STEAM OR HOT WATER 



... 


107 j 


20 


22 


4 

• • • 


7 


8 


. . . 


« • f 


... 


• . • 

WARM AIR FURNACE . . 



44 

1 

137 


456 


40 


25 

. ■ * 


30 


327 


32 


19 


90 


25 

BUILT-IN ROOM UNITS 



475 

2 

464 j 


669 


36 


227 

30 


157 


904 


112 


65 


145 


412 

other means WITH FLUE 



392 

1 

216' 

2 

668 

2 

230 

1 

785 

353 

1 1 

533 


724 

1 

389 

1 

379 

1 

002 

1 

493 

OTHER MEANS WITHOUT FLUE . . . . 


3 

045 

3 

578 

2 

735 

1 

316 


705 

229 

1 

407 

4 

010 

1 

569 


747 


759 

3 

789 

NONE . « 



290 


151 


279 


83 


98 

139 


19 


175 


15 


14 


48 


114 

ALL OCCUPIED UNITS , . , . 


2 

198 

7 

077 

5 

951 

2 

950 

2 

335 

461 

2 

668 

5 

245 

2 

796 

1 

932 

1 787 

5 

383 

PERSONS 

























1 PERSON 



329 


473 


684 


447 


269 

85 


176 


343 


255 


336 


213 


330 

2 PERSONS 



640 

1 

644 

1 

227 


750 


523 

117 


770 

1 

181 


660 


466 


411 

1 

137 

3 PERSONS 

• • • • • 


326 

1 

490 

1 

072 


487 


297 

77 


616 

1 

005 


535 


331 


272 

1 

105 

4 PERSONS 

• t • • « 


263 

1 

519 


891 


357 


308 

47 


514 

1 

033 


463 


232 


314 

1 

006 

5 PERSONS. .... 

« ■ • • • 


293 


900 


589 


224 


243 

32 


273 


695 


302 


167 


228 


796 

6 PERSONS 

# • • • • 


122 


541 


502 


203 


156 

34 


146 


524 


229 


93 


105 


449 

7 PERSONS 

f f • • • 


99 


222 


302 


149 


151 

32 


90 


205 


125 


85 


04 


241 

a PERSONS OR MORE 



126 


288 


684 


333 


368 

37 


83 


259 


227 


222 


160 


319 

MEDIAN! 

























ALL OCCUPIED 



2.9 


3.5 


3.5 


3.1 


3.7 

2.9 


3.1 


3.6 


3,4 


3.0 


3.5 


3.6 

OWNER 

• « • $ • 


2.8 


3.5 


3.3 


2,6 


3.1 

. • « 


3.1 


3.6 


3.2 


3.1 


3.2 


3.5 

RENTER 

« « t • « 


3.1 


3.4 


3.8 


3.5 


3,9 

3.0 


3.2 


3.4 


3,9 


2.9 


3.9 


4,0 

PERSONS PER ROOM 

























1.00 OR LESS 


1 

738 

5 

609 

4 

230 

2 

114 

1 

418 

320 

2 

211 

3 

979 

2 

135 

1 

393 

1 

342 

4 

255 

1.01 OR MORE . . 



460 

1 

46b 

1 

721 


836 


917 

141 


457 

1 

266 


661 


539 


445 

1 

12a 

YEAR MOVED INTO UNIT 

























OWNER OCCUPIED 

• • • • ■ 

1 

791 

5 

166 

3 

445 

1 

410 


559 

142 

1 

680 

4 

207 

1 

860 


914 

1 

115 

3 

977 

1958 TO MARCH I960 



386 

2 

105 


961 


214 


127 

16 


344 

1 

535 


319 


146 


216 


932 

1954 TO 1957 



338 

1 

089 


762 


242 


112 

16 


429 


915 


304 


167 


166 


713 

1940 TO 1953 



623 

1 

438 

1 

238 


527 


234 

64 


610 

1 

298 


720 


364 


471 

1 

496 

1939 OR EARLIER 



444 


334 


484 


427 


86 

46 


297 


459 


517 


237 


260 


836 

RENTER OCCUPIED 



407 

1 

911 

2 

506 

1 

540 

1 

776 

319 


988 

I 

038 


936 

1 

018 


672 

1 

406 

1958 TO MARCH 1960 , 



203 

1 

480 

1 

154 


678 


791 

105 


592 


694 


442 


296 


309 


751 

1954 TO 1957 



80 


189 


593 


401 


478 

66 


199 


226 


241 


293 


159 


325 

1940 TO 1953 



79 


175 


571 


316 


444 

99 


168 


64 


202 


279 


169 


260 

1939 OR EARLIER 



45, 


67 


188 


145 


63 

49 


29 


54 


51 


150 


35 


70 

HOME FOOD FREEZER 

























1 OR MORE 



60 1 

1 

941 

1 

420 


417 


343, 

100 


781 

i 

718 


726 


269 


529 

2 

185 

NONE ... 

t , 1 T T 

1 

408' 

5 

151 

4 

605 

2 

584 

2 

025! 

323 

2 

002 

3 

460 

1 

982 

1 

611 

1 1 

228 

3 

126 

VALUE 











1 





i 





1 




OWNER OCCUPIED 


1 

27B| 

3 

196 

2 

847 

1 

126 


494 

99 

1 

086 

3 

026, 


945 


543 


542 

2 

213 

LESS THAN $5i000 



563 


696 


924 


654 


200 

63 


476 


943 


419 


282 


182 


815 

SSfOOO TO S7f400 



277 j 


569 


482 


183 


961 

25 


302 


768 


216 


139 


85 


573 

$7»500 TO $9,900 



158' 


515 


423 


78 


50 ' 

... 


118 


418 


101 


55 


82 


355 

$10,000 TO $12,400 



100 j 


471 


376 


98 


78 

4 


07 


447 


125 


25 


77 


256 

$12,500 TO $14,900 ....... 



32l 


268 


275 


45 


13' 

• t . 


38 


167 


34 




35 


96 

$15,000 TO $19,900 



65 j 


388 


242 


32 


33 

4 


20 


122 


26 


20 


48 1 


78 

$20,000 TO $24,900 



24 1 


126 


68 


9 


12 

• . • 


30 


55 


16 


12 


17 1 


28 

$25,000 OR MORE 



59 j 


163 


57 

! 

27 


12 

3 


15 


106 


8 


10 


16, 


12 

MEDIAN 

DOLLARS . 

5 

700 

9 

100 

7 

600 

5 000- 

6 

200 

... 

5 

600 

6 

900 

5 

600 

5 1 

000- 

7 

600 1 

6 

300 

VACANT AVAILABLE FOR SALE. . 

• • . # . 


79 


112 


96 









67 




4 




50 

MEDIAN PRICE ASKED 

DOLLARS . 


... 






... 


!!! 

... 


. . . 




... 




... 



GROSS RENT 

























RENTER OCCUPIED 



407 

1 

911 

2 

506 

1 

540 

1 

776 

319 


988 

1 

038 


936 

1 

018 i 


672 

1 

406 

LESS THAN $20 



18 


43 


484 


304 


56 

25 


145 


32 


175 


306 


142 


132 

$20 TO $39 



43 


112 


330 


176 


87 

17 


232 


112 


127 


110 


111 


318 

$40 TO $59 



71 


216 


275 


62 


79 

12 


105 


169 


100 


59 


50 


262 

$60 TO $79 



13 


310 


151 


36 


34 

3 


62 


243 


88 


31 


41 


64 

$60 TO $99 ... 



14 


368 


94 


4 


15 

... 


16 


102 


28 


19 


4 


17 

$100 TO $119 



21 


275 


29 


* 1 1 


8 

• • • 


a 


16 


7 


9 


4 


27 

$120 OR more 



• « « 


170 


45 


... 


3 

« . . 




12 


23 




4 


B 

NO CASH RENT 



227 


417 

1 

098 


958 

1 

494 

262 


420 


352 


388 


484 


316 


578 

MEDIAN 

DOLLARS . 


... 


83 


32 

1 

20- 


39 

... 


29 


62 


31 


20- 


24 


38 

CONTRACT RENT 

























RENTER OCCUPIED 

..... 


180 

1 

494 

1 

408 


502 


282 

57 


568 


606 


540 


534 


356 


828 


DOLLARS . 


... 


72 


20 


20- 


20 

... 


20- 


47 


20- 


20- 


20- 


24 

VACANT AVAILABLE FOR RENT. . 



67 


60S 


100 


B 


13 

7 


5 


131 


65 


47 


30 


42 

median rent ASKED 

DOLLARS . 


... 


127 


... 

















... 

ACRES IN THE PLACE 

























ALL VACANT UNITS 


2 

048 

1 

576 


876 


777 


509 

290 


485 


903 


321 


292 


257 


450 

10 ACRES OR MORE 

• ■ . * • 


102 


64 


419 


512 


246 

213 


349 


177 


178 


161 


78 


186 

LESS THAN 10 ACRES 


1 

946 

1 

512 


457 


265 


263 

77 


136 


726 


143 


131 


179 


264 

AVAILABLE VACANT UNITS . . . 



146 


721 


214 


26 


46 

7 


30 


216 


97 


76 


30 


120 

10 ACRES OR MORE ... 

. I . . • 


• • • 


4 


16 


18 


33 

* • • 


33 


14 


32 


25 


• • • 


28 

LESS THAN 10 ACRES 



146 

1 

717 


198 


8 


13 

7 


5 


202 


65 


51 


30 


92 



Mississippi 






Table 32. — Occupancy and Financial Characteristics and FIcating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-h) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

KEMPER 

LAFA- 

YETTE 

LAMAR 

LAUDER- 

DALE 

LAWRENCE 

LEAKE 

LEE 

LEFLORE 

LINCOLN 

LOWNDES 

MADISON 

MARION 

ALL HOUSING UNITS 


1 

699 

1 

976 

3 

365 

4 

201 

2 

179 

2 

889 

4 

381 

3 312 

3 

700 

3 

683 

2 860 

2 

889 

HEATING EQUIPMENT 
























STEAM OR HOT WATER 



14 


B 


5 


25 


• ft • 




4 

13 


4 


t • ■ 

28 


13 

WARM AIR FURNACE 



13 


56 


69 


108 


17 


24 


115 

64 


52 


140 

154 


133 

BUILT-IN ROOM UNITS 



101 


191 


274 


302 


65 


96 


627 

258 


318 


894 

136 


24 

other means with flue 



918 

1 

106 


779 

1 

504 


981 

1 

098 

1 

742 

1 465 

1 

404 

1 

333 

1 352 

1 

101 

other means WITHOUT FLUE . . . . 



601 


542 

2 

085 

2 

195 


911 

1 

662 

1 

825 

1 477 

1 

868 

1 

259 

1 164 

1 

422 

NONE 



52 


73 


133 


67 


205 


9 


68 

35 


54 


57 

26 


196 

ALL OCCUPIED UNITS . . . . 


— 

1 

378 

1 

489 

2 

992 

3 

685 

1 

875 

2 

409 

4 

002 

2 285 

3 

305 

3 

389 

2 534 

2 

452 j 

PERSONS 
























i PERSON 



235 


142 


275 


336 


161 


366 


323 

368 


289 


132 

299 


245 

2 PERSONS 



343 


411 


844 


964 


531 


669 

1 

079 

566 


787 


750 

496 


570 

3 PERSONS 



282 


245 


552 


612 


343 


447 


817 

384 


599 


694 

404 


418 

^ PERSONS 

t fl • • • 


181 


225 


524 


580 


308 


283 


742 

372 


652 


637 

310 


404 ; 

5 PERSONS 

t • « » « 


139 


200 


373 


486 


184 


282 


455 

232 


406 


483 

290 


309 

6 PERSONS 

« t • t « 


74 


75 


171 


271 


150 


160 


283 

141 


204 


317 

208 


225 . ^ 

7 PERSONS 



57 


74 


114 


IBl 


76 


52 


125 

73 


153 


159 

175 


105 

B PERSONS OR MORE. ....... 



67 


117 


139 


255 


122 


150 


178 

149 


215 


217 

352 


176 ,! 

MEOIANJ 
























ALL OCCUPIED 



2.9 


3.3 


3,2 


3.4 


3,2 


2,9 


3.2 

3,0 


3.5 


3.7 

3.7 


3.5 

OWNER 



2.6 


3,1 


3.2 


3.2 


3,0 


2,7 


3,1 

3,1 


3.2 


3.4 

3.4 


3.3 

RENTER 



3,3 


3,5 


3.2 


3.9 


3.9 


3.3 


3.6 

2.9 


4.0 


4,1 

4,0 


4.0 

PERSONS PER ROOM 
























1.00 OR LESS 


1 

070 

1 

153 

2 

496 

2 

859 

1 

481 

1 

945 

3 

211 

1 705 

2 

593 

2 

542 

1 642 

1 

873 

1.01 OR MORE 



308 


336 


496 


826 


394 


464 


791 

500 


712 


847 

892 


579 

YEAR MOVED INTO UNIT 
























OWNER OCCUPIED 



734 


814 

2 

329 

2 

516 

1 

305 

1 

651 

2 

473 

972 

2 

145 

1 

755 

1 095 

1 

826 

1958 TO MARCH I960 



143 


246 


603 


587 


254 


324 


614 

208 


447 


686 

291 


367 

1954 TO 1957 



108 


146 


413 


440 


227 


330 


537 

260 


347 


327 

223 


351 

1940 TO 1953 

• • • * > 


260 


260 


805 

1 

017 


439 


668 


951 

369 


815 


563 

382 


716 

1939 OR earlier 

* f > t • 


223 


162 


508 


472 


405 


329 


371 

135 


536 


179 

199 


392 f 

RENTER OCCUPIED. ...... 

• * • » > 


644 


675 


663 

1 

169 


570 


758 

t 

529 

L 313 

L 

160 

1 

634 

1 439 


626 . I 

1958 TO MARCH 1960 

• f • • i 


270 


402 


438 


620 


294 


463 


921 

635 


546 

1 

144 

654 


353 

1954 TO 1957 



174 


163 


117 


334 


154 


171 


355 

311 


299 


267 

309 


173 

1940 TO 1953 

« « » • • 


150 


82 


63 


160 


95 


80 


223 

302 


237 


190 

343 


74 

1939 OR EARLIER. 

• » * t • 


50 


28 


45 


55 


27 


44 


30 

65 


78 


33 

133 


26 

HOME FOOD FREEZER 
























1 OR MORE 




333 


426 

1 

004 

1 

365 


644 


552 

1 

375 

557 

1 

112 

1 

043 

637 


817 

NONE 


1 

121 


996 

1 

947 

2 

468 

1 

351 

1 

799 

2 

608 

1 870 

1 

989 

2 

229 

1 063 

1 

637 

VALUE 
























OWNER OCCUPIED 



437 


528 

1 

504 

1 

274 


782 

1 

087 

1 

905 

893 


977 

1 

053 

010 

1 

013 ^ 

LESS THAN S5»000 



201 


241 


764 


404 


406 


463 


695 

386 


407 


412 

264 


521 

$5 f 000 TO $7 » 400 



117 


iia 


257 


283 


191 


270 


477 

189 


196 


231 

SB 


261 

$7f500 TO $9t900 



39 


31 


168 


251 


86 


184 


334 

134 


107 


130 

96 


82 

SiOiOOO TO S12t400 



46 


2b 


148 


158 


52 


121 


228 

57 


96 


126 

154 


70 

S12.500 TO Si4»900 



13 


24 


37 


76 


12 


25 


80 

28 


56 


47 

89 


43 

$l5i000 TO $19i900 



8 


31 


86 


74 


24 


16 


66 

62 


80 


40 

41 


20 

$20(000 TO $24(900 



9 


15 


20 


12 


B 


4 


16 

18 


20 


31 

43 


12 

$25(000 OR MORE 



4 


40 


24 


16 


3 


4 


9 

17 


15 


36 

35 


4 

MEDIAN 

DOLLARS . 

5 

400 

5 

500 

5 1 

DOO- 

7 

100 

5 

000- 

5 

700 

6 

300 

5 800 

6 

000 

6 

200 

8 900 

5 

000- 

VACANT AVAILABLE FOR SALE. . 

. • ■ • • 


• • . 


17 


18 


5 


17 


10 


6 

. • ■ 


4' 


17 

. . ■ 


8 i 

MEDIAN PRICE ASKED 

DOLLARS . 


... 


... 


... 




... 


... 


... 

... 


... 


... 

... 


... 

GROSS rent 
























renter OCCUPIED 



644 


675 


663 

1 

169 


570 


750 

1 

529 

1 313 

1 

160 

1 

634 

1 439 


626 

LESS THAN *Z0 

• ft • • « 


212 


127 


54 


314 


107 


195 


205 

179 


240 


155 

190 


120 

$20 TO $39 

ft ft • ft t 


55 


94 


107 


202 


92 


143 


370 

337 


220 


178 

277 


116 

$40 TO $59 

ft ft ft ft ft 


59 


68 


112 


137 


96 


59 


280 

179 


138 


136 

102 


40 

$60 TO $79 



28 


42 


110 


76 


32 


44 


141 

127 


44 


235 

62 


27 

$60 TO $99 



5 


9 


29 


32 


10 


4 


16 

27 


35 


322 

16 


4 

$100 TO $119 * . . 



■ . • 


4 


8 


4 


4 


4 


4 

8 


4 


136 

28 


8 

$120 OR MORE 



7 


4 


21 


12 


14 


. . . 


12 

12 


12 


106 

24 


17 

NO CASH RENT 



278 


327 


222 


392 


215 


309 


501 

444 


459 


366 

740 


294 

MEDIAN 

DOLLARS . 


20- 


26 


51 


26 


36 


24 


36 

34 


27 


76 

28 


30 

CONTRACT RENT 
























RENTER OCCUPIED 

• • * 


366 


348 


441 


777 


355 


449 

1 

020 

869 


701 

1 

268 

699 


332 

MEDIAN 

DOLLARS . 


20- 


20- 


33 


20- 


21 


20- 


22 

22 


20- 


61 

20- 


20- 

VACANT AVAILABLE FOR RENT, . 

» * • • » 


36 


. • . 


64 


44 


4 


28 


71 

25 


37 


34 

14 


16 

MEDIAN rent ASKED 

DOLLARS . 


... 


... 


... 


... 


. . , 


. .. 


.. . 

. . . 


... 


. . » 

, . . 


... 

ACRES IN THE PLACE 
























ALL VACANT UNITS 



321 


4B7 


373 


516 


304 


460 


379 

1 027 


395 


294 

326 


437 

10 ACRES OR MORE 



204 


234 


172 


257 


159 


268 


145 

021 


239 


131 

170 


230 

LESS THAN 10 ACRES 

. . . . V 


117 


253 


201 


259 


145 


212 


234 

206 


156 


163 

156 


207 

available VACANT UNITS . . . 



44 


30 


118 


101 


35 


51 


109 

30 


82 


76 

53 


32 

10 ACRES OR MORE 




8 


13 


36 


52 


14 


13 


32 

5 


41 


25 

39 


a 

LESS THAN 10 ACRES 



36 


17 


82 


49 


21 


38 


77 

25 


41 


51 

14 


24 


State and Small Areas 




Table 32. — Occupancy and Financial Chauacthristics and Heating Equipment op Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Heuting Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Plome Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


MARSHALL 

MONROE 

MONT- 

NESHOBA 

NEWTON 

NOXUBEE 

OKTIB- 

PANOLA 

PEARL 

PERRY 

PIKE 

PONTOTOC 







GOMERY 






BEHA 



RIVER 







ALL HOUSING UNITS 

1 

936 

3 

670 

1 533 

2 

838 

3 

016 

2 449 

2 

583 

3 

913 

3 391 

1 

970 

5 

247 

3 

105 

HEATING EQUIPMENT 























STEAM OR HOT WATER 



• . . 


11 

A • 


4 


4 

4 


20 


4 

7 


• . . 


4 


20 

WARM AIR FURNACE 



12 


45 

5 


15 


34 

33 


205 


91 

29 


9 


129 


108 

BUILT-IN ROOM UNITS 



101 


166 

32 


103 


141 

415 


273 


572 

209 


21 


384 


226 

OTHER MEANS WITH FLUE 


1 

182 

1 

515 

774 

1 

267 

1 

067 

1 293 

1 

137 

2 

045 

817 


840 

1 

764 

1 

446 

OTHER MEANS WITHOUT FLUE . . . . 



534 

1 

877 

710 

1 

168 

1 

710 

704 


895 


938 

2 293 

1 

016 

2 

867 

1 

269 

NONE 



107 


56 

12 


281 


60 

, . i 


53 


263 

36 


82 


99 


16 

ALL OCCUPIED UNITS 

1 456 

3 

060 

1 250 

1 

973 

2 

534 

1 978 

2 

322 

2 

785 

3 014 

1 

747 

4 

798 

2 

610 

PERSONS 























1 PERSON 



158 


275 

123 


217 


272 

264 


192 


408 

327 


258 


550 


266 

2 PERSONS 



375 


674 

364 


494 


624 

548 


469 


859 

732 


409 

1 

268 


863 

3 PERSONS 



158 


606 

180 


326 


469 

323 


425 


408 

576 


261 


796 


569 

4 PERSONS 



244 


522 

205 


322 


427 

250 


420 


407 

551 


201 


707 


416 

5 PERSONS 



137 


414 

127 ^ 


212! 


284 

221 


217 


243 

315 


227 


505 


212 

6 PERSONS 

« t • • • 


123 


226 

85 


205' 


181 

108 


206 


167 

235 


198 


314 


121 

7 PERSONS 

w « • • w 


75 


140 

60 


73 


107 

105 


106 


101 

127 


88 


218 


52 

a PERSONS OR MORE 

MEDlANi 

• t • • * 


186 


203 

106 


124 


170 

159 


287 


192 

151 


105 


440 


111 

ALL OCCUPIED 



3,7 


3,5 

3.3 


3.3 


3.3 

3.0 


3.7 


2.8 

3.3 


3.3 


3.2 


2,8 

OWNER 



3.1 


3,2 

2.9 


3.1 


3.0 

2.7 


3,4 


2.6 

3.2 


3.1 


3.0 


2.7 

RENTER 



4,0 


3,8 

3.9 


3.8 


4,2 

3.6 


4.2 


3,0 

3.6 


3.8 


3.9 


3.1 

PERSONS PER ROOM 























1.00 OR less 



905 

2 

314 

941 

1 

489 

2 

000 

1 492 

1 

633 

2 

168 

2 415 

1 

290 

3 

623 

2 

214 

1.01 OR MORE . . 



551 


746 

309 


484 


526 

486 


689 


617 

599 


457 

1 

175 


396 

YEAR MOVED INTO UNIT 























OWNER OCCUPIED 

• • • • • 


584 

1 

594 

782 

1 

231 

1 

740 

i 195 

1 

349 

1 

459 

2 305 

1 

302 

3 

272 

1 

627 

1958 TO MARCH 1960 

* • • • • 


138 


455 

207 


284 


351 

151 


255 


233 

411 


23B 


546 


271 

1954 TO 1957 

♦ • • t • 


85 


389 

136 


207 


324 1 

241 


277 


318 

448 


263 


539 


331 

1940 TO 1953 

# • • • • 


232 


479 

298 


410 


659 

501 


549 


564 

944 


466 

1 

336 


656 

1939 OR EARLIER 

* # • ♦ • 


129 


271 

141 


330 


406 

302 


268 


344 

502 


315 


851 


369 

RENTER OCCUPIED. 

• « « w • 


872 

1 

466 

468 


742 


794 

783 


973 

1 

326 

709 


445 

1 

526 


983 

1958 TO MARCH 1960 

» • • w • 


409 


835 

279 


401 


416 

295 


497 


603 

393 


232 


708 


500 

1954 TO 1957 . 



232 


314 

117 


185 


186 

275 


208 


317 

178 


119 


459 


207 

1940 TO 1953 



184 


270 

68 


129 


155 

189 


214 


234 

105 


73 


274 


160 

1939 OR EARLIER 



47 


47 

4 


27 


37 

24 


54 


92 

33 


21 


85 


36 

HOME FOOD FREEZER 























1 OR MORE 



239 


977 

140 


563 


742 

376 


689 


737 

942 


514 

1 

340 

1 

041 

NONE 


1 

190 

2 

168 

1 132 

1 

552 

1 

743 

1 568 

1 

674 

2 

255 

2 098 

1 

218 

3 

429 

1 

784 

VALUE 























OWNER OCCUPIED 



431 

1 

107 

550 


497 

1 

003 

928 


908 

1 

234 

1 361 


900 

2 

159 

1 

097 

LESS THAN $5? 000 



213 


531 

352 


297 


420 

475 


430 


529 

554 


588 


981 


469 

SSrOOO TO $7 >400 

ff • A • « 


88 


259 

141 


122 


219 

128 


138 


230 

338 


186 


455 


256 

*7i500 TO S9*900 . 

• • • fl A 


77 


145 

37 


58 


138 

103 


57 


142 

201 


72 


173 


136 

<10»000 TO S12f400 

« # A « A 


25 


77 

12 


12 


108 

104 


84 


189 

113 


4 


311 


96 

Sl2t500 TO Sl4i900 

A A a A A 


4 


46 

. . • 


4 


56 

58 


33 


65 

36 


26 


121 


72 

SlSiOOO TO $19i900 



20 


41 

. • • 


4 


30 

41 


118 


48 

95 


13 


60 


44 

S20.000 TO $24,900 



• • • 


4 

. « . 


... 


28 

4 


40 


24 

4 


4 


34 


12 

$25,000 OR MORE 



4 


4 

8 


, i » 


4 

15 


8 


7 

20 


5 


24 


12 

MEDIAN « 

DOLLARS . 

5 

100 

5 

200 

5 000- 

5 1 

000- 

5 

900 

5 000- 

5 

400 

6 

000 

5 900 

5 1 

000- 

5 

500 

5 

800 

VACANT AVAILABLE FOR SALE, . 



7 


14 

... 


4 


14 

4 


... 


... 

i5| 




14 


17 

MEDIAN PRICE ASKED 

DOLLARS . 


... 


• , . 

... 


... 



... 


... 


... 



... 





GROSS RENT 























RENTER OCCUPIED 



872 

1 

466 

468 


742 


7.94 

783 


973 

1 

326 

709 


445 

1 

526 


983 




236 


231 

106 


146 


112 

186 


138 


286 

87 


77 


369 


175 

$20 TO $39 



86 


292 

74 


163 


183 

157 


151 


317 

154 


115 


383 


216 

$40 TO $59 



66 


226 

53 


75 


89 

113 


133 


116 

151 


35 


164 


132 

$60 TO $79 



25 


51 

16 


16 


48 

50 


41 


104 

38 


8 


130 


100 

$80 TO $99 



9 


37 

» . • 




3 

24 


12 


44 



8 


20 


40 

$100 TO $119 



. . * 


4 

... 




a 

4 


12 


12 

3 




4 


4 

$120 OR MORE 

NO CASH RENT 



450 


8 

617 

219 


342 


351 

4 

245 


8 

470 


447 

B 

268 


202 


12 

444 


6 

308 

MEDIAN 

DOLLARS . 


20- 


33 

25 


25 


30 

27 


31 


26 

37 


26 


28 


34 

CONTRACT RENT 























RENTER OCCUPIED. ...... 



422 


849 

249 


400 


443 

538 


496 


879 

441 


243 

1 

082 


675 


DOLLARS . 


20- 


20- 

20- 


20- 


20- 

20- 


20 


20- 

24 


20- 


20- 


22 

VACANT AVAILABLE FOR RENT. . 



29 


38 

33 


5 


4 

27 


25 


17 

76 


13 


18 


61 

MEDIAN RENT ASKED 

DOLLARS , 


... 



... 













ACRES IN THE PLACE 























ALL VACANT UNITS 




480 


610 

203 


865 


482 

471 


261 

1 

128 

377 


223 


449 


495 

10 ACRES OR MORE 



280 


230 

189 


617 


315 

377 


142 


758 

110 


105 


133 


348 




200 


380 

94 


248 


167 

94 


119 


370 

267 


116 


316 


147 

available VACANT UNITS . . . 



57 


120 

87 


37 


23 

35 


39 


25 

91 


16 


44 


117 

10 ACRES OR MORE 

LESS THAN 10 ACRES ....... 



21 

36 


68 

52 

54 

33 


28 

9 


5 

18 

4 

31 


14 

25 


8 

17 

*91 


3 

13 


12 

32 


39 

70 


Mississippi 


Table 32 . — Occupancy and Financiai. Ciiaractkristics and Hj-ating Equipment of Rliual-Nomfarm 

Housing Units, for Counties: I 960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-j-) or minus ( — ) after number indicates median above 

or below that number] 


Hc.innp; Equipment 
Persons 

Persons per Room 
Ytiir Moved into Unit 
Hofiie Food Freezer 


Value 
dross Rent 
Uoturacr Rene 
Acres in the 
Place 


subject 

PRENTISS 

QUITMAN 

RANKIN 

SCOTT 

SHARKEY 

SIMPSON 

SMITH 

STONE 

sun- 

flower 

TALLA- 

HATCHIE 

TATE 

TIPPAH 

ALL HOUSING UNITS. . . . . 


2 256 

2 

637 

5 

655 

2 

869, 

1 

1 

777 

4 

127 

2 

492 

1 

714i 

6 

952 

3 

973 

1 646 

1 656 

HEATING EQUIPMENT 























STEAM OR HOT WATER 


4 • • 


... 


171 






9 


4 


4 


58 


18 


17 

WARM AIR FURNACE 


33 


33 


232 


27 ' 


29 


72 


20 


4 


261 


42 

52 

31 

BUILT-IN ROOM UNITS. ...... 


122 


164 


440 


100 


443 


407 


31 


1 13 


403 


278 

123 

59 

OTHER MEANS WITH FLUE 


1 354 

1 

625 

1 

677 

1 

062 


830 

1 

128 

1 

113 


480 

3 

414 

2 

842 

1 037 

941 

OTHER MEANS WITHOUT FLUE . . . . 


686 


760 

2 

973 

1 

647 i 


377 

2 

418 

1 

275 

1 

090 

2 

613 


760 

429 

586 

NONE 


63 


55 


162 


33 


98 


93 


49 


23 


203 


33 

5 

22 

ALL OCCUPIED UNITS . . . . 


1 633 

2 

046 

4 

905 

2 

517 

1 

250' 

3 

565 

i 

1 959 

1 

595 

5 

618 

2 

960 

1 200 

1 263 

PERSONS 













1 










1 PERSON 


213 


228 


542 


248 


195 


360 


196 


173 


721 


343 

200 

119 

2 PERSONS 


538 


485 

1 

206 


638 


256 


852 


510 


421 

1 

386 


792 

270 

396 

3 PERSONS 


417 


333 


898 


464 


220, 


701 


384 


316 


819 


396 

228 

250 

4 PERSONS 


284 


260 


826 


337 


216 


585 


318 


277 


686 


397 

190 

206 

5 PERSONS 


188 


180 


539 


276 


135! 


454 


212 


143 


511 


274 

115 

117 

6 PERSONS. 


85 


142 


369 


169 


61 


232 


118 


147 


337 


227 

48 

91 

7 PERSONS 


61 


153 


191 


133 


64 1 


125 


82 


33 


342 


ISO 

44 

38 

8 PERSONS OR MORE 


47 


265 


334 


252 


103 1 


256 


139 


85 


816 


351 

105 

46 

median* 























ALL OCCUPIED 


2.9 


3,4 


3,3 


3,3 


3,3 


3.3 


3,2 


3.1 


3,4 


3,4 

3.1 

3,0 

OWNER 


2.6 


3.0 


3.4 


3.1 


3,1 1 


3. 1 


3.0 


3.1 


2,7 


2.6 

2.8 

2.8 

RENTER 


3.1 


3.9 


3,1 


3.B 


3.5 


3.8 


3,6 


3.4 


3.8 


3.7 

3.4 

3.2 

PERSONS per ROOM 























1.00 OR LESS 


1 483 

1 

347 

3 

753 

1 

838 


897 

2 

774 

1 

547 

1 

255 

3 

649 

1 

964 

875 

1 022 

1.01 OR MORE 


350 


699 

1 

152 


679 


353! 


791 


412 


340 

1 

969 


996 

325 

241 

YEAR MOVED INTO UNIT 























OWNER OCCUPIED 


1 144 


765 

2 

951 

1 

543 


406 

2 

272 

1 

264 

1 

158 

1 

649 


823 

542 

696 

1958 TO MARCH 1960 . 


179 


110 


795 


365 


55 


418 


319 


243 


286 


122 

168 

176 

1954 TO 1957 . 


301 


216 


602 


298 


95 


442 


203 


202 


396 


125 

85 

114 

1940 TO 1953 


492 


327 

1 

113 


518 


141 


876 


465 


482 


705 


337 

229 

297 

1939 OR EARLIER 


172 


112 


441 


362 


115 


536 


277 


231 


262 


239 

60 

111 

RENTER OCCUPIE-D . 


689 

1 

281 ’ 

1 

954 


974 


844 

1 

293 


695 


437 

3 

969 

2 

137 

658 

565 

1958 TO MARCH I960 ....... 


410 


734 

1 

109 


589 


382 


717 


468 


239 

2 

025 


945 

350 

336 

1954 TO 1957 


126 


310 


478 


256 


235 


344 


128 


92 

1 

049 


515 

153 

128 

1940 TO 1953 


132 


190 


296 


93 


177 


189 


86 


81 


717 


534 

123 

101 

1939 OR EARLIER 


21 


47 


71 


36 


50 


43 


13 


25 


178 


143 

24 

... 

HOME FOOD FREEZER 























1 OR MORE 


538 


534 

1 

314 


764 


320 


920 


489 


314 

1 

286 


702 

122 

353 

NONE ^ 


1 300 

1 

447 

3 

613 

1 

841 


940 

2 

821 

1 

302 

1 

317 

4 

309 

2 

295 

978 

718 

VALUE 























OWNER OCCUPIED 


809 


660 

2 

02B 

1 

022 


380 

1 

342 


646 


727 

1 

476 


547 

422 

489 

LESS THAN $5t000 


587 


371 


631 


518 


101 


459 


286 


404 


661 


194 

220 

315 

$5,000 TO S7i 400 


129 


143 


405 


211 


56 


301 


167 


162 


252 


104 

81 

63 

$7,500 TO $9,900 


32 


34 


296 


134 


58 


243 


81 


76 


137 


36 

23 

62 

$10f000 TO $12,400 


28 


35 


389 


61 


49 


169 


76 


36 


148 


116 

16 

31 

$12,500 TO $14,900 


> . . 


13 


146 


47 


35 


52 


6 


a 


71 


29 

16 

8 

$15,000 TO $19,900 


17 


27 


85 


24 


49 


64 


16 


21 


123 


33 

47 

3 

$20,000 TO $24,900 


a 


29 


40 


8 


19 


43 


4 


a 


31 


13 

4 

3 

$25,000 OR MORE 


8 


8 


36 


19 


13 


n 


8 


12 


53 


22 

15 

4 

MEDIAN 

DOLLARS . 

5 000- 

5 000- 

7 

400 

r- ( 

700 - 

8 

900 

6 

aoo 

5 

600 

5 

000- 

5 

800 

6 

900 

5 000- 

5 000- 

VACANT AVAILABLE FOR SALE. . 

. . » * • 

8 


13 


48 


... 


4 


6 


... 


3 


B 


* • . 

9 


MEDIAN PRICE ASKED 

DOLLARS . 

... 






... 


... 




... 


... 




... 

... 

... 

GROSS RENT 























RENTER OCCUPIED 

• • # t « 

669 

1 

281 

1 

954 


974 


844 

1 

293 


695 


437 

3 

969 

2 

137 

658 

565 

LESS THAN $20 

• $ • • • 

168 


79 


270 


123 


114 


209 


122 


32 


364 


123 

89 

100 

$20 TO $39 

• • • ■ * 

235 


146 


305 


190 


122 


240 


126 


48 


348 


219 

163 

115 

$40 TO • 

• • • « $ 

60 


76 


289 


115 


115 


158 


69 


62 


272 


94 

67 

B5 

$60 TO $79 


20 


45 


154 


53 


84 


104 


26 


53 


173 


34 

35 

33 

$80 TO $99 . . , . 


* * • 


11 


54 


18 


34 


49 


4 


20 


36 


14 

26 

17 

$100 TO $119 

• • • i $ 





14 


7 


. . » 


4 


. . • 


8 


13 


« • * 

5 

... 

$120 OR MORE 

• • « • • 

3 


• • * 




23 


11 


16 


. . . 


, • • 


e 


... 

. • , 

4 

NO CASH RENT 

• • • • • 

203 


924 


368 


445 


364 


513 


348 


214 

2 

755 

1 

653 

273 

211 

MEDIAN . 

DOLLARS . 

25 


33 


37 


34 


41 


34 


27 


52 


34 


29 

31 

33 

CONTRACT RENT 





i 


















RENTER OCCUPIED 

..... 

486 


357 

1 

086 


529 


480 


780 


347 


223 

1 

214 


484 

305 

354 

MEDIAN 

DOLLARS . 

20- 


20- 


25 


20- 


24 


20- 


20- 


34 


20 


20- 

20- 

20- 

VACANT AVAILABLE FOR RENT, . 

. ... 

16 


21 


82 


28 


53! 


56 




9 


83 


27 

10 

8 

MEDIAN rent ASKED 

DOLLARS . 

... 










... 


... 




... 


... 

... 

... 

ACRES IN THE PLACE 























ALL VACANT UNITS 


425 


591 


750 


352 


527 


562 


533 


119 

1 

334 

1 

013 

446 

393 

10 ACRES OR MORE 

. • • • • 

318 


455 


289 


244 


396 


316 


354 


27 


568 


566 

237 

303 

LESS THAN 10 ACRES 


107 


136 


461 


108 


131, 


246 


179 


92 


766 


447 

209 

90 

AVAILABLE VACANT UNITS , . . 


40 


38 


186 


81 


57' 


82 


10 


18 


95 


31 

46 

60 

10 ACRES OR MORE 



16 


4 


56 


53 


» * • 


20 


10 


6 


. • . 


4 

27 

48 

LESS THAN 10 ACRES 


24 


34 


130 


28 


57 


62 




12 


95 


27 

19 

12 


State and Small Areas 


Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is leas than 200; plus (-h) or minus (— ) after number indicates median above 


or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


ALL HOUSING UNITS. 


HEATING EQUIPMENT- 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


ALL OCCUPIED UNITS 


1 PERSON 

2 PERSONS. , . . . 

3 PERSONS 

4 PERSONS 

5 PERSONS. . . . . 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 

median: 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1950 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED, 
1958 TO MARCH 1960 , 
1954 TO 1957 . . . . 
1940 TO 1953 • . . . 
1939 OR EARLIER. . . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


OWNER OCCUPIED ...... 

LESS THAN $5i000 . • 

$5t 000 TO S7f400 

$7,500 TO S9. 900 

$10,000 TO $12,400 

$12,500 TO $14,900 . . . 

$15,000 TO $19,900 . 

$20,000 TO $24,900 

$25,000 OR MORE « • . 

MEDIAN DOLLARS 


vacant AVAILABLE FOR SALE. ..... 
MEDIAN PRICE ASKED DOLLARS 


RENTER OCCUPIED 

LESS THAN 

$20 TO 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN . DOLLARS 


CONTRACT RENT 


renter OCCUPIED 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED . DOLLARS 


ACRES IN THE PLACE 


ALL VACANT UNITS 
10 ACRES OR MORE . . . 
LESS THAN 10 ACRES . . 


AVAILABLE VACANT UNITS 

10 ACRES OR MORE 

LESS THAN 10 ACRES . . . i 


TISHO- 

TUNICA 

MINGO 


3 616 

2 033 

0 

8 

42 

144 

482 

134 

2 041 

1 309 

1 025 

1 015 

18 

223 

2 835 

1 726 

304 

309 

900 

447 

636 

302 

458 

206 

269 

164 

158 

81 

66 

54 

44 

163 

2.8 

2.9 

2.7 

2.5 

3.1 

3.0 

2 444 

1 225 

391 

501 

1 963 

445 

394 

87 

449 

65 

772 

216 

348 

77 

872 

1 281 

567 

577 

133 

270 

133 

310 

39 

124 

. 640 

216 

. 2 161 

1 668 

1 310 

384 

626 

123 

320 

70 

160 

31 

118 

36 

33 

35 

41 

28 

* . * 

24 

12 

37 

5 200 

7 500 

13 


. 072 

1 201 

. 127 

98 

. 264 

217 

. 143 

97 

. 92 

120 

. 13 

37 

. 4 

13 

. 229 

699 

. 32 

37 

. 643 

582 

. 21 

22 

. 43 

29 

. 781 

1 107 

, 274 

665 

. 507 

442 

. 114 

63 

. 56 

34 

, 56 

. 29 


UNION WALTHALL WARREN 


WAYNE WEBSTER WILKIN- WINSTON YALO- 
SON BUSHA 


951 

877 

675 

887 

526 

378 

305 

633 

365 

437 

307 

151 

no 

131 

138 

212 

71 

84 

164 

52 

64 

66 

71 

50 

111 

40 

68 

41 

36 

65 

83 

4 

16 

25 

13 

14 

75 

10 

8 

49 

20 

6 


572 

696 

1 351 

547 

99 

115 

597 

68 

77 

169 

179 

104 

30 

04 

112 

52 

4 

77 

50 

12 


893 

537 

227 

466 

21 

35 

1 20- 

22 

56 

39 

' U 

34 


Mississippi 

[Based on sample; see text. Median not shown where base is Jess than 200] 


SUBJECT 


TENURE AND COLOR 


ALL OCCUPIED UNITS 

OWNER OCCUPIED 

WHITE 

nonwhite 

RENTER OCCUPIED 

WHITE 

nonwhite i 


CONDITION AND PLUMBING 
ALL OCCUPIED UNITS .... 


SOUND 

WITH ALL PLUMBING FACILiTlES ! ’ * 
LACKING ONLY HOT WATER .... 

WITH ALL PLUMBING FACILITIES ! ! * 
LACKING ONLY HOT WATER .... 

dilapidated^*^^^ p'-'^msing facilities! 


renter OCCUPIED. .... 

SOUND * ] ] 

WITH ALL PLUMBING FACILITIES ! 
LACKING SOME OR ALL FACILITIES 

deteriorating , 7 

WITH AuL plumbing FACILITIES ! 
LACKING SOME OR ALL FACILITIES 

dilapidated its 


ALL OCCUPIED UNITS , , 

water supply 


HOT AND COLO PIPED WATER INSIDE STRUPTUrp 
COLO PIPED water INSlSI sTRSauRE ! : 
PIPED water OUTSIDE STRUCTURE. , ^ . 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOILET. EXCLUSIVE USE. . . 
FLUSH TOILET, SHARED .... 
OTHER TOILET FACILITIES OR NONe! 

BATHING FACILITIES 

bathtub or shower, exclusive USF 
bathtub or shower, shared. : . ! 

NO BATHTUB OR SHOWER .... 


ROOMS 


1 ROOM .... 

2 ROOMS. . . , 

3 ROOMS. , . , 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

a ROOMS OR MORE 
MEDIAN! 

ALL OCCUPIED 
OWNER. , , 
RENTER . . 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . , . 
1940 TO 1949 . , . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . , 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


SOURCE OF WATER 


JNOli?OWL’'»ELU 

OTHER. 


sewage DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. . ! ! 
OTHER OR NONE 

HOME FOOD FREEZER 


ADAMS 


ALCORN 


356 

250 

143 

107 

106 

14 

92 


356 

155 

128 

27 

78 

24 

54 

123 

106 

9 

5 

4 

14 

4 

10 

83 


164 

4 

B, 

lao! 


160 

4 

192 


160 

4 

192 


13 

49 

102 

81 

55 

36 

20 

4.7 

5,3 


44 

53 

48 

77 

134 


48 

165 

139 

4 


20 

161 

195 


134 

242 


79 

176 


1 721 
1 189 
1 154 
35 
532 
458 
74 


I 721 
779 
465 
B 

306 

809 

57 

4 

748 

133 

532 

69 

16 

53 

366 

8 

358 

97 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac 
Bathing Fac. 


26^73 

Rooms 

Year Struct. BuiJt 
Heating Equipment 
Source of Warcr 
Sewage Disposal 
Hon!e Food Freezer 


AMITE 


ATTALA 


BENTON 


bolivar 


CALHOUN 


646 

161 

53 

861 


542 
1 179 


546 
1 175 


4 

40 

161 

493 

631 

266 

81 

45 

4.8 

5.0 

4.1 


150 

171 

364 

348 

688 


4 

16 
66 
1 315 
320 


78 

489 

184 


5 

471 
1 275 


1 361 
1 083 
699 
384 
278 
61 
217 


1 361 
896 
477 
23 
396 
390 
66 
4 

320 

75 

270 

118 

19 

99 

99 

*99 

61 


583 

107 

46 

623 


574 

787 


578 

4 

779 


4 

11 

63 

273 

335 

405 

194 

76 

5.5 

5.7 

4,4 


92 

158 

410 

245 

456 


332 

715 

302 

12 


1 917 
1 296 
962 
334 
621 
163 
458 


1 917 
1 164 
395 
39 
730 
626 
3B 
4 

584 

127 

621 
200 
12 
lae i 

347 I 

347 

74 


440 
1 142 


21 

1 216 
139 


531 

845 


592 

725 


485 

226 

43 

1 161 


510 
1 407 


499 
1 418 


4 

21 

150 

429 

597 

527 

147 

42 

5.1 

5.4 

4.3 


137 

157 

375 

297 

951 


4 

16 

9 

960 

850 

78 


37 
1 381 
512 


9 

350 
1 571 


263 
1 627 


1 059 
567 
445 
122 
492 
139 
353 


I 059 
541 
192 
18 
331 
412 
15 

397 

106 

492 

174 

8l 

166 I 

237 

3 

234 

81 


239 

80 

41 

699 


229 

030 


229 

830 


7 

37 

216 

369 

219 

119 

80 

12 

4,2 

4.9 

3.7 


104 

136 

209 

246 

364 


16 

22 

811 

210 


59 

591 

409 


205 

854 


318 

723 


5 399 
i 131 
672 
459 
4 268 
644 
3 624 


5 399 
1 925 
743 
18 

1 164 

2 659 
113 

13 
2 533 
815 

4 268 
1 126 
197 
929 
2 364 
59 
2 305 
778 


889 
238 
785 
3 487 


899 
12 
4 488 


900 
12 
4 487 


30 

545 

376 

680 

928 

520 

271 

49 


. 616 
959 
912 
47 
657 
358 
299 


1 616 
779 
383 
24 
372 
528 
68 

3 

457 

309 

657 

141 

14 

127 

286 

4 

282! 
230 1 


CARROLL 


CHICKASAW 


3.9 

5.2 

5.7 


168 

203 

812 

1 360 

2 856 


75 
261 
3 811 
1 239 
13 


245 
2 738 
2 329 


36 

780 

496 


1 521 
4 251 


516 

225 

48 

827 


514 

1 I62 


494 
1 122 


24 

87 

455 

477 

371; 

157 I 
45 

5.0 

5.5 

4.2 


143 

148 

391 

357 

577 


16 

37 

1 081 
462 


389 

766 

514 

252 

623 

152 

471 


I 389 
609 
219 
19 
371 
431 
24 

407 

349 

623 

142 

16 

126 

219 

8 

211 

262 


76 
i 148 
377 


S 

586 
I 010 


815 

682 


271 

75 

57 

986 


286 
1 103 


274 
1 U5 


4 

35 
156 
421 
330| 
287 
120 

36 

4.7 

5.3 

4.2 


110 

116 

195 

134 

634 


40 

60 

895 

382 

12 


27 

619 

768 


184 

230 


343 

966 


1 333 
874 
658 
216 
459 
131 
328 


1 333 
605 
353 
16 
236 
415 
32 
B 

375 

313 

459 

67 

a 

59 

182 

182 

210 


1 333 


764 

634 

544 

90 

130 

68 

62 


764 

367 

144 

6 

215 

276 

16 

4 

256 

121 

130 

27 

*27 

49 

*49 

54 


476 

78 

93 

686 


413 

920 


413 

920 


4 

25 

152 

382 

323 

231 

134 

82 

4.8 
5.3 

3.9 


152 

100 

255 

226 

600 


4 

86 

806 

357 


13 

1 081 
233 


5 

374 

940 


660 

717 


204 

108 

20 

432 


184 

580 


180 

584 


22 

127 

231 

256 

68 

32 

5.5 

5.7 


16 

56 

162 

206 

324 


28 

40 

497 

199 


14 

548 

178 


5 

107 

628 


263 

600 


CLAI- 

BORNE 


510 

327 

169 

158 

183 

IB 

165 


510 

308 

167 

141 

150 

7 

151 
44 

103 

76 

6 

70 

82 

82 

25 


167 

30 

7 

306 


174 

336 


178 

332 


30 

50 

126 

141 

95 

45 

23 

4.8 

5.3 


15 

41 

64 

120 

270 


5 

4 

309 

192 


10 

266 

215 


120 

373 


124 

470 


I OR MORE 
NONE . . , 


Table 33, — ^Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties; I960— Con. 

[Based on sample; sec text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct, Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


TENURE AND COLOR 


CLARKE 


COVINGTON 


DE SOTO 


FORREST 


FRANKLIN 


GEORGE 


ALU OCCUPIED UNITS 

OWNER occupied 

WHITE 

NONWHITE 

renter occupied 

WHITE 

NONWHITE 


833 

1 087 

2 547 

763 

720 

386 

584 

397 

248 

179 

323 

138 

70 

367 

2 161 

33 

■ 93 

233 

37 

274 

1 920 


1 571 

1 571 

2 126 

1 166 

1 281 

911 

811 

953 

546 

355 

328 

365 

405 

290 

1 215 

81 

120 

197 

324 

170 

1 018 


485 

438 

368 

70 

47 

42 

5 


395 

346 

311 

35! 

49' 

28 

21 


757 
700 I 
676 
24 
57 
53 
4 


435 

418 

398 

20 

17 

17 


856 

394 

277 

117 

462 

68 

394 


CONDITION AND PLUMBING 

ALL occupied UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. . . . . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . , . 
DILAPIDATED 

RENTER OCCUPIED • 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

deteriorating 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DILAPIDATED 


ALL OCCUPIED UNITS 

WATER supply 

HOT AND cold PIPED WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE . 
PIPED WATER OUTSIDE STRUCTURE. ..... 
NO PIPED WATER 


833 

547 

328 

29 

190 

200 

16 

4 

180 

86 


1 087 
552 
248 

304 

264 

32 

232 

271 


2 547 
847 
376 
15 
456 
838 
45 
8 

785 

862 


1 571 
869 
525 
49 
297 
417 
28 
29 
360 
285 


1 571 
1 087 
570 
24 
493 
394 

9 

12 

373 

90 


2 126 
875 
435 
31 
409 
735 
56 
4 

675 

516 


485 

324 

285 

7 

32 

109 

45 

64 

52 


395 

240 

1441 

16i 

8O' 

122 

29 

4 

89 

33 


757 I 
49 ij 
332 
16 

143 
202 

50 

8 

144 
64 


435 

311 

179 

12 

120 

83 

12 

*71 

41 


856 

244 

178 

11 

55 

170 

20 

a 

142 

442 


70 

12 

8 

4 

36 


367 2 

93 
27 
66 
136 


36 1361 

22 138 


161 

555 

139 

416 

786 

40 

746 

020 


405 

68 

32 

36 

168 

168 

169 


290 

96 

4 

92 

148 

148 

46 


215 

289 

53 

236 

514 

8 

506 

412 


47 

23 

20 

3 

19 

7 

12 , 

5 


49 

12 

4 

8 

28 

28 

9 


57 

32 

17 

15 

13 

5 

8 

12 


17 

13 

4 

9 


4 


462 

44 

24 

20 

91 

12 

79 

327 


833; 


1 087 


2 547 


1 571 


1 571 


2 126 


485 


3951 


757 


435 


856 


393 

324 

429 

118 

48 

79 

9 

7 

190 

313 

708 

1 849 


591 

139 

32 

009 


633 

216 

4B 

674 


518 
98 
84 
1 426 


342 

60 

*83 


177 

52 

4 

162 


445 

143 

38 

131 


236 

103 

13 

83 


210 

63 

27 

556 


TOILET FACILITIES 

FLUSH TOILET I EXCLUSIVE USE 

FLUSH TOILET. SHARED . . . . 

other toilet facilities or none 

BATHING FACILITIES 

bathtub or shower. EXCLUSIVE USE 

bathtub or shower. SHARED 

NO bathtub or shower 


385 

448 


292 456 

4 

791 2 091 


641 

930 


624 

947 


349 

136 


197 

198 


427 

330 


203 

232 


225 

631 


397 

292 

456 

. . • 

4 

. . * 

436 

791 

2 091 


633 

938 


623 

545 

345 

• • . 

4 

• * • 

948 

L 577 

140 


201 

194 


434 

323 


211 

224 


221 

635 


ROOMS 


1 ROOM . . . . ^ 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN! 

ALL OCCUPIED 
OWNER. . . 

renter . . 


4 

32 

175 

225 

268 

109 

20 


15 

34 

123 

311 

247 

245 

68 

44 


4 

222 

668 

857 

347 

300 

84 

65 


4 

36 

79 

351 

429 

450 

137 

85 


8 

20 

94 

341 

460 

429 

186 

33 


19 

98 

449 

698 

465 

226 

83 

88 


4 

3 

10 

90 

157 

172 

33 

16 


4 

*13! 

50 1 
114 
132 
41 
41 


8 

4 

41* 

155 

239 

219 

79 

12 


36 

80 

144 

127 

40 

8 


16 

92 

275 

201 

169 

55 

48 


5.4 4.7 3.9 

5.5 5.3 5.4 

... 4.0 3.B 


5.2 
5.6 

4.3 


5 

5 

4 


.2 

.4 

.2 


4 

5 
3 


.2 

.0 

.8 


5 

5 


,4 

.4 


5. 

5. 


.6 

>8 


5.2 5.2 4.7 

5.2 5.3 5,7 

... ... 4.2 


YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


56 

128 

33 

51 

121 

103 

287 

216 

303 

127 

160 

476 

312 

454 

1 632 


105 

159 

345 

264 

698 


199 

163 

447 

248 

514 


150 

196 

363 

480 

937 


52 

50 

152 

104 

127 


8 ' 

44 

114 

63 

166 


96 

61 

190 

161 

249 


56 

26 

74 

79 

198 


59 

43 

199 

213 

342 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE , . . . 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 



15 

a 

• . . 

8 

50 

71 

44 

92 

400 

1 746 

1 071 

350 

1 274 

526 

4 

... 

. . . 


. ■ . 

* , . 

21 

16 

• . . 

26 

32 

24 

147 

797 

1 172 

1 493 

726 

363 

439 

• • . 

12 

. . . 


98 

155' 

232; 


53 

154 

188 


4 

337 

416 


8 

310 

117 


20 

72 

559 

101 

24 


SOURCE OF water 

PUBLIC system or PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER. ............. 


735 

96 


9 93 
576 1 168 
490 1 291 


1 229 
268 


1 330 
243 


111 

975 


11 

405 

44 


5 

332 

83 


5 

706 

71 


5 

421 

31 


11 

433 

417 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. .... 


366 

463 


9 2^ 

200 417 

786 2 113 


15 

537 

980 


10 
394 
1 195 


27 
537 
1 575 


11 

296 

153 


147 

273 


338 

446 


203 

254 


10 

157 

694 


HOME FOOD FREEZER 


440 

399 


331 402 

808 2 074 


586 
1 116 


600 446 

814 1 616 


263 

300 


115 

158 


355 

309 


214 

126 


274 

610 


1 OR MORE 
NONE . . . 




Mississippi 


2ti»75 


Table 33. — Tenure, Condition and Plumaing Facilities, and Structural Characti:iustrs or 
Occupied Rural-Farm Housing Units, tor Counties: 1960^ — Con, 

[Based nn sample; sec text. Median not shown where base is less than 200] 


Tc-nurc by (^dor 
C!t)ndirion and 
Plinnbnm 
Water ^upply 
Toilet r.tc. 

B.i tilt tie; Kic. 


Rooms 

Year Struct. Built 
Hutin.u nqiiiptncnt 
Source of Water 
Scwaf^c Disposal 
Home Food Freezer 


SUBJECT 

HANCOCK 1 

HARRISON 

HINDS 

HOLMES 

HUM- 

PHREYS 

ISSA- 

QUENA 

ITAWAMBA 

JACKSON 

JASPER 

JEFFER- 

SON 

JEFFER- 

SON 

DAVIS 


TENURE AND COLOR 













ALL OCCUPIED UNITS 

260 

293 

2 297 

2 136 

988 

404 

1 550 

223 

1 395 

619 

1 517 


OWNER OCCUPIED ..... .... 

256 

268 

1 140 

1 017 

4B9 

202 

1 234 

216 

1 185 

399 

1 182 


WHITE* . 

252 

261 

583 

374 

324 

125 

1 183 

208 

825 

204 

622 


NONWHITE 

4 

7 

557 

643 

165 

77 

46 

R 

360 

195 

560 


RENTER OCCUPIED 

4 

25 

1 157 

1 119 

499 

202 

316 

7 

210 

220 

^35 


WHITE. 

a 

25 

136 

1 .20 

r33 

35 

291 

/ 


9 

<19 


NONWHITE 

... 

... 

L 021 

•399 

416 

167 

25 

... 

140 

211 

286 


r.ONDITTON AND PLUMBING 













ALL OCCUPIED UNITS 

26U 

293 

? 297 

2 136 


404 

1 550 


1 395 

619 



50UND 

r-9 

220 

1 021 

1 04 2 


284 

r78 

uu 

864 

502 

76b 


VITH ALL PLUMBING FACILITIES 

115 

171 

502 

249 

)<?9 

122 

436 

* 4U 

S32 

130 

429 


i AC KING ONI.V’ HOI ^ATER 

8 

• JO 

41 

'V 

a 

4 


: 3- 

;!8 

18 

38 


L- .KING OTHER PLUMBING FACILITIES. . . . 

56 


478 

776 

/ 

158 


^4 

'■-04 

354 

:-'0i 


•ETERIORATING. ... 

65 

62 

719 

t.99 

6 30 

1 16 

627 

• 4 

.'.M 1 

96 

515 


•ITH ALL PLUMBING FACILITIES ...... 

36 

24 

4P 

30 

4 1 

. . . 

88 

26 

•19 

« • * 

30 


lacking only hot water 

. * . 

S 

4 

» . . 


7 

• » • 

* . e 

4 

• • ■ 

« . • 


.ACKING OTHER PLUMBING FACILITIES. . . . 

29 

30 

667 

669 

477 

109 

559 

s 

276 

96 

485 


■I LAP I DATED 

16 

11 

557 

T95 

: 07 

4 

145 

R 

3 50 

21 

234 


RENTER OCCUPIED. . 

n 

25 

1 157 

1 119 

4 99 

dOZ 

316 

7 

210 

220 

335 


SOUND 

4 

17 

267 

382 

70 

113 

46 

7 

47 

145 

42 


■VITH ALL PLUMBING FACILITIES ....... 

. • . 

13 

62 

1 8 

15 

20 

8 

3 

6 

4 



LACKING SOME OR ALL FACILITIES ..... 

4 

4 

205 

364 

55 

. 93 

48 

4 

39 

141 



DETERIORATING 

. . . 

8 

453 

475 

.526 

K9 

192 

* • • 

101 

58 

167 


WITH ALL PLUMBING FACILITIES ...... 

« • . 

. > . 

. . « 

a 

U 

. . « 

5 

* • . 

8 

• . * 

• . . 


LACKING SOME OR ALL FACILITIES 


8 

4 53 

467 

315 

89 

187 

» ■ • 

93 

58 

.67 


DILAPIDATED 

. . . 

• . . 

4 37 

262 

IQ3 

... 

68 

. . * 

62 

17 

126 


ALL OCCUPIED UNITS 

260 

293 

2 297 

2 136 

988 

404 

1 550 

223 

1 395 

619 

1 517 


water supply 













HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

175 

195 

575 

292 

256 

134 

729 

170 

677 

130 

505 


ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

52 

.. 72 

138 

71 

95 

30 

189 

37 

144 

49 



PIPED WATER OUTSIDE STRUCTURE 

12 

14 

24 

85 

107 

54 

35 

4 

B 

4 

59 


NO PIPED WATER 

21 

12 

1 560 

1 686 

530 

186 

597 

12 

566 

436 

733 


TOILET FACILITIES 













FLUSH TOILET. EXCLUSIVE USE. 

167 

231 

620 

304 

260 

133 

552 

187 

675 

148 

509 


FLUSH TOILET. SHARED 

... 

... 

■ • * 

... 

■ . . 

4 

7 

■ . • 

4 

t . . 

... 


OTHER TOILET FACILITIES OR NONE 

93 

62 

1 677 

1 832 

728 

267 

991 

36 

716 

471 

1 ooe 


BATHING FACILITIES 













BATHTUB OR SHOWER. EXCLUSIVE USE 

163 

231 

616 

299 

268 

133 

560 

1 183 

696 

148 

505 


BATHTUB OR SHOWER. SHARED . . . 

. • * 

• . . 

4 

4 

... 


11 

... 

6 

• • . 

... 


NO bathtub OR SHOWER 

97 

62 

1 677 

1 833 

720 

267 

979 

40 

691 

47 1 

1 012 


rooms' 













1 ROOM 

... 

... 

4 

... 

4 

5 

■ • • 

• . . 

... 

4 

4 


2 ROOMS. ... 

16 

4 

83 

102 

35 

24 

16 

* * « 

19 

20 

4 


3 ROOMS 

a! 

12 

308 

524' 

149 

114 

102 

a 

56 

98 

88 


4 ROOMS 

57 

79 

696 

639 

292 

90 

438 

25 

231 

170 

275 


5 ROOMS 

73 

60 

555 

550 

239 

68 

512 

93 

310 

164 

428 


6 ROOMS * . . • 

86 

77 

456 

326 

200 

44 

321 

68 

511 

96 

474 


7 ROOMS 

20 

37 

133 

147 

56 

23 

134 

20 

207 

26 

179 


8 ROOMS OR MORE . 

. • . 

24 

62 

48 

13 

16 

27 

9 

61 

41 

65 


MEDIAN! 

ALL OCCUPIED 

5.2 

5.4 

4.6 

4.5 

4.6 

4.2 

4.9 

5.3 

5.7 

4,6 

5.4 


OWNER 

5.2 

5.4 

5.2 

5.2 

5,4 

5,1 

5. 1 

5.4 

s.a 

5. 1 

5.6 


RENTER 



4.1 

4.0 

4,0 

3.3 

4. 1 

.. . 

4.2 

3.8 

4.5 


YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 

20 

41 

187 

100 

72 

21 

163 

52 

119 

48 

162 


1950 TO 1954 

46 

40 

222 

116 

71 

35 

165 

26 

178 

91 

141 


1940 TO 1949 

56 

74 

331 

388 

252 

130 

411 

54 

338 

113 

419 


1930 TO 1939 . 

56 

61 

385 

470 

271 

59 

269 

33 

262 

92 

224 


1929 OR EARLIER 

B2 

77 

1 172 

1 062 

322 

159 

542 

58 

498 

275 

571 


HEATING EQUIPMENT 













STEAM OR HOT WATER 

• . . 

. . . 

8 

. • . 

• . . 

... 

.. . 

••• 

... 

... 

... 


WARM AIR FURNACE 

4 

• . • 

45 

4 

20 

. ■ * 

12 

5 

5 

5 

. * • 


BUILT-IN ROOM UNITS 

. ♦ . 

45 

76 

5 

60 

46 

50 

61 

5 

6 

25 


OTHER MEANS WITH FLUE 

94 

73 

1 455 

1 5BB 

523 

183 

924 

45 

763 

369 

1 022 


OTHER MEANS WITHOUT FLUE 

162 

175 

604 

534 

361 

175 

564 

112 

622 

239 

466 


NONE 

... 

... 

109 

5 

24 

... 


• . • 

■ i . 

. . * 

4 


SOURCE OF WATER 













PUBLIC SYSTEM OR PRIVATE COMPANY 

• * . 

• * • 

107 

79 

34 

38 

14 

10 

1 27 

... 

10 


INDIVIDUAL WELL 

243 

282 

1 235 

1 203 

468 

167 

1 491 

189 

1 155 

1 211 

1 263 


OTHER 

21 

16 

970 

868 

472 

193 

67 

5 

> 202 

404 

241 


SEWAGE DISPOSAL 













PUBLIC SEWER 

• . * 

• . . 

26 

5 

■ . » 

. .. 

■ * • 


e 

) . .* 



SEPTIC TANK OR CESSPOOL 

153 

223 

514 

261 

260 

1 . 157 

492 

. 164 

f 472 

1 82 

S 40« 


OTHER OR NONE 

111 

75 

1 772 

1 884 

734 

241 

1 079 

> 4C 

) 90d 

) 532 

1 1 lie 

) 

HOME FOOD FREEZER 













1 OR MORE 

173 

178 

542 

161 

309 

) 229 

» 712 

: 122 

5 65<i 

j 11] 

L 40i 

\ 

NONE 

76 

100 

1 681 

1 924 

646 

, 212 

> 722 

i 161 

’ 821 

f 56C 

} 1 14: 

5 


JONES 


1 588 
1 379 
1 233 
146 
209 
122 
87 


1 .588 
3 J29 
.?64 
,.’0 
l.iib 
/'48 
128 

:.ii 

111 

209 

07 

43 
54 
59 
15 

44 
53 


i 588 


1 064 
204 
34 
286 


1 052 
8 

528 


1 045 
12 
531 


8 

7 

64 

283 

452 

534 

182 

58 


5.5 

5.6 
4.5 


160 

150 

398 

400 

480 


8 

43 

548 

980 

9 


10 

474 

86 


909 

663 


988 

672 


20_r^0 State and Small Areas 

Table 33.-TBKuaE, Condition and Plumbing Facilities, and Struct^l Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960— Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


KEMPER LAFA- LAMAR LAUDER- LAWRENCE LEAKE 

yette dale 


LEFLORE LINCOLN LOWNDES MADISON MARION 


TENURE AND COLOR 


ALL OCCUPIED UNITS 

OWNER OCCUPIED 

WHITE* 

NONWHITE 

RENTER OCCUPIED. . . • * 

WHITE 

nonwhite 


CONDITION AND PLUMBING 


all OCCUPIED UNITS . 

SOUND • • • 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

deteriorating • 

WITH ALL PLUMBING FACILITIES . . • 
LACKING ONLY HOT WATER . . . . . . 
LACKING OTHER PLUMBING FACILITIES, 
DILAPIDATED 


renter occupied 

SOUND* ...*•••• 

WITH ALL PLUMBING FACILITIES . 
lacking some or ALL FACILITIES 

deteriorating 

WITH ALL PLUMBING FACILITIES . 
lacking some OR ALL FACILITIES 
DILAPIDATED 


ALL OCCUPIED UNITS 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . • 

PIPED WATER OUTSIDE STRUCTURE . 

NO PIPED water . . ♦ 


TOILET FACILITIES 


FLUSH TOILET ♦ EXCLUSIVE USE. . . 

FLUSH TOILET. SHARED 

other TOILET FACILITIES OR NONE* 

BATHING facilities 

bathtub or SHOWER. EXCLUSIVE USE 
bathtub OR SHOWER. SHARED. . . . 
NO bathtub or shower 


363 

377 

49 

478 

587 

93 

49 

132 

51 


4 

25 

*49 

128 

26 

175 

241 

29 


• . * 

9 

175 

241 

20 

254 

214 

13 


377 

416 

390 

195 

175 

196 

27 

44 

20 

010 

937 

121 


2 446 

2 348 

3 545 

1 101 

1 724 

2 368 

683 

413 

»60 

1 290 

913 

21B 

86 

1 131 

496 

110 

453 

2 486 

682 

105 

24 

290 

577 

101 

58 

988 

479 

59 

69 

1 761 

643 

843 

537 

689 

541 

495 


407 

373 

635 • 

848 

536 

681 

541 

498 

462 

447 

1 811 

8 

1 492 

3 009 

420 

1 183 

1 870 


1. ROOM 

z ROOMS. . . . • 

3 ROOMS. . . . . 

4 ROOMS. . . . . 

5 ROOMS 

6 ROOMS 

7 ROOMS 

a ROOMS OR MORE. 
MEDIANi 

ALL OCCUPIED . 
OWNER. * . • 
RENTER . . * 


YEAR STRUCTURE BUILT 


1955 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 . , . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FUUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC tank or CESSPOOL. 
OTHER OR NONE 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


33 47 

1 162 1 070 

414 408 

... 47 


32 31 

1 092 1 104 

498 422 


10 

352 

1 195 

417 

303 

397 

499 

* » • 

267 

581 

15 

5U 

1 900 

881 

1 455 

45 
345 
3 165 

756 

881 

402 

366 

308 

413 

309 

391 

1 009 

1 495 

1 061 

1 306 

660 
2 743 


Mississippi 


26-77 


Table 33. Tenure, Condition and Plumbing Facilities, and Structural Characteristics op 

Occupied Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Baaed on anrnple; see text Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Ye.ir Struct. Bulk 
Heating E^ipnienc 
Source of Water 
Scw.age Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 


MARSHALL 


ALL OCCUPIED UNITS 
OKNER OCCUPIED 

white 

NONWHITE 

RENTER OCCUPIED 

WHITE 

nonwhite 


CONDITION AND PLUMBING 


ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

deteriorating. . 

WITH ALL PLUMBING FACILITIES • . • 
LACKING ONLY HOT WATER ...... 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


MONROE 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


ALL OCCUPIED UNITS 

water SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . ' 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


2 401 
921 
457 
464 
1 480 
176 
1 304 


2 401 
1 025 
262 
5 

738 

888 

17 

4 

867 

488 

I 

1 480 
431 
13 
41B 
643 

5 

638 

406 


2 263 
L 525 
1 155 
370 
738 
211 
527 


MONT- 

GOMERY 


2 401 


TOILET FACILITIES 


FLUSH TOILETi EXCLUSIVE USE. . . . 

FLUSH TOILET* SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWERf EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . . • 
NO BATHTUB OR SHOWER 


ROOMS 


ROOM .... 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS OR MORE 
MED IAN I 

ALL OCCUPIED 
OWNER. . . 
RENTER . . 


YEAR STRUCTURE BUILT 


1955 TO march i960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. • 


263 I 
214 

737 
9 

46B 

634 

104 

4 

526 

415 

738 
190 

43 

147 

266 

11 

255 

282 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 

warm air furnace .... 

BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


SOURCE OF water 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER. . . 


SEWAGE DISPOSAL 


PUBLIC sewer 

SEPTIC tank or CESSPOOL. 
OTHER OF NONE 


HOME FOOD FREEZER 


i.oR mxi 

NONE . , 


341 
50 
66 
1 944 


316 
2 085 


316 
2 085 


U3 

529 

848 

479 

290 

73 

69 

4 

5.0 

3.B 


161 
190 
428 
446 
1 176 


1 972 
316 
9 


33 
1 141 
1 212 


258 
2 128 


416 
2 012 


955 
117 
98 
1 093 


874 

7 

1 382 


878 

7 

1 378 


63 

199 

597 

634 

527 

151 

92 


049 

687 

555 

132 

362 

69 

293 


1 049 
634 
325 
37 
272 
236 
28 
4 

204 

179 

362 

129 

16 

113 

104 


104 

129 


373 

121 

37 

518 


2 206 
1 762 
i 538 
224 
444 
204 
240 


2 206 
1 290 
710 
40 
540 
694 
70 
23 
601 
222 

444 

94 

12 

82 

229 

B 

221 

121 


1 818 
1 484 
1 236 
246 
334 
141 
193 


1 018 
1 074 
638 
19 
417 
559 
104 
24 
431 
185 

334 

99 

33 

66 

154 

11 

143 

81 


NOXUBEE 


OKTIB- 

BEHA 


4 

5.3 

4.1 


182 

259 

483 

403 

656 


8 
95 
1 129 
1 031 


85 
2 029 
178 


847 
1 445 


1 000 
1 178 


B 

12 

73 

208 

272 

315 

102 

59 

5.3 
5.6 

4.4 


80 

91 

284 

169 

425 


4 

4 

568 

449 

4 


40 

802 

214 


5 

313 

738 


292 

735 


858 

379 

42 

927 


863 
1 343 


872 
1 334 


25 

160 

400 

571 

751 

231 

60 

5.4 

5.6 

4.3 


208 

210 

375 

546 

867 


7 

99 

007 

974 

39 


10 
2 063 
169 


5 

667 
1 570 


U7 

947 


2 007 
824 
397 
427 
1 183 
61 

1 122 


2 007 
769 
2BB 
4 

477 
1 143 
32 

1 in 

95 

1 183 
314 
30 
284 
803 
4 

799 

66 


808 

295 

32 

683 


B04 

4 

1 010 


805 

4 

1 009 


it 

54 

356 

569 

553 

192 

83 

5.4 

5.5 

4.6 


153 

203 

363 

339 

760 


26 

893 

897 


39 

557 

215 


11 
648 
1 152 


OBO 

739 

400 

339 

341 

52 

289 


1 080 
467 
234 I 

233 

294 

32 

262 

319 

341 

43 

4 

39 

107 

4 

103 

191 


3 385 

1 307 
887 
420 

2 078 
446 

1 632 


1 080 


PEARL 

RIVER 


385 

222 

490 

16 

716 

204 

82 

16 

106 

959 

078 

472 

72 

400 

838 

20 

618 

768 


PERRY 


334 
29 
156 
1 488 


332 
1 675 


324 
1 685 


4 

147 

488 

648 

320 

248 

78 

74 

4,1 

5.0 

3.6 


157 

172 

405 

530 

743 


4 

100 
1 594 
301 


983 

884 


20 

669 

317 


380 
1 626 


485 
1 556 


295 

43 

12 

730 


270 

BIO 


270 

010 


4 

55 

171 

2231 

252 

244 

79 

52 

4.8 

5.3 

3.0 


129 

U4 

227 

223 

387 


12 

no 

630 

316 

4 


37 

635 

419 


207 

804 


332 

707 


870 

764 

753 

11 

106 

91 

15 


870 

691 

530 

24 

137 

145 

65 

12 

68 

34 

106 

74 

44 

30 

23 

S 

15 

9 


516 

479 

411 

68 

37 

34 

3 


516 
315 
211 1 
21 ' 
83 
159 
38 
12 
109 
42 

37 

17 


PIKE 


PONTOTOC 


644 
141 
209 
2 391 


620 
16 
2 749 


644 
12 
2 729 


12l 

179 

633 

312 

619 

452 

131 

47 

4.2 

4.9 

3.9 


211 
243 
620 
955 
1 356 


16 
136 
2 558 
574 
101 


75 
1 855 
1 503 


15 
544 
2 874 


880 
2 298 


627 

172 

13 

58 


638 

232 


631 

239 


4 

26 

146 

273 

264 

108 

47 

5.4 

5.5 


97 

109 

236 

161 

267 


1 084 
941 
582 
359 
143 
32 
ill 


084 

520 

416 

29 

75 

339 

125 

23 

191 

225 

143 

12 

4 

8 

45 

9 

36 

86 


1 084 


2 358 
1 691 
1 580 
111 
667 
447 
220 


2 350 
1 470 
724 
12 
734 
547 
52 
4 

491 

341 

667 

200 

20 

180 

240 

4 

236 

227 


107 

310 

440 

13 


16 

791 

66 


5 

593 

275 


643 

201 


276 

104 


286 

230 


287 

229 


25 

83 

189 

161 

37 

.21 

5.3 

5.3 


58 

40 

168 

63 

167 


4 

322 

161 

29 


480 

35 


277 

238 


307 

224 


598 

160 

37 

289 


630 

454 


622 

... 

462 


39 

158 

296' 

371 

144 

64 

5.6 

5.7 


107' 

60 

197 

210 

510 


B 

494 

570 

4 


10 

956 

126 


616 

476 


514 

599 


928 
298 
100 
I 032 


804 

8 

1 546 


816 

B 

I 534 


23 

136 

789 

769 

446 

151 

44 

4.8 

5.1 

4.2 


187 

271 

643 

418 

839 


24 
84 
1 552 
698 


5 

2 174 
235 


755 
1 659 


919 
1 224 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Scw.igc Disposal 
Home Food Freezer 


subject 


TENURE AND COLOR 

ALL OCCUPIED UNITS , , 
OWNER OCCUPIED 

white 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING only HOT WATER 

LACKING other PLUMBING FACILITIES, , . 

DETERIORATING * 

WITH ALL PLUMBING FACILITIES , . , . . 

LACKING ONLY HOT WATER 

LACKING other PLUMBING FACILITIES. . . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND, . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

deteriorating 

WITH ALL PLUMBING FACILITIES . . , , ♦ 
LACKING SOME OR ALL FACILITIES . . , . 
DILAPIDATED 


ALL OCCUPIED UNITS , . 

water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . i 
PIPED WATER OUTSIDE STRUCTURE. ...... 

NO PIPED water . 

toilet FACILITIES 

FLUSH TOILETt EXCLUSIVE USE. 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE .... . 

BATHTUB OR SHOWER » SHARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS, . . . 

6 ROOMS. . , . 

7 ROOMS. . , . 

8 ROOMS OR MORE 
MEDIAN I 

ALL OCCUPIED 
OWNER. . . 
RENTER . . 


YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 ... 

1930 TO 1939 

1929 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE ....... 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER means WITHOUT FLUE ♦ . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. . . 
OTHER OR NONE 

HOME FOOD FREEZER 


PRENTISS 

QUITMAN 

RANKIN 

SCOTT 

SHARKEY 

SIMPSON 

SMITH 

STONE 

SUN- 

FLOWER 

TALLA- 

HATCHIE 

TATE 

2 107 

2 088 

1 382 

1 820 

1 316 

1 628 

1 758 

272 

2 866 

2 034 

2 202 

1 327 

548 

1 130 

1 330 

269 

1 300 

1 421 

242 

731 

916 

881 

1 279 

401 

732 

982 

192 

924 

1 291 

221 

618 

618 

661 

48 

147 

398 

348 

77 

376 

130 

21 

113 

298 

220 

780 

1 540 

252 

490 

1 047 

328 

337 

30 

2 135 

i 118 

1 321 

630 

423 

104 

222 

150 

150 

166 

30 

358 

244 

250 

150 

1 117 

148 

268 

897 

178 

171 

. « . 

1 777 

874 

1 071 

2 107 

2 088 

1 382 

1 820 

1 316 

1 628 

1 758 

272 

2 866 

2 034 

2 202 

1 144 

810 

681 

1 006 

909 

897 

929 

157 

938 

824 

744 

552 

335 

417 

520 

178 

475 

508 

141 

554 

340 

362 

16 

36 

40 

44 

32 

35 

32 

8 

24 

26 

27 

576 

439 

224 

442 

699 

387 

389 

8 

360 

458 

355 

749 

898 

359 

465 

367 

530 

676 

111 

961 

648 

580 

65 

43 

80 

47 

28 

83 

153 

41 

109 

46 

37 

4 

12 

8 

19 

13 

11 

4 

17 

34 

16 

a 

680 

843 

271 

399 

326 

436 

519 

53 

818 

586 

535 

214 

380 

342 

349 

40 

201 

153 

4 

967 

562 

878 

780 

1 540 

252 

490 

1 047 

528 

337 

30 

2 135 

1 118 

1 321 

213 

406 

37 

145 

692 

95 

68 

21 

382 

231 

214 

49 

83 

16 

54 

39 

6 

11 

17 

109 

51 

53 

164 

323 

21 

91 

653 

87 

57 

4 

273 

180 

161 

409 

792 

98 

169 

315 

145 

181 

9 

818 

408 

396 

12 

22 

22 

7 

16 

4 

6 

. . . 

37 

14 

13 

397 

770 

76 

162 

297 

141 

175 

9 

781 

394 

383 

158 

342 

117 

176 

40 

88 

86 

... 

935 

479 

711 

2 107 

2 008 

1 382 

1 820 

1 316 

1 626 

1 758 

272 

2 866 

2 034 

2 202 

794 

406 

529 

623 

226 

638 

727 

202 

685 

413 

440 

191 

124 

169 

315 

121 

285 

378 

49 

173 

126 

168 

92 

162 

60 

49 

335 

37 

37 

* i . 

371 

153 

109 

1 030 

1 396 

624 

833 

634 

668 

616 

21 

1 637 

1 342 

1 485 

645 

449 

575 

651 

259 

612 

717 

207 

744 

446 

455 

14 

* T T 

. . . 

... 

13 

12 

. . • 

* . . 

... 

... 

• « « 

1 448 

1 639 

809 

1 169 

1 044 

1 004 

1 041 

65 

2 122 

1 588 

1 747 

645 

442 

565 

643 

258 

631 

713 

211 

730 

1 

455; 

462 

14 


... 

4 

13 

12 

... 

. . . 

. * . 

. . * 

• • . 

1 448 

1 646 

817 

1 173 

1 045 

985 

1 045 

61 

2 136 

1 579 

1 740 



8 

3 

16 




16 


4 

*33 

90 

35 

16 

109 

6 

24 

* • * 

175 

90 

161 

216 

382 

66 

94 

413 

60 

65 

12 

553 

300 

388 

676 

733 

297 

462 

406 

289 

324 

32 

975 

708 

721 

676 

454 

405 

465 

179 

483 

578 

90 

536 

402 

526 

346 

301 

370 

573 

133 

536 

495 

61 

392 

388 

267 

108 

95 

129 

166 

41 

205 

204 

61 

127 

106 

92 

52 

33 

72 

41 

19 

47 

68 

16 

92 

40 

43 

4.7 

4.3 

5,2 

5.2 

3.8 

5.4 

5.3 

5,5 

4.2 

4.4 

4.3 

5.1 

5.3 

5,4 

5.5 

5.0 

5.7 

5.5 

5.7 

5,6 

5.3 

5.1 

4,1 

4.0 

4.3 

4.3 

3.6 

4.6 

4,3 

. . . 

3.9 

4.0 

3,8 

214 

85 

171 

248 

50 

129 

208 

32 

60 

145 

161 

240 

88 

176 

154 

74 

169 

175 

32 

69 

203 

224 

526 

460 

391 

491 

120 

405 

418 

82 

439 

407 

468 

348 

554 

265 

295 

397 

313 

329 

36 

634 

461 

469 

779 

901 

379 

632 

675 

612 

62B 

90 

1 664 

818 

880 

8 

4 


4 

4 




9 

4 

4 

20 

26 

20 

21 

10 

, • . 

8 

8 

40 

20 

35 

66 

38 

52 

20 

50 

72 

B 

32 

79 

128 

85 

1 390 

1 520 

673 

342 

876 

720 

989 

118 

1 828 

1 339 

1 668 

623 

489 

629 

925 

372 

820 

753 

114 

910 

543 

401 

• . • 

11 

8 

8 

4 

16 

. . . 

. • , 

* . « 

• . . 

9 

51 

44 

78 

26 

212 

30 

38 


135 

17 

19 

1 835 

757 

815 

1 308 

519 

1 379 

1 449 

277 

1 745 

983 

1 042 

226 

1 280 

497 

496 

578 

249 

237 

. • . 

978 

1 059 

1 123 

5 

10 

20 



10 

9 

4 

22 

6 


559 

348 

412 

594 

141 

527 

420 

224 

683 

316 

381 

1 548 

1 723 

958 

1 236 

1 166 

i 121 

1 295 

49 

2 153 

1 737 

1 803 

675 

724 

546 

846 

271 

731 

984 

196 

860 

653 

608 

1 427 

1 429 

614 

886 

1 035 

721 

942 

40 

2 029 

1 344 

1 694 


TIPPAH 


2 030 
1 380 
1 255 
125 
650 
426 
224 


2 030 
1 010 
456 
13 
541 
670 
19 
8 

643 

350 

650 

177 

24 

153 

272 

272 

201 


2 030 


574 
233 
69 
1 154 


504 

4 

1 522 


508 

4 

1 518 


9 

21 

129 

612 

619 

402 

162 

76 


4.9 

5.2 

4.3 


12C 

152 

403 

43f 

91E 


6 

1 523 
43- 


91 

1 59i 
30C 


2 ( 
5o: 
1 46i 


72‘ 
1 491 


1 OR MORE 
NONE . . 
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Mississippi 


Table 33. Teiwre, Condition and Plumbing Facilities, and Structural Characteristics of 
O ccuBfED Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Based on .sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac, 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . . 
OWNER occupied 

WHITE. ..... 

NONWHITE 

renter occupied 

WHITE 

nonwhite 


CONDITION AND PLUMBING 
ALL OCCUPIED UNITS 

sound 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING other PLUMBING FACILITIES, . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . , 
DILAPIDATED 

RENTER OCCUPIED 

SOUND . . . , 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES * . . • 

DETERIORATING. .... 

WITH mLL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . , , , 

dilapidated 


ALL OCCUPIED UNITS 

WATER SUPPLY 

HOT and COLD PIPED WATER INSIDE STRUCTURE 
only COLD PIPED WATER INSIDE STRUCTURE , 
PIPED WATER OUTSIDE STRUCTURE, . , . , , 
NO PIPED WATER 

TOILET FACILITIES 

flush TOILET. EXCLUSIVE USE , 

FLUSH TOILET. SHARED , 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE < 

BATHTUB OR SHOWER. SHARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS, . , , 

5 ROOMS. . , . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER , . 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER , 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

other MEANS WITHOUT FLUE . , , 
NONE 


SOURCE OF Water 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. , . , 
OTHER OR NONE 

HOME FOOD FREEZER 



TISHO- 

MINGO 

tunica 

UNION 

WALTHALL 

WARREN 

WASH- 

INGTON 

WAYNE 

WEBSTER 

WILKIN- 

SON 

WINSTON 

YALO- 

BUSHA 

YAZOO 


1 241 

2 297 

2 016 

1 765 

64 

1 500 

855 

1 098 

642 

1 906 

1 257 

2 273 


965 

309 

1 354 

1 436 

30 

561 

708 

602 

358 

1 485 

739 

B13 


933 

156 

1 297 

1 029 

22 

335 

595 

775 

ISl 

1 068 

570 

561 


32 

153 

57 

407 

8 

226 

193 

27 

177 

397 

169 

252 


276 

1 988 

662 

329 

34 

939 

67 

296 

284 

421 

518 

1 460 


266 

213 

488 

103 

4 

156 

30 

U9 

8 

145 

113 

220 


6 

1 775 

174 

226 

30 

783 

37 

177 

276 

276 

405 

1 240 


1 241 

2 297 

2 016 

1 765 

64 

1 500 

855 

1 098 

642 

1 906 

1 257 

2 273 


630 

1 301 

1 052 

1 326 

30 

603 

601 

459 

422 

1 107 

645 

921 


312 

215 

558 

824 

13 

370 

343 

193 

135 

400 

288 

350 


5 

18 

16 

14 

B 

18 

16 

3 

20 

29 

14 

26 


313 

1 068 

478 

488 

9 

295 

242 

263 

267 

678 

343 

545 


454 

9ia 

679 

380 

25 

520 

205 

476 

187 

587 

480 

955 


46 

17 

52 

36 

. I . 

35 

33 

84 

12 

16 

43 

39 


t • • 


8 

12 

• tv 

4 

8 

9 

• ■ • 

4 

4 

7 


408 

901 

619 

332 

25 

481 

164 

383 

175 

567 

433 

909 


157 

78 

285 

59 

9 

297 

49 

163 

33 

212 

132 

397 


276 

1 988 

662 

329 

34 

939 

67 

296 

284 

421 

518 

1 460 


95 

1 028 

104 

131 

a 

290 

16 

74 

120 

100 

159 

351 


8 

72 

20 

7 

* . » 

78 

4 

9 

B 

a 

16 

59 


87 

956 

84 

124 

e 

212 

12 

65 

112 

89 

143 

292 


123 

882 

344 

155 

17 

415 

36 

122 

143 

223 

267 

776 


... 

17 

4 

6 

... 

31 

• 1 1 

• . T 



B 

8 


123 

B65 

340 

149 

17 

384 

36 

122 

143 

223 

259 

768 


58 

78 

214 

43 

9 

234 

IS 

100 

21 

98 

92 

333 

♦ 

1 241 

2 297 

2 016 

1 765 

64 

1 500 

855 

1 090 

642 

1 906 

1 257 

2 273 


448 

240 

740 

945 

IS 

425 

388 

300 

151 

468 

349 

407 

• 

145 

47 

226 

236 

6 

88 

111 

125 

38 

261 

121 

160 

• 

32 

423 

88 

60 

• • . 

251 

19 

52 

9 

25 

44 

180 


616 

1 587 

962 

522 

38 

736 

337 

613 

444 

1 152 

743 

1 526 


376 

250 

654 

919 

21 

438 

408 

301 

172 

457 

372 

434 

» 

4 

4 

8 

4 

* . • 

• * • 

. 1 1 

12 


4 




861 

2 043 

1 354 

842 

43 

1 062 

447 

785 

470 

1 445 

865 

i 839 


363 

250 

646 

902 

26 

443 

407 

309 

171 

461 

353 

429 

» 

4 

... 

B 

4 

• i . 

. f • 

i ... 

e 

... 

4 

... 

5 

■ 

874 

2 047 

1 362 

859 

38 

1 057 

448 

701 

471 

1 441 

904 

1 839 


... 

36 




7 


4 




B 


13 

336 

32 

12 

. . • 

112 

17 

10 

8 

25 

47 

132 


lie 

407 

160 

84 

21 

401 

33 

64 

128 

142 

121 

542 


359 

890 

679 

244 

13 

491 

117 

214 

192 

434 

407 

718 


391 

29B 

618 

504 

13 

189 

247 

311 

97 

602 

297 

405 


267 

160 

379 

631 

S 

180 

296 

361 

122 

500 

225 

308 


68 

35 

108 

230 

• 1 . 

59 

101 

106 

64 

154 

115 

103 


25 

55 

40 

60 

9 

61 

44 

28 

31 

49 

45 

57 


4.8 

3.8 

4,7 

5.6 

• . . 

4.0 

5.5 

5.3 

4.5 

5.1 

4.7 

4.1 


5.0 

5,0 

5.0 

5.7 


5.1 

5.6 

5.5 

5.6 

5.3 

5.2 

5 .3 


4.2 

3,7 

4.1 

4,5 

• » • 

3.6 

... 

4.5 

3.8 

4.2 

4.1 

3.B 


108 

49 

118 

164 

4 

91 

105 

71 

58 

171 

63 

lie 


142 

73 

232 

191 

4 

55 

98 

107 

61 

169 

134 

129 


271 

336 

431 

392 

9 

229 

221 

289 

162 

526 

232 

398 


170 

749 

350 

351 

9 

390 

154 

207 

64 

434 

182 

659 


550 

1 090 

885 

667 

38 

732 

277 

424 

297 

606 

646 

969 


» t • 

. • • 

... 





5 




5 


. t . 

21 

4 

24 

* t . 

44 

12 

4 

4 

4 

... 

IB 


95 

00 

102 

51 

4 

97 

4 

87 

12 

157 

22 

97 


971 

1 934 

1 352 

1 089 

34 

857 

554 

607 

435 

1 157 

862 

1 545 


175 

262 

554 

597 

26 

490 

281 

395 

191 

584 

373 

592 


... 


4 

4 

• » . 

4 

4 

. « • 

... 

4 

... 

16 


10 

177 

5 

10 


107 


22 

35 

62 

54 

109 


1 148 

1 483 

1 698 

1 575 

• • • 

711 

764 

975 

230 

1 439 

830 

996 


82 

678 

295 

166 

53 

637 

65 

106 

382 

401 

379 

1 105 


• » . 

• • * 




16 

9 

6 

15 


10 



374 

228 

742 

770 

11 

406 

430 

193 

84 

426 

375 

336 


866 

2 110 

1 256 

981 

42 

1 113 

390 

904 

548 

1 476 

070 

1 954 


506 

127 

031 

1 044 


379 

549 

585 

140 

841 

404 

466 


769 

2 012 

1 218 

829 

96 

977 

334 

457 

463 

1 106 

792 

1 774 


1 OR MORE 
NONE . . . 
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State and Small Areas 


Table 34. — Occupan-cy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

ADAMS 

i 

! ALCORN 

AMITE 

ATTALA 

BENTON 

BOLIVAR 

CALHOUN 

CARROLL 

CHICKASAW 

CHOCTAW 

CLAI- 

BORNE 

all occupied units .... 

356 

1 721 

1 361 

1 917 

1 059 

5 399 

1 616 

1 389 

1 333 

764 

510 

PERSONS 












1 PERSON 

27 

68 

43 

79 

31 

521 

61 

112 

42 

26 

55 

2 PERSONS 

89 

467 

348 

517 

252 

1 197 

362 

343 

331 

170 

135 

3 PERSONS 

73 

327 

264 

343 

191 

694 

257 

248 

235 

146 

73 

4 PERSONS. . 

44 

285 

200 

271 

125 

572 

273 

140 

200 

127 

65 

5 PERSONS 

41 

199 

132 

161 : 

130 

502 

218 

94 

163 

88 

41 

6 PERSONS 

16 

132 

90 

172 

98 

480 

148 

140 

146 

55 

40 

7 PERSONS 

20 

68 

79 

111 

69 

342 

99 

83 

42 

66 

21 

a PERSONS OR MORE 

46 

155 

205 

263 

163 

1 083 

198 

229 

174 

76 

80 

MEDIAN* 












ALL OCCUPIED 

3.3 

3.5 

3.6 

3.6 

3.9 

4.0 

4,0 

3.5 

3,8 

3.7 

3,4 

OWNER. * 

2.6 

3.1 

3.4 

3.2 

3,2 

3.2 

3.4 

3.0 

3,3 

3,5 

2.9 

RENTER 

... 

4,5 

4.9 

5.1 

5.0 

4.3 

5,3 

5.1 

4,9 

• . . 

• . . 

PERSONS PER ROOM 












1.00 OR LESS 

249 

1 256 

983 

1 373 

641 

3 012 

1 137 

915 

929 

1 563 

356 

1.01 OR MORE 

107 

465 

378 

544 

418 

2 387 

479 

474 

404 

S 201 

154 

YEAR MOVED INTO UNIT 










1 


OWNER OCCUPIED 

250 

1 189 

1 083 

1 296 

567 

1 131 

959 

766 

874 

634 

327 

1958 TO MARCH 1960 ............ 

24 

127 1 

56 

85 

63 

68 

97 

55 

78 

1 

3 

1954 TO 1957 

4B 

147 

138 

172 

115 

194 

177 

84 

181 

44 

41 

1940 TO 1953 

87 

524 I 

539 

556 

220 

492 

497 

347 

312 

1 288 

152 

1939 OR EARLIER 

91 

391 

350 

483 

169 

357 

188 

280 

303 

262 

131 

RENTER OCCUPIED 

106 

532 

278 

621 

492 

4 268 

657 

623 

459 

1 i30! 

! 183 

1958 TO MARCH I960 

B 

255 

73 

219 

181 

1 849 

367 

256 

175 

59 

27 

1954 TO 1957 

13 

140 

64 

158 

125 

1 132 

116 

108 

148 

1 181 

; 46 

1940 TO 1953 

73 

113 

129 

156 

155 

1 042 

146 

210 

115 

1 41 

66 

1939 OR EARLIER 

12 

24 

12 

88 

31 

245 

28 

49 

21 

12 

44 

RENT STATUS 












RENTER OCCUPIED 

106 

532 

278 

621 

492 

4 268 

657 

623 

459 

130 

183 

RENT PAID 

83 

49 

119 

51 

41 

55 

12 

65 

103 

19 

16 

NO CASH RENT 

23 

403 

159 

570 1 

451 

4 213 

645 

558 

356 

ill 

167 

SUBJECT 

CLARKE 

CLAY 

COAHOMA 

COPIAH 

COVINGTON 

DE SOTO 

FORREST 

FRANKLIN 

GEORGE 

GREENE 

1 

GRENADA 

ALL OCCUPIED UNITS 

833 

1 087 

2 547 

1 571 

1 571 

2 126 

485 

395 

757 

435 

856 

PERSONS 












1 PERSON 

66 

71 

226 

77 

57 

95 

29 

36 

52 

29 

54 

2 PERSONS 

281 

229 

595 

516 

343 

494 

177 

114 

177 

119 

191 

3 PERSONS 

158 

163 

334 

254 

313 

333 

84 

67 

156 

71 

91 

4 PERSONS 

123 

143 

293 

190 

258 

315 

60 

63 

117 

48 

109 

5 PERSONS 

69 

139 

214 

161 

181 

214 

62 

36! 

93 

67 

99 

6 PERSONS 

44 

120 

203 

155 

140 

158 

57 

4l! 

75 

40 

78 

7 PERSONS 

30 

43 

164 

75 

72 

118 

5 

17 

20 

28 

78 

a PERSONS OR MORE 

62 

179 

516 

143 

207 

399 

11 

21 

67 

33 

156 

MEDIAN* 












ALL OCCUPIED ......... 

2.9 

4. 1 

3.9 

3,3 

3.8 

3.9 

2.9 

3.2 

3,5 

3,5 

4,3 

OWNER 

2.8 

3.8 

3.0 

2.9 

3.6 

3,3 

2,9 

3.0 

3,4 

3.5 

3.6 

RENTER 

... 

4.7 

4.1 : 

4.6 

5.0 

4.9 

... 

... 

... 

... 

5.5 

PERSONS PER ROOM 



1 









1.00 OR LESS 

698 

719 

1 459 j 

1 204 

1 157 

1 277 

441 

333 

597 

357 

520 

1.01 OR MORE 

135 

368 

1 088 1 

367 

414 

849 

44 

62 

160 

78 

336 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED 

763 

720 

306; 

1 166 

1 281 

911 

438 

346 

700 

418 

394 

1958 TO MARCH I960 . 

46 

52 

29 

53 

120 

123 

58 

12 

70 

40 

32 

1954 TO 1957 

92 

124 

56 

ISO 

208 

105 

72 

28 

78 

74 

50 

1940 TO 1953 . 

1 365 

346 

166' 

567 

535 

325 

184 

180 

316 

135 

176 

1939 OR EARLIER 

260 

198 

135^ 

396 

418 

358 

124 

126 

236 

169 

136 

RENTER OCCUPIED 

70 

367 

2 161 i 

405 

290 

1 215 

47 

49 

57 

17 

462 

1958 TO MARCH 1960 

13 

133 

900 1 

100 

110 

362 

23 

... 

22 

4 

151 

1954 TO 1957 

' 20 

lie 

568 

105 

75 

381 

9 

28 

23 

4 

161 

1940 TO 1953 

33 

97 

547 

149 

93 

322 

11 

12 

4 

9 

113 

1939 OR EARLIER 

4 

19 

146 

51 

12 

150 


9 

8 


37 

RENT STATUS 












RENTER OCCUPIED. . 

70 

367 

2 161! 

405 

290 

1 215 

47 

49 

57 

17 

462 

RENT PAID 

8 

28 

40 1 

100 

39 

114 

4 

20 

12 

4 

26 

NO CASH RENT . 

62. 

339 

2 121 

305 

251 

1 101 

43 

29 

45 

13 

434 


26-81 


Mississippi 


Table 34. Occupakcy Cpiaracteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

HANCOCK 

HARRISON 

HINDS 

HOLMES 

HUM- 

ISSA- 

ITAWAMBA 

JACKSON 

JASPER 

JEFFER- 

JEFFER- 

SON 

JONES 






PHREYS 

QUENA 




SON 

DAVIS 


ALL OCCUPIED UNITS 

260 

293 

2 297 

2 136 

988 

404 

1 550 

223 

1 395 

619 

1 517 

1 580 

PERSONS 













1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 

31 

184 

135 

36 

24 

60 

13 

62 

53 

53 

54 

50 

84 

522 

480 

236 

120 

389 

70 

369 

119 

382 

367 

28 

52 

318 

317 

143 

71 

379 

20 

244 

101 

246 

295 

64 

24 

269 

259 

134 

31 

273 

24 

224 

95 

212 

247 

29 

25 

219 

179 

105 

47 

205 

17 

179 

65 

176 

214 

45 

25 

166 

193 

51 

39 

130 

40 

98 

60 

143 

134 

4 

16 

176 

140 

85 

27 

53 

4 

82 

39 

87 

86 

MEDIAN* 

32 

36 

423 

433 

198 

45 

61 

35 

137 

87 

218 

191 

ALL OCCUPIED . . . 

OWNER 

RENTER 

4.2 

3.1 

4.0 

4.0 

4.1 

3.3 

3.4 

3.9 

3.6 

3.9 

3.9 

3.8 

4.2 

2.9 

3,3 

3,4 

3,9 

3,2 

3.2 

3.7 

3.3 

3.5 

3,5 

3,7 

• * * 

... 

4.9 

4.6 

4.3 

5.5 

4.0 

* • « 

5,2 

4.6 

5.9 

5.2 

PERSONS PER ROOM 













1.00 OR LESS 

1.01 OR MORE 

167 

227 

1 467 

1 264 

626 

276 

1 286 

174 

1 097 

407 

1 109 

1 215 

93 

66 

830 

872 

362 

128 

264 

49 

298 

212 

408 

373 

YEAR MOVED INTO UNIT 













owner OCCUPIED 

256 

268 

1 140 

1 017 

489 

202 

1 234 

216 

1 185 

399 

1 182 

1 379 

1958 TO MARCH i960 , . . . 

28 

20 

103 

67 

44 

20 

169 

25 

87 

19 

100 

120 

1954 TO 1957 

25 

61 

247 

93 

98 

9 

195 

53 

134 

68 

144 

184 

1940 TO 1953 

90 

90 

408 

476 

249 

129 

517 

67 

481 

164 

563 

608 

1939 OR EARLIER. ♦ . . 

113 

77 

382 

381 

98 

44 

353 

71 

483 

148 

375 

467 

RENTER OCCUPIED 

1958 TO MARCH i960 

1954 TO 1957 

4 

4 

25 

a 

1 157 
318 

1 119' 
391 

499 

157 

202 

53 

316 

127 

7 

4 

210 

58 

220 

26 

335 

140 

209 

84 

... 

5 

257 

266 

139 

59 

69 

3 

58 

79 

56 

48 

1940 TO 1953 

* » . 

8 

451 

345 

163 

66 

92 

. • * 

82 

78 

104 

58 

1939 OR EARLIER 

... 

4 

131 

117 

40 

24 

28 

... 

12 

37 

35 

19 

RENT status 













RENTER OCCUPIED 

4 

25 

1 157 

1 119 

499 

202 

316 

7 

210 

220 

335 

209 


. * . 

... 

181 

22 

19 

9 

46 

■ t , 

47 

33 

28 

45 

NO CASH RENT 

4 

25 

976 

1 097 

480 

193 

270 

7 

163 

187 

307 

164 

SUBJECT 

KEMPER 

LAFA- 

LAMAR 

LAUDER- 

LAWRENCE 

LEAKE 

LEE 

LEFLORE 

LINCOLN 

LOWNDES 

MADISON 

MARION 


1 

YETTE 


DALE 









ALL OCCUPIED UNITS 

1 609 

1 572 

727 

869 

620 

2 446 

2 348 

3 545 

1 101 

1 724 

2 36B 

1 553 

PERSONS 













1 PERSON 

58 

58 

28 

63 

33 

147 

118 

214 

71 

68 

121 

50 

2 PERSONS. . . 

414 

459 

207 

237 

257 

602 

649 

706 

319 

432 

463 

347 

3 PERSONS 

264 

247 

124 

119 

140 

448 

500 

514 

174 

225 

338 

277 

4 PERSONS 

220 

239 

105 

140 

138 

370 

328 

358 

194 

202 

258 

267 

5 PERSONS 

191 

145 

115 

77 

88 

269 

266 

369 

140 

222 

268 

196 

6 PERSONS. . 

132 

ill 

56 

73 

47 

176 

163 

269 

108 

196 

182 

139 


92 

96 

36 

61 

48 

121 

124 

254 

54 

112 

140 

102 

8 PERSONS OR MORE 

MEDIAN! 

218 

217 

56 

99 

69 

313 

200 

861 

41 

267 

598 

175 

ALL OCCUPIED ..... 

3.7 

3.6 

3,5 

3.6 

3,4 

3.6 

3.3 

4,4 

3.4 

4,2 

4.5 

3.9 

OWNER * 

3,4 

3.1 

3.6 

3.4 

3,3 

3.1 

2.9 

3.2 

3.3 

3.7 

3.2 

3.7 

RENTER ...... 

5.1 

4.7 

... 

... 

... 

5.1 

4.6 

4.7 

... 

4.B 

5.8 

5,3 

PERSONS per ROOM 













1.00 OR LESS . 

1 154 

1 119 

601 

655 

670 

1 836 

1 748 

1 805 

942 

1 094 

1 296 

1 184 

1.01 OR MORE 

455 

453 

126 

214 

150 

610 

600 

1 740 

159 

630 

1 072 

369 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

1 131 

985 

634 

700 

723 

1 772 

1 490 

423 

1 000 

1 021 

1 088 

1 304 

1958 TO MARCH 1960 

111 

102 

72 

28 

56 

134 

106 

35 

84 

83 

B9 

150 

1954 TO 1957 

139 

164 

84 

74 

75 

248 

216 

66 

112 

156 

176 

167 

1940 TO 1953 

507 

411 

309 

330 

331 

843 

729 

207 

428 

479 

451 

568 

1939 OR EARLIER 

374 

30a 

169 

268 

261 

547 

439 

115 

376 

303 

372 

419 

RENTER OCCUPIED 

478 

587 

93 

169 

97 

674 

858 

3 122 

101 

703 

1 280 

249 

1958 TO MARCH 1960 

155 

253 

29 

51 

49 

303 

423 

1 257 

32 

158 

458 

101 

1954 TO 1957 

115 

135 

30 

25 

22 

179 

160 

928 

17 

178 

260 

47 

1940 TO 1953 

133 

178 

20 

72 

21 

168 

245 

677 

39 

269 

394 

68 

1939 OR EARLIER. ... 

75 

21 

14 

21 

5 

24 

30 

260 

13 

98 

168 

33 

RENT STATUS 













RENTER OCCUPIED 

478 

587 

93 

169 

97 

674 

858 

3 122 

101 

703 

1 280 

249 

RENT PAID 

109 

29 

31 

76 

38 

12 

54 

56 

21 

88 

206 

33 

NO CASH RENT 

369 

558 

62 

93 

59 

662 

804 

3 066 

80 

615 

1 074 

216 


Table 34. — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: I960 — Con. 
f Based on sample: see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

MARSHALL 

MONROE 

MONT- 

GOMERY 

NESHOBA 

NEWTON 

NOXUBEE 

OKTIB- 

BEHA 

PANOLA 

PEARL 

RIVER 

PERRY 

PIKE 

PONTOTOC 

ALL OCCUPIED UNITS 

2 401 

2 263 

1 049 

2 206 

1 818 

2 007 

1 080 

3 385 

870 

516 

1 084 

2 3SB 

PERSONS 













1 PERSON 

! 96 

113 

64 

109 

126 

140 

52 

174 

45 

18 

72 

92 

2 PERSONS* 

471 

677 

281 

626 

500 

384 

284 

752 

222 

114 

334 

725 

3 PERSONS 

1 379 

374 

155 

426 

352 

273 

155 

523 

167 

95 

178 

499 

4 PERSONS 

! 296 

329 

135 

333 

279 

300 

155 

538 

142 

113 

150 

349 

5 PERSONS. 

190 

246 

85 

212 

209 

211 

148 

342 

113 

105 

122 

220 

6 PERSONS 

189 

161 

88 

216 

105 

194 

88 

259 

86 

32 

57 

179 

7 PERSONS 

214 

107 

58 

102 

82 

131 

40 

208 

49 

8 

55 

123 

8 PERSONS OR MORE 

566 

256 

183 

182 

165 

374 

158 

589 

46 

31 

116 

171 

MEDIAN: 













ALL OCCUPIED 

4.4 

3.4 

3,7 

3.4 

3.3 

4.2 


4,0 

3,5 

3.8 

3.3 

3,2 

OWNER 

3.2 

3,1 

3.2 

3.1 

3.1 

3.5 

' 3.3 

3.1 

3.4 

3.8 

3, 1 

3,0 

RENTER 

5.7 

4,5 

5.6 

4.9 

4,9 

4,9 

4.8 

4.6 

. . . 

* . . 

• • « 

4,1 

PERSONS PER ROOM 













i 

1. 00 OR LESS * . . . 

1 257 

1 711 

735 

1 759 

1 489 

1 099 

717 

2 045 

725 

441 

879 

1 833 

l.Oi OR MORE , 

1 144 

552 

314 

447 

329 

908 

363 

1 340 

145 

75 

205 

525 

YEAR MOVED INTO UNIT 1 













OWNER OCCUPIED ‘ 

921 

1 525 

687 

1 762 

1 484 

824 

739 

1 307 

764 

479 

941 

1 691 

1958 TO MARCH i960 

68 

135 

56 

142 

98 

75 

92 

167 

64 

45 

67 

208 

1954 TO 1957 . . . ; 

116 

219 

87 

249 

217 

144 

89 

191 

110 

76 

129 

250 

1940 TO 1953 

357 

665 

344 

718 

652 

365 

312 

583 

336 

208 

338 

783 

1939 OR EARLIER 

380 

506 

200 

653 

517 

240 

246 

366 

254 

148 

407 

450 

RENTER OCCUPIED 

1 480 

738 

362 

444 

334 

1 183 1 

341 

2 078 

106 

37 

143 

667 

1958 TO MARCH 1960 

484 

218 

120 

200 

154 

284 1 

101 

893 

56 

13 

22 

256 

1954 TO 1957 

431 

168 

105 

126 

99 

320 

95 

508 

16 

8 

36 

220 

1940 TO 1953 

440 

266 

104 

89 

54 

440 : 

110 

507 

22 

7 

72 

156 

1939 OR EARLIER 

125 

86 

33 

29 

27 

139 

35 

170 

12 

9 

13 

35 

RENT STATUS 













RENTER OCCUPIED 

1 400 

738 

362 

444 

334 

1 183 

341 

2 078 

106 

37 

143 

667 

RENT PAID . 

136 

46 

24 

20 

52 

72 

68 

117 

12 

• • . 

39 

68 

NO CASH RENT 

1 344 

692 

338 

424 

282 

1 111 

273 

1 961 

94 

37 

104 

599 

SUBJECT 

PRENTISS 

QUITMAN 

RANKIN 

SCOTT 

SHARKEY 

SIMPSON 

SMITH 

STONE 

SUN- 

TALLA- 

TATE 

TIPPAH 










FLOWER 

HATCHIE 



ALL OCCUPIED UNITS 

2 107 

2 088 

1 382 

1 820 

1 316 

1 628 

1 758' 

272 

2 866 

2 034 

2 202 

2 030 

PERSONS 













1 PERSON 

124 

148 

54 

90 

148 

69 

87 

12 

173 

141 

102 

90 

2 PERSONS 

499 

417 

358 

465 

279 

500 

467 

61 

561 

426 

439 

561 

3 PERSONS 

515 

363 

303 

290 

222 

245 

292 

44 

404 

307 

346 

329 

4 PERSONS 

365 

240 

229 

262 

147 

212 

302 

69 

380 

264 

302 

288 

5 PERSONS 

275 

176 

135 

192 

93 

153 

187 

42 

261 

234 

237 

320 

6 PERSONS 

126 

170 

65 

167 

83 

116 

123 

16 

239 

179 

202 

160 

7 PERSONS 

83 

151 

78 

129 

99 

92 

108 

4 

207 

105 

147 

89 

8 PERSONS OR MORE 

120 

423 

160 

225 

245 

241 

192 

24 

561 

378 

427 

193 

median: 













ALL OCCUPIED 

3.3 

4.0 

3.4 

3.7 

3.6 

3.5 

3.6 

3,8 

4. 1 

4,0 

4.2 

3.6 

OWNER 

3.1 

3.1 

3.3 

3.3 

2.9 

3,2 

3.2 

3.7 

3. 1 

3,5 

3.1 

3.2 

RENTER 

3.8 

4.6 

4.1 

5.2 

3.9 

5.9 

5.4 

... 

4.7 

4.6 

5.3 

4.7 

PERSONS per room 













1.00 OR LESS 

1 672 

1 209 

1 073 

1 315 

774 

1 220 

1 364 

228 

1 658 

1 270 

1 247 

1 523 

1.01 OR MORE 

435 

879 

309 

505 

542 

408 

394 

44 

i 208 

764 

955 

507 

year MOVED INTO UNIT 













OWNER OCCUPIED . 

1 327 

540 

1 130 

1 330 

269 

1 300 

1 421 

242 

731 

916 

881 

1 380 

1958 TO MARCH 1960 «... 

179 

72 

131 

122 

38 

134 

157 

16 

47 

120 

91 

L27 

1954 TO 1957 

207 

116 

117 

241 

38 

129 

196 

32 

72 

170 

170 

199 

1940 TO 1953 

611 

232 

545 

610 

96 

625 

578 

126 

422 

436 

350 

658 

1939 OR EARLIER 

330 

I2fl 

337 

357 

97 

412 

490 

68 

190 

190 

270 

396 

renter OCCUPIED 

7 BO 

1 540 

252 

490 

1 047 

32B 

337 

30 

2 135 

1 118 

1 321 

650 

1958 TO MARCH i960 

400 

728 

72 

237 

331 

124 

185 

12 

1 035 

466 

650 

311 

1954 TO 1957 

171 

391 

74 

164 

249 

89 

64 

5 

512 

292 

293 

207 

1940 TO 1953 

164 

362 

74 

69 

350 

94 

69 

13 

532 

281 

309 

120 

1939 OR EARLIER 

45 

59 

32 

20 

117 

21 

19 

... 

56 

79 

69 

12 

RENT STATUS 













RENTER OCCUPIED ' 

780 

1 540 

252 

490 

1 047 

32B 

337 

30 

2 135 

1 118 

1 321 

650 

RENT PAID 

108 

46 

46 

42 

8 

48 

8 

... 

33 

93 

19 

79 

NO CASH RENT 

672 

1 494 

206 

448 

1 039 

280 

329 

30 

2 102 

1 025 

1 302 

571 





Mississippi 


26-83 


Table 34. — Occupamcy Chaiiactbristics and Rj-int Status of Occupihd Rural-Farm HoUwSing 

Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

i TISHO- 
1 MINGO 

TUNICA 

UNION 

WALTHALL 

WARREN 

WASH- 

INGTON 

WAYNE 

r 

WEBSTER 

WILKIN- 

SON 

WINSTON 

1 

YALO- 

BUSHA 

YAZOO 

ALL OCCUPIED UNITS 

1 241 

2 

297 

2 

016 

1 765 

64 

1 500 

855 

1 098 

642 

1 

906 

1 257 

2 273 

PERSONS 
















1 PERSON 

82 


219 


85 

09 

4 

153 

15 

60 

32 


48 

97 

124 

2 PERSONS . , . 

316 


538 


551 

464 

22 

299 

241 

323 

141 


469 

310 

498 

3 PERSONS 

247 


207 


41B 

342 

9 

221 

179 

212 

104 


365 

167 

351 

4 PERSONS 

202 


239 


273 

225 

8 

200 

132 

176 

81 


271 

161 

244 

5 PERSONS 

154 


221 


245 

220 

9 

159 

104 

112 

52 


206 

143 

207 

6 PERSONS 

107 


157 


129 

122 

. . ■ 

120 

63 

67 

53 


176 

89 

218 

7 PERSONS. . . 

58 


132 


119 

74 

4 

73 

35 

55 

47 


114 

81 

148 

8 PERSONS OR MORE 

75 


504 


196 

229 

8 

275 

86 

93 

132 


257 

209 

483 

MEDIANI 
















ALL OCCUPIED 

3.4 


3.9 


3.4 

3,5 

. • . 

3.9 

3.5 

3.3 

4,0 


3.8 

3,8 

4.2 

OWNER. 

3.3 


3.5 


3,0 

3.3 

. . . 

3.9 

3.3 

2.8 

3.4 


3.5 

3,1 

3.2 

RENTER . 

3.8 


4.0 


4,6 

4.8 

... 

3.9 

... 

5.5 

5. 1 


5.6 

5.6 

5.0 

PERSONS PER ROOM 
















1.00 OR LESS 

969 

1 

276 

1 

476 

1 365 

44 1 

891 

713 

079 

388 

1 

364 

840 

1 267 

1.01 OR MORE 

272 

1 

021 


540 

400 

20 j 

609 

142 

219 

254 


542 

417 

1 006 

YEAR MOVED INTO UNIT 
















OWNER OCCUPIED 

965 


309 

1 

354 

1 436 

30 ' 

561 

788 

802 

358 

1 

485 

739 

813 

1958 TO MARCH I960 

75 


43 


99 

65 

4 

83 

00 

92 

28 


96 

71 

58 

1954 TO 1957 

177 


39 


173 

189 

. t . 

93 

131 

114 

46 


193 

84 

102 

1940 TO 1953 . 

436 


154 


655 

589 

4 

244 

312 

374 

157 


690 

343 

305 

1939 OR EARLIER. 

277 


73 


427 

593 

22 

141 

265 

222 

127 


506 

241 

348 

RENTER OCCUPIED 

276 

1 

988 


662 

329 

34 

939 

67 

296 

284 


421 

518 

1 460 

1958 TO MARCH 1960 

159 


696 


307 

109 

13 

362 

5 

142 

26 


159 

182 

! 516 

1954 TO 1957 . 

60 


581 


169 

61 

4 

204 

19 

103 

55 


129 

136 

362 

1940 TO 1953 

33 


513 


147 

125 

9 

314 

32 

38 

124 


113 

165 

431 

1939 OR EARLIER 

24 


198 


39 

34 

8 

59 

11 


79 


20 

35 

151 

RENT STATUS 
















RENTER OCCUPIED 

276 

1 

988 


662 

329 

34 

939 

67 

296 

284 


421 

518 

1 460 

RENT PAID 

53 


12 


163 

67 

21 

44 

8 

5 

98 


65 

64 

107 

NO CASH RENT 

223 

1 

976 


499 

262 

13 

895 

59 

291 

186 


356 

454 

1 353 


[Based on sample; see text] 


COUNTY 

ALL 

HOUSING 

units 


SOURCE OF WATER 

SEWAGE DISPOSAL 

totals 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

individual 

WELL 

OTHER 

PUBLIC 

SEWER 

SEPTIC 

TANK 

OR 

CESSPOOL 

OTHER 

OR 

NONE 

THE STATE. . . 

628 945 

586 165 

273 612 

206 956 

105 597 

189 741 

142 ill 

254 313 

ADAMS « 

11 109 

11 109 

8 239 

1 299 

1 571 

6 408 

1 886 

2 Bi5 

ALCORN 

8 107 

a 107 

4 240 

3 287 

580 

3 451 

1 650 

3 006 

AMITE 

4 352 

4 352 

938 

2 848 

566 

249 

1 464 

2 639 

ATTALA 

6 393 

6 393 

2 564 

2 590 

1 239 

2 137 

976 

3 280 

BENTON 

2 190 

2 190 

416 

963 

011 

10 

624 

1 556 

BOLIVAR 

15 508 

15 508 

6 902 

4 076 

4 530 

3 460 

2 590 

9 458 

CALHOUN ..... 

4 670 

4 670 

1 560 

2 275 

835 

845 

1 282 

2 543 

CARROLL 

3 1B4 

3 184 

502 

1 067 

1 615 

127 

438 

2 619 

CHICKASAW 

4 902 

4 902 

1 799 

2 251 

852 

1 318 

955 

2 629 

CHOCTAW 

2 591 

2 591 

655 

1 383 

553 

327 

315 

1 949 

CLAIBORNE 

2 862 

2 862 

1 134 

730 

998 

831 

452 

1 579 

CLARKE. 

5 005 

5 005 

997 

2 919 

1- 089 

B46 

1 244 

2 915 

clay 

5 433 

5 433 

2 861 

1 359 

1 213 

2 092 

823 

2 518 

COAHOMA 

13 087 

13 087 

7 567 

2 214 

3 306 

6 526 

1 260 

5 301 

COPIAH. 

7 691 

7 691 

2 792 

3 344 

1 555 

1 600 

1 990 

4 101 

COVINGTON ...... ..... 

4 048 

4 048 

685 

2 623 

740 

351 

1 032 

2 665 

DE SOTO 

6 253 

6 253 

900 

2 754 

2 599 

546 

1 659 

4 048 

FORREST .... 

15 958 

15 958 

11 975 

3 563 

420 

11 039 

2 808 

2 in 

FRANKLIN. 

2 909 

2 909 

834 

1 299 

776 

341 

582 

1 986 

GEORGE 

'3 084 

3 084 

576 

2 154 

354 

369 

1 114 

1 601 

GREENE 

2 252 

2 252 

233 

1 503 

516 

. • . 

898 

1 354 

GRENADA 

5 592 

5 592 

3 484 

1 104 

1 004 

2 753 

1 015 

1 624 

HANCOCK 

6 413 

6 413 

3 644 

2 404 

365 

62 

5 377 

974 

HARRISON * 

35 227 

35 227 

28 824 

4 664 

1 739 

15 381 

15 972 

3 874 

HINDS 

53 613 

10 833 

4 971 

2 827 

3 035 

1 696 

4 146 

4 991 

HOLMES 

7 673 

7 673 

2 668 

2 285 

2 520 

1 920 

725 

5 028 

HUMPHREYS . • . . • 

5 103 

5 103 

2 132 

1 415 

1 556 

1 226 

643 

3 234 

ISSAQUENA ...... 

1 155 

1 155 

196 

370 

589 

... 

320 

835 

ITAWAMBA 

4 703 

4 703 

521 

3 870 

312 

400 

1 288 

3 015 

JACKSON 

16 226 

16 226 

11 256 

4 252 

716 

6 746 

7 410 

2 070 

JASPER, , 

4 512 

4 512 

738 

2 930 

844 

283 

1 378 

2 851 

JEFFERSON 

2 843 

2 843 

544 

653 

1 646 

409 

280 

2 154 

JEFFERSON DAVIS 

3 561 

3 561 

630 

2 236 

695 

428 

883 

2 250 

JONES * 

16 040 

16 840 

9 538 

6 606 

696 

a 003 

5 092 

3 745 

KEMPER 

3 308 

3 308 

564 

1 655 

1 089 

11 

893 

2 404 

LAFAYETTE ....... 

5 681 

5 681 

2 309 

2 194 

1 178 

2 169 

917 

2 595 

LAMAR 

4 092 

4 092 

1 380 

2 344 

368 

>68 

2 450 

1 474 

LAUDERDALE 

20 803 

20 003 

15 228 

4 454 

1 121 

13 820 

3 681 

3 302 

LAWRENCE. ....... .1 

2 999 

2 999 

542 

1 906 

551 

396 

707 

1 896 

LEAKE 

5 335 

5 335 

819 

3 569 

947 

583 

1 137 

3 615 

LEE 

12 260 

12 260 

5 873 

5 141 

1 246 

4 760 

3 515 

3 965 

LEFLORE 

13 370 

13 370 

7 915 

1 617 

3 838 

7 245 

787 

5 338 

LINCOLN ................. 

7 897 

7 897 

3 174 

3 888 

835 

2 742 

2 077 

3 078 

LOWNDES . . 

12 732 

12 732 

7 872 

3 804 

1 056 

7 324 

2 692 

2 716 

MADISON 

7 945 

7 945 

4 027 

1 400 

2 518 

2 806 

1 265 

3 872 

MARION . . . . 

6 838 

6 638 

2 392 

3 899 

547 

1 950 

2 016 

2 872 

MARSHALL 

5 772 

5 772 

1 86B 

1 767 

2 137 

926 

853 

3 993 

MONROE. .... 

10 173 

10 173 

4 239 

5 006 

926 

3 155 

2 381 

4 637 

MONTGOMERY 

3 955 

3 955 

1 789 

1 628 

538 

1 150 

848 

1 957 

NESHOBA 

6 700 

6 700 

1 827 

4 114 

759 

1 105 

1 481 

4 114 

NEWTON 

5 859 

5 859 

1 931 

3 078 

850 

1 132 

1 669 

3 058 

NOXUBEE .... 

4 456 

4 456 

1 364 

2 564 

528 

584 

834 

3 038 

OKTIBBEHA 

6 448 

6 448 

3 505 

1 617 

1 326 

2 872 

909 

2 667 

PANOLA. . 

a 329 

8 329 

2 594 

2 959 

2 776 

1 210 

1 540 

5 579 

PEARL RIVER 

6 633 

6 633 

2 809 

3 050 

774 

1 544 

2 596 

2 493 

PERRY 

2 466 

2 486 

531 

1 439 

516 

359 

696 

1 431 

PIKE 

10 291 

10 291 

5 736 

3 773 

782 

4 105 

3 557 

2 629 

PONTOTOC 

5 463 

5 463 

794 

4 022 

647 

543 

1 556 

3 364 

PRENTISS 

5 583 

5 583 

1 865 

3 164 

554 

1 359 

1 174 

3 050 

QUITMAN 

5 567 

5 567 

1 746 

1 277 

2 544 

1 097 

653 

3 617 

RANKIN 

8 462 

8 482 

3 748 

2 616 

2 lie 

1 733 

3 103 

3 646 

SCOTT 

5 890 

5 090 

1 950 

2 363 

1 577 

1 170 

1 320 

3 392 

SHARKEY ... 

3 093 

3 093 

1 108 

825 

1 160 

292 

543 

2 258 

SIMPSON .......... 

5 755 

5 755 

1 622 

3 267 

866 

1 195 

1 485 

3 075 

SMITH . . . 

4 250 

4 250 

614 

2 885 

751 

238 

962 

3 050 

STONE 

1 986 

1 986 

674 

1 047 

265 

429 

936 

621 

SUNFLOWER 

11 818 

11 818 

5 152 

3 700 

2 966 

3 328 

2 001 

6 489 

TALLAHATCHIE 

6 872 

6 872 

1 461 

1 964 

3 447 

1 123 

642 

5 107 

TATE 

4 765 

4 765 

1 324 

1 580 

1 861 

839 

747 

3 179 

TIPPAH 

4 549 

4 549 

1 343 

2 545 

661 

734 

1 198 

2 617 

TISHOMINGO 

4 857 

4 857 

1 080 

3 362 

415 

454 

1 713 

2 690 

TUNICA 

5 130 

5 130 

891 

2 671 

1 568 

490 

588 

4 052 

UNION 

5 992 

5 992 

1 496 

3 519 

977 

1 004 

1 723 

3 265 

WALTHALL 

3 931 

3 931 

511 

2 846 

574 

56 

1 523 

2 352 

WARREN 

13 311 

13 311 

10 267 

614 

2 430 

a 662 

1 899 

2 750 

WASHINGTON 

23 030 

23 030 

16 894 

2 440 

3 696 

14 722 

2 474 

5 834 

WAYNE 

4 512 

4 512 

976 

2 749 

787 

636 

1 458 

2 418 

WEBSTER ..... 

3 185 

3 185 

719 

2 084 

382 

356 

665 

2 164 

WILKINSON 

3 473 

3 473 

.1 374 

850 

1 249 

573 

522 

2 378 

WINSTON . . 

5 350 

5 350 

2 009 

2 463 

878 

1 016 

1 062 

3 272 

YALOBUSHA 

3 893 

3 893 

1 564 

1 470 

859 

1 187 

770 

1 936 

YAZOO ... 

a 797 

8 797 

4 425 

1 650 

2 722 

2 207 

1 314 

5 276 


^ EXCLUDES UNITS IN PLACES OF 50,000 INHABITANTS OR MORE I SEE TEXT. 


Mississippi 


26-85 


Table 36. — Characteristics of Housing Units With Nonwhite Household Heads, 
FOR Places With 100 to 400 Such Units: 1960 
[Data shown for places of 2,500 inhabitants or more. “U” denotes an unincorporated place] 


Tenure 

Condition and 
Plumbing 


Rooms 

Persons 

Persons per Room 


SUBJECT 

BATE5VILLE 

BAY ST 
LOUIS 

BOONEVIULE 

CHARLESTON 

DURANT 

ELLISVILLE 

FOREST 

GREENVILLE 
NORTH |U) 

HOUSTON 

MISSIS- 
SIPPI CITY 
(U> 

ALL OCCUPIED UNITS .... 

. 


169 

279 

140 

349 

375 

196 

396 

104 

171 

163 

TENURE 













OWNER OCCUPIED 



89 

196 

71 

169 

211 

117 

254 

132 

59 

110 

RENTER OCCUPIED 

* 

• 

80 

03 

69 

180 

164 

79 

142 

52 

112 

53 

CONDITION AND PLUMBING 













SOUND* ..... 



26 

150 

51 

173 

170 

52 

162 

79 

39 

63 

WITH ALL PLUMBING FACILITIES . 



6 

128 

27 

48 

32 

26 

56 

64 

11 

51 

LACKING SOME OR ALL FACILITIES 



20 

22 

24 

125 

138 

24 

106 

15 

28 

12 

DETERIORATING 



35 

96 

48 

100 

172 

04 

153 

79 

98 

61 

WITH ALL plumbing FACILITIES . 



3 

36 

a 

12 

. . . 

10 

18 

21 

9 

24 

LACKING SOME OR ALL FACILITIES 



32 

60 

40 

88 

172 

74 

135 

58 

89 

37 

DILAPIDATED 



108 

33 

41 

76 

33 

60 

81 

26 

34 

39 

ROOMS 













1 ROOM 



a 

4 

1 

4 

1 

6 

11 

1 

2 

... 

2 ROOMS 



46 

6 

32 

67 

55 

15 

30 

13 

48 

9 

3 ROOMS 



46 

40 

29 

92 

100 

42 

67 

58 

40 

19 

ROOMS 



40 

69 

32 

90 

102 

53 

98 

55 

49 

52 

5 ROOMS 



12 

85 

34 

48 

59 

43 

93 

33 

18 

48 

6 ROOMS 



15 

52 

9 

32 

42 

35 

77 

21 

10 

22 

7 ROOMS 



2 

19 

2 

12 

14 

1 

17 

3 

2 

12 

8 ROOMS OR MORE 



* . • 

4 

1 

4 

2 

1 

3 

... 

2 

1 

MEDIAN 



3.2 

4.7 

3,8 

3.6 

3.8 

4.2 

4.4 

3.9 

3.4 

4.5 

PERSONS 













1 PERSON 



36 

56 

35 

66 

62 

33 

59 

21 

28 

23 

2 PERSONS 



50 

68 

32 

112 

125 

38 

114 

37 

31 

35 

3 PERSONS 



26 

33 

21 

45 

54 

27 

55 

17 

29 

22 

4 PERSONS 



11 

24 

15 

40 

39 

29 

49 

17 

27 

24 

5 PERSONS 



13 

31 

11 

32 

30 

15 

33 

23 

20 

18 

6 PERSONS OR MORE 



33 

67 

26 

54 

65 

54 

86 

69 

36 

41 

MEDIAN 



2.5 

3.0 

2.6 

2.5 

2.5 

3.5 

3.0 

4.5 

3.4 

3.6 

PERSONS PER ROOM 













0.50 OR less 



58 

109 

55 

136 

149 

58 

156 

41 

45 

57 

0.51 TO 0.75 



25 

38 

19 

55 

68 

40 

63 

31 

24 

27 

0.76 TO 1.00 



32 

64 

26 

61 

57 

30 

62 

24 

30 

27 

1.01 TO 1.50 



15 

35 

20 

43 

45 

29 

47 

28 

26 

29 

1.51 OR MORE 



39 

33 

20 

54 

56 

39 

68 

60 

44 

23 






OCEAN 



PASS 



WATER 





NEW ALBANY 

NEWTON 

SPRINGS 

OKOLONA 

OXFORD 

CHRISTIAN 

RIPLEY 

SENATOBIA 

VALLEY 

WAYNESBORO 

ALL OCCUPIED UNITS .... 



396 

331 

189 

248 

308 

355 

162 

319 

224 

393 

TENURE 








i 





OWNER OCCUPIED 



170 

197 

116 

171 

105 

272 

71 

142 

127 

237 

RENTER OCCUPIED 

. 


226 

134 

73 

77 

203 

83 

91 

177 

97 

156 

CONDITION AND PLUMBING 













SOUND 



134 

12B 

112 

113 

32 

125 

56 

119 

63 

105 

WITH ALL PLUMBING FACILITIES . 



47 

50 

66 

62 

23 

81 

27 

24 

28 

38 

LACKING SOME OR ALL FACILITIES 



87 

7B 

46 

51 

9 

44 

29 

95 

35 

67 

deteriorating 



122 

160 

50 

47 

57 

190 

40 

132 

65 

205 

WITH ALL PLUMBING FACILITIES . 


• 

17 

11 

4 

10 

20 

74 

10 

13 

9 

9 

LACKING SOME OR ALL FACILITIES 


* 

105 

149 

46 

37 

37 

116 

30 

119 

56 

196 

DILAPIDATED 


• 

140 

43 

27 

88 

219 

40 

66 

68 

96 

83 

ROOMS 













1 ROOM 



1 

3 

3 

5 

10 

4 

1 

6 

7 

6 

2 ROOMS 



53 

29 

12 

21 

60 

18 

26 

138 

24 

27 

3 ROOMS 



109 

57 

50 

38 

101 

63 

30 

83 

37 

89 

4 ROOMS 



117 

93 

50 

84 

65 

120 

62 

66 

74 

96 

5 ROOMS 



64 

89 

38 

64 

31 

73 

26 

10 

43 

104 

6 ROOMS 



43 

35 

24 

21 

29 

53 

13 

5 

29 

54 

7 ROOMS 



5 

15 

7 

10 

5 

21 

3 

3 

9 

10 

8 ROOMS OR MORE 



4 

10 

5 

5 

7 

3 

1 

... 

1 

7 

MEDIAN 



3.8 

4.3 

4.1 

4.2 

3.3 

4.3 

3.9 

2.7 

4.1 

4.3 

PERSONS 













1 PERSON 

f 


78 

55 

24 

54 

45 

75 

29 

50 

36 

61 

2 PERSONS 

• 


95 

95 

37 

66 

80 

84 

37 

97 

52 

81 

3 PERSONS 

• 


69 

49 

29 

41 

47 

34 

24 

4B 

44 

73 

4 PERSONS 



43 

41 

26 

24 

41 

39 

25 

32 

30 

42 

5 PERSONS 



40 

29 

22 

22 

31 

28 

14 

24 

16 

34 

6 PERSONS OR MORE 



71 

62 

51 

41 

64 

95 

33 

68 

46 

102 

MEDIAN 



2.9 

2.6 

3.7 

2.6 

3.1 

3.0 

3.1 

2.8 

3.0 

3.2 

PERSONS PER ROOM 













0.50 OR LESS 



143 

137 

48 

109 

62 

144 

59 

76 

79 

121 

0.51 TO 0.75 ... 



62 

46 

30 

42 

41 

44 

18 

50 

34 

75 

0,76 TO 1.00 



82 

61 

39 

46 

64 

49 

27 

61 

45 

69 

1.01 TO 1.50 

• 

• 

49 

41 

34 

25 

40 

55 

31 

37 

32 

58 

1.51 OR MORE 


• 

60 

46 

38 

26 

81 

63 

27 

95 

34 

70 
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State and Small Areas 


Table 37. — Characteristics of Housing Units With Nonwhite Household H 
FOR Places With 400 to 2,000 Such Units; I960 

EDstashown£orp,ac.o£2,500iFhabitantsori».re. So»e data based on sample; see text. ..U” denotes an unincorpoxated place] 


Tenure 

Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 

Value 

Gross Rent 


all occupied units 
TENURE 


owner occupied . 

RENTER OCCUPIED* 


CONDITION ANO PLUMBING 


ABERDEEN 


SOUND. • • ' 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. ... 

WITH ALL PLUMBING FACILITIES . 

lacking some or all facilities 

DILAPIDATED 


WATER SUPPLY 


HOT AND COLO PIPED WATER INSIDE STRUCTURE! 
ONLY COLO PIPED WATER INSIDE STRUCTURE . > 
PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER 


TOILET FACILITIES 


flush TOILET t EXCLUSIVE USE. . . 

FLUSH TOILET. SHARED 

other TOILET FACILITIES OR NONE. 


bathing FACILITIES 


bathtub or shower. EXCLUSIVE USE 

bathtub or shower, shared. . . . 
no bathtub or shower ...... 


rooms 


room . 

ROOMS. 
ROOMS . 
ROOMS. 
ROOMS . 
ROOMS. 
ROOMS. 


8 ROOMS OR MORE 

UNITS IN STRUCTURE 


1. INCL. TRAILER 



3 AND 4 

5 OR MORE. . . . 


YEAR STRUCTURE BUILT 


1955 TO MARCH i960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


PERSON . 
PERSONS. 
PERSONS. 
PERSONS. 
PERSONS. 
PERSONS. 
PERSONS. 


8 PERSONS OR MORE. . 

PERSONS PER ROOM 


0.50 OR less 
0.51 TO 0.75 
0.76 TO 1.00 
1,01 TO 1.50 
1.51 OR MORE 


OWNER OCCUPIED 
LESS THAN $5i000 , 
$5i000 TO $9,900 . 
$10,000 TO $14i900 
$15,000 TO S19t900 
$a0.000 TO $24 f 900 
$25,000 OR MORE. . 


GROSS RENT 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $29 ... . 
$30 TO $39 .... 
$40 TO $49 .... 
$50 TO $59 .... 
$60 TO $79 .... 
$80 TO $99 .... 
$100 OR MORE . • • 
NO CASH RENT . . • 


349 

400 


179 

121 

58 

23B 

20 

218 

332 


176 

80 

346 

147 


191 

11 

547 


165 

U 

573 


96 

68 

197 

380 


144 

194 

127 

86 

58 

38 

57 

45 


272 

123 

110 

130 

114 


343 

297 

42 


400 

147 

123 

44 


267 

185 


190 

98 

92 

198 

33 

165 

64 


138 

1B9 

72 

53 


2S2 

17 

153 


9 

5 

102 

20 

178 

136 

257 

107 

137 

90 

47 

63 

15 

15 

4 

16 

620 

434 

129 

18 


9 

27 

89 

327 


99 

131 

66 

35 

16 

48 

33 

24 


198 

80 

66 

50 

58 


267 

239 

24 


185 

33 

69 

39 


707 


201 

506 


BILOXI 


213 

64 

149 

266 

66 

200 

228 


156 

321 

ISO 

50 


323 

125 

259 


161 

15 

531 


21 

191 

299 

91 

53 

37 


586 

116 

5 


36 

19 

131 

521 


168 

192 

76 

66 

67 

49 

25 

64 


220 

80 

170 
66 

171 


188 

148 

36 

4 


506 

174 

206 

75 

26 


478 

995 


brook- 

haven 


626 

543 

S3 

421 

230 

191 

426 


008 

354 

107 

4 


1 136 
135 
202 


094 

135 

244 


77 

173 

365 

391 

222 

156 

49 

40 


917 

210 

148 

198 


56 

174 

422 

821 


271 

312 

235 

206 

147 

105 

78 

119 


418 

234 
318 
268 

235 


429 

191 

155 

59 

16 


995 

20 

125 

214 

205 

178 

195 

30 

14 

14 


507 

455 


CANTON 


CLEVELAND 


1 576 


499 
343 1 
156 ; 
183 
55 
128 
280 


435 

212 

152 

163 


547 

24 

391 


488 

12 

462 


32 

65 

204 

208 

237 

150 

26 

20 


904 

47 

5 

6 


72 

165 

262 

463 


176 

257 

127 

108 

76 

64 

61 

93 


339 

160 

191 

136 

136 


503 

360 

127 

16 


455' 

170 

127 

82 

24 


584 

992 


507 

338 

169 

486 

91 

395 

583 


529 

891 

138 

18 


1 006 
356 
214 


618 

12 

946 


20 

196 

514 

418 

240 

157 

24 

7 


I 390 
US 
10 
58 


85 
271 
214 
1 006 


211 

401 

270 

152 

159 

122 

92 

169 


419 

315 

255 

216 

371 


561 

335 

211 

15 


992 

193 

349 

243 

94 

46 

4 


388 

606 


422 

226 

196 

398 

36 

362 

176 


308 

513 

108 

67 


753 

41 

202 


320 

7 

661 


25 

238 

327 

216 

98 

64 

21 

7 


955 

19 

22 


30 

83 

401 

482 


144 

269 

127 

106 

87 

63 

33 

167 


229 

161 

169 

141 

296 


380 

218 

135 

27 


608 

69 

248 

216 

51 


304 

313 


320 

168 

152 

185 

38 

147 

112 


237 

235 

89 

56 


358 

64 

195 


264 

30 

323 


3 

39 

150 

119 

123 

131 

25 

27 


581 

26 

10 


47 

75 

299 

196 


95 

147 

71 
98 

72 
36 
36 
62 


218 

106 

120 

88 

85 


300 

183 

117 


313 

81 

85 

75 

41 


312 

357 


crystal 

SPRINGS 


eastside 

tU) 


291 

197 

94 

327 

85 

242 

51 


302 

313 

50 

4 


552 

43 

74 


340 

16 

313 


4 

27 

125 

185 

185 

120 

19 

4 


496 

03 


15 

107 

41 

506 


145 

182 

91 

70 

55 

62 

32 

32 


299 

117 

110 

83 

60 


301 

266 

27 


357 

100 

149 

40 

16 


218 

197 


3-. 

15 

24 

132 

33 

99 

244 


63 

93 

112 

147 


74 

4 

337 


63 

4 

340 


4 

55 

154 

63 

53 

71 

12 

3 


362 

23 

10 


38 

20 

138 

219 


68 

121 

57 

27 

31 

31 

31 

49 


162 

47 

69 

34 

103 


214 

185 

29 


197 
79 
, 58 
27 
4 


354 

124 


414 

146 

268 

46 


38 

18 


15B 

68 

95 

157 


188 

4 

286 


179 

299 


5 

46 

90 

92 

104 

115 

10 

16 


193 

74 

121 

90 


43 

78 

54 

96 

57 

58 
32 
60 


113 

84 

86 

108 

87 


354 

53 

272 

29 


21 

31 

40 

10 

12 
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Table 37.— Characteristics of Housing Units With Nonwhite Household Heads. 

FOR Places With 400 to 2,000 Sucij Units: 1960— Con. 

[Data shown for placos of 2, .500 inhabitants or more. Soma data based on samplo; sec text. "U" denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Wiitcr Su|3ply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Stcuctute 
Year Struct. Built 
Persons 

Persons pet Room 

Value 

Gross Rent 


all occupied units 
TENURE 



OWNER OCCUPIED 
RENTER OCCUPIED 


SOUND r , . - - 

WITH ALL PLUMBINS FACILITIES * 
LACKING SOME OR ALL FACILITIES 

DETERIORATING • 

WITH ALL PLUMBING FACILITIES 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


hot and COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 
PIPED water OUTSIDE STRUCTURE 
NO PIPED water 


FLUSH TOILET* EXCLUSIVE USE 
FLUSH TOILET, SHARED 
OTHER TOILET FACILITIES OR NONE 


bathtub or SHOWER* EXCLUSIVE USE 
BATHTUB OR SHOWER, SHARED. • . • 

NO bathtub or shower 

ROOMS 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS • • 

5 ROOMS. 

6 ROOMS. . » • 

7 ROOMS 

8 ROOMS OR MORE 

UNITS IN STRUCTURE 
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Table 37. — Characteristics of Housing Units With Non white Household Heads, 

FOR Places With 400 to 2,000 Such Units: 1960 — Con. 

[Data shown for places of 2,500 inhabitants or more. Some data based on sample; see text. denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 

Value 

Gross Rent 


ALL OCCUPIED UNITS 


MARKS 


OWNER OCCUPIED • 
RENTER OCCUPIED, 


CONDITION AND PLUMBING 


SOUND. ... 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


water SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE* 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE . 

NO PIPED water 


TOILET FACILITIES 


FLUSH TOILETi EXCLUSIVE USE, . . 

FLUSH TOILET t SHARED 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE 
bathtub or shower* SHARED. , . . 

NO bathtub or shower 


ROOM 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 


8 ROOMS OR MORE. 


UNITS IN structure 


1* INCL. TRAILER 

2 

3 AND 4 

5 OR MORE. . . . 


YEAR STRUCTURE BUILT 


1955 TO march 1960 
1950 TO 1954 . . . 
1940 TO 1949 . , . 
1939 OR EARLIER. . 


PERSON . 

PERSONS. . . , . 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS. . . * . 
PERSONS OR MORE. 


PERSONS 


PERSONS per room 


0.50 OR LESS 
0.51 TO 0.75 
0.76 TO 1.00 
1.01 TO 1.50 
1.51 OR MORE 


OWNER OCCUPIED 
LESS THAN S5i000 . 
S5*000 TO $9*900 . 
$10*000 TO $14»900 
$15*000 TO $19*900 
$20*000 TO $24*900 
$25*000 OR MORE. . 


GROSS RENT 

RENTER OCCUPIED. . . . 

LESS THAN $20 

S20 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 

$60 TO $79 

$80 TO $99 

$100 OR MORE ....... 

NO CASH RENT 


250 

159 


194 

76 

118 

203 

22 

181 

12 


107 

198 

96 

a 


247 

26 

136 


139 

4 

266 


49 

112 

BO 

99 

57 


398 

6 

5 


35 

50 

64 

260 


62 

103 

56 

34 

34 

25 

16 

59 


160 

59 

56 

49 

83 


246 

172 

70 


159 

17 

54 

59 

12 


MOSS 

POINT 


291 

214 


256 

189 

67 

148 

03 

65 

101 


307 

185 


422 

39 

44 


353 

33 

119 


51 

75 

164 

113 

82 

20 


445 

39 

21 


106 

42 

132 

225 


91 

111 

69 

81 

4? 

16 

34 

56 


178 

72 

104 

89 

62 


280 

138 

122 

20 


214 

5 

24 

72 

24 

5 

20 

44 

15 

5 


PASCA- 

GOULA 

PHILA- 

DELPHU 

PICAYUNE 

PORT 

GIBSON 

STARK- 

VILLE 

TUPELO 

WEST 

GULFPORT 

(U) 

931 

437 

888 

519 

718 

1 191 

731 

376 

195 

497 

201 

320 

364 

360 

555 

242 

391 

318 

398 

827 

371 

587 

132 

190 

349 

228 

247 

476 

501 

41 

143 

185 

141 

130 

219 

66 

91 

47 

164 

87 

117 

25 V 

212 

159 

313 

139 

195 

352 

55 

103 

B 

69 

B 

22 

95 

16 

109 

151 

244 

131 

173 

257 

39 

132 

146 

385 

31 

295 

592 

205 

656 

81 

271 

213 

192 

324 

262 

192 

101 

187 

259 

333 

604 

213 

78 

143 

409 

39 

148 

194 

225 

5 

112 

21 

a 

45 

69 

36 

721 

69 

266 

357 

409 

681 

314 

100 

8 

4 

ni 

78 

211 

4 

no 

360 

616 

51 

231 

299 

418 

668 

73 

264 

213 

226 

347 

283 

71 

12 

4 

14 

8 

52 

4 

192 

352 

620 

292 

484 

792 

449 

53 

8 

24 

4 

54 

4 

27 

100 

61 

71 

152 

160 

168 

89 

215 

113 

296 

126 

164 

445 

125 

278 

107 

208 

87 

166 

341 

213 

192 

83 

137 

71 

95 

118 

165 

68 

45 

133 

47 

48 

84 

78 

20 

20 

16 

24 

23 

20 

39 

5 

• . . 

3 

8 

6 

U 


555 

411 

838 

400 

586 

841 

550 

90 

15. 

35 

114 

93 

298 

147 

26 

• « • 

10 

• • * ! 

30 

52 

31 

260 

11 

5 

5 

9 


6 

108 

33 

46 

12 

87 

30 

191 

80 

56 

135 

i 

37 

48 

IBS 

527 

132 

217 

89 

150 

146 

323 

216 

216 

490 

357 

444 

965 

34 

136 

61 

144 

93 

I 139 

235 

133 

126 

74 

106 

122 

150 

292 

151 

183 

80 

153 

76 

129 

225 

116 

152 

28 

94 

77 

81 

131 

75 

no 

64 

109 

45 

61 

94 

106 

79 

39 

105 

35 

47 

66 

51 

41 

21 

48 

28 

34 

50 

50 

104 

50 

129 

43 

57 

98 

54 

196 

147 

233 

153 

212 

407 

217 

139 

52 

96 

62 

73 

189 

122 

197 

68 

165 

112 

132 

231 

165 

174 

83 

140 

54 

126 

151 

125 

225 

87 

254 

118 

175 

213 

107 

356 

190 

492 

197 

299 

346 

339 

165 

162 

480 

91 

205 

180 

266 

131 

24 

12 

90 

61 

139 

73 

42 

4 

. » . 

4 

a 

19 


• * . 

■ • • 

. t * 

12 

5 

8 

• • • 

10 

i •• 

t • • 

. •• 

. , • 


■ • • 

8 


... 

* ■ • 

• • . 

* • t 

... 

555 

242 

391 

316 

398 

827 

378 

. « • 

109 

44 

37 

151 

112 

9 

22 

76 

171 

194 

96 

395 

74 

302 

25 

78 

28 

62 

185 

139 

76 

4 

19 

28 

16 

55 

89 

49 

4 

15 

11 

25 

16 

37 

52 

• « • 

4 

• • • 

8 

8 

26 

10 

4 

• • ■ 

• • • 


• • . 


5 

* . * 

4 

* • • 

• • . 



39 1 

20 

56 

20 

20 

56 

4 


WEST 

POINT 


459 

498 


191 

123 

68 

304 

64 

240 

462 


227 

164 

372 

194 


307 

16 

634 


259 

12 

686 


24 

147 

196 

284 

196 

96 

6 

4 


851 

92 

14 


66 

119 

156 

614 


193 

206 

168 

112 

92 

36 

68 

80 


333 

156 

184 

140 

144 


455 

355 

92 


498 

198 

200 

48 

12 


251 

231 


126 

50 

76 

207 

10 

197 

149 


62 

250 

91 

59 


230 

68 

184 


80 

3 

399 


9 

59 

120 

147 

94 

37 

4 

4 


446 

26 

5 

5 


12 

56 

99 

315 


65 

119 

56 

48 

40 

60 

34 

60 


121 

86 

67 

81 

127 


251 

235 

16 


231 

56 

95 

37 


YAZOO 

CITY 


839 

948 


380 

225 

155 

663 

117 

546 

744 


471 

555 

630 

131 


708 

124 

955 


474 

33 

1 280 


36 

171 

766 

410 

217 

128 

48 

11 


1 631 
128 
28 


54 
138 
367 
1 228 


303 

544 

250 

175 

104 

95 

100 

216 


593 

331 

266 

184 

413 


831 

739 

73 

15 


948 

164 

370 

239 

66 

34 

37 

5 

4 

29 


Mississippi 

Table 38.— Charactehistics or Housimg Units With Nonwhite Household Heads, por SMSA’s 
AND Places With 2,000 or More Such Units: I960 
[Some data based on sample: see text. “U’' denotes an unincorporated place] 


Tenure 

Condition 8c Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Trailer 

Year Structure 
Built 
Persons 

Persons per Room 


JACKSON 

SMSA 


GREEN- 
VILLE GREENWOOD 


HATTIES- 
BURG JACKSON 


ALL OCCUPIED UNITS 


5 490 3 012 


2 954 12 482 


OWNER OCCUPIED . 

renter occupied. 


CONDITION AND PLUMBING 


OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

dilapidated 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES ! 
LACKING SOME OR ALL FACILITIES 

deteriorating 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

dilapidated 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOILET, EXCLUSIVE USE. . . 

flush TOILET, SHARED 

other TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER, EXCLUSIVE USE 
BATHTUB OR SHOWER, SHARED. . . . 
NO BATHTUB OR SHOWER 


4 7ia 

995 

1 834 

3 470 

469 

aoi 

3 251 

365 

630 

219 

84 

171 

990 

285 

630 

685 

173 

268 

305 

112 

362 

258 

241 

403 

7 762 

1 554 

2 877 

4 262 

395 

660 

3 321 

254 

448 

941 

141 

212 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS. . . . . 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. 

median 


UNITS IN structure 


It DETACHED. 
It ATTACHED. 

2 . 

3 and 4. , . 
5 TO 9 . . . 
10 OR MORE . 

trailer, . , 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
1959 TO MARCH 1960 
1955 TO 1958 . . , 
1950 TO 1954 , . , 
1940 TO 1949 , , . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


OWNER OCCUPIED . 
1955 TO MARCH 1960 . 
1950 TO 1954 . , , , 
1940 TO 1949 .... 
1939 OR EARLIER. . . 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS. . , , , 

7 PERSONS 

8 PERSONS OR MORE. 

MEDIAN 


0.50 OR LESS 
0.51 TO 0.75 
‘0.76 TO 1.00 
1.01 TO 1.50 
1.51 OR MORE 


4 711 

3 385 

4 091 

24 

24 

29 

149 

79 

111 

372 

288 

176 

815 

417 

223 

503 

407 

445 

2 848 

2 170 

3 107 

1 834 

1 216 

1 648 

103 

75 

102 

157 

196 

84 

285 

172 

146 

1 289 

775 

1 316 

762 

601 

999 

1 260 

817 

1 177 

825 

486 

643 

517 

391 

344 

377 

342 

261 

285 

235 

236 

247 

175 

159 

438 

338 

272 

2.9 

3,1 

2.4 

1 666 

977 

1 522 

606 

473 

783 

791 

663 

669 

668 

780 

495 

777 

440 

677 



PERSONS PER ROOM 
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Table 39.— Financial Characteristics op Housing Units With Nonwhite Household Heads, 
POR SMSA’s and Places With 2,000 or More Such Units; 1960 

[Based on sample; see text. "U” denotes an unincorporated place. Minus (— ) after number indicates median below that number] 


Value 
Gross Rent 


SUBJECT 

JACKSON 

SMSA 

PLACES 



CLARKS- 

DALE 

COLUMBUS 

— 

GREEN- 

VILLE 

GREENWOOD 

HATTIES- 

BURG 

JACKSON 

LAUREL 

MERIDIAN 

NATCHEZ 

VICKS- 

BURG 

ALL OCCUPIED UNITS 

17 132 

3 161 

2 593 

5 490 

3 012 

2 954 

12 482 

2 549 

4 711 

3 385 

4 091 

VALUE 




— 








OWNER OCCUPIED 

5 774 

1 013 

976 

2 240 

546 

1 661 

4 568 

959 

1 753 

1 113 

1 532 

LESS THAN S5»000 

2 207 

730 

032 

1 653 

435 

1 129 

1 399 

490 

1 121 

592 

907 

$5iOOO TO $7 1 400 

2 038 

222 

103 

387 

70 

398 

1 797 

264 

395 

357 

390 

$7i500 TO $9t900 

829 

45 

27 

116 

19 

100 

755 

152 

164 

95 

96 

$10t000 to S12(400 

383 

12 

7 

44 

il 

26 

336 

45 

54 

42 

43 

$12t500 TO $14t900 

173 

• • • 

3 

24 

• « • 

4 

157 

4 

4 

11 

• * . 

$15*000 TO $17*400 , 

79 

* • 1 

4 

4 

4 

• • « 

75 

• • • 

3 

4 

• • . 

$17*500 TO $19*900 . 

28 

• « e 

• • • 

* « • 

• * • 

t • • 

20 

• • • 

4 

. . • 

• • . 

$20*000 TO $24*900 

25 

« • • 

• • • 

6 

7 

• • • 

17 

4 

8 

e 

8 

$25*000 TO $34*900 

8 

«t • • 

* ■ • 

4 

■ • * 

« 1 • 

a 

* » • 

• • • 

. . . 

5 

$35*000 OR MORE 

4 

4 


... 

t • < 

4 

4 


... 

4 

• •1 

MEDIAN DOLLARS . 

5 800 

5 000- 

5 OOO- 

5 000- 

5 000- 

5 000- 

6 200 

5 000- 

5 000- 

5 000- 

5 000- 

GROSS RENT 












RENTER OCCUPIED 

10 463 

2 110 

l 597 

3 134 

2 431 

1 213 

7 762 

l 554 

2 877 

2 167 

2 443 

LESS THAN 

566 

188 

168 

318 

85 

189 

59 

124 

629 

387 

487 

$20 TO $29 

481 

648 

466 

1 169 

542 

580 

308 

445 

1 090 

659 

881 

$30 TO $39 

1 425 

753 

523 

947 

923 

287 

1 365 

466 

596 

636 

583 

$40 TO $49 

2 799 

312 

177 

353 

595 

75 

2 746 

277 

298 

214 

219 

$50 TO $59 • . 

2 042 

82 

99 

122 

154 

9 

2 005 

113 

93 

68 

04 

$60 TO $69 

700 

33 

37 

42 

49 

4 

679 

24 

34 

34 

12 

$70 TO $79 

331 

• • • 

13 

8 

20 

• • « 

327 

a 

13! 

12 

24 

$80 TO $99 

144 


45 

12 

25 

• • • 

128 

4 

46 

16 

28 

$100 TO $119 

33 

ft 

a 

4 

* • 1 

5 

29 

8 

... 

4 

24 

$120 TO 

13 

• • • 


* • * 

4 

9 

13 

• • * 

... 

4 

5 

$150 TO $199 

48 

4 

4 

• * • 

* * • 

* • • 

4 

• • • 

... 

. . . 

• • . 

$200 OR MORE 

• t ■ 

• < • 

t • ♦ 

• • * 

• • t 

• ■ • 

• • • 

• • * 

* . . 

... 

• . . 

NO CASH RENT 

1 881 

82 

57 

159 

36 

57 

99 

85 

78 

133 

96 

MEDIAN DOLLARS . 

46 

32 

33 

30 

36 

27 

48 

34 

27 

30 

28 
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Table A-1. — Percent of Allocation for Nonresponse or Inconsistency, for the State, by S 123 B of Place: 1960 

[Leaders (• • ^ indicate that the item is not applicable or that it is not published in this report for the Riven areas. The base on which the percentage is computed is expressed as a code which appears in 

the jjrst column. The legend for tlie codas follows the table] 


SUBJECT 

BASE 

(code) 

THE 

STATE 

INSIDE SMSA 

•s 

OUTSIDE 

SMSA’S 

PLACES OF 1,000 TO 50,000 INHABITANTS 

TOTAL 

PLACES OF 
50,000 
INHABIT- 
ANTS 

OR MORE 

BALANCE 

25.000 

TO 

50.000 

10,000 

TO 

25,000 

2,500 

TO 

10,000 

1 ,000 
TO 

2,500 

OCCUPANCY CHARACTERISTICS 











TENURE 

2 

1.2 

1 .7 

1.8 

1.2 

1.1 

1,2 

1.1 

1.2 

1.2 

YEAR MOVED INTO UNIT 

2 

0.9 

1.8 

2.0 

0,9 

0.9 

1.6 

0.9 

0,8 

... 

VACANCY STATUS: 











FOR SALE ONLY 

If 

29.8 

8.1 

8.3 

7.5 

35.3 

11.3 

11.3 

16.9 

\ 6.7 

FOR RENT 

5 

3.H 

5.7 

5.9 

3.6 

3.2 

2.8 

4.8 

4,2 

J 

OTHER 

6 

1.7 

1,8 

2.3 

1,5 

1,7 

1.5 

0.8 

2.3 

. . • 

DURATION OF VACANCY 

3 

28. M- 

31.0 

31.1 

30.2 

28.0 

26.1 

• • • 

. . . 

* * • 

STRUCTURAL CHARACTERISTICS 











BASEMENT 

1 

2,9 

2.9 

3.2 

2.1 

2.9 

3.1 

2.8 

... 

. • . 

BEDROOMS 

1 

M-.B 


4.2 

4.6 

4.8 

6.3 

4.6 

• . . 

« . . 

ROOMS 

1 

1.1 

1.7 

1.8 

1.5 

1.1 

1.5 

1,1 

1.3 

1.0 

TRAILERS* ON PERMANENT FOUNDATION OR MOBILE . 

7 

6.2 

7.0 

4,4 

11.0 

6.1 

. . . 

. • . 

• « • 

. • • 

UNITS IN STRUCTURE 

1 

1.9 

2.2 

2,4 

1.1 

1.9 

1.9 

1.5 

2.0 

• • • 

year STRUCTURE BUILT 

1 

3,6 

3.9 

4.1 

2,9 

3.6 

3.2 

2.4 

3.7 

• • • 

CONDITION AND PLUMBING FACILITIES 











BATHING FACILITIES 

1 

1.5 

2.5 

2.6 

2.2 

1.4 

2.0 

1.4 

1,6 

... 

BATHROOMS 

1 

a, 5 

8.1 

8.4 

7.0 

B.6 

9.7 

8,9 

9.2 

• • « 

CONDITION OF UNIT 

1 

1.5 

1.9 

1.7 

2.8 

1.4 

2.0 

1,6 

1.5 

1.5 

SEWAGE DISPOSAL 

1 

M-.1 

... 

... 

• a » 

... 

2,6 

1.9 

3.5 

... 

SOURCE OF WATER 

1 

2.3 

... 

. * * 

• • . 

• • • 

2,3 

1.8 

2.8 

. • • 

TOILET FACILITIES . . i 

1 

1.3 

1 .8 

1.9 

1,7 

1.2 

1.6 

1.1 

1.4 

... 

WATER SUPPLY ' 

1 

2,7 

2.7 

3.0 

1.9 

2.7 

5.4 

5.7 

4.3 

• • • 

EQU 1 PMENT 











AIR CONDITIONING 

2 

2.2 

2.8 

3.1 

1.5 

2.1 

2.5 




AUTOMOBILES AVAILABLE 

2 

s.o 

4.1 

4,2 

3.8 

5.1 

5.8 

. ■ • 

• ■ • 


CLOTHES DRYER . 

2 

2.4 

3.5 

3.7 

2.7 

2.3 

. . . 

... 

... 


CLOTHES WASHING MACHINE 

2 

2.6 

2,8 

3.1 

1.6 

2.6 

, . . 

. . . 

... 


HEATING EQUIPMENT 

1 

2.9 

3.1 

3.H 

2.1 

2.8 

2.7 

2.2 

3.4 


HOME FOOD FREEZER 

1 2 

4.4 

5,9 

6.8 

2.2 

4,2 

. . . 

... 

. • • 


RADIO SETS 

2 

2.0 

2.7 

3.0 

1.4 

2.0 

... 

. . . 

. * . 


TELEPHONE AVAILABLE 

2 

2.1 

2.7 

2.9 

1.7 

2.1 

* . . 

* • . 

. • • 


TELEVISION SETS 

2 

2.2 

2,8 

3.0 

2.1 

2.1 

. . . 

... 

. . . 


FUELS 











COOKING FUEL 

2 

2.4 

3.1 

■^.4 

1.7 

2.3 





HEATING FUEL 

2 

2.7 

3.4 

3.3 

3.7 

2.6 

. . • 

... 

... 

. « • 

WATER HEATING FUEL 

2 

31.7 

15.3 

9.0 

41 , 1 

33.3 

. . . 

... 

. .. 

. . ♦ 

FINANCIAL CHARACTERISTICS 











CONTRACT RENT 

8 

1 1.0 

5.3 

4.6 

1 1.8 

11.8 

10.1 

9.1 

10.6 


VALUE 

9 

3.5 

2.1 

1.7 

4.3 

3.7 

3.2 

2.8 

2.9 

2!o 


QODE base 

1 ALL HOUSING UNITS 

2 OCCUPIED HOUSING UNITS 

3 VACANT AVAILABLE FOR RENT OR SALE 

^ VACANT AVAILABLE FOR SALE ONLY 

5 VACANT AVAILABLE FOR RENT 
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a RENTER-OCCUPIED AND VACANT AVA I LABLE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 
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STANDARD METROPOLITAN STATISTICAL AREAS AND THEIR CONSTITUENT PARTS 

Kansas City, Mo.-Kans.: Clay and Jackson Counties, Mo.; Johnson and Wyandotte Counties, Kans. 

St. Joseph, Mo.: Buchanan County, Mo. 

St. Louis, Mo.-Ill.: St. Louis city; Jefferson, St. Charles, and St. Louis Counties, Mo.; Madison and St. Clair Counties, 111. 
Springfield, Mo.: Greene County, Mo. 


URBANIZED AREAS AND COUNTIES IN WHICH THEY ARE LOCATED 

Kansas City, Mo.-Kans.: Parts of Clay, Jackson, and Platte Counties, Mo.; of Johnson and Wyandotte Counties, Kans. 
St. Joseph, Mo.-Kans.: Part of Buchanan County, Mo.; of Doniphan County, Kans. 

St. Louis, Mo.-Ill.: St. Louis city; part of St. Louis County, Mo.; of Madison and St. Clair Counties, 111. 

Springfield, Mo.: Part of Greene County, Mo. 
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Table 1.— Selected CuARACnsius-ncs, por the State, Standard Metropolitan Statistical Areas, 
AND Places of J 0,000 iNffABixANTS or More: 1960 

[Some data based on sample; see text. "U'-denotesanunmcorpomted place. Plus (+) or minus (-) after number indicates median above or below that number. 

leas than 0.1] 


Percent not shown where 


ALL HOUSING UNITS 





PERCENT- 

AREA 

TOTAL 

NUMBER 

MEDIAN 

NUM- 

BER 

OF 

ROOMS 

IN 

ONE- 

HOUS- 

ING 

UNIT 

STRUC- 

TURES 

IN 

STRUC- 

TURES 

BUILT 

1950- 

1960 

THE STATE 

1 491 397 

4.6 

78.1 

22.8 

URBAN 

977 245 

4,6 

67.4 

23.9 

rural 

514 152 

4,0 

98.4 

20,6 

NONFARM 

351 839 

4.5 

97,9 

25.2 

OCCUPIED FARM 

162 313 

5.3 

99,4 

10.5 

INSIDE SMSA*S 

837 797 

4.6 

65,5 

25.9 

IN CENTRAL CITIES. , , . 

503 624 

4.2 

48,7 

12. 1 

NOT IN CENTRAL CITIES. . 

334 173 

5.0 

90.9 

46.6 

OUTSIDE SMSA'S 

653 600 

4,7 

94.1 

18.7 

STANDARD METROPOLITAN 
STATISTICAL AREAS 





KANSAS CITY. 

355 016 

4.9 

73.7 

30.6 

STATE PORTION 

253 004 

4.6 

67,7 

27,0 

ST JOSEPH. . 

31 764 

4.6 

76,0 

12,7 

ST LOUIS , 

661 249 

4.5 

67.9 

27,0 

STATE PORTION 

508 967 

4.5 

62.0 

26.1 

SPRINGFIELD. ....... 

44 062 

4.6 

86,4 

27,5 

PLACES 





bellefontaine neighbors. . 

3 965 

5.3 

99.7 

93,9 

BERKELEY 

4 830 

5.0 

96.9 

76,5 

BRENTWOOD 

4 061 

4.7 

64*2 

41.5 

CAPE GIRARDEAU 

8 056 

4.7 

81.9 

24.5 

CARTHAGE 

4 420 

4.6 

86,9 

16.1 

CLAYTON 

5 445 

5.5 

43,0 

14,5 

COLUMBIA 

10 660 

4.4 

73,7 

32.2 

CRESTWOOD 

3 130 

5,4 

99.5 

82.5 

FERGUSON 

6 104 

5,1 

96,7 

52.3 

FLORISSANT 

9 794 

5.2 

98.3 

89.9 

FULTON 

2 711 

4.5 

81,7 

21.2 

GLADSTONE 

3 956 

5.2 

98.5 

87.9 

HANNIBAL 

7 257 

4.6 

77.8 

8.5 

INDEPENDENCE 

20 707 

4.9 

84,2 

39.2 

JEFFERSON CITY 

B 496 

4.9 

64.7 

25,5 

JENNINGS 

6 133 

4.6 

97.6 

34,1 

JOPLIN 

15 510 

4.4 

85.7 

IB. 6 

KANSAS CITY 

178 578 

4.6 

58.2 

17.1 

KIRKSVILLE 

4 613 

4.3 

75.1 

20,0 

KIRKWOOD 

8 585 

5.5 

94,8 

41.3 

MAPLEWOOD 

4 521 

4.5 

70,0 

7,9 

MEXICO 

4 555 

4,5 

78,1 

22,0 

MOBERLY 

5 187 

4.6 

78.7 

12,4 

OVERLAND .... 

6 531 

4.8 

94,1 

41.1 

POPLAR BLUFF 

5 753 

4.3 

89,7 

25.0 

RAYTOWN 

4 989 

5.2 

98.9 

72.0 

RICHMOND HEIGHTS 

5 120 

5.1 

75,9 

19.1 

ROLLA 

3 476 

4.2 

74.7 

23.6 


3 117 

4.8 

99,6 

56.0 

ST CHARLES 

6 624 

4.5 

76.0 

37.1 

ST JOSEPH. , 

28 072 

4.6 

72.9 

12,9 

ST LOUIS 

262 984 

3.8 

35,2 

6.9 

SEDALIA 

8 672 

4.8 

63,9 

22.7 

SIKESTON 

4 489 

4.4 

89,7 

26.3 

SPRINGFIELD 

33 990 

4.5 

82.4 

26.0 

UNIVERSITY CITY 

16 917 

5.3 

63.9 

29.9 

WEBSTER GROVES 

8 558 

5.7 

95,4 

26.0 


OCCUPIED HOUSING UNITS 


vacancy rate 


SOUND 

WITH 

ALL 

PLUMB- 

ING 

FACIL- 

ITIES 


TOTAL 

NUMBEF 


MEDIAN 

NUM- 

BER 

OF 

PER- 

SONS 


PERCENT— 


WITH 
1.01 
OR MORE 
PERSONS 
PER 
ROOM 


MOVED 

IN 

dur- 

ing 

1958 - 

1960 


OCCU- 

PIED 

BY 

NON- 

WHITE 


OWNER 

OCCU' 

PIED 


RENTER 

OCCU- 

PIED 


OWNER 

MEDIAN 

VALUE 

(DOL- 

LARS) 


RENTER 

MEDIAN 

GROSS 

RENT 

(DOL- 

LARS) 


HOME- 

OWNER 


65.8 

1 360 

054 

2.7 

11.8 

32.6 

8.2 

76,9 

922 

803 

2.6 

11.2 

34.7 

11.1 

44.7 

437 

251 

2.8 

13.3 

28.1 

2.0 

46.0 

274 

938 

2.7 

14.2 

35,1 

2.1 

41,9 

162 

313 

2.9 

11.7 

16,3 

1.7 

77,3 

786 

837 

2,7 

12.0 

34.5 

11.9 

71.9 

473 

360 

2.4 

12.9 

36.3 

18.5 

85.5 

313 

477 

3.2 

10.7 

31,9 

1.9 

51.0 

573 

217 

2.6 

11.6 

29.9 

3.1 

79,0 

331 

477 

2,7 

9.7 

36.3 

10.7 

77.8 

235 

335 

2.5 

9.2 

37.8 

11.2 

69,4 

30 

003 

2.4 

10.2 

31.9 

2,7 

77,1 

624 

686 

2.9 

13,9 

52,3 

13,1 

77.9 

480 

293 

2.8 

13.7 

32.8 

13,7 

72.7 

41 

206 

2.6 

9.8 

37.7 

1.8 

99,1 

3 

906 

3.3 

5.3 

12.6 


95.2 

4 

700 

3.8 

15.3 

27.9 

o!6 

96.7 

3 

854 

2.9 

6.5 

38.2 

4.6 

75,1 

7 

652 

2.7 

9.3 

32.6 

3,8 

61.4 

4 

065 

2,3 

6,4 

33.7 

1,7 

98.5 

5 

273 

2.4 

0.9 

29.5 

0.5 

76.8 

10 

081 

2.6 

9.1 

47,0 

8.0 

97,7 

3 

007 

3,6 

5.6 

39,7 

0,3 

95.7 

5 

930 

3.5 

11.8 

23.2 

. * • 

98.9 

9 

374 

3.9 

13,3 

42,9 

... 

62.7 

2 

559 

2.5 

9.1 

33.8 

11.3 

93.7 

3 

783 

3.7 

’ 10.4 

45.4 


68.4 

6 

941 

2.4 

! 10,7 

26.0 

6!8 

66.5 

19 

799 

2.9 

8.9 

36.2 

1.3 

86.5 

e 

147 

2.6 

7.8 

36.5 

5.6 

93,0 

6 

016 

3.0 

9.2 

20.5 

0.1 

72,2 

13 

986 

2.4 

7.9 

33.8 

2.2 

75.4 

165 

995 

2*4 

8.9 

37.6 

15.5 

74.7 

4 

301 

2.4 

7.7 

40.5 

0.9 

91.2 

8 

293 

3.3 

6.1 

25.8 

3,4 

88.9 

4 

373 

2.4 

7.6 

34.0 

1,3 

70.7 

4 

237 

2.6 

10.0 

34,4 

8,9 

76.0 

4 

904 

2.3 

5.7 

29.9 

S.7 

93.8 

6 

255 

3.3 

12.6 

29.4 

0.2 

66,3 

5 

398 

2.5 

11.1 

37,2 

6.3 

93.8 

4 

B46 

3.4 

7.3 

26.1 

0.1 

95,2 

5 

000 

2.5 

3.9 

25.9 

5.8 

75.6 

3 

260 

2.6 

12.1 

49.2 

1.6 

98.8 

3 

031 

3.9 

19.2 

27.1 

* • • 

83.8 

6 

222 

3.0 

13.9 

38.3 

1,9 

72,6 

26 

692 

2.4 

9.8 

33,0 

3.0 

68.9 

248 

651 

2.4 

16.4 

35,6 

24.2 

70.5 

8 

209 

2.5 

8.2 

34.6 

6.6 

71,7 

4 

230 

2.6 

15.5 

40.3 

13,1 

75.3 

32 

022 

2.5 

8.9 

38.4 

2.2 

96.7 

16 

442 

2.8 

3.6 

24.6 

0.3 

96.1 

8 

372 

3.2 

4.8 

19,0 

3.7 


64,3 

35.7 

10 

900 

65 

1.6 

7.1 

59.8 

40,2 

12 

000 

67 

1,6 

7.0 

73,9 

26.1 

6 

000 

51 

1.6 

7.5 

70.3 

29.7 

6 

000 

51 

2.6 

10.2 

80.0 

20.0 


• • » 

... 

... 

i • • 

60.2 

39.8 

12 

900 

69 

1.8 

6.9 

46.9 

53.1 

11 

100 

66 

1.4 

6.9 

80.3 

19,7 

14 

200 

87 

2.1 

6.5 

70,0 

30.0 

6 

500 

53 

1.4 

7.5 

65.4 

34,6 

12 

100 

70 

1.9 

9.6 

60.7 

39.3 

11 

900 

69 

1.9 

9.6 

63.5 

36.5 

7 

800 

57 

1.3 

6.3 

61.9 

30,1 

12 

900 

69 

1*6 

5.6 

50,9 

41,1 

13 

900 

70 

1.7 

5.5 

68,5 

31.5 

9 

iOO 

59 

2.5 

7.3 

96.7 

3.3 

15 

600 


0.7 

1.5 

87.6 

12.4 

13 

100 

U2 

1.0 

6.3 

60.6 

39,4 

15 

700 

113 

0,5 

9.4 

66.9 

33.1 

10 

500 

58 

2.0 

3.9 

69.4 

30.6 

8 

100 

49 

3,4 

12.5 

43.9 

56.1 

30 

100 

123 

0,6 

3.1 

53.1 

46,9 

14 

500 

73 

1.5 

4.8 

94.9 

5,1 

18 

700 

* « . 

3.2 

1.3 

89.3 

10.7 

14 

500 

110 

1.4 

6.4 

92,1 

7.9 

15 

200 

113 

2,9 

4.5 

61.6 

36.4 

9 

300 

63 

0.8 

8.1 

91.1 

8,9 

15 

000 

105 

2.8 

5.1 

62.4 

37.6 

6 

900 

49 

0,5 

4.6 

73.0 

26.2 

12 

600 

74 

2,2 

6.0 

60.2 

39.8 

14 

100 

66 

1.4 

4.5 

36.8 

11.2 

12 

700 

91 

1,0 

3.3 

65,5 

34.5 

7 

600 

51 

3.1 

12.3 

53,8 

46.2 

n 

100 

67 

1,5 

9.9 

57.9 

42.1 

9 

500 

57 

0,9 

8.7 

87.2 

12.8 

17 

BOO 

112 

1.6 

5.3 

58.1 

41.9 

11 

600 

76 

1,0 

3.6 

60.6 

39.4 

9 

900 

63 

0.6 

11.1 

64.3 

35.7 

7 

300 

56 

1,4 

5.9 

62.4 

17.6 

12 

400 

110 

i.5 

10.4 

64.7 

35,3 

5 

700 

49 

2,1 

5.7 

91.7 

8.3 

14 

300 

106 

1.6 

5.9 

64.6 

35,4 

17 

200 

95 

0.4 

2.5 

53.0 

47.0 

11 

400 

67 

1,8 

7.6 

86.8 

13.2 

12 

500 

108 

1.0 

9.1 

65.8 

34.2 

13 

000 

BO 

1,9 

B.O 

62.3 

37.7 

0 

000 

57 

1,3 

6.5 

38.2 

61.6 

12 

000 

66 

1,1 

5.4 

70.4 

29.6 

7 

600 

61 

1.5 

6.0 

59.2 

40. B 

7 

500 

54 

1.5 

5,1 

65.4 

34,6 

9 

100 

60 

2,5 

7.1 

65,7 

34.3 

18 

400 

106 

1.1 

4.8 

88.3 

1U7 

17 

500 

102 

0.8 

4.2 


Table 2. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for the State, 
Inside and Outside SMS As, Urban and Rural: I960 
[Some data based on sample; see text] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


SUBJECT 


ALL HOUSING UNITS 


TENURE t COLOR* AND VACANCY 
STATUS 


occupied 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED 

WHITE 

NONWHITE. 

renter OCCUPIED 

WHITE 

NONWHITE . 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE. , . . 

FOR RENT 

RENTAL VACANCY RATE 

RENTED OR SOLD. AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED . 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES. . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES. . , 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES 
DILAPIDATED 

OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES. . . 
LACKING SOME OR ALL FACILITIES, , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES. . . 
LACKING SOME OR ALL FACILITIES. , 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES. . . 
LACKING SOME OR ALL FACILITIES. « 

DETERIORATING . , 

WITH ALL PLUMBING FACILITIES. . . 
LACKING SOME OR ALL FACILITIES. . 
DILAPIDATED 

VACANT AVAILABLE FOR SALE . . • 
WITH ALL PLUMBING FACILITIES. . . . 
LACKING SOME OR ALL FACILITIES. . . 

VACANT AVAILABLE FOR RENT . . . 
WITH ALL PLUMBING FACILITIES. . . , 
LACKING SOME Oft ALL FACILITIES. . , 


ALL HOUSING UNITS 


WATER supply 


HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE, , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


Toilet facilities 


FLUSH TOILET. EXCLUSIVE USE • . 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE 


bathing FACILITIES 


bathtub or SHOWER, EXCLUSIVE USE, 
bathtub or SHOWER, SHARED . . . . 
NO bathtub or SHOWER 



THE state 


URBAN, 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA’S 

TOTAL 

TOTAL 

NONFARM 

OCCUPIED 

FARM 


1 491 397 

837 797 

653 600 

977 245 

514 152 

351 839 

162 313 


1 360 054 

786 837 

573 217 

922 803 

437 251 

274 938 

162 313 


874 532 

473 360 

401 172 

551 416 

323 116 

193 239 

129 877 


64,3 

60.2 

70.0 

59,8 

73.9 

70.3 

80.0 


834 539 

441 040 

393 499 

514 856 

319 683 

190 471 

129 212 


39 993 

32 320 

7 673 

36 560 

3 433 

2 766 

665 


485 522 

313 477 

172 045 

371 387 

114 135 

81 699 

32 436 


414 559 

252 382 

162 177 

305 519 

109 040 

78 744 

30 296 


70 963 

61 095 

9 866 

65 868 

5 095 

2 955 

2 140 


131 343 

50 960 

80 383 

54 442 

76 901 

76 901 



102 148 

44 792 

57 356 

51 484 

50 664 

50 664 



84 896 

40 2 oa 

44 688 

45 884 

39 012 

39 012 

• . . 


51 197 

31 665 

19 532 

36 820 

14 377 

14 377 



14 116 

8 543 

5 573 

a 973 

5 143 

5 143 

« • • 


1.6 

l.B 

1.4 

1.6 

1.6 

2.6 

. t • 


37 081 

23 122 

13 959 

27 847 

9 234 

9 234 

... 


7.1 

6.9 

7.5 

7.0 

7.5 

10.2 

. • . 


6 031 

3 130 

2 901 

3 249 

2 782 

2 782 

. , . 


7 930 

1 207 

6 723 

841 

7 089 

7 089 

• • # 


19 738 

4 206 

15 532 

4 974 

14 764 

14 764 



17 252 

4 584 

12 668 

5 600 

11 652 

11 652 



29 195 

6 168 

23 027 

2 958 

26 237 

26 237 

. . . 


1 491 321 

837 722 

653 599 

977 178 

514 143 

351 030 

162 313 


1 153 512 

703 418 

450 094 

810 700 

342 812 

231 848 

110 964 


981 305 

647 664 

333 641 

751 355 

229 950 

161 962 

67 988 


17 554 

7 254 

10 300 

8 195 

9 359 

6 850 

2 509 


154 653 

48 500 

106 153 

51 150 

103 503 

63 036 

40 467 


257 284 

105 748 

151 536 

130 693 

126 591 

85 227 

41 364 


109 129 

63 673 

45 456 

81 015 

28 114 

19 222 

8 892 


12 683 

7 381 

5 302 

9 020 

3 663 

2 845 

818 


135 472 

34 694 

100 778 

40 658 

94 B14 

63 160 

31 654 


80 525 

28 556 

51 969 

35 785 

44 740 

34 755 

9 985 


874 532 

473 360 

401 172 

551 416 

323 116 

193 239 

129 877 


740 864 

432 037 

308 827 

497 516 

243 348 

149 432 

95 916 


660 222 

420 002 

240 220 

485 533 

174 689 

115 186 

59 503 

• 

80 642 

12 035 

68 607 

11 983 

68 659 

34 246 

34 413 


108 063 

34 200 

73 863 

44 760 

63 303 

33 667 

29 636 


52 312 

26 701 

25 611 

35 020 

17 292 

10 420 

6 864 


55 751 

7 499 

48 252 

9 740 

46 011 

23 239 

22 772 


25 605 

7 123 

18 482 

9 140 

16 465 

10 140 

! 6 325 


485 522 

313 477 

172 045 

371 387 

114 135 

81 699 

32 436 


340 596 

236 391 

104 205 

276 854 

63 742 

46 694 

17 048 


274 415 

200 333 

74 082 

235 795 

38 620 

30 135 

B 485 


66 181 

36 058 

30 123 

41 059 

25 122 

16 559 

8 563 


110 678 

60 825 

49 853 

73 724 

36 954 

25 226 

11 728 


48 226 

32 543 

15 683 

40 146 

8 080 

6 052 

2 028 


62 452 

26 282 

34 170 

33 578 

28 874 

19 174 

9 700 


34 248 

16 261 

17 987 

20 809 

13 439 

9 779 

3 660 


14 116 

8 543 

5 573 

a 973 

5 143 

5 143 



11 133 

7 995 

3 138 

8 435 

2 698 

2 698 

• . . 


2 983 

548 

2 435 

538 

2 445 

2 445 

... 


37 081 

23 122 

13 959 

27 847 

9 234 

9 234 



21 366 

14 701 

6 665 

18 073 

3 293 

3 293 

. . f 


15 715 

a 421 

7 294 

9 774 

5 941 

5 941 

... 


1 491 397 

837 797 

653 600 

977 245 

514 152 

351 039 

162 313 


1 185 844 

772 997 

412 847 

904 326 

281 518 

194 686 

86 832 

• 

111 279 

49 752 

61 527 

60 458 

50 821 

35 433 

15 388 


12 818 

2 148 

10 670 

4 129 

8 609 

5 848 

2 841 


181 380 

12 825 

168 555 

a 265 

173 115 

115 063 

57 252 


1 173 768 

760 631 

413 137 

892 196 

281 572 

199 656 

81 916 


65 390 

51 271 

, 14 119 

60 924 

4 466 

4 237 

229 


252 163 

25 820 

226 343 

24 058 

228 105 

147 937 

80 168 


1 145 109 

739 671 

405 438 

866 166 

278 943 

f 195 814 

83 129 

' 

65 098 

51 301 

13 797 

60 702 

4 396 

' 4 128 

268 

i 

281 114 

46 750 

234 364 

50 310 

230 804 

151 868 

70 916 





Missouri 


27-7 


Table 3. — Bathrooms, Rooms, and Biidrooms, for the State, Inside and Outside SMSA’s, Bathrooms Bedrooms 

Urban and Rural: I960 Rooms 

[Some data based on sample; see text] 


SUBJECT 

THE STATE 

URBAN » 
TOTAL 

rural 

total 

INSIDE 

SMSA'S 

OUTSIDE 

SMSAtS 

total 

NONFARM 

OCCUPIED 

FARM 

BATHROOMS 








ALL UNITS 

1 491 273 

837 674 

653 599 

977 134 

514 139 

352 177 

161 962 


947 535 

605 277 

342 258 

713 266 

234 269 

163 273 

70 996 

1 PLUS PARTIAL 

77 262 

55 990 

21 272 

63 546 

13 716 

10 161 

3 555 

2 OR MORE 

00 398 

59 574 

20 824 

68 014 

12 384 

9 996 

2 388 

SHARED OR NONE 

386 078 

116 833 

269 245 

132 308 

253 770 

168 747 

85 023 

OWNER OCCUPIED 

874 487 

473 345 

401 142 

551 358 

323 129 

193 571 

129 558 


580 099 

348 113 

231 986 

408 718 

171 381 

110 358 

61 023 


137 930 

101 800 

36 130 

116 125 

21 805 

16 486 

5 319 

SHARED OR NONE 

156 458 

23 432 

133 026 

26 515 

129 943 

66 727 

63 216 

RENTER OCCUPIED 

485 563 

313 4BB 

172 075 

371 441 

114 122 

81 718 

32 404 


315 805 

228 662 

87 143 

271 295 

44 510 

34 537 

9 973 

MORE THAN 1 

14 075 

9 265 

4 810 

11 242 

2 833 

2 209 

624 

SHARED OR NONE. 

155 683 

75 561 

80 122 

88 904 

66 779 

44 972 

21 807 

ROOMS 








ALL UNITS 

1 491 321 

837 722 

653 599 

977 178 

514 143 

351 830 

162 313 

i ROOM. .... .......... 

41 524 

28 652 

12 872 

32 659 

8 865 

8 144 

721 

2 ROOMS 

86 071 

54 406 

31 665 

62 824 

23 247 

21 223 

2 024 

3 ROOMS 

207 040 

135 533 

71 507 

154 556 

52 484 

44 308 

8 176 

4 ROOMS 

356 337 

179 852 

176 485 

218 311 

138 026 

102 423 

35 603 

5 ROOMS 

395 424 

228 457 

166 967 

264 029 

131 395 

88 248 

43 147 

6 ROOMS ... 

232 829 

124 329 

iOB 500 

143 005 

89 824 

52 341 

37 483 

7 ROOMS 

99 980 

51 657 

48 323 

59 798 

40 182 

20 938 

19 244 

6 ROOMS OR MORE 

72 116 

34 836 

37 280 

41 996 

30 120 

14 205 

15 915 

MEDIAN . . , . 

4.6 

4.6 

4.7 

4,6 

4.8 

4.5 

5.3 

OWNER occupied 

874 532 

473 360 

401 172 

551 416 

323 116 

193 239 

129 077 

1 ROOM 

2 725 

758 

1 967 

608 

1 917 

1 495 

422 

2 ROOMS 

10 782 

3 871 

6 911 

4 446 

6 336 

5 030 

1 306 

3 ROOMS 

49 978 

25 155 

24 823 

28 519 

21 459 

15 807 

5 652 

4 ROOMS 

192 184 

91 658 

100 526 

ill 796 

80 388 

54 069 

26 319 

5 ROOMS 

290 678 

172 510 

118 168 

197 567 

93 111 

57 445 

35 666 

6 ROOMS 

185 637 

103 500 

S2 137 

119 065 

66 572 

35 155 

31 417 

7 ROOMS 

82 735 

44 984 

37 751 

51 860 

30 875 

14 722 

16 153 

B ROOMS OR MORE 

59 613 

30 924 

28 889 

37 355 

22 458 

9 516 

12 942 

MEDIAN 

5.1 

5.2 

5.1 

5.2 

5.1 

4.9 

5,4 

RENTER OCCUPIED 

485 522 

3i3 477 

172 045 

371 387 

114 135 

81 699 

32 436 

1 ROOM 

28 415 

22 153 

6 262 

25 599 

2 B16 

2 517 

299 

2 ROOMS 

58 275 

43 374 

14 901 

51 016 

7 259 

6 541 

718 

3 ROOMS 

130 421 

98 504 

31 917 

113 631 

16 790 

14 266 

2 524 

4 ROOMS 

131 161 

78 339 

52 622 

95 455 

35 706 

26 422 

9 284 

5 ROOMS 

80 750 

46 843 

33 907 

56 622 

24 126 

16 647 

7 481 

6 ROOMS 

34 813 

16 349 

18 464 

19 460 

15 353 

9 287 

6 066 

7 ROOMS 

12 894 

5 137 

7 757 

6 263 

6 631 

3 540 

3 091 

8 ROOMS OR MORE 

8 793 

2 778 

6 015 

3 341 

5 452 

2 479 

2 973 

MEDIAN 

3.7 

3.4 

4.1 

3.5 

4.3 

4.2 

5.0 

VACANT AVAILABLE FOR SALE 

14 116 

8 543 

5 573 

8 973 

5 143 

5 143 

« • • 

1 TO 3 ROOMS 

1 282 

574 

700 

595 

687 

687 

« • • 

4 ROOMS 

2 740 

1 170 

1 570 

1 367 

1 373 

1 373 

• « • 

5 ROOMS 

5 394 

3 604 

1 790 

3 695 

1 699 

1 699 


6 ROOMS 

3 089 

2 141 

948 

2 180 

909 

909 


7 ROOMS OR MORE 

1 611 

1 054 

557 

1 136 

475 

475 


MEDIAN 

5,1 

5.2 

4.8 

5,2 

4.8 

4.8 


VACANT AVAILABLE FOR RENT 

37 001 

23 122 

13 959 

27 847 

9 234 

9 234 


1 ROOM . 

5 381 

4 298 

1 083 

4 854 

527 

527 


2 ROOMS 

5 747 

4 110 

1 637 

4 911 

836 

036 


3 ROOMS 

9 662 

6 786 

2 876 

a 155 

1 507 

1 507 


4 ROOMS 

a 289 

4 463 

3 B26 

5 520 

2 769 

2 769 


5 ROOMS OR MORE 

6 002 

3 465 

4 537 

4 407 

3 595 

3 595 


median 

3.3 

3.0 

3.9 

3.0 

4.1 

4,1 


BEDROOMS 








ALL UNITS 

1 489 102 

835 663 

653 439 

975 121 

513 981 

350 254 

163 727 


67 143 

47 171 

19 972 

52 911 

14 232 

13 074 

1 158 


336 132 

2l7 958 

118 174 

250 330 

85 802 

71 097 

14 705 


595 885 

306 280 

289 605 

369 132 

226 753 

160 001 

66 752 


376 471 

209 849 

166 622 

237 780 

138 691 

82 791 

55 900 

4 OR MORE 

113 471 

54 405 

59 066 

64 968 

48 503 

23 291 

25 212 

OWNER OCCUPIED 

874 718 

473 615 

401 103 

551 501 

323 217 

192 174 

131 043 

0 AND 1 

101 573 

54 844 

46 729 

62 528 

39 045 

27 730 

11 315 


380 238 

197 867 

182 371 

236 368 

143 870 

91 698 

52 172 


301 462 

175 175 

126 287 

190 112 

103 350 

56 952 

46 398 

4 OR MORE 

91 445 

45 729 

45 716 

54 493 

36 952 

15 794 

21 158 

RENTER OCCUPIED 

485 255 

3l3 160 

172 095 

371 254 

114 001 

01 317 

32 684 

NONE. . . 

48 162 

37 990 

10 172 

43 676 

4 486 

4 042 

444 


192 263 

144 543 

47 720 

167 767 

24 496 

20 392 

4 104 


171 659 

97 187 

74 472 

119 536 

52 123 

37 543 

14 580 

3 OR MORE 

73 171 

33 440 

39 731 

40 275 

32 896 

19 340 

13 556 


Table 4. — Structural Characteristics and Heating Equipment, por the State, Inside and 
Outside SMS As, Urban and Rural: 1960 
[Based on sample; see text] 


Units in Stcucture Biisemcnt 

Trailer Heacini^ Equipment 

Year Structure Built 


SUBJECT 

THE STATE 

URBAN t 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

total 

NONFARM 

OCCUPIED 

FARM 

UNITS IN structure 








ALL units 

1 491 273 

837 674 

653 599 

977 134 

514 139 

352 177 

161 962 

It detached 

1 096 927 

508 926 

588 001 

610 564 

486 363 

326 619 

159 744 

It attached 

50 622 

33 718 

16 904 

40 461 

10 161 

9 324 

837 


110 984 

93 851 

17 133 

106 806 

4 178 

3 808 

370 

3 AND 4 . . • • 

91 329 

79 848 

11 481 

89 210 

2 119 

2 048 

71 

5 OR MORE 

124 798 

115 039 

9 759 

122 795 

2 003 

1 843 

160 

TRAILERS 








ON permanent foundation 

1 496 

341 

1 155 

523 

973 

864 

109 

MOBILE. . 

15 117 

5 951 

9 166 

6 775 

8 342 

7 671 

671 

OWNER OCCUPIED 

874 487 

473 345 

401 142 

551 358 

323 129 

193 571 

129 558 

It DETACHED 

794 443 

414 553 

379 090 

464 727 

309 716 

181 913 

127 803 

It ATTACHED 

14 602 

9 597 

5 085 

11 333 

3 349 

2 707 

642 


33 397 

28 643 

4 754 

32 053 

1 344 

1 133 

211 

3 AND 4 

12 207 

10 447 

1 760 

11 820 

387 

336 

51 

5 OR MORE • 

5 458 

4 492 

966 

5 019 

439 

308 

131 

TRAILER 

14 300 

5 613 

8 687 

6 406 

7 894 

7 174 

720 

RENTER OCCUPIED . . 

485 563 

313 488 

172 075 

371 441 

114 122 

81 718 

32 404 

It DETACHED 

204 380 

70 071 

134 309 

101 851 

102 529 

70 500 

31 941 

It ATTACHED . 

31 775 

21 701 

10 074 

26 124 

5 651 

5 456 

195 


70 103 

59 438 

10 665 

67 899 

2 204 

2 045 

159 

3 AND «... 

71 891 

63 504 

8 387 

70 578 

1 313 

1 293 

20 

5 TO 

44 067 

40 138 

3 929 

43 411 

656 

633 

23 

10 TO 

21 792 

20 119 

1 673 

21 531 

261 

255 

6 

20 TO 

17 283 

16 246 

1 037 

17 203 

80 

80 

* . * 

50 OR MORE 

21 959 

21 592 

367 

21 952 

7 

7 

* . . 

TRAILER 

2 313 

679 

1 634 

892 

1 421 

1 361 

60 

VACANT AVAILABLE FOR RENT 

36 297 

23 348 

12 949 

27 994 

a 303 

8 303 

• • f 


14 928 

5 057 

9 871 

7 481 

7 447 

7 447 

« • • 

2 TO 4. ... 

9 805 

7 886 

1 919 

9 206 

599 

599 

• ■ • 

5 TO 

3 027 

3 352 

475 

3 660 

167 

167 

... 

10 OR MORE 

7 737 

7 053 

684 

7 647 

90 

90 

« • « 

YEAR STRUCTURE BUILT 






i 


ALL UNITS 

1 491 321 

837 722 

653 599 

977 178 

514 143 

351 830 

162 313 

1959 TO MARCH I960 

51 9B9 

32 187 

19 802 

32 062 

19 927 

17 802 

2 125 

1955 TO 1958 

132 681 

84 564 

48 117 

91 464 

41 217 

35 140 

6 077 

1950 TO 1954 1 

155 035 

100 601 

54 434 

110 262 

44 773 

35 857 

8 916 

1940 TO 1949 

168 560 

85 001 

83 559 

102 093 

66 467 

48 704 

17 763 

1930 TO 1939 

170 010 

91 046 

78 964 

108 630 

61 300 

41 390 

19 990 

1929 OR EARLIER . ' 

813 046 

444 323 

368 723 

532 667 

280 379 

172 937 

107 442 

OWNER OCCUPIED 

874 532 

473 360 

401 172 

551 416 

323 116 

193 239 

129 077 

1955 TO MARCH 1960 

141 807 

93 099 

48 708 

98 112 

43 695 

36 363 

7 332 

1950 TO 1954. . . • . 

112 531 

75 322 

37 209 

82 349 

30 182 

22 639 

7 543 

1940 TO 1949. • . 

111 646 

60 303 

51 343 

69 908 

41 738 

27 427 

14 311 

1939 OR EARLIER 

508 540 

244 636 

263 912 

301 047 

207 501 

106 810 

100 691 

ALL HOUSING UNITS 

1 491 397 

837 797 

653 600 

977 245 

514 152 

351 039 

162 313 

BASEMENT 








BASEMENT 

919 406 

700 990 

218 416 

766 644 

152 762 

101 485 

51 277 

CONCRETE SLAB 

138 247 

52 699 

85 548 

70 705 

67 542 

47 541 

20 001 

OTHER 

433 620 

83 965 

349 635 

139 785 

293 835 

203 151 

90 684 

HEATING equipment 








STEAM OR HOT WATER 

189 481 

167 375 

22 106 

180 287 

9 194 

7 309 

1 885 

WARM AIR FURNACE 

632 049 

484 892 

147 157 

526 094 

105 955 

79 497 

26 458 

FLOOR » WALLt OR PIPELESS FURNACE 

108 842 

37 149 

71 693 

69 151 

39 691 

27 936 

11 755 

BUILT-IN ELECTRIC UNITS ... 

4 052 

1 700 

2 352 

1 492 

2 560 

1 711 

849 

OTHER MEANS WITH FLUE 

517 985 

130 684 

387 301 

181 105 

336 880 

218 175 

118 705 

OTHER MEANS WITHOUT FLUE. ... 

26 645 

13 002 

13 643 

16 426 

10 219 

7 774 

2 445 

NONE 

12 267 

2 920 

9 347 

2 623 

9 644 

9 428 

216 
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Table 5. — Occupancy Characteristics, for the State, Inside and Outside SMSA’s, 
Urban and Rural: 1960 
[Based on sample; see text] 


Population Persons per Room 

Persons Year Moved into Unit 


SUBJECT 

THE STATE 

URBAN* 

TOTAL 

RURAL 

TOTAL 

INSIDE 
! SMSA ' S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

POPULATION 








POPULATION IN HOUSING UNITS* i960 

4 229 623 

2 455 892 

1 773 931 

2 810 152 

1 419 671 

871 392 

548 279 

PER OCCUPIED UNIT . . • . . 

3.1 

3.1 

3.1 

3.0 

3.2 

3.2 

3.4 

OWNER 

3.2 

3.4 

3.0 

3.3 

3.1 

3.1 

3.2 

RENTER 

2.9 

2.7 

3.3 

2.7 

3.6 

3.4 

4.1 

POPULATION IN DWELLING UNITS* 1950 

3 813 053 

2 020 145 

1 792 908 

2 311 975 

1 501 078 

638 694 

862 384 

PER OCCUPIED UNIT 

3.2 

3.1 

3.2 

3.1 

3.3 

3.1 

3.5 

all OCCUPIED units 

1 360 054 

786 837 

573 217 

922 803 

437 251 

274 938 

162 313 

PERSONS 








OWNER OCCUPIED 

874 532 

473 360 

401 172 

551 416 

323 116 

193 239 

129 877 

1 PERSON 

92 017 

39 369 

52 648 

54 931 

37 086 

28 223 

a 663 

2 PERSONS 

294 145 

145 249 

148 896 

175 583 

118 562 

67 673 

50 889 

3 PERSONS 

167 518 

94 130 

73 388 

108 577 

58 941 

33 353 

25 588 

4 PERSONS 

145 254 

87 732 

57 522 

97 697 

47 557 

28 349 

19 208 

5 PERSONS 

89 708 

54 915 

34 793 

59 076 

29 832 

17 506 

12 246 

6 PERSONS 

46 356 

28 642 

17 714 

30 334 

16 022 

9 284 

6 738 

7 PERSONS 

20 542 

12 525 

a 017 

12 927 

7 615 

4 532 

3 083 

e PERSONS OR MORE 

18 992 

10 798 

8 194 

11 491 

7 501 

4 239 

3 262 

MEDIAN 

2.8 

3.1 

2.5 

2.9 

2.6 

2.5 

2.7 

renter OCCUPIED 

485 522 

313 477 

172 045 

371 387 

114 135 

81 699 

32 436 

1 PERSON 

114 327 

83 712 

30 615 

99 871 

14 456 

12 774 

1 682 

2 PERSONS 

137 693 

94 142 

43 551 

111 191 

26 502 

19 541 

6 961 

3 PERSONS 

83 383 

52 048 

31 335 

62 634 

20 749 

14 604 

6 145 

4 PERSONS 

64 767 

36 858 

27 909 

44 383 

20 384 

13 821 

6 563 

5 PERSONS 

38 953 

21 764 

17 189 

25 189 

13 764 

9 282 

4 482 

6 PERSONS 

21 731 

11 705 

10 026 

13 466 

8 265 

5 419 

2 846 

7 PERSONS 

11 083 

6 103 

4 980 

6 836 

4 247 

2 777 

1 470 

B PERSONS OR MORE 

13 585 

7 145 

6 440 

7 817 

5 768 

3 481 

2 287 

MEDIAN 

2.4 

2.3 

2.9 

2.3 

3.3 

3.1 

3.7 

PERSONS PER ROOM 








OWNER OCCUPIED 

874 532 

473 360 

401 172 

551 416 

323 116 

193 239 

129 877 

0.50 OR LESS 

433 027 

212 242 

220 785 

263 361 

169 666 

98 788 

70 878 

0.51 TO 0.75 

192 117 

113 1B5 

78 932 

128 771 

63 346 

37 842 

25 504 

0.76 TO 1.00 

172 579 

106 145 

66 434 

115 808 

56 771 

35 118 

21 653 

1.01 TO 1.50 

58 540 

33 684 

24 656 

35 217 

23 323 

14 851 

8 472 

1.51 OR MORE 

18 269 

8 104 

10 165 

8 259 

10 010 

6 640 

3 370 

RENTER OCCUPIED 

485 522 

313 477 

172 045 

371 387 

114 135 

81 699 

32 436 

0.50 OR LESS 

172 837 

112 342 

60 495 

135 510 

37 327 

26 873 

10 454 

0.51 TO 0.75 

105 645 

66 746 

36 899 

82 011 

23 634 

16 383 

7 251 

0,76 TO 1.00 

122 753 

79 758 

42 995 

94 337 

20 416 

20 864 

7 552 

1.01 TO 1.50 

49 678 

30 078 

19 600 

34 520 

15 158 

10 883 

4 275 

1.51 OR MORE 

34 609 

22 553 

12 056 

25 009 

9 600 

6 696 

2 904 

YEAR MOVED INTO UNIT 








OWNER OCCUPIED 

874 532 

473 360 

401 172 

551 416 

323 116 

193 239 

129 077 

1959 TO MARCH I960. .... 

109 526 

63 205 

46 241 

70 964 

38 562 

30 633 

7 929 

1956 

69 910 

40 930 

26 980 

46 562 

23 348 

16 957 

6 391 

1957 

62 590 

36 754 

25 836 

42 312 

20 278 

14 636 

5 642 

1954 TO 1956 

154 336 

98 239 

56 097 

110 521 

43 815 

30 520 

13 295 

1950 TO 1953 

135 014 

78 292 

56 722 

86 800 

46 214 

28 267 

17 947 

1940 TO 1949 

183 540 

86 983 

96 557 

106 381 

77 159 

40 709 

36 450 

1939 OR EARLIER 

159 616 

68 877 

90 739 

85 076 

73 740 

31 517 

42 223 

RENTER OCCUPIED 

485 522 

313 477 

172 045 

371 387 

114 135 

81 699 

32 436 

1959 TO MARCH I960 

196 807 

123 691 

73 116 

150 274 

46 533 

37 850 

8 683 

1956 

66 940 

43 872 

23 06B 

52 384 

14 556 

11 132 

3 424 

1957 

46 209 

31 396 

14 813 

36 686 

9 523 

7 087 

2 436 

1954 TO 1956. . . 

71 251 

48 230 

23 021 

55 902 

15 349 

iO 192 

5 157 

1950 TO 1953 

41 349 

26 304 

15 045 

30 793 

10 556 

6 246 

4 310 

1940 TO 1949 

39 073 

24 535 

14 538 

28 317 

10 756 

5 850 

4 906 

1939 OR EARLIER 

23 893 

15 449 

B 444 

17 031 

6 862 

3 342 

3 520 


State and Small Areas 

Table 6.— Type op Fuel and Selected Equipment, for the State, Inside and Outside SMSAs, 

Urban and Rural: I960 

[Based on sample ; see text] 


all occupied units. 


HEATING FUEL 


UTILITY GAS 

FUEL OiLt KEROSENE t ETC . 
COAL OR COKE 

VIOOO. .......... 

ELECTRICITY 

BOTTLED* tank* OR LP GAS. 

OTHER FUEL 

NONE 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD. .... 

BOTTLED* TANK* OR LP GAS. 
FUEL OIL* KEROSENE* ETC . 

OTHER FUEL 

NONE . . . . 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED* TANK* OR LP GAS. 
FUEL OIL* KEROSENE* ETC . 

COAL OR COKE 

WOOD 

OTHER FUEL 

NONE 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC 
WASHER-DRYER COMBINATION. . 
NONE 


clothes DRYER 


GAS heated 

electrically HEATED 
NONE 


HOME FOOD FREEZER 


1 OR MORE 
NONE. . . 


TELEPHONE AVAILABLE 


AUTOMOBILES AVAILABLE 


3 OR MORE 
NONE. . . 


AIR conditioning 


ROOM unit: 



2 OR MORE . . 

central system. 

NONE 


TELEVISION SETS 


2 OR MORE 
NONE. . . 


2 OR MORE 
NONE. . . 


THE STATE 


TOTAL 

INSIDE 

OUTSIDE 


smsa»s 

SMSA'S 

1 360 054 

786 837 

573 217 

697 199 

539 764 

157 435 

233 071 

116 560 

116 511 

165 467 

88 623 

76 844 

120 043 

6 166 

113 877 

4 793 

1 865 

2 928 

134 091 

31 337 

102 754 

3 363 

1 499 

1 064 

1 946 

961 

985 

758 288 

613 310 

144 978 

172 284 

63 370 

108 914 

15 310 

11 890 

3 420 

2 625 

653 

1 972 

154 355 

36 924 

117 431 

16 131 

7 228 

8 903 

1 246 

606 

640 

239 734 

52 794 

186 940 

696 451 

562 930 

133 521 

297 386 

157 088 

140 298 

303 168 

54 115 

249 053 

16 664 

2 978 

13 686 

7 1T9 

3 072 

4 107 

33 312 

2 679 

30 633 

1 194 

492 

702 

4 619 

3 421 

1 198 

611 373 

265 637 

345 736 

406 862 

293 911 

112 951 

17 204 

11 284 

5 920 

324 534 

215 943 

108 591 

. 67 162 

69 894 

17 268 

. 120 859 

78 390 

42 469 

. 1 151 952 

638 491 

513 461 

, 274 200 

116 705 

157 415 

. 1 085 773 

669 990 

415 783 

. 1 058 409 

664 430 

393 971 

, 301 645 

122 399 

179 246 

, 828 354 

457 665 

370 689 

. 207 796 

128 094 

79 702 

, 22 318 

14 718 

7 600 

. 301 485 

186 278 

115 207 

. 143 924 

104 010 

39 914 

. 55 666 

39 421 

16 245 

. 33 910 

28 505 

5 325 

. 1 126 473 

6l4 759 

511 714 

, 1 071 066 

620 247 

442 819 

, SB 899 

71 ISO 

17 749 

, 200 008 

87 378 

112 630 

, 886 379 

487 354 

399 025 

. 341 089 

221 923 

119 166 

. 132 505 

77 498 

55 007 


661 619 
117 016 
102 334 
7 672 
1 704 
28 664 
1 734 
1 212 


727 977 

63 049 
13 638 

790 
42 400 
9 881 
691 

64 329 


666 251 
L75 218 
64 095 
4 606 
4 250 

3 333 
693 

4 107 


316 947 
336 645 
13 180 
255 983 


76 003 
86 995 
759 757 


127 034 
795 721 


776 104 
146 699 


534 321 
142 794 
15 827 
229 793 


121 248 
47 360 
30 403 
723 744 


732 407 
76 593 
113 755 


573 754 
259 267 
89 734 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dry of 


35 580 
US 255 
63 133 
112 371 
3 069 
105 427 
1 629 
734 


30 200 
122 168 
239 073 
11 856 
2 929 
29 979 
501 
512 


294 426 
70 217 
4 024 
68 551 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 


OCCUPIED 

FARM 


294 033 
65 002 
6 491 
71 692 


22 676 
8 306 
3 507 
402 729 


338 659 
12 306 
86 253 


312 625 
81 622 
42 771 


27 746 
65 791 
1 170 
834 
73 020 
4 297 
369 
100 256 


27 041 
72 611 
147 965 
7 983 
1 646 
15 379 
377 
489 


164 949 

52 636 
2 893 

53 013 


7 517 
22 907 
243 067 


68 162 
205 329 


176 762 
98 176 


174 025 
41 894 
3 073 
53 699 


16 970 
5 963 
2 954 
247 604 


208 702 
9 850 
54 931 


192 619 
50 411 
30 461 


Tabic 7. — Financial Characteristics and Duration of Vacancy, for the State, Inside and 
Outside SMSA's, Urban and Rural Nonfarm: 1960 
[Some data based on sample; see text. Plus (-f) or minus (--) after number indicates median above or below that number} 


Value 
Gross Rent 


Contract Rent 
Dumtion of Vacancy 


SUBJECT 

THE STATE 

URBAN. 

TOTAL 

TOTAL 

INSIDE 

SMSA»S 

outside 

SMSA'S 

VALUE 





owner occupied 

647 866 

413 785 

234 081 

499 245 

LESS Than 

112 839 

26 210 

86 629 

50 733 

$5,000 TO $7 t 400 

89 523 

39 610 

49 913 

60 051 

$7,500 TO 

87 494 

54 770 

32 724 

70 351 

$10,000 TO $12.400 

98 852 

73 109 

25 743 

84 351 

$12,500 TO $14.900 

90 622 

75 814 

14 BOB 

B1 328 

$15,000 TO $17.400 

63 332 

53 607 

9 725 

57 iOB 

$17,500 TO $19.900 

36 876 

31 979 

4 897 

33 422 

$20,000 TO $24.900 

33 997 

28 819 

5 178 

30 735 

$25,000 TO $34.900 

21 681 

18 644 

3 037 

19 572 

$35,000 OR MORE 

12 650 

11 223 

1 427 

11 594 

MEDIAN DOLLARS . 

10 900 

12 900 

6 500 

12 000 

VACANT AVAILABLE FOR SALE 

12 226 

8 517 

3 709 

a 975 

LESS Than 

1 840 

459 

1 381 

799 

$5,000 TO $9.900 

2 479 

1 288 

1 191 

1 709 

$10,000 TO $14.900 

3 516 

2 799 

717 

2 819 

$15,000 TO $19.900 

2 621 

2 261 

360 

2 089 

$20,000 TO $24.900 

868 

827 

41 

728 

$25,000 OR MORE 

902 

883 

19 

831 

MEDIAN PRICE ASKED DOLLARS . 

12 600 

14 500 

6 600 

13 500 

GROSS RENT 





RENTER OCCUPIED 

453 086 

311 802 

141 284 

371 387 

LESS than $20 

6 824 

1 652 

5 172 

3 256 

$20 TO $29 

21 448 

a 134 

13 314 

13 288 

$30 TO 

38 389 

21 017 

17 372 

20 247 

$40 TO 

55 146 

36 119 

19 027 

45 273 

$50 TO 

60 346 

42 163 

18 183 

52 150 

$60 TO 

62 053 

46 220 

15 833 

54 589 

$70 TO $79 

53 131 

40 932 

12 199 

47 209 

$80 TO $99 

69 330 

55 905 

13 425 

62 664 

$100 TO 

29 498 

25 040 

4 450 

26 083 

$120 To 

15 413 

13 608 

1 805 

14 288 

$150 TO $199 

6 792 

6 397 

395 

6 471 

$200 OR MORE ' 

2 553 

2 130 

423 

2 lie 

NO CASH RENT . 

32 163 

12 485 

19 670 

14 951 

MEDIAN DOLLARS . 

65 

69 

53 

67 

CONTRACT RENT 





RENTER OCCUPIED 

453 086 

311 802 

141 284 

371 387 

LESS THAN $20 

27 310 

6 349 

20 961 

11 729 

$20 TO $29 

45 643 

21 639 

24 004 

31 112 

$30 TO 

58 307 

35 997 

22 310 

47 415 

$40 TO $59 

129 403 

95 705 

33 698 

115 796 

$60 TO 

95 475 

81 241 

14 234 

89 077 

$80 TO $99 

36 494 

32 485 

4 009 

34 029 

$100 TO 

22 982 

21 065 

1 917 

21 646 

$150 OR MORE* 

5 309 

4 036 

473 

4 032 

NO CASH RENT 

32 163 

12 485 

19 678 

14 951 

MEDIAN DOLLARS * 

52 

58 

37 

55 

VACANT AVAILABLE FOR RENT . 

32 731 

22 665 

10 066 

27 500 

LESS than $30 

5 599 

2 319 

3 280 

3 456 

$30 TO 

5 707 

3 556 

2 151 

4 662 

$40 TO 

10 417 

7 497 

2 920 

9 270 

$60 TO $79 

5 804 

4 721 

1 083 

5 354 

$80 TO $99 

2 469 

2 047 

422 

2 147 

$100 TO $119 

1 339 

1 244 

95 

1 202 

$120 OR MORE 

1 396 

1 281 

115 

1 329 

MEDIAN RENT ASKED ( DOLLARS)! 





VACANT AVAILABLE FOR RENT 

49 

54 

30 

51 

WITH ALL utilities IN RENT 

48 

49 

45 

40 

WITH SOME OR NO UTILITIES IN RENT .... 

49 

60 

36 

55 

DURATION OF VACANCY 





VACANT AVAILABLE FOR SALE 

14 012 

8 830 

5 182 

9 181 

LESS THAN 4 MONTHS 

7 671 

5 783 

1 888 

5 938 

4 UP TO 6 MONTHS 

1 823 

1 107 

716 

1 110 

6 MONTHS OR MORE 

4 518 

1 940 

2 578 

2 133 

VACANT AVAILABLE FOR RENT 

36 405 

23 388 

13 017 

20 000 

LESS THAN 1 MONTH 

10 077 

7 625 

2 452 

0 067 

1 UP TO 4 MONTHS 

15 732 

11 462 

4 270 

13 465 

4 UP TO 6 MONTHS 

3 260 

1 610 

1 650 

1 996 

6 MONTHS OR MORE 

7 336 

2 691 

4 645 

3 672 


rural 

NONfARMi 

total 


148 621 
62 106 
29 472 
17 143 
14 501 
9 294 
6 224 
3 454 
3 262 
2 109 
1 056 

6 OOO 


3 251 
1 041 
770 
697 
532 
140 
71 

a 300 


01 699 
3 56B 
8 160 
10 142 
9 873 
8 196 
7 464 

5 922 

6 666 
2 615 
1 125 

321 
435 
17 212 

51 


81 699 
15 581 
14 531 
10 892 
13 607 
5 590 
2 465 
1 336 
477 
17 212 

32 


5 231 
2 143 
1 045 
1 147 
450 
322 
57 
67 

35 

62 

32 


4 631 

1 733 
713 

2 305 

8 405 
1 210 

2 267 
1 264 

3 664 
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Table 9. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of Housing 
Units With Nonwhite Household Heads, for the State, Inside and Outside SMSAs, Urban and 
Rural: I960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


Tenure 

Condition and Plumb. 
Water Supply 
Toilet Facilities 


Bathing Fac. 
Bathrooms 
Rooms 
Bedrooms 


SUBJECT 


ALL OCCUPIED UNITS. 

tenure 


OWNER OCCUPIED 

RENTER OCCUPIED 

CONDITION AND PLUMBING 

OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 
DILAPIDATED 

RENTER OCCUPIED 

SOUND , 

WITH ALL PLUMBING FACILITIES. , 
LACKING SOME OR ALL FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 

dilapidated 


ALL OCCUPIED UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE. . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 

FLUSH TOILETf EXCLUSIVE USE . . 

FLUSH TOILETf SHARED 

OTHER TOILET FACILITIES OR NONE 

bathing facilities 

bathtub OR SHOWER f EXCLUSIVE USE 
bathtub or SHOWER 1 SHARED . . . 
NO bathtub or SHOWER 

BATHROOMS 


OWNER occupied. 

i 

MORE than 1 . . . , 
SHARED OR NONE. . . 

renter OCCUPIED 

1 

MORE than 1 . . , , 
SHARED OR NONE, . . 


ROOMS 


owner occupied. 

1 ROOM, 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

0 ROOMS OR MORE . . 
MEDIAN. ...... 

RENTER occupied 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS ...... 

6 ROOMS ...... 

7 ROOMS . 

8 ROOMS OR MORE . . 

MEDIAN 


BEDROOMS 


OWNER occupied. 

0 AND , 

2 

3 • « 

4 OR MORE 

RENTER OCCUPIED 
NONE 

1 

2 

3 OR MORE , . . , . 



THE STATE 

URBAN f 

total 

RURAL 

total 

INSIDE 

SMSA’S 

OUTSIDE 

SMSA'S 

total 

NONFARM 

FARM 


110 956 

93 415 

17 541 

102 420 

8 528 

5 

723 

2 805 


39 993 

32 320 

7 673 

36 560 

3 433 

2 

768 

665 

’ 

70 963 

61 095 

9 068 

65 868 

5 095 

2 

955 

2 140 


39 993 

32 320 

7 673 

36 560 

3 433 

2 

768 

665 


27 378 

24 272 

3 106 

26 256 

1 122 


888 

234 


24 806 

22 835 

1 971 

24 349 

457 


367 

90 


2 572 

1 437 

1 135 

1 907 

665 


521 

144 


9 159 

6 398 

2 761 

7 870 

1 289 

1 

017 

272 


5 836 

4 931 

905 

5 671 

165 


138 

27 


3 323 

1 467 

1 856 

2 199 

1 124 


879 

245 


3 456 

1 650 

1 806 

2 434 

1 022 


863 

159 


70 963 

61 095 

9 868 

65 868 

5 095 

2 

955 

2 140 


37 495 

35 232 

2 263 

36 500 

995 


721 

274 


28 204 

27 172 

1 032 

27 779 

425 


395 

30 


9 291 

0 060 

1 231 

a 721 

570 


326 

244 


23 153 

19 104 

3 969 

20 925 

2 22B 

1 

229 

999 


8 953 

8 526 

427 

a 770 

183 


171 

12 


14 200 

10 658 

3 542 

12 155 

2 045 

1 

058 

907 


10 315 

6 679 

3 636 

a 443 

1 872 

1 

005 

867 

. 

110 956 

93 415 

17 541 

102 428 

8 528 

5 

723 

2 605 


81 777 

76 506 

5 271 

80 332 

1 445 

1 

198 

24? 

. 

la 822 

15 447 

3 375 

IB 217 

605 


481 

124 

* 

2 089 

376 

1 713 

1 673 

416 


399 

17 

* 

a 268 

1 086 

7 182 

2 206 

6 062 

3 

645 

2 417 


84 5B9 

70 123 

6 466 

83 140 

1 449 

1 

243 

206 


13 226 

12 536 

690 

13 197 

29 


25 

4 


13 141 

2 756 

10 385 

6 091 

7 050 

4 

455 

2 595 


77 142 

71 713 

5 429 

75 728 

1 414 

1 

206 

208 


12 520 

12 148 

372 

12 491 

29 


25 

4 


21 294 

9 554 

11 740 

14 209 

7 085 

4 

492 

2 593 


39 973 

32 292 

7 681 

36 562 

3 411 

2 

731 

680 


27 736 

24 804 

2 932 

27 141 

595 


456 

139 


3 903 

3 747 

156 

3 075 

26 


28 

, • t 


a 334 

3 741 

4 593 

5 546 

2 788 

2 

247 

541 


70 951 

61 122 

9 829 

65 863 

5 080 

2 

970 

2 118 


37 799 

36 155 

1 644 

37 147 

652 


598 

54 


1 061 

i 015 

46 

1 047 

14 


10 

4 


32 091 

23 952 

8 139 

27 669 

4 422 

2 

362 

2 060 


39 993 

32 320 

7 673 

36 560 

3 433 

2 

768 

665 


130 

71 

59 

72 

58 


50 

8 


679 

335 

344 

447 

232 


207 

25 


3 964 

2 802 

1 162 

3 371 

593 


538 

55 


9 038 

6 320 

2 718 

7 743 

1 295 

1 

035 

260 


10 707 

B 826 

1 881 

10 045 

662 


500 

162 


7 318 

6 296 

1 022 

6 885 

433 


325 

108 


3 955 

3 646 

309 

3 546 

109 


84 

25 


4 202 

4 024 

178 

4 151 

51 


29 

22 


5.1 

5.3 

4.3 

5.2 

4.1 


4.1 

4.4 


70 963 

61 095 

9 868 

65 868 

5 095 

2 

955 

2 140 


3 796 

3 254 

542 

3 653 

143 


111 

32 


11 759 

10 014 

1 745 

11 131 

626 


466 

142 


23 171 

20 550 

2 621 

21 958 

1 213 


785 

428 


18 650 

15 374 

3 276 

16 595 

2 055 

1 

030 

1 017 


9 198 

B 143 

1 055 

8 562 

636 


344 

292 


3 032 

2 590 

434 

2 719 

313 


151 

162 


912 

786 

126 

846 

66 


36 

30 


445 

376 

69 

404 

41 


4 

37 


3.4 

3.3 

3.5 

3,3 

3,8 


3.6 

4,0 


40 128 

32 615 

7 513 

36 547 

3 581 

2 

933 

648 


8 092 

6 089 

2 003 

6 809 

1 203 

1 

071 

132 


15 809 

12 205 

3 604 

14 242 

1 567 

1 

193 

374 


10 424 

9 016 

1 408 

9 815 

609 


548 

61 


5 803 

5 305 

498 

5 601 

202 


121 

81 


71 186 

60 961 

10 225 

66 146 

5 040 

2 

829 

2 211 


4 731 

3 973 

758 

4 620 

111 


74 

37 


32 580 

28 559 

4 021 

31 227 

1 353 

1 

005 

348 


24 840 

20 797 

4 043 

22 212 

2 628 

1 

201 

1 427 


9 035 

7 632 

1 403 

8 087 

948 


549 

399 


iable 10 . — Occupancy Characteristics, Units in Structure, and Year Structure Built for Housing 
Units With Nonwhite Household Heads, for the State, Inside and Outside SMS As, Urban and 
Rural: 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


units in structure 
Trailer 

Year Structure 
Built 


Fetsons 

Persons per Room 
Year Moved into 
Unit 


SUBJECT 


ALL OCCUPIED UNITS. . . . 

UNITS IN STRUCTURE 

owner occupied 

1» DETACHED 

1» ATTACHED 

2 

3 AND 4 . . • 

5 OR MORE 

TRAILER 

RENTER OCCUPIED 

i» detached 

ii attached 



3 AND 4 

5 TO 9. • . . 

10 TO 19 . 

20 TO 49 

50 OR MORE 

TRAILER- 


YEAR STRUCTURE BUILT 

OWNER OCCUPIED 

1955 TO MARCH I960 

1950 TO 1954. ......... 

1940 TO 

1939 OR EARLIER 

RENTER OCCUPIED 

1955 TO MARCH I960 

1950 To 1954 

1940 TO 1949 

1939 OR EARLIER 


PERSONS 


owner OCCUPIED. 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

a PERSONS OR MORE . 
MEDIAN 

RENTER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS ..... 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE . 

MEDIAN 


PERSONS PER ROOM 

OWNER OCCUPIED 

0.50 OR less 

0.51 TO 0.75 

0.76 TO 1.00 

1.01 To 1.50* .**••. a. 

1.51 OR MORE 

RENTER OCCUPIED 

0.50 OR LESS 

0.51 TO 0.75 

0.76 TO 1.00 

1.01 TO 1.50 

1.51 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1959 TO MARCH 1960 

1958 

. , 

1954 TO 1956 

1950 TO 1953 

1940 TO 1949 

1939 OR EARLIER 

RENTER OCCUPIED ...... i 

1959 TO MARCH 1960 

1958 . . . 

1957 

1954 To 1956 . , 

1950 TO 1953 

1940 TO 

1939 OR EARLIER 



THE STATE 

URBAN » 
TOTAL 

1 RURAL 

TOTAL 

INSIDE 

SMSA’S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

FARM 

. 

110 956 

93 415 

17 541 

102 428 

a 528 

5 723 

2 805 


39 973 

32 292 

7 681 

36 562 

3 411 

2 731 

680 


28 386 

21 009 

7 377 

25 096 

3 290 

2 610 

680 


2 497 

2 387 

110 

2 493 

4 

4 



6 094 

6 057 

37 

6 094 

• * . 

... 



2 220 

2 192 

28 

2 220 

, . . 

* * * 



648 

643 

5 

648 

* * * 

. « . 



128 

4 

124 

11 

117 

117 

« t t 


70 951 

61 122 

9 829 

65 863 

5 088 

2 970 

2 118 


16 432 

B 510 

7 922 

11 879 

4 553 

2 474 

2 079 


6 129 

5 351 

778 

5 824 

305 

292 

13 


15 460 

15 053 

407 

15 420 

40 

14 

26 


14 468 

14 109 

359 

14 449 

19 

19 



7 954 

7 817 

137 

7 924 

30 

30 



3 533 

3 483 

50 

3 528 

5 

5 



2 033 

2 023 

10 

2 033 

• • . 

... 



4 790 

4 767 

23 

4 783 

7 

7 



152 

9 

143 

23 

129 

129 

• • • 


39 993 

32 320 

7 673 

36 560 

3 433 

2 768 

665 


1 232 

761 

471 

957 

275 

235 

40 


1 384 

929 

455 

1 106 

276 

230 

48 


2 548 

1 476 

1 072 

1 917 

631 

499 

132 


34 829 

29 154 

5 675 

32 580 

2 249 

1 804 

445 


70 963 

61 095 

9 868 

65 868 

5 095 

2 955 

2 140 


1 649 

999 

650 

1 263 

366 

301 

65 


4 387 

3 794 

593 

4 045 

342 

284 

58 


3 495 

1 962 

1 533 

2 527 

968 

639 

329 


61 432 

54 340 

7 092 

58 013 

3 419 

1 731 

1 688 


39 993 

32 320 

7 673 

36 560 

3 433 

2 768 

665 


4 847 

3 254 

1 593 

4 139 

708 • 

639 

69 


11 703 

9 108 

2 595 

10 539 

1 164 

911 

253 


7 055 

5 870 

1 185 

6 600 

455 

354 

101 


4 894 

4 222 

672 

4 604 

290 

232 

58 


3 550 

3 040 

510 

3 339 

211 

159 

52 


3 017 

2 654 

363 

2 857 

160 

127 

33 


1 707 

1 496 

209 

1 598 

109 

85 

24 


3 220 

2 674 

546 

2 884 

336 

261 

75 


3.0 

3.1 

2.4 

3.0 

2.4 

2.3 

2.6 


70 963 

61 095 

9 668 

65 86B 

5 095 

2 955 

2 140 


16 865 

14 809 

2 056 

16 23B 

627 

482 

145 


17 748 

15 528 

2 220 

16 656 

1 092 

669 

423 


10 482 

9 040 

1 442 

9 706 

776 

449 

327 


7 636 

6 607 

1 029 

7 086 

550 

353 

1 197 


5 829 

5 023 

806 

5 334 

495 

297 

1 198 


4 383 

3 745 

638 

4 002 

381 

216 



2 940 

2 482 

458 

2 630 

310 

184 

^ 126 


5 080 

3 861 

1 219 

4 216 

864 

305 

559 


2.6 

2.5 

3.0 

2,5 

3,6 

3.2 

4.4 


39 993 

32 320 

7 673 

36 560 

3 433 

2 768 

665 


IB 170 

14 250 

3 920 

16 496 

1 674 

1 363 

311 


8 081 

6 760 

1 321 

7 564 

517 

410 

107 


6 968 

5 920 

1 048 

6 513 

455 

371 

64 


4 373 

3 612 

761 

4 018 

355 

272 

83 


2 401 

1 778 

623 

1 969 

432 

352 

80 


70 963 

61 095 

9 868 

65 860 

5 095 

2 955 

2 140 


21 418 

18 674 

2 744 

20 244 

1 174 

751 

423 


12 691 

! 1 1 358 

1 333 

11 979 

712 

375 

337 


15 760 

13 548 

2 212 

14 790 

962 

672 

290 


9 534 

8 165 

1 369 

8 666 

B6B 1 

488 

380 


11 560 

9 350 

2 210 

10 181 

1 379 

669 

710 


39 993 

32 320 

7 673 

36 560 

3 433 

2 76B 

665 


5 621 

5 082 

539 

5 344 

277 

256 

21 


3 429 

3 045 

384 

3 253 

176 

149 

27 


3 176 

2 841 

335 

2 998 

178 

138 

40 


7 079 

6 241 

838 

6 668 

411 

340 

71 


6 207 

5 267 

940 

5 793 

414 

339 

75 


8 107 

6 073 

2 034 

7 213 

894 

701 

193 


6 374 

3 771 

2 603 1 

5 291 

1 003 

845 

230 


70 963 

61 095 

9 868 

65 868 

5 095 

2 955 

2 140 


25 535 

22 209 

3 326 i 

23 584 

1 951 

1 178 

773 


10 291 

9 015 

1 276 

9 625 

666 

340 

326 


8 465 

7 562 

903 

8 037 

428 

255 

173 


12 208 

10 627 

1 581 

11 394 

814 

439 

375 


5 790 

4 710 

1 oao 

5 279 

511 

264 

247 


5 386 

4 343 

1 043 

4 948 

438 

281 

157 


3 288 

2 629 

659 

3 001 

287 

198 

89 


Missouri 


27-15 


Table 11. — SeliiCTed Equipment and Financial Characteristics of Housing Units With Nonwhite 
Household Heads, for the State, Inside and Outside SMSA’s, Urban and Rural; 1960 

(Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 
where base is less than 200; minus (— ) after number indicates median below that number] 


Heating Equip. 
Clothes Washing 
Machine 
Clothes Dryer 
Home Food 
Freezer 


Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 


SUBJECT 

THE STATE 

URBAN, 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA’S 

OUTSIDE 

SMSA’S 

total 

NONFARM 

FARM 

ALL OCCUPIED UNITS 

110 956 

93 415 

17 541 

102 428 

8 528 

6 723 

2 805 

HEATING EQUIPMENT 








steam or hot water 

23 644 

23 465 

179 

23 572 

72 

64 

8 

WARM AIR FURNACE 

40 030 

30 700 

1 330 

39 515 

515 

449 

66 

FLOORt WALLi OR PIPELESS FURNACE . 

3 098 

2 493 

605 

2 996 

102 

72 

30 

BUILT-IN ELECTRIC UNITS 

159 

146 

13 

155 

4 

4 


OTHER MEANS WITH FLUE 

38 228 

23 576 

14 652 

30 672 

7 556 

4 923 

2 633 

OTHER MEANS WITHOUT FLUE 

5 251 

4 575 

676 

5 010 

241 

189 

52 

NONE 

646 

460 

86 

508 

38 

22 

16 

CLOTHES WASHING MACHINE 








WRINGER OR SPINNER 

52 106 

42 218 

9 888 

46 902 

5 124 

3 293 

1 831 

AUTOMATIC OR SEMI-AUTOMATIC 

10 743 

9 978 

765 

10 479 

264 

264 


washer-dryer COMBINATION 

745 

719 

26 

719 

26 

26 

. . • 

NONE. 

47 720 

40 661 

7 059 

44 513 

3 207 

2 179 

1 028 

CLOTHES DRYER 








GAS HEATED 

1 324 

1 231 

93 

1 301 

23 

23 

• • • 

ELECTRICALLY HEATED 

1 501 

1 237 

264 

1 407 

94 

94 

• • t 

NONE 

108 489 

91 108 

17 381 

99 985 

8 504 

5 645 

2 859 

HOME FOOD FREEZER 








1 OR MORE 

5 988 

5 039 

949 

5 350 

638 

403 

235 

NONE 

105 326 

88 537 

16 789 

97 343 

7 983 

5 359 

2 624 

AUTOMOBILES AVAILABLE 









46 467 

38 541 

7 926 

41 911 

4 556 

2 902 

1 654 


4 403 

3 809 

594 

3 933 

470 

343 

127 

3 OR MORE 

960 

793 

167 

813 

147 

105 

42 

NONE 

59 325 

50 274 

9 051 

55 877 

3 448 

2 412 

1 036 

AIR CONDITIONING 








ROOM UnITJ 








1 

4 459 

4 086 

373 

4 353 

106 

106 

. • . 

2 OR MORE .... 

1 292 

1 1B6 

106 

1 220 

72 

72 

. • * 

central SYSTEM 

272 

251 

21 

251 

21 

21 

... 

NONE. 

105 291 

88 053 

TO 

CD 

96 869 

a 422 

5 563 

2 859 

TELEVISION SETS 





! 




80 457 

69 334 

11 123 

75 140 

• 5 317 

3 488 

1 829 

2 OR MORE 

5 220 

4 941 

279 

5 096 

1 124 

71 

53 

NONE 

! 25 637 

1 

19 301 

6 336 

22 457 

1 3 180 

2 203 

977 

RADIO SETS 









1 79 027 

67 155 

11 672 

73 240 

5 78? 

3 956 

1 831 

2 OR MORE 

14 442 

12 688 

1 754 

13 909 

533 

519 

14 


1 17 845 

13 733 

4 112 

15 544 

2 301 

1 287 

1 014 

VALUE 








OWNER OCCUPIED 

31 746 

25 201 

6 545 

29 372 

2 374 

2 374 

. « • 

LESS THAN S5»000 

8 585 

3 646 

4 939 

6 486 

2 099 

a 099 


$5«000 TO *7 *400 

5 859 

5 055 

004 

5 686 

173 

173 


$7i500 TO $9i900 

7 189 

6 841 

348 

7 165 

24 

24 

... 

SlOtOOO TO $i2f400 

5 239 

5 030 

209 

5 207 

32 

32 

. . . 

$12(500 TO 

2 687 

2 540 

147 

2 663 

24 

24 


$15,000 TO $17,400 . . . . . . . 

1 204 

1 157 

47 

1 195 

9 

9 


$17,500 TO $19,900 

430 

428 

2 

421 

9 

9 

. . * 

$20,000 TO 

313 

291 

22 

309 

4 

4 

... 

$25,000 TO $34,900 

148 

134 

14 

148 

• * • 

• • • 

... 

$35,000 OR MORE 

92 

79 1 

13 

92 

... 

... 

. . . 

MEDIAN DOLLARS . 

8 000 

8 900 i 

1 

5 000- 

8 400 

5 000- 

5 000- 


GROSS RENT 


1 






RENTER OCCUPIED 

70 963 

61 095 ' 

9 860 

65 868 

5 095 

5 095 

• . • 

LESS THAN $20 

1 116 

328 ' 

708 

921 

195 

195 

... 

$20 TO $29 

3 633 

2 137 ' 

1 496 

3 260 

365 

365 

... 

$30 TO 

7 393 

6 105 , 

1 208 

7 100 

285 

285 

• * * 

$40 TO $49. . 

13 184 

12 179 1 

1 005 

12 999 

185 

185 

« • • 

$50 TO 

11 501 

11 050 

451 

11 391 

no 

110 

... 

$60 TO 

10 268 

9 905 1 

363 

10 L20 

148 

148 

... 

$70 TO 

7 881 

7 596 1 

285 

7 740 

141 

141 

. • . 

$80 TO $99 

7 986 

7 714 1 

272 

7 852 

134 

134 

... 

$100 TO $119 

1 878 

1 814 1 

64 

1 849 

29 

29 

. . . 

$120 TO 

378 

367 ' 

11 

374 

4 

4 

» . • 

$150 TO 

70 

70 1 

. . * 

70 

... 

. . . 

... 

$200 OR MORE 

. • . 

* * * 1 

. • * 

. • * 

• • « 

• . • 

« • • 

NO CASH RENT 

5 675 

1 750 

3 925 

2 176 

3 499 

3 499 

. • • 

MEDIAN DOLLARS . 

56 

58 ' 

36 

57 

38 

38 

... 


Table 12. — Tenure, Vacancy Status, and Condition and Plumbing Facllities, por SMSA's, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: I960 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Barhinp; Fac, 


standard metropolitan statistical areas 


SUBJECT 


KANSAS CITY 

MISSOURI PORTION 



THE 

AREA 

TOTAL 

1 counties 

PLACES 

URBAN 

BALANCE 

RURAL 

CLAY 

JACKSON 

inde- 

pendence 

KANSAS 

CITY 

ALL HOUSING UNITS. .... 

355 016 

253 004 

27 290 

225 714 

20 707 

178 578 

38 306 

15 413 

TENUREf COLOR! AND VACANCY 









STATUS 









OCCUPIED 

331 477 

235 335 

25 697 

209 638 

19 799 

165 995 

36 137 

13 404 

OWNER OCCUPIED 

216 842 

142 966 

19 580 

123 386 

14 609 

89 358 

28 99a 

10 OOi 

PERCENT OF ALL OCCUPIED 

65.4 

60.7 

76.2 

58.9 

73.8 

53.8 

80.2 

74,6 

WHITE 

199 195 

130 977 

19 458 

111 519 

14 460 

77 656 

28 064 

9 997 

NONWHITE 

17 647 

11 989 

122 

11 867 

149 

11 702 

134 

4 

RENTER OCCUPIED 

114 635 

92 369 

6 117 

86 252 

5 190 

76 637 

7 139 

3 403 

WHITE 

96 974 

78 029 

6 015 

72 014 

5 077 

62 533 

7 028 

3 391 

NONWHITE 

17 661 

14 340 

102 

14 238 

113 

14 104 

111 

12 

VACANT 

23 539 

17 669 

1 593 

16 076 

908 

12 583 

2 169 

2 009 

YEAR ROUND ..... 

21 938 

16 554 

1 489 

15 065 

864 

12 151 

2 133 

1 406 

SOUND OR DETERIORATING 

19 925 

IS 063 

1 282 

13 781 

792 

11 055 

2 010 

1 206 

AVAILABLE 

16 421 

12 617 

865 

11 752 

654 

9 792 

1 536 

635 

FOR SALE ONLY 

4 237 

2 824 

389 

2 435 

322 

1 397 

796 

309 

HOMEOWNER VACANCY RATE ..... 

1.9 

1.9 

1.9 

1.9 

2.2 

1.5 

2.7 

3.0 

FOR RENT 

12 104 

9 793 

476 

9 317 

332 

8 395 

740 

326 

RENTAL VACANCY RATE 

9.6 

9.6 

7.2 

9.7 

6.0 

9.9 

9.4 

8.7 

RENTED OR SOLDI AWAITING OCCUPANCY . 

1 415 

929 

213 

716 

55 

433 

285 

156 

HELD FOR OCCASIONAL USE 

423 

326 

35 

291 

14 

77 

37 

198 

HELD FOR OTHER REASONS ....... 

1 666 

1 191 

169 

1 022 

69 

753 

152 

217 

DILAPIDATED 

2 013 

1 491 

207 

1 284 

72 

1 096 

123 

200 

SEASONAL 

1 601 

1 115 

104 

1 011 

44 

432 

36 

603 

CONDITION AND PLUMBING 









ALL UNITS 

355 012 

253 007 

27 281 

225 726 

20 707 

178 597 

38 298 

15 405 

SOUND 

300 046 

212 995 

23 505 

189 490 

18 449 

147 559 

34 681 

12 306 

WITH ALL PLUMBING FACILITIES ...... 

280 577 

196 830 

22 199 

174 631 

17 903 

134 678 

33 806 

10 443 

LACKING ONLY HOT WATER 

742 

506 

81 

425 

32 

255 

57 

162 

LACKING OTHER PLUMBING FACILITIES. , , . 

18 727 

15 659 

1 225 

14 434 

514 

12 626 

816 

1 701 

DETERIORATING. . 

43 238 

32 013 

2 604 

29 409 

1 666 

25 389 

2 893 

2 065 

WITH ALL PLUMBING FACILITIES 

31 579 

23 162 

1 652 

21 510 

1 426 

18 582 

2 244 

908 

LACKING only HOT WATER 

686 

441 

57 

384 

34 

295 

23 

89 

LACKING OTHER PLUMBING FACILITIES. . . . 

10 973 

8 410 

895 

7 515 

204 

6 512 

626 

1 068 

dilapidated 

11 728 

7 999 

1 172 

6 827 

592 

5 649 

724 

1 034 

OWNER OCCUPIED 

216 842 

142 966 

19 580 

123 386 

14 609 

09 350 

28 998 

10 OOi 

SOUND 

195 376 

128 488 

17 793 

110 695 

13 610 

79 174 

27 156 

a 548 

WITH ALL PLUMBING FACILITIES 

191 680 

125 878 

17 178 

108 700 

13 494 

77 949 

26 924 

7 511 

LACKING SOME OR ALL FACILITIES 

3 696 

2 610 

615 

1 995 

116 

1 225 

232 

1 037 

DETERIORATING. . 

17 425 

11 883 

1 297 

10 586 

756 

0 561 

1 542 

1 024 

WITH ALL PLUMBING FACILITIES ...... 

15 063 

10 433 

925 

9 508 

696 

7 882 

1 315 

540 

LACKING SOME OR ALL FACILITIES «... . 

2 362 

1 450 

372 

L 078 

60 

679 

227 

484 

DILAPIDATED 

4 041 

2 595 

490 

2 105 

243 

1 623 

300 

429 

RENTER OCCUPIED 

114 635 

92 369 

6 117 

86 252 

5 190 

76 637 

7 139 

3 403 

SOUND 

07 885 

72 058 

4 607 

67 451 

4 119 

59 883 

5 782 

2 274 

WITH ALL PLUMBING FACILITIES 

75 294 

61 253 

4 098 

57 155 

3 740 

50 441 

5 299 

1 773 

LACKING SOME OR ALL FACILITIES 

12 591 

10 805 

509 

10 296 

379 

9 442 

4B3 

501 

DETERIORATING 

21 212 

16 473 

1 050 

15 423 

801 

13 871 

1 050 

751 

WITH ALL PLUMBING FACILITIES , 

14 058 

10 844 

621 

10 223 

651 

9 147 

759 

287 

LACKING SOME OR ALL FACILITIES . . . • . 

7 154 

5 629 

429 

5 200 

150 

4 724 

291 

464 

DILAPIDATED 

5 530 

3 838 

460 

3 37B 

270 

2 883 

307 

378 

VACANT AVAILABLE FOR SALE. ...... 

4 237 

2 824 

389 

2 435 

322 

1 397 

796 

309 

WITH ALL PLUMBING FACILITIES . 

4 065 

2 699 

379 

2 320 

319 

1 303 

784 

293 

LACKING SOME OR ALL FACILITIES 

172 

125 

10 

115 

3 

94 

12 

16 

VACANT AVAILABLE FOR RENT 

12 184 

9 793 

476 

9 317 

332 

a 395 

740 

326 

WITH ALL PLUMBING FACILITIES 

8 022 

6 074 

270 

5 804 

289 

5 007 

540 

238 

LACKING SOME OR ALL FACILITIES 

4 162 

3 719 

206 

3 513 

43 

3 388 

200 

ee 

all housing units 


mH 


225 714 




15 413 

WATER supply 









HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

342 362 

244 769 

25 299 

219 470 

20 317 

174 850 

37 484 

12 118 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

7 863 

5 124 

824 

4 300 

299 

3 205 

577 

1 043 

PIPED WATER OUTSIDE STRUCTURE 

603 

302 

81 

221 

23 

80 

63 

136 

NO PIPED WATER 

4 184 

2 812 

1 077 

1 735 

68 

462 

174 

2 108 

TOILET FACILITIES 









FLUSH TOILETi EXCLUSIVE USE 

323 227 

227 718 

24 658 

203 060 

19 941 

158 684 

36 822 

12 071 

FLUSH TOILETi SHARED 

23 007 

19 900 

801 

19 099 

576 

18 311 

897 

116 

OTHER TOILET FACILITIES OR NONE 

B 698 

5 389 

1 822 

3 567 

190 

1 402 

579 

3 218 

BATHING FACILITIES 









BATHTUB OR SHOWER i EXCLUSIVE USE 

320 445 

225 806 

24 502 

201 304 

19 817 

157 361 

36 619 

12 009 

bathtub OR SHOWER ♦ SHARED 

23 551 

20 289 

794 

19 495 

602 

IB 669 

902 

116 

NO BATHTUB OR SHOWER 

1 

11 016 

6 912 

1 985 

4 927 

288 

2 567 

777 

3 280 



Missouri 


27-17 


Table 12. — Tenuuh, Vacancy Status, and Condition and Plumring Facilities, for SMSA’s, Constituent 
Counties, Pi.aces of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960 — Con. 

[Sonic (lata based on aarnple; see text. "U” denotes an unincorporated place] 


Tenure by Color, Water Supply 

Vacancy Status Toilet Fac. 

Condition and Plumb. Bathing Fac. 


ALL HOUSING UNITS. 


TENURE* COLOR* AND VACANCY 

. status 


OCCUPIED 

OWNER OCCUPIED ....... 

PERCENT OF ALL OCCUPIED. 

WHITE. 

NONWHITE . . 

RENTER OCCUPIED 

WHITE 

NONWHITE 


VACANT 

YEAR ROUND . 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE .... 

FOR RENT 

RENTAL VACANCY RATE 

RENTED OR SOLO* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL . 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 
LACKING ONLY HOT WATER ...... 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 
LACKING ONLY HOT WATER ...... 

LACKING OTHER PLUMBING FACILITIES, 
DILAPIDATED 


OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


renter OCCUPIED 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. .... 


VACANT available FOR SALE. 
WITH ALU PLUMBING FACILITIES , 
LACKING SOME OR ALL FACILITIES 


VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS. 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET facilities 


FLUSH TOILET* EXCLUSIVE USE. . . 

FLUSH TOILET* SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER* EXCLUSIVE USE 

bathtub or shower, shared. . . . 
NO bathtub or shower 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


KANSAS CITY— CON. 
KANSAS PORTION 


102 005 

43 428 

58 577 

87 051 

40 777 

46 274 

83 747 

40 095 

43 652 

236 

49 

187 

3 068 

633 

2 435 

U 225 

1 971 

9 254 

8 417 

1 418 

6 999 

245 

30 

215 

2 563 

523 

2 040 

3 729 

680 

3 049 

73 076 

34 886 

38 990 

66 6BB 

33 623 

33 265 

65 802 

33 346 

32 456 

1 086 

277 

009 

5 542 

973 

4 569 

4 630 

725 

3 905 

912 

248 

664 

1 446 

290 

1 156 

22 266 

5 384 

16 8B2 

15 827 

4 348 

11 479 

14 041 

4 117 

9 924 

1 706 

231 

1 555 

4 739 

801 

3 938 

3 214 

577 

2 637 

1 525 

224 

1 301 

1 700 

235 

1 465 

1 413 

960 

453 

1 366 

946 

420 

47 

14 

33 

2 391 

1 266 

1 125 

1 948 

1 179 

769 

443 

87 

356 

102 012 

43 429 

56 583 

97 593 

42 154 

55 439 

2 739 

476 

2 263 

301 

63 

238 

1 372 

i 

735 

637 

95 509 

41 971 

53 538 

3 187 

183 

3 004 

3 309 

1 274 

2 035 

94 639 

41 913 

52 726 

3 262 

213 

3 049 

4 104 

1 302 

2 802 


NSAS 

URBAN 

RURAL 

ITY 

BALANCE 


40 591 

48 064 

13 357 

38 711 

45 950 

11 481 

24 913 

40 016 

8 947 

64.4 

87.1 

77,9 

20 047 

39 509 

8 662 

4 866 

507 

285 

13 798 

5 934 

2 534 

10 717 

5 773 

2 455 

3 081 

161 

79 

1 880 

2 114 

1 876 

1 769 

2 021 

i 594 

1 471 

1 917 

1 474 

1 149 

1 440 

1 207 

260 

823 

330 

1.0 

2.0 

3,6 

889 

625 

877 

6.1 

9,5 

25,7 

82 

280 

124 

26 

24 

45 

212 

165 

98 

298 

104 

120 

111 

93 

282 

40 589 

48 060 

13 356 

30 791 

45 470 

10 790 

28 714 

44 960 

10 073 

92 

60 

84 

1 985 

450 

633 

7 487 

2 049 

1 609 

5 695 

1 631 

1 091 

167 

46 

32 

1 625 

372 

566 

2 311 

541 

877 

24 913 

40 016 

8 947 

20 584 

36 632 

7 672 

20 107 

1 38 424 

7 271 

477 

208 

401 

3 499 

1 156 

887 

3 096 

937, 

597 

403 

219 

290 

830 

228 1 

388 

13 798 

5 934 

2 534 

9 240 

4 978 

1 609 

7 814 

4 777 

1 450 

1 426 

201 

159 

3 399 

740 

600 

2 231 

581 

402 

1 16B 

159 

198 

1 159 

216 

325 

260 

823 

330 

241 

815 

310 

19 

e 

20 

889 

625 

877 

584 

558 

806 

305 

67 

71 

40 591 

48 064 

13 357 

38 640 

47 148 

11 005 

1 568 

604 

567 

128 

98 

75 

253 

210 

909 

36 694 

47 128 

, 11 687 

2 936 

1 194 

57 

959 

1 738 

i 1 612 

35 99C 

1 46 971 

11 670 

2 96^ 

i 232 

( 65 

1 63E 

5 056 

* 1 613 


urban 

BALANCE 


99 3 

593 

70 2 

259 

70 1 

604 

, , 

93 

, , 

562 

29 

869 

17 

168 

4 

52 

e 

629 

... 

465 

89 2 

353 

68 1 

716 

68 1 

283 

* • 

433 

21 

463 

17 

96 

4 

367 

... 

174 

a 

861 

. • • 

401 

• ■ * 

244 

* • • 

157 

8 

200 

t . • 

65 

8 

215 

... 

180 


30 

... 

26 


87 2 024 

12 464 

... 107 

... 998 


91 2 032 

... 5 

8 1 556 


91 2 016 

.. 5 

8 1 572 


iaoie iz. — JLENURE, Vacancy ^^tatus, and Condition and plumbing Facilities, tor dMd A s, constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: I960 — Con. 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


i enure oy wucer auppiy 

Vacancy Status Toilet Fac. 

Condition and Plumb. Bathing Fac. 


STANDARD METROPOLITAN STATISTICAL AREAS- 


SUBJECT 


ST LOUIS 

MISSOURI PORTION 


•CON. 



THE 

AREA 

TOTAL 

1 COUNTIES AND INDEPENDENT CITIES 

PLACES 

URBAN 

BALANCE 

RURAL 

JEFFERSON 

COUNTY 

ST CHARLES 
COUNTY 

ST LOUIS 1 
COUNTY 

ST LOUIS 
CITY 

ST LOUIS 
CITY 

UNIVERSITY 

CITY 

all housing units, .... 

661 

1 

249 

508 

967 

22 

074 

16 

501 

207 

408 

262 

984 

262 

984 

16 

917 

187 

868 

41 

198 

TENURE! COLOR! AND VACANCY 





















STATUS 





















OCCUPIED 

624 

B86 

480 

293 

18 

580 

14 

579 

198 

483 

248 

651 

248 

651 

16 

442 

180 

757 

34 

443 

OWNER OCCUPIED . 

387 

058 

283 

119 

14 

957 

10 

763 

162 

499 

94 

BBO 

94 

880 

10 

809 

149 

661 

27 

769 

PERCENT OF ALL OCCUPIED 

61.9 

58.9 

80.5 

74.0 

81.9 

38.2 

38.2 

65.7 

82,8 

80.6 

WHITE 

359 

610 

' 263 

632 

14 

621 

10 

651 

159 

418 

78 

742 

78 

742 

10 

797 

146 

486 

27 

605 

nonwhite 

27 

448 

19 

487 


136 


132 

3 

081 

16 

138 

16 

138 


12 

3 

173 


164 

RENTER OCCUPIED 

237 

828 

197 

174 

3 

623 

3 

796 

35 

984 

153 

771 

153 

771 

5 

633 

31 

096 

6 

674 

WHITE. . 

1B3 

362 

151 

093 

3 

525 

3 

693 

34 

107 

109 

768 

109 

768 

5 

596 

29 

237 

6 

492 

NONWHITE ....... 

54 

466 

46 

081 


98 


103 

1 

877 

44 

003 

44 

003 


37 

1 

859, 


182 

VACANT 

36 

363 

28 

674 

3 

494 

i 

922 

8 

925 

14 

333 

14 

353 


475 

7 

111 

6 

755 

fEAR ROUND 

31 

286 

24 

113 

1 

563 

1 

091 

7 

727 

13 

732 

13 

732 


448 

6 

744' 

3 

189 

SOUND OR DETERIORATING 

27 

558 

21 

532 

1 

327 


970 

7 

213 

12 

022 

12 

022 


441 

6 

276' 

2 

793 

AVAILABLE. ...... 

20 

408 

16 

322 


723 


515 

5 

163 

9 

921 

9 

921 


401 

4 

561 

1 

439 

FOR SALE ONLY 

6 

269 

4 

753 


430 


219 

3 

021 

1 

083 

1 

083 


117 

2 

554 


999 

HOMEOWNER VACANCY RATE 


1.6 


1.7 


2.B 


2,0 


l.B 


1.1 


1.1 


1.1 


1.7 


3.5 

FOR RENT 

14 

139 

11 

569 


293 


296 

2 

142 

B 

838 

8 

838 


284 

2 

007 


440 

RENTAL VACANCY RATE . 


5.6 


5.5 


7 .5 


7.2 


5.6 


5.4 


5.4 


4.8 


6.1 


6.2 

RENTED OR SOLD! AWAITING OCCUPANCY . 

2 

661 

1 

955 


137 


126 

1 

120 


572 


572 


15 


958 


410 

HELD FOR OCCASIONAL USE 


954 


741 


263 


168 


171 


139 


139 


3 


112 


487 

HELD FOR OTHER REASONS 

3 

535 

2 

514 


204 


161 


759 

1 

390 

1 

390 


22 


645 


457 

DILAPIDATED 

3 

728 

2 

581 


236 


121 


514 

1 

710 

1 

710 


7 


468 


396 

SEASONAL 

5 

077 

4 

561 

1 

931 


831 

1 

198 


601 


601 


27 


367 

3 

566 

CONDITION AND PLUMBING 





















ALL UNITS 

661 

163 

508 

889 

22 

074 

16 

501 

207 

337 

262 

977 

262 

977 

16 

917 

187 

798 

41 

197 

SOUND 

553 

849 

429 

935 

17 

590 

14 

202 

193 

080 

205 

063 

205 

063 

16 

398 

175 

065 

33 

389 

WITH ALL PLUMBING FACILITIES ...... 

509 

971 

396 

736 

14 

503 

12 

254 

183 

775 

181 

204 

101 

204 

16 

357 

171 

601 

27 

574 

LACKING ONLY HOT WATER ......... 

B 

464 

6 

061 


735 


319 


691 

4 

316 

4 

316 


4 


583 

1 

158 

LACKING OTHER PLUMBING FACILITIES, . , . 

35 

414 

27 

138 

2 

352 

1 

629 

3 

614 

19 

543 

19 

543 


37 

2 

901 

4 

657 

DETERIORATING 

82 

002 

61 

534 

2 

774 

1 

737 

10 

647 

46 

376 

46 

376 


471 

9 

520 

5 

167 

WITH ALL PLUMBING FACILITIES ...... 

44 

228 

33 

2B0 

1 

IBO 


662 

7 

114 

24 

324 

24 

324 


433 

6 

613 

1 

910 

LACKING ONLY HOT WATER ......... 

6 

553 

6 

468 


229 


116 


514 

5 

609 

5 

609 


26 


497 


336 

LACKING OTHER PLUMBING FACILITIES. , , . 

29 

221 

21 

786 

1 

365 


959 

3 

019 

16 

443 

16 

443 


12 

2 

410 

2 

921 

DILAPIDATED 

25 

312 

17 

420 

1 

710 


562 

3 

610 

11 

530 

11 

538 


48 

3 

193 

2 

641 

owner occupied 

387 

058 

283 

119 

14 

957 

10 

783 

162 

499 

94 

080 

94 

880 

10 

809 

149 

661 

27 

769 

SOUND* , . 

354 

202 

262 

366 

12 

856 

9 

839 

155 

959 

84 

212 

84 

212 

10 

605 

143 

541 

24 

506 

WITH ALL plumbing FACILITIES 

342 

336 

256 

218 

11 

488 

8 

938 

154 

119 

81 

673 

81 

673 

10 

601 

142 

012 

21 

932 

LACKING SOME OR ALL FACILITIES . . . , . 

11 

866 

6 

646 

1 

368 


901 

1 

840i 

2 

539 

2 

539 


4 

1 

529 

2 

576 

DETERIORATING 

26 

497 

16 

893 

1 

319 

1 

771 

5 

42S 

9 

378 

9 

378 


185 

5 

047 

2 

283 

WITH ALL plumbing FACILITIES 

18 

782 

12 

680 


701 

1 

370 

4 

054 

7 

555 

7 

555 


169 

3 

873 

1 

083 

LACKING SOME OR ALL FACILITIES . . . . . 

7 

715 

4 

213 


618 

1 

401 

1 

371 

1 

823 

1 

823 


16 

1 

174 

1 

200 

DILAPIDATED , , 

6 

359 

3 

360 


782 

1 

173 

1 

iisl 

1 

290 

1 

290 


19 

1 

073 


978 

renter OCCUPIED 

237 

828 

197 

174 

3 

623 

' 3 

796 

35 

984, 

153 

771 

153 

771 

5 

633 

31 

096 

6 

674 

SOUND 

175 

162 

147 

479 

2 

260 

1 3 

025 

29 

965 

112 

229 

112 

229 

5 

356 

25 

636 

4 

258 

WITH ALL PLUMBING FACILITIES 

148 

304 

125 

189 

1 

758 

1 2 

496 

28 

087 

92 

848 

92 

848 

5 

319 

23 

902 

3 

120 

LACKING SOME OR ALL FACILITIES . . . , . 

26 

858 

22 

290 


502 


529 

1 

B7B 

19 

381 

19 

381 


37 

1 

734 

1 

138 

DETERIORATING, , 

47 

911 

38 

669 


918 


578 

4 

190 

32 

983 

32 

983 


256 

3 

865 

1 

565 

WITH ALL PLUMBING FACILITIES ...... 

22 

719 

18 

526 


392 


217 

2 

550 

15 

367 

15 

367 


234 

2 

556 


569 

LACKING SOME OR ALL FACILITIES . « . , , 

25 

192 

20 

143 


526 


361 

1 

640 

17 

616 

17 

616 


22 

1 

509 


996 

DILAPIDATED . 

14 

755 

11 

026 


445 


193 

1 

829 

8 

559 

8 

559 


21 

1 

595 


851 

VACANT AVAILABLE FOR SALE. ..... . 

6 

269 

4 

753 


430 


219 

3 

021' 

1 

083 

1 

083 


117 

2 

554 


999 

WITH ALL PLUMBING FACILITIES 

5 

755 

4 

415 


322 


200 

2 

945 1 


948 


948 


116 

2 

501 


850 

LACKING SOME OR ALL FACILITIES 


514 


338 


108 


19 


76; 


135 


135 


1 


53 


149 

VACANT AVAILABLE FOR RENT 

14 

139 

11 

569 


293 


296 

2 

142 

8 

038 

B 

838 


284 

2 

007 


440 

WITH ALL PLUMBING FACILITIES ....... 

9 

272 

7 

564 


177 


212 

1 

884 

5 

291 

5 

291 


276 

1 

751 


246 

LACKING SOME OR ALL FACILITIES ...... 

4 

867 

4 

005 


116 


84 


256 

3 

547 

3 

547 


e 


256 


194 

ALL HOUSING UNITS, 

661 

249 

508 

967 

22 

074 

16 

501 

207 

408 

262 

984 

262 

984 

16 

917 

187 

868 

41 

198 

WATER SUPPLY 











1 










HOT AND COLO PIPED WATER INSIDE STRUCTURE, 

1 593 

205 

460 

997 

16 

635 

13 

599 

199 

750 

' 231 

013 

231 

013 

16 

879 

182 

022 

31 

083 

ONLY COLO PIPED WATER INSIDE STRUCTURE ♦ . 

1 54 

728 

40 

107 

2 

494 

1 

307 

4 

599 

1 31 

707 

31 

707 


38 

4 

102 

4 

260 

PIPED WATER OUTSIDE STRUCTURE. 

2 

324 

1 

058 


382 


138 


513 


25 


25 


• * • 


456 


577 

NO PIPED WATER 

' 10 

1 

906 

6 

727 

2 

563 

1 

457 

2 

475 


232 


232 


... 

1 

218 

5 

277 

TOILET FACILITIES 





















FLUSH TOILET! EXCLUSIVE USE 

604 

319 

468 

044 

17 

464 

13 

771 

199 

524 

237 

285 

237 

285 

16 

872 

181 

895 

31 

992 

FLUSH TOILET! SHARED . 

31 

638 

26 

966 


214 


329 

i 

817 

24 

606 

24 

606 


45 

2 

060 


255 

OTHER TOILET FACILITIES OR NONE 

25 

206 

13 

879 

4 

396 

2 

401 

5 

996 

1 

086 

1 

086 



3 

843 

8 

950 

BATHING facilities 





















BATHTUB OR SHOWERi EXCLUSIVE USE 

582 

103 

450 

162 

17 

216 

13 

581 

198 

861 

220 

504 

220 

504 

16 

872 

180 

964 

31 

822 

bathtub or SHOWERi SHARED 

31 

090 

26 

653 


186 


312 

1 

878 

24 

275 

24 

275 


41 

2 

070 


267 

NO bathtub or shower 

47 

970 

32 

074 

4 

670 

2 

608 

6 

598 

18 

198 

10 

190 


4 

4 

764 

9 

108 



Missouri 


27-19 


Table 12. — Tknure, Vacancy Status, and Condition and Plumbing Facilities, for SMS A ’s, Constituent 
Counties, Places of 50,000 iNiiAniTANTs or More, Urban Balance, Rural Total, and Urbanized 
Areas: I960 — Con. 

[Some dftta based on sample; see text “U” denotes an unincorporated place] 


Tenure by Color, 
V.'iciincy Stic us 
Condition :ind Plumb. 


Water Supply 
Toilet F:ic. 
Bathing Fac. 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


ST LOUIS— CON. 


SUBJECT 

ILLINOIS PORTION 

THE 

AREA 

GREENE 

county 

SPRING- 

FIELD 

urban 

BALANCE 

RURAL 

total 

1 COUNTIES 1 

EAST 

ST LOUIS 

urban 

BALANCE 

RURAL 

MADISON 

ST CLAIR 

ALL HOUSING UNITS . 

152 

282 

70 

593 

81 

689 

25 

919 

93 

431 

32 

932 

44 062 

33 

990 

365 

9 707 

tenure f COLOR 1 AND VACANCY 


















STATUS 


















OCCUPIED 

144 

593 

67 

063 

77 

530 

24 

950 

88 

949 

30 

686 

41 206 

32 

022 

340 

8 844 

OWNER OCCUPIED 

103 

939 

49 

854 

54 

085 

13 

636 

66 

372 

23 

931 

20 214 

20 

937 

258 

7 019 

PERCENT OF ALL OCCUPIED 

71.9 

74.3 

69.6 

54.6 

74.6 

78.0 

68.5 

65.4 

75.9 

79.4 

WHITE 

95 

978 

48 

133 

47 

845 

9 

168 

63 

154 

23 

656 

27 786 

20 

521 

254 

7 011 

NONWHITE 

7 

961 

1 

721 

6 

240 

4 

468 

3 

218 


275 

428 


416 

4 

8 

RENTER OCCUPIED 

40 

654 

17 

209 

23 

445 

U 

322 

22 

577 

6 

755 

12 992 

11 

085 

82 

1 825 

WHITE 

32 

269 

15 

786 

16 

483 

5 

629 

20 

109 

6 

531 

12 698 

10 

795 

82 

1 821 

nonwhite ..... . 

8 

385 

1 

423 

6 

962 

5 

693 

2 

468 


224 

294 


290 

... 

4 

VACANT 

7 

689 

3 

530 

4 

159 


961 

4 

482 

2 

246 

2 856 

1 

968 

25 

863 

YEAR ROUND 

7 

173 

3 

243 

3 

930 


937 

4 

265 

1 

971 

2 574 

1 

866 

25 

683 

SOUND OR DETERIORATING 

6 

026 

2 

740 

3 

286 


723 

3 

652 

1 

651 

2 323 

1 

707 

22 

594 

AVAILABLE. 

4 

086 

1 

778 

2 

308 


592 

2 

546 


948 

1 749 

1 

391 

19 

339 

FOR SALE ONLY 

1 

516 


683 


833 


105 


982 


429 

721 


544 

9 

168 

HOMEOWNER VACANCY RATE 


1.4 


1.4 


1.5 


0.8 


1.5 


1.6 

2.5 


2.5 

3.4 

2.3 

FOR RENT 

2 

570 

1 

095 

1 

475 


487 

1 

564 


519 

1 028 


847 

10 

171 

RENTAL VACANCY RATE 


5.9 


6.0 


5.9 


4.1 


6.5 


7.1 

7.3 


7.1 

• • • 

8.6 

RENTED OR SOLD. AWAITING OCCUPANCY . 


706 


367 


339 


24 


436 


246 

178 


98 

2 

78 

HELD FOR OCCASIONAL USE 


213 


85 


120 


3 


69 


141 

103 


31 

. * . 

72 

HELD FOR OTHER REASONS 

1 

021 


510 


511 


104 


601 


316 

293 


187 

1 

105 

DILAPIDATED 

1 

147 


503 


644 


214 


613 


320 

251 


159 

3 

89 

SEASONAL ..... 


516 


287 


229 


24 


217 


275 

282 


102 

... 

180 

CONDITION AND PLUMBING 


















ALL UNITS. 

152 

274 

70 

585 

81 

609 

25 

919 

93 

423 

32 

932 

44 062 

33 

990 

365 

9 707 

SOUND 

123 

914 

59 

439 

64 

475 

16 

987 

78 

584 

28 

343 

35 811 

27 

713 

248 

7 850 

WITH ALL PLUMBING FACILITIES 

113 

235 

54 

549 

58 

686 

14 

951 

73 

746 

24 

538 

32 046 

25 

604 

170 

6 274 

LACKING ONLY HOT WATER . . . 

2 

403 


780 

1 

623 


710 

1 

078 


615 

442 


266 

14 

142 

LACKING OTHER PLUMBING FACILITIES. . . . 

8 

276 

4 

110 

4 

166 

1 

326 

3 

760 

3 

190 

3 321 

1 

823 

64 

1 434 

DETERIORATING 

20 

468 

a 

417 

12 

051 

6 

571 

10 

556 

3 

341 

6 992 

5 

435 

88 

1 469 

WITH ALL PLUMBING FACILITIES 

10 

948 

4 

958 

5 

990 

2 

944 

6 

480 

1 

524 

4 065 

3 

640 

4 

421 

LACKING ONLY HOT WATER 

2 

085 


491 

1 

594 

1 

154 


728 


203 

310 


246 

11 

53 

LACKING OTHER PLUMBING FACILITIES. . . . 

7 

435 

2 

968 

4 

467 

2 

473 

3 

348 

1 

614 

2 617 

1 

549 

73 

995 

DILAPIDATED 

7 

892 

2 

729 

5 

163 

2 

361 

4 

283 

1 

246 

1 259 


842 

29 

368 

OWNER OCCUPIED 

103 

939 

49 

854 

54 

085 

13 

636 

66 

372 

23 

931 

28 214 

20 

937 

258 

7 019 

SOUND 

91 

336 

44 

511 

46 

025 

10 

422 

59 

420 

21 

494 

24 648 

18 

406 

194 

6 046 

WITH ALL PLUMBING FACILITIES 

86 

118 

42 

113 

44 

005 

9 

748 

57 

368 

19 

002 

22 714 

17 

607 

143 

4 964 

LACKING SOME OR ALL FACILITIES 

5 

218 

2 

398 

2 

820 


674 

2 

052 

2 

492 j 

1 934 


799 

51 

1 084 

DETERIORATING 

9 

604 

4 

244 

5 

360 

2 

539 

5 

227 

1 

838' 

3 094 

2 

240 

52 

802 

WITH ALL PLUMBING FACILITIES 

6 

102 

2 

802 

3 

300 

1 

492 

3 

624 


986 i 

1 945 

1 

667 

4 

274 

LACKING SOME OR ALL FACILITIES . . . . . 

3 

502 

1 

442 

2 

060 

i 

047 

1 

603 


052 

1 149 


573 

48 

528 

DILAPIDATED 

2 

999 

1 

099 

I 

900 

! 

675 

1 

725 


599 

472 


291 

12 

169 

RENTER OCCUPIED 

40 

654 

17 

209 

23 

445 

11 

322 

22 

577 

6 

755 

12 992 

11 

005 

62 

1 825 

SOUND. . 

27 

683 

12 

651 

15 

032 

6 

182 

16 

215 

5 

286 

9 229 

7 

942 

41 

1 246 

WITH ALL PLUMBING FACILITIES 

23 

115 

10 

662 

12 

453 

4 

883 

13 

686 

4 

346 

7 750 

6 

826 

24 

900 

LACKING SOME OR ALL FACILITIES 

4 

568 

1 

989 

2 

579 

1 

299 

2 

329 


940 

1 479 

1 

116 

17 

346 

DETERIORATING. ...... 

9 

242 

3 

397 

5 

845 

3 

722 

4 

424 

1 

096 

3 271 

2 

764 

24 

483 

WITH ALL PLUMBING FACILITIES 

4 

193 

1 

873 

2 

320 

1 

328 

2 

409, 


456 

1 867 

1 

746 

... 

121 

LACKING SOME OR ALL FACILITIES 

5 

049 

1 

524 

3 

525 

2 

394 

2 

015' 


640 

1 404 

1 

018 

24 

362 

DILAPIDATED . 

3 

729 

1 

161 

2 

568 

1 

418 

1 

938 


373 

492 


379 

17 

96 

VACANT AVAILABLE FOR SALE 

1 

516 


683 


333 ! 


105 


982 


429 

721 


544 

9 

168 

WITH ALL PLUMBING FACILITIES 

1 

340 


602 


738 


89 


909 


342 

648 


508 

h 

137 

LACKING SOME OR ALL FACILITIES 


176 


81 


95 


16 


73 


67 

73 


36 

6 

31 

VACANT AVAILABLE FOR RENT 

2 

570 

1 

095| 

1 

475 


407 

1 

564 


519 

1 028 


847 

10 

171 

WITH ALL PLUMBING FACILITIES 

1 

708 


692' 

1 

016 


258 

1 

076 


374 

649 


565 

2 

S2 

LACKING SOME OR ALL FACILITIES 


862 


403, 


459 


229 


48B 


145 

379 


282 

B 

89 

all HOUSING UNITS 

152 

282 

70 

593 

81 

689 

25 

919 

93 

431 

32 

932 

44 062 

33 

990 

365 

9 707 

WATER supply 








1 










HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

132 

208 

63 

335 

68 

B73 

19 

823 

85 

037 

27 

348 

38 715 

31 

510 

179 

7 026 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

14 

621 

4 

705 

9 

916 

5 

409 

6 

569 

2 

643 

2 643 

1 

777 

56 

010 

PIPED WATER OUTSIDE STRUCTURE 

1 

266 


252 

1 

014 


527 


593 


146 

566 


278 

11 

279 

NO piped WATER 

4 

179 

2 

293 

1 

886 


160 

1 

224 

2 

795 

2 136 


425 

119 

1 592 

toilet FACILITIES 


















FLUSH TOILET. EXCLUSIVE USE 

136 

275 

63 

563 

72 

712 

22 

161 

86 

341 

27 

773 

37 851 

30 

586 

199 

7 066 

FLUSH TOILET. SHARED 

4 

672 

2 

Oil 

2 

661 

1 

709 

2 

725 


238 

2 010 

1 

972 

5 

41 

OTHER TOILET FACILITIES OR NONE 

11 

327 

5 

Oil 

6 

316 

2 

049 

4 

357 

4 

921 

4 193 

1 

432 

161 

2 600 

BATHING FACILITIES 


















BATHTUB OR SHOWER. EXCLUSIVE USE 

131 

941 

62 

072 

69 

869 

20 

566 

83 

966 

27 

409 

37 324 

30 

135 

199 

6 990 

bathtub or shower, shared 

4 

437 

1 

985 

2 

452 

1 

539 

2 

649 


249 

2 017 

1 

975 

5 

37 

NO bathtub OR SHOWER 

IS 

896 

6 

528 

9 

368 

3 

B14 

6 

806 

5 

274 

4 721 

1 

880 

161 

2 680 


SPRINGFIELD 


Table 12. — ^Tenure, Vacancy Status, and Condition and Plumbing Facilities, tor SMSA’s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960 — Con. 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


URBANIZED AREAS 


SUBJECT 

KANSAS CITY 

ST JOSEPH 

ST LOUIS 

SPRINGFIELD 

TOTAL 

MISSOURI 

PORTION 

total 

MISSOURI 

PORTION 

total 

MISSOURI 

PORTION 

ALL HOUSING UNITS . ♦ . . 

316 472 

232 286 

28 582 

28 171 

538 740 

451 887 

34 355 

TENUREi COLOR 1 AND VACANCY 





1 



STATUS 








OCCUPIED 

297 653 

217 128 

27 172 

26 789 

513 739 

430 657 

32 362 

OWNER OCCUPIED 

192 003 

129 789 

16 977 

16 708 

301 758 

244 297 

21 195 

PERCENT OF ALL OCCUPIED 

64.5 

59,8 

62.5 

62.4 

1 58.7 

56.7 

65.5 

WHITE. . 

174 775 

117 835 

16 496 

16 292 

275 858 

225 182 

20 775 

NONWHITE 

17 228 

11 954 

481 

416 

25 900 

19 115 

420 

RENTER OCCUPIED. . . . 

105 650 

87 339 

10 195 

10 081 

211 981 

186 560 

11 167 

WHITE 

88 222 

73 084 

9 803 

9 705 

1 158 758 

140 833 

10 877 

nonwhite 

17 428 

14 255 

392 

376 

! 53 223 

45 727 

290 

VACANT 

18 819 

15 158 

1 410' 

1 382 

25 001 

21 030 

1 993 

YEAR ROUND 

18 123 

14 657 

1 339 

1 314 

23 900 

20 102 

1 891 

SOUND OR DETERIORATING • . 

16 462 

13 379 

1 159 

1 142 

21 142 

18 006 

1 729 

AVAILABLE 

13 901 

U 576 

935, 

921 

16 558 

14 321 

1 410 

FOR SALE ONLY 

3 414 

2 421 

2201 

215 

4 335 

3 546 

553 

HOMEOWNER VACANCY RATE 

1.7 

i.a 

1.3 

1.3 

1.4 

1.4 

2.5 

FOR RENT 

10 487 

9 155 

715| 

706 

12 223 

10 775 

057 

RENTAL VACANCY RATE 

9.0 

9.5 

6.6 

6,5 

5.5 

5,5 

7.1 

RENTED OR SOLDi AWAITING OCCUPANCY . 

1 087 

739 

59 

59 

1 799 

1 469 

100 

HELD FOR OCCASIONAL USE 

167 

121 

19 

19 

277 

233 

31 

HELD FOR OTHER REASONS 

1 307 

943 

146' 

143 

2 508 

1 985 

IBB 

DILAPIDATED . . . • 

1 661 

1 278 

180 

172 

2 758 

2 094 

162 

SEASONAL 

696 

501 

71 

68 

1 101 

928 

102 

CONDITION AND PLUMBING 








ALL UNITS 

316 477 

232 297 

28 582 

28 171 

538 655 

451 810 

34 355 

SOUND. 

268 450 

195 948 

22 590 

22 418 

450 569 

382 688 

27 961 

WITH ALL PLUMBING FACILITIES 

252 123 

182 050 

20 591 

20 446 

418 566 

356 037 

25 774 

LACKING ONLY HOT WATER * . 

483 

339 

168 

152 

6 347 

4 761 

300 

LACKING OTHER PLUMBING FACILITIES. . , . 

15 844 

13 559 

1 831 

1 820 

25 656 

21 870 

1 887 

DETERIORATING. . 

38 325 

29 396 

4 448 

4 340 

68 320 

54 933 

5 523 

WITH ALL PLUMBING FACILITIES ...... 

28 800 

2i 957 

3 021 

2 970 

37 409 

30 489 

3 644 

LACKING ONLY HOT WATER 

546 

345 

117 

liO 

7 701 

5 999 

257 

LACKING OTHER PLUMBING FACILITIES. . , . 

8 979 

7 094 

1 310 

1 252 

23 210 

18 445 

1 622 

DILAPIDATED 

9 702 

6 953 

1 544 

1 413 

19 766 

14 189 

871 

OWNER OCCUPIED 

192 003 

129 789 

16 977 

16 708 

301 758 

244 297 

21 195 

SOUND . 

173 792 

116 979 

14 454 

14 319 

277 658 

228 177 

IB 600 

WITH ALL PLUMBING FACILITIES ' 

171 626 

115 456 

14 032 

13 909 

271 688 

224 423 

17 750 

LACKING SOME OR ALL FACILITIES 

2 164 

1 523 

422 

410 

5 970 

3 754 

850 

DETERIORATING 

15 028 

10 649 

1 923 

1 867 

19 924 

13 934 

2 292 

WITH ALL PLUMBING FACILITIES i 

13 549 

9 738 

1 567 

1 547 

14 862 

11 113 

1 671 

LACKING SOME OR ALL FACILITIES 

1 479 

911 

356 

320 

5 042 

2 821 

621 

DILAPIDATED 

3 183 

2 161 

600 

522 

4 176 

2 186 

303 

renter OCCUPIED * 

105 650 

87 339 

10 195 

10 08 1 

211 981 

186 560 

11 167 

SOUND 

81 486 

68 375 

7 253 

7 224 

156 271 

140 207 

7 983 

WITH ALL PLUMBING FACILITIES 

69 891 

58 308 

5 915 

5 897 

132 680 

119 396 

6 850 

LACKING SOME OR ALL FACILITIES . . . , .1 

11 595 

10 067 

1 338 

1 327 

23 591 

20 811 

1 133 

DETERIORATING 

19 374 

15 514 

2 176 

2 132 

42 957 

36 464 

2 788 

WITH ALL PLUMBING FACILITIES 

13 051 

10 460 

1 260 

1 241 

20 343 

17 606 

1 746 

LACKING SOME OR ALL FACILITIES . . . , . 

6 323 

5 054 

916 

891 

22 614 

16 858 

1 042 

DILAPIDATED 

4 790 

3 450 

766 

725 

12 753 

9 889 

396 

VACANT AVAILABLE FOR SALE 

3 414 

2 421 

220 

215 

4 335 

3 546 

553 

WITH ALL PLUMBING FACILITIES , 

3 286 

2 317 

211 

207 

4 097 

3 376 

511 

lacking some or all FACILITIES 

128 

104 

9 

8 

230 

170 

42 

VACANT AVAILABLE FOR RENT. . 

10 487 

9 155 

715 

706 

12 223 

10 775 

857 

WITH ALL PLUMBING FACILITIES 

6 672 

5 677 

404 

400 

7 975 

7 045 

567 

LACKING SOME OR ALL FACILITIES 

3 815 

3 478 

311 

306 

4 248 

3 730 

290 

ALL HOUSING UNITS 

316 472 

232 286 

i 

20 582 

28 171 

538 740 

451 887 

34 355 

WATER SUPPLY 








HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

309 041 

227 514 

26 728 

26 492 

489 716 

415 236 

31 689 

ONLY COLD PIPED WATER INSIDE STRUCTURE , , 

5 933 

3 908 

1 538: 

1 414 

45 203 

34 903 

1 833 

PIPED WATER OUTSIDE STRUCTURE 

352 

148 

158 j 

113 

1 343 

353 

289 

NO PIPED WATER 

1 151 

727 

158 

152 

2 393 

1 318 

544 

TOILET FACILITIES 








FLUSH TOILETi EXCLUSIVE USE 

' 290 510 

210 883 

25 264 

24 986 

499 412 

421 265 

30 785 

FLUSH TOILETi SHARED 

22 279 

19 275 

2 386 

2 382 

29 585 

26 252 

1 977 

OTHER toilet FACILITIES OR NONE 

3 688 

2 139 

1 

803 

9 658 

4 293 

1 593 

BATHING FACILITIES 








BATHTUB OR SHOWERt EXCLUSIVE USE 

287 926 

209 112 

24 611 

24 363 

478 746 

403 805 

30 334 

BATHTUB OR SHOWER i SHARED 

22 738 

19 671 

1 2 341 

2 337 

29 081 

25 989 

1 980 

NO bathtub or shower ...... 

5 813 

1 3 514 

1 1 630 

1 471 

30 826 

22 016 

2 041 


Missouri 


27-21 


Table 13. — Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (-f) after 

number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


STANDARD METROPOLITAN STATISTICAL AREAS 


SUBJECT 


KANSAS CITY 

MISSOURI PORTION 



the 

AREA 

TOTAL 

COUNTIES 

PLACES 


RURAL 

CLAY 

JACKSON 

INDE- 

PENDENCE 

KANSAS 

CITY 

urban 

BALANCE 

BATHROOMS 









ALL UNITS 

354 971 

252 985 

27 281 

225 704 

20 707 

178 581 

38 292 

15 405 


256 121 

185 402 

19 181 

166 221 

16 085 

132 003 

28 155 

9 159 

i PLUS PARTIAL . . . 

2B 638 

18 935 

2 229 

16 706 

1 866 

li 381 

4 469 

1 219 

2 OR MORE 

33 085 

19 800 

2 825 

16 975 

1 794 

13 039 

3 810 

1 157 

SHARED OR NONE 

37 127 

28 648 

3 046 

25 802 

962 

22 158 

1 858 

3 870 

OWNER OCCUPIED 

216 871 

142 960 

19 579 

123 381 

14 595 

89 383 

28 989 

9 993 


153 974 

103 611 

13 672 

69 939 

11 033 

65 288 

21 057 

6 233 

MORE THAN 1 

55 168 

34 332 

4 618 

29 714 

3 333 

21 744 

7 347 

1 908 

SHARED OR NONE 

7 729 

5 017 

1 209 

3 728 

229 

2 351 

585 

1 852 

RENTER OCCUPIED . . . 

114 602 

92 371 

6 118 

86 253 

5 204 

76 608 

7 148 

3 411 


87 945 

71 004 

4 633 

66 371 

4 402 

58 856 

5 760 

1 986 

MORE THAN 1 

3 995 

2 974 

246 

2 720 

174! 

2 180 

458 

162 

SHARED OR NONE 

22 662 

18 393 

1 239 

17 154 

628 

15 572 

930 

1 263 

ROOMS 









ALL UNITS 

355 012 

253 007 

27 281 

225 726 

20 707 

178 597 

38 298 

15 405 

1 ROOM 

13 155 

11 972 

545 

11 427 

319 

10 725 

593 

335 

2 ROOMS 

24 438 

21 135 

949 

20 186 

987 

18 449 

1 102 

597 

3 ROOMS 

39 702 

31 629 

2 410 

29 219 

2 312 

25 286 

2 540 

1 491 

4 ROOMS 

62 997 

44 080 

6 067 

38 013 

4 262 

29 808 

6 524 

3 406 

5 ROOMS. 

101 331 

68 435 

9 450 

50 985 

6 898 

42 042 

14 972 

4 523 

6 ROOMS 

66 462 

44 141 

5 322 

38 819 

4 015 

27 985 

9 157 

2 984 

7 ROOMS 

28 570 

18 947 

1 799 

17 148 

1 245 

13 994 

2 471 

1 237 

8 ROOMS OR MORE , . , , 

18 357 

12 668 

739 

11 929 

669 

10 30b 

939 

752 

MEDIAN , 

4.9 

4.8 

4.9 

4.7 

4.9 

4.6 

5.1 

4.9 

OWNER occupied 

216 842 

142 966 

19 580 

123 386 

14 609 

89 358 

28 998 

10 001 

i ROOM 

395 

251 

62 

189 

21 

128 

41 

61 

2 ROOMS . • . 

1 570 

1 124 

139 

985 

103 

642 

182 

197 

3 ROOMS 

6 611 

4 550 

847 

I 3 7031 

520 

2 694 

739 

597 

4 ROOMS 

32 248 

20 845 

3 789 

17 056' 

2 821 

11 851 

4 052 

2 121 

5 ROOMS 

77 283 

50 581 

7 959 

42 622' 

5 813 

28 747 

12 789 

3 232 

6 ROOMS 

56 859 

37 387 

4 601 

32 7B6 

3 616 

23 362 

a 126 

2 283 

7 ROOMS 

25 332 

16 714 

i 566 

15 148 

1 104 

12 443 

2 234 

933 

8 ROOMS OR MORE 

16 544 

11 514 

617 

10 897 

611 

9 491 

835 

577 

MEDIAN 

5.4 

5.4 

5.1 

5.4 

5.2 

5.5 

5.2 

5.1 

RENTER OCCUPIED 

114 635 

92 369 

6 117 

66 252 

5 190 

76 637 

7 139 

3 403 

1 ROOM 

9 093 

a 325 

294 

8 031 

240 

7 649 

343 

93 

2 ROOMS 

19 259 

17 043 

634 

16 409 

779 

15 360 

737 

167 

3 ROOMS 

29 001 

23 aaa 

1 340 

22 548 

1 600 

20 168 

1 583 

537 

4 ROOMS 

26 921 

20 542 

2 021 

18 521 

1 346 

16 083 

2 170 

943 

5 ROOMS 

19 577 

14 815 

i 106 

13 709 

840 

11 671 

1 477 

827 

6 ROOMS 

7 194 

5 187 

464 

4 723 

254 

3 871 

581 

481 

7 ROOMS. . . 

2 320 

1 706 

170 

1 536 

93 

1 235 

155 

223 

8 ROOMS OR MORE 

1 270 

863 

88 

775 

38 

600 

93 

132 

MEDIAN 

3.5 

3.4 

3.9 

3.3 

3,5 

3.3 

3.9 

4.5 

VACANT AVAILABLE FOR SALE 

4 237 

2 824 

389 

2 435 

322 

1 397 

796 

309 

1 TO 3 ROOMS 

194 

141 

7 

134 

IB 

103 

12 

8 

4 ROOMS 

399 

274 

27 

247 

25 

167 

54 

28 

5 ROOMS 

1 740 

1 272 i 

204 

1 068 

123 

581 

388 

160 

6 ROOMS • 

1 310 

839 ; 

127 

712 

122 

351 

296 

70 

7 ROOMS OR MORE 

594 

298 

24 

274 

34 

195 

46 

23 

MEDIAN 

5.4 

5.3 

5.3 

5.3 

5.5 

5.2 

5.4 

5.2 

VACANT AVAILABLE FOR RENT. ...... 

12 184 

9 793 

476 

9 317 

332 

8 395 

740 

326 

1 ROOM 

2 934 

2 813 

147 

2 666 

31 

2 512 

169 

101 

2 ROOMS 

2 642 

2 238 

85 

2 153 

61 

2 044 

106 

27 

3 ROOMS - 

2 673 

2 154 

86 

2 066 

128 

1 850 

119 

57 

4 ROOMS. .... 

2 017 

1 368 

90 

1 278 

65 

1 105 

137 

61 

5 ROOMS OR MORE. 

1 918 

1 220 

68 

1 152 

47 

884 

209 

SO 

MEDIAN 

2.7 

2.4 

2.6 

2.4 

3,1 

2.3 

3.3 

3,1 

BEDROOMS 









ALL UNITS 

354 047 

252 3B8 

27 130 

225 258 

20 650 

178 190 

38 167 

15 381 

NONE . . 

24 125 

21 361 

959 

20 402 

759 

18 961 

1 041 

600 


70 806 

56 667 

3 251 

53 416 

3 657 

46 396 

4 236 

2 378 


123 185 

03 914 

10 250 

73 664 

8 337 

57 338 

12 380 

5 859 


108 615 

71 725 

10 881 

60 844 

6 638 

41 752 

18 314 

5 021 

4 OR MORE 

27 316 

18 721 

1 789 

16 932 

1 259 

13 743 

2 196 

1 523 

OWNER OCCUPIED 

217 639 

143 590 

19 897 

123 693 

14 BBO 

89 766 

28 961 

9 983 

0 AND 1 

16 946 

11 650 

1 359 

10 291' 

1 296 

7 676 

1 514 

1 164 


83 814 

54 323 

7 478 

46 845 

6 460 

34 442 

9 230 

4 191 


93 771 

61 654 

9 556 

52 098 

5 929 

35 713 

16 384 

3 628 

4 OR MORE. ... 

23 108 

15 963 

1 504 

14 459 

1 195 

11 935 

1 833 

1 000 

RENTER OCCUPIED 

113 854 

91 761 

5 BOO 

85 961 

4 919 

76 245 

7 176 

3 421 

NONE 

17 986 

16 275 

526 

15 749 

602 

14 937 

606 

130 


47 458 

39 520 

1 728 

37 792 

2 152 

34 iia 

2 532 

71B 


34 948 

26 615 

2 539 

24 076 

1 682 

20 862 

2 013 

1 258 

3 OR MORE 

13 462 

9 351 

1 007 

8 344 

483 

6 328 

1 225 

1 315 


Bedrooms 


Table 13. — Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (-|-) after 

number indicates median above that number] 


Bathroom.s 

Rooms 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 



KANSAS CITY— CON. 

ST JOS 

EPH 

SUBJECT 

KANSAS PORTION 

THE 

AREA 

BUCHANAN 

COUNTY 

ST 

JOSEPH 

URBAN 

BALANCE 


TOTAL 

COUNTIES 

KANSAS 

CITY 

urban 

BALANCE 

rural 

JOHNSON 

WYAN- 

DOTTE 

bathrooms 










ALL UNITS. . 

101 986 

43 415 

58 571 

40 583 

48 047 

13 356 

31 764 

28 072 

99 


70 719 

24 667 

46 052 

31 815 

30 233 

a 671 

22 879 

21 150 

89 

1 PLUS PARTIAL ..... « . 

9 703 

6 395 

3 308 

2 050 

6 635 

1 018 

1 609 

1 544 

. • • 

2 OR MORE . 

13 285 

10 570 

2 715 

1 691 

9 931 

1 663 

1 329 

1 239 

. . • 

SHARED OR NONE 

8 279 

1 783 

6 496 

5 027 

1 248 

2 004 

5 947 

4 139 

10 

0V«NER OCCUPIED 

73 911 

34 905 

39 006 

24 912 

40 058 

8 941 

19 064 

16 619 

92 


50 363 

IS 763 

31 600 

20 485 

24 127 

5 751 

14 496 

13 187 

87 

MORE Than 

20 836 

15 416 

5 420 

3 230 

15 388 

2 218 

2 541 

2 396 

• • . 

SHARED OR NONE 

2 712 

726 

1 986 

1 197 

543 

972 

2 027 

1 036 

5 

renter OCCUPIED. 

22 231 

5 365 

16 866 

13 799 

5 892 

2 540 

10 939 

10 073 

5 


16 941 

4 206 

12 735 

10 183 

4 946 

1 812 

7 467 

7 148 

. . • 

MORE THAN 

1 021 

514 

507 

431 

464 

126 

300 

290 

. . • 

SHARED OR NONE 

4 269 

645 

3 624 

3 185 

482 

602 

3 172 

2 635 

5 

ROOMS 










ALL UNITS 

102 005 

43 428 

58 577 

40 589 

48 060 

13 356 

31 764 

28 072 

99 

1 ROOM 

1 183 

272 

911 

740 

219 

224 

1 192 

1 130 

• • • 

2 ROOMS 

3 303 

630 

2 673 

2 308 

573 

422 

2 233 

2 094 

... 

3 ROOMS 

a 073 

1 565 

6 508 

5 240 

1 692 

1 141 

4 133 

3 779 

23 

4 ROOMS • 

18 917 

5 832 

13 085 

8 704 

7 481 

2 732 

7 375 

6 366 

40 

5 ROOMS • 

32 896 

13 376 

19 520 

12 906 

16 381 

3 609 

9 374 

8 321 

16 

6 ROOMS 

22 321 

12 169 

10 152 

6 472 

12 691 

3 158 

4 544 

3 961 

16 

7 ROOMS. * . * 

9 623 

5 997 

3 626 

2 579 

5 683 

1 361 

1 591 

1 321 

4 

8 ROOMS OR MORE 

5 689 

3 587 

2 102 

1 640 

3 340 

709 

1 322 

1 100 

• • * 

MEDIAN 

5.1 

5.5 

4.8 

4.8 

5.4 

5,i 

4.6 

4.6 

• . , 

OWNER OCCUPIED 

73 876 

34 886 

38 990 

24 913 

40 016 

a 947 

19 061 

16 619 

89 

1 ROOM 

144 

40 

104 

43 

32 

69 

48 

40 

... 

2 ROOMS 

446 

122 

324 

177 

138 

131 

237 

177 

. * « 

3 ROOMS. . . . . 

2 061 

419 

1 642 

1 074 

588 

399 

1 234 

1 055 

21 

4 ROOMS 

11 403 

3 775 

7 628 

4 530 

5 296 

1 577 

4 340 

3 708 

32 

5 ROOMS 

26 702 

11 175 

15 527 

9 944 

14 056 

2 702 

7 112 

6 357 

16 

6 ROOMS 

19 472 

10 733 

8 739 

5 430 

11 590 

2 452 

3 600 

3 178 

16 

7 ROOMS 

8 616 

5 452 

3 166 

2 254 

5 277 

1 087 

1 326 

1 122 

4 

a ROOMS OR MORE 

5 030 

3 170 

1 860 

i 461 

3 039 

530 

1 164 

982 

. • • 

MEDIAN 

5.4 

5.7 

5,1 

5.2 

5.5 

5,4 

5.0 

5.0 

... 

RENTER OCCUPIED 

22 266 

5 384 

16 882 

13 798 

5 934 

2 534 

10 942 

10 073 

8 

1 ROOM .... 

768 

129 

639 

592 

128 

48 

900 

869 

* . . 

2 ROOMS 

2 216 

239 

1 977 

1 822 

314 

80 

1 693 

1 651 

• . • 

3 ROOMS. 

5 113 

776 

4 337 

3 757 

861 

495 

2 649 

2 527 

. * * 

4 ROOMS 

6 379 

1 546 

4 833 

3 776 

1 853 

750 

2 654 

2 404 

8 

5 ROOMS 

4 762 

1 463 

3 299 

2 526 

i 691 

545 

1 926 

1 714 

( t • 

6 ROOMS 

2 007 

814 

1 193 

898 

738 

371 

792 

661 

• • • 

7 ROOMS. 

614 

206 

400 

288 

206 

120 

209 

161 

* • • 

6 ROOMS OR MORE . * . 

407 

211 

196 

139 

143 

125 

119 

86 

. . • 

MEDIAN 

4.0 

4.5 

3.8 

3.7 

4,4 

4,4 

3.6 

3.5 

... 

VACANT available FOR SALE 

1 413 

960 

453 

260 

823 

330 

245 

215 

, . . 

1 TO 3 ROOMS 

53 

9 

44 

26 

11 

16 

19 

17 

. . • 

4 ROOMS 

125 

57 

68 

44 

58 

23 

39 

38 

... 

5 ROOMS 

468 

285 

183 

97 

304 

67 

135 

108 

* • . 

6 ROOMS . 

471 

354 

117 

62 

263 

146 

36 

36 

... 

7 ROOMS OR MORE . . 

296 

255 

41 

31 

187 

78 

16 

16 

... 

MEDIAN 

5.6 

5.9 

5.1 

5,1 

5,6 

5.9 

5.0 

5.0 

... 

VACANT AVAILABLE FOR RENT. ...... 

2 391 

1 266 

1 125 

889 

625 

877 

732 

706 

• . . 

1 ROOM 

121 

34 

87 

73 

31 

17 

180 

180 

* • • 

2 ROOMS. ... * 

404 

166 

238 

218 

42 

144 

160 

157 

* . • 

3 ROOMS . 

519 

222 

297 

255 

151 

113 

182 

179 

ft. 

4 ROOMS 

649 

367 

282 

190 

207 

252 

119 

112 

. . . 

5 ROOMS OR MORE 

698 

477 

221 

153 

194 

351 

91 

78 

... 

MEDIAN 

3.7 

4,1 

3.3 

3.1 

3,9 

4.2 

2.6 

2.6 

« • • 

BEDROOMS 










ALL UNITS 

101 659 

43 247 

58 412 

40 464 

47 849 

13 346 

31 762 

28 072 

97 

NONE . 

2 764 

606 

2 158 

1 774 

463 

527 

1 809 

1 812 

• • « 


14 139 

2 353 

11 786 

9 591 

2 944 

1 604 

7 953 

7 230 

26 


39 271 

13 537 

25 734 

18 370 

16 164 

4 737 

13 075 

11 290 

55 


36 890 

21 808 

15 082 

8 490 

23 251 

5 149 

7 335 

6 486 

14 

4 OR MORE 

8 595 

4 943 

3 652 

2 239 

5 027 

1 329 

1 510 

1 254 

... 

OWNER occupied ............ 

74 049 

34 990 

39 059 

25 064 

39 940 

9 045 

19 056 

16 619 

84 

0 and 1 

5 296 

985 

4 311 

3 044 

1 400 

852 

2 704 

2 365 

28 


29 491 

10 589 

18 902 

13 164 

13 098 

3 229 

9 273 

8 001 

42 


32 117 

19 147 

12 970 

7 110 

20 935 

4 072 

5 BOO 

5 181 

14 

4 OR MORE 

7 145 

4 269 

2 876 

1 746 

4 507 

892 

1 279 

1 072 

... 

RENTER occupied 

22 093 

5 280 

16 013 

13 647 

6 010 

2 436 

10 947 

10 073 

13 

NONE 

1 711 

199 

1 512 

1 401 

253 

57 

1 482 

1 459 

• • . 


7 938 

1 016 

6 922 

5 995 

1 391 

552 

4 665 

4 410 

* . • 


8 333 

2 294 

6 039 

4 706 

2 591 

1 036 

3 425 

2 994 

13 

3 OR MORE 

4 111 

1 771 

2 340 

1 545 

1 775 

791 

1 375 

1 210 

... 


RURAL 


3 593 
1 

65 

90 

1 798 

2 353 
1 222 

145 

986 

861 

319 

10 

532 


3 593 
62 
139 
331 
969 
1 037 
567 
266 
222 
4.8 


2 353 
8 

60 

158 

600 

739 

406 

200 

162 

5.0 


861 

31 

42 

122 

242 

212 

131 

48 

33 

4.5 


30 

a 

1 

27 


26 

3 

3 

7 

13 


3 593 
77 
695 

1 730 
835 
256 

2 353 
311 

1 230 
605 
207 

061 

23 

255 

418 

165 


Missouri 


27-23 


Table 13. — Bathrooms, Rooms, and Bedrooms, for SMSA's, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. "U" denotes an unincorporated place. Plus (-f) after 

number indicates median above that number] 


Bathrooms 

Rooms 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


MISSOURI PORTION 


COUNTIES AND INDEPENDENT CITIES PLACES 

P URBAN RURAL 

JEFFERSON ST CHARLES ST LOUIS ST LOUIS ST LOUIS UNIVERSITY BALANCE 
COUNTY COUNTY COUNTY CITY CITY CITY 


1 PLUS PARTIAL 

2 OR MORE. . . 

shared or none 


OWNER OCCUPIED 


MORE THAN 1. . 
SHARED OR NONE 


RENTER OCCUPIED. 


MORE THAN 1. . 

shared or none 


661 139 
479 000 

40 134 

41 662 
100 343 

387 078 
291 667 
71 899 
23 512 

237 816 
167 696 
6 840 
63 280 


508 866 
366 058 
32 727 
35 680 
74 401 

283 ill 
209 929 
60 278 
12 904 

197 1B2 
140 887 
5 516 
50 779 


262 978 
193 119 

a 172 
7 153 
54 534 


ALL UNITS, 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE, 

MEDIAN 


OWNER OCCUPIED . 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. . . 

MEDIAN 

RENTER OCCUPIED, 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS . 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. . , 

MEDIAN 


VACANT AVAILABLE FOR SALE. 
1 TO 3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE. ....... 

MEDIAN 


VACANT AVAILABLE FOR RENT. 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS OR MORE 

MEDIAN 


661 163 
16 789 
55 237 
114 744 
164 667 
182 818 
88 196 
35 442 

23 270 

4.5 

387 058 
723 
3 445 

24 909 
92 654 

141 772 
72 862 
30 422 
20 25J 
5.0 

237 828 
13 740 
27 414 
80 049 
63 885 
34 301 
12 319 
3 967 
2 153 

3.5 


508 889 
14 305 
28 746 
94 295 
116 533 
136 537 
68 902 
28 401 
19 170 
4.5 

283 119 
409 
2 055 
17 579 
58 932 
105 767 
56 905 
24 601 
16 871 
5.1 

197 174 
12 004 
23 122 
68 707 
51 496 
27 711 
9 588 
2 953 
1 593 
3.4 


262 977 
12 440 
22 704 
75 733 
64 526 
51 864 
20 530 
8 045 
7 135 
3.8 


573 

7 629 

18 946 

396 

3 275 

5 596 

118 

1 115 

1 629 

120 

588 

830 

3.9 

4.0 

3.3 

219 

3 021 

1 083 

15 

71 

231 

34 

296 

251 

138 

1 310 

301 

23 

868 

136 

9 

476 

164 

4.9 

5.4 

4.7 

296 

2 142 

8 838 

15 

83 

1 035 


262 977 

16 917 

187 793 

12 440 

37 

1 060 

22 704 

214 

3 660 

75 733 

975 

12 889 

64 526 

3 216 

37 853 

51 864 

5 063 

70 181 

20 530 

3 982 

37 333 

B 045 

1 842 

15 801 

7 135 

1 588 

9 021 

3.B 

5.3 

5.0 

94 880 

10 B09 

149 661 

160 

. . . 

91 

833 

4 

667 

11 700 

101 

3 915 

24 162 

1 255 

26 322 

31 395 

3 470 

61 739 

14 399 

3 010 

33 926 

6 221 

1 515 

14 624 

6 010 

1 454 

8 377 

4,8 

5,7 

5.2 

153 771 

5 633 

31 096 

10 932 

37 

837 

19 738 

210 

2 589 

58 526 

809 

B 080 

37 566 

1 B42 

9 941 

IB 946 

1 489 

6 168 

5 596 

B76 

a 297 

1 629 

284 

771 


OWNER occupied 
Q AND 1 


RENTER OCCUPIED. 

NONE 

1 

2 

3 OR MORE 


659 457 
25 409 
176 235 
259 961 
157 815 
40 037 

386 448 
50 736 
173 346 
129 303 
33 063 

238 315 
21 110 
111 665 
77 091 
28 441 


507 552 
21 833 

144 781 

189 764 

119 390 
31 784 

282 558 
37 252 

120 495 
98 253 
26 55B 

197 657 
18 557 
95 841 
62 225 
21 034 


262 664 
18 171 
111 809 
89 196 
31 534 
11 954 


153 504 
16 310 
79 810 
43 578 
13 806 


262 664 
18 171 
111 809 
89 196 
31 534 
11 954 


153 504 
16 310 
79 810 
43 578 
13 806 
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Table 13- — Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. *‘U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 
ST LOUIS— CON. I 


SPRINGFIELD 


SUBJECT 


BATHROOMS 


ALL UNITS. , 

1 

1 PLUS PARTIAL . . 

2 OR MORE 

SHARED OR NONE , , 

OWNER OCCUPIED 

i 

MORE THAN 1. . . . 
SHARED OR NONE . . 

RENTER OCCUPIED 

1 

MORE than U . . . 
SHARED OR NONE . . 


ROOMS 


ALL UNITS 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS. . . 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN 

OWNER OCCUPIED 

1 ROOM ... 

2 ROOMS 

3 ROOMS* ... 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. ...... 

MEDIAN 

RENTER OCCUPIED 

1 ROOM 

2 ROOMS. . . 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN 

VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE 

MEDIAN 

VACANT AVAILABLE FOR RENT 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS OR MORE 

MEDIAN 


BEDROOMS 


ALL UNITS, . 

NONE 

1 

2 . 

3 

4 OR MORE. .... 

OWNER OCCUPIED 

0 AND I. .... • 



3 

4 OR MORE 

renter OCCUPIED 
NONE . 

1 

2 . . . , 

3 OR MORE. . . , , , 






ILLINOIS 

PORTION 




□ 

THE 

AREA 

GREENE 

county 

SPRING- 

FIELD 

URBAN 

BALANCE 

RURAL 

TOTAL 

COUNTIES 

EAST 

ST LOUIS 

urban 

BALANCE 

RURAL 

MADISON 

ST CLAIR 

152 

273 

70 

584 

81 

689 

25 

919 

93 

422 

32 

932 

44 059 

33 

987 

365 

9 

707 

112 

942 

53 

514 

59 

428 

17 

260 

72 

608 

23 

074 

30 936 

25 

177 

139 

5 

622 

7 

407 

3 

668 

3 

539 


503 

5 

036 

1 

866 

2 719 

2 

156 

22 


541 

5 

982 

2 

980 

3 

002 


543 

4 

003 

1 

436 

2 765 

2 

175 

15 


575 

25 

942 

10 

222 

15 

720 

7 

613 

11 

775 

6 

554 

7 637 

4 

479 

189 

2 

969 

103 

967 

49 

884 

54 

083 

13 

620 

66 

406 

23 

941 

28 210 

20 

937 

254 

7 

019 

81 

738 

39 

343 

42 

395 

10 

571 

53 

706 

17 

461 

20 077 

15 

627 

110 

4 

340 

11 

621 

6 

025 

5 

596 


859 

8 

040 

2 

722 

4 649 

3 

679 

37 


933 

10 

608 

4 

516 

6 

092 

2 

190 

4 

660 

3 

758 

3 484 

1 

631 

107 

1 

746 

40 

634 

17 

187 

23 

447 

11 

338 

22 

551 

6 

745 

12 996 

11 

085 

86 

1 

825 

26 

809 

12 

266 

14 

543 

6 

236 

16 

129 

4 

444 

9 304 

8 

317 

26 


961 

1 

324 


601 


723 


173 


692 


459 

475 


411 

* . * 


64 

12 

501 

4 

320 

8 

181 

4 

929 

5 

750 

1 

042 

3 217 

2 

357 

60 


800 

152 

274 

70 

585 

01 

689 

25 

919 

93 

423 

32 

932 

44 062 

33 

990 

365 

9 

707 

2 

484 

1 

114 

1 

370 


750 

1 

342 


392 

1 183 

1 

077 

11 


95 

6 

491 

2 

740 

3 

751 

1 

699 

3 

998 


794 

2 292 

1 

905 

32 


355 

20 

449 

a 

743 

11 

706 

5 

513 

12 

009 

2 

927 

5 476 

4 

489 

29 


958 

48 

134 

23 

126 

25 

008 

7 

556 

30 

055 

10 

523 

11 064 

9 

111 

138 

2 

615 

44 

281 

20 

125 

24 

156 

6 

279 

28 

675 

9 

327 

12 111 

9 

257 

91 

2 

763 

19 

294 

9 

407 

9 

887 

2 

493 

11 

304 

5 

497 

6 742 

5 

015 

56 

1 

671 

7 

041 

3 

394 

3 

647 

1 

045 

3 

867 

2 

129 

2 718 

1 

921 

8 


789 

4 

lOO 

1 

936 

2 

164 


584 

2 

173 

1 

343 

1 676 

1 

215 

* * * 


461 


4.5 


4,5 


4,5 


4.2 


4,5 


4.7 

4.6 


4.5 

4,3 


4.8 

103 

939 

49 

354 

54 

085 

13 

636 

66 

372 

23 

931 

28 214 

20 

937 

258 

7 

019 


314 


137 


177 


34 


107 


93 

50 


27 

11 


12 

1 

390 


548 


842 


192 


836 


362 

455 


250 

19 


170 

7 

330 

3 

148 

4 

182 

1 

382 

4 

221 

1 

727 

1 792 

1 

233 

7 


552 

33 

722 

16 

896 

16 

826 

4 

141 

22 

183 

7 

398 

7 541 

5 

626 

90 

1 

825 

36 

005 

16 

716 

19 

289 

4 

644 

23 

960 

7 

401 

9 050 

6 

859 

88 

2 

103 

15 

977 

7 

999 

7 

978 

1 

872 

9 

767 

4 

338 

5 608 

4 

243 

35 

1 

330 

5 

821 

2 

024 

2 

997 


867 

3 

332 

1 

622 

2 343 

1 

649 

8 


666 

3 

380 

1 

586 

1 

794 


504 

I 

866 


990 

1 375 

i 

042 

• . * 


333 


4.8 


4.8 


4.8 


4.7 


4,7 


4.8 

5.0 


5,0 

4,5 


4.9 

40 

654 

17 

209 

23 

445 

11 

322 

22 

577 

6 

755 

12 992 

11 

085 

62 

1 

825 

1 

736 


707 

1 

029 


695 


908 


133 

924 


874 

* * * 


50 

4 

292 

1 

780 

2 

512 

1 

372 

2 

667 


253 

1 516 

1 

410 

13 


93 

11 

342 

4 

747 

6 

595 

3 

828 

6 

603 


911 

3 260 

2 

961 

16 


283 

12 

389 

5 

319 

7 

070 

3 

150 

6 

802 

2 

437 

3 647 

2 

999 

37 


611 

6 

590 

2 

768 

5 

822 

1 

513 

3 

730 

1 

347 

2 391 

1 

966 

* * . 


425 

2 

731 

1 

150 

1 

581 


569 

1 

234 


928 

782 


555 

16 


211 

1 

014 


473 


541 


141 


431 


442 

269 


197 

* • • 


72 


560 


265 


295 


54 


202 


304 

203 


123 

• * • 


80 


3.7 


3.8 


3.7 


3.4 


3,7 


4.4 

3,7 


3.6 

... 


4.3 

1 

516 


683 


833 


105 


982 


429 

721 


544 

9 


168 


156 


69 


87 


13 


104 


39 

43 


29 

1 


13 


373 


207 


166 


26 


246 


lOi 

151 


117 

4 


30 


680 


272 


408 


30 


451 


199 

275 


204 

3 


68 


196 


88 


108 


17 


115 


64 

181 


136 

1 


44 


111 


47 


64 


19 


66 


26 

71 


58 

. . * 


13 


4.8 


4,7 


4.9 


5.0 


4.8 


4.9 

5.1 


5.1 

... 


5.1 

2 

570 

1 

095 

1 

475 


487 

1 

564 


519 

1 028 


847 

10 


171 


167 


107 


60 


22 


105 


40 

134 


133 

... 


1 


367 


160 


207 


84 


256 


27 

190 


178 

• * * 


12 


814 


393 


421 


165 


561 


66 

259 


224 

3 


32 


772 


276 


496 


123 


406 


243 

258 


162 

4 


72 


450 


159 


291 


93 


236 


121 

187 


130 

3 


54 


3.4 


3.2 


3.6 


3.3 


3.5 


3,9 

3.2 


3,0 

... 


4.1 

151 

905 

70 

472 

81 

433 

25 

826 

93 

251 

32 

628 

43 961 

33 

956 

362 

9 

643 

3 

576 

1 

702 

1 

874 

1 

013 

2 

111 


452 

2 088 

1 

949 

15 


124 

31 

454 

13 

065 

18 

389 

7 

656 

19 

215 

4 

583 

8 557 

7 

021 

61 

1 

475 

70 

197 

34 

090 

36 

107 

11 

339 

43 

168 

15 

690 

19 527 

14 

479 

214 

4 

834 

38 

425 

17 

930 

20 

495 

4 

272 

24 

575 

9 

778 

11 399 

8 

721 

72 

2 

606 

8 

253 

3 

685 

4 

568 

1 

546 

4 

382 

2 

325 

2 390 

1 

786 

... 


604 

103 

890 

49 

952 

53 

938 

13 

739 

66 

483 

23 

668 

28 411 

21 

117 

279 

7 

015 

13 

484 

5 

402 

a 

082 

2 

608 

8 

175 

2 

701 

3 238 

2 

382 

60 


796 

52 

851 

26 

770 

26 

081 

6 

961 

34 

057 

11 

833 

13 776 

9 

972 

147 

3 

657 

31 

050 

14 

884 

16 

166 

2 

951 

20 

541 

7 

558 

9 466 

7 

286 

72 

2 

110 

6 

505 

2 

896 

3 

609 

1 

219 

3 

710 

1 

576 

1 929 

1 

477 

... 


452 

40 

658 

17 

066 

23 

592 

11 

219 

22 

434 

7 

005 

12 795 

10 

905 

61 

1 

829 

2 

561 

1 

245 

1 

316 


936 

1 

543 


82 

1 676 

1 

619 

. • . 


57 

15 

824 

6 

662 

9 

162 

4 

630 

9 

674 

1 

520 

4 517 

4 

035 

16 


466 

14 

866 

6 

087 

8 

779 

4 

125 

7 

685 

3 

056 

4 922 

3 

987 

45 


890 

7 

407 

3 

072 

4 

335 

1 

528 

3 

532 

2 

347 

1 680 


264 

... 


416 


Missouri 


27-25 


Table 13. — Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 Bathrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. Rooms 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Bedrooms 


SUBJECT 


bathrooms 


ALL UNITS, , , 

1 

1 PLUS PARTIAL . . , 

2 OR MORE 

SHARED OR NONE . , , 

OWNER OCCUPIED 

1 . 

MORE THAN 1. . , . 
SHARED OR NONE , , , 

RENTER OCCUPIED. 

1 

MORE THAN 1. . . , , 
SHARED OR NONE . , , 


ROOMS 


ALL UNITS 

1 ROOM 

2 ROOMS. .... 

3 ROOMS 

4 ROOMS . 

5 ROOMS 

6 ROOMS. .... 

7 ROOMS 

a ROOMS OR MORE 

MEDIAN 

OWNER OCCUPIED 

1 ROOM 

2 ROOMS 

3 ROOMS. . . 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE, ...... 

MEDIAN 

RENTER OCCUPIED. .... 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN 

VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS , 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE 

MEDIAN 

VACANT AVAILABLE FOR RENT 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS. . 

5 ROOMS OR MORE 

MEDIAN ...... 


BEDROOMS 


all UNITS. , 

NONE 

1 , 

2 

3 

4 OR MORE 

OWNER OCCUPIED 

0 AND 1 

2 

3 

4 OR MORE 

RENTER OCCUPIED 
NONE 

1 

2 

3 OR MORE 


URBANIZED AREAS 


KANSAS CITY | 

ST JOSEPH 

ST LOUIS 

SPRINGFIELD 

TOTAL 

MISSOURI 

PORTION 

TOTAL 

MISSOURI 

PORTION 

TOTAL 

MISSOURI 

PORTION 

316 436 

232 275 

28 582 

20 171 

538 635 

451 791 

34 352 

230 922 

172 421 

21 437 

21 239 

394 332 

329 459 

25 316 

25 531 

17 214 

1 544 

1 544 

31 933 

20 785 

2 178 

29 751 

18 332 

1 244 

1 239 

35 141 

32 256 

2 190 

30 232 

24 308 

4 357 

4 149 

77 229 

61 291 

4 660 

192 043 

129 788 

16 980 

16 711 

301 730 

244 259 

21 191 

137 408 

94 909 

13 424 

13 274 

229 066 

182 555 

15 737 

49 963 

31 828 

2 401 

2 396 

59 298 

53 965 

3 716 

4 672 

3 051 

1 155 

1 041 

13 374 

7 739 

1 738 

105 606 

87 336 

10 192 

10 078 

212 009 

186 690 

11 171 

81 806 

67 887 

7 190 

7 148 

150 574 

134 501 

a 343 

3 538 

2 672 

290 

290 

5 562 

5 079 

411 

20 262 

16 777 

2 712 

2 640 

55 873 

47 018 

2 417 

316 477 

232 297 

28 582 

20 171 

538 655 

451 810 

34 355 

12 198 

11 298 

1 154 

1 130 

14 964 

13 345 

1 088 

22 831 

20 133 

2 107 

a 094 

30 322 

25 907 

1 937 

36 031 

29 670 

3 031 

3 802 

101 523 

87 907 

4 518 

54 578 

39 662 

6 540 

6 406 

128 096 

101 572 

9 249 

90 190 

62 221 

8 419 

8 337 

146 735 

121 295 

9 348 

58 717 

40 246 

4 033 

3 977 

60 946 

59 400 

5 071 

25 390 

17 365 

1 340 

1 325 

2B 201 

24 929 

1 929 

16 542 

11 702 

i 100 

1 100 

19 068 

17 375 

1 215 

4.9 

4.7 

4.6 

4.6 

4.5 

4.5 

4.5 

192 003 

129 709 

16 977 

16 708 

301 750 

244 297 

21 195 

255 

180 

56 

40 

417 

235 

38 

1 100 

885 

184 

177 

2 228 

1 400 

277 

5 308 

3 857 

1 118 

1 076 

19 696 

15 220 

1 240 

27 200 

le 160 

3 826 

3 740 

60 194 

49 254 

5 716 

69 117 

46 086 

6 438 

6 373 

112 396 

91 681 

6 947 

50 835 

34 387 

3 232 

3 194 

57 333 

49 330 

4 278 

22 801 

15 463 

1 141 

1 126 

24 507 

21 673 

1 657 

IS 147 

10 771 

982 

902 

16 987 

15 504 

i 042 

5.4 

5.4 

5.0 

5.0 

5.0 

5.1 

5.0 

105 650 

87 339 

10 195 

10 001 

211 981 

186 560 

a 167 

8 744 

a 062 

877 

869 

12 929 

11 671 

874 

18 603 

16 589 

1 657 

1 651 

25 181 

22 075 

1 422 

27 269 

23 034 

2 564 

2 527 

74 440 

66 394 

2 977 

24 397 

19 262 

2 452 

2 412 

55 426 

48 014 

3 036 

17 638 

13 663 

1 723 

1 714 

29 904 

25 980 

1 966 

6 121 

4 575 

675 

661 

9 689 

8 480 

571 

1 923 

1 465 

161 

161 

2 965 

2 625 

197 

955 

689 

86 

86 

1 447 

1 313 

123 

3.4 

3.3 

3.5 

3.5 

3.4 

3.4 

3.6 

3 414 

2 421 

220 

215 

4 335 

3 546 

553 

162 

127 

17 

17 

372 

279 

30 

327 

233 

40 

38 

673 

495 

121 

1 396 

1 050 

109 

108 

1 725 

1 368 

207 

1 039 

736 

38 

36 

937 

832 

137 

490 

275 

16 

16 

620 

572 

58 

5.4 

5.3 

5.0 

5.0 

5,2 

5.2 

5.1 

10 407 

9 155 

715 

706 

12 223 

10 775 

857 

2 655 

2 569 

180 

100 

1 154 

1 093 

133 

2 306 

2 154 

157 

157 

1 603 

1 430 

178 

2 420 

2 061 

179 

179 

4 500 

3 993 

227 

1 614 

1 272 

119 

112 

2 852 

2 476 

186 

1 410 

1 099 

80 

78 

2 034 

1 783 

133 

2.6 

2.4 

2.6 

2.6 

3.2 

3.2 

3.0 

315 531 

231 607 

28 580 

28 169 

537 145 

450 565 

34 318 

22 263 

20 192 

1 812 

1 012 

22 505 

20 233 

1 964 

64 858 

53 276 

7 373 

7 258 

155 796 

134 568 

7 082 

108 902 

76 340 

11 549 

11 345 

206 229 

167 256 

14 693 

95 577 

65 112 

6 569 

6 500 

120 775 

100 514 

8 793 

23 851 

16 767 

1 277 

1 254 

31 840 

27 994 

1 786 

192 764 

130 439 

16 958 

16 703 

301 412 

243 773 

21 396 

14 415 

10 222 

2 462 

2 393 

42 106 

33 324 

2 442 

74 010 

48 973 

8 183 

a 043 

133 680 

104 658 

10 119 

83 606 

56 674 

5 241 

5 195 

99 083 

82 521 

7 358 

20 653 

14 570 

1 072 

1 072 

26 543 

23 270 

1 477 

104 905 

86 705 

10 214 

10 006 

212 250 

187 039 

10 966 

17 408 

15 045 

1 459 

1 459 

19 790 

10 005 

1 619 

44 870 

38 117 

4 456 

4 4lO 

103 295 

92 272 

4 051 

31 606 

24 905 

3 043 

3 007 

66 467 

57 649 

' 4 032 

11 021 

7 838 

1 256 

1 210 

22 690 

19 113 

1 264 



Table 14. — Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 


1960 


[Based on sample; see text. “U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Hearing Equipment 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS 


KANSAS CITY 


SUBJECT 


MISSOURI PORTION 



THE 

AREA 

TOTAL 

II COUNTIES 

PLACES 

URBAN 

BALANCE 

RURAL 

CLAY 

JACKSON ' 

INDE- 

PENDENCE 

KANSAS 

CITY 

UNITS IN STRUCTURE 









ALL UNITS 

354 971 

252 985 

27 281 

225 704 

20 707 

170 501 

38 292 

15 405 

It detached 

246 075 

158 846 

22 902 

135 944 

16 599 

94 664 

33 346 

14 237 

It attached 

12 656 

10 174 

630 

9 544 

661 

8 273 

783 

457 


19 870 

15 423 

1 101 

14 322' 

1 400 

12 586 

1 198 

239 

3 AND 

19 827 

16 223 

1 037 

15 186 

997 

13 922 

1 248 

56 

5 OR MORE 

53 568 

50 166 

1 041 

49 125 

873 

48 142 

1 132 

19 

trailer* 









ON PERMANENT FOUNDATION 

176 

123 

12 

111 

4 

40 

27 

52 

MOBILE * . 

2 799 

2 030 

558 

1 472: 

173 

954 

550 

345 

OWNER OCCUPIED 

216 871 

142 960 

19 579 

123 38 li 

14 595 

89 303 

28 989 

9 993 

li DETACHED 

199 146 

120 414 

18 448 

109 966 

13 626 

77 714 

27 754 

9 320 

It attached 

3 826 

3 148 

87 

3 061 

210 

2 576 

135 

227 


6 026 

4 834 

319 

4 515 

394 

4 004 

346 

90 

3 AND 4 . . . 

3 057 

2 604 

128 

2 476 

147 

2 288 

148 

21 

5 OR MORE. 

2 105 

2 009 

85 

1 924 

57 

1 852 

100 

t ■ « 

TRAILER 

2 711 

1 951 

512 

1 439 

161 

949 

506 

335 

RENTER OCCUPIED 

114 602 

92 371 

6 lie 

86 253 

5 204 

76 608 

7 140' 

3 411 

It DETACHED 

35 603 

23 112 

3 311 

19 801 

2 323 

13 726 

3 996, 

3 067 

It ATTACHED . 

7 861 

6 155 

521 

5 634 

421 

5 018 

595 1 

121 


12 276 

9 455 

656 

a 799 

936 

7 690 

711 

110 

3 AND 4 

14 620 

12 196 

624 

11 372 

780 

10 425 

967 1 

24 

5 TO 9 

16 655 

14 582 

450 

14 132 

47S 

13 610 

475 1 

19 

10 TO 

8 831 

8 345 

94 

8 251 

192 

8 044 

109 

t • . 

20 TO 49 

8 523 

0 355 

150 

8 205 

58 

8 135 

162; 

« • • 

SO OR MORE 

9 969 

9 969 

54 

9 915 

i . • 

9 915 

54' 

« • • 

TRAILER 

264 

202 

58 

144 

16 

45 

79 

62 

VACANT AVAILABLE FOR RENT 

12 406 

9 938 

476 

9 462 

302 

0 627 

695 

314 


3 085 

2 087 

145 

1 942 

134 

1 377 

289 

287 

2 TO 4 

2 889 

1 915 

147 

1 768 

112 

1 574 

202 

27 

5 TO 9 

1 833 

1 499 

62 

1 437 

30 

1 401 

68 

. t . 

10 OR MORE , 

4 599 

4 437 

122 

4 315 

26 

4 275 

136 

* 1 * 

YEAR structure BUILT 









ALL UNITS . . . . 

355 012 

253 007 

27 281 

225 726 

20 707 

178 597 

38 290 

15 405 

1959 TO MARCH i960 * . . . . 

15 683 

10 350 

2 289 

8 061 

1 258 

3 664 

4 175 

1 253 

1955 TO 1958 , 

41 233 

28 207 

5 847 

22 360 

3 284 

11 361 

10 933 

2 629 

1950 TO 1954 ♦ . . . 

51 857 

29 827 

5 707 

24 120 

3 580 

15 519 

8 418 

2 310 

1940 TO 1949 

38 429 

23 388 

4 123 

19 265 

3 456 

13 599 

4 028 

2 305 

1930 TO 1939 

36 324 

27 032 

2 148 

24 884 

2 316 

20 536 

2 576 

1 604 

1929 OR EARLIER 

171 486 

134 203 

7 167 

127 036 

1 

6 813 

113 918 

B 168 

5 304 

OWNER OCCUPIED 

216 842 

142 966 

19 580 

123 386 

14 609 

89 35B 

28 998 

10 001 

1955 TO MARCH 1960 

45 985 

30 661 

7 054 

23 627 

3 749 

11 076 

12 928 

a 928 

1950 TO 1954 

39 142 

21 006 

4 235 

16 771 

2 835 

9 865 

6 678 

1 628 

1940 TO 1949 

26 187 

15 389 

2 966 

12 423 

2 483 

a 680 

2 814 

1 412 

1939 OR EARLIER. 

105 528 

75 890 

5 325 

70 565 

5 542 

59 737 

6 570 

4 033 

ALL HOUSING UNITS. .... 

355 016 

253 004 

27 290 

225 714 

20 707 

178 578 

38 306 

15 413 

basement 









BASEMENT .... 

280 539 

207 294 

17 089 

190 205 

17 142 

157 563 

25 644 

6 945 

CONCRETE SLAB 

24 470 

15 266 

3 164 

12 102 

1 176 

7 595 

4 624 

1 871 

OTHER 

49 962 

30 425 

7 028 

23 397, 

2 389 

13 423 

8 024 

6 589 

HEATING EQUIPMENT 









STEAM OR HOT WATER 

57 704 

53 793 

1 467 

52 306 

745 

50 840 

1 708 

500 

WARM AIR FURNACE 

225 062 

154 475 

18 325 

136 150 

15 663 

102 366 

29 570 

6 856 

FLOOR 1 WALL! OR PIPELESS FURNACE 

26 690 

15 769 

2 562 

13 207 

2 024 

8 895 

3 164 

1 686 

BUILT-IN ELECTRIC UNITS 

400 

279 

66 

213 

20 

121 

46 

92 

OTHER MEANS WITH FLUE 

36 199 

22 336 

4 558 

17 778 

2 055 

11 002 

3 484 

5 795 

OTHER MEANS WITHOUT FLUE 

8 119 

5 724 

220 

5 504 

169 

5 012 

292 

251 

NONE 

838 

631 

63 

568 

11 

361 

34 

225 


Missouri 


27-27 


Table IT — Structural CiiARACTiiRiSTics and Heating Equipment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960— Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


SUBJECT 

KANSAS CITY— CON. 

ST JOSEPH 


Kansas portion 

THE 

AREA 

BUCHANAN 

COUNTY 

ST 

JOSEPH 

URBAN 

BALANCE 

RURAL 


total 

COUNTIES 1 

KANSAS 

CITY 

URBAN 

BALANCE 

RURAL 

JOHNSON 

WYAN- 

DOTTE 

UNITS IN STRUCTURE 











ALL UNITS 

101 986 

43 415 

58 571 

40 583 

48 047 

13 356 

31 764 

26 072 

99 

3 593 

if DETACHED 

87 229 

40 800 

46 429 

29 155 

46 110 

11 964 

22 211 

18 628 

95 

3 488 

If ATTACHED 

2 482 

362 

2 120 

1 928 

438 

116 

1 491 

1 451 

. • • 

40 


4 447 

655 

3 792 

3 644 

534 

269 

2 450 

2 445 

• • • 

5 

3 AND 

3 604 

751 

2 853 

2 805 

332 

467 

a 201 

2 195 

« • . 

6 

5 OR MORE. 

3 402 

531 

2 871 

2 836 

288 

273 

2 968 

2 968 

• • I 

« • ■ 

TRAILER* 











ON PERMANENT FOUNDATION 

53 

36 

17 

* * • 

24 

29 

47 

39 

4 

4 

mobile 

769 

280 

489 

215 

321 

233 

396 

346 

. • t 

50 

OWNER OCCUPIED 

73 911 

34 905 

39 006 

24 912 

40 050 

8 941 

19 064 

16 619 

92 

2 353 

if detached 

70 732 

34 362 

36 370 

22 654 

39 463 

8 615 

17 146 

14 784 

88 

2 274 

if attached . . . 

678 

77 

601 

570 

87 

21 

508 

483 

■ • • 

25 


1 192 

103 

1 089 

1 031 

127 

34 

688 

688 

* . • 

. • • 

3 AND 

453 

42 

411 

387 

49 

17 

202 

202 

* . • 

• ■ . 

5 OR MORE 

96 

25 

71 

66 

20 

iO 

131 

131 

• . ■ 

... 

TRAILER 

760 

296 

464 

204 

312 

244 

389 

331 

4 

54 

RENTER occupied 

22 231 

5 365 

16 866 

13 799 

5 892 

2 540 

10 939 

10 073 

5 

861 

if detached 

12 491 

4 218 

0 273 

5 520 

4 827 

2 144 

4 115 

3 275 

5 

835 

if attached 

1 706 

263 

1 443 

1 290 

329 

87 

913 

898 


15 


2 821 

415 

2 406 

2 330 

350 

141 

1 566 

1 561 

« • • 

5 

3 AND 

2 424 

223 

2 201 

2 177 

222 

25 

1 796 

1 790 

» » » 

6 

5 TO 

2 073 

182 

1 891 

1 065 

87 

121 

1 374 

1 374 

• ■ • 


iO TO 19 

486 

44 

442 

438 

44 

4 

523 

523 


• • t 

20 TO 49 

168 

. • * 

168 

168 

• t « 

• t ■ 

313 

313 


i « « 

50 OR MORE 


. • • 

* • . 

• t • 

• • • 

• « • 

285 

285 


t t • 

TRAILER 

62 

20 

42 

11 

33 

18 

54 

54 



VACANT AVAILABLE FOR RENT 

2 468 

1 242 

1 226 

928 

661 

879 

706 

679 

2 

25 


998 

357 

641 

346 

422 

230 

136 

109 

2 

25 

2 TO 4 

974 

614 

360 

357 

106 

511 

201 

281 

• t • 

... 

5 TO 9 

334 

182 

152 

152 

44 

138 

90 

90 

• . • 

... 

LO OR MORE 

162 

89 

73 

73 

89 

. • • 

191 

191 

... 


YEAR STRUCTURE BUILT 











ALL UNITS 

102 005 

43 428 

58 577 

40 589 

48 060 

13 356 

31 764 

28 072 

99 

3 593 

1959 TO MARCH 1960 

5 333 

4 052 

1 281 

342 

3 242, 

1 749 

569 

473 

• * * 

96 

1955 TO 1958 

13 026 

a 513 

4 513 

1 169 

9 5661 

2 291 

1 905 

1 754 

8 

143 

1950 TO 1954 

22 030 

13 390 

8 640 

3 017 

16 940 

2 073 

1 556 

1 386 

4 

166 

1940 TO 1949 

15 041 

a 595 

6 446 

3 446 

9 341 

2 254 

1 366 

1 056 

21 

289 

1930 TO 1939 

9 292 

3 284 

6 008 

4 157 

3 811 

1 324 

2 450 

2 045 

* • • 

405 

1929 OR earlier 

37 283 

5 594 

31 689 

28 45B 

5 160 

3 665 

23 918 

21 358 

66 

2 494 

OWNER OCCUPIED 

73 876 

34 886 

38 990 

24 913 

40 016 

8 947 

19 061 

16 619 

89 

2 353 

1955 TO MARCH i960 

15 304 

10 534 

4 770 

1 109 

10 878 

3 317 

1 920 

I 737 

B 

183 

1950 TO 1954 . 

18 136 

11 62B 

6 508 

i 961 

14 767 

1 400 

1 319 

i 182 

4 

133 

1940 TO 1949 . . 

10 798 

6 558 

4 240 

1 924 

7 BOl 

1 073 

1 112 

849 

21 

242 

1939 OR EARLIER 

29 638 

6 166 

23 472 

19 919 

6 570 

3 149 

14 702 

12 851 

56 

1 795 

ALL HOUSING UNITS 


43 429 

58 5B3 

40 591 

48 064 

13 357 

31 764 

28 072 

99 

3 593 

basement 

■■■■■■■I 










BASEMENT 

73 245 

30 292 

42 953 

32 084 

33 325 

7 836 

25 297 

23 690 

42 

1 565 

CONCRETE SLAB 

9 204 

3 830 

5 374 

2 149 

5 124 

1 931 

1 332 

995 

6 

33 1 

OTHER 

19 537 

9 293 

10 244 

6 350 

9 598 

3 589 

5 135 

3 307 

51 

1 697 

heating equipment 











steam or hot water 

3 911 

1 049 

2 B62 

2 552 

1 065 

294 

2 889 

2 807 

4 

78 

WARM AIR FURNACE . • . . 

70 587 

34 835 

35 752 

23 688 

39 489 

7 210 

17 549 

16 407 

26 

1 116 

FLOOR 1 WALLt OR PiPELESS FURNACE 

10 921 

3 379 

7 542 

4 466 

4 636 

1 799 

2 392 

2 110 

12 

270 

built-in ELECTRIC UNITS 

121 

83 

38 

25 

39 

57 

20 

8 

. * . 

12 

OTHER MEANS WITH FLUE 

13 863 

3 698 

10 165 

7 789 

2 410 

3 664 

8 296 

6 218 

57 

2 021 

OTHER MEANS WITHOUT FLUE 

2 395 

308 

2 037 

i 742 

365 

288 

507 

445 

• * . 

62 

nil 

NONE 

207 

76 

131 

107 

56 

44 

111 

77 




Table 14. — Structural Characteristics and Heating Equipment, for SMSA s. Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
I960— Coa 

[Based on sample; see text. “TJ” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipnu-nt 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


ST LOUIS 


SUBJECT 

THE 

AREA 

1 MISSOURI PORTION 


TOTAL 

1 COUNTIES AND 

1 INDEPENDENT CITIES 

1 

PLACES 1 

URBAN 

BALANCE 

RURAL 

JEFFERSON 

COUNTY 

ST CHARLES 
COUNTY 

ST LOUIS 
COUNTY 

ST LOUIS 
CITY 

ST LOUIS 
CITY 

UNIVERSITY 

CITY 

UNITS IN structure 


1 




















1 UNTIS. t , 


, 661 

139 

508 

866 

22 

074 

16 

501 

207 

313 

262 

978 

262 

978 

16 

917 

187 

778 

41 

193 

i» detached. 


! 415 

067 

291 

396 

20 

483 

13 

224 

179 

632 

78 

057 

78 

057 

10 

583 

164 

004 

38 

762 

If ATTACHED 


28 

274 

21 

045 


541 


630 

5 

333 

14 

541 

14 

541 


234 

5 

525 


745 



82 

030 

73 

865 


251 


966 

5 

229 

67 

419 

67 

419 

1 

482 

4 

647 


317 



! 65 

980 

59 

869 


139 


582 

6 

548 

52 

600 

52 

600 

2 

529 

4 

647 


93 

5 OR MORE 


63 

965 

59 

566 


59 


196 

8 

989 

50 

322 

50 

322 

2 

089 

7 

090 


65 

TRAILER* 

ON PERMANENT FOUNDATION 

• • « 


392 


123 


36 


21 


62 


4 


4 


... 


75 


44 

MOBILE 

• • • 

5 

431 

3 

002 


565 


662 

1 

520 


35 


35 


ft ft ft 

1 

790 


177 

owner OCCUPIED 


387 

078 

283 

111 

14 

993 

10 

703 

162 

451 

94 

884 

94 

884 

10 

809 

149 

628 

27 

790 

li DETACHED . . . 


339 

063 

242 

561 

14 

183 

9 

442 

156 

755 

62 

181 

62 

181 

9 

658 

144 

382 

26 

340 

If attached. 


7 

543 

5 

664 


161 


251 

1 

479 

3 

773 

3 

773 


60 

1 

610 


221 



24 

736 

22 

548 


68 


252 

1 

883 

20 

345 

20 

345 


711 

1 

379 


113 

3 AND 4.... 


8 

126 

7 

361 


15 


49 


692 

6 

605 

6 

605 


287 


464 


5 

5 OR MORE 


2 

483 

2 

203 


5 


• • * 


241 

1 

957 

1 

957 


93 


143 


10 

TRAILER 

« • • 

5 

127 

2 

774 


561 


789 

1 

401 


23 


23 


ft ft ft 

1 

650 

1 

101 

renter OCCUPIED. 


237 

816 

197 

182 

3 

587 

3 

796 

36 

032 

153 

767 

153 

767 

5 

633 

31 

129 

6 

653 

if DETACHED 


56 

735 

35 

025 

2 

970 

2 

111 

16 

144 

13 

800 

13 

800 


729 

14 

646 

5 

850 

if attached 


18 

941 

13 

945 


294 


349 

3 

323 

9 

979 

9 

979 


169 

3 

382 


415 



52 

224 

47 

047 


137 


610 

3 

055 

43 

245 

43 

245 


728 

2 

916 


158 

3 AND 


53 

041 

48 

379 


101 


443 

5 

274 

42 

561 

42 

561 

2 

095 

3 

649 


74 

5 TO 9 . 


26 

427 

23 

274 


32 


132 

5 

363 

17 

747 

17 

747 

1 

324 

4 

174 


29 

10 to 19 


11 

124 

10 

813 


13 


37 

1 

757 

9 

006 

9 

006 


305 

' 1 

502 


• . . 

20 TO 49 


7 

442 

7 

201 


. . • 


• 


819 

6 

382 

6 

382 


236 


583 


» • * 

50 OR MORE 


11 

186 

11 

147 


. . . 


* . 1 


116 

11 

031 

11 

031 


47 


62 


7 

TRAILER 

« « • 


696 


351 


40 


114 


181 


16 


16 


• • • 


215 


120 

VACANT AVAILABLE FOR RENT, . . . 


14 

390 

11 

724 


260 


297 

1 

993 

9 

174 

9 

174 


276 

1 

629 


445 



3 

654 

2 

312 


216 


147 


977 


972 


972 


35 


916 


389 

2 TO 4 


6 

492 

5 

458 


44 


131 


5341 

4 

749 

4 

749 


163 


500 


46 

5 TO 9 . 


1 

877 

1 

648 


. . . 


19 


32ll 

1 

306 

1 

308 


72 


263 


5 

10 OR MORE 

• • • 

2 

367 

2 

306 


. • . 


. * . 


161 

i 

2 

145 

2 

145 


6 


150 


5 

YEAR STRUCTURE BUILT 






















ALL units 


661 

163 

508 

889 

22 

074 

16 

501 

207 

337' 

262 

977 

262 

977 

16 

917! 

187 

798 

41 

197 

1959 To MARCH 1960 ......... 


24 

784 

19 

046 

1 

6281 

2 

256 

13 

879 

1 

281 

1 

281 


182 

12 

986 

4 

597 

1955 TO 1958 

1 ft • « 

68 

236 

49 

991 

3 

978 1 

3 

289 

38 

3B0| 

4 

344 

4 

344 

1 

352 1 

36 

344 

7 

951 

1950 TO 1954 ..... 

• ft ft 

85 

633 

63 

788 

4 

0361 

2 

393 

44 

962 

12 

397 

12 

397 

3 

523 

40 

466 

7 

402 

1940 TO 1949 

• ft • 

75 

872 

53 

868 

3 

579 

2 

116 

37 

032; 

11 

141 

11 

141 

2 

628 

33 

797 

6 

302 

1930 TO 1939 

ft * * 

73 

254 

55 

720 

2 

696 

1 

059 

26 

209' 

25 

756 

25 

756 

3 

037 

22 

527 

4 

400 

1929 OR EARLIER 


333 

384 

266 

476 

6 

157 

5 

386 

46 

875 

208 

058 

208 

058 

6 

195 

41 

678 

10 

545 

OWNER occupied 


307 

058 

283 

119 

14 

957 

10 

783 

162 

499 

94 

880 

94 

880 

10 

009 

149 

661 

27 

769 

1955 TO MARCH I960 

ft • • 

75 

511 

55 

337 

4 

246 

4 

245 

43 

928 

2 

916 

2 

916 


985 

41 

660 

9 

756 

1950 TO 1954 

• ft t • 

64 

977 

48 

828 

2 

861 

1 

693 

38 

758 

5 

516 

5 

516| 

2 

249 

35 

637 

5 

426 

1940 TO 1949 ............ 


55 

155 

39 

611 

2 

2941 

1 

318 

30 

075 

5 

924 

5 

924 1 

2 

168 

27 

384 

4 

135 

1939 OR EARLIER 

I ft ft • 

191 

415 

139 

343 

5 

554 

3 

527 

49 

736 

80 

524 

80 

524 

5 

407 

44 

960 

^ 

452 

ALL HOUSING UNITS 


661 

249 

508 

967 

22 

i 

074 

16 

501 

207 

408 

262 

984 

262 

984 

16 

917 

187 

868 

41 

198 

basement 






















BASEMENT 


551 

811 

452 

158 

12 

449 

10 

434 

177 

721 

251 

554 

251 

554 

15 

587 

159 

756 

25 

261 

CONCRETE SLAB 

• ft ft ft 

50 

212 

29 

150 

2 

ai2j 

1 

805 

18 

296 

6 

237 

6 

237 

1 

226 

17 

154 

4 

533 

OTHER 

ft ft ft 

59 

116 

27 

558 

6 

813 

4 

262 

11 

296 

5 

187 

5 

187 


104 

to 

868 

11 

399 

HEATING equipment 






















STEAM OR HOT WATER . 


119 

917 

108 

050 


670 


623 

26 

386 

80 

371 

80 

371 

6 

862 

19 

273 

1 

544 

WARM AIR FURNACE 

ft ft ft 

395 

732 

296 

443 

12 

114 

9 

953 

161 

662 

112 

694 

112 

694 

9 

636 

149 

800 

24 

313 

FLOOR* WALLi OR PIPELESS FURNACE . . 


19 

264 

10 

586 

1 

139' 


747 

5 

735 

2 

965 

2 

965 


210 

5 

959 

1 

452 

BUILT-IN ELECTRIC UNITS 

ft ft ft 

1 

590 

1 

306 


176: 


247 


514 


369 


369 


12 


473 


452 

OTHER MEANS WITH FLUE. ....... 


114 

393 

84 

140 

6 

8851 

4 

565 

11 

633 

61 

057 

61 

057 


164 

11 

235 

11 

684 

OTHER MEANS WITHOUT FLUE 


7 

749 

6 

265 


438 


253 


960 

4 

614 

4 

614 


13 


798 


B40 

NONE 

ft ft ft 

Z 

518 

2 

099 


652 


113 


427 


907 


907 


20 


260 


912 


Table 14. Structural Characteristics and Heating Equipment, por SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960 — Con. 

f Based on sample; see text. “U" denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 



STANDARD METROPOLITAN STATISTICAL 

AREAS— CON. 




ST LOUIS— CON. 

1 SPRINGFIELD 

ILLINOIS PORTION 

THE 

SPRING- 

FIELD 

urban 

BALANCE 

RURAL 

TOTAL 

II COUNTIES 


urban 

BALANCE 

RURAL 

AREA 

GREENE 

COUNTY 

MADISON 

ST CLAIR 

ST LOUIS 

UNITS IN structure 













ALL UNITS . 



152 273 

70 584 

81 689 

25 919 

93 422 

32 932 

44 059 

33 987 

365 

9 707 

1? DETACHED. .... 


. . 

123 671 

5S 808 

64 863 

17 966 

76 452 

29 253 

36 473 

26 754 

365 

9 354 



» . 

7 229 

3 435 

3 794 

1 982 

4 816 

431 

1 008 

939 


69 



t • 

8 165 

3 221 

4 944 

2 330 

5 269 

566 

2 113 

a 097 

. • * 

16 



. . 

6 111 

2 436 

3 675 

1 674 

3 198 

1 239 

1 555 

1 551 

. . ■ 

4 

trailer: 


• • 

4 399 

1 626 

2 773 

1 829 

2 098 

472 

2 339 

2 335 

... 

4 

ON PERMANENT FOUNDATION. . , . 



269 

91 

178 

24 

155 

90 

48 

16 


32 

mobile 


' * 

2 429 

967 

i 462 

114 

1 434 

881 

523 

295 

... 

228 

owner OCCUPIED 



103 967 

49 884 

54 083 

13 620 

66 406 

23 941 

20 210 

20 937 

254 

7 019 

If detached. . 


■ , 

96 502 

46 847 

49 655 

12 216 

61 830 

22 456 

26 432 

19 419 

254 

6 759 

If attached 


. . 

1 879 

693 

986 

417 

1 247 

215 

277 

246 


31 



. . 

2 188 

822 

1 366 

594 

1 491 

103 

573 

564 

■ • • 

9 

3 and a . 


« • 

765 

317 

448 

214 

387 

164 

280 

280 

. . ■ 




. • 

280 

77 

203 

57 

95 

12B 

149 

149 

• • • 

1 • 



* • 

2 353 

920 

1 425 

122 

1 356 

875 

499 

279 

... 

220 

renter occupied 



40 634 

17 187 

23 447 

11 338 

22 551 

6 745 

12 996 

11 085 

86 

1 B25 

If DETACHED. . . 


• ( 

21 710 

9 436 

12 274 

5 161 

11 749 

4 800 

7 819 

5 990 

86 

1 743 

If ATTACHED 


. « 

4 996 

2 398 

2 598 

1 490 

3 300 

198 

666 

654 


34 



. . 

5 177 

2 068 

3 109 

1 597 

3 171 

409 

1 370 

1 370 

• t * 


3 AND 


. . 

4 662 

1 790 

2 872 

1 356 

2 352 

954 

1 133 

1 129 

f f . 

4 

5 TO 9 


• « 

3 153 

1 210 

1 943 

1 400 

1 476 

277 

908 

904 

^ ^ 

4 

10 TO 19 



311 

100 

211 

119 

181 

11 

438 

438 



20 TO 49 


. . 

241 

55 

186 

166 

75 

• f . 

377 

377 

. 1 • 

* . * 

50 OR MORE 


> • 

39 

... 

39 

33 

6 

f • f 

191 

191 



TRAILER. ...... 


. . . 

345 

130 

215 

16 

233 

96 

72 

32 

... 

40 

VACANT AVAILABLE FOR RENT, . 


• t » 

2 666 

1 300 

1 366 

453 

1 692 

521 

980 

823 

15 

142 



« . . 

1 342 

638 

704 

241 

775 

326 

522 

365 

15 

142 

2 TO 4 . . , 


« . • 

1 034 

501 

533 

172 

716 

146 

232 

232 


... 

5 TO 9 


• • . 

229 

134 

95 

25 

155 

49 

107 

107 


... 

10 OR MORE 


• * • 

61 

27 

34 

15 

46 

... 

119 

119 

... 

... 

YEAR structure BUILT 













ALL UNITS. ... 



152 274 

70 505 

81 689 

25 919 

93 423 

32 932 

44 062 

33 990 

365 

9 707 

1959 TO MARCH 1960 

* • 

* • * 

5 738 

2 479 

3 259 

lea 

3 541 

2 009 

2 222 

1 207 

23 

992 

1955 TO 1958 ... 

• • 

• « * 

18 245 

7 823 

10 422 

1 085 

12 209 

4 951 

4 461 

3 200 

85 

1 176 

1950 TO 1954 

• . 

1 • . 

21 845 

10 029 

11 816 

1 903 

13 767 

6 175 

5 430 

4 429 

41 

960 

1940 TO 1949 

. • 

• • * 

22 004 

11 029 

10 975 

2 534 

14 455 

5 015 

6 379 

5 028 

148 

1 203 

1930 TO 1939 . , , 


■ • * 

17 534 

7 779 

9 755 

3 884 

10 835 

2 815 

5 844 

4 563 

47 

1 234 

1929 OR EARLIER 

• • 

. . . 

66 908 

31 446 

35 462 

16 325 

38 616 

11 967 

19 726 

15 563 

21 

4 142 

owner OCCUPIED . 


» • • 

103 939 

49 854 

54 085 

13 636 

66 372 

23 931 

28 214 

20 937 

258 

7 019 

1955 TO MARCH i960 

» • 

• 1 . 

20 174 

8 582 

11 592 

I 028 

13 300 

5 846 

5 153 

3 345 

101 

1 707 

1950 TO 1954 . . . , 

t t 

• t f 

16 149 

7 849 

a 300 

955 

10 794 

4 400 

4 169 

3 392 

33 

744 

1940 TO 1949 

. • 

• • • 

15 544 

8 184 

7 360 

1 209 

10 670 

3 665 

4 191 

3 265 

90 

836 

1939 OR EARLIER. 

• • 

• • • . 

52 072 

25 239 

26 833 

10 444 

31 600 

10 020 

14 701 

10 935 

34 

3 732 

ALL HOUSING UNITS 



152 282 

70 593 

81 689 

25 919 

93 431 

32 952 

44 062 

33 990 

365 

9 707 

basement 













basement 

1 • 

• • • 

99 653 

52 737 

46 916 

15 280 

63 866 

20 499 

16 241 

14 042 

29 

2 170 

CONCRETE SLAB , 

> . ' 

• t . 

21 062 

6 899 

14 163 

4 215 

12 445 

4 402 

6 951 

4 868 

80 

2 003 

OTHER , . 

’ • ' 

• ■ . 

31 558 

10 948 

20 610 

6 416 

17 111 

8 031 

20 867 

15 077 

256 

5 534 

HEATING EQUIPMENT 













STEAM OR HOT WATER 


• • 

11 867 

6 205 

5 662 

2 124 

7 480 

2 263 

2 643 

2 515 


128 

WARM AIR FURNACE ......... 


• f 

99 289 

48 334 

50 955 

13 773 

64 033 

21 403 

16 425 

13 746 

*88 

2 591 

FLOOR? WALL? OR PIPELESS FURNACE . 


* • 

a 67B 

3 446 

5 232 

1 165 

6 046 

1 467 

8 402 

7 086 

30 

1 286 

BUILT-IN ELECTRIC UNITS 


• • 

284 

146 

138 

52 

112 

120 

95 

49 


46 

OTHER MEANS WITH FLUE 


. • 

30 253 

11 469 

18 784 

a 467 

14 669 

7 117 

15 912 

10 160 

239 

5 513 

OTHER means WITHOUT FLUE 


• « 

1 484 

749 

735 

290 

906 

286 

506 

389 

8 

109 

NONE . . 


• . 

419 

236 

183 

46 

177 

194 

79 

45 

... 

34 


Table 14. — Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960— Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


URBANIZED AREAS 


SUBJECT 

KANSAS CITY 

ST JOSEPH 

ST LOUIS 

SPRINGFIELD 

TOTAL 

MISSOURI 

PORTION 

TOTAL 

MISSOURI 

PORTION 

TOTAL 

MISSOURI 

PORTION 

UNIT.<i IN structure 








all UNITS 

316 436 

232 275 

28 582 

28 171 

538 635 

451 791 

34 352 

DETACHED 

212 111 

140 470 

19 113 

18 723 

307 778 

240 039 

27 119 

!• ATTACHED 

11 870 

9 674 

1 451 

1 451 

24 183 

19 443 

939 


18 741 

14 916 

2 445 

2 445 

78 272 

72 471 

2 097 

3 AND . * • 

18 898 

15 930 

2 195 

2 195 

62 819 

59 104 

1 551 

5 OR MORE 

52 512 

49 471 

2 968 

2 968 

62 766 

59 266 

2 335 

TRAILER* 








ON PERMANENT FOUNDATION. 

89 

70 

48 

43 

217 

59 

16 

MOBILE 

2 215 

1 744 

362 

346 

2 600 

1 409 

295 

OWNER occupied 

192 043 

129 788 

16 980 

16 711 

301 738 

244 259 

21 191 

It DETACHED 

175 678 

116 056 

15 120 

14 872 

259 099 

206 169 

19 673 

it attached 

3 531 

2 916 

483 

483 

6 347 

5 153 

246 


5 722 

4 645 

608 

688 

23 785 

22 144 

564 

3 AND 4. . . . • 

2 971 

2 554 

202 

202 

7 738 

7 297 

280 

5 OR MORE. 

2 005 

1 939 

131 

131 

2 323 

2 193 

149 

TRAILER 

2 136 

1 678 

356 

335 

2 446 

1 303 

279 

RENTER OCCUPIED 

105 606 

87 336 

10 192 

10 078 

212 009 

186 598 

11 171 

It detached 

28 612 

19 155 

3 394 

3 280 

39 503 

27 197 

6 076 

1. attached. 

7 491 

6 OOO 

898 

898 

16 340 

13 018 

654 


11 649 

9 202 

1 561 

1 561 

49 825 

46 227 

1 370 

3 AND 4 

14 307 

12 023 

1 790 

1 790 

50 663 

47 800 

1 129 

5 TO 9 

16 299 

14 375 

1 374 

1 374 

25 724 

23 087 

904 

10 TO 19 

a 733 

8 266 

523 

523 

11 012 

10 763 

438 

20 TO 49 

8 427 

0 259 

313 

313 

7 392 

7 201 

377 

50 OR MORE 

9 920 

9 920 

285 

285 

11 179 

11 140 

191 

TRAILER 

168 

136 

54 

54 

371 

165 

32 

vacant available FOR RENT 

10 696 

9 301 

692 

681 

12 400, 

10 920 

836 


2 393 

1 725 

122 

111 

2 3941 

1 737 

380 

2 TO 4 

2 210 

i 821 

281 

281 

5 905 

5 258 

232 

5 TO 9 . 

1 641 

1 445 

98 

98 

1 756; 

1 624 

107 

10 OR MORE . 

4 452 

4 310 

19L 

191 

2 345! 

2 301 

119 

YEAR STRUCTURE BUILT 





i 



ALL UNITS 

316 477 

232 297 

28 582 

28 171 

538 655 1 

451 810 

34 355 

1959 TO MARCH I960 

12 034 

8 719 

486 

473; 

15 739 

12 805 

1 230 

1955 TO 1958 

34 822 

24 734 

1 777 

1 762 

49 424 1 

39 008 

1 3 285 

1950 TO 1954 

45 958 

26 941 

1 445 

1 390 

66 017 

54 365 

4 470 

1940 TO 1949 

32 846 

20 657 

1 101 

1 077 

57 325 

45 583 

' 5 176 

1930 TO 1939 

32 650 

25 023 

2 124 

2 045' 

60 587 

49 879 

1 4 610 

1929 OR EARLIER 

158 167 

126 223 

21 649 

21 424 

289 563 

250 170 

15 584 

OWNER OCCUPIED 

192 003 

129 789 

16 977 

16 708 

301 758 

244 297 

21 195 

1955 TO MARCH 1960 

38 183 

26 820 

1 766 

1 745 

53 118 

41 798 

! 3 446 

1950 TO 1954 

35 059 

18 949 

1 226 

1 186 

50 310 

41 700 

1 3 425 

1940 To 1949 

23 095 

13 686 

894 

870 

42 088 

34 201 

3 355 

1939 OR EARLIER 

95 666 

70 334 

13 091 

12 907 

156 242 

126 598 

10 969 

ALL HOUSING UNITS 

316 472 

232 286 

28 582 

28 171 

538 740 

451 887 

34 355 

BASEMENT 








BASEMENT 

260 113 

196 743 

23 825 

23 732 

468 281 

415 839 

14 071 

CONCRETE SLAB 

19 688 

13 029 

1 066 

1 001 

36 912 

22 643 

1 4 94B 

OTHER. .... 

36 635 

22 503 

3 691 

3 438 

33 442 

13 309 

! 15 335 

HEATING equipment 







1 

STEAM OR HOT WATER 

55 920 

52 434 

2 814 

2 811 

111 854 

105 769 

2 515 

warm air FURNACE 

206 088 

144 868 

16 519 

16 433 

315 754 

261 344 

! 13 834 

FLOOR* WALL* OR PIPELESS FURNACE 

21 468 

13 435 

2 181 

2 122 

14 114 

8 176 

7 116 

BUILT-IN ELECTRIC UNITS 

238 

178 

8 

8 

060 

728 


OTHER MEANS WITH FLUE 

24 823 

15 574 

6 538 

6 275 

88 620 

69 384 

! 10 399 

OTHER MEANS WITHOUT FLUE 

7 397 

5 413 

445 

445 

6 172 

5 293 

397 

NONE . . . 

543 

395 

77 

77 

1 273 

1 116 

45 


Table 15. — Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants Populution 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 Persons 

[Based on sample; see text. “U” denotes an unincorporated place] 


Persons per Room 
Year Moved into Unit 


standard metropolitan statistical areas 

KANSAS CITY 


SUBJECT 


MISSOURI PORTION 



THE 

AREA 

TOTAL 

COUNTIES 

PLACES 

urban 

BALANCE 

RURAL 

CLAY 

JACKSON 

INDE- 

PENDENCE 

KANSAS 

CITY 

POPULATION 









POPULATION IN HOUSING UNITS? i960 

1 032 621 

703 014 

05 993 

617 021 

61 874 

470 212 

124 331 

46 597 

PER OCCUPIED UNIT 

3. 1 

3,0 

3.3 

2.9 

3.1 

2.8 

3.4 

3.5 

OWNER. * . . 

3.4 

3.3 

3.4 

3,3 

3.2 

3.2 

3.5 

3.4 

RENTER 

2.6 

2.5 

3.1 

2.4 

2.6 

2.4 

3.0 

3.7 

POPULATION IN DWELLING UNITS? 1950 .... 

785 288 

560 540 

43 781 

516 759 

36 508 

434 027 

... 

. . . 

PER OCCUPIED unit 

3.1 

3.0 

3.1 

3.0 

3.1 

2.9 

... 

... 

ALL OCCUPIED UNITS 

331 477 

235 335 

25 697 

209 638 

19 799 

165 995 

36 137 

13 404 

PERSONS 









OWNER OCCUPIED 

216 842 

142 966 

19 580 

123 386 

14 609 

89 358 

28 998 

10 001 

1 PERSON . 

IT 626 

12 36a 

1 162 

11 186 

1 098 

9 053 

1 500 

717 

2 PERSONS 

65 756 

44 622 

5 411 

39 211 

4 552 

29 693 

7 224 

3 153 

3 PERSONS 

43 319 

28 765 

4 140 

24 645 

3 147 

17 964 

5 895 

1 779 

4 PERSONS 

41 234 

26 650 

4 448 

22 202 

3 018 

14 427 

7 105 

2 100 

5 PERSONS 

25 898 

16 187 

2 511 

13 676 

1 711 

8 904 

4 374 

1 198 

6 PERSONS 

12 917 

7 935 

1 173 

6 762 

695 

4 872 

1 799 

569 

7 PERSONS 

5 465 

3 470 

458 

3 012 

249 

2 171 

758 

292 

8 PERSONS OR MORE 

4 627 

2 949 

257 

2 692 

139 

2 274 

343 

193 

MEDIAN 

3.1 

3.0 

3.3 

3.0 

3.0 

2.8 

3.5 

3.1 

renter OCCUPIED 

114 635 

92 369 

6 117 

86 252 

5 190 

76 637 

7 139 

3 403 

1 PERSON 

34 302 

30 645 

1 037 

20 608 

1 113 

28 027 

1 164 

341 

2 PERSONS, ...... 

33 885 

28 065 

1 657 

26 408 

1 582 

23 756 

1 976 

751 

3 PERSONS 

18 075 

13 927 

1 359 

12 568 

1 050 

10 651 

1 624 

602 

4 PERSONS 

12 520 

a 905 

922 

7 983 

715 

6 353 

1 205 

632 

5 PERSONS 

7 720 

5 319 

632 

4 687 

432 

3 643 

727 

517 

6 PERSONS 

4 026 

2 706 

229 

2 477 

156 

2 054 

235 

261 

7 PERSONS 

2 047 

1 369 

175 

1 194 

89 

996 

127 

157 

6 PERSONS OR MORE 

2 060 

1 433 

106 

1 327 

53 

1 157 

81 

142 

MEDIAN 

2.2 

2.1 

2.6 

2.0 

2,4 

1.9 

2.8 

3.5 

PERSONS PER ROOM 









OWNER OCCUPIED 

216 842 

142 966 

19 580 

123 386 

14 609, 

89 358 

28 998 

10 001 

0.50 OR LESS 

102 558 

69 844 

7 632 

62 212 

6 527 

48 315 

10 594 

4 408 

0,51 TO 0.75 

51 262 

33 061 

4 989 

28 072 

3 793 1 

19 612 

7 484 

2 172 

0.76 TO 1.00 

46 669 

29 972 

5 260 

24 712 

3 330 

15 673 

8 677 

1 2 292 

1.01 TO l.SO 

13 408 

a 458 

1 406 

7 052 

854 

4 791 

1 965 

848 

1.51 OR MORE 

2 945 

1 631 

293 

1 338 

105 

967 

278 

281 

RENTER OCCUPIED 

114 635 

92 369 

6 117 

86 252 

5 190 

76 637 

7 139 

3 403 

0.50 OR LESS 

45 188 

38 230 

1 859 

36 371 

1 706 

33 459 

2 147 

918 

0.51 TO 0.75 

23 311 

18 456 

1 607 

16 849 

1 193 

14 686 

1 825 

752 

0.76 TO 1.00 

30 491 

24 196 

1 662 

22 534 

1 483 

19 556 

2 155 

1 002 

1.01 TO 1.50 

9 875 

7 193 

625 

6 568 

570 

5 451 

691 

481 

1.51 OR MORE 

5 770 

4 294 

364 

3 930 

238 

3 485 

321 

250 

YEAR MOVED INTO UNIT 









OWNER OCCUPIED 

216 842 

142 966 

19 580 

123 386 

14 609 

89 358 

28 998 

10 001 

1959 TO MARCH I960 

32 468 

21 755 

3 937 

17 818 

2 183 

a 629 

6 123 

1 020 

1958 

20 917 

14 332 

2 328 

12 004 

1 465 

8 096 

3 706 

1 065 

1957 

17 549 

11 766 

1 919 

9 847 

983 

6 892 

3 067 

824 

1954 TO 1956 

44 323 

29 290 

4 344 

24 946 

3 199 

17 009 

7 263 

1 B19 

1950 TO 1953 . . 

34 261 

20 514 

2 858 

17 656 

2 231 

13 112 

3 713 

1 458 

1940 To 1949 

39 087 

26 431 

2 502 

23 929 

2 745 

18 830 

3 133 

1 723 

1939 OR EARLIER 

28 237 

18 878 

1 692 

17 186 

1 803 

13 790 

1 993 

1 292 

RENTER OCCUPIED 

114 635 

92 369 

6 117 

86 252 

5 190 

76 637 

7 139 

3 403 

1959 TO MARCH 1960 . 

50 605 

39 795 

3 114 

36 681 

2 746 

31 794 

3 737 

1 518 

1956 

16 430 

13 084 

849 

12 235 

765 

10 837 

1 044 

43B 

1957 

10 993 

8 979 

575 

8 404 

361 

7 668 

661 

289 

1954 TO 1956 

16 167 

13 451 

764 

12 687 

591 

a 546 

854 

460 

1950 TO 1953 

8 909 

7 423 

378 

7 045 

310 

6 358 

424 

331 

1940 TO 1949 

7 767 

6 578 

305 

6 273 

301 

5 728 

289 

260 

1939 OR EARLIER 

3 764 

3 059 

132 

2 927 

116 

2 706 

130 

107 


Table 15. — Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. “U*' denotes an unincorporated place] 


Population 

Persons 


Persons per Room 
Year Moved into Unit 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


SUBJECT 

KANSAS CITY — CON. 



SI 

JOSEPH 




KANSAS PORTION 

THE 

AREA 

BUCHANAN 

county 

ST 

JOSEPH 

URBAN 

BALANCE 

RURAL 

TOTAL 

COUNTIES 

KANSAS 

CITY 



URBAN 

BALANCE 

RURAL 

JOHNSON 

WYAN- 

DOTTE 

POPULATION 





















POPULATION IN HOUSING UNITS* 1960 

329 

607 

143 

323 

186 

284 

121 

902 

164 

470 

43 

235 

87 

873 

76 

988 


310 

10 

575 

PER OCCUPIED UNIT 


3.4 


3.6 


3.3 


3.1 


3,6 


3.8 


2.9 


2.9 


« • • 


3.3 

OWNER 


3.5 


3.6 


3.4 


3.2 


3.6 


3.7 


3,0 


3,0 


• • f 


3.1 

RENTER 


3.3 


3.6 


3.1 


3.0 


3.5 


4.0 


2.7 


2.6 




3.9 

POPULATION IN DWELLING UNITS* 1950 . . . . 

224 

748 

62 

157 

162 

591 

127 

250 


• . . 


• • • 

90 

975 

72 

908 




• • « 

PER OCCUPIED UNIT 


3.3 


3.3 


3.3 


3.3 


• • . 


• . . 


3.2 


3.1 




V* * 

ALL OCCUPIED UNITS 

96 

142 

40 

270 

55 

872 

38 

711 

45 

950 

11 

481 

30 

003 

26 

692 

97 

3 

214 

PERSONS 





















owner OCCUPIED 

73 

876 

34 

886 

38 

990 

24 

913 

40 

016 

8 

947 

19 

061 

16 

619 


69 

2 

353 

1 PERSON 

5 

258 

1 

548 

3 

710 

3 

063 

1 

742 


453 

2 

412 

2 

128 


16 


268 

2 PERSONS. ... 

21 

134 

9 

322 

11 

812 

8 

466 

10 

340 

2 

328 

7 

018 

6 

105 


29 


884 

3 PERSONS 

14 

534 

7 

003 

7 

531 

4 

823 

a 

051 

1 

660 

3 

585 

3 

128 


16 


441 

4 PERSONS 

14 

584 

8 

133 

6 

451 

3 

391 

9 

318 

1 

875 

2 

766 

2 

454 


12 


300 

5 PERSONS 

9 

711 

5 

225 

4 

486 

2 

281 

6 

107 

1 

323 

1 

671 

1 

397 


8 


266 

6 PERSONS 

4 

9B2 

2 

406 

2 

576 

L 

324 

2 

935 


723 


842 


729 


... 


113 

7 PERSONS . . « 

1 

995 


770 

1 

225 


729 


937 


529 


382 


330 


4 


40 

8 PERSONS OR MORE 

1 

678 


479 

1 

199 


836 


586 


256 


385 


340 


4 


41 

MEDIAN 


3.2 


3.4 


3.0 


2.7 


3,5 


3.5 


2.5 


2.5 


... 


2.6 

RENTER OCCUPIED 

22 

266 

5 

384 

16 

882 

13 

798 

5 

934 

2 

534 

10 

942 

10 

073 


8 


86 1 

1 PERSON . 

3 

657 


420 

3 

237 

3 

007 


499 


151 

3 

010 

2 

935 


. . . 


75 

2 PERSONS 

5 

620 

1 

147 

4 

673 

3 

951 

1 

364 


505 

3 

104 

2 

927 


4 


173 

3 PERSONS. ... 

4 

148 

1 

145 

3 

003 

2 

405 

1 

286 


457 

1 

660 

1 

538 


f • • 


122 

4 PERSONS. 

3 

615 

1 

237 

2 

378 

1 

766 

1 

356 


493 

1 

489 

1 

293 


• • • 


196 

5 PERSONS * 

2 

401 


793 

1 

608 

1 

162 


837 


402 


872 


727 


• • • 


145 

6 PERSONS 

1 

320 


375 


945 


674 


342 


304 


436 


372 


• • • 


64 

7 PERSONS 


678 


158 


520 


434 


133 


111 


189 


149 




40 

8 PERSONS OR MORE 


627 


109 


518 


399 


117 


111 


182 


132 


4 


46 

MEDIAN 


2.9 


3.5 


2,7 


2.5 


3.4 


3.6 


2,3 


2.2 


... 


3.8 

PERSONS PER ROOM 





















owner OCCUPIED 

73 

876 

34 

B66 

38 

990 

24 

913 

40 

016 

8 

947 

19 

061 

16 

619 


89 

2 

353 

0.50 OR LESS 

32 

714 

15 

231 

17 

483 

12 

972 

16 

304 

3 

438 

9 

990 

B 

726 


36 

1 

228 

0.51 TO 0.75 

18 

201 

9 

597 

8 

604 

5 

257 

10 

810 

2 

134 

4 

093 

3 

629 


25 


439 

0.76 TO 1.00 

16 

697 

8 

116 

8 

581 

4 

265 

10 

140 

2 

292 j 

3 

532 

3 

053 


12 


467 

1.01 TO 1.50 . 

4 

950 

1 

690 

3 

260 

1 

777 

2 

391 


782 1 

1 

087 


921 


8 


158 

1.51 OR MORE 

1 

314 


252 

1 

062 


642 


371 


301 


359 


290 


8 


61 

RENTER OCCUPIED 

22 

266 

5 

384 

16 

882 

13 

798 

5 

934 

2 

534 

10 

942 

10 

073 


8 


861 

0.50 OR LESS « 

6 

958 

1 

430 

5 

52B 

1 

772 

1 

574 


612 

3 

952 

3 

729 


4 


219 

0.51 TO 0.75 

4 

855 

1 

200 

3 

655 

' 2 

984 

1 

393 


478 

2 

167 

2 

003 


... 


164 

0.76 TO 1*00 

6 

295 

1 

823 

4 

472 

3 

503 

2 

084 


708 

3 

197 

2 

929 


■ . . 


268 

1.01 TO 1.50 .... . 

2 

682 


718 

1 

964 

! 1 

493 


696 


493 

1 

053 


920 


• « • 


125 

1.51 OR MORE 

1 

476 


213 

1 

263 

1 

046 


187 


243 


573 


484 


4 


85 

YEAR MOVED INTO UNIT 





















OWNER OCCUPIED ...... 

73 

876 

34 

886 

38 

990 

24 

913 

40 

016 

6 

947 

19 

061 

16 

619 


89 

2 

333 

1959 TO MARCH i960 ........... . 

10 

713 

6 

440 

4 

273 

, 2 

168 

6 

454 

2 

091 

1 

987 

1 

765 


8 


214 

1958 

6 

585 

3 

935 

2 

650 

1 

287 

4 

408 


890 

1 

417 

1 

256 


4 


157 

1957 

5 

783 

3 

300 

2 

483 

' 1 

388 

3 

633 


762 

1 

210 

1 

068 


... 


142 

1954 TO 1956 

15 

033 

8 

468 

6 

565 

1 3 

309 

10 

145 

1 

579 

2 

776 


503 


12 


261 

1950 TO 1953 

13 

747 

6 

933 

6 

814 

i 3 

847 

8 

487 

1 

413 

2 

508 

2 

203 


4 


301 

1940 TO 1949 

12 

656 

4 

042 

B 

614 

1 ^ 

465 

4 

790 

1 

401 

4 

72B 

4 

115 


33 


580 

1939 OR EARLIER 

9 

359 

1 

768 

7 

591 

6 

449 

2 

099 


811 

4 

435 

3 

709 


28 


698 

RENTER OCCUPIED 

22 

266 

5 

384 

16 

862 

13 

798 

5 

934 

2 

534 

10 

942 

10 

073 


8 


B61 

1959 TO MARCH I960 

10 

BIO 

3 

134 

7 

676 

6 

094 

3 

440 

1 

276 

4 

510 

4 

252 


4 


254 

1958 , 

3 

346 


843 

2 

503 

2 

050 


946 


350 

1 

650 

1 

529 


* * * 


121 

1957 . 

2 

014 


409 

1 

605 

1 

289 


495 


230 

1 

068 


990 




7B 

1954 TO 1956 ..... 

2 

716 


446 

2 

270 

1 

894 


558 


264 

1 

347 

1 

228 


... 


119 

1950 TO 1953 

1 

486 


237 

1 

249 

1 

072 


270 


144 


984 


897 


... 


87 

1940 TO 1949 

1 

189 


188 

1 

001 


891 


141 


157 


933 


825 


... 


108 

1939 OR EARLIER 


705 


127 


578 


508 


84 

1 


113 


450 


352 


4 


94 


Table 15. — Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Population 

Persons 


Persons per Koom 
Year Moved into Unit 


STANDARD METROPOLITAN STATISTICAL AREAS- 


SUBJECT 


ST LOUIS 

MISSOURI PORTION 


■CON. 



THE 

AREA 

TOTAL 

COUNTIES and INDEPENDENT CITIES 

PLACES 

URBAN 

BALANCE 

RURAL 

n 

JEFFERSON 

COUNTY 

ST CHARLES 
COUNTY 

ST LOUIS 
COUNTY 

ST LOUIS 
CITY 

ST LOUIS 
CITY 

UNIVERSITY 

CITY 

population 





















population in housing units? 

1960 

2 025 

197 

1 542 

877 

65 

869 

52 

014 

691 

466 

733 

500 

733 

508 

50 

994 

633 013 

125 

362 

PER occupied unit 



3.2 


3.2 


3.5 


3,6 


3.5 


2.9 


2.9 


3.1 

3.5 


3,6 

owner 



3.4 


3.5 


3.6 


3,6 


3.6 


3.2 


3.2 


3,4 

3,6 


3,6 

renter . 



2.9 


2.9 


3.4 


3.3 


3.0 


2.8 


2.8 


2.6 

3,0 


3,7 

population in dwelling units? 

1950 .... 

1 646 

090 

1 267 

907 

37 

516 

28 

884 

394 

303 

807 

204 

807 

204 

39 

436 

. , . 


. . . 

per occupied unit 



3.3 


3.2 


3,4 


3.4 


3.4 


3.1 


3.1 


3.3 

... 


... 

ALL occupied UNITS . . 


624 

886 

480 

293 

18 

580 

14 

579 

198 

483 

246 

651 

246 

651 

16 

442 

180 757 

34 

443 

persons 





















OWNER occupied ..... 


387 

058 

283 

119 

14 

957 

10 

783 

162 

499 

94 

800 

94 

880 

10 

809 

149 661 

27 

769 

1 person 


50 

033 

21 

143 

1 

069 


688 

7 

738 

11 

648 

11 

64B 


595 

7 275 

1 

625 

Z PERSONS 


114 

906 

83 

610 

4 

251 

2 

706 

43 

333 

33 

240 

33 

240 

3 

225 

39 362 

7 

783 

3 PERSONS 


77 

019 

56 

340 

2 

768 

2 

195 

33 

157 

18 

220 

18 

220 

2 

392 

30 402 

5 

246 

4 PERSONS 


72 

603 

53 

530 

2 

805 

2 

158 

35 

206 

13 

361 

13 

361 

2 

259 

32 553 

5 

357 

5 PERSONS 


46 

900 

34 

474 

1 

900 

1 

335 

23 

137 

a 

102 

6 

102 

1 

397 

21 244 

3 

731 

6 PERSONS 


25 

071 

18 

708 

1 

140 


892 

11 

709 

4 

967 

4 

967 


622 

10 951 

2 

160 

7 PERSONS 


U 

006 

a 

200 


573 


391 

4 

722 

2 

514 

2 

514 


196 

4 454 

1 

036 

B PERSONS OR MORE 


9 

520 

7 

114 


451 


338 

3 

497 

2 

828 

2 

628 


123 

3 340 


823 

MEDIAN 



3,1 


3.2 


3.3 


3.4 


3.4 


2.6 


2.6 


3,2 

3.4 


3,4 

RENTER occupied 


237 

828 

197 

174 

3 

623 

3 

796 

35 

984 

153 

771 

153 

771 

5 

633 

31 096 

6 

674 

1 PERSON ... 


54 

444 

46 

897 


540 


519 

6 

059 

39 

779 

39 

779 

1 

092 

5 349 


677 

2 PERSONS 


69 

580 

59 

412 


796 


864 

11 

085 

46 

667 

46 

667 

2 

190 

9 169 

1 

386 

3 PERSONS. .... 


41 

643 

34 

012 


658 


842 

7 

214 

25 

298 

25 

298 

1 

107 

6 330 

1 

277 

4 PERSONS 


31 

184 

24 

669 


712 


757 

5 

848 

17 

352 

17 

352 


775 

5 139 

1 

402 

5 PERSONS 


18 

593 

14 

592 


439 


426 

3 

146 

10 

581 

10 

581 


309 

2 880 


822 

6 PERSONS 


10 

361 

a 

050 


245 


175 

1 

446 

6 

1B4 

6 

104 


90 

1 254 


522 

7 PERSONS 


5 

323 

4 

259 


90 


ill 


566 

3 

492 

3 

492 


23 

470 


274 

B PERSONS OR MORE 


6 

700 

5 

283 


143 


102 


620 

4 

418 

4 

416 


46 

505 


314 

MEDIAN 



2.4 


2*4 


3.2 


3.1 


2.6 


2.3 


2.3 


2.3 

2.7 


3.5 

PERSONS PER ROOM 





















owner occupied 


387 

058 

283 

119 

14 

957 

10 

703 

162 

499 

94 

880 

94 

860 

10 

B09 

149 661 

27 

769 

0.50 OR LESS 


159 

185 

117 

790 

5 

326 

3 

901 

63 

231 

45 

332 

45 

332 

5 

356 

57 011 

10 

091 

0,51 TO 0,75 


93 

904 

69 

765 

3 

279 

2 

435 

41 

387 

22 

664 

22 

664 

2 

878 

37 980 

6 

243 

0,76 TO 1.00 


93 

081 

67 

504 

3 

821 

2 

847 

43 

428 

17 

408 

17 

406 

2 

200 

40 632 

7 

264 

UOl TO 1.50 


32 

505 

22 

441 

1 

874 

1 

218 

12 

206 

7 

143 

7 

143 


339 

1 1 1 856 

3 

103 

1.51 OR MORE 


B 

383 

5 

619 


657 


382 

2 

247 

2 

333 

2 

333 


36 

1 2 1B2 

1 

1 

068 

RENTER OCCUPIED 


237 

828 

197 

174 

3 

623 

3 

796 

35 

984 

153 

771 

153 

771 

5 

633 

31 096 

6 

674 

0.50 OR LESS 


77 

469 

65 

B36 


682 


982 

13 

236 

50 

736 

50 

736 

3 

190 

10 373 

1 

537 

0.51 TO 0.75 


54 

244 

44 

992 


724 


873 

9 

130 

34 

265 

34 

265 

1 

365 

7 956 

1 

406 

0.76 TO 1.00 


60 

021 

48 

669 

1 

177 

1 

220 

e 

690 

37 

582 

37 

582 


062 

8 178 

2 

047 

1,01 TO 1.50 

- r T - 1 - 

25 

995 

20 

656 


568 


500 

3 

308 

16 

280 

16 

280 


174 

3 135 

1 

067 

1.51 OR MORE 


20 

099 

17 

021 


272 


221 

1 

620 

14 

90'8 

14 

900 


42 

1 454 


617 

YEAR MOVED INTO UNIT 










i 










OWNER occupied 


387 

058 

283 

119 

14 

957 

10 

783 

162 

499 

94 

880 

94 

880 

10 

809 

149 661 

27 

769 

1959 TO MARCH I960 

! 

48 

358 

35 

132 

2 

484 

2 

386 

22 

206 

a 

056 

8 

056 


816 

20 702 

5 

558 




30 

768 

22 

509 

1 

350 


983 

14 

551 

5 

6.25 

5 

625 


644 

13 667 

2 

573 

1957 


29 

417 

21 

665 

1 

215 


889 

13 

942 

5 

619 

5 

619 


711 

13 017 

2 

318 

1954 TO 1956 


81 

006 

61 

499 

2 

879 

2 

059 

40 

683 

15 

878 

15 

878 

2 

538 

37 652 

5 

431 

1950 TO 1953 ........ 


67 

253 

51 

032 

2 

566 

1 

311 

29 

958 

17 

197 

17 

197 

2 

400 

26 675 

4 

560 

1940 TO 1949 


71 

092 

50 

125 

2 

333 

1 

510 

25 

400 

20 

682 

20 

882 

2 

260 

22 976 

4 

007 

1939 OR EARLIER 


59 

164 

41 

157 

2 

130 

1 

645 

15 

759 

21 

623 

21 

623 

1 

440 

14 772 

3 

322 

RENTER OCCUPIED 


237 

826 

197 

174 

3 

623 

3 

796 

35 

984 

153 

771 

153 

771 

5 

633 

31 096 

6 

674 

1959 TO MARCH i960 

. - t - - » • 

89 

526 

72 

738 

1 

590 

2 

000 

15 

615 

53 

525 

53 

525 

1 

790 

14 655 

2 

768 




32 

998 

27 

317 


512 


346 

5 

223 

21 

236 

21 

236 


790 

4 421 


870 

1957 .... 


24 

054 

20 

222 


268 


264 

3 

236 

16 

434 

16 

434 


601 

2 586 


601 

1954 TO 1956 


37 

657 

31 

825 


363 


439 

5 

161 

25 

862 

25 

862 

1 

191 

4 043 


729 

1950 TO 1953 


20 

280 

17 

001 


360 


235 

2 

975 

13 

511 

13 

511 


526 

2 387 


655 

1940 TO 1949 


19 

686 

16 

390 


304 


284 

2 

519 

13 

283 

13 

283 


479 

2 043 


585 

1939 OR EARLIER. ...... 


13 

625 

11 

601 


198 


228 

1 

255 

9 

920 

9 

920 


254 

961 


466 



Table 15. — Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Population 

Persons 


Persons per Room 
Year Moved into Unit 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


SUBJECT 





ST 

LOUIS— CON, 





n 

SPRINGFIELD 

ILLINOIS PORTION 

THE 

AREA 

GREENE 

COUNTY 

SPRING- 

FIELD 

1 

URBAN 

BALANCE 

RURAL 

total 

COUNTIES 

EAST 

ST LOUIS 

URBAN 

BALANCE 

RURAL 

MADISON 

ST CLAIR 

population 




















POPULATION IN HOUS1N0 UnITS» i960. . . , . 

482 

320 

221 

886 

260 

434 

81 

693 

291 

694 

108 

933 

122 

128 

91 

883 

1 383 

28 

862 

PER OCCUPIED Unit 


3.3 


3.3 


3.4 


3.3 


3,3 


3.5 


3.0 


2.9 

4.1 


3.3 

OWNER 


3.4 


3.4 


3.4 


3.3 


3,3 


3.5 


3.0 


3.0 

4.0 


3,2 

RENTER 


3.2 


3.1 


3.3 


3.2 


3.1 


3.7 


2.8 


2.7 

. . . 


3,7 

POPULATION IN DWELLING UNlTSi 1950 . . . . 

378 

183 

177 

171 

201 

012 

BO 

204 


• , » 



100 

723 

64 

133 

« . « 



PER OCCUPIED unit 


3.3 


3.3 


3.4 


3.3 


• • . 


. • . 


3.0 


2.9 

. . . 


. . . 

ALL OCCUPIED UNITS . 

144 

593 

67 

063 

77 

530 

24 

958 

86 

949 

30 

686 

41 

206 

32 

022 

340 

8 

844 

PERSONS 




















owner OCCUPIED 

103 

939 

49 

854 

54 

085 

13 

636 

66 

372 i 

23 

931 

28 

214 

20 

937 

258 

7 

019 

1 PERSON * 

8 

890 

4 

055 

4 

835 

1 

570 

5 

742| 

1 

578 

3 

446 

2 

833 

18 


595 

2 PERSONS 

31 

296 

14 

863 

16 

433 

4 

522 

19 

814| 

6 

960 

9 

999 

7 

434 

53 

2 

512 

3 PERSONS 

20 

679 

10 

219 

10 

460 

2 

430 

13 

642; 

4 

607 

5 

420 

4 

001 

59 

1 

360 

4 PERSONS 

19 

073 

9 

592 

9 

481 

1 

946 

12 

350 1 

4 

777 

4 

786 

3 

502 

47 

1 

237 

5 PERSONS 

12 

426 

5 

996 

6 

430 

1 

383 

7 

839 

3 

204 

2 

583 

1 

792 

24 


767 

6 PERSONS 

6 

363 

2 

BB9 

3 

474 


880 

3 

909| 

1 

574 

1 

157 


811 

19 


327 

7 PERSONS 

2 

806 

1 

244 

1 

562 


384 

1 

814 


608 


473 


296 

19 


158 

8 PERSONS OR MORE 

2 

406 


996 

1 

410 


521 

1 

262 


623 


350 


268 

19 


63 

MEDIAN 


3.1 


3.1 


3.1 


2.8 


3.1 


3.2 


2.6 


2.6 

3,5 


2.8 

RENTER OCCUPIED 

40 

654 

17 

209 

23 

445 

11 

322 

22 

577 

6 

755 

12 

992 

11 

085 

82 

1 

825 

1 PERSON . . 

7 

547 

3 

080 

4 

467 

2 

674 

4 

353 


520 

3 

160 

2 

998 

... 


162 

2 PERSONS 

10 

168 

4 

513 

5 

655 

2 

779 

6 

017 

1 

372 

3 

561 

3 

141 

25 


395 

3 PERSONS 

7 

631 

3 

400 

4 

231 

1 

850 

4 

402, 

1 

299 

2 

449 

2 

061 

9 


379 

4 PERSONS 

6 

515 

2 

787 

3 

728 

1 

393 

3 

560 

1 

562 

1 

795 

1 

419 

12 


364 

5 PERSONS 

4 

001 

1 

648 

2 

353 


954 

2 

031 1 

1 

016 


9B1 


743 

16 


222 

6 PERSONS 

2 

311 


878 

1 

433 


734 

1 

049 


528 


513 


348 

8 


157 

7 PERSONS 

1 

064 


417 


647 


342 


489 j 


233 


286 


198 

4 


84 

8 PERSONS OR MORE 

1 

417 


486 


931 


596 


596 


225 


247 


177 

8 


62 

MEDIAN 


2.8 


2.8 


2.9 


2.6 


2,7 


3,6 


2.4 


2.3 

... 


3.4 

PERSONS PER ROOM 










i 










owner OCCUPIED 

103 

939 

49 

854 

54 

085 

13 

636 

66 

372 1 

23 

931 

28 

214 

20 

937 

258 

7 

019 

0.50 OR LESS ^ 

41 

395 

19 

838 

21 

557 

6 

021 

26 

393' 

B 

981 

14 

618 

11 

271 

53 

3 

294 

0.5i TO 0.75 

24 

139 

11 

763 

12 

376 

2 

937 

15 

668, 

5 

534 

6 

266 

4 

571 

69 

1 

626 

0.76 TO l.OO * 

25 

577 

12 

422 

13 

155 

2 

863 

16 

498' 

6 

216 

5 

137 

3 

644 

71 

1 

422 

l.Oi TO 1.50 

10 

064 

4 

689 

5 

375 

1 

259 

6 

291 

2 

514 

1 

698 

1 

154 

35 


509 

1.5L OR MORE ’ 

2 

764 

1 

142 

1 

622 


556 

1 

522 


6B6 


495 


297 

30 


16B 

RENTER OCCUPIED 

40 

654 

17 

209 

23 

445 

11 

322 

22 

577 

6 

755 

12 

992 

11 

085 

82 

1 

825 

0.50 OR LESS ..... 

11 

633 

4 

965 

6 

668 

3 

263 

6 

695 

1 

675 

4 

324 

3 

834 

16 


474 

0.51 TO 0.75 

9 

252 

4 

163 

5 

089 

2 

318 

5 

343 

1 

591 

3 

131 

2 

670 

13 


448 

0.76 TO L.OO . 

11 

352 

4 

897 

6 

455 

2 

853 

6 

304 

2 

195 

3 

696 

3 

179 

21 


496 

1.01 TO 1.50 

5 

339 

2 

ISO 

3 

189 

1 

590 

2 

756 


993 

1 

176 


900 

a 


26B 

1.51 OR MORE 

3 

078 

1 

034 

2 

044 

1 

298 

1 

479 


301 


665 


502 

24 


139 

YEAR MOVED INTO UNIT 




















OWNER OCCUPIED 

103 

939 

49 

854 

54 

085 

13 

636 

66 

372 

23 

931 

28 

214 

20 

937 

258 

7 

019 

1959 TO MARCH i960 

13 

226 

6 

382 

6 

844 

1 

190 

8 

436 

3 

600 

4 

411 

3 

036 

91 

1 

284 

1958 

B 

259 

3 

761 

4 

498 


754 

5 

574 

1 

931 

2 

672 

1 

965 

27 


660 

1957 

7 

752 

3 

531 

4 

221 


865 

5 

000 

1 

887 

2 

113 

1 

574 

38 


501 

1954 TO 1956 

19 

507 

8 

989 

10 

518 

2 

310 

12 

835 

4 

362 

4 

674 

3 

728 

35 


911 

1950 TO 1953 

16 

221 

7 

724 

8 

497 

2 

184 

10 

259 

3 

778 

4 

238 

3 

171 

26 

1 

041 

1940 TO 1949 

20 

967 

10 

347 

10 

620 

3 

457 

13 

207 

4 

303 

5 

699 

4 

311 

33 

1 

35s 

1939 OR EARLIER 

18 

007 

9 

120 

8 

887 

2 

876 

11 

061 

4 

070 

4 

407 

3 

152 

a 

1 

247 

RENTER OCCUPIED 

1 40 

654 

17 

209 

23 

445 

11 

322 

22 

577 

6 

755 

12 

992 

11 

085 

82 

1 

825 

1959 TO MARCH i960 

' 16 

790 

7 

373 

9 

417 

3 

924 

9 

991 

2 

875 

6 

64B 

5 

734 

69 


645 

1956 

! 5 

681 

2 

334 

3 

347 

1 

525 

3 

161 


995 

1 

821 

1 

564 

• • • 


257 

1957 

3 

832 

1 

592 

2 

240 

1 

177 

2 

064 


591 

1 

127 


948 

• * * 


179 

1954 TO 1956 

5 

832 

2 

428 

3 

404 

2 

074 

2 

950 


808 

1 

607 

1 

387 

5 


215 

1950 TO 1953 

3 

199 

1 

327 

1 

872 

1 

009 

1 

723 


467 


816 


694 

4 


118 

1940 TO 1949 

3 

296 

1 

302 

1 

994 

1 

080 

1 

654 


562 


634 


510 

. ■ * 

1 

124 

1939 OR EARLIER 

2 

024 


853 

1 

171 


533 

1 

034 


457 


339 


248 

4 


87 
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Table 15. OccuPAN'C^ Cocn'ties, Places of 50,000 Ixhabitants Population 

OR More, Urban Balanxe, Rural Total, and Urbanized Areas: i960--Coa ' Pewns 

(Based on sample; see text “U” denotes an unincorporated place] 


Persons per Boom 
Year Moved into Unit 


URBANIZED AREAS 


SUBJECT 

KANSAS CITY 

ST JOSEPH 1 

ST LOUIS 1 

— 

SPRINGFIELD 

total 

MISSOURI 

PORTION 

total 

MISSC'JRI 

PORTION 

TOTAL 

1 MISSOURI 

PORTION 

POPULATION 








population in housing Units f i960. . . . . 

915 364 

642 735 

78 508 

77 29S 

1 640 954 

1 365 884 

93 266 

PER OCCUPIED unit 

3.1 

3.0 

2.9 

2.9 

3,2 

; 3.2 

2.9 

OWNER 

3.4 

3.3 

3.0 

3.0 

3.4 

3.4 

3.0 

renter 

2.6 

2.4 

2.6 

2.6 

2,9 

2.8 

2.7 

population in dwelling UNiTSt 1950 «... 

672 561 

• « • 

76 608 


1 338 431 


71 612 

PER OCCUPIED Unit 

3.0 

... 

3,1 


3,2 

... 

3.0 

all occupied units 

297 653 

217 128 

27 172 

26 789 

513 739 

430 857 

32 362 

PERSONS 








OWNER OCCUPIED • * . 

192 003 

129 789 

16 977 

16 7C8 

301 758 

244 297 

21 195 

1 PERSON 

15 744 

11 219 

2 130 

2 144 

23 842 

18 748 

2 851 

2 persons 

58 459 

40 436 

6 237 

6 134 

90 074 

72 847 

7 487 

3 PERSONS. 

38 742 

26 386 

3 193 

3 144 

60 317 

48 922 

4 060 

4 PERSONS. . . 

36 204 

24 005 

2 494 

2 466 

56 087 

45 941 

3 549 

5 PERSONS 

22 664 

14 625 

1 425 

1 405 

36 167 

29 396 

1 816 

6 PERSONS . 

ll 301 

7 224 

753 

729 

19 353 

15 679 

630 

7 PERSONS 

4 769 

3 156 

342 

342 

a 491 

, 6 779 

315 

8 PERSONS OR MORE 

4 120 

2 738 

353 

344 

7 427 

5 985 

287 

MEDIAN 

3.1 

3,0 

2.5 

2,5 

3.1 

3.1 

2.6 

renter occupied. ........... 

105 650 

87 339 

10 195 

LC 081 

211 981 

186 660 

11 167 

1 PERSON . 

33 163 

29 837 

2 951 

2 935 

50 940 

45 510 

2 998 

2 PERSONS 

31 817 

26 847 

2 966 

2 931 

63 506 

57 064 

3 166 

3 PERSONS. 

16 417 

13 028 

1 562 

1 538 

36 605 

3 1 906 

2 070 

4 PERSONS. . 

10 871 

8 066 

1 310 

1 293 

26 108 

! 22 577 

1 431 

5 PERSONS 

6 541 

4 675 

736 

727 

15 563 

13 312 

759 

6 PERSONS 

3 351 

2 405 

375 

372 

8 769 

7 352 

356 

7 PERSONS 

1 735 

1 202 

149 

149 

4 581 

i 3 926 

202 

S PERSONS OR MORE 

1 755 

1 279 

142 

136 

5 909 

4 913 

185 

MEDIAN 

2.1 

2.0 

2.2 

2.2 

2.4 

! 2,3 

2.3 

PERSONS PER ROOM 








owner occupied 

192 003 

129 789 

16 977 

16 708 

301 758 

244 297 

21 195 

0.50 OR LESS 

91 903 

63 806 

8 879 

8 762 

125 915 

103 502 

11 324 

0.51 TO 0.75 . . 

45 553 

30 100 

3 709 

3 654 

74 362 

61 070 

4 640 

0.76 TO 1.00 

40 874 

27 086 

3 121 

3 065 

71 527 

57 374 

3 715 

1.01 TO 1.50 * . . . 

11 361 

7 453 

945 

929 

23 943 

18 080 

1 189 

1.51 OR MORE 

2 312 

1 344 

323 

298 

6 011 

4 271 

327 

RENTER OCCUPIED • 

105 650 

87 339 

10 195 

10 081 

211 931 

186 560 

11 167 

0.50 OR LESS 

42 707 

36 705 

3 767 

3 733 

70 S72 

63 208 

3 850 

0.51 TO 0.75 

21 401 

17 355 

2 010 

2 003 

48 303 

42 680 

2 683 

0.76 TO 1.00 

27 791 

22 678 

2 976 

2 929 j 

52 030 

45 355 

3 200 

1.01 TO 1.50 

8 611 

6 631 

940' 

928 

22 552 

19 118 

908 

1.51 OR MORE 

5 140 

3 970 

502: 

488 

18 524 

16 199 

526 

YEAR MOVED INTO UNIT 








OWNER OCCUPIED 

192 003 

129 789 

16 977 

16 708 

301 758 

244 297 

21 195 

1959 TO MARCH 1960 . 

27 585 

19 392 

1 811 

1 773 

34 697 

27 620 

3 127 

1958 

18 267 

12 848 

1 280 

1 260 

23 679 

19 064 

1 992 

1957 

15 429 

10 633 

1 080 

1 068 

22 848 

18 492 

1 612 

1954 TO 1956 

39 799 

26 874 

2 560 

2 515 

65 012 

53 599 

3 763 

1950 TO 1953 

30 571 

18 692 

2 248 

2 207 

53 953 

44 995 

3 197 

1940 TO 1949 

34 946 

24 212 

4 205 

4 148 

56 047 

44 519 

4 344 

1939 OR EARLIER 

25 406 

17 138 

3 793 

3 737 

45 522 

36 008 

3 160 

RENTER occupied 

105 650 

87 339 

10 195 

10 081 

211 981 

186 560 

11 167 

1959 TO MARCH i960 • * 

46 261 

37 579 

4 288 

4 256 

78 068 

67 861 

5 803 

1958 

15 142 

12 374 

1 556 

1 529 

29 634 

26 030 

1 564 

1957 

10 182 

8 510 

997 

990 

21 706 

19 320 

948 

1954 TO 1956 

15 102 

12 762; 

1 246 

1 228 

34 524 

30 670 

1 392 

1950 TO 1953 

8 233 

6 950 

908 

897 

18 319 

16 laz 

698 

1940 TO 1949 

7 232 

6 234 

831 

825 

17 595 

15 521 

510 

19>9 OR EARLIER 

3 498 

2 930 

369 

356 

12 135 

10 976 

252 


Table 16- — Type of Fuel and Selected Equipment, for SMSAs, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. “U" denotes an unincorporated place] 


He.iting Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS 


SUBJECT 


ALL OCCUPIED UNITS 


heating fuel 


UTILITY GAS 

FUEL OIL? KEROSENE* ETC. 

COAL OR COKE 

ELECTRICITY 

BOTTLED* TANK* OR LP GAS 

OTHER FUEL 

NONE ... 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY, 

COAL OR COKE ...... 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 
OTHER FUEL ....... 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED* tank* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

OTHER FUEL 

NONE . 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC* . . 
WASHER-DRYER COMBINATION . . . . 
NONE 


CLOTHES DRYER 


GAS HEATED . . , . ■ 
ELECTRICALLY HEATED 
NONE 


HOME FOOD FREEZER 


1 OR MORE, 
NONE . . , 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1. . . . 

2 . . . • 

3 OR MORE 
NONE . . 


AIR CONDITIONING 


ROOM UNIT* 

1 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE ..... 


TELEVISION SETS 


1 . * a • , 

2 OR MORE 
NONE . . 


RADIO SETS 


KANSAS CITY 


THE 

AREA 

MISSOURI PORTION 

TOTAL 

1 COUNTIES 

PLACES 

URBAN 

BALANCE 

RURAL 

CLAY 

JACKSON 

INDE- 

PENDENCE 

KANSAS 

CITY 

331 477 

235 335 

25 697 

209 638 

19 799 

165 995 

36 137 

13 404 

300 593 

212 606 

20 020 

192 586 

19 240 

155 882 

33 543 

3 941 

13 404 

10 585 

3 194 

7 391 

237 

4 842 

1 395 

4 ill 

4 937 

3 515 

449 

3 066 

212 

2 231 

313 

759 

495 

283 

46 

237 

44 

122 

... 

117 

9 815 

7 125 

1 865 

5 260 

42 

2 162 

826 

4 095 

2 085 

1 132 

123 

1 009 

24 

667 

60 

381 

164 

105 

* • . 

105 

• • • 

105 

• t • 


294 443 

209 232 

18 672 

190 560 

18 794 

154 622 

32 430 

3 386 

12 992 

9 414 

3 154 

6 260 

563 

3 089 

1 708 

3 254 

1 356 

1 059 

19 

1 040 

• . * 

948 

91 

20 

9 593 

7 044 

1 BOl 

5 243 

42 

2 053 

1 005 

3 944 

1 746 

1 635 

202 

1 433 

■ • . 

1 268 

90 

269 

1 002 

413 

• . 1 

413 

• t . 

352 

19 

42 

10 361 

6 554 

1 849 

4 705 

400 

2 879 

706 

2 489 

237 313 

173 760 

13 388 

160 372 

13 193 

135 736 

22 564 

2 267 

77 240 

49 574 

9 240 

40 334 

6 206 

25 561 

11 993 

5 814 

13 352 

9 422 

2 782 

6 640 

214 

3 059 

1 307 

4 842 

859 

697 

113 

584 

109 

265 

76 

247 

692 

386 

23 

363 

53 

241 

92 

« « • 

971 

564 

87 

477 

. • * 

352 

• * • 

212 

1 066 

948 

64 

884 

24 

797 

105 

22 

98 715 

67 622 

8 S67 

58 755 

5 711 

45 758 

9 350 

6 803 

131 810 

85 267 

12 155 

73 112 

9 995 

50 533 

20 918 

3 821 

6 067 

4 267 

608 

3 659 

438 

2 833 

740 

256 

94 901 

78 195 

4 067 

74 128 

3 655 

66 887 

5 129 

2 524 

35 325 

20 871 

3 071 

17 800 

2 587 

12 250 

5 356 

678 

27 101 

16 964 

3 264 

13 700 

1 018 

8 270 

5 004 

1 872 

269 067 

197 516 

19 362 

178 154 

15 394 

145 491 

25 777 

10 854 

54 897 

37 232 

6 604 

30 628 

1 

4 197 

18 551 

9 332 

5 152 

276 596 

198 119 

19 093 

179 026 

15 602' 

147 460 

26 805 

8 252 

287 623 

201 235 

23 095 

178 140 

17 947 

139 004 

33 217 

ii 067 

43 854 

34 100 

2 602 

31 498 

1 852 

26 991 

2 920 

2 337 

190 018 

135 212 

16 806 

118 406 

12 394 

91 335 

22 964 

8 519 

68 061 

40 675 

6 313 

34 362 

4 655 

22 700 

9 980 

3 340 

7 170 

4 782 

473 

4 309 

437 

3 146 

608 

511 

66 224 

54 662 

2 105 

52 557 

2 313 

48 610 

2 505 

1 034 

53 801 

36 793 

4 457 

32 336 

3 610 

24 641 

7 138 

1 404 

17 719 

11 853 

1 320 

10 533 

847 

8 807 

1 677 

522 

10 515 

5 469 

833 

4 636 

521 

3 893 

860 

195 

249 458 

181 236 

19 007 

162 149 

14 821 

128 670 

26 462 

11 283 

262 57a 

185 016 

21 173 

163 843 

16 143 

128 368 

29 496 

11 009 

34 478 

23 089 

2 805 

20 284 

2 205 

15 002 

4 610 

1 272 

34 437 

27 246 

1 719 

25 527 

1 451 

22 641 

2 031 

1 123 

188 944 

136 621 

14 431 

122 390 

10 367 

99 119 

19 122 

8 213 

112 941 

77 068 

9 697 

67 371 

a 133 

49 723 

15 024 

4 186 

29 608 

21 462 

1 569 

19 893 

1 299 

17 169 

1 991 

1 003 


1 • • * ■ 

2 OR MORE 
NONE . . , 
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Table 16.— Type of Fuel and Selected Equipment, for SMSA's, Constituent Counties, Places of 30,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Coa 
[Based on sample; see text. “U" denotes an unincorporated place] 


Heating Fuel 
Water Hear. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 


all occupied units 


HEATING FUEL 


utility gas 

FUEL OiLt KEROSENE! ETC. 

COAL OR COKE 

electricity 

bottled* tank* or lp gas 

OTHER FUEL 

none . . 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

BOTTLED* TANK. OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

other fuel 

NONE 


COOKING FUEL 


UTILITY GAS. ...... 

ELECTRICITY 

bottled* tank, or lp gas 

FUEL OIL. KEROSENE* ETC. 
COAL OR COKE ...... 

other fuel 

NONE * • • 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
washer-dryer COMBINATION . . . . 
NONE 


CLOTHES DRYER 


GAS heated .... 
ELECTRICALLY HEATED 
NONE 


HOME FOOD FREEZER 


1 OR MORE, 
NONE . . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


!•...< 

2 . . . . . 

3 OR MORE, 
NONE . . , 


AIR CONDITIONING 


ROOK UNIT: 

1 

2 OR MORE. . 

CENTRAL SYSTEM 
NONE 


television sets 


I . • . • , 

2 OR MORE 
NONE . . 


RADIO sets 


standard metropolitan statistical areas — CON. 



KANSAS CITY — CON. 

ST JOSEPH 


KANSAS PORTION 

the 

AREA 

BUCHANAN 

COUNTY 

ST 

JOSEPH 

URBAN 

BALANCE 

RURAL 


total 

counties I 

KANSAS 

CITY 

URBAN 

balance 

RURAL 

JOHNSON 

WYAN- 

DOTTE 


96 142 

40 270 

55 672 

38 t:i 

! 

45 9501 

11 481 

3C 0C3 

26 692 

97 

3 214 


87 987 

36 987 

51 000 

35 975 

44 556 

7 456 

24 060 

23 794 

70 

196 


2 819 

1 226 

1 593 

875 

70B 

1 236 

2 965 

1 496 

27 

1 442 


1 422 

297 

i 125 

677 

249 

496 

1 290 

779 

« • t 

Sll 


212 

116 

94 

75 

61 

76 

42 

... 

. . . 

42 


2 690 

1 376 

1 314 

563 

288 

1 839 

1 399 

481 

• t . 

918 


953 

266 

687 

506 

88 

359 

226 

121 

• * * 

105 


59 

... 

59 

40 

... 

19 

21 

21 

... 



85 211 

35 959 

49 252 

34 917 

43 306 

6 988 

23 508 

23 279 

56 

173 


3 578 

1 957 

1 621 

709 

1 196 

1 673 

2 098 

1 036 

28 

1 034 


297 

134 

163 

78 

157 

62 

169 

148 

... 

21 


2 549 

1 145 

1 404 

640 

467 

1 442 

1 476 

658 

• « « 

818 


111 

56 

55 

30 

63 

18 

268 

206 

• « « 

62 


589 

74 

515 

435 

57 

97 

21 

21 

. « • 

• . « 


3 807 

945 

2 862 

1 902 

704 

1 201 

2 463 

1 344 

13 

1 106 


63 553 

20 035 

43 518 

32 326 

26 047 

5 180 

22 023 

21 815 

56 

152 


27 666 

18 339 

9 327 

4 872 

18 932 

3 862 

4 542 

3 326 

14 

1 202 


3 930 

1 714 

2 216 

975 

759 

2 196 

2 643 

990 

27 

1 626 


162 

58 

104 

84 

40 

38 

220 

158 

* . • 

62 


306 

32 

274 

186 

76 

44 

160 

78 

• * . 

82 


407 

56 

351 

186 

6C 

161 

131 

41 

• • . 

90 


118 

36 

82 

82 

36 

t « • 

284 

284 


• * • 


31 093 

7 597 

23 496 

16 761 

9 239 

5 093 

13 483 

11 098 

69 

2 316 


46 543 

26 979 

19 564 

11 453 

30 263 

4 827 

8 225 

7 785 

14 

426 


1 800 

993 

807 

519 

1 121 

160 

730 

709 

» • • 

21 


16 706 

4 701 

12 005 

9 978 

5 327 

1 401 

7 565 

7 100 

14 

451 


14 454 

8 474 

5 980 

3 377 

9 618 

1 459 

2 965 

2 811 

28 

126 


10 137 

7 688 

! 2 449 

1 152 

7 771 

1 214 

2 190 

1 654 

... 

536 


71 551 

24 108 

47 443 

34 182 

28 561 

a 808 

24 648 

22 227 

69 

2 552 


17 665 

9 439 

B 226 

4 305 

9 656 

3 704 

5 307 

3 916 

14 

1 377 


78 477 

30 831 

47 646 

34 406 

36 294 ; 

7 777 

24 696 

22 776 

85 

1 837 


86 388 

37 954 

48 434 

33 109^ 

43 559 

9 720 

26 020 

23 392 

81 

2 547 

• 

9 754 

2 316 

7 438 

5 602 

2 391 

1 761 

3 983 

3 300 

16 

667 


54 806 

21 490 

33 316 

22 683 

25 168 

6 735 

17 734 

15 490 

69 

2 175 


27 386 

16 083 

11 303 

6 004 

17 465 

3 917 

4 246 

3 613 

t * . 

633 


2 388 

1 307 

1 oai 

720 

1 199 

469 

465 

360 

• . . 

105 

• 

11 562 

1 390 

10 172 

9 104 

2 098 

360 

7 558 

7 229 

28 

301 


17 008 

10 591 

6 417 

4 537 

11 107 

1 364 

2 873 

2 583 

14 

276 


5 866 

3 788 

2 078 

1 308 

3 952 

606 

1 318 

1 297 


21 


5 046 

4 384 

662 

445 

4 486 

115 

569 

569 

... 

. « • 

• 

68 222 

21 507 

46 715 

32 421 

26 405 

9 396 

25 243 

22 243 

83 

2 917 


77 562 

31 142 

46 420 

32 003 

35 938 

9 621 

24 300 

21 553 

84 

2 663 


1 1 389 

7 312 

4 077 

2 493 

7 929 

967 

1 668 

1 454 

■ • * 

214 

• 

7 191 

1 816 

5 375 

4 215 

2 083 

893 

4 035 

3 685 

13 

337 


52 123 

17 872 

34 251 

24 390 

21 175 

6 558 

19 518 

17 264 

84 

2 170 

• 

35 873 

20 654 

15 219 

9 553 

22 370 

3 950 

7 065 

6 238 


827 

• 

e 146 

L 744 

6 402 

4 768 

2 405 

973 

3 420 

3 190 

1 13 

> 217 


1 . • • . 

2 OR more. 
NONE • . . 


Lt I -tJVJ 
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Table 16. — ^Type oe Fuel and Selected Equipment, eor SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS— CON, 


ST LOUIS 


SUBJECT 


MISSOURI PORTION 



THE 

AREA 

TOTAL 

COUNTIES AND INDEPENDENT CITIES 

PLACES 

URBAN 

BALANCE 

RURAL 

JEFFERSON 

COUNTY 

5T CHARLES 
COUNTY 

ST LOUIS 
COUNTY 

ST LOUIS 
CITY 

ST LOUIS 
CITY 

UNIVERSITY 

CITY 

ALL occupied UNITS ... . 

624 

886 

480 

293 

18 

580 

14 

579 

198 

483 

248 

651 

24B 

651 

16 

442 

IBO 

757 

34 

443 

HEATING FUEL 





















UTILITY GAS * 

316 

262 

273 

016 

3 

887 

1 

569 

125 

756 

141 

804 

141 

804 

11 

922 

116 

975 

2 

315 

FUEL OlLi KEROSENE f ETC 

138 

539 

100 

560 

a 

243 

6 

387 

44 

731 

41 

199 

41 

199 

2 

569 

39 

621 

17 

171 

COAL OR COKE 

133 

153 

82 

976 

1 

965 

2 

300 

19 

346 

59 

365 

59 

365 

1 

752 

17 

217 

4 

642 

ELECTRICITY 

2 

010 

1 

504 


83 


212 


676 


533 


533 


19 


564 


388 

BOTTLED* TANK* OR LP GAS 

29 

369 

17 

576 

3 

IBB 

3 

320 

7 

177 

3 

891 

3 

891 


79 

5 

867 

7 

739 

OTHER FUEL 

4 

553 

3 

771 

1 

177 


791 


631 

1 

172 

1 

172 


101 


382 

2 

116 

NONE 


077 


812 


37 


... 


88 


687 


687 


. . . 


86 


39 

WATER HEATING FUEL 





















UTILITY GAS 

422 

281 

351 

724 

3 

036 

2 

217 

149 

622 

196 

849 

196 

849 

15 

206 

137 

767 

1 

902 

ELECTRICITY 

76 

906 

48 

886 

8 

909 

6 

448 

29 

317 

4 

212 

4 

212 


310 

26 

730 

17 

634 

COAL OR COKE 

14 

490 

10 

627 


63 


95 

2 

133 

8 

336 

8 

336 


599 

1 

549 


143 

BOTTLED. TANK. OR LP GAS 

44 

584 

23 

649 

2 

991 

3 

914 

9 

569 

7 

175 

7 

175 


116 

8 

198 

8 

160 

FUEL OIL. KEROSENE. ETC. . . , 

7 

196 

5 

204 


232 


100 

1 

438 

3 

434 

3 

434 


157 

1 

197 


416 

OTHER FUEL 

1 

332 


825 


135 


21 


196 


473 


473 


... 


196 


156 

NONE . 

57 

974 

39 

300 

3 

214 

1 

784 

6 

130 

28 

172 

28 

172 


54 

5 

075 

5 

999 

COOKING FUEL 





















UTILITY GAS 

409 

716 

341 

481 

2 

873 

2 

382 

117 

768 

218 

458 

218 

458 

13 

107 

108 

103 

1 

813 

ELECTRICITY , . . 

135 

989 

95 

289 

8 

006 

5 

330 

65 

221 

16 

652 

16 

652 

3 

185 

59 

126 

16 

326 

BOTTLED. TANK. OR LP GAS , . 

66 

436 

35 

508 

6 

986 

6 

538 

14 

147 

7 

837 

7 

837 


93 

12 

493 

15 

085 

FUEL OIL. KEROSENE. ETC 

2 

651 

1 

539 


108 


100 


467 


864 


664 


18 


339 


316 

COAL OR COKE 

5 

113 

2 

464 


60 


. • . 


470 

1 

934 

1 

934 


20 


369 


141 

OTHER FUEL 

2 

310 

1 

824 


376 


229 


1B2 

1 

037 

1 

037 


. . * 


172 


615 

NONE 

2 

548 

2 

110 


91 


... 


150 

1 

869 

1 

869 


19 


110 


112 

CLOTHES WASHING MACHINE 





















WRINGER OR SPINNER 

242 

404 

168 

539 

9 

905 

7 

283 

47 

795 

103 

556 

103 

556 

2 

264 

45 

198 

17 

521 

AUTOMATIC OR SEMI-AUTOMATIC 

230 

571 

187 

000 

5 

677 

4 

263 

lie 

317 

58 

743 

58 

743 

9 

080 

107 

810 

11 

367 

WASHER-DRYER COMBINATION 

7 

898 

5 

921 


215 


283 

3 

609 

1 

814 

1 

814 


295 

3 

283 


529 

NONE 

143 

090 

118 

755 

2 

783 

2 

750 

28 

684 

64 

530 

84 

538 

4 

803 

24 

421 

4 

993 

CLOTHES DRYER 





















GAS HEATED ... ...... . 

55 

519 

44 

943 


656 


473 

29 

623 

14 

191 

14 

191 

2 

ail 

26 

544 

1 

397 

ELECTRICALLY HEATED 

76 

560 

56 

071 

3 

395 

2 

089 

41 

367 

9 

220 

9 

220 

2 

277 

38 

341 

6 

233 

NONE 

492 

684 

379 

201 

14 

529 

12 

017 

127 

415 

225 

240 

225 

240 

11 

354 

115 

827 

26 

780 

HOME FOOD FREEZER 





















1 OR MORE. 

92 

496 

66 

674 

5 

431 

4 

429 

40 

836 

15 

978 

15 

978 

1 

776 

36 

856 

12 

064 

NONE 

532 

267 

413 

541 

13 

149 

10 

150 

157 

569 

232 

673 

232 

673 

14 

666 

143 

856 

22 

346 

TELEPHONE AVAILABLE 






















517 

427 

402 

664 

14 

077 

11 

237 

185 

124 

192 

226 

192 

226 

15 

873 

167 

869 

26 

696 


107 

459 

77 

629 

4 

503 

3 

342 

13 

359 

56 

425 

56 

425 


569 

12 

888 

7 

747 

AUTOMOBILES AVAILABLE 






















372 

573 

280 

344 

12 

953 

10 

163 

125 

927 

131 

301 

131 

301 

9 

938 

115 

739 

23 

366 


98 

325 

75 

135 

3 

398 

2 

973 

52 

105 

16 

659 

16 

659 

3 

940 

46 

383 

8 

153 

3 OR MORE 

10 

640 

6 

637 


347 


292 

4 

766 

3 

212 

3 

212 


388 

4 

219 


618 

NONE 

143 

255 

116 

099 

1 

882 

1 

151 

15 

587 

97 

479 

97 

479 

2 

176 

14 

371 

2 

073 

AIR CONDITIONING 





















ROOM UNIT! 






















76 

768 

61 

033 

1 

939 

1 

630 

34 

097 

23 

367 

23 

367 

4 

132 

30 

621 

2 

913 

2 OR MORE 

31 

144 

25 

139 


554 


442 

16 

225 

7 

918 

7 

918 

3 

321 

13 

047 


853 

CENTRAL SYSTEM 

24 

413 

22 

051 


232 


233 

IS 

763 

2 

823 

2 

823 

1 

741 

16 

302 

1 

1B5 

NONE 

492 

438 

371 

992 

15 

855 

12 

274 

129 

320 

214 

543 

214 

543 

7 

248 

120 

742 

29 

459 

TELEVISION SETS 






















505 

349 

385 

134 

16 

107 

12 

551 

159 

636 

196 

840 

196 

840 

12 

444 

147 

253 

28 

597 

2 OR MORE ' 

54 

305 

43 

544 


980 


858 

27 

632 

14 

074 

14 

074 

3 

168 

23 

349 

2 

953 

NONE 

65 

029 

51 

537 

1 

493 

1 

170 

11 

137 

37 

737 

37 

737 


030 

10 

110 

2 

860 

RADIO sets 






















399 

113 

304 

906 

12 

674 

9 

245 

111 

398 

171 

589 

171 

589 

a 

282 

102 

119 

22 

916 

2 OR MORE. . 

164 

352 

126 

517 

4 

254 

4 

195 

72 

860 

45 

208 

45 

208 

7 

068 

65 

783 

8 

458 

NONE ... 

61 

298 

48 

792 

1 

652 

1 

139 

14 

147 

31 

854 

31 

854 

1 

092 

12 

810 

3 

036 


Missouri 


27-39 


Table 16 - — Type of Fuel an’D Selected Equipment, for SMSAs, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960— Con. 

[Based on sample; see text. “U” denotes an unincorporated place} 


HtJting Fuel 
Waccr Heat. Fuel 
Cooking Fuel 
Ciothes Washing 
Machine 
Ciothes Dryer 


Home Food Frceacr 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


standard metropolitan statistical areas — CON. 


SUBJECT 





ST 

LOJIS— CON, 






1 SPRINGFIELD 


ILLINOIS PORTION j 

the 

AREA 

GREENE 

COUNTY 

SPRING- 

FIELD 

URBAN 

BALANCE 

rural 

total 

II COUNTIES 

EAST 1 

ST LOUIS j 

URBAN 

BALANCE 

RURAL 

MADISON 

ST CLAIR 

ALL OCCUPIED UNITS * . * . 

144 

593 

67 

063 

77 

53D 

1 24 

958 

1 

i 

^ BS 

1 

949 i 


686 


ZCt 

32 022 

340 

8 

844 

HEATING FUEL 







i 












utility gas . 

43 

246 

20 

726 

22 

520 

7 

743 

1 32 

454 

3 

049 

30 

082 

28 625 

204 

1 

253 

FUEL OiLf KEROSENE. ETC. 

37 

979 

18 

265 

19 

714 

2 

698 

! 23 

562 

11 

519 

2 

450 

942 

31 

1 

477 

COAL OR COKE . 

50 

177 

21 

19 li 

28 

986 

13 

294 

25 

954 

10 

929 


842 

526 

. • . 


316 

ELECTRICITY, 


506 


310 


196 


84 


233 


189 


36 

36 

• • • 


. « • 

bottled* tank, or lp gas ......... 

11 

793 

6 

075 i 

5 

718 


783 

6 

371 

4 

639 

5 

237 

1 321 

15 

3 

901 

OTHER FUEL ... 


782 


429 


353 


156 


321 


305 

2 

536 

572 

90 

1 

874 

NONE 


65 


22 


43 


... 


22 


43 


23 

... 

... 


23 

WATER HEATING FUEL 



















UTILITY GAS 

70 

557 

33 

142 

37 

415 

15 

796 

50 

750 

4 

on 

28 

646 

27 527 

143 

1 

176 

ELECTRICITY, . 

28 

020 

14 

108 

13 

9L2 


942 

15 

242 

1 

836 

2 

972 

990 

* * « 

1 

982 

COAL OR COKE 

3 

863 

1 

878 

1 

985 


647 

2 

071 

1 

145 


35 

35 



• . ■ 

BOTTLED* TANK. OR LP GAS 

20 

935 

9 

899 

11 

036 

1 

433 

11 

447 

! 8 

055 

4 

755 

1 243 

15 

3 

497 

FUEL OIL. KEROSENE. ETC 

1 

992 

1 

522 


470 


59 

1 

400 


533 


121 

121 

* * * 


• * • 

other FUEL 


507 


128 


379 


182 


241 ! 


84 


... 

* . • 

• . • 


• * * 

NONE 

18 

674 

6 

341 

U 

333 

5 

899 

7 

766 

5 

009 

4 

477 

2 106 

162 

2 

189 

COOKING FUEL 



















UTILITY GAS 

68 

235 

29 

no 

39 

125 

18 

594 

46 

224 

3 

417 

25 

666 

24 657 

174 


835 

ELECTRICITY 

40 

700 

22 

505 

IS 

195 

1 2 

172 

25 

164 

13 

364 

7 

683 

4 942 

15 

2 

726 

BOTTLED. TANK. OR LP GAS . 

30 

928 

13 

695 

17 

233 

2 

510 

15 

455 

12 

963 

6 

542 

1 869 

75 

4 

598 

FUEL OIL. KEROSENE. ETC 

1 

112 


678 


434 


140 


706 


266 


522 

155 

76 


291 

COAL OR COKE 

2 

649 


677 

1 

972 

1 

167 

1 

049 


433 


62 

40 

■ . • 


22 

OTHER FUEL 


486 


155 


331 


154 


102 


230 


652 

299 

• • • 


353 

NONE 


438 


198 


240 


221 


217 


... 


79 

60 

... 


19 

CLOTHES WASHING MACHINE 



















WRINGER OR SPINNER 

73 

865 

36 

301 

37 

564 

i 13 

287 

42 

241 

16 

337 

15 

993 

11 472 

153 

4 

368 

AUTOMATIC OR SEMI-AUTOMATIC 

43 

571 

20 

182 

23 

389 

4 

532 

31 

026 

8 

on 

13 

419 

10 955 

97 

2 

367 

washer-dryer COMBINATION 

1 

977 


924 

1 

053 


254 

1 

280 


443 


366 

283 

. • • 


83 

NONE 

25 

135 

9 

611 

15 

524 

' 6 

885 

14 

368 

3 

882 

11 

428 

9 512 

90 

2 

026 

clothes dryer 



















GAS heated 

10 

576 

4 

756 

5 

820 

1 

283 

7 

789 

1 

504 

^ 1 

115 

778 

• • • 


337 

ELECTRICALLY HEATED 

20 

489 

9 

897 

10 

592 

1 

375 

13 

132 

S 

982 

3 

165 

2 665 

• • • 


500 

NONE • 

113 

483 

52 

365 

61 

118 

22 

300 

67 

996 

23 

187 

36 

926 

28 579 

340 

8 

007 

HOME FOOD FREEZER 



















1 OR MORE. • . 

25 

822 

13 

475 

12 

347 

1 

780 

13 

913 

10 

129 

7 

572 

4 762 

127 

2 

683 

NONE 

118 

726 

53 

543 

65 

183 

23 

178 

75 

004 

20 

544 

33 

634 

27 260 

213 

6 

161 

TELEPHONE AVAILABLE 




















114 

763 

56 

388 

58 

375 

16 

178 

73 

545 

25 

040 

34 

519 

26 928 

212 

7 

379 


29 

830 

10 

675 

19 

155 

B 

780 

15 

404 

5 

646 

6 

687 

5 094 

128 

1 

465 

AUTOMOBILES AVAILABLE 




















92 

229 

44 

444 

47 

785 

12 

417 

58 

586 

21 

226 

24 

375 

18 803 

206 

5 

366 


23 

190 

11 

703 

11 

487 

1 

S69 

14 

463 

6 

838 

8 

036 

5 742 

73 

2 

223 

3 OR MORE 

2 

003 

1 

076 


927 


303 

1 

134 


566 


834 

698 

. * » 


136 

NONE 

27 

156 

9 

811 

17 

345 

10 

369 

14 

730 

2 

057 

7 

959 

6 779 

61 

1 

119 

AIR CONDITIONING 



















ROOM UNIT: 




















15 

735 

a 

778 

6 

957 

1 

965 

10 

906 

2 

864 

3 

311 

2 689 



598 

2 OR MORE 

6 

005 

3 

465 

2 

540 


644 

4 

590 


771 

1 

111 

994 



117 

CENTRAL SYSTEM 

2 

362 

1 

084 

1 

278 


154 

1 

763 


445 


496 

477 

. a » 


19 

NONE 

120 

446 

53 

691 

66 

755 

22 

195 

71 

658 

26 

593 

36 

268 

27 862 

316 

S 

no 

television SETS 




















120 

215 

56 

688 

63 

527 

19 

630 

74 

709 

25 

676 

33 

797 

25 978 

234 

7 

585 

2 OR MORE 

10 

841 

5 

007 

5 

834 

1 

321 

7 

168 

2 

352 

2 

849 

2 395 

30 


424 

NONE 

13 

492 

5 

323 

8 

169 

4 

007 

7 

040 

2 

445 

4 

560 

3 649 

76 


B35 

RADIO sets 




















94 

207 

42 

471 

51 

736 

IS 

055 

56 

522 

19 

630 

26 

109 

19 815 

232 

6 

062 

2 OR MORE. ^ 

37 

635 

19 

451 

18 

384 

3 

794 

24 

953 

9 

088 : 

11 

273 

9 196 

78 

1 

999 

NONE 

12 

506 

5 

096 

7 

410 

3 

109 

7 

442 

1 

955 

3 

824 

3 on 

30 


783 


Table 16. — ^Type of Fuel and Selected Equipment, for SMS As, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. "U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Secs 
Radio Sets 


URBANIZED AREAS 


SUBJECT 

KANSAS CITY 

ST JOSEPH 

ST LOUIS 

SPRINGFIELD 

TOTAL 

MISSOURI 

PORTION 

total 

MISSOURI 

PORTION 

TOTAL 

1 

1 

! MISSOURI 

, PORTION 

ALL occupied UNITS 

297 653 

217 128 

27 172 i 

26 789 

513 739 

430 857 

32 362 

HEATING FUEL 






! 


UTILITY GAS 

280 900 

204 293 

23 864 

23 864 

296 276 

266 016 

28 829 

FUEL OIL* KEROSENE* ETC 

7 846 

6 391 

1 664 

1 523 

94 029 

77 068 

973 

COAL OR COKE 

3 578 

2 652 

859 

779 

106 518 

76 380 

526 

ELECTRICITY 

280 

166 

. . • 

. . • 

1 273 

998 

36 

BOTTLED* TANK* OR LP GAS 

3 616 

2 827 

632 

481 

13 108 

8 116 

1 336 

OTHER FUEL 

1 304 

710 

132 

121 

1 703 

1 479 

662 

NONE 

145 

105 

21 

21 

755 

755 

... 

WATER HEATING FUEL 








UTILITY GAS 

276 103 

201 489 

23 335* 

23 335 

396 230 

344 929 

27 670 

ELECTRICITY. ...... 

7 B5B 

6 201 

1 067' 

1 064 

32 771 

24 405 

990 

COAL OR COKE .... 

1 207 

972 

148 

148 

12 122 

10 409 

35 

BOTTLED* TANK* OR UP GAS 

3 886 

2 880 

845 

658 

22 415 

13 474 

1 258 

FUEL OIL* KEROSENE* ETC. ........ . 

1 440 

L 347 

206 

206 

5 039 

4 718 

121 

other fuel , 

863 

371 

21 

21 

994 

631 

1 > . 

NONE 

6 312 

3 884 

1 530 

1 357 

44 091 

32 246 

2 288 

COOKING FUEL 








UTILITY GAS 

223 380 

167 920 

21 871 

21 871 

387 399 

335 0921 

24 831 

ELECTRICITY 

65 615 

42 795 

3 363 

3 340 

86 731 

72 344 

4 957 

BOTTLED* TANK* OR LP GAS . . . 

5 964 

4 469 

1 307 

1 017 

29 909 

16 7791 

1 944 

FUEL OIL* kerosene* ETC 

555 

431 

228 

158 

1 568 

1 16li 

231 

COAL OR COKE 

577 

315 

78 

79 

4 348 

2 323! 

40 

OTHER FUEL 

598 

352 

41 

41 

1 351 

1 1151 

299 

NONE ..... 

980 

862 

284 

284 

2 356 

1 998, 

1 

60 

CLOTHES WASHING MACHINE 






1 


WRINGER OR SPINNER 

83 599 

59 066 

11 411 

11 167 

184 785 i 

144 094; 

11 625 

AUTOMATIC OR SEMI-AUTOMATIC 

119 464 

79 454 

7 822 

7 799 

194 756 

169 482 

11 052 

washer-dryer COMBINATION 

5 546 

3 970 

709 

709 

6 142' 

5 061' 

233 

NONE .... 

89 060 

74 654 

7 230 

7 114 

127 979, 

111 375, 

9 402 

CLOTHES DRYER 








GAS HEATED , , 

32 477 

19 855 

a 886 

2 839 

50 106 i 

43 025 i 

770 

ELECTRICALLY HEATED 

22 789 

14 287 

1 654 

1 654 

56 159 

46 490 1 

2 665 

NONE 

242 403 

163 002 

22 632 

22 296 

407 397 

341 297 

i 

28 919 

HOME FOOD FREEZER 








I OR MORE. . , . 

44 254 

30 828 

3 999 

3 930 

61 651 

51 573j 

4 839 

NONE 

253 415 

186 316 

23 173 

22 859 

452 011 

379 239 

1 

27 473 

TELEPHONE AVAILABLE 






1 



259 219 

185 897 

23 727 

23 473 

426 137 

363 630 1 

27 140 


3a 434 

3l 231 

3 445' 

3 316 

87 602 

67 227 

5 222 

AUTOMOBILES AVAILABLE | 









169 501 

123 963 

15 871 

15 559 

297 650 

1 

246 8901 

19 009 


58 841 

36 329 

3 637 

3 613 

75 008 

64 073' 

5 815 

3 OR MORE 

6 018 

4 140 

360 

360 

8 394 

7 536 1 

698 

NONE 

63 289 

52 692 

7 304 

7 257 

132 610 

112 313 

6 840 

AIR CONDITIONING 






i 

1 


ROOM unit* 









49 411 

1 34 394 

2 597 

2 597 

64 187 

55 777 

2 713 

2 OR MORE. • , 

16 129 

11 082 

1 297 

1 297 

26 582 

23 600 1 

994 

CENTRAL SYSTEM 

10 003 

! 5 278 

569 

569 

21 799 

20 520 

477 


222 046 

1 166 390 

22 709 

22 326 

401 094 

330 915 

28 178 

TELEVISION SETS 

1 








234 600 

170 135 

21 883 

21 637 

411 457 

343 5471 

26 212 

2 OR MORE 

31 481 

21 261 

1 477 

1 454 

45 605 

39 568 

2 425 

NONE « . 

31 588 

25 748 

3 ai2l 

3 698 

56 600 

47 697 

3 725 

RADIO sets 









168 874 

125 790 

17 649 

17 348 

328 515 

273 045 

20 047 

2 OR MORE 

101 872 

71 047 

6 297 

6 238 

132 284 

113 409 

9 274 

NONE . . 

26 923 

20 307 

3 226 

3 203 

52 863 

44 358 

3 041 
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Table 17— Fin^ancial Characteristics antd Duration of Vacancy fop r - 

Places of 50.000 Inhabitants or More. Urban BaLnce L ^ 

1950 DALANCE, KlraL ToTAL, AND L RBANIZED ArEAS: 

[Some data based on sample; median not shown where base is insufficient* see text * 

niiBUA (-) after namier iadicatee meS " 


Value 
Gro^ Rent 


Contract Rent 
Dorarion of Vacancy 


OWNER OCCUPIED 
LESS THAN SSiOOO , 
SSrOOO TO S7f400 , 
*7*500 TO 59 » 900 . 
*10*000 TO $12*400 
*12,500 TO 514,900 
*15*000 TO $17*400 
*17,500 TO 519*900 
*20,000 TO $24*900 
$25*000 TO $34,900 
*35,000 OR MORE. . 


VACANT available FOR SALE. 

LESS THAN $5,000 

*5,000 TO $9*900 

*10,000 TO $14,900 

*15,000 TO $19,900 

*20,000 TO $24,900 

*25,000 OR MORE 


MEDIAN PRICE ASKED DOLLARS 


renter occupied. 

LESS THAN $20. , . , 

*20 TO 

S30 TO $39 .... . 

*40 TO $49 

*50 TO 

*60 TO $69 . . • , , 

*70 TO $79 

*aO TO $99 

SlOO TO $119 * . . . 
*120 TO $149 . . , , 
*150 TO $199 . • , , 
*200 OR MORE .... 
NO CASH RENT .... 


CONTRACT rent 


renter occupied. 

LESS THAN *20. , , , 

*20 TO $29 

*30 TO 

$40 TO $59 

$60 TO $79 .... . 

$80 TO 

$100 TO $149 . , , . 

$150 OR MORE . . , , 

NO CASH RENT . . . . 




$30 TO $39 

$40 TO $59 , . , , 

$60 TO $79 * 

$80 TO $99 

SlOO TO 

$120 OR MORE 1 I * * * 

MEDIAN rent ASKED (DOLLARS) i 

VACANT AVAILABLE FOR RENT 

JJiu ^‘’’ILITIES in rent 

with SOME OR NO UTILITIES IN RENT. . 


duration OF VACANCY 


, SALE, 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE . , , 


I available for RENT. 

LESS THAN I MONTH. • . 

1 UP TO 4 MONTHS ... 

4 UP TO 6 MONTHS . . . ! ! ' 

6 months or more ... * * 


198 266 
13 503 
23 906 

31 833 
35 564 

32 136 
22 871 
13 395 
12 364 

7 906 
4 788 


standard metropolita n statistical areas 

KANSAS CITY 

MISSOURI PORTION 


COUNTIES 

1 PLACES 

CLAY 

JACKSON 

INDE- 

PENDENCE 

KANSAS 

CITY 

75 17 i2e 

111 94? 

13 485 

61 438 

49 i 20« 

7 24i 

756 

5 411 

30 1 3BM 

13 746 

1 224 

U 285 

50 1 72' 

20 42: 

1 857 

17 159 

02 3 06iJ 

21 438 

2 813 

15 605 

14 3 56? 

IS 745 

2 773 

11 629 

46 2 6lt) 

12 832 

2 OSS 

7 174 

75 i 462 

6 713 

732 

4 518 

62 1 342 

5 92C 

686 

4 647 

52 €>m 

3 138 

429 

2 497 

95 145 

1 750 

158 

1 513 

00 13 300 

o 

o 

12 600 

11 100 

58 377 

2 461 

322 

1 397 

23 6 

117 

15 

85 

73 21 

452 

37 

366 

55 158 

807 

67 

489 

?2 143 

649 

129 

207 

54 31 

205 

44 

92 

n 18 

233 

30 

158 

>0 15 100 

14 100 

16 600 

12 500 

7 5 903 

85 914 

5 190 

76 637 

4 17 

427 

7 

388 

7 175 

2 192 

95 

2 059 

1 215 

6 256 

232 

5 867 

0 371 

9 159 

413 

8 497 

e 556 

12 612 

666 

11 563 

4 668 

12 646 

780 

11 484 

9 683 

11 106 

699 

9 998 

1 1 447 

14 474 

1 133 

12 649 

5 845 

7 160 

586 

6 074 

2 313 

3 819 

235 

3 031 

4 187 

1 697 

41 

1 489 

8 24 

614 

8 

588 

4 402 

3 752 

293 

2 950 

9 81 

68 

74 

67 

7 5 903 

85 914 

5 190 

76 637 

I 84 

717 

36 

564 

7 327 

3 440 

174 

3 144 

D 383 

8 497 

295 

7 805 

5 1 339 

26 136 

1 458 

23 856 

5 I 618 

25 367 

1 974 

22 272 

5 1 323 

10 482 

689 

9 457 

1 372 

6 242 

251 

5 363 

b 55 

1 281 

20 

1 226 

; 402 

3 752 

293 

2 950 

i 67 

62 

65 

61 

1 476 

9 175 

332 

8 395 

1 64 

669 

11 

632 

92 

1 595 

21 

1 530 

^ 135 

3 379 

112 

3 162 

! 104 

1 868 

125 

1 614 

50 

621 

36 

542 

IS 

472 

19 

390 

16 

571 

8 

525 

53 

54 

63 

53 

45 

49 

• . • 

49 

70 

66 

... 

65 

372 

2 478 

341 

1 353 

254 

1 725 

252 

B9i 

24 

305 

66 

151 

94 

448 

23 

311 

490 

9 515 

304 

8 663 

196 

4 062 

116 

3 757 

166 

4 182 

142 

3 796 

11 

528 

30 

432 

117 

743 

16 

678 


Table 17. — Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (4-) or 
minus (-) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


STANDARD METROPOLITAN STATISTICAL AREAS— CON. 


SUBJECT 

KANSAS CITY— CON. 

ST JOS 

EPH 


KANSAS PORTION 

THE 

AREA 

BUCHANAN 

COUNTY 

ST 

JOSEPH 

urban 

balance 

rural 

TOTAL 

COUNTIES 

KANSAS 

CITY 

urban 

BALANCE 

RURAL 

JOHNSON 

WYAN- 

DOTTE 

VALUE 











OWNER occupied 

69 191 

33 204 

35 987 

22 967 

39 448 

6 776 

16 072 

15 021 

85 

966 

LESS THAN $5f000 

5 054 

650 

4 504 

3 667 

748 

639 

4 121 

3 587 

65 

469 

SSfOOO TO $7t400 

8 776 

942 

7 834 

6 276 

1 719 

701 

3 600 

3 302 

12 

206 

S7t500 TO $9 1900 

9 683 

1 451 

8 232 

5 769 

3 012 

902 

2 780 

2 640 

a 

132 

SIO 1 OQO TO £L2i400 ..... . 

11 062 

4 096 

6 966 

3 922 

6 030 

1 no 

2 060 

1 999 

• • . 

61 

S12f500 TO $l4t900 

9 822 

5 503 

4 319 

1 706 

7 159 

957 

1 288 

1 240 

• . • 

46 

SIStODO to $17*400 

7 425 

5 351 

2 074 

795 

5 907 

723 

962 

950 

■ . • 

12 

S17t500 TO $19*900 

5 220 

4 418 

802 

265 

4 430 

525 

384 

376 

■ . . 

8 

$20*000 TO $24*900 

5 102 

4 379 

723 

273 

4 171 

658 

420 

390 

... 

30 

$25*000 TO $34*900 

4 154 

3 810 

344 

168 

3 653 

333 

306 

306 

... 

» ■ # 

$35*000 OR MORE 

2 893 

2 704 

189 

126 

2 619 

148 

151 

151 

• • • 

... 

MEDIAN DOLLARS . 

12 500 

16 900 

9 200 

8 200 

15 400 

12 400 

7 800 

8 000 

... 

5 200 

VACANT AVAILABLE FOR SALE. ...... 

i 421 

994 

427 

260 

843 

318 

226 

215 

. • • 

11 

LESS THAN $5*000 

68 

11 

57 

46 

3 

17 

40 

40 

. » . 

. • . 

$5*000 TO $9*900 

186 

12 

174 

115 

40 

31 

56 

56 

... 

< « t 

$10*000 TO $14*900 

239 

142 

97 

54 

165 

20 

50 

47 

t . . 

11 

$15*000 TO $19*900 

318 

262 

56 

23 

236 

59 

45 

45 

... 

« i. 

$20*000 TO $24*900 

309 

297 

12 

3 

159 

147 

16 

16 

. . . 

. 1 1 

$25*000 OR MORE 

301 

270 

31 

17 

240 

44 

11 

11 

. . . 

* ' ' 

MEDIAN PRICE ASKED DOLLARS . 

18 400 

21 200 

9 500 

8 600 

19 600 

21 100 

11 500 

11 200 

. • • 

... 

GROSS RENT 











RENTER OCCUPIED 

21 924 

5 091 

16 833 

13 798 

5 934 

2 192 

10 764 

10 073 

B 

683 

LESS THAN $20. 

65 

16 

49 

41 

8 

16 

191 

187 

• . . 

4 

$20 TO $29 

426 

31 

395 

378 

24 

24 

668 

586 

• . t 

62 

$30 TO $39 

770 

79 

691 

653 

69 

48 

1 040 

979 

... 

61 

$40 TO $49 

1 778 

176 

1 602 

i 464 

191 

123 

i 724 

1 645 

6 

71 

$50 TO $59 . . 

2 765 

296 

2 469 

2 263 

317 

185 

1 957 

1 863 

. . • 

94 

$60 TO $69 

3 286 

419 

2 867 

2 527 

466 

293 

1 596 

1 523 

• • « 

73 

$70 TO $79 

2 623 

459 

2 164 

1 779 

521 

323 

1 114 

1 043 

. . • 

71 

$80 TO $99 . 

4 552 

968 

3 504 

2 779 

1 259 

514 

1 191 

1 150 

... 


$100 TO $119 

2 255 

B12 

1 443 

844 

1 136 

275 

350 

328 

* . . 

22 

$120 TO $149 

1 178 

722 

456 

284 

784 

no 

222 

216 

.« . 

4 

$150 TO $199 

743 

648 

95 

68 

636 

39 

40 

40 

... 

... 

$200 OR MORE 

115 

91 

24 

24 

91 

« . • 

16 

16 

• • * 

* « * 

NO cash RENT 

1 368 

374 

994 

694 

432 

242 

655 

495 

... 

160 

MEDIAN DOLLARS . 

75 

98 

69 

67 

99 

79 

57 

57 

... 

55 

CONTRACT RENT 











RENTER OCCUPIED 

21 924 

5 091 

16 833 

13 798 

5 934 

2 192 

10 764 

10 073 

6 

683 

LESS THAN $20. 

240 

48 

192 

156 

32 

52 

533 

426 

... 

107 

$20 TO $29 

870 

111 

759 

1 687 

79 

104 

1 196 

1 050 


142 

$30 TO $39 

1 769 

202 

1 567 

1 1 436 

166 

167 

1 556 

1 468 

4 

84 

$40 TO $59 

6 397 

85S 

5 539 

! 4 816 

950 

631 

4 150 

4 015 

... 

135 

$60 TO $79 

6 523 

1 320 

5 203 

4 193 

1 643 

687 

2 025 

1 982 

* . . 

43 

$80 TO $99 

2 930 

748 

2 182 

1 1 547 

1 169 

214 

391 

379 

. • * 

12 

$i00 TO $149 . . 

1 586 

1 221 

365 

240 

1 258 

88 

230 

230 

* . * 

t • t 

$150 OR MORE 

241 

209 

32 

29 

205 

7 

28 

28 

. • . 

« • • 

NO CASH RENT 

1 368 

374 

994 

694 

432 

242 

655 

495 

... 

160 

MEDIAN dollars . 

63 

77 

60 

56 

78 

60 

49 

50 

... 

31 

VACANT AVAILABLE FOR RENT 

2 392 

1 231 

1 L61 

889 

640 

863 

720 

706 

2 

12 

LESS THAN 

194 

139 

55 

43 

4 

147 

135 

135 

. . * 

• « » 

$30 TO 

187 

93 

94 

79 

18 

90 

129 

123 

... 

4 

$40 TO $59 

935 

471 

464 

382 

108 

445 

317 

313 

. . • 

4 

$60 TO $79 

541 

182 

359 

266 

153 

122 

115 

in 

. ■ . 

4 

$60 TO $99 

251 

115 

136 

BO 

130 

41 

10 

10 

. • . 

a . * 

$100 TO $119 

162 

139 

23 

23 

135 

4 

8 

8 

... 

... 

$120 OR MORE 

122 

92 

30 

16 

92 

14 

6 

6 

... 

... 

MEDIAN RENT ASKED (DOLLARS) t 











VACANT AVAILABLE FOR RENT 

57 

55 

59 

57 

68 

47 

45 

1 46 

... 

... 

WITH ALL utilities IN RENT '. 

58 

• . . 

54 

54 

... 

• . • 

43 

43 

... 

... 

WITH SOME OR NO UTILITIES IN RENT. , . 

57 

53 

62 

60 

92 

47 

47 

47 

. . . 

a . * 

DURATION OF VACANCY 











VACANT AVAILABLE FOR SALE 

1 426 

998 

428 

254 

850 

322 

246 

219 

... 

27 

LESS THAN 4 MONTHS 

1 123 

839 

284 

169 

687 

267 

114 

114 

... 

» •• 

4 UP TO 6 MONTHS 

83 

49 

34 

24 

41 

18 

16 

12 

* • * 

4 

6 MONTHS OR MORE . . 

220 

110 

110 

61 

122 

37 

116 

93 

... 

23 

VACANT AVAILABLE FOR RENT 

2 482 

1 267 

1 215 

932 

640 

910 

714 

689 

2 

23 

LESS THAN 1 MONTH 

451 

158 

293 

237 

121 

93 

186 

186 

. t . 

. . » 

1 UP TO 4 MONTHS 

923 

394 

529 

465 

353 

105 

268 

260 

... 

B 

4 UP TO 6 MONTHS 

184 

42 

142 

87 

28 

69 

66 

68 

... 

« . * 

6 MONTHS OR MORE 

924 

673 

251 

143 

138 

643 

192 

175 

2 

15 


Missouri 


27-43 


TaHlc 17 . — -Finaxcial Characteristics .axd Duration' of Vacancy, for SMSA's, Constituent Counties, Value 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total,’ and Urbanized Areas: Gross Rent 

I960— Con. 

[Some data based on sample; median not shown where base is insufficient; see text “U” denotes an unincorporated pl a^ Phis (+) or 
minus ( — ) after number indicates median above or below number] 


G>Qrract Rent 
Duration of Vacancy 


standard metropolitan statistical areas— 'CON. 


SUBJECT 


VALUE 


OWNER OCCUPIED 

LESS than . 

S5«O00 TO S7»400 . 

S7i500 TO S9t900 

SIO.OOO TO Sl2t400 

S12,500 TO Sl4f900 . • 

SlSfOOO TO Si7i400 • 

*17 .500 TO $19,900 

*20.000 TO $24,900 . 

*25.000 TO $34,900 

*35.000 OR MORE. 

MEDIAN DOLLARS . 


VACANT AVAILABLE FOR SALE 

LESS than S5.000 

SSfOOO TO S9.900 . • . . 

*10.000 TO $14,900 

*15.000 TO $19,900 

*20.000 TO $24,900 

*25.000 OR MORE . 

MEDIAN PRICE ASKED DOLLARS . 


GROSS RENT 

renter occupied. . 

LESS Than *20 

*20 TO 

*30 TO 

*40 TO 

*50 TO 

*60 TO $69 

*70 TO $79 . 

*80 TO $99 . 

SlOO TO 

*120 TO 

*150 TO $199 

*200 OR MORE 

NO CASH RENT . . . • 

MEDIAN DOLLARS . 


CONTRACT rent 

renter occupied 

LESS than $20. . . • 

*20 TO $29 

*30 TO $39 . 

S40 TO 

*60 TO $79 . . 

$80 TO $99 . 

$100 TO $149 . 

$150 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS . 


VACANT AVAILABLE FOR RENT 

LESS THAN *30. 

*30 TO *39 

*40 TO *59 

*60 TO *79 ... 

*80 TO *99 * 

SlOO TO 

*120 OR MORE 

MEDIAN RENT ASKED (DOLLARS) t 

VACANT available FOR RENT 

WITH ALL utilities IN RENT 

WITH SOME OR NO UTILITIES IN RENT. . . 


DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS 

6 months or more 


VACANT AVAILABLE FOR RENT, 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 months or more 


THE 

AREA 


338 840 i 
22 688 
33 645 i 
43 382 
60 ai6j 
60 809 
41 835 
26 555 
23 791 
15 759 
9 560 

12 900 


6 171 
381 
988 
1 995 
1 526 
611 
670 

14 300 


236 310 
1 089 
5 972 
15 503 
28 084 

30 465 
35 207 

31 639 
43 646 
18 476 
10 419: 

4 785! 
1 535 
9 490 1 

69 


236 310 
6 020 
20 005 
29 598 
71 523 
58 302 
22 311 
15 513 
3 548 
9 490 

56 


13 943 
1 616 
1 997 
4 236 
3 092 
1 507 
800 
695 

55 
50 

56 


6 473! 
3 973! 

B37i 
1 663 


14 308 
3 312 
7 437 

1 249 

2 310 


5” LCU: 


s 


MISSOURI PORTION 


TOTAL 

COUNTIES ANC INDEPENDENT Cl 

TIES 

Places | 

URBAN 

balance 


JEFFERSON 

COUNTY 

ST CHARLES 
COUNTY 

ST LOUIS 

county 

S7 LOUIS 
CITY 

ST LOUIS 
CITY 

UNIVERSITY 

CITY 

245 479 

11 920 

3 224 

156 366 

68 967 

68 967 

9 940 

145 340 


B 862 

1 708 

582 

3 426 

3 146 

3 146 

87 

3 419 


16 546 

2 280 

858 

5 660 

7 748 

7 748 

273 

6 120 


26 082 

2 135 

1 218 

10 787 

11 942 

11 942 

342 

U 229 


43 295 

2 413 

1 sea 

24 582 

14 492 

14 492 

636 

24 485 


49 60S 

1 553 

1 704 

33 764 

12 587 

12 587 

1 526 

32 119 


35 554 

941 

1 055 

25 IOC 

a 458 

0 458 

1 681 

23 083 


22 563 

396 

451 

16 906 

4 BIO 

4 810 

1 478 

14 815 


20 123 

292 

377 

15 988 

3 466 

3 466 

2 150 

13 035 


14 010 

154 

140 

12 08C 

1 636 

1 636 

1 424 

9 879 


8 836 

48 

31 

e 075 

682 

682 

443 

7 156 


13 900 

9 800 

12 000 

15 OOG 

12 000 

12 000 

18 400 

14 600 


4 779 

391 

165 

3 140 

1 C83 

1 083 

117 

2 631 


219 

51 

7 

60 

101 

101 

1 

31 


598 

125 

14 

171 

2SB 

288 

8 

158 


1 554 

142 

92 

988 

332 

332 

12 

882 


1 284 

60 

52 

1 013 

159 

159 

35 

837 


525 

4 


493 

2B 

28 

29 

378 


599 

9 


415 

175 

175 

32 

345 


15 100 

10 700 

... 

16 700 

12 300 

12 300 

20 400 

16 200 


196 541 

3 515 

3 480 

35 775 

153 771 

153 771 

5 633 

31 096 


851 

69 

28 

lie 

636 

636 


106 


4 361 

117 

86 

402 

3 756 

3 756 

22 

359 


12 176 

250 

158 

722 

11 046 

11 046 

17 

759 


23 114 

302 

265 

1 672 

20 875 

20 875 

35 

1 650 


24 939 

433 

328 

1 852 

22 326 

22 326 

77 

1 943 


29 380 

448 

442 

2 660 

25 830 

25 830 

227 

2 677 


26 602 

371 

436 

3 347 

22 446 

22 446 

520 

3 024 


37 331 

534 

754 

7 255 

28 788 

28 788 

1 549 

6 087 


16 148 

283 

472 

6 091 

9 302 

9 302 

951 

5 271 


9 000 

83 

215 

5 561 

3 141 

3 141 

1 292 

4 284 


4 390 

4 

30 

3 153 

1 203 

1 203 

722 

2 384 


1 467 

14 

10 

633 

810 

810 

142 

457 


6 782 

607 

254 

2 309 

3 612 

3 612 

74 

2 095 


70 

66 

77 

96 

66 

66 

106 

93 


196 541 

3 515 

3 480 

35 775 

153 771 

153 771 

5 633 

31 096 


4 525 

239 

139 

589 

3 558 

3 558 

17 

538 


15 350 

365 

306! 

1 178 

13 501 j 

13 501 

31 

1 128 


23 604 

498 

287 ' 

1 649 

21 170 ! 

21 170 

44 

1 690 


59 464 

1 Oil 

915 

4 762 

52 776 

52 776 

257 

5 007 


49 743 

579 

975 i 

7 766 

40 423 1 

40 423 

1 238 

7 022 


19 717 

155 

451 

7 335 

11 776 

11 776 

1 430 

6 047 


13 908 

47 

143 

8 368 

5 350 

5 350 

1 969 

6 351 


3 448 

14 

10 

1 819 

1 605 

1 605 

573 

1 218 


6 782 

607 

254 

2 309 

3 612 

3 612 

74 

2 095 


57 

47 

59 

82 

54 

54 

96 

77 


11 355 

257 

279 

1 981 

8 838 

8 638 

284 

1 823 


1 274 

29 

41 

97 

1 107 

1 107 

2 

84 


1 609 

37 

23 

79 

1 470 

1 470 

3 

85 


3 334 

111 

49 

185 

2 989 

2 989 

15 

204 


2 465 

48 

80 

274 

2 063 

2 063 

37 

299 


1 307 

19 

58 

606 

624 

624 

63 

563 


718 

13 

23 

397 

285 

265 

69 

335 


648 


5 

343 

300 

300 

95 

253 


56 

50 

67 

90 

50 

50 

104 

87 


49 

* # • 

... 

. • • 

49 

49 

■ • . 

... 


58 

50 

67 

92 

50 

50 

102 

89 


4 962 

415 

180 

3 215 

1 152 

1 152 

133 

2 670 


3 193 

226 

105 

2 096 

766 

766 

95 

1 720 


668 

92 

16 

383 

177 

177 

29 

284 


1 101 

97 

59 

736 

209 

209 

9 

666 


11 700 

272 

290 

1 978 

9 160 

9 160 

274 

1 823 


2 858 

71 

60 

404 

a 323 

2 323 

27 

441 


6 343 

81 

101 

1 110 

5 051 

5 051 

204 

916 


964 

44 

38 

122 

760 

760 

25 

81 


1 535 

76 

91 

342 

1 026 

1 026 

18 

385 

i 


RURAL 


21 232 
2 210 
2 505 

2 569 

3 682 
3 376 
2 332 
1 460 
1 472 
1 071 

555 

12 300 


948 

86 

144 

328 

253 

90 

47 

14 000 


6 041 
104 
224 
354 
554 
593 
646 
612 
907 
624 
283 
81 
58 

1 001 
71 


6 041 
412 
690 
700 
1 424 
1 060 
464 
238 
52 

1 001 
51 


410 

81 

51 

126 

66 

57 

29 


52 


1 007 
612 
178 
217 


443 

67 

172 

96 

106 




btate and Areas 


Table 17. — Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
I960— Coa 

[Some data baaed on sample; median not shown where base is insuiRcient; see text. “U” denotes an unincorporated place. Plus (+•) or 
minus ( ~ ) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vac:incy 


STANDARD METROPOLITAN STATISTICAL AREAS— CON* 
ST LOUIS— CON. I 


ILLINOIS PORTION 
COUNTIES 

1 EAST 

MADISON ST CLAIR ST LOUIS 


URBAN 

BALANCE 


SPRINGFIELD 


SPRING- 

FIELD 


URBAN 

BALANCE 


OWNER occupied 
LESS THAN SS » 000 , 
SSfOOO TO $7*H00 . 
$7»500 TO $9t900 . 
*10*000 TO 512*400 
$12*500 TO $14*900 
$15*000 TO $17*400 
$17*500 TO $19*900 
$20*000 TO $24*900 
$25*000 TO $34*900 
$35*000 OR MORE. . 


MEDIAN . * . . DOLLARS 


VACANT AVAILABLE FOR SALE. 

LESS THAN $5*000 

$5*000 TO $9*900 

$10*000 TO $14*900 

$15,000 TO $19*900 

$20*000 TO $24*900 

$25*000 OR MORE. ....... 


MEDIAN PRICE ASKED DOLLARS 


RENTER OCCUPIED. 
LESS THAN $20. , . . 

$20 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 

$60 TO $69 

$70 TO $79 .... . 

$80 TO $99 

$100 TO $119 . * . . 

$120 TO $149 . . . . 

$150 TO $199 . . . . 

$200 OR MORE . . . • 

NO CASH RENT . . . • 


258 

3 326 

112 

749 

46 

543 

24 

512 

16 

428 

28 

328 

16 

256 

12 

143 

• a * 

147 

4 

147 

... 

73 

5 900 

9 300 

14 

116 

11 

9 

... 

29 

3 

46 

* • * 

32 


MEDIAN DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED. 
LESS than $20. . , . 
$20 TO $29 .... . 

$30 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 . . • . . 

$100 TO $149 * . . . 

$150 OR MORE . • . , 

NO CASH RENT . . , . 


VACANT AVAILABLE FOR RENT. . . • 

LESS THAN $30 

$30 TO $39 
$40 To $59 
$60 TO $79 
$80 To $99 
$100 TO $119 
$120 OR MORE 

MEDIAN RENT ASKED (DOLLARS) I 

VACANT AVAILABLE FOR RENT 

WITH ALL UTILITIES IN RENT . . . 
WITH SOME OR NO UTILITIES IN RENT 


39 769 

16 742 

23 027 

11 322 

22 577 

5 870 

12 680 

11 065 

1 495 

467 

1 028 

384 

806 

305 

490 

316 

4 655 

1 599 

3 056 

i 869 

2 247 

539 

1 326 

1 064 

5 994 

2 211 

3 783 

2 578 

2 750 

666 

1 957 

1 665 

12 059 

5 648 

6 411 

3 640 

6 966 

1 453 

4 616 

4 287 

a 559 

4 251 

4 308 

1 B81 

5 743 

935 

2 488 

2 340 

2 594 

829 

1 765 

371 

1 485 

738 

572 

535 

1 605 

416 

1 189 

103 

920 

582 

313 

273 

100 

40 

60 

20 

48 

32 

24 

21 

2 708 

1 281 

1 427 

476 

1 612 

620 

894 

584 

50 

53 

49 

43 

54 

55 

49 

50 

2 586 

1 219 

1 369 

487 

i 663 

438 

939 

847 

342 

152, 

190 

65 

179 

78 

177 

139 

388 

2121 

176 

106 

219 

63 

131 

110 

902 

507 i 

395 

169 

634 

99 

332 

312 

627 

276, 

351 

95 

476 

56 

169 

156 

200 

37’ 

163 

17 

89 

94 

59 

59 

82 

2li 

61 

9 

41 

32 

31 

31 

47 

I4i 

33 

6 

25 

16 

40 

40 

54 

51 

57 

46 

55 

57 

46 

49 

60 

53 

66 

« » . 

57 

... 

46 

46 

51 

51 

51 

43 

54 

44 

52 

55 


DURATION OF VACANCY 


VACANT AVAILABLE FOR SALE, 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS ....... 

6 MONTHS OR MORE 


VACANT AVAILABLE FOR RENT. 

LESS THAN I MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE 


1 511 

599 

912 

118 

957 

436 

772 

601 

780 

327 

453 

55 

492 

233 

497 

426 

169 

57 

112 

26 

108 

35 

94 

56 

562 

215 

347 

37 

357 

168 

181 

119 

2 608 

1 233 

1 375 

455 

1 663 

490 

969 

812 

454 

277 

177 

41 

343 

70 

323 

318 

1 094 

472 

622 

256 

639 

199 

503 

432 

285 

149 

136 

47 

166 

72 

39 

27 

775 

335 

440 

111 

515 

149 

104 

35 


Missouri 


27-45 


Table n. — Financial Characteristics and Duration of Vacanxy, for SMSA’s, Constituent Counties, Contract Rent 

Pi.ACi» OF 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: Duiitton ot acancy 

I960 — Con. 

[Some data based on aample; median not shown where base is insufficient; see text. “XJ” denotes an onii^rporated Plus (-r) or 

minus ( - ) after number indicates median above or below that number] 


VALUE 

OWNER OCCUPIED . • 

i-ESS THAN 

S5«000 TO S7»400 t 

S7t500 TO S9I900 

SlO.OOO TO $12|400 

Sl2i500 TO Sl4f900 . . 

SlSiOOO TO SlTtUOO ...... 

$17»500 TO $19f900 ...... 

S20» 000 TO 524 1 900 

525 f 000 TO 534 1 900 

535 » 000 OR MORE * 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR SALE 

LESS THAN 55 f 000 

SSfOOO TO S9i900 . . . 

$10 f 000 TO 5 14 1 900 

SlSiOOO TO 5l9f900 

$20 1 000 TO $24 » 900 

525 » 000 OR MORE. ....... 

MEDIAN PRICE ASKED DOLLARS 


GROSS RENT 

renter occupied 

LESS THAN 

520 TO 529 

530 TO • • 

$40 TO 

$50 TO S59 . . 

$60 TO ...... . 

S70 TO $79 . . . 

$80 TO 

SlOO TO 

$120 TO $149 

$150 TO $199 • . . 

$200 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED. 
LESS THAN $20. . , . 

$20 TO 

$30 TO $39 

540 TO $59 

560 TO $79 .... . 

580 TO $99 

5100 TO 5149 . . . . 
$150 OR MORE * . . . 
NO CASH RENT . , . . 


MEDIAN 


VACANT AVAILABLE FOR RENT 

LESS THAN 

$30 TO $39 
$40 TO $59 
$60 TO $79 
$80 TO $99 

$100 TO 

$120 OR MORE 

MEDIAN RENT ASKED (DOLLARS) I 

VACANT AVAILABLE FOR RENT 

WITH ALL UTILITIES IN RENT . . . . 
WITH SOME OR NO UTILITIES IN RENT. 


duration of VACANCY 


VACANT available FOR SALE. 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS ....... 

6 months or more 


VACANT AVAILABLE FOR RENT. 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE 


ursasized areas 


KANSAS CITY 


179 531 

11 436 
21 468 
29 189 
32 430 
29 291 
20 653 

12 118 

11 152 
7 258 
4 536 

12 100 


3 436 
164 
585 
1 046 
809 
344 
488 

14 600 


105 650 
452 
2 622 
6 891 
10 712 
15 085 
15 679 
13 373 
18 793 
9 316 
4 855 
2 487 
750 
4 635 

69 


105 650 
831 
4 195 
9 843 
31 542 
31 274 
13 966 
7 800 
1 564 
4 635 

62 


10 454 
697 

1 673 
3 799 

2 195 
341 
594 
655 


3 420 
2 480 
339 
601 


10 737 
4 330 
4 869 
573 
965 


MISSOURI 

portion 


129 695 
7 241 

13 833 
20 869 
23 057 
20 856 

14 192 
7 570 
6 798 
3 466 
1 813 

11 900 


2 426 
113 
430 
857 
601 
194 
231 

13 900 


87 339 
407 

2 232 
6 208 
9 138 

12 637 
12 833 
11 316 
15 163 
7 552 

3 829 
1 799 

635 
3 590 


69 


87 339 
655 
3 468 
8 318 
26 17S 
26 035 
11 412 
6 353 
1 330 
3 590 


62 


9 114 
650 
i 580 
3 361 
1 857 
650 
462 
554 

54 

49 

67 


2 409 
1 686 
274 
449 


9 354 
4 005 
4 136 
476 
737 


ST JOSEPH 1 

ST LCUIS 


MISSOURI 

portion 

total 

MISSOURI 

PORTION 

354 

15 106 

267 403 

214 058 

794 

3 652 

14 665 

5 886 

447 

3 394 

23 239 

12 785 

690 

2 648 

31 829 

21 962 

006 

1 999 

47 576 

37 557 

244 

1 240 

50 431 

44 139 

950 

950 

34 919 

31 892 

376 

376 

22 527 

20 614 

390 

390 

20 026 

18 191 

306 

306 

13 588 

12 786 

151 

151 

B 603 

8 246 

900 

8 OOQ 

13 300 

14 100 

215 

215 

4 335 

3 635 

40 

40 

197 

120 

56 

56 

666 

432 

47 

47 

i 387 

1 148 

45 

45 

1 05B 

973 

L6 

16 

441 

415 

11 

11 

586 

547 

200 

11 200 

14 700 

15 600 

195 

10 081 

211 981 

186 560 

187 

187 

890 

714 

600 

556 

5 260 

4 049 

992 

979 

14 101 

11 621 

667 

1 653 

25 941 

22 259 

873 

1 863 

27 619 

23 926 

542 

1 523 

32 069 

26 189 

057 

i 043 

28 542 

25 494 

158 

I 150 

39 085 

35 585 

328 

328 

16 354 

15 110 

218 

218 

9 230 

a 457 

40 

40 

4 445 

4 273 

16 

16 

1 445 

1 404 

517 

495 

7 000 

5 479 

57 

57 

69 

70 

195 

10 oai 

211 981 

186 560 

450 

426 

4 993 

3 964 

084 

1 054 

17 831 

14 407 

480 

1 472 

26 SOB! 

22 484 

037 

4 015 

64 442 i 

56 867 

990 

1 982 

52 992 

47 648 

379 

379 

20 224 

18 846 

250 

230 

14 260 

13 474 

28 

28 

3 431 

3 391 

517 

495 

7 000 

5 479 

49 

50 

56 

57 

720 

70S 

12 152 

10 606 

135 

135 

1 362 

1 163 

133 

125 

1 762 

1 522 

317 

313 

3 643 

3 112 

111 

111 

2 73B 

2 306 

10 

10 

1 290 

1 199 

8 

8 

689 

656 

6 

6 

668 

643 

45 

45 

56 

56 

43 

43 

50 

49 

47 

47 

56 

58 

219 

219 

4 504 

3 751 

114 

114 

2 853 

2 464 

12 

12 

584 

480 

93 

93 

1 067 

807 

703 

691 

12 432 

10 918 

186 

186 

> 2 96C 

1 2 711 

272 

260 

1 6 726 

. 6 045 

66 

68 

1 99S 

1 846 

177 

177 

^ 1 747 

' 1 316 


SPRINGFIELD 


19 833 
4 029 
3 791 
3 246 
2 824 
2 276 
1 389 
714 
867 
429 
268 

9 100 


558 

68 

132 

176 

lOB 

52 

22 


11 167 
123 
662 
1 150 
1 545 
i 922 
1 761 
1 282 
1 350 
480 
230 
61 
9 

592 

59 


11 167 
333 
I 089 

1 685 
4 291 

2 344 
535 
277 

21 

592 

50 


858 

144 

116 

312 

156 

59 

31 

40 

49 

46 

54 


615 

437 

56 

122 


823 

318 

443 

27 

35 
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Table 18 . — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
25,000 TO 50,000 Inhabitants: I960 
[Some data based on sample; see text. "U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 

COLUMBIA 

FLORISSANT 

JEFFERSON CITY 

JOPLIN 

KIRKWOOD 

WEBSTER GROVES 

all housing units * . . » 

LO 660 

9 794 

8 496 

15 510 

8 585 

8 558 

TENURE f COLOR f AND VACANCY 







STATUS 







occupied 

10 081 

9 374 

8 147 

13 906 

8 293 

6 372 

OWNER OCCUPIED 

5 355 

8 638 

4 905 

9 167 

7 229 

7 389 

percent of all occupied 

53,1 

92.1 

60.2 

65.5 

87.2 

88,3 

WHITE 

5 025 

8 634 

4 695 

8 983 

7 032 

7 169 

NONWHITE 

330 

4 

210 

184 

197 

220 

RENTER OCCUPIED 

4 726 

736 

3 242 

4 819 

1 064 

983 

WHITE 

4 249 

736 

2 992 

4 702 

981 

896 

NONWHITE 

477 

... 

250 

117 

83 

87 

VACANT 

579 

420 

349 

1 524 

292 

186 

YEAR ROUND 

564 

41B 

343 

1 478 

277 

179 

SOUND OR DETERIORATING 

519 

413 

319 

1 212 

248 

169 

AVAILABLE . . . . 

320 

297 

223 

975 

174 I 

102 

FOR SALE ONLY 

82 

262 

72 

297 

115 1 

59 

HOMEOWNER VACANCY RATE 

1.5 

2.9 

1.4 

3.1 

1.6 

0.8 

FOR RENT 

238 

35 

151 

678 

59 1 

43 

RENTAL VACANCY RATE 

4.8 

4.5 

4.5 

12.3 

5.3 1 

4.2 

RENTED OR SOLD* AWAITING OCCUPANCY . 

29 

87 

57 

67 

48 

34 

HELD FOR OCCASIONAL USE 

6 

2 

6 

16 

6 ' 

4 

HELD FOR OTHER REASONS 

164 

27 

33 

152 

20 1 

29 

DILAPIDATED 

45 

5 

24 

266 

29 

10 

SEASONAL 

15 

2 

6 

46 

15 

7 

CONDITION AND PLUMBING 







ALL UNITS 

10 660 

9 794 

8 496 

15 510 

8 585 

8 558 

SOUND 

8 624 

9 706 

7 721 

11 775 

7 920 

B 352 

WITH ALL PLUMBING FACILITIES ...... 

8 188 

9 686 

7 350 

11 196 

7 828 

a 227 

LACKING ONLY HOT WATER 

33 

. a . 

8 

42 

8 

27 

LACKING OTHER PLUMBING FACILITIES. . . . 

403 

20 

363 

537 

04 

98 

DETERIORATING 

1 462 

70 

582 

2 811 

483 

172 

WITH ALL PLUMBING FACILITIES 

1 220 

62 

288 , 

2 085 

416 

111 

LACKING ONLY HOT WATER 

20 

4 

53 

58 

17 

11 

LACKING OTHER PLUMBING FACILITIES. . . . 

222 

4 ' 

241 

668 

50 

50 

DILAPIDATED 

574 

18 , 

193 

924 

182 

34 

owner occupied 

5 355 

0 638 ’ 

4 905 

9 167 

7 229 

7 3B9 

SOUND 

4 628 

8 597 ^ 

4 693 

7 656 

6 908 

7 280 

WITH ALL PLUMBING FACILITIES 

4 559 

8 509 

4 581 

7 492 

6 684 

1 7 225 

LACKING SOME OR ALL FACILITIES 

69 

8 ' 

112 

164 

24 

1 55 

DETERIORATING. ........ 

574 

37 

160 

1 223 

278 

97 

WITH ALL PLUMBING FACILITIES ...... 

531 

33 

86 

980 

245 

1 69 

LACKING SOME OR ALL FACILITIES 

43 

4 1 

72 1 

243 

33 

! 28 

DILAPIDATED 

153 

4 

52 

268 

43 

1 

renter occupied. ..... 

4 726 

736 

3 242 

4 819 

1 064 

' 983 

SOUND 

3 516 

699 

2 755 

3 213 

BIO 

894 

WITH ALL PLUMBING FACILITIES 

3 179 

687 

2 512 

2 870 

742 

834 

LACKING SOME OR ALL FACILITIES 

337 

12 

243 

343 

68 

60 

DETERIORATING 

820 

29 

375 

1 237 

156 

69 

WITH ALL PLUMBING FACILITIES 

638 

25 

194 

861 

137 

36 

LACKING SOME OR ALL FACILITIES 

182 

4 

181 

376 

19 

33 

DILAPIDATED 

390 

B 

112 

369 

98 

20 

VACANT AVAILABLE FOR SALE 

82 

262 

72 

297 

115 

59 

WITH ALL PLUMBING FACILITIES . 

81 

262 

71 

283 

115 

59 

LACKING SOME OR ALL FACILITIES 

1 

* . • 

1 

14 

... 

... 

VACANT AVAILABLE FOR RENT 

238 

35 

151 

678 

59 

43 

WITH ALL PLUMBING FACILITIES 

204 

33 

111 

545 

54 

40 

lacking SOME OR ALL FACILITIES 

34 

2 

40 

U - - , - . 

s 

3 

ALL HOUSING UNITS 

10 660 

9 794 

8 496 

15 510 

8 585 

8 558 

water supply 




1 

1 


HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

10 184 

9 772 

8 136 

14 630 

a 464 

8 419 

only cold PIPED water INSIDE STRUCTURE . . 

392 

11 

257 

683 

110 

US 

PIPED WATER OUTSIDE STRUCTURE. ...... 

72 

... 

31 

62 

3 

4 

NO PIPED WATER 

12 

11 

72 

135 

8 

17 

toilet FACILITIES 







FLUSH TOILET^ EXCLUSIVE USE . 

9 957 

9 764 

7 807 

14 179 

8 458 

8 43B 

FLUSH TOILETi SHARED 

547 

8 

519 

810 

96 

29 

OTHER TOILET FACILITIES OR NONE 

156 

22 

170 

521 

31 

91 

BATHING FACILITIES 







BATHTUB OR SHOWER* EXCLUSIVE USE ..... 

9 730 

9 760 

7 780 

13 865 

B 408 

8 393 

Bathtub or shower* shared 

539 

8 

508 

823 

88 

44 

NO bathtub or shower 

391 

26 

208 

822 

89 

121 

bathrooms 








7 599 

6 270 

6 103 

12 018 

5 464 

5 469 

1 PLUS partial 

707 

1 570 

921 

827 

1 404 

1 514 

2 or more * 

1 330 

1 918 

684 

882 

1 472 

1 354 

SHARED OR NONE 

1 024 

36 

708 

1 783 

245 

221 


Missouri 
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Table 19.— Structural Characteristics, for Places of 25,000 to 50,000 Lvhabitaxts: I960 

[Some data based on sample; median not diown where base is insufiicient; see text ‘*U” denotes an unincorporated pl^. Plus (-L) after 

number indicates median above that number] 


Rooms 

Bedrooms 


Units in Structure 
Trailer 


SUBJECT 


ROOMS 


all UNITS 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS* . . • • * 

6 ROOMS 

7 ROOMS 

a ROOMS OR MORE 

MEDIAN . 

OWNER OCCUPIED 

1 TO 3 ROOMS 

4 ROOMS. .......... 

5 ROOMS 

6 ROOMS. 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN 

RENTER occupied 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE 

MEDIAN ...... 

VACANT AVAILABLE FOR SALE 

i TO 3 ROOMS 

4 AND 5 ROOMS 

6 ROOMS OR MORE 

MEDIAN 

VACANT AVAILABLE FOR RENT 

1 ROOM 

2 ROOMS 

3 ROOMS, ... 

4 ROOMS 

5 ROOMS OR MORE. ...... 

MEDIAN 


BEDROOMS 


all units. , 

NONE 

1 . . . . 





4 OR MORE 

owner occupied 

0 AND 

2 

3. . . . 

4 OR MORE 

RENTER OCCUPIED 
NONE 

1 

2 

3 OR MORE 


UNITS IN structure 


ALL UNITS 

1, detached 

It ATTACHED 



3 AND 4 

5 OR MORE 

TRAILER 

OWNER OCCUPIED 

It DETACHED 

li ATTACHED 

2 OR MORE 

TRAILER 

RENTER OCCUPIED. . . * • . 

1. DETACHED 

It ATTACHED 



3 AND 4. . 

5 TO 9 

10 TO 19 

20 OR MORE 

TRAILER. . . 

VACANT AVAILABLE FOR RENT. 

1 

2 OR MORE 


COLUMBIA 

FLORISSANT 

JEFFERSON CITY 

JOPLIN 

KIRKWOOD 

WEBSTER GROVES 

iO 660 

9 794 

— 

B 496' 

15 510 

a 585 

8 556 

511 

S 

197 

502 

42 

20 

824 

23 

393 

928 

B3 

106 

1 695 

300! 

1 091 

2 296 

279 

337 

2 544 

1 077 i 

1 689 

4 425 

1 343 

855 

2 201 

5 313 

2 059 

4 390 

2 583 

2 431 

1 482 

2 360 : 

1 657 

1 891 

2 344 

2 160 

776 

603 i 

S2? 

632 

1 269 

1 455 

627 

110 ( 

583 

446 

642 

1 194 

4.4 

5.2{ 

4,9 

4.4 

5,5 

5.7 

5 355 

8 638 1 

4 905 

9 167 

7 229 

7 389 

516 

36 

232 

772 

73 

97 

1 070 

879 

744 

2 722 

1 008 

628 

1 574 

4 866 

1 363 

3 288 

2 280 

2 139 

1 158 

2 163 

1 366 

1 534 

2 113 

1 981 

668 

589 

676 

509 

1 148 

1 416 

569 

105 

524 

342 

607 

1 128 

5.3 

5,2 

5.6 

4.8 

5.6 

5.9 

4 726 

736 

3 242 

4 819 

1 06U 

983 

327 

6 

157 

381 

29 

20 

711 

15 

326 

650 

71 

98 

1 359 

263 

832 

1 297 

188 

226 

1 362 

148 

895 

1 270 

296 

204 

569 

232 

594 

792 

229 

231 

269 

65 

259 

274 

134 

133 

129 

5 

179 

155 

117 

71 

3.5 

4.1 

3.8 

5.6 

4.3 

4.2 

82 

262 

72 

297 

115 

59 

3 


1 

28 

3 

2 

37 

167 

34 

207 

50 

28 

42 

95 

37 

62 

62 

29 

5.5 

5,3 

5.5 

4.8 

5.6 

5.5 

238 

35 

151 

678 

59 

43 

45 

» • . 

22 

64 

. . . 

• . . 

46 

1 

17 

88 

5 

2 

59 

5 

50 

211 

12 

10 

54 

11 

31 

162 

27 

15 

34 

18 

31 

153 

15 

16 

3.0 


3.2 

3.4 

4,0 


10 660 

9 763 

1 

B 496 1 

15 510 

8 504 

8 485 

674 

54 

4131 

804 

! 64 

85 

2 556 

442 

1 633! 

4 095 

450 

490 

4 070 

2 293 

2 9831 

6 594 

3 171 

2 924 

2 385 

6 406 

2 6611 

3 418 

3 700 

3 309 

975 1 

568 

806 1 

599 

1 119 

1 677 

5 355 

B 652 

4 905 

9 128 

7 316 

7 370 

507 

189 

345 

1 283 

251 

129 

1 958 

2 106 

1 769 

4 505 

2 704 

1 2 447 

2 033 

5 820 

2 121 

2 870 

3 316 

3 186 

857 

537 

670 

470 

1 045 

1 608 

4 726 

722 

3 242 

4 858 

977 

1 002 

433 

54 

392 

583 

39 1 

65 

1 977 

253 

1 175 

2 161 

224 

372 

1 918 

138 

I 078 

1 623 

400' 

>92 

398 

277 

597 

471 

314 

175 

10 660 

9 794 

8 496 

15 510 

8 585 

8 558 

6 615 

9 295 

5 227 

12 540 

8 076 

8 013 

874 

334 

190 

381 

62 

155 

B99 

22 

1 362 

731 

205 

153 

726 

13 

972 

565 

72 

59 

1 IBl 

130 

669 

926 

170 

178 

365 

... 

76 

67 

... 

... 

5 355 

8 638 

4 905 

9 167 

7 223 

7 389 

4 287 

a 494 

4 192 

a 774 

7 147 

7 286 

398 

139 

50 

65 

10 

36 

330 

5 

591 

269 

66 

67 

340 

... 

72 

59 

. .. 

• *. 

4 726 

736 

5 242 

4 B19 

1 070 

963 

2 087 

41L 

877 

2 9601 676 

566 

361 

179 

140 

278 

44 

109 

696 

17 

918 

442 

136 

98 

571 

10 

732 

414 

67 

38 

259 

119 

413 

315 

129 

19 

483 


82 

213 

12 

55 

242 

. • t 

76 

189 

6 

98 

25 

... 

4 

8 

. . . 

• .« 

238 

34 

151 

678 

19 

33 

110 

23 

17 

457 

14 

33 

128 

11 

134 

241 

5 

• . . 


Table 20. — Occupancy Characteristics, Y ear Built, and Heating Equipment, for Places of 
25,000 TO 50,000 Inhabitants: 1960 
[Based on sample; see text. “U” denotes an unincorporated place] 


Year Struct. Built 
Basement 

Heating Equipment 
Source of Water 


ALL HOUSING UNITS. 


YEAR structure BUILT 


1955 TO MARCH i960 
1950 TO 1954 . , . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


basement . . . 

CONCRETE SLAB. 
OTHER 


HEATING EQUIPMENT 


STEAM OR HOT WATER 

WARM AIR FURNACE . . 

FLOOR f WALLf OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE • • . . 
NONE ..... 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. ... 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


POPULATION IN HOUSING UNITSt 1960. 

PER OCCUPIED UNIT 

OWNER 

RENTER 

POPULATION IN DWELLING UNITSt 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 


owner OCCUPIED 

1 PERSON ..... 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 

MEDIAN 


RENTER OCCUPIED. 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. . 

MEDIAN 


PERSONS PER ROOM 


owner occupied 

0.50 OR LESS . , , 
0,51 TO 1.00 , . . 
1,01 OR MORE . . , 


RENTER OCCUPIED. 
0.50 OR LESS . . . . 
0.51 TO 1.00 . . . . 
1,01 OR MORE * . . . 


"I 

CITY 

JOPLIN 

KIRKWOOD 

8 496 

15 510 

8 585 

1 258 

1 541 

1 295 

910 

1 346 

2 253 

761 

1 850 

1 997 

5 567 

10 773 

3 040 

7 604 

4 027 

7 600 

333 

3 136 

680 

559 

8 347 

305 

922 

862 

786 

5 962 

3 347 

7 298 

372 

5 050 

202 

21 

24 

11 

1 069 

5 332 

203 

135 

871 

60 

15 

24 

25 

a 336 

15 349 

8 555 

95 

90 

14 

65 

71 

16 

8 031 

13 642 

8 204 

329 

1 382 

355 

136 

486 

26 

24 671 

38 090 

29 169 

3.0 

2.7 

3.5 

3.3 

2.9 

3.5 

2.7 

2.5 

3.3 

20 748 

37 867 

18 197 

3.1 

2.8 

3.4 

a 147 

13 986 

8 293 

4 905 

9 167 

7 229 

483 

1 607 

356 

1 660 

3 060 

1 908 

650 

1 790 

1 525 

874 

1 446 

1 622 

55b 

720 

1 024 

222 

317 

460 

151 

135 

210 

107 

92 

124 

2.9 

2.5 

3.4 

3 242 

4 819 

1 064 

787 

1 650 

182 

1 059 

1 307 

244 

597 

728 

192 

396 

580 

183 

203 

294 

141 

90 

137 

69 

74 

90 

23 

36 

33 

30 

2.3 

2.1 

3.1 

4 905 

9 167 

7 229 

2 580 

4 915 

3 159 

1 996 

3 665 

3 698 

327 

587 

372 

3 242 

4 819 

1 064 

1 295 

2 125 

333 

1 639 

2 IBO 

595 

308 

514 

136 


Sewage Disposal 

Population 

Persons 

Persons per Room 


WEBSTER GROVES 


Missouri 
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Tabic 21 . — Fixan’Cial Characteristics, Year Mov'ed into L.vjt, and Duration- of \ acancv, 

FOR Places or 25,000 to 50,000 Inhabitants; I960 

[Based on sample; see text. “U” denotes an unincorporated plaire. Median not showm where base is less than plus {-r) or minus (~) 

after number indicates median above or below that number] 


Year Movrd into Unit 
Automobiles Avail. 
Air Conditioning 
Value 


Gross Rent 
Contract Rent 
Duration of 
Vacancy 


COLUMBIA 1 

i 

FLCRlSSASr 

1 

JEFFERSON CITY \ 

JOPLIN 

KIRKWOOD 

WEBSTER GROVES 

! 

10 08 li 

9 374 ! 

\ 

B 147? 

13 986 

8 293 

8 372 

1 

5 35.1 

S 638 

1 

i 

4 905 : 

9 167 

7 229 

7 389 

831 [ 

1 89C 

730 1 

1 204 

888 

579 

587 ‘ 

1 491 

394 t 

663 

563 

439 

1 582 

3 960 1 

1 lie ' 

2 268 

2 315 

1 802 

1 539 

1 200 1 

1 696 i 

3 313 

2 792 

3 337 

B16 

9? i 

i 

969 ! 

1 719 

671 

1 232 

4 726 

736 1 

3 242! 

4 819 

1 064 

983 

2 689 

514 1 

1 338 1 

2 261 

536 

386 

628 

127 ! 

513! 

599 

153 

183 

804 

63 

B03 i 

1 020 

181 

225 

537 

20 

511! 

744 

171 

173 

68 

12 

77 

195 

23 

16 

6 100 

6 626 

S 125 

8 244 

4 528 

4 900 

1 937 

2 567 

1 584 i 

2 413 

3 004 

2 541 

256 

99 

81 

199 

215 

342 

1 760 

SO 

1 357 

3 130 

546 

589 

2 353 

1 757 

2 037 

2 494 

2 842 

3 173 

319 

2 U9 

203 

215 

731 

494 

7 409 

5 498 

5 907 

11 277 

4 720 

4 705 

4 811 

8 590 

4 352 

8 848 

7 148 

7 293 

239 

24 

214 

2 324 

88 

60 

440 

16 

356 

2 012 

182 

176 

623 

132 

473 

1 684 

305 

298 

612 

1 023 

667 

1 030 

647 

715 

605 

2 881 

709 

704 

1 095 

1 188 

588 

2 207 

787 

440 

1 139 

1 198 

494 

1 348 

417 

IBS 

878 

1 071 

629 

833 

376 

250 

1 361 

1 190 

432 

94 

269 

131 

1 068 

1 065 

149 

32 

84 

85 

385 

332 

14 500 

15 200 

14 100 

7 600 

17 800 

17 500 

82 

308 

72 

291 

131 

73 


14 BOO 


8 400 



4 726 

736 

3 242 

4 819 

1 064 

9B3 

52 1 

• • . 

15 

88 

. . • 

• . « 

198 

4 

150 

460 ' 

13 

5 

320 

B 

168 

6B2 

24 

23 

326 

8 , 

279 

916 

38 

75 

439 

16 

517 

937 

34 

62 

678 

20 

555 

541 

53 

96 

665 

12 

439 

356 

73 

68 

1 010 

174 

667 

375 

95 

96 

707 

335 

279 

182 

443 

275 

76 

123 

42 

13 

184 

176 

255 

36; 

131 

269 

107 

106 

73 

113' 

68 

51 

112 

102 

4 471 

700 

3 111 

4 550 

957 

877 

63 

90 

57 

42 

90 

83 

238 

30 

151 

677 

23 

31 

12 

3 

34 

142 

• k • 

• . . 

13 

... 

10 

175 

■ •• 

• • » 

95 

. . . 

25 

256 

* • • 

... 

42 

7 

54 

76 

3 

• . » 

34 

12 

28 

20 

6 

5 

13 

3 

• • , 

4 

8 

12 

29 

5 

... 

4 

4 

14 

60 

• • • 

... 

41 

• •• 

... 




38 


« • W 

• • • 

... 

... 

43 

. • • 

• t * 

82 

308 

72 

299 

131 

72 

63 

205 

56 

147 

78 

i 3« 

19 

103 

16 

152 

53 

i 3" 

238 

30 

151 

677 

23 

1 31 

97 

9 

52 

98 

8 

1 1£ 

98 

15 

64 

297 


i 

! 43 

6 

35 

282 

IS 

^ c 


all occupied units . . . . 

YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
X9S9 TO MARCH i960 



i9Si| TO 1957 . . . 
X990 TO 1953 . . . 
X939 OR EARLIER. . 


renter OCCUPIED. 
X95g TO MARCH I960 . 

X958 

1954 TO 1957 . . . . 
X940 TO X953 . . . . 
1939 OR earlier. • . 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


AIR CONDITIONING 


ROOM UNIT(S) . 
CENTRAL SYSTEM 
NONE 


VALUE 


owner OCCUPIED 

LESS than S5.000 

SStOOO TO S7f400 . 

S7t500 TO S9t900 * # 

SXOtOOO TO 5l2t400 

Sl2t500 TO Sl4i900 

SlSfOOO TO S17»400 • 

SX7»500 TO $l9i900 

saOiOOO TO S24f900 . 

S25*000 TO 534 T 900 . 

$35 r 000 OR MORE 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR SALE. ..... 
MEDIAN PRICE ASKED DOLLARS 


GROSS RENT 


renter occupied 

LESS than 

$20 TO 529 

$30 TO $39 . 

$40 TO • 

$50 TO $59 

$60 TO 

$70 TO $79 

$80 TO $99 . . . 

$lOO TO $149 

$150 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS 


CONTRACT RENT 


renter occupied. . . . 

MEDIAN DOLLARS 


vacant AVAILABLE FOR RENT 
LESS THAN $30 
$30 TO $39 , 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$lOO TO $119 
$120 OR MORE 

median rent ASKEO (DOLLARS) I 

vacant available for rent. . 

WITH all utilities IN RENT 
WITH SOME OR NO UTIL. IN RENT, 


duration of vacancy 

VACANT AVAILABLE FOR SALE. 

LESS than 4 MONTHS 

4 months or MORE . 


VACANT AVAILABLE FOR RENT, 

less Than i month 

1 UP To 4 MONTHS 

4 months or more 


Table 22. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants: I960 

[Some data based on sample; see text. denotes an unincorporated place] 


Tenure by Color, 
Vac:incy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Ba til room.'; 


SUBJECT 

BELLE- i 
FONTAINE 
NEIGH- 
BORS 

BERKELEY 

BRENT- 

WOOD 

CAPE 

GIRAR- 

DEAU 

CARTHAGE 

CLAYTON 

CREST- 

WOOD 

FERGUSON 

FULTON 

GLAD- 

STONE 

HANNIBAL 

JENNINGS 

ALL HOUSING UNITS * . . « 

3 

965 

4 

830 

4 

061 

8 

056 


428 

5 

445 

3 

130 

6 

104 

2 

711 

3 956 

7 

257 

6 

133 

TENURE t COLOR t AND VACANCY 
























STATUS 
























OCCUPIED 

3 

906 

4 

700 

3 

854 

7 

652 

4 

065 

5 

273 

3 

007 

5 

930 

2 

559 

3 703 

6 

941 

6 

016 

OWNER OCCUPIED 

3 

778 

4 

118, 

2 

336 

5 

122 

2 

820 

2 

315 

2 

855 

5 

297 

1 

577 

3 447 

4 

333 

5 

344 

PERCENT OF ALL OCCUPIED 

96.7, 

87.6 

60.6 

66,9 

69.4 

43.9 

94.9 

89.3 

61.6 

91,1 

62.4 

£ 

38.8 

WHITE 

3 

778 

4 

094 

2 

23B 

5 

Oil 

2 

767 

2 

307 

2 

847 

5 

297 

1 

404 

3 447 


087 

5 

340 

NONWHITE . . 


. . t 1 


24 


98 


lU 1 


53 


a 


8 


. . « 


173 

. • . 


246 


4 

RENTER OCCUPIED 


128 


582 

1 

518 

2 

530 1 

1 

245 

2 

958 


152 


633 


982 

336 

2 

608 


672 

WHITE 


128 1 


577 

1 

437 

2 

347 

1 

228 

2 

942 


152 


633 


865 

336 

2 

380 


672 

NONWHITE . 


... 


5 


81 


183 


17 


16 


... 


... 


117 

, . . 


220 


... 

VACANT 


59 


130 


207 


404 


363 


172 


123 


174 


152 

173 


316 


117 

YEAR ROUND 


55 


129 


201 


390 


361 


154 


116 


156 


147 

172 


295 


113 

SOUND OR DETERIORATING 


53 


124 


200 


290 


341 


154 


113 


153 


123 

161 


233 

1 

no 

AVAILABLE. ... 


28 


60 


168 


206 


277 


110 


95 


117 


98 

119 


149 


70 

FOR SALE ONLY 


26 


41 


11 


102 


99 


14 


93 


74 


12 

101 


23 


55 

HOMEOWNER VACANCY RATE 


0.7 


1.0 


0.5 


2.0 


3,4 


0.6 


3,2 


1.4 


0.8 

2.8 


0.5 


1.0 

FOR RENT 


2 


39 


157 


104 


178 


96 


2 


43 


86 

18 


126 


23 

RENTAL VACANCY RATE, ...... 


1.5 


6.3 


9,4 


3.9 

12.5 


3.1 


1.3 


6.4 


8.1 

5,1 


4.6 


3.3 

RENTED OR SOLOf AWAITING OCCUPANCY , 


15 


27 


22 


28 


26 


21 


7 


31 


2 

37 


25 


15 

HELD FOR OCCASIONAL USE 


1 


2 




12 


10 


1 


3 

1 

. . i 


7 

1 


9 


1 

HELD FOR OTHER REASONS 


9 


15 


7 


44 


26 


22 


8 


5 


16 

4 


50 


16 

dilapidated 


2 


5 


1 


LOO 


20 


. « t 


3 


3 


24 

11 


62 


3 

SEASONAL 


4 


1 


6 


14 


2 


18 


7 


18 


5 

1 


21 


4 

CONDITION AND PLUMBING 
























all UNITS 

3 

964 

4 

830 

4 

061 

8 

056 

4 

428 

5 

445 

3 

130 

6 

104 

2 

711 

3 956 

7 

257 

6 

130 

SOUND 

3 

943 

4 

633 

3 

946 

6 

483 

3 

862 

5 

365 

3 

070 

5 

895 

1 

785 

3 723 

5 

533 

5 

762 

WITH all plumbing FACILITIES 

3 

931 

4 

600 

3 

928 

6 

052 

3 

603 

5 

361 

3 

057 

5 

843 

1 

701 

3 707 

4 

967 

5 

706 

LACKING ONLY HOT WATER 


4 


• . . 


4 


118 


24 


. . , 


> • . 


13 


12 

4 


94 


29 

LACKING OTHER PLUMBING FACILITIES. . , . 


8 


33 


14 


313 


235 


4 


13 


39 


72 

12 


472 


2 ( 

DETERIORATING 


16 


180 


74 

1 

038 


465 


76 


41 


189 


711 

132 

1 

201 


319 

WITH ALL PLUMBING FACILITIES 


16 


144 


55 


690 


285 


76 


24 1 


151 


520 

132 


703 


283 

LACKING ONLY HOT WATER 


• . . 


16 


. • . 


89 


15 


> * • 


... i 


a 


4 

. * • 


77 


3 

LACKING OTHER PLUMBING FACILITIES. . , . 


. . • 


20 


19 


259 


165 


... 


17 


30 


179 

« • ■ 


421 


33 

DILAPIDATED 


5 


17 


41 


535 I 

1 


lOl 


4 


19 ' 


20 


215 

101 


523 


49 

owner occupied 

3 

778 

4 

118 

2 

336 

5 

122 1 

2 

820 

2 

315 

2 

855 

5 

297 

1 

577 

3 447 

4 

333 i 

5 

344 

SOUND. . . 

3 

762 

3 

986 

2 

299 

4 

580 

2 

588 

2 

285 

2 

836 

5 

175 

1 

187 

3 335 

3 

663 1 

5 

098 

WITH ALL PLUMBING FACILITIES 

3 

754 

3 

970 

2 

291 

4 

405 

2 

532 

2 

265 

2 

B 2 B 

5 

168 

1 

151 

3 323 

3 

492 ' 

5 

057 

LACKING SOME OR ALL FACILITIES 1 


B 


16 


8 


175 


56 


• « • 


8 


7 


36 

12 


171 1 


41 

DETERIORATING I 


16 


124 


29 


423 


186 


26 


12 


no 


333 

68 


503 1 


226 

WITH ALL PLUMBING FACILITIES I 


16 


100 


25 


345 


124 


26 


8 


90 


276 

1 68 


341 j 


217 

LACKING SOME OR ALL FACILITIES 


. . . 


24 


4 


78 


62 


• • . 


4 


20 


57 

. • . 


162' 


9 

DILAPIDATED ! 


... 


8 


B 


119 


46 


4 


7 


12 


57 

44 


167 i 


20 

RENTER OCCUPIED I 


128 


582 

1 

518 

2 

530 

1 

245 

2 

958 


152 


633 


982 

336 

2 

608 


672 

SOUND 


128 


530 

1 

450 

1 

679 

1 

025 

2 

927 


116 


559 


520 

237 

1 

698 


555 

WITH ALL PLUMBING FACILITIES 


124 


513 

1 

440 

1 

430 


853 

2 

925 


111 


516 


479 

233 

1 

355 


545 

LACKING SOME OR ALL FACILITIES I 


4 


17 


10 


249 


172 


4 


S 


41 


41 

4 


343 


10 

DETERIORATING I 


. . . 


48 


35 


533 


184 


31 


27 


66 


319 

59 


626 j 


88 

WITH ALL PLUMBING FACILITIES 




40 


20 


290 


112 


31 


14 


48 


207 

59 


338 


66 

LACKING SOME OR ALL FACILITIES ' 


• . . 


8 


15 


243 


72 




13 


18 


112 

. . . 


288 1 


22 

DILAPIDATED I 


... 


4 


33 


318 


36 




9 


8 


143 1 

40 


284 1 


29 

VACANT AVAILABLE FOR SALE ' 


26 


41 


11 


102 


99 


14 


93 


74 


12 ' 

101 


23 


55 

WITH ALL PLUMBING FACILITIES 


25 


41 


11 


100 


94 


14 


93 


71 


11 ‘ 

100 


20! 


55 

LACKING SOME OR ALL FACILITIES 


1 


... 


... 


2 


5 


... 


... 


3 


1 i 

1 


3, 


... 

VACANT AVAILABLE FOR RENT 


2 


39 


157 


104 


178 


96 


2 


43 


86' 

18 


126' 


23 

WITH ALL PLUMBING FACILITIES 


1 


38 


156 


S3 


118 


95 


2 


40 


741 

18 


74 


22 

LACKING SOME OR ALL FACILITIES 


1 


1 


1 


21 


60 


1 


... 


3 


12, 

... 


52 


1 

ALL HOUSING UNITS 

3 

965 

4 

830 

4 

061 

8 

056 

4 

428 

5 

445 

3 

130 

6 

■' 1 

104 

2 

711 

3 9561 

7 

257 

6 

133 

WATER SUPPLY 
























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

3 

956 

4 

781 

4 

022 

7 

142 

4 

178 

5 

445 

3 

097 

6 

050 

2 

453 

3 932 

6 

204 

6 

037 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


8 


41 


30 


661 1 


212 


. • . 


17 


34 


218 



937 


93 

PIPED WATER OUTSIDE STRUCTURE 


. . ■ 


... 


6 


99 


34 


. • • 


4 


... 


* • • 



66 


« . • 

NO PIPED water 


... 


8 


3 


154' 

1 


4 


... 


12 


20 


40 

16 


50 


... 

toilet FACILITIES 
























FLUSH TOILETf EXCLUSIVE USE. 

3 

960 

4 

784 

4 

029 

7 

254 1 

4 

072 

5 

441 

3 

096 

6 

035 

2 

465 

3 920 

6 

453 

6 

097 

FLUSH TOtLETf SHARED 


. » • 


25 


16 


3841 


276 


4 


. . . 


42 


150 

4 


403 


20 

OTHER toilet FACILITIES OR NONE 

1 


4 


21 


16 


418 

1 


80 


. . . 


34 


27 


96 

32 


401 


13 

i 

BATHING FACILITIES j 








i 
















BATHTUB OR SHOWER i EXCLUSIVE USE * 

3 

956 

4 

764 

4 

013 

7 

099 1 

3 

974 

5 

441 

3 

089 

6 

031 

2 

342 

3 920 

6 

034 

6 

059 

BATHTUB OR SHOWER i SHARED 1 


• » . 


33 


26 


358 1 


280 


4 


3 


42 


142 

4 


402 


23 

NO bathtub OR SHOWER | 


B 


33 


22 


599 j 


174 


. • . 


38 


31 


227 

32 


821 


48 

BATHROOMS 

























3 

582 

4 

076 

3 

268 

5 

542 ' 

3 

385 

3 

156 

2 

021 

4 

910 

1 

933 

2 862 

5 

209 

5 

414 

MORE THAN 1 


367 


694 


722 

1 

308 


575 

2 

284 

i 

066 

i 

094 


394 

1 042 


629 


595 

SHARED OR NONE 


15 


60 


61 

1 

206 


468 


5 


43 


100 


384 

52 

I 

419 


121 


Missouri 


27-51 


Tabic 22 . — Ten^ure, Vacaxcv Status, a.vd Con'ditiox axd Pli mbixo Facilities, for Places of 
10,000 to 25,000 Inhabitan’ts: I960— Con. 

[Some data based on sample; see text. “U'’ denotes an unincorporated place] 


Tenure by Color, 
Vacjncr StJtus 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 


ALL HOUSING UNITS 

tenure* color* and vacancy 
status 


OCCUPIED 

OWNER OCCUPIED 

percent of all occupied. 

WHITE . . . 

nonwhite . . 

renter occupied 

WHITE 

nonwhite 

vacant • 

YEAR ROUND 

SOUND OR deteriorating 

available 

FOR SALE ONLY 

homeowner vacancy Rate . . . . . 

FOR RENT 

RENTAL VACANCY RATE 

RENTED OR SOLD* AWAITING OCCUPANCY . 
held for OCCASIONAL USE. 

held for OTHER REASONS 

DILAPIDATED 

SEASONAL * . . 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND * 

with all plumbing FACILITIES . . • « . 
LACKING only HOT WATER ........ 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

with ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER ........ 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

owner OCCUPIED . 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES .... 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES .... 
□ ILAPIQATEO 

renter OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

deteriorating 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 
OILAPIOATEO 

VACANT available FOR SALE. , . . . . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS 

water supply 

hot and COLD piped WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE , 

PIPED water OUTSIDE STRUCTURE 

NO PIPED WATER 


toilet FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. . < 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. 


bathing FACILITIES 

bathtub or shower. EXCLUSIVE USE 
bathtub or shower. SHARED. . . . 

NO bathtub or shower 


BATHROOMS 


1 

MORE Than i. , 
shared or none 


KIRKS- 

VILLE 

maple- 

wood 

1 

MEXICO i 

i 

1 

MOBERurj 

OVER- 
LAND ! 

i 

poplar 

5_JFF 

?aytcwn| 

i 

RICH- 
MOND ; 

^eights 

rolla 

ST ANN 

ST 

CHARLES 

SEOALIA 


4 613 

4 521 

4 555 

5 187 ! 

6 531 

i 

5 -’53 i 

j. 

- 989 1 

i 

5 120 i 

3 476 

3 117 

6 624 

8 672 


4 301 

4 373 

•4 237 

r 

4 904 ! 

6 255!- 

1 

5 395 i 

- 546 ! 

1 

5 000 

3 260 

3 031 

6 222 

a 209 


2 489 

2 5421 

2 569 

3 151 1 

5 ISfci 

3 -93’ 

4 444 i 

3 230 

1 728 

2 631 

4 093 

5 781 


57.9 

55. ll 

60,6 

64.3 5 

62. 4; 

64, -T i 

91.7 ! 

64,6 

53. C 

86.8 

65.8 

70,4 


2 473 

2 506! 

2 3B9 

3 035' 

5 1441 

3 276 i 

4 440 i 

3 017 

1 708 

2 631 

4 038 

5 436 


16 

36 1 

lao 

iiej 

12‘ 

217 ! 

4 i 

213 

20 

... 

55 

345 


1 812 

1 831 

1 66B 

1 7531 

1 099. 

1 905; 

*,02 1 

: 770 

1 532 

400 

2 129 

2 428 


1 791 

1 S09 

1 472 

1 591] 

1 C99’. 

1 773 ! 

402 ! 

1 691 

1 500 

400 

2 067 

2 228 


21 

22 

196 


... i 

132 i 

. . • : 

79 

32 

... 

62 

200 


312 

14B 

31S 

„ S 
263 

276! 

355; 

143 j 

120 

216 

86 

402 

463 


270 

146 

306 

258 

271 : 

319 ! 

139 ! 

120 

215 

85 

382 

431 


253 

142 

265 

221 

263 i 

26C ! 

131 i 

114 

193 

65 

345 

340 


195 

95 

223 

153 

205 f 

19; j 

95! 

59 

158 

67 

265 

245 


23 

26 

15 

44 

77 ‘ 

75 i 

70 ; 

14 

32 

27 

81 

91 


0.9 

1.0 

C,6 

1.4 

i.sj 

2.1 1 

1.6i 

0.4 

i.e 

1.0 

1.9 

1.5 


172 

69 

20S 

109 

228! 

116 1 

25 1 

45 

126 

40 

184 

154 


8.7 

3.6 

11.1 

5,9 

10.41 

5,7 ! 

5.9, 

2.51 

7.6 

9.1 

s.o 

6.0 


14 

16 

14 

12 

39 i 

14 ! 


33 

16 

14 

38 

32 


10 

1 

7 

16 

4 ! 

12 1 

1 

1 

4 

. • . 

7 

10 


34 

30 

21 

40 

15 1 

43 

3 ; 

21 

15 

4 

35 

53 


17 

4 

41 

37 

s; 

59 1 

S ‘ 

6 

22 

... 

37 

91 


42 

2 

12 

25 

5i 

1 

36 

4 

» • • 

1 

1 

20 

32 


4 613 

4 521 

4 555 

5 187 

6 53c| 

5 753 

4 969 

5 120 

3 476 

3 117 

6 624 

8 672 


3 793 

4 211 

3 494 

4 264 

6 190 j 

4 327 

4 714 

4 905 

2 902 

3 093 

5 923 

6 599 


3 447 

4 02Q 

3 220 

3 942 

6 127 j 

3 E12 

4 682 

4 872 

2 629 

3 079 

5 549 

6 117 


60 

4 

59 

43 

4 

67 

4 

12 

31 

. . . 

71 

51 


286 

187 

215 

279 

59 t 

448 

28 

21 

242 

14 

303 

431 


675 

264 

755 

698 

261 i 

1 012 

226 

170 

373 

21 

529 

1 305 


335 

224 

572 

381 

236 i 

397 

222 

14S 

306 

21 

296 

791 


38 

5 

41 

39 

4 

68 

. . • 

11 

23 

* . » 

68 

76 


302 

35 

142 

278 

21 

547 

4 i 

11 

44 

• . . 

165 

438 


145 

46 

306 

225 

79* 

414 

49 1 

45 

201 

3 

172 

768 


2 489 

2 542 

2 569 

3 151 

5 156 

3 493. 

4 444 

3 23C 

1 728 

2 631 

4 093 

5 781 


2 111 

2 383 

2 187 

2 781 

4 962 

2 847 

4 257 

3 145 

1 558 

2 615 

3 818 

4 695 


2 000 

2 357 

2 126 

2 660 

4 954 

2 596 

4 241 

3 129 

1 472 

2 607 

3 683 

4 440 


ill 

31 

61 

121 

8 

251 

16 

16 

86 

8 

135 

255 


316 

130 

334 

310 

147 

501 

179 

61 

ISO 

16 

227 

707 


184 

118 

237 

209 

135 I 

219 

175 

57 

130 

16 

145 

463 


132 

12 

67 

101 

12 

282 

4 

J 

20 

. . . 

82 

244 


62 

24 

78 

60 

47 

145 

8 

24 

20 

... 

48 

379 


1 812 

1 831 

1 668 

1 753 

1 099 

1 905 

402 

1 770 

1 532 

400 

2 129 

2 428 


1 463 

1 693 

1 109 

1 269 

980 

1 280 

327 

2 653 

I 1 201 

394 

1 790 

1 597 


1 261 

1 544 

957 

1 124 

, 930 

1 C74 

314 

1 636 

1 017 

388 

1 581 

; 1 404 


202 

149 

152 

165 

50 

206 

13 

17 

184 

6 

209 

193 


285 

119 

394 

338 

87 

432 

43 

103 

183 

3 

258 

520 


146 

94 

297 

160 

74 

1 153 

43 

S5 

144 

3 

132 

287 


139 

25 

97 

178 

13 

j 279 

. . • 

1 18 

39 

. . . 

126 

233 


64 

19 

165 

126 

32 

! 193 

32 

14 

148 

3 

81 

311, 


23 

26 

15 

44 

77 

! 75 

70 

14 

32 

27 

81 

91 


19 

26 

14 

39 

77 

52 

69 

14 

32 

27 

76 

87 


4 


i! 

5 


23 

1 i 

... 

... 

... 

3 

4 


172 

69 

208 

109 

128 

116 . 

25 

45 

126 

40 j 

184 

154 


110 

56 

125 

68 

126 

75 

23 

43 

107 

40 

147 

109 


62 

13 

B3 

41 

2 

41 

2 

2 

19 

... 

37 

45 

_ 

4 613 

4 521 

4 555 

5 187 

6 531 

1 

t 

; 5 '’SS 

1 4 989 

5 120 

3 476 

3 117 

6 624 

8 672 


4 152 

4 486 

4 165 

4 677 

6 460 

4 524 

1 

i 4 958 

5 067 

3 299 

3 110 

6 HI 

7 671 


303 

26 

354 

315 

46 

696 

a 

46 

169 

7 

480 

784 


1 1 

4 

12 

93 

. . . 

212 

4 

3 

4 

. • . 

21 

68 


147 

3 

24 

1C2 

4 

121 

19 

4 

4 


12 

129 


4 012 

4 312 

4 IBl 

4 555 

6 471 

4 551 

4 958 

5 092 

3 150 

3 103 

6 231 

7 504 


347 

189 

320 

274 

45 

240 

4 

17 

311 

7 

267 

403 


254 

20 

54 

358 

14 

962 

27 

11 

15 

7 

126 

765 


3 932 

4 297 

4 048 

4 507 

6 429 

4 407 

4 945 

5 062 

3 084 

3 lOO 

6 072 

7 403 


33 1 

205 

306 

278 

53 

262 

4 

25 

312 

10 

239 

411 


350 

19 

201 

402 

48 

1 084 

40 

33 

80 

7 

313 

856 


3 238 

3 868 

3 310 

3 899 

5 549 

3 861 

3 852 

3 800 

2 492 

2 943 

4 847 

6 28' 


, 576 

419 

598 

516 

858 

384 

1 093 

1 232 

534 

151 

1 037 

’ 9&^. 

) 

799 

234 

647 

772 

123 

1 508 

44 

88 

45C 

J ± 

i 74C 

» 1 4ie 

1 


5IKES- 

TON 


H 489 


4 238 
2 510 
59. a 
2 291 
219 
1 728 
1 391 
337 

251 

238 

206 

132 

39 

1.5 

93 

5.1 

32 
9 

33 
32 
13 


4 489 
3 551 
3 217 
83 
251 
622 
265 
56 
281 
316 

2 510 
2 193 
2 064 
129 
217 
122 
95 
100 

1 728 
1 179 
996 
183 
363 
143 
220 
186 

39 

38 


93 

69 

24 


4 489 


3 652 
637 
108 
92 


4 004 
198 
287 


3 721 
130 
638 


3 103 
453 
935 


Table 23. — Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. ''TJ" denotes an unincorporated place. Plus (4-) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of V^^iter 
Sewage Dispos.il 


SUBJECT 

BELLE- 

FONTAINE 

NEIGH- 

BORS 

BERKELEY 

BRENT- 

WOOD 

CAPE 

GIRAR- 

DEAU 

CARTHAGE 

CLAYTON 

CREST- 

WOOD 

FERGUSON 

FULTON 

GLAD- 

STONE 

HANNIBAL 

JENNINGS 

ROOMS 

























ALL UNITS 

3 

964 

4 

830 

4 

061 

8 

056 

4 

428 

5 

445 

3 

130 

6 

104 

2 

711 

3 

956 

7 

257 

6 

150 

1 ROOM 


4 


. . . 


3 


126 


148 


31 


17 


22 


82 


25 


170 


11 

2 ROOMS 




26 


30 


404 


260 


77 


68 


50 


163 


29 


464 


88 

3 ROOMS 


12 


152 


743 


969 


466 


333 


85 


151 


352 


152 

1 

026 


390 

4 ROOMS* • . * 


224 

1 

244 


989 

2 

090 


962 

1 

084 


353 

1 

180 


735 


485 

1 

852 

1 

687 

5 ROOMS 

2 

252 

2 

117 

1 

198 

2 

116 

1 

211 

1 

233 

1 

184 

2 

617 


665 

1 

935 

2 

114 

2 

893 

6 ROOMS * . * 

1 

252 


950 


658 

1 

189 


702 


817 


998 

1 

376 


392 

1 

007 

1 

031 


794 

7 ROOMS* • • 


204 


266 


303 


661 


419 


765 


377 


526 


154 


271 


332 


201 

a ROOMS OR MORE. . . , . 


16 


75 


137 


601 


240 

1 

105 


48 


182 


168 


52 


268 


66 

MEDIAN * 


5.3 


5.0 


4.7 


4.7 


4.8 


5.5 


5.4 


5.1 


4.5 


5,2 


4.6 


4.B 

OViNER occupied 

3 

778 

4 

iia 

2 

336 

5 

122 

2 

820 

1 2 

315 

2 

855 

5 

297 

1 

577 

3 

447 

4 

333 

5 

344 

1 TO 3 ROOMS • * . • 


8 


53 


24 


263 


173 


* . I 


110 


67 


89 


100 


353 


197 

4 ROOMS 


208 


928 


399 

1 

237 


633 


60 


316 


876 


422 


378 

1 

111 

1 

461 

5 ROOMS 

2 

138 

1 

964 


918 

1 

600 


916 


218 

1 

090 

2 

420 


475 

1 

750 

1 

523 

2 

686 

6 ROOMS 

1 

217 


864 


604 

1 

Oil 


564 

1 

482 


929 

1 

269 


309 


917 


831 


755 

7 ROOMS OR MORE 


207 


309 


391 

1 

Oil 


534 

1 1 

555 


410 


665 


282 


302 


515 


245 

MEDIAN 


5.3 


5.0 


5.3 


5.2 


5.2 

1 

7.2 


5*4 


5*2 


5.1 


5.2 


5.0 


4.9 

renter occupied 


128 


582 

1 

518 

2 

530 

1 

245 

i 2 

958 


152 


633 


962 


336 


606 


672 

I ROOM « * * 


. . < 


. . . 


3 


122 


112 


31 


13 


22 


60 


9 


150 


11 

2 ROOMS* ***** 


• 1 1 


13 


26 


333 


183 

1 

68 


31 


33 


101 


25 


354 


67 

3 ROOMS 


a 


103 


641 


645 


278 


308 


13 


87 


262 


55 


667 


201 

4 ROOMS* ...•*••«*** 


16 


257 


514 


745 


281 


970 


32 


255 


273 


79 


653 


197 

5 ROOMS* * 


78 


UB 


259 


426 


230 


982 


49 


135 


174 


115 


543 


141 

6 ROOMS •**.*• 


18 


70 


54 


137 


89 


322 


14 


58 


76 


35 


164 


33 

7 ROOMS OR MORE * 


8 


21 


21 


120 


72 


277 


■ ■ • 


43 


36 


18 


77 


22 

MEDIAN 


... 


4.2 


3.7 


3.7 


3.7 


4.6 


... 


4.2 


3.7 


4,5 


3,7 


3,8 

VACANT AVAILABLE FOR SALE. ...... 


26 


41 


11 


102 


99 


14 


93 


74 


12 


101 


23 


55 

MEDIAN 


... 


... 


... 


5.1 


5.0 


... 


5.8 


5.3 


. . • 


5.3 


. . . 


5.0 

VACANT AVAILABLE FOR RENT 


2 


39 


157 


104 


178 


96 


2 


43 


66 


18 


126 


23 

MEDIAN * 


• . * 


. . . 


3.3 


3.7 


3*2 


4.5 


. . . 


... 


2.5 


. . . 


3.1 


... 

all housing units 

3 

964 

4 

830 1 

4 

061 

8 

056 

4 

428 

5 

445 

3 

130 

6 

104 

2 

711 

3 

956 

7 

257 

6 

130 

BEDROOMS 

























0 AND I 


ei 


245 


810 

1 

872 

1 

172 

1 

216 


288 


393 


727 


169 

2 

102 

1 

009 


2 

toi 

2 

470 

2 

213 

3 

217 

1 

685 

1 

977 


808 

2 

932 

1 

189 


907 

3 

510 

3 

543 

3 OR MORE 

1 

759 

2 

102 

1 

026 

2 

967 

1 

571 

2 

252 

2 

034 

2 

740 


795 

2 

875 

1 

645 

1 

578 

UNITS IN structure 

























ALL UNITS 

3 

964 

4 

830 

4 

051 

8 

056 

4 

428 

5 

445 ’ 

3 

130 

6 

104 

2 

711 

3 

956 

7 

257 

6 

130 


3 

955 

4 

679 

2 

608 

6 

545 

3 

801 

2 

339 1 

2 

963 

5 

901 

2 

207 

3 

810 

5 

592 

5 

976 



9 


42 


49 


795 


160 


252 


7 


48 


271 


30 


839 


55 

3 AND 




109 


283 


458 


180 


877 


* » * 


109 


94 


16 


497 


73 

5 OR MORE. 


* . » 


. • t 

1 

ILI 


206 


239 

1 

977 


lO 


46 


131 


15 


278 


14 

TRAILER 


... i 


... 


... 


52 


48 


••• , 


150 


... 


B 


85 


51 


12 

owner occupied 

3 

767 1 

4 

099 

2 

335 

5 

122 

2 

820 

2 

315 i 

2 

856 

5 

293 

1 

577 

3 

447 

4 

333 

5 

339 


3 

767 1 

4 

090 

2 

314 

4 

745 

2 

678 

2 

004 

2 

720 

5 

274 

1 

488 

3 

361 

3 

942 

5 

302 

2 OR MORE. . * 




9 


21 


330 


102 


311 


• * * 


19 


01 


10 


352 


25 

TRAILER 


... 


... 


... 


47 


40 


... 


136 


... 


8 


76 


39 


12 

RENTER OCCUPIED 


139 


601 

1 

519 

2 

530 

1 

245 

2 

958 


151 


637 


902 


336 

2 

608 


677 



130 


464 


253 

1 

477 


834 


252 


125 


489 


602 


294 

1 

490 


560 



9| 


33 


28 


514 


89 


125 


7 


28 


212 


6 


526 


40 

3 AND 4 




84 


255 


363 


165 


722 


. * * 


82 


74 


16 


364 


63 

5 TO 9 


* • • 


* . • 


801 


128 


109 

1 

013 


... 


10 


74 


6 


132 


14 

10 OR MORE 


... 


• . . 


182 


43 


40 


846 


5 


28 


20 


5 


84 


. . • 

TRAILER 




... 


... 


5 


8 


... 


14 


... 


... 


9 


12 


« . . 

YEAR structure BUILT 

























1955 TO MARCH i960 


942^ 

1 

437 


234 

1 

103 


393 


316 

1 

862 

1 

508 


349 

2 

383 


379 


993 

1950 TO 1954 

2 

781| 

2 

259 1 

1 

451 


867 


320 


475 


720 

1 

687 


225 

1 

096 


240 

1 

096 

1940 TO 1949 


100, 


691, 

1 

300 1 

1 

043 


452 

1 

036 


359 

1 

376 


349 


258 


330 

1 

637 

1939 OR EARLIER 


14i' 


443' 

1 

076 

5 

043 

3 

263 

3 

618 


189 

1 

533 

1 

7BB 


219 

6 

308 

2 

404 

BASEMENT 


i 


i 


i 



















BASEMENT . 

3 

864 1 

3 

286 i 

2 

570 i 

6 

496 

2 

133 

5 

341 

2 

586 

5 

430 

1 

743 

2 

512 

5 

353 

5 

B30 

CONCRETE SLAB. . . 


95 

1 

252 

1 

414 


478 


509 


99 


347 


465 


210 


505 


520 


140 

OTHER 


5 


292 


67 ' 

i 

OBO 

1 

786 


5 

- 

197 


209 


758 


939 

1 

384 


160 

HEATING equipment 

























STEAM OR HOT WATER 


68 


384 


171 


701 


132 

3 

231 


93 


317 


345 


41 


592 


412 

WARM AIR FURNACE 

3 

855 

3 

784, 

3 

771 

5 

018 

1 

253 

2 

102 

2 

915 

5 

290 


924 

3 

541 

3 

126 

5 

312 

FLOOR? WALL? OR PIPELESS FURNACE 


37 


491 ' 


51 


780 

1 

235 


39 


11 


236 


528 


174 


334 


86 

BUILT-IN ELECTRIC UNITS 


• * • 


12i 


* > . 


4 


4 


16 


9 


4 


. • • 


13 


« • . 


37 

OTHER MEANS WITH FLUE 


4 


147 


65 

1 

427 

1 

372 


32 


87 


229 


870 


179 

3 

009 


276 

OTHER MEANS WITHOUT FLUE 


* • . 


12 ' 


3 


59 


399 


12 


15 


26 


44 


8 


164 


7 

NONE 


... 


... 


... 


67 


33 


13 


... 




... 


... 


32 


• * i 

SOURCE OF WATER 

























PUBLIC SYSTEM OR PRIVATE COMPANY 

3 

954 

4 

810 

4 

043 

7 

972 

4 

352 

5 

445 

3 

041 

6 

028 

2 

627 


... 

7 

176 

6 

125 

INDIVIDUAL WELL «... 


10 


10' 


... 


65 


60 


* « • 


49 


46 


84 


... 


35 


5 

OTHER. • . • 


... 


lol 


8 i 


19 


16 


... 


40 


30 


... 


... 


46 


• . i 

SEWAGE DISPOSAL 


1 

1 




1 



















PUBLIC SEWER 

3 

801 

4 

640 

4 

042, 

7 

162 

4 

181 

5 

445 

2 

850 

5 

804 

2 

546 


... 

6 

704 

5 

773 

SEPTIC TANK OR CESSPOOL 


149 


175 


5 


521 


200 


• • . 


240 


270 


87 


• • • 


278 


347 

OTHER OR NONE. 


14 


15 




373 
1 


47 


... 


40 


30 


78 


... 


275 


10 


Missouri 


27-53 


Table 23. — ^Structural CHARACTrpisTics an'd Silected Eqltpmext, for Places of 10,030 
TO 25,000 I.VHABITAN'TS: 19^0 — Con, 

(Some data based on sample; median not shown where base is insufficient; see text. ••U" denotes an imincorpo rated place. Plus (-{-) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units :n Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of Water 
Sewage Disposal 


KIRKS- HAPLE- 

ville wood 


VEX I CO I ^^0BERLY| 


RICH- 

POPLAR RAYTOf^i MONO 
BLLFF heights 


ROLLA ST ANN ST SeDALIA SIKES- 

charles ton 


all units. 

1 ROOM . . . . * 

2 ROOMS 

3 ROOMS 

4 rooms 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. 

MEDIAN 


OWNER OCCUPIED , 
I TO 3 ROOMS . . . . 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 rooms or more. . . 

MEDIAN ....... 

renter occupied. 

1 ROOM 

2 ROOMS. 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE. . . 

MEDIAN 


VACANT AVAILABLE FOR SALE, 
MEDIAN 


VACANT AVAILABLE FOR RENT. 
MEDIAN ..... 


ALL HOUSING UNITS. 


4 613 

4 521 

4 555 

5 IS?! 

6 53C ! 

1 

5 753} 

4 989 

5 120 

3 476 

3 117 

6 624 

8 672 

4 489 

242 

7l| 

2CS 

us’ 

e 

153 ! 

8 

27 

182 

3 

97 

127 

113 

437 

3C6j 

230 

186 ; 

157 

321| 

32 

64 

344 

12 

368 

357 

304 

847 

7C9 

526 

591 : 

331 

6931 

104 

421 

570 

202 

894 

981 

575 

979 

1 141! 

1 306 

1 507 

1 9S5 

2 070 i 

862 

1 112 

905 

735 

1 885 

2 044 

1 395 

1 C26 

1 267! 

1 339 

1 598 i 

2 506 

I 551 i 

2 079 

1 601 

717 

i 790 

1 629 

2 930 

1 105 

597 

613i 

589 

656,’ 

1 103 

5621 

1 481 

923 

429 

309 

1 000 

1 303 

683 

271 

261! 

:''4 

2®£ ‘ 

306 

203' 

2S6 

457 

2C? 

60 

340 

524 

178 

214 

148 '■ 

184 

245- 

132 

2C0i 

137 

515 

i22i 

6 

211 

406 

136 

4.3 

4,5 

4.5 

4,6* 

4.6 


5.2 

5.1 

4.2 

4.3 

4.5 

4.8 

4.4 

2 489 

2 542 

2 569 

3 151 ; 

5 156 

3 493' 

4 444 

3 23C 

1 728 

2 631 

4 093 

5 781 

2 510 

250 

144 

112 

146 > 

109 

312 

47 

33 

191 

28 

259 

325 

181 

560 

491 

729 

833 i 

1 4C2 

1 253 

717 

319 

426 

604 

1 025 

1 331 

712 

782 

1 035 

934 

1 2021 

2 282 

1 136 

1 93B 

1 155 

504 

1 650 

1 452 

2 187 

766 

484 

513 

471 

541 

955! 

465 

1 341 

778 

322 

285 

847 

1 131 

546 

413 

359 

323 

429 

404 

327 

401 

945 

286 

64 

510 

807 

285 

5.1 

S.lj 

5,0 

5.0 

5.0 

4.7 

5.3 

5.6 

5,0 

4.9 

5.0 

5,1 

5.0 

1 812 

1 831 

1 668 

1 1 753 

1 099: 

1 905 

402 

I 770 

1 532 

400 

2 129 

2 426 

1 728 

135 

68 

100 

83 

6 < 

122 

4] 

27 

178 

3 

73 

96 

90 

334 

270 

157 

1 145 

132 ! 

213 

17 

47 

248 

12 

279 

309 

219 

606 

549 

386 

: 427 

228 ! 

388 

58 

1 373 

389 

164 

596 

619 

398 

380 

612 

518 

1 589 

447 ! 

676 

124 

1 759 

409 

97 

754 

607 

605 

207 

204 

378 

343 

164 j 

342 

99 

405 

182 

101 

269 

585 

282 

88 

91 

104 

99} 

96 

95 

84 

135 

83 

23 

129 

128 

113 

62 

37 

25 

1 671 

22 1 

71 

16 

I 24 

43 

• * • 

29 

84 

21 

3.2 

3.5 

3.9 

3.9 

3.9| 

3.8 

4,5 

! 

3,4 

3.7 

3,7 

3.8 

3,8 

23 

26 

15 

44 

77 ; 

75 

70 

14 

32 

27 

81 

91 

39 




... 

5.3 i 

1 

4.4 

5.7 

1 

... 

... 

5.0 

5.1 

... 

172 

69 

208 

109 

1 

123 1 

116 

25 

; ^5 

126 

40 

184 

154 

93 

2,0 

3.7 

1.4 

3,8 

4.CJ 

3.6 

... 

i LLL. 

! 

... 

3.5 

3.8 

3.3 

4 613 

4 521 

4 555 

5 187 

i 

6 53Ci 

5 753 

4 969 

i 5 120 

! 

i 3 476 

3 117 

6 624 

8 672 

4 489 


0 AND 1. . 

2 

3 OR MORE. 


UNITS IN structure 


3 AND A. . 
5 OR MORE, 
TRAILER. . 


OWNER OCCUPIED 


2 OR MORE, 
TRAILER. . 


271 1 712 

1 785' 2 417 

2 933 I i 991 


4 439 3 230 
4 439 3 053 

... 177 


RENTER OCCUPIED. 


3 AND 4. » 
5 TO 9 . . 
10 OR MORE 
TRAILER. . 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . , 
1940 TO 1949 . . . 
1939 OR EARLIER. , 


1 478 3121 

2 115 665| 

554 743 

542 3 400 


BASEMENT . . , 
CONCRETE SLAB. 
OTHER 


3 522 4 950! 2 069 

397 79 1 527 

1 070 91 i 880 


HEATING equipment 


STEAM OR HOT WATER 

WARM AIR FURNACE 

floor, wall, OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUe .... 
NONE 


654 

352 

203 

84 

1 946; 

375 

13 

397 

44? 

2 055 

5 705 

509 

4 346 

3 001 

1 620 

2 700 

4 646 

3 565 

853 

190 

1 96C 

372 

61 

424 

367 

188 

1 644 

5 

15 


... 

4 

3 

4 

101 

12 

1 569 

258 

2 903 

163 

i 

1 022 

29 

1 205 

2 865 

24 

10 

136 

24 

25 

24 

4 

72 

116 

27 


42 

... 

4 

8 

... 

15 

23 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


15 3 44S 

.. 19 

5 9 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


27-54 


State and Small Areas 


Table 24 .-~Occupancy and Financial Characteristics, tor Places op 10,000 
TO 25,000 Inhabitants: 1960 

[Based on sample; see text denotes an unincorporated place. Median not shown where base is less than 200; plus (+) or minus (-) 
after number indicates median above or below that number] 


Population 
Persons 
Persons per 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


BELLE- 

FONTAINE 

NEIGH- 

BORS 


BRENT- 

WOOD 


cape 

GIRAR- 

DEAU 


CLAYTON 


CREST- 

WOOD 


FERGUSON 


FULTON 


GLAD- 

STONE 


HANNIBAL 


JENNINGS 


population 

POPULATION IN HOUSING UNITS* i960. 

PER OCCUPIED unit 

OWNER. 

RENTER % . . 

POPULATION IN DWELLING UNITS* 1950 
PER OCCUPIED unit 


ALL OCCUPIED UNITS 


13 502 
3.5 
3.5 


PERSONS 


OWNER OCCUPIED 

PERSON 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

PERSONS 

8 PERSONS OR MORE. 
MEDIAN 


RENTER OCCUPIED. 
PERSON 


PERSONS 

PERSONS. . . * . 

PERSONS 

PERSONS. , . . . 
PERSONS. . . « . 

PERSONS 

8 PERSONS OR MORE. 
MEDIAN 


PERSONS PER ROOM 


owner OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 1.00 . . . 
1,01 OR MORE . . . 


renter OCCUPIED. 
0,50 OR LESS . . , . 
0,51 TO 1.00 . . , . 
1.01 OR MORE . . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH I960 

1958 

1954 TO 1957 . . . 
1940 TO 1953 . , . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1959 TO MARCH I960 , 

1958 

1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


VALUE 


OWNER OCCUPIED 

LESS THAN S5t000 ....... 

$5i000 TO $7*400 .... 

$7i500 TO $9*900 ..... . 

$10,000 TO $12*400 

$12*500 TO $14,900 

$15,000 TO $19,900 

$20,000 TO $24,900 

$25*000 OR MORE. .... 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR SALE, ..... 

MEDIAN PRICE ASKED DOLLARS 

GROSS RENT 

RENTER OCCUPIED. 

LESS THAN 

$20 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN ... DOLLARS 


CONTRACT RENT 


renter OCCUPIED 

MEDIAN * . DOLLARS 


VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED 


3 906 


778 

84 

177 

773 

891 

477 

264 

76 

36 

3.3 

128 

13 

43 

34 

16 


18 510 
3.9 
4.0 
3,6 


12 187 

3.2 

3.3 
3.0 


3 778 

1 515 

2 059 
204 

126 

57 

67 

4 


3 778 
224 
13B 
1 820 
1 506 
40 

12B 

43 

38 

25 

22 


3 770 
4 

16 
227 
1 359 
1 810 
243 
119 
15 600 


23 


118 

103 

729 

842 

004 

789 

366 

164 

121 

3.9 

582 

30 

126 

125 

171 

88 

21 

14 

7 

3,6 


4 118 
1 012 
2 490 
616 


582 

126 

353 

103 


4 118 
492 
353 
1 B17 
1 353 
103 

582 

370 

97 

73 

38 

4 


4 090 
44 
129 
316 
1 248 
1 398 
808 
127 
20 
13 100 


54 


11 

49 

77 

247 

181 

17 

112 


565 

92 


23 354 

3.1 
3.3 
2,6 

20 644 

3.2 


11 164 
2.7 
2.9 
2.5 
10 976 
2.9 


2 336 
128 
758 
540 
468 
260 
114 
25 
43 
3.0 

1 518 
227 
422 
408 
275 
99 
47 
18 
22 
2.8 


2 336 
1 113 
1 116 
107 

1 518 
355 
1 020 
143 


2 336 
170 
155 
594 
1 087 
330 

1 518 
083 
263 
286 
82 
4 


2 290 
13 
47 
126 
322 
496 
759 
184 
343 
15 700 

16 


14 

25 

53 

255 

620 

523 

28 

113 


1 490 
93 


122 

456 

647 

043 

891 

615 

282 

120 

68 

2.9 

530 

608 

B30 

488 

312 

173 

51 

46 

22 

2.3 


5 122 
2 487 
2 271 
364 

2 530 
1 037 
I 143 
350 


5 122 
609 
453 
I 328 
I 713 

1 019 

2 530 
1 078 

356 

603 

342 

151 


4 771 
585 
698 
931 
831 
645 
652 
191 
238 
10 500 

102 


2 530 
68 
400 
745 
651 
304 
127 
58 
97 
58 


2 433 
45 


14 404 
2.7 

3.3 

2.3 

15 087 
3,1 


10 988 

3.7 

3.7 


22 140 

3.7 

3.8 
3.1 

11 412 
3.6 


407 

2.9 

2.9 

2.6 

460 

3.0 


14 312 

3.8 

3.8 
3.8 


19 646 
2.6 
2.9 
2.8 

20 037 
2.9 


19 726 

3.3 

3.3 
3,1 

15 186 
3.6 


2 820 
458 
989 
569 
4001 
226 
112 
28 
38 
2.5 

1 245 
429 
361 
169 
129 
89 
44 
16 
8 

2,0 


2 B20 
1 621 
1 069 
130 

1 245 
537 
576 
132 


2 820 
443 
200 
686 
I 029 
462 

1 245 
560 
16B 
308 
170 
39 


2 676 
642 
588 
420 
412 
244 
217 
61 
92 

8 100 
92 


1 245 
20 
361 
421 
241 
76 
20 
21 
85 
49 


1 160 
39 


2 315 
192 
719 
518 
413 
245 
137 
55 
36 

3.0 

2 950 
731 
1 230 
546 
324 
83 
32 
12 

2.1 


315 

629 

674 

12 

958 

947 

975 

36 


2 315 
133 
91 
496 

1 no 

485 

2 958 
892 
440 
900 
632 

94 


2 020 

**4 

4 
23 
43 
168 
340 
I 438 
30 100 

16 


2 958 

*12 
37 
164 
423 
701 
1 488 
133 
123 


2 825 
115 


855 

91 

624 

572 

828 

462 

175 

76 

27 

3.7 

152 

17 

44 

27 

42 

17 

5 


2 855 
894 
1 811 
150 

152 

31 

103 

18 


855 

708 

381 

249 

453 

64 

152 

82 

23 

43 

4 


2 711 
4 
7 

23 
120 
249 
1 276 
615 
417 

18 700 


110 


5 297 
153 
1 228 


168 

059 

904 

432 

220 

133 

3.6 

633 

86 

216 

73 

133 

as 

26 

12 

2.7 


5 297 

1 719 

2 941 
637 

633 

226 

343 

64 


5 297 
512 
416 
2 195 
1 812 
362 

633 

381 

69 

87 

91 


5 242 
32 
106 
359 
1 083 
1 208 
1 656 
479 
239 
14 500 

78 


633 

*13 

33 

86 

113 

119 

216 

53 

no 


580 

88 


577 

210 

563 

349 

221 

124 

53 

28 

29 

2.5 

982 

238 

273 

181 

136 

87 

32 

16 

19 

2,4 


1 577 
881 
581 
115 


982 

334 

529 

119 


577 

193 

124 

334 

626 

300 

982 

384 

164 

192 

202 

40 


1 533 
248 
256 
359 
285 
124 
181 
56 
24 
9 300 

11 


982 

32 

117 

271 

319 

124 

51 

12 

56 

63 


926 

49 


447 

68 

735 

676 

980 

571 

269 

100 

48 
3,7 

336 

25 

49 
86 
81 
51 
21 

9 

14 

3,6 


3 447 
994 
2 124 
329 


336 

53 

217 

66 


3 447 
919 
508 
1 502 
478 
40 

336 

248 

44 

30 

10 

4 


3 343 
44 
52 
120 
562 
902 
1 332 
259 
72 
15 000 

104 


8 

67 

61 

57 

108 

35 

105 


301 

62 


333 

733 

648 

747 

497 

395 

190 

47 

76 

2.4 

1 608 
705 
690 
486 
311 
198 
126 
43 
49 
2.4 


4 333 
2 530 

1 472 
331 

2 608 
1 023 
1 174 

411 


4 333 
361 
238 

1 OOl 

1 740 
973 

2 608 
997 
330 
595 
531 
155 


3 989 
1 179 
1 060 
631 
478 
268 
217 
99 
57 
6 900 


24 


608 

115 
622 
967 
528 
187 

52 

21 

116 
49 


2 492 
37 


5 344 
356 
1 649 


161 

081 

660 

261 

112 

64 

3.1 

672 

101 

179 

163 

lOl 

69 

41 

15 

3 

2.8 


344 

111 

794 

439 

672 

165 

390 

117 


344 

450 

371 

626 

298 

599 

672 

319 

95 

138 

83 

37 


5 284 
90 
305 
756 
1 370 
1 211 
1 158 
244 
150 
12 700 

69 


672 

*29 

81 

129 

124 

132 

122 

55 

91 


617 

73 


Missouri 


27-55 


Table 24. — Occupa.nxv axd Financial Characteristics, for Places or 10,030 
TO 25,000 In'habita.vts: 1960— Con. 

[Based on sample; see text. U denotes an unincorporated place. Median not shown where base is less than 200; plus ormimiB ( — ) 
after number indicates median above or below that number] 


Population 
Pcrsou-s 
Persons per 
Room 


Year Movcxl into Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

KIRKS- 

VILLE 

MAPLE- 

WOOD 

MEX 

,co 

M-OSEP wY 

OVER- 

HAND 

POP;_A- 

ELJFF 

RAY 

'OWN 

RICH- 

MOND 

HEIGHTS 

ROlLA 

£T 

ANN 

ST 

CHARLES 

sedalia 

SIKES- 

TON 

population 




























POPULATION IN HOUSING UNITS* I960 

11 

815 

12 

694 

12 

7S4 

12 

894 

21 

esc 

16 

18-7 

17 

076 

14 

990 

9 

577 

12 

121 

20 

385 

23 

845 

13 

602 

PER OCCUPIED UNIT. . . 

.... 

* . • • . 


2.7 


2.9 


3.0 


2.6 


T ^ C 


3,C 


3.5 


3.0 


2.9 


4,0 


3.3 


2.9 


3.2 

OWNER 

.... 

« • . • . 


2.9 


3.2 


3.1 


2,6 


2.6 


3 4_1 


3,6 


3.3 


3.1 


4*1 


3.4 


2.9 


3.3 

RENTER 




2.5 


2.5 


2.9 


2.6 


3.1 


2.9 


3,1 


2.4 


2.7 


3.2 


3.0 


2.9 


3.1 

POPULATION IN DWELLING UNITS* 1950 , . , . 

10 

184 

13 

293 

1 1 

3s: 

12 

924 

a 

•.99 

Ut 

752 


9 * m 

14 

534 


r * • 



13 

727 

20 

079 

11 

566 

PER OCCUPIED unit. . . 

.... 




2.8 


3.2 


3.0 


2.S 


3.6 


3,2 


... 


3,3 


... 


... 


3.2 


2.9 


3,3 

ALL OCCUPIED UNITS 



4 

301 

4 

373 

4 

— 

237 

4 

904 

6 

255 

5 

398 

4 

846 

5 

oco 

3 

260 

3 

031 

6 

222 

8 

209 

4 

238 

PERSONS 




















1 









OWNER OCCUPIED . . . 


•4*44 

2 

489 

2 

542 

2 

569 

3 

151 

5 

156 

3 

493 

4 

444 

3 

230 

1 

726 

2 

631 

4 

093 

5 

781 

2 

510 

1 PERSON 


• t • 4 4 


324 


251 


314 


489 


21 ? 


525 


143 


254 


156; 


48 


299 


970 


257 

2 PERSONS 




94: 


859 


8S7 

1 

445 

1 

39£ 

1 

1 59. 

1 

14C 


126 


563 


430 

1 

171 

1 

993 


782 

3 PERSONS 

• * • • 



477 


536 


509 


500 

1 

108 


536 


997 


552 


363 


500 


863 


971 


483 

4 PERSONS 

• • • • 

■ 4444 


398 


352 


442 


359 

1 

059 


656 

1 

C73 


584 


353, 


656 


823 


951 


473 

5 PERSONS 

• • • • 

• 4 4 4 4 


215 


333 


221 


241 


708 


349 


662 


363 


214| 


468 


427 


468 


245 

6 PERSONS 

• • • • 

• 4 4 4 4 


74 


93 


92 


56 


425 


148 


251 


214 


49 


30B 


288 


268 


168 

7 PERSONS 




24 


53 


46 


22 


133 


*»0 


129 


57 


17 


119 


143 


84 


60 

B PERSONS OR MORE. . . . 




36 


60 


58 


39 


lOB 


51 


49 


80 


13 


82 


79 


56 


42 

MEDIAN 

* • • • 



2,5 


2.8 


2.7 


2,3 


3.4 


2,6 


3.4 


2.9 


2.9 


4.0 


3.2 


2.5 


2.9 

RENTER OCCUPIED. . . 

« • 9 4 


1 

812 

1 

831 

1 

668 


753 

1 

099 

1 

9C5 


402 

1 

770 

1 

532 


400 

2 

129 

2 

428 

1 

728 

I PERSON ... 

• • 4 • 



481 


544 


405 


559 


125 


467 


62 


403 


292 


26 


362 


584 


380 

2 PERSONS 

• • • • 



593 


609 


403 


425 


312 


513 


128 


676 


553 


115 


570 


612 


453 

3 PERSONS 

• « • • 



360 


295 


345 


336 


294 


324 


72 


388 


273 


112 


499 


476 


305 

4 PERSONS 




216 


186 


249 


223 


202 


283 


51 


187 


236 


SC 


398 


376 


244 

5 PERSONS 




78 


115 


120 


103 


107 


151 


60 


83 


86 


49 


174 


IBO 


132 

6 PERSONS 




43 


52 


74 


63 


29 


90 


9 


15 


44 


18 


B 2 


128 


76 

7 PERSONS 




20 


7 


21 


24 


22 


28 


13 


10 


36 


• ■ t 


32 


20 


63 

8 PERSONS OR MORE. . . . 




21 


23 


51 


20 


e 


49 


7 


E 


12 


* • « 


12 


52 


75 

MEDIAN 




2.2 


2.1 


2.6 


2.2 


2,9 


2.4 


a,-' 


2.2 


2.4 


3.0 


2.8 


2,5 


2.6 

PERSONS PER 

ROOM 




























OWNER OCCUPIED . . . 



2 

489 

2 

542 

2 

569 

3 

151 

5 

156 

3 

493 

4 

444 

3 

230 

1 

728 

2 

631 

4 

093 

5 

781 

2 

510 

0.50 OR LESS 



1 

367 

1 

239 

1 

337 

2 

046 

1 

850 

1 

721 

1 

615 

1 

803 


840 j 


486 

1 

694 

3 

231 

1 

201 

0.51 TO 1.00 

• • • • 



981 

1 

137 

1 

049 


995 

2 

664 

i 

4BD 

2 

523 

1 

301 


748 

1 

625 

1 

903 

2 

230 

1 

017 

I. 01 OR MORE 

• • • ■ 



141 


166 


1S3 


110 


642 


292 


306 


126 


140 


520 


496 


320 


292 

RENTER OCCUPIED. . . 

• « 4 * 


1 

B12 

1 

831 

1 

66B 

1 

753 

; 

C99 

1 

9C5 


402 

1 

770 

1 

532 


400 

2 

129 

2 

428 

1 

728 

0.50 OR LESS 

4 4 4 * 



573 


840 


579 


774 


316 


713 


173 


958 


387 


56 


560 


862 


589 

0.51 TO 1.00 

« 4 • f 


1 

049 


824 


849 


811 


622 


SB4 


183 


745 


892 


281 

1 

203 

1 

209 


774 

1.01 OR MORE 

• • 4 • 



190 


167 


240 


168 


161 


308 


46 


67 


253 


63 


366 


357 


365 

YEAR MOVED INTO UNIT 




























OWNER OCCUPIED , , . 



2 

489 

2 

542 

2 

569 

3 

151 

5 

156 

3 

493 

4 

444 1 

3 

230 

1 

728 

2 

631 

4 

093 

5 

781 

2 

510 

1959 TO MARCH I960 . . . 




394 


230 


301 


365 


568 


552 


517 1 


224 


344 


251 


614 


783 


426 

1958 




223 


152 1 


190 


165 


434 


318 


492 


177 


137 


279 


301 


460 


257 

1954 TO 1957 




570 


SOL 


664 


682 

1 

597 


871 i 

1 

618 ! 


770 


403 

1 

036 

1 

184 

1 

225 


498 

1940 TO 1953 




861 

1 

030 


906 

I 

261 

2 

000 

1 

225 i 

1 

457 j 

1 1 

406 


603 

1 

057 

1 

207 

2 

013 

1 

043 

1939 OR earlier, .... 

• • • • 



441 


6291 


508 

! 

678 


557 


527 1 


160 1 


653 


241 


8 


787 

1 

280 


286 

RENTER OCCUPIED. . . 



1 

812 

1 

831 

1 

668 

1 

753 

1 

099 

1 

90S 


402 ! 

1 

770 

1 

532 


400 

2 

129 

2 

428 

1 

728 

1959 TO MARCH I960 . , . 




874 


844 1 


689 


681 


689 


886 


183 j 


655 


945 


224 

1 

285 

1 

223 


787 

1958 




250 


262 


276 


253 


148 


254 


71 ' 


239 


17B 


66 


184 


355 


236 

1954 TO 1957 




377 


385: 


341 


440 


165 


464 


93 1 


491 


261 


81 


359 


498 


396 

1940 TO 1953 




281 


272! 


258 


298 


73 


249 


51 


329 


128 


29 


222 


265 


276 

1939 OR EARLIER 




30 


68 


104 


81 


24 


52 


4 


56 


20 


... 


79 


67 


33 

VALUE 





























OWNER occupied . . . 



2 

326 

2 

336 

2 

371 

2 

868 

5 

092 

3 

401 

4 

424 

3 

133 

1 

468 

2 

611 

3 

465 

5 

514 

2 

416 

LESS THAN SSiOOO . . , . 




423 


46 


298 


725 


65 

1 

497 I 


42 


28 


125 


4 


184 

1 

419 


652 

SSiOOO TO S7i400 .... 




428 


213 


437 


758 


190 


744 


105 

i 

54 


189 


29 


321 

1 

299 


562 

*7 *500 TO S9»900 .... 




383 


405 


475 


461 


636 


468 


266 

1 

165 


233 


107 


445 

1 

082 


400 

SlOiOOO TO Sl2i400 , . , 




415 


8121 


397 


375 

i 

724 


249! 


832 


309 


330 

1 

151 


645 


688 


284 

S12t500 TO S14i900 , . , 




184 


552 


319 


179 

i 

349 


132 

i 1 

331 


550 


221 

1 

042 


735 


412 


142 

$15*000 TO $19*900 . . . 




266 


290 


274 


216 


727 


149 

1 ^ 

441 

; 1 

021 


204 


262 


799 


366 


171 

$20*000 TO $24*900 • . . 




89 


18i 


70 


102 


318 


69 


238 


320 


105 


12 


237 


128 


78 

$25*000 OR MORE 




138 


. • • * 


101 


52 


63 


93 i 


L69 

i 

666 


61 


4 


99 


120 


127 

MEDIAN 


DOLLARS . 

9 

500 

a 

600 

9 

900 

7 

300 

12 

400 

5 

700 

14 

300 

! 

200 

11 

400 

12 

500 

13 

000 

7 

600 

7 

500 

VACANT available FOR 

SALE, . 



20 


43 


7 


27 


93 


75 


75 


13 


29 


28 


58 


91 


32 

MEDIAN PRICE ASKED . . . 

.... 

DOLLARS . 


... 


... 


. . . 


* * * 


* * * 


* . * 


. ■ * 


... 


... 


• . * 




... 


... 

GROSS RENT 




























RENTER OCCUPIED. . . 



1 

812 

1 

831 

1 

668 

1 

753 

1 

099 

1 

905 


402 

1 

770 

1 

532 


400 

2 

129 

2 

428 

1 

728 

LESS THAN $20 




9 


... 


12 


28 


• * * 


66 


. • • 


... 


4 


... 


8 


36 


74 

$20 TO $39 




278 


44 


188 


541 


18 


570 


* • « 


7! 


217 


5 


127 


395 


336 

$40 TO $59 




655 


231 


506 


590 


47 


619 


29 


711 


323 


17 


312| 


702 


580 

S60 TO $79 




424 


764 


515 


429 


151 


3431 


66 


261 


431 


23 


576! 


654 


386 

$80 TO $99 




219 


407 


263 


210 


187 


140 


55 


693 


252 


93 


537 


303 


176 

$100 TO $119 




82 


186 


74 


40 


289 


49 


96 


287 


166 


134 


292 


163 


38 

$120 OR MORE 




16 


131 


34 


29 


339 


24 


122 


372 


72 


115 


184 


52 


13 

NO cash RENT 




129 


68 


76, 


86 


68 


94 


32 


79 


67 


13 


93 


123 


125 

MEDIAN 


DOLLARS . 


57 


76 


63; 


56 


110 


49 


106 


95 


67 


108 


80 


61 


54 

CONTRACT RENT 




























renter occupied. . . 



1 

6B3 

1 

763 

1 

592 

1 

667 

1 

031 

1 

811 


370 

1 

691 

1 

465 


387 

2 

036 

2 

305 

1 

603 

MEDIAN 

.... 

DOLLARS ! 


48 


67 


47 


44 


91 


35 


79 


86 


55 


86 


64 


50 


36 

VACANT AVAILABLE FOR 

RENT. . 

. . . . . 


192 


67 


189 


103 


118 


116 


11 


59 


133 


43 


183 


154 


91 

MEDIAN RENT ASKED. . . . 

. . . . 

DOLLARS . 


•• • 


. .. 


... 


* . • 


• ■ • 


... 










... 

— 

... 


... 
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Mate ana amau Areas 


Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-f-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Sufjply 
Toilet Facilities 


Bat hing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


BRECK- 

AURORA BALLWIN BEL- BELTON BETHANY BLUE BOLIVAR BONNE BOON- BOWLING ENRIDGE BRIOGE- 

RIDQE springs Terre ville green hills ion 


ALL HOUSING UNITS. 


TENURE I COLOR » AND VACANCY STATUS 


OWNER OCCUPIED ♦ 

white 

nonwhite . . . 

RENTER OCCUPIED. 

white 

NONWHITE . . . 
AVAILABLE VACANT 
FOR SALE ONLY. 
FOR RENT . . . 
OTHER VACANT . . 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND* 

WITH ALL PLUMBING FACILITIES . . • 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING . 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


ALL HOUSING UNITS, 


water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE , . 
PIPED WATER OUTSIDE STRUCTURE. ...... 

NO PIPED WATER 


toilet facilities 


FLUSH TOILET I EXCLUSIVE USE. , . 

FLUSH TOILET I SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER* EXCLUSIVE USE 
bathtub OR SHOWER* SHARED. , . . 
NO bathtub or SHOWER 


MORE THAN 1. . 
SHARED OR NONE 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE, . , , . . 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. . . 
MEDIANI 

ALL UNITS 

OWNER OCCUPIED . 
RENTER OCCUPIED, 


UNITS IN structure 


1* INCL. trailer 


3 AND 4. . 
5 OR MORE. 


1 230 

1 024 

1 644 

833 

1 635 

43 

26 

445 

05 

50 

15 

66 

210 

1 86 

99 

10 

' 30 

134 

30 

10 


Missouri 


27-57 


Table 25- — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufbeient; see text. “L”’ denote* an unincorporated place. Plus t-r) after 

number indicates median above that numberl 


Tenure by G^Jor, 
Vacancy Status 
ConJuion and 
Plumbing 
Water Supplv 
Toilet Facilities 


Baching Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 


all housing units 

tenure 1 COLOR* AND VACANCY STATUS 
owner OCCUPIED 

white. . . . « 

nonwhite * • 

renter OCCUPIED . . , , 

white 

nonwhite . . 

available vacant . • 

for sale only 

for rent 

OTHER vacant 

CONDITION AND PLUMBING 

all UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . . • 

lacking only hot water 

LACKING OTHER PLUMBING FACILITIES. , , 

DETERIORATING . • 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . , 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . • . • 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . • . . 
DILAPIDATED 


ALL HOUSING UNITS . . . 

WATER SUPPLY 

HOT and COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLO PIPED WATER INSIDE STRUCTURE , 
PIPED WATER OUTSIDE STRUCTURE. . • , . , 
NO PIPED water . 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. .... 

BATHING FACILITIES 

bathtub or shower. EXCLUSIVE USE .... 

BATHTUB OR SHOWER. SHARED . 

NO bathtub OR SHOWER 

BATHROOMS 


I. • . 

MORE than 1 

SHARED OR NONE • 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . . . . 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER . . 

SEPTIC TANK OR CESSPOOL 

other or none 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS. ...... 

4 ROOMS 

5 ROOMS. ...... 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. . , 
MEDIAN* 


• W • • 

• • • • 

• • • • 

« • • • 

• « * • 

■ • • • 

• • • • 

• • • ■ 

ALL UNITS 


w • • • 

OWNER OCCUPIED . 
RENTER OCCUPIED. 


• 9 • 9 

• • • 1 

UNITS IN 

STRUCTURE 


1, INCL. TRAILER . . 

3 AhtD 4 

5 OR MORE 



: : : ! 


BROOK- 

FIELD 

butler 

CALI- 

FORNIA 

CAMERON 

CANTON 

— T 

CARROLL- 
TON I 

j 

CARUTH- 

ERSVILLE 

cen- 
tral: A 

CHAFFEE 

CHARLES- 

TON 

CHILLI - 
COTHE 

CLINTON 

2 220 

1 491 

1 090 

1 466 

837) 

1 e9ij 

2 934 

I 151 

983 

2 002 

3 419 

2 753 

1 567 

929 

742 

924 

j. 

528 ; 

( 

i 

1 C27| 

1 238 

786 

755 

903 

2 046 

1 644 

1 522 

901 

723 

922 

502! 

99 li 

1 048 

765 

755 

759 

1 979 

1 598 

45 

28 

19 1 

2 

26; 

36 

190 

21 

• « . 

144 

67 

46 

495 

505 

295 

440 

271 ! 

599 

1 476 

299 

186 

971 

1 135 

875 

484 

492 

289 

436 

264 1 

574 

971 

290 

186 

593 

1 102 

848 

11 

13 

6 

4 

7| 

25 

505 

9 

... 

378 

33 

27 

88 

37 

35 

45 

7: 

43 

99 

22 

19 

76 

107 

141 

45 

11 

10 

14 

3 

10 

7 

4 

11 

7 

29 

31 

43 

26 

25 

31 

4 

33 

92 

IB 

a 

69 

78 

no 

70 

20 

18 

57 

31 

22 

121 

44 

23 

52 

131 

93 

2 220 

1 491 

1 090 

1 466 

B37 

1 691 

2 934 

1 151 

983 

2 002 

3 419 

2 753 

1 874 

904 

865 

916 

669 

1 407 

1 606 

942 

899 

1 262 

2 497 

1 901 

1 678 

874 

762 

856 

609 

1 319 

1 314 

856 

787 

1 067 

2 282 

1 721 

58 

4 

37 

15 

10 

17 i 

67 

5 

33 

26 

34 

32 

138 

26 

86 

45 

50 

71 

225 

81 

79 

169 

181 

148 

310 

502 

147 

353 

147 

246 

818 

134 

69 

587 

593 

712 

157 

378 

65 

252 

85 

122 

286 

94 

32 

138 

430 

332 

46 

IB 

20 

19 

11 

16 

57 

2 

B 

44 

43 

34 

107 

106 

62 

82 

51 

106 

475 

38 

29 

405 

120 

346 

36 

85 

58 

197 

21 

38 

510 

75 

15 

153 

329 

140 

495 

505 

295 

440 

271 

599 i 

1 476 

299 

186 

971 

1 135 

875 

377 

222 

212 

225 

192 

453 i 

577 

243 

167 

481 

777 

536 


205 


205 

167 

414 ; 

435 

195 

130 

363 

645 

465 





25 

391 

142 

48 

37 

lie 

132 

71 



58 


69 

122 i 

531 

35 

14 

391 

225 

277 



27 


42 

621 

174 

23 

5 

67 

163 

112 





27 

60 

357 

12 

9 

324 

62 

165 





10 

24 

368 

21 

5 

99 

133 

62 



1 090 

1 466 

837 

1 691 

2 934 

1 151 

983 

2 002 

3 419 

2 753 

1 905 


877 

1 238 

731 

1 526 

1 688 

1 050 

849 

1 295 

3 011 

2 256 

233 

97 

148 

12s 

75 

112 

502 

50 

106 

439 

260 

280 

4 

20 

11 

6 

20 

5 

505 

5 

5 

81 

36 

104 

78 

16 

54 

94 

11 

48 

239 

46 

21 

187 

112 

113 

2 034 

1 334 

939 

1 292 

745 

1 514 

1 968 

1 Oil 

913 

1 447 

2 967 

2 192 

51 

70 

48 

34 

31 

! 67 

70 

64 

23 

255 

203 

163 

135 

87 

103 

140 

61 

110 

896 

1 

1 

47 

300 

249 

398 

1 962 

1 314 

896 

1 238 

718 

1 480 

; 1 aoo 

988 

861 

1 312 

2 914 

2 144 

55 

68 

48 

38 

34 

68 

i 48 

68 

24 

83 

206 

157 

203 

109 

146 

190 

85 

143 

1 086 

95 

98 

607 

299 

452 

1 583 

1 101 

705 

1 034 

635 

i 

1 191' 

1 460 

820 

834 i 

978 

2 482 

1 783 

295 

207 

132 

180 

78 

272! 

146 

158 

19 1 

203 

378 

298 

342 

183 

253 

252 

124 

228^ 

1 328 

173 

130' 

821 

559 

672 

2 117 

1 475 

1 042 

1 371 

831 

1 635 

2 797 

1 103 

973 

1 722 

3 311 

2 647 


4 

15 

86 

3 

15 

40 

48 

5 

79 

. • » ! 

73 

37 

12 

33 

9 

3 

41 

97 

« • • 

5 

201 

108 i 

33 

1 975 

1 318 

870 

1 235 

799 

1 556 

1 911 

1 009 

913 

1 416 

3 156 

2 161 


112 

118 

101 

9 

55 

174 

65 

25 

112 

76 

217 

98 

61 

102 

130 

29 

80 

849 

77 

45 

474 

187 

375 


25 

6 

28 

14 

47 

71 

49 

9 

130 

133 

117 


74 

59 

51 

39 

85 

358 

38 

26 

192 

239 

134 


165 

154 

152 

118 

217 

572 

108 

72 

288 

399 

306 


333 

302 

280 

209 

401 

830 

258 

290 

457 

669 

759 


421 

266 

406 

229 

450 

548 

343 

352 

441 

910 

729 


249 

147 

262 

103 

253 

306 

211 

153 

255 

634 

411 


133 

86 

168 

66 

124 

143 

84 

44 

108 

254 

166 

148 

91 

70 

119 

59 

114 

106 

60 

35 

131 

181 

131 


4.9 

4.6 

5.0 

4.7 

4.7 

4,1 

4.9 

4.8 

4.4 

4.8 

4.6 


5.1 

4.8 

5.5 

5.1 

5.2 

4.9 

5.2 

4.9 

5.5 

5.3 

5.1 

4.3 

4.2 

3.6 

4.0 

4.0 

3.8 

3.4 

3.8 

. ■ . 

3.6 

3.6 

4.0 

2 005 

1 333 

941 

1 353 

648 

1 542 

2 912 

1 096 

983 

1 898 

2 631 

2 519 

155 

92 

69 

43 

105 

76 

6 

18 

« • . 

46 

> 226 

1 68 

60 

16 

66 

35 

72 

39 

5 

19 

• • . 

45 

i 356 

. 96 


50 

14 

35 

12 

34 

11 

16 


12 

i 206 

. 70 






Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text, "U” denotes an unincorporated place. Plus (+) after 

number indicates median abovt^ that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

CREVE 

COEUR 

CRYSTAL 

CITY 

DELL WOOD 

DE : 

SOTO 

DES 

PERES 

DEXTER 

EAST 

PRAIRIE 

ELDON 

ELDORADO 

SPRINGS 

ELLIS- 

VILLE 

EXCEL- 

SIOR 

SPRINGS 

FARMING- 

TON 

ALL HOUSING UNITS 

1 

1 

414 

1 

228 

1 

333 

1 

950j 

1 

164 

2 

030 

1 

181 

1 

273 

1 

294 

719 

2 

723 

2 

_059 

TENURE f COLOR! AND VACANCY STATUS 
























OWNER OCCUPIED 

1 

194 


867 

1 

218 

1 

307 


999 

1 

184 


674 


848 


751 

589 

1 

355 

1 

331 

WHITE . • 

1 

194 


835 

X 

217 

1 

282 


999 

1 

184 


674 


848 


750 

589 

1 

313 

1 

309 

nonwhite 


... 


32 


1 


25 


. • . 


. • • 


. . . 


. . . 


1 

. . . 


42 


22 

RENTER OCCUPIED 


154 


313 


65 


488 


101 


724 


469 


335 


411 

93 

1 

049 


562 

WHITE 


152 


287 


65 


472 


101 


723 


469 


334 


409 

93 

1 

000 


551 

nonwhite . 


2 


26 


. . . 


16 


. . . 


1 


. . ■ 


1 


2 

. • • 


49 


11 

AVAILABLE VACANT 


37 


32 


49 


85 


39 


53 


20 


53 


85 

26 


263 


68 

FOR SALE ONLY 


36 


5 


48 


31 


38 


13 


2 


10 


11 

15 


IB 


31 

FOR RENT .... 


1 


27 


1 


54 


1 


40 


10 


43 


74 

11 


245 


57 

OTHER VACANT 


29 


16 


1 


70 


25 


77 


18 


37 


47 

11 


56 


78 

CONDITION AND PLUMBING 

















! 







ALL UNITS 

1 

414 

1 

228 

1 

333 

1 

950 

1 

164 

2 

038 

1 

181 

1 

273 

1 

294 

719 

2 

723 

2 

059 

SOUND 

I 

363 


974 

1 

313 

1 

327 

1 

124 

1 

529 


861 

1 

058 


890 

700 

2 

249 

1 

844 

WITH ALL PLUMBING FACILITIES 

1 

333 


944 

1 

311 

1 

182 

1 

110 

1 

407 


605 


945 


737 

670 

1 

850 

1 

729 

LACKING ONLY HOT WATER 


3 


6 


1 


37 


3 


67 


28 


41 


17 

3 


10 


27 

LACKING OTHER PLUMBING FACILITIES. . . . 


27 


24 


1 


108 


11 


55 


228 


72 


136 

19 


373 


88 

DETERIORATING . 


46 


178 


20 


536 


28 


426 


272 


175 


364 

8 


409 


185 

WITH ALL PLUMBING FACILITIES 


31 


154 


15 


277 


24 


249 


65 


98 


180 

2 


182 


104 

LACKING ONLY HOT WATER 


2 


... 


, • . 


69 


... 


66 


13 


9 


16 

... 


7 


9 

LACKING OTHER PLUMBING FACILITIES, . . . 


13 


24 


5 


190 


4 


111 


194 


68 


168 

6 


220 


72 

DILAPIDATED 


5 


76 


... 


87 


12 


83 


48 


40 


40 

11 


65 


30 

RENTER OCCUPIED 


154 


313 


65 


488 


101 


724 


469 


335 


411 

93 

1 

049 


562 

SOUND 


137 


200 


57 


242 


81 


468 


296 


243 


228 

83 


836 


450 

WITH ALL PLUMBING FACILITIES 


115 


187 


56 


191 


76 


423 


156 


195 


171 

76 


613 


389 

LACKING SOME OR ALL FACILITIES 


22 


13 


1 


51 


5 


45 


140 1 


48 


57 

7 


223 


61 

DETERIORATING 


16 


72 


8 


206 


15 


209 


148 1 


77 


167 

3 


193 


95 

WITH ALL PLUMBING FACILITIES ...... 


11 


56 


4 


93 


13 


U6 


31 


39 

j 

71 

1 


83 


48 

LACKING SOME OR ALL FACILITIES 


5 


16 


4 


113 


2 


93 


117 i 


30 


96 

2 


110 


47 

DILAPIDATED 


1 


41 


... 


40 


5 


47 


25 


15 



16 

7 


20 


17 

ALL HOUSING UNITS 

1 

414 

1 

228 

1 

333 

1 

950 

1 

164 

2 

038 

1 

181 

1 

273 

1 

294 

719 

2 

723 

2 

059 

Water supply 










1 


i 












HOT AND cold PIPED WATER INSIDE STRUCTURE. 

1 

387 

1 

168 

1 

330 1 

1 

580 

1 

148 

1 

736 


714' 

1 

096 

1 

033 

691 

2 

531 

1 

937 

ONLY cold PIPED WATER INSIDE STRUCTURE . . 


20 


54 


3l 


275 


9 


287 


152 , 


133 


145 

9 


165 


107 

PIPED WATER OUTSIDE STRUCTURE 


. . . 


3 


... 


34 


. t • 


10 


50 


7 


31 

10 


8 


5 

NO PIPED WATER 


7 


3 


... 


61 


7 


5 


265 i 


37 


85 

9 


19 


10 

TOILET FACILITIES 














1 










FLUSH TOILET. EXCLUSIVE USE 

1 

375 

1 

169 

1 

328 

1 

670 

1 

147 

1 

955 


739 1 

1 

148 

1 

010 

685 

2 

168 

1 

934 

FLUSH TOILET. SHARED 


13 


32 


4| 


93 


1 


55 


32 1 


59 


106 

3 


464 


102 

OTHER TOILET FACILITIES OR NONE. . , . . . 


26 


27 


1 1 


187 


16 


28 


410 1 


66 


178 

31 


91 


23 

BATHING FACILITIES 
























bathtub OR SHOWER. EXCLUSIVE USE .... . 

1 

376 

1 

149 

1 

327 1 

1 

590 

i 

146 

1 

836 


719 i 

1 

106 


960 

689 

Z 

103 

1 

834 

bathtub OR SHOWER. SHARED 


14 


23 


4 


83 


1 


51 : 


32 


41 


101 

2 


463 


105 

NO bathtub or SHOWER . 


24 


56 


2 


277 


17 


151 


430 


126 


233 

28 


157 


70 

BATHROOMS 


























447 


980 

1 

242 

1 

441 


536 

1 

563 


681 1 


986 


915 

604 

1 

687 

1 

560 

MORE THAN 1 


917 


172 


80 


84 


597 


152 


22 , 


98 j 


42 

75 , 


361 


281 

SHARED OR NONE 


50 


76 


IL 


425 


31 


323 


478 1 


189 1 


337 

40 1 


674 


198 

SOURCE OF WATER 
















i 



1 





PUBLIC SYSTEM OR PRIVATE COMPANY ..... 

I 

395 

1 

173 

1 

333 

1 

837 

1 

138 

2 

038 


841 

1 

263 1 

1 

222 

650 ! 

2 

685 

2 

040 

INDIVIDUAL WELL . . 


13 


46 


. . . 


72 


10 


... 


123 


10 


67 

34 


19 


5 

OTHER 


6 


9 


... 


41 


16 


... 


2X7 


... 


5 

35 i 


IB 


14 

SEWAGE DISPOSAL 
























PUBLIC SEWER 


362 

1 

149 

1 

066 

1 

444 


804 

1 

978 


430 

1 

189 


943 

76 

2 

313 

2 

010 

SEPTIC TANK OR CESSPOOL 


978 


60 


262 


317 


344 


44 


378 


44 


232 

628 


284 


35 

OTHER OR NONE 


54 


19 


5 


189 


16 


16 


373 


40 


119 

15 


125 


14 

ROOMS 
























1 ROOM , . 


4 


16 


2 


42 


1 


14 


34 


23 


83 

2 


319 


63 

2 ROOMS 


8 


48 


4 


97 


4 


42 


72 


76 


87 

3 


345 


126 

3 ROOMS. . 


43 


113 


16 


241 


27 


199 


187 


145 


142 

28 


438 


176 

4 ROOMS 


100 


323 


157 


631 


98 


725 


431 


325 


305 

89 


528 


589 

5 ROOMS. ........ 


26B 


403 


802 


549 


235 


569 


259 


344 


340 

362 


575 


5il 

6 ROOMS 


323 


235 


329 


250 


340 


296 


132 


224 


162 

156 


285 


327 

7 ROOMS. . . 


431 


66 


20 


85 

1 

344 


130 


34 


90 


48 

41 


126 


131 

8 ROOMS OR MORE , 


237 


24 


1 


55 


115 


63 


32 


46 


47 

IB 


107 


136 

MEDIAN: 









1 















ALL UNITS , 


6.4 


4.8 


5.1 


4.4 

1 

6.1 


4.6 


4.2 


4.7 


4.4 

5.1 


4,0 


4.6 

OWNER OCCUPIED 


6,S 


5.0 


5.1 


4.7 


6.2 


5.0 


4.5 


5.1 


4.7 

5,1 


5,0 


5.0 

RENTER OCCUPIED 


... 


3.8 


... 


3.9 


... 


4.1 


3.7 


4.1 


3,9 

... 


2.9 


3.8 

UNITS IN STRUCTURE 
























1. INCL. TRAILER 

1 

399 

1 

086 

1 

317 

1 

930 

^ 1 

154 

1 

917 

i 

176 

1 

187 

1 

112 

699 

1 

574 

1 

908 



5 


73 


5 


10 


5 


83 


5 


54 


73 

20 


258 


34 

3 AND 


10 


50 


11 


5 


5 


26 


« . . 


27 


30 

... 


235 


56 

5 OR MORE 


... 


17 


... 


5 

1 

_lllj 


12 


... 


5 


79 

... 


655 


61 


Missouri 


27-59 


Tabic 25- — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where is insufficient; see text “U” denotes an unincorporated place. Plus after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumhing 
Water Supplv 
Toilet Facilities 


Bat hini» Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


FRED- 


SUBJECT 

FAYETTE 

FESTUS 

flat 

RIVER 

ERI 

CK- 

iN 

FRON- 

■^ENAC 

glen: 

:al£ 

VIEW 

HANLEY 

HILLS 

HARRl- 

SONVILLE 

hayti 

HAZEL- 

WOOD 

HERMANN 

all housing units 

1 

081 

2 

186 

1 

654 


294 

■»9: 

2 

074 

— 

i 915 

996 


321 

1 

304 

1 

787 

961 

TENURE 1 COLOR f AND VACANCY STATUS 






















owner occupied 


622 

1 

610 

1 

115 


896 

7C3 

1 

551 

1 

368 

959 


750 


581 

1 

371 

586 

white 


530 

1 

547 

t 

115 


885 

698 

1 

545 

1 

367 

959 


735 


514 

1 

361 

586 

nonwhite 


92 


63 


. . . 


11 

5 


6 


1 

... 


15 


67 


10 

... 

RENTER OCCUPIED 


410 


486 


432 


321 

53 


88 


352 

32 


494 


646 


234 

322 

white 


313 


445 


432 


31S 

50 


86 


352 

32 


487 


430 


229 

322 

NONWHITE . • 


97 


41 


. . . 


3 

3 







7 


216 


5 


available vacant 


14 


51 


-^5 


36 

27 


23 


152 

2 


36 


57 


167 

37 

FOR SALE ONLY 


5 


16 


6 


16 

21 


22 


68 

1 


9 


2 


89 

4 

FOR RENT . 


9 


35 


69 


20 

6 


1 


84 

1 


27 


55 


78 

33 

other vacant ... 


35 


39 


32 


41 

a 


12 


43 

3 


41 


20 


15 

16 

CONDITION AND PLUMBING 






















all units 

1 

081 

2 

186 

1 

654 

1 

294 

791 

2 

074 

i 

915 

996 

1 

321 

1 

304 

1 

767 

961 

SOUND 


769 

1 

844 

1 

398 


96 a 

772 

2 

046 

J, 

655 

996 


934 


838 

1 

704 

815 

WITH ALL PLUMBING FACILITIES 


654 

1 

739 

1 

250 


595 

751 

2 

044 


6ii0 

996 


BB2 


701 

1 

695 

690 

LACKING ONLY HOT WATER 


9 


17 


38 


15 

1 


3 


1 

. . . 


12 


32 


6 

56 

LACKING OTHER PLUMBING FACILITIES, . . . 


106 


SB 


110 


58 

20 


1 


14 

• . • 


40 


105 


3 

69 

DETERIORATING 


211 


145 


214 


241 

14 


24 


203 



320 


333 


68 

109 

WITH ALL PLUMBING FACILITIES 


111 


106 


115 


165 

7 


22 


182 

. . . 


251 


S5 


42 

40 

LACKING ONLY HOT WATER . • 


9 


9 


21 


16 

... 


. . . 


1 

ft • • 


6 


39 


4 

42 

LACKING OTHER PLUMBING FACILITIES. . , . 


91 


30 


78 


60 

7 


2 


20 



63 


209 


22 

27 

DILAPIDATED 


101 


197 


42 


05 

5 


2 


57 

... 


67 


133 


15 

37 

RENTER OCCUPIED 


410 


486 


432 


321 

53 


68 


352 

32 


494 


646 


234 

322 

SOUND 


249 


340 


339 


218 

46 


84 


240 

32 


301 


321 


IBB 

255 

WITH ALL PLUMBING FACILITIES 


190 


300 


284 


168 

42 


64 


230 

32 


273 


236 


187 

198 

LACKING SOME OR ALL FACILITIES . , . , , 


59 


40 


55 


30 

4 


... 


10 

« • • 


28 


85 


1 

57 

DETERIORATING 


109 


56 


78 


73 

4 


3 


94 

1 • . 


162 


214 


39 

50 

WITH ALL PLUMBING FACILITIES 


51 


55 


33 


44 

2 


2 


77 

, * . 


124 


45 


21 

16 

LACKING SOME OR ALL FACILITIES ..... 


58 


21 


45 


29 

2 


1 


17 

... 


38 


169 


18 

34 

DILAPIDATED 


52 


90 


15 


30 

3 


1 


18 



31 


111 


7 

17 

ALL HOUSING UNITS 

1 

081 

2 

166 

1 

654 

1 

294 

791 

2 

074 

1 

915 

996 

1 

321 

1 

304 

1 

787 

961 

water supply 






















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 


857 

2 

006 

1 

435 

1 

135 

767 

2 

068 

1 

886 

996 


216 


817 

1 

751 

781 

ONLY COLD PIPED WATER INSIDE STRUCTURE , , 


73 


96 


184 


101 

11 


5 


22 

. * • 


50 


267 


15 

157 

PIPED WATER OUTSIDE STRUCTURE, ...... 


22 


30 


19 


12 

4 


• i . 


4 

... 


10 


133 


8 

4 

NO PIPED WATER 


129 


52 


16 


46 

9 


1 


3 

... 


45 


87 


13 

19 

TOILET FACILITIES 






















FLUSH TOILETi EXCLUSIVE USE 


829 

2 

008 

1 

511 

1 

164 

762 

2 

C71 

t 

866 

996 

1 

190 


974 

1 

752 

872 

FLUSH TOILET. SHARED I 


73 i 


31 


43 


45 

1 


1 


29 

. . * 


57 


70 


8 

56 

OTHER TOILET FACILITIES OR NONE. 


179 1 


147 


100 


85 

28 


2 


20 

... 


74 


260 


27 

33 

BATHING FACILITIES 






















bathtub or shower. EXCLUSIVE USE 


809 

1 

983 

1 

446 

1 

132 

764 

2 

072 

1 

862 

996 

1 

lao 


879 

1 

751 

849 

BATHTUB OR SHOWER. SHARED 


76 


29 


44 


44 

. • t 


... 


28 

. • . 


58 


48 


9 

58 

NO BATHTUB OR SHOWER ' * * 


196 


174 


164 


118 

27 


2 


2S 

... 


83 


377 

i 

27 

54 

BATHROOMS 











i 













678 

1 

702 

1 

316 


923 

145 

1 

145 

1 1 

454 

967 

1 

002 


752 

i 

138 

510 

MORE than 1 . . , I 


131 


242 


92 


152 

60S 


921 i 


389 

24 


174 


59 


611 

187 

SHARED OR NONE 


272 


242 


246 


219 

38 


6 


72 

... 


145 


493 

1 


34 

264 

SOURCE OF WATER 









i 













PUBLIC SYSTEM OR PRIVATE COMPANY ..... 

1 

010 

1 

977 

1 

633 

1 

237 

771 ' 

2 

066 

1 

915 

991 

1 

251 

1 

2io: 

1 

753 

931 

INDIVIDUAL WELL 


26 


Ul| 


11 


47 

15 


... 


... 

• . • 


55 


14 i 


24 

20 

OTHER 


45 


98 


10 


10 

5 

j 

S 


... 

... 


15 


80' 


6 

10 

SEWAGE DISPOSAL 






















PUBLIC SEWER 


887 

1 

664 

1 

427 

1 

145 

439 

2 

066 

1 

213 

991 

1 

198 

1 

083 

1 

366 

869 

SEPTIC TANK OR CESSPOOL . 


25 


373 


124 


91 

315 


. • * 


671 

• . • 


61 


24 


387 

62 

OTHER OR NONE. 


169 


149 


103 


58 

37 


S 


31 

... 


62 


197 


30 

30 

ROOMS 






















1 ROOM , 


39 


18 


13 


31 

5^ 


2 


36 

... 


28 


101 


20 

22 

2 ROOMS, . 


87 


102 


80 


48 

7 


2 


53 

• . . : 


62 


108 


12 

41 

3 ROOMS 


175 


252 


171 


90; 

20 


13 


106 

• » . 


187 


197 


147 

134 

4 ROOMS 


223 


683 


517 


360 j 

60 


114 


309 

124; 


328 


446 


201 

278 

5 ROOMS. 


228 


634 


504 


341! 

69 


616 


829 

7151 


381 


245 


820 

209 

6 ROOMS. 


141 


325 


252 


216 

104 


649 


401 

us' 


190 


122 


506; 

163 

7 ROOMS . 


76 


117 


70 


114 

296 


408 


144 

40 


99 


56 


68 

61 

6 ROOMS OR MORE . 


112 


55 


47 


94 

230 


270 


37 

r 


46 


29 


13 

53 

MEDIAN* 






















ALL UNITS 


4.6 


4.6^ 


4.6 


4.8 

6.9 


5,9 


5.0 

5.0 


4.6 


4.1 


5.1 

4.5 

OWNER OCCUPIED ..... . . 


5.3 


4.9 


5.1 


5.0 

7.0 


6.0 


5.2 

5.0 


5.0 


4,7 


5.3 

5.2 

renter occupied 


3.6 


3.8 


4.0 


3,9 

... 


, . . 


4.2 



3.9 


3.5 


3.9 

3.6 

UNITS IN structure 






















1. INCL. TRAILER 


794 

2 

028 

1 

530 

1 

269 

7S6 

2 

069 

1 

884 

991 

1 

140 

1 

286 

1 

742 

757 



130 


95 


49 


25 

... 


5 


• . ■ 

• • • 


63 


13 


. . * 

107 

3 AND 4 


132 


40 


48 


... 

5 


• . • 


5 

• • . 


87 


5 


26 

69 

5 OR MORE t - 


25 


23 


27, 


... 

. . * 


... 


26 

.. . 


31 


. .. 


15 

26 


Table 25. — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-f ) after 

number indicates median above that number] 


Tenure by Color, 
V.icancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

HIGGIN5- 

VILLE 

HILLS- 

DALE 

JACKSON 

KENNETT 

KINLOCH 

LADUE 

LAMAR 

LEBANON 

LEES 

summit 

LEXING- 

TON 

LIBERTY 

LOUI- 

SIANA 

all housing units 

1 

368 

945 

1 

666 

3 

197 

1 

760 

2 

704 

1 435 

3 094 

2 714 

1 

039 

2 

761 

i 

732 

TENURE f COLOR* AND VACANCY STATUS 





















OWNER OCCUPIED 


aoa 

697 

1 

206 

1 

706 


997 

2 

517 

916 

i 743 

1 967 

1 

058 

1 

794 


937 

white 


851 

697 

1 

186 

1 

642 


2 

2 

515 

916 

1 714 

1 950 


948 

1 

715 


867 

nonwhite 


41 

• * * 


20 


64 


995 


2 

• « * 

29 

9 


110 


79 


70 

RENTER OCCUPIED 


391 

212 


383 

1 

314 


673 


iOa 

397 

1 061 

553 


631 


812 


668 

WHITE 


355 

212 


368 

1 

24B 


. . . 


96 

397 

1 033 

551 


551 


773 


588 

nonwhite 


36 

. • . 


15 


66 


673 


12 

« . * 

26 

2 


80 


39 


80 

AVAILABLE VACANT ..... 


56 

22 


44 


70 


41 


18 

59 

193 

150 


73 


78 


60 

FOR SALE ONLY 


8 

a 


20 


6 


4 


16 

13 

36 

74 


5 


48 


6 

FOR RENT 


48 

14 


24 


64 


37 


2 

46 

157 

76 


68 


30 


54 

OTHER VACANT 


29 

14 


33 


107 


49 


61 

63 

97 

44 


77 


77 


67 

CONDITION AND PLUMBING 





















ALL UNITS. 

1 

368 

945 

1 

666 

3 

197 

1 

760 

2 

704 

1 435 

3 094 

2 714 

1 

839 

2 

761 

1 

732 

SOUND. ......... 

1 

291 

813 

1 

421 

2 

177 


641 

2 

671 

930 

2 513 

2 602 

1 

622 

2 

249 

1 

178 

WITH ALL PLUMBING FACILITIES 

1 

151 

763 

1 

292 

1 

811 


339 

2 

657 

879 

2 206 

2 524 

1 

308 

a 

150 

1 

043 

LACKING ONLY HOT WATER . 


8 

11 


42 


27 


52 


1 

11 

86 

4 


49 


12 


19 

LACKING OTHER PLUMBING FACILITIES. . , • 


132 

39 


87 


339 


250 


13 

40 

221 

74 


265 


87 


116 

DETERIORATING 


63 

117 


200 


836 


7 BO 


32 

446 

473 

101 


161 


449 


362 

WITH ALL PLUMBING FACILITIES 


15 

80 


105 


241 


158 


24 

355 

196 

73 


49 


336 


204 

LACKING ONLY HOT WATER ......... 


1 

17 


15 


28 


81 


3 

9 

62 

2 


22 


10 


14 

LACKING OTHER PLUMBING FACILITIES. . , . 


47 

20 


SO 


567 


541 


5 

02 

215 

26 


90 


103 


144 

DILAPIDATED 


14 

15 


45 


184 


339 


1 

59 

108 

11 


56 


63 


192 

RENTER OCCUPIED 


391 

212 


383 

1 

314 


673 


108 

1 397 

1 061 

553 


631 


612 


668 

SOUND 


359 

145 


273 


732 


167 


98 

234 

781 

518 


531 


577 


364 

WITH ALL PLUMBING FACILITIES 


286 

123 


219 


512 


53 


97 

20B 

642 

470 


375 


518 


281 

LACKING SOME OR ALL FACILITIES ..... 


73 

22 


54 


220 


114 


1 

26 

139 

48 


156 


59 


83 

DETERIORATING 


30 

61 


93 


467 


336 


9 

143 

229 

34 


82 


214 


194 

WITH ALL PLUMBING FACILITIES ...... 


6 

37 


40 


125 


31 


8 

96 

79 

24 


19 


143 


89 

LACKING SOME OR ALL FACILITIES 


24 

24 


53 


342 


305 


1 

47 

150 

10 


63 


71 


105 

DILAPIDATED | 


2 

6 


17 


115 


170 


1 

20 

51 

1 


18 


21 



110 

ALL HOUSING UNITS 

1 

368 

945 

f== 

1 

666 

3 

197 

1 

760 

2 

704 

1 435 

3 094 

2 714 

1 

839 

2 

761 

1 

732 

WATER SUPPLY 





















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

240 

889 

1 

477 

2 

127 


598 

2 

693 

1 322 

2 543 

2 680 

1 

536 

2 

651 

1 

427 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


72 

55 


144 


336 


666 


7 

78 

407 

23 


224 


91 


243 

PIPED water OUTSIDE STRUCTURE 


22 

. ■ * 


21 


51 


144 


. . . 

11 

93 

3 


22 


4 


14 

NO PIPED WATER 


34 

1 


24 


683 


352 


4 

24 

51 

8 


57 


15 


48 

TOILET FACILITIES 





















FLUSH TOILETt EXCLUSIVE USE 

1 

212 

901 

1 

513 

2 

180 


704 

2 

691 

1 331 

2 685 

2 629 

1 

495 

2 

598 

1 

439 

FLUSH TOILET 1 SHARED . 


68 

34 


72 


55 


68 


5 

48 

109 

68 


153 


126 


166 

OTHER TOILET FACILITIES OR NONE 


88 

10 


81 


962 


988 


8 

56 

300 

17 


191 


37 


127 

BATHING FACILITIES 





















bathtub OR SHOWER* EXCLUSIVE USE 

1 

191 

882 

1 

475 

2 

128 


659 

2 

686 

1 282 

2 589 

2 613 

1 

465 

2 

540 ' 

1 

346 

BATHTUB OR SHOWER* SHARED. ........ 


58 

35 


79 


52 


44 


10 

50 

106 

69 


145 i 


131 i 


163 

NO BATHTUB OR SHOWER 


119 

28 


112 

1 

017 

1 

057 


e 

103 

397 

32 


229 


90 


223 

BATHROOMS 























981 

792 

1 

183 

1 

336 


459 


344 

1 132 

2 125 

2 051 

1 

229 

1 

941 

1 

146 

MORE THAN 1 . . . 


201 

40 


289 


209 


* . . 

2 

345 

140 

326 

582 


175 


509 


162 

SHARED OR NONE 


166 

113 


194 

1 

152 

1 

301 


15 

163 

643 

81 


435 


231 


424 

SOURCE OF WATER 





















PUBLIC SYSTEM OR PRIVATE COMPANY 

1 

355 

945 

1 

626 

2 

064 

1 

363 

2 

698 

1 401 

3 042 

2 670 

1 

739 

2 

746 

1 

659 

INDIVIDUAL WELL . . 


9 

* • » 


25 1 


832 


30 


... 

34 

25 

38 


34 


15 


16 

OTHER 


4 

... 


15 


301 


367 


6 

... 

27 

6 


66 


• • * 


57 

SEWAGE DISPOSAL 





i 
















PUBLIC SEWER 

1 

249 

900 

1 

495 

1 

895 


26 

2 

625 

1 333 

2 465 

2 213 

1 

422 

2 

291 

1 

589 

SEPTIC TANK OR CESSPOOL 


61 

40 


95 


459 


704 


68 

10 

391 

435 


216 


452 


34 

OTHER OR NONE 


58 

5 


76 


843 

1 

030 


11 

92 

238 

66 


201 


18 


109 

ROOMS 





















1 ROOM 


41 

12 


18 


75 


32 


23 

23 

95 

30 


103 


48 


70 

2 ROOMS 


49 

55 


46 


154 


149 


17 

54 

196 

50 


145 


127 


151 

3 ROOMS 


153 

116 


143 


415 


438 


23 

159 

357 

157 


264 


329 


267 

4 ROOMS 


320 

363 


570 

1 

158 


641 


48 

372 

1 062 

481 


464 


484 


472 

5 ROOMS 


424 

290 


404 


782 


278 


183 

380 

745 

984 


420 


855 


380 

6 ROOMS. . . 


216 

83 


245 


404 


143 


444 

258 

366 

681 


246 


532 


2U 

7 ROOMS 


94 

23 


134 


123 


45 


668 

113 

168 

235 


127 


241 


110 

6 ROOMS OR MORE 


71 

3 


106 


86 


34 

1 

298 

76 

105 

96 


70 


145 


71 

MEDIAN* 





















ALL UNITS. 


4*8 

4.3 


4.6 


4,3 


3.9 


7.4 

4.8 

4.3 

5.1 


4.4 


5,0 


4*3 

OWNER OCCUPIED 


5.0 

4,5 


5.0 


4.8 


4.3 


7.4 

5,2 

4.8 

5.4 


5.0 


5.4 


5.0 

RENTER OCCUPIED 


4*2 

3.1 


4.0 


3.9 


3.4 


... 

3.9 

3.9 

4.5 


3.5 


3.7 


3.5 

UNITS IN STRUCTURE 





















if INCL* TRAILER 

1 

219 

840 

1 

543 

3 

107 

1 

510 

2 

685 

1 351 

2 830 

2 660 

1 

477 

2 

, 152 

1 

443 



74 

50 


63 


45 


135 


19 

48 

B4 

27 


124 


262 


113 

3 AND 


42 

29 


35 


30 


83 


* * • 

22 

80 

6 


139 


247 


118 

5 OR MORE 


33 

la 


25 


15 


32 


... 

14 

100 

21 


99 


100 


58 



Missouri 


27-61 


Table 25 . — ^Tenure, Vacancy Statls, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; .see text “U” denotes an unincorporated place. Plus it- ) after 

number indicates median above that number] 


Tenure bv Color, 
Status 

(.'.onikion ani 
Piumban^ 
Water i^tipplv 
Toilet Factiittes 


Bit hing Facilities 
Bathrooms 
Scmicc of Water 
Sewage DispcKsal 
Ro».»ras 

Units in Structure 


HARCE- 

LI*«E 


MARY- 

VILLE 


hclime 

ACRES 


NEW 

MADRID 


all housing units . . 

tenure 1 COLOR r AND VACANCY STATUS 


OWNER OCCUPIED . 

white 

nonwhite . . . 
RENTER OCCUPIED. 

white 

nonwhite . • • 
available vacant 

FOR SALE ONLY. 
FOR RENT . . . 
OTHER VACANT . . 


CONDITION AND PLUMBING 


all UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

deteriorating. ... 

WITH ALL PLUMBING FACILITIES . . . 

LACKING only HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALU FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


151 

58 

520 

498 

22 

40 

5 

35 

88 


1 857 
1 292 
I 177 
13 
102 
460 
292 
22 
146 
105 

520 

347 

288 

59 

139 

84 

55 

34 


865 

23 

702 

658 

44 

122 

4 

118 

44 


274 

150 

17 

107 

310 

146 

20 

144 

172 

702 

460 

417 

43 

140 

63 

77 

102 


824 

817 

7 

200 

195 

5 

18 

10 

8 
59 


1 iOl 
7C1 
653 

a 

40 

331 

211 

29 

91 

69 

200 

124 

106 

18 

62 

31 

31 

14 


ALL HOUSING UNITS, 


I 101 


water SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

toilet FACILITIES 

FLUSH TOILET I EXCLUSIVE USE 

FLUSH TOILET t SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

bathtub or shower t EXCLUSIVE USE ... . 
bathtub or showeri shared. ....... 

NO BATHTUB OR SHOWER 

BATHROOMS 



MORE THAN 1. * 

SHARED OR NONE 


600 

164 

17 

76 


1 576 
79 
202 


529 

87 

241 


332 

239 

286 


1 360 
190 
38 
168 


1 381 
44 
331 


1 362 
44 
350 


214 

91 

451 


932 

125 

12 

29 


962 

39 

100 


930 

41 

130 


801 

72 

22S 


3 440 i 


1 224 


! 


054; 
953 ' 
ICI I 
240 j 
119 I 
121 
58 
16 
42 
88 


3 440 
2 318 
2 174 
19 
125 
814 
595 
49 
170 
308 

1 240 
667 
5S5 
62 
388 
254 
134 
185 


1 461 
1 458 
3 

903 ! 
902 j 
1 ! 
35 i 
16 ; 
671 
551 


2 504 
1 859 
1 742 
13 
104 
464 
372 
12 
BO 
181 

903 

623 

574 

54 

188 

150 

38 

87 


3 038 
297 
44 
61 


119 

165 

156 


2 961 
165 
314 


2 436 
470 
534 


799 

798 

1 

57 

57 

... 

6 

6 


869 

863 

858 


346 i 
346 I 

. • • I 

556 

555 

1 

53 

20 

33 

47 


2 002 
1 737 
1 676 
12 
49 
233 
164 
11 
58 
32 

556 

436 

406 

30 

lOB 

72 

36 

12 


2 316 
119 
22 
47 


2 289 
101 
114 


2 243 
101 
160 


1 754 
452 
298 


B67 

2 


865 

3 

1 


865 

3 

1 


767 

101 


1 926 
67 

4 

5 


1 910 
65 
27 


880 

68 

54 


1 625 
228 
149 


801 

801 

393 

393 

'is 

7 

11 

12 


1 224 
1 042 
697 
28 
117 
157 
53 
6 
98 
25 

393 

299 

231 

68 

76 

18 

58 

18 


681 

651 

30 

901 

889 

12 

232 

39 

193 

153 


967 

379 

298 

6 

75 

504 

421 

5 

78 

84 

901 

647 

608 

39 

217 

176 

41 

37 


1 224 


1 010 
173 
7 
34 


1 046 
45 
133 


988 

49 

187 


872 

48 

304 


2 816 
90 
34 
27 


2 809 
59 
99 


2 760 
57 
150 


2 337 
408 
222 


1 953 
I 947 
6 

1 147 
1 144 
3 
151 
40 
111 
107 


3 358 
2 514 
2 246 
18 
250 
626 
454 
18 
154 
218 

I 147 
795 
642 
153 
256 
160 
76 
96 


3 082 
188 
45 
43 


2 877 
262 
219 


2 828 
268 
262 


2 447 
322 
589 


415 

349 

66 

437 

254 

183 

4 


911 

522 

411 

19 

92 

317 

79 

17 

221 

72 

437 

189 

117 

72 

206 

32 

174 

42 


941 

941 

197 

196 

1 

28 

21 

7 

18 


1 184 
] 135 
1 084 
1 

50 

45 

41 

4 

4 

197 

168 

144 

24 

27 

26 

1 

2 


516 

120 

88 

187 


557 

19 

335 


542 

15 

354 


445 

73 

>93 


147 

31 

2 


128 

25 

31 


I 127 
22 
35 


786 

329 

62 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

XHDIVIOUAL WELL 

OTHER 


787 

15 

55 


1 521 
101 
134 


047 

3 376 

2 453 

30 

13 

41 

24 

51 

10 


168 

2 917 

3 310 

46 

32 

14 

10 

18 

34 


756 
io| 
145 1 


SEWAGE DISPOSAL 


PUBLIC SEWER ..... 
SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


427 

254 

176 


1 088 
375 
293 


935 

71 

95 


3 190 
96 
154 


2 343 
75 
86 


764 1 746 

104 222 

... 34 


944 

2 638 

2 825 

160 

242 

316 

120 

87 

217 


620 

14 

277 


1 100 
48 
29 


ROOMS 


1 ROOM ... 

2 ROOMS 

3 ROOMS . 

4 ROOMS 

5 ROOMS . 

6 ROOMS 

7 ROOMS. 

a ROOMS OR MORE . 

MEOIANI 

ALL UNITS. ... 

owner OCCUPIED * . • 

RENTER OCCUPIED 


60 

79 

219 

419 

511 

293 

141 

135 


21 

ail 

175 1 
652 
428 
260 
73 
66 


17 

30 

99 

270 

343 

205 

81 

56 


44 

233 

446 

827 

937 

550 

202 

201 


38 

142 

333 

525 

578 

419 

237 

232 


3 

1 

6 

30 

625 

157 

42 

3 


18 

77 

189 

496 

598 

400 

130 

94 


19: 

51 
130 
415 
299 
1B9 

69 

52 


51 

180 

397 

725 

B73 

456 

158 

127 


110 1 
214 
417 
912 
910 
423 
225 
147 


51 

136 

127 

240 

160 

96 

50 

51 


25 

35 

75 

197 

363 

352 

87 

50 


4.8 4.4 4.9 
5.2 4.9 5.0 
4.0 4.0 3.9 


4.7 4.9 5.1 

5.2 5.5 5.1 

3.8 3.8 


4.9 4,5 4,7 
5,2 4,9 5,1 
4.0 4.0 4.0 


4.5 4,1 5.2 

4,9 5,0 5.5 

3.6 3.1 


UNITS IN STRUCTURE 


It INCL. TRAILER 



3 AND 4, , . . . , 

5 OR MORE , 


724 

29 

55 

49 


I 695 
26 
35 


080 

3 044 

i 956 

5 

201 

316 

16 

149 

192 

» € . 

46 

40 


1 7lSi 
17?: 
52 
58 


212 

7 

5 


2 920 
10 
15 
22 


2 811 
182' 
230 i 
135' 


1 026 
37 
50 
64 


Table 25. — Tenure, Vacancy Status, Condition and Plum ding Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
J3.it hroom.s 
Source of W.itei 
Sewage Dispo.sal 
Rooms 

Units in Structure 


SUBJECT 

NORTH 

KANSAS 

CITY 

NORTH- 

WOODS 

O' FALLON 

OLIVETTE 

PACIFIC 

PAGEDALE 

PALMYRA 

PERRY- 

VILLE 

PINE 

LAWN 

PLEASANT 

HILL 

PORTAGE- 

VILLE 

POTOSI 

all housing units 

2 

175 

1 

390 

933 

2 

391 

894 

1 

661 

1 

086 

1 

656 

1 

924 

961 

886 

989 

TENURE f COLOR! AND VACANCY STATUS 




















OWNER OCCUPIED 


797 

1 

293 

013 

2 

089 

488 

1 

285 


626 

1 

162 

1 

408 

613 

412 

516 

WHITE 


797 

1 

293 

008 

2 

062 

470 

1 

259 


599 

1 

162 

1 

406 

607 

410 

498 

nonwhite 


. . . 


. . . 

5 


27 

18 


26 


27 


. • • 


2 

6 

2 

18 

RENTER OCCUPIED. . . 

1 

301 


67 

83 


164 

356 


328 


373 


422 


456 

302 

410 

369 

WHITE 

1 

299 


66 

78 


158 

338 


320 


352 


422 


455 

286 

311 

357 

NONWHITE 


2 


1 

5 


6 

IS 


8 


21 


. . . 


1 

16 

99 

12 

AVAILABLE VACANT 


45 


27 

20 


95 

21 


36 


47 


41 


44 

35 

22 

69 

FOR SALE ONLY 


8 


27 

13 


32 

9 


20 


7 


16 


15 

B 

• » . 

14 

FOR RENT 


37 


... 

7 


63 

12 


16 


40 


25 


29 

27 

22 

55 

OTHER VACANT 


32 


3 

17 


43 

29 


12 


40 


31 


16 

11 

42 

35 

CONDITION AND PLUMBING 




















ALL UNITS 

2 

175 

1 

390 

933 

2 

391 

894 

1 

661 

1 

086 

1 

656 

1 

924 

961 

686 

989 

SOUND 

1 

953 

1 

388 

905 

2 

320 

600 

i 

527 


540 

1 

379 

1 

692 

710 

712 

835 

WITH ALL PLUMBING FACILITIES 

i 

837 

1 

388 

883 

2 

309 

548 

1 

468 


496 

1 

220 

1 

629 

654 

559 

678 

LACKING ONLY HOT WATER . 


2 


' * * 

1 


1 

20 


13 


4 


61 


8 

2 

23 

55 

LACKING OTHER PLUMBING FACILITIES. . , . 


114 


... 

21 


10 

32 


46 


40 


98 


55 

54 

130 

102 

DETERIORATING 


150 


1 

18 


38 

228 


113 


428 


229 


206 

178 

132 

90 

WITH ALL PLUMBING FACILITIES 


97 


1 

6 


30 

154 


98 


335 


110 


187 

137 

19 

14 

LACKING ONLY HOT WATER 


1 


... 

1 


1 

13 


7 


9 


40 


8 

4 

17 

12 

LACKING OTHER PLUMBING FACILITIES. . . . 


52 


. • • 

9 


7 

61 


B 


84 


79 


11 

37 

96 

64 

DILAPIDATED. . 


72 


1 

10 


33 

66 


21 


118 


48 


26 

73 

42 

64 

RENTER OCCUPIED . 

1 

301 


67 

83 


164 

356 


328 


373 


422 


456 

302 

410 

369 

SOUND 

i 

165 


66 

70 


142 

187 


282 


141 


294 


373 

187 

298 

292 

WITH ALL PLUMBING FACILITIES ...... 

1 

084 


66 

63 


141 

159 


245 


118 


239 


329 

153 

194 

209 

LACKING SOME OR ALL FACILITIES 


81 


. . . 

7 


1 

2B 


37 


23 


55 


44 

34 

104 

83 

DETERIORATING 


92 


. ■ . 

7 


12 

141 


39 


181 


101 


74 

81 

84 

43 

WITH ALL PLUMBING FACILITIES ...... 


54 


« . t 

3 


10 

92 


34 


131 


48 


62 

58 

7 

4 

LACKING SOME OR ALL FACILITIES 


38 


1 ■ « 

4 


2 

49 


5 


50 


53 


12 

23 

77 

39 

DILAPIDATED 


44 


1 

6 


10 

28 


7 


51 


27 


9 

34 

28 

34 

ALL HOUSING UNITS 

2 

175 

1 

390 


2 

391 

894 

1 

661 

1 

086 

1 

656 

1 

924 

961 

886 

989 

WATER supply 




















HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

2 

141 

1 

389 

901 

2 

356 

738 

1 

613 


972 

1 

409 

1 

886 

882 

606 

736 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


27 


, « , 

19 


15 

104 


44 


68 


218 


37 

51 

112 

162 

PIPED WATER OUTSIDE STRUCTURE 


5 


« * . 

6 



23 


. * . 


22 


4 


• . . 

2 

66 

41 

NO PIPED WATER 


2 


1 

7 


20 

29 


4 


24 


25 


i 

26 

102 

50 

TOILET FACILITIES 




















FLUSH TO I LET t EXCLUSIVE USE 

1 

990 

1 

389 

903 

2 

364 

770 

1 

607 


931 

1 

512 

1 

870 

838 

665 

803 

FLUSH TOILET! SHARED ........... 


175 


» • . 

6 


2 

22 


44 


89 


82 


52 

60 

29 

41 

OTHER TOILET FACILITIES OR NONE 


10 


1 

' 24 


25 

102 


10 


66 


62 


2 

63 

192 

145 

BATHING FACILITIES 




















bathtub or SHOWERi EXCLUSIVE USE 

1 

980 

1 

389 

1 S95 

2 

360 

751 

1 

601 


891 

1 

453 

1 

853 

826 

622 

772 

bathtub or SHOWER t SHARED 


175 


• . • 

! 4 


1 

17 


45 


93 


86 


51 

67 

16 

41 

NO bathtub OR SHOWER 


20 


1 

34 


30 

126 


15 


102 


117 


20 

60 

248 

176 

BATHROOMS 





















1 

810 

1 

098 

' 481 


818 

698 

1 

482 

i 

795 

1 

134 

1 

686 

725 

573 

654 

MORE THAN 1 


214 


292 

387 

1 

559 

44 


102 


112 


208 


157 

119 

49 

51 

SHARED OR NONE 


151 


... 

65 


14 

152 


74 

1 

179 


314 


79 

117 

264 

284 

SOURCE OF WATER 




















PUBLIC SYSTEM OR PRIVATE COMPANY 


• • « 

1 

390 

913 

2 

372 

843 

1 

646 

1 

054 

1 

622 

i 

924 

941 

722 

917 

INDIVIDUAL WELL 


• ft 


• . • 

. . . 


19 

27 


a • * 


18 


. . . 


a . . 

20 

46 

51 

OTHER 


... 


... 

20 


... 

24 


12 


14 


34 


... 

... 

118 

21 

SEWAGE DISPOSAL 




















PUBLIC SEWER 


• • • 

1 

390 

847 

' ^ 

123 

661 

1 

280 


946 

1 

305 

i 

913 

667 

690 

508 

SEPTIC TANK OR CESSPOOL 


• • ■ 


... 

61 


242 

153 


357 


85 


60 


11 

218 

11 

327 

OTHER OR NONE. 


... 


... 

25 


26 

80 


21 


55 


291 



76 

185 

154 

ROOMS 




















1 ROOM . 


69 


1 

1 

1 

9 

24 


25 


32 


17 


32 

13 

36 

7 

2 ROOMS 


151 


1 

9 


16 

42 


48 


60 


79 


86 

41 

109 

56 

3 ROOMS 


312 

j 

2 

31 


44 

130 


170 


150 


163 


254 

127 

109 

136 

4 ROOMS 


922 


313 

98 


150 

294 


438 


305 


473 


561 

221 

240 

337 

5 ROOMS 


454 


705 

639 


459 

222 


701 


266 


389 


644 

294 

184 

232 

6 ROOMS 


188 


267 

111 


74-1 

120 


202 


157 


283 


246 

151 

128 

129 

7 ROOMS 


62 


88 

32 


754 

1 41 


58 


66 


153 


78 

76 

43 

42 

8 ROOMS OR MORE 


17 


13 

12 


218 

21 


19 


42 


99 


23 

38 1 

37 

50 

MEDIANi 








1 












ALL UNITS 


4.1 


5.0 

5.0 


6,2 

4.4 


4,7 


4,5 


4.7 


4,5 

4,8 

4.3 

4.4 

owner occupied 


5.0 


5.1 

5.0 


6,3 

i 


4.9 


5,0 


5.2 


4.8 

5,1 

5.2 

5.0 

RENTER OCCUPIED 


3.8 


... 

... 


... 

! 4.0 


3.8 


3.8 


3.6 


3.5 

4.0 

3.6 

3.9 

UNITS IN STRUCTURE 




















ii INCL. TRAILER 

1 

257 

1 

383 

922 

2 

230 

788 

1 

551 


779 

1 

481 

1 

685 

789 

886 

890 



251 


7 

11 


14 

84 


73 


169 


143 


83 

106 

• • . 

31 

3 AND 


452 


. • • 

. * . 


25 

22 


21 


82 


32 


87 

61 

■ • • 

46 

5 OR MORE 


215 


... 

... 


122 

... 


13 


56 


... 


69 

5 

... 

22 


Missouri 


27-63 


Table 25. — Tenure, V'^acanxy Status, Condition' and Plumbing Facilities, and Structural 
Characteristics, for Places or 2,500 to 10,000 Inhabitants: I960 — Con. 

(Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an uniiKJorpo rated place. Plus i— ) after 

number indicates li.edian above that number] 


Tcniirr by Color, 
Vacjncv Status 
Condniciii .tnd 

Plumrini: 

Wiccr bupplv 
Toikt F^iciiities 


Bjthmi: Fjcilinrs 
Bjthrfxjms 
Source of W'jttrr 
Scwatic Disposal 
Rooms 

I’ nils in Structure 


RICHMOND RIVER- 
VIEW 


ROCK jST 
HILL I 


SENE- I ST jCrlN 1 SALEM 1 Sh»E*S- j SLATER 
VIEVE ! - i 3LRY j 


SUGAR SULLIVAN! SUNSET 

creek hills 


ALL HOUSING UNITS 

TENURE r COLOR 1 AND VACANCY STATUS 


owner OCCUPIED . 

WHITE 

NCNWHITE . . . 

renter OCCUPIED. 

WHITE 

nonwhite . . . 

available VACANT 
FOR sale only. 
FOR RENT . . . 
other VACANT . . 


CONDITION AND PLUMBING 


ALL UNITS. .... 

SOUND. . . . * 

WITH ALL PLUMBING FACILITIES . . . 

lacking ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 

lacking only hot water 

LACKING OTHER PLUMBING FACILITIES, 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES , 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


956 

932] 

1 366 1 

716 

.sJ 

1 2G4; 

621 

5s: 

1 3C1 ! 

55 

. • • 

3 ■ 

154 

328 

2S3 ■■ 

143 

338 

2S2: 

58 

24 

63 i 

24 

7 

12 

34 

17 

53 i 

28 

19 

i6| 

956 

932 

1 366 

059 

580 

960 

843 

518 

864! 

4 

33 

19 

12 

29 

77 ! 

86 1 

330 

357 1 

77 1 

1B6 

230! 


807 1 585 1 103 


B31 

1 266 

760 

575 

839 

831 

1 265 

686 

574 

839 


1 

74 

1 

. « . 

612 

106 

235 

200 

497 

612 

125 

250 

2C0 

496 

» . . 

1 

i 35 

. * • 

1 

56 

1? 

1 22 

21 

28 

14 

14 

I 

6 

12 

44 

3 

i *6 

15 

16 

70 

1 

5 

1 49 

11 

21 


all housing UNITS, 


water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER , . 


TOILET FACILITIES 


FLUSH TOILET. EXCLUSIVE USE. . . 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


bathtub or SHOWER. EXCLUSIVE USE 
bathtub or SHOWER. SHARED. , . . 
NO bathtub or SHOWER 


939 

800 

1 340 

1 063 

66 

4 

34 

7 

111 

3 

11 

33 


MORE than 1. . 

shared or none 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE, . . . . . 


704 

1 943 

809 

1 205 

2 168 

1 170 

1 394 

1 030 

762 

1 162 

298 

5 

98 

93 

4 

268 

... 

9 

40 

203 

50 

8 

25 

68 

1 5 

133 1 

-1 

77 

5 

20 


1 ROOM ...... 

2 ROOMS. 

3 ROOMS 

4 ROOMS 

5 BOOMS 

6 ROOMS 

7 ROOMS 

S ROOMS OR MORE. . 
MEDIAN* 

ALL UNITS, , . . 
owner OCCUPIED 
RENTER occupied 


units in structure 


1. INCL. trailer 

. 

3 AND 4 

5 OR MORE. . . , 


1 287 

2 077 

1 447 

1 361 

925 

760 

65 

37 

65 

9 

85 

5 

14 

15 

29 

24 

32 

22 


48 

10 

... 

74 

«. « 


Table 25. — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data baaed on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-|-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bat King Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

TRENTON 

UNION 

VALLEY 

PARK 

VANDALIA 

WARRENS- 

BURG 

WASH- 

INGTON 

WEBB 

CITY 

WELLSTON j 

WENTZ- 

VILLE 

WEST 

PLAINS 

WINDSOR 

WOODSON 

TERRACE 

ALL HOUSING UNITS 

2 

569 

1 

266 

978 

1 

115 

2 

952 

2 

515 

2 

653 

2 

800 

822 

2 

197 

1 

086 

1 

617 

TENURE t COLOR! AND VACANCY STATUS 















1 








OWNER OCCUPIED 

I 

756 


868 

528 


747 

1 

616 

1 

687 

1 

836 

1 

388 

570 

1 

241 


707 

1 

395 

WHITE 

1 

749 


863 

520 


712 

1 

545 

1 

678 

1 

830 

1 

297 1 

542 

1 

231 


696 

1 

391 

nonwhite 


7 


s' 

a 


35 


71 


9 


6 


91 ' 

28 


10 


11 


4 

RENTER OCCUPIED 


642 


350 

378 


333 

1 

142 


748 


634 

1 

257, 

200 


787 


299 


145 

white 


641 


348 

376 


305 

1 

083 


740 


632 

1 

149 1 

182 


774 


297, 


145 

nonwhite 


i 


2 

2 


28 


59 


a 


2 


108 ' 

18 


13 


2 


. * . 

AVAILABLE VACANT 


67 


27 

24 


18 


124 


49 


117 


81 

39 


62 


42 


66 

FOR SALE only 


16 


14 

5 


5 


25 


19 


44 


14 

18 


18 


9, 


4 

FOR RENT 


51 


13 

19 


13 


99 


30 


73 


67 

21 


44 


33 1 


62 

OTHER VACANT 


104 


21 

48 


17 


70 


51 


66 


74 

13 


107 




11 

CONDITION AND PLUMBING 























ALL UNITS 

2 

569 

1 

266 

978 

1 

115 

2 

952 

2 

515 

2 

653 

2 

800 

822 

2 

197 

1 

086 

1 

617 

SOUND 

1 

796 


917 

464 


802 

2 

472 

2 

206 

2 

283 

1 

513 

770 

1 

809 


794 

1 

600 

WITH ALL PLUMBING FACILITIES ...... 

1 

652 


846 

388 


711 

2 

308 

2 

092 

2 

038 

1 

267 

723 

1 

583 


752 

1 

594 

LACKING ONLY HOT WATER 


29 


32 

12 


B 


23 


55 


19 


41 

9 


100 


5 


2 

LACKING OTHER PLUMBING FACILITIES. . , . 


115 


39 

64 


83 


141 


59 


226 


205 

38 


126 


37 


4 

DETERIORATING 


703 


294 

278 


242 


255 


241 


336 

1 

082 

34 


285 


220 


16 

WITH ALL PLUMBING FACILITIES ...... 


391 


249 

151 


128 


183 


166 


156 


838 

23 


93 


157 


16 

LACKING ONLY HOT WATER 


56 


19 

19 


4 


9 


34 


11 


78 

1 


62 


7 


* . • 

LACKING OTHER PLUMBING FACILITIES. . , . 


256 


26 

108 


110 


63 


41 


169 


166 

10 


130 


56 


* . 1 

DILAPIDATED 


70 


55 

236 


71 


225 


68 


34 


205 

18 


103 


72 


1 

RENTER OCCUPIED 


642 


350 

378 


333 

1 

142 


748 


634 

1 

257 

200 


787 


299 


145 

SOUND * » . • • . . 


363 


219 

131 


197 


901 


573 


531 


643 

180 


574 


193 


139 

WITH ALL PLUMBING FACILITIES 


301 


183 

85 


161 


810 


512 


394 


466 

150 


449 


177 


137 

LACKING SOME OR ALL FACILITIES 


62 


36 

46 


36 


91 


61 


137 


177 

30 


125 


16 


2 

DETERIORATING 


254 


97 

114 


92 


114 


136 


101 


495 

10 1 


149 


02 


5 

WITH ALL PLUMBING FACILITIES 


120 


77 

37 


33 


72 


89 


34 


344 

6 


33 


55 


5 

LACKING SOME OR ALL FACILITIES 


134 


20 

77 


59 


42 


47 


67 


151 

4 1 


116 


27 


. « . 

DILAPIDATED 


25 


34 

133 


44 


127 


39 


2 


119 

10 


64 


24 


1 

ALL HOUSING UNITS 

2 

569 

1 

266 

978 

1 

115 

2 

952 

2 

515 

2 

653 

2 

800 

622 

2 

197 

1 

086 

1 

617 

WATER SUPPLY 


















... . , 





HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 

254 

1 

160 

722 


894 

2 

771 

2 

329 

2 

384 

2 

499 

770 

1 

779 


966 

1 

613 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


274 


98 

241 


51 


106 


166 


206 


285 

29 , 


324 


71 


4 

PIPED WATER OUTSIDE STRUCTURE 


2 


4 

3 


11 


16 


. • • 


31 


6 

14 i 


76 


3 


* . • 

NO PIPED WATER . 


39 


4 

12 


159 


59 


20 


32 


10 

9 


18 


46 


... 

TOILET FACILITIES 























FLUSH TOILET. EXCLUSIVE USE 

2 

288 

1 

209 

724 


906 

2 

717 

2 

431 

2 

292 

2 

431 

770 

1 

922 


972 

1 

614 

FLUSH TOILET. SHARED 


170 


43 

125 


31 


147 


60 


156 


319 

24 


109 


24 


2 

OTHER TOILET FACILITIES OR NONE 


111 


14 

129 


178 


88 


24 


205 


50 

28 


166 


90 


1 

BATHING FACILITIES 























bathtub or SHOWER. EXCLUSIVE USE 

2 

157 

1 

182 

668 


870 

2 

651 

2 

389 

2 

240 

2 

361 

760 

1 

857 


955 

1 

613 

BATHTUB OR SHOWER. SHARED 


183 


45 

116 


33 


149 


56 


156 


308 

22 


111 


26 


2 

NO bathtub OR SHOWER 


229 


39 

194 


212 


152 


70 


257 


131 

40 


229 


105 


2 

bathrooms 
























1 

762 


933 

540 


836 

2 

140 

1 

979 

2 

015 

2 

031 

726 

1 

492 


856 

i 

431 

MORE THAN 1 . • • . 


289 


194 

47 


68 


491 


344 


198 


207 

63 


205 


104 


186 

SHARED OR NONE 


518 


139 

391 


211 


321 


192 


440 


561 

33 


500 


126 


... 

SOURCE OF WATER 























PUBLIC SYSTEM OR PRIVATE COMPANY 

2 

507 

1 

261 

925 


937 

2 

867 

2 

493 

2 

632 

2 

789 

812 

2 

179 

1 

046 

1 

612 

INDIVIDUAL WELL. ... 


62 


5 

48 


168 


59 


17 


15 


... 

5 


... 


40 


5 

OTHER 


... 


... 

S 


10 


26 


5 


6 


10 

5 


18 


... 


... 

SEWAGE DISPOSAL 























PUBLIC SEWER 

2 

364 

1 

241 

507 


925 

2 

821 

2 

472 

2 

038 

2 

621 

792 

1 

658 


895 

1 

591 

SEPTIC TANK OR CESSPOOL 


97 


• . . 

332 


. • « 


64 


33 


420 


153 

16 


354 


191 


26 

OTHER OR NONE 


108 


25 

59 


190 


67 


10 


195 


25 

14 


185 


... 


... 

ROOMS 























I ROOM 


73 


11 

35 


12 


71 


12 


74 


80 

15 


41 


6 


35 

2 ROOMS 


148 


38 

102 


38 


203 


66 


171 


276 

39 


112 


37 


7 

3 ROOMS 


258 


156 

162 


138 


430 


308 


296 


701 

66 


213 


125 


66 

4 ROOMS 


483 


359 

269 


378 


624 


760 


679 


759 

215 


618 


370 


322 

5 ROOMS 


783 


339 

223 


313 


828 


596 


821 


562 

386 


607 


290 


946 

6 ROOMS 


485 


225 

124 


139 


425 


478 


357 


280 

59 


339 


149 


206 

7 ROOMS 


206 


83 

30 


55 


184 


200 


134 


95 

28 


144 


67 


28 

8 ROOMS OR MORE 


133 


55 

25 


42 


187 


95 


121 


47 

14 


123 


42 


7 

MEDIAN: 























ALL UNITS. . 


4,9 


4,7 

4.2 


4.5 


4,7 


4.7 


4.6 


4.0 

4.7 


4.7 


4.5 


4.9 

OWNER OCCUPIED 


5,2 


5.0 

4.7 


4.6 


5.2 


5.1 


4.8 


4.7 

4.9 


5.0 


4.9 


4.9 

RENTER OCCUPIED 


3.9 


4.0 

3,2 


4.2 


3.6 


3.9 


3.5 


3.2 

3.8 


4.0 


3.8 


... 

UNITS IN STRUCTURE 























1. INCL. TRAILER 

2 

221 

1 

158 

676 

1 

042 

2 

126 

2 

059 

2 

407 

1 

685 

802 

2 

096 

1 

009 

1 

617 



101 


76 

170 


45 


475 


397 


61 


611 

15 


18 


26 


* • 1 

3 AND 4 


130 


27 

82 


28 


222 


48 


70 


399 

... 


69 


46 


i * t 

5 OR MORE 


117 


5 

50 


... 


129 


11 


115 


104 

5 


14 


5 


-111 


Missouri 


27-65 


Table 26- — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants; I960 

[Some data based on sample; medi^ not shown where base is insufiicient; see text. denotes an unincorporated place- Hns (+) or 
minus ( — ) after number indicates median above or below that number} 


Year Structure Built 
Hearing Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
V'aluc 
Gross Rent 
Contract Rent 


AURORA BALLWIN BEL- 
RI05E 


5ELTCN BETHANY BL.JE BOLIVAR BONNE 
SPR1N3S TERRE 


BRECK- 

BOWLING ENRIDGE BRIDGE- 
GREEN HILLS TON 


all housing units. . . . . 

YEAR STRUCTURE BUILT 


1SS5 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 * . . 
1939 OR EARLIER. . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
built-in room units. . . 
OTHER MEANS WITH FLUE. . 

other means without flue 
NONE . • 


1 834 1 420 


203 

911 

500 

852 1 

134 ; 

307 1 

lie 

36 

266 

86 

222 

1 083 

193 

285 

168 

229 1 

107 i 

:C4j 

198 

27 

189 

61 

363 

422 

204 

59 

236 

13B 

131 1 

156 i 

194 j 

33 

265 

74 

459 

382 

1 234 

165 

394 

410 1 

769 1 

287! 

796 1 

1 000 

1 713 

813 

750 

425 


40 

44 

i 

29 

12 

28 

1 

16 i 

i 

20 

122 

430 

26 

26 

229 

371 

1 236 

1 057 

967 

393 

537 j 

253 

257 

1 152 

130 

1 557 

1 418 

492 

92 

75 

283 

178 

1031 

219 

323 

199 

125 

100 

379 

871 

48 

129 

343 

513 

182! 

777 

424 

597 

715 

105 

248 

57 

• • . 

4 

24 

24 


12 

17 

52 

29 

6 

22 

3 

• . . 

4 

. . * 

5 

:6j 


3 

3 

9 

. . • 

16 


POPULATION IN HOUSING UNITS t 1960. 

PER OCCUPIED unit 

OWNER 

RENTER • . 


all occupied units 


1 PERSON 

2 persons, . . f . 

3 PERSONS. • . . . 

4 persons 

5 PERSONS 

6 PERSONS 

7 persons 

8 persons or more. 

MED I an I 

ALL OCCUPIED , . 

OWNER 

RENTER . . . . 


349 

38 

76 

125 

245 

91 

287 

196 

455 

245 

127 

139 

620 

205 

360 

380 

370 

249 

430 

374 

761 

303 

429 

566 

306 

252 

271 

362 

176 

170 

195 

161 

437 

178 

362 

465 

233 

337 

258 

334 

145 

158 

155 

148 

283 

114 

350 

452 

123 

270 

154 

174 

70 

84 

72 

90 

185 

63 

215 

277 

53 

137 

82 

68 

32 

40 

35 

43 

79 

38 

122 

145 

16 

67 

35 

20 

8 

15 

16 

24 

46 

15 

71 

60 

20 

46 

25 

20 

6 

6 

13 

25 

32 

12 

59 

58 

2.3 

4.0 

3.2 

3.2 

2,3 

2.9 

2.2 

2.4 

2.4 

2.3 

3.4 

3.3 

2.3 

4.0 

3.3 

3.2 

2.3 

3.1 

2.2 

2.4 

2.7 

2.3 

3.4 

3.3 

2,7 


... 

3,1 

2.6! 

... 

2.4 

2.2 

2.4 

2.5 

2.9 

2.8 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


owner OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 . , . 
1940 TO 1953 , , . 
1939 OR EARLIER. . 


renter occupied, 

1958 TO MARCH I960 . 
1954 TO 1957 . . • . 
1940 TO 1953 . , • . 
1939 OR EARLIER. . , 


OWNER OCCUPIED 

LESS THAN $5«000 . 

SSiOQO TO 59*900 . 

SlOiOOO TO $14*900 

SlSiOOQ TO $19i900 

SZOtQOO TO $24*900 ‘ 

S25*000 OR MORE 

MEDIAN DOLLARS 


RENTER OCCUPIED 
LESS THAN $20. , , 
$20 TO $39 ... . 
$40 TO $59 ... . 
$60 TO $79 ... . 
$80 TO $99 ... . 
$100 TO $119 . , , 
$120 OR MORE . . . 
NO CASH RENT . , . 
MEDIAN 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN . 


Tahk 26. (Vci PAN’v’t and FiNAW IAL OlAiiA^TEilli»IJl.S. \ EAR BuH.T, AND HeATINO EqLIPMLN'T, 

foi Places h\\S\} Inhabitants: 196\)— Con. 

[S^fflis 5 ^ wfeare iMM ;!i in&u&Miit; text. “L' 4eru^t€s an uniixorporsied pisee. Plus (+) 

KinM ) - ♦ after Runiber indicates jm«dian akj-.e or below that number] 


Ycjr Structure Built 
Meriting Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


A»_ 








Mt 

Mz ^z 

^9-«C ''C . 

D« E APRILS 


e: 


'P»£N'- 


S’^CAW D» ►C’’ iA‘*'£3f . , , 

• ARM A!P F.^NA:£ , . . . 

»do*» us:"'s. . . 

>CA»«S e.wE, . 

C''*€» *€.ANS F.JE 

>t»CNE 


PDW-'^A’':ON 

bo«»ui.at:o«« :h ; 9t; 

S»1B DCCJP:EC <.Hl" 

C<N£« 

.... 


A..,, occjbie:: j^its 
persons 


1 PERSON .... 

2 PERSONS. . . , 

5 PERSONS. . . , 

h PERSONS. . . . 

5 PERSONS. . . . 

4 s PERSONS. . . , 

"T PERSONS. . . . 

« PERSONS OR «0»E 
HEOIANI 

Aw.. OCO^IEC . 

OWNER. . . . , 

REN’^ER . . . . 


PERSONS P£» ROOR 


*.0C OR .^ESS 
..Oi OR PORE 


’'EAR WC»E: IN’^0 UNI'^ 


OWNER OCCUPIED . . 
1958 TC march 1960 . . 
1954 TC 195*^ . . . , . 

19^C ^0 1953 

1939 OR EARuIER. . . . 



ren-^er occupied. . 

;9S« T.c march 196C . . 

1954 TO i95r 

i9AC TO 1953 

1939 OR earlier. , , . 




bAuOE 


OWNER OCCUPIED 










wESS ^mAN $5.o:-c . 










S5.00C -^O *9.900 . 










iic.ooc *;*..9:>c 










SIS.OO-C ^C *19.9:C 










*2C.OOC ’D *lH,9:'C 










*23 t 00 c OR more. . 










MEDIAN 







DOuwARS . 


a»:ss REN^ 

REN'^ER 

wESS ’^WAN »2;. 

S20 TC $39 

$4C TO 

$e0 TO $■^9 

$#0 TC , . 

$ioc ’'0 *1:9 . . . . 

*12C OR MORE . . . 

NO cash rent , 

^EIAN DOLwARS . 


CONTRACT REN"^ 


REN-^ER OCC^IE:. 
MEDIAN , 


OOUwARS . I 


i ! 

• BSOC*- 1 
‘ fZl^Z ' 

Bw’wtR 

CA^l- 
1 iCOPNIA 

1 CAMERON 

CANNON 

!oARR04.4- 

j 

oaruth- 

ersville 

cen- 
tral I A 

CHAFFEE 

charles- 

ton 

CHILLI- 

cothe 

CLINTON 

i 

2 22Z • 

1 h9: 

: 0^0 

1 -66 

1 

837 : t9l 

2 934 

1 151 

983 

2 002 

3 419 

! 2 753 


y-K 


122 


1 

169 

' 151 

230 

100 

155 

380 

1 

2SC 


ISO 

66 

69 

44: 146 

1 338 

106 

107 

203 

339 

263 


212 


5- 

32 

1 17 

= 730 

154 

106 

378 

263 

314 

-Ti * 

924 

753 

1 22: 

690 

1 259 

1 715 

661 

670 

1 266 

2 437 

1 896 


20 

5S 

9- 

142 

144 

i 

1 

; B2 

113 

11 

92 

391 

321 


•*45 

4C1 

718 

213 

868 

168 

295 

265 

266 

1 727 

939 

39'’ ^ 

31'* 

208 

a*’ 

88 

135 

\ 599 

277 

223 

436 

275 

511 

661 : 

66to 

•*23 

53- 

390 

n86 

i 2 023 

454 

480 

1 112 

961 

904 




33 

4 

43 

58 

12 

4 

35 

50 

69 

ze: 

9 

**• 


... 

15 

4 

... 

... 

61 

15 

9 

t 

5 623, 

3 

H 

2 7>: 

3 639 

2 218 

, 4 427 



i : 

8 610 ' 3 128 

2 862 

5 887 

8 891 

6 838 

2,-'' 

2.6 


2.-' 

2.6 

2.7 

3,2 

2.9 

3.0 

3.1 

2.8 

2.7 

2.S ' 

2.6 

2.7 

2.6 

2.9 

2.7 


i 2.9 

3.0 

3.1 

2.9 

2,7 

2.6 ; 

2.6 

2.6 

2.S . 

2.6 

2.8 

3.2 

! 2.7 

3,1 

3,2 

2.5 

2.7 

2 062 

1 434 

1 037 

1 364' 

•’99 

: 626 

— 

2 714 

I'" 

1 1 085 

941 

1 874 

3 181 

2 519 

421 ' 

319 

2h3 

3:’’ 

285' 385 

524 

! 210 

144 

393 

685 

568 

?hC 

543 

360 

480 

274 

536 

746 

337 

297 

534 

1 058 

882 

34a i 

229 

195 

220 

126 

281 

474 

197 

173 

295 

521 

415 

2^3 ; 

183 

116 

175. 

97 

220 

383 

170 

157 

266 

442 

331 

i 

92 

67 

98 

60 

93 

262 

105 

96 

168 

263 

164 

^3 : 

3S 

31 

32 

23 

45 

133 

40 

41 

88 

120 

84 

29 ; 

23 

9 

26 

15 

27 

76 

15 

20 

45 

53 

38 

: • 

:■» 

! 

16 

19 

37 

96 

11 

13 

85 

39 

37 

2.3 ' 

2.2 

2,3 

2.3 

2.3 

2.3 

2.7 

2.5 

2.7 

2.5 

2,4 

2.3 

' 2.4 ^ 

2.2 

2.2 

2.3 

2.4 

2.3 

2.7 

2.7 

2.5 

2*8 

2.4 

2,3 

2,5 

2.4 

2.4 

2.3 

2.4 

2.4 

2.9 

2.3 

... 

2.8 

2.1 

2.3 

1 9Hg , 

i 359 

964 

1 292 

736 

1 486 

2 210 

1 000 

856 

1 572 

2 961 

2 332 

84 ^ 

75 

-'S 

72 

63 

140 

504 

85 

85 

302 1 

220 

187 

1 56T' 

929 

742 

929 

528 

1 027 

1 23B 

786 

1 755 

903 

2 046 

1 644 

295 

23-» 

154 

219 

92 

165 

124 

192 

1 116 

110 

474 

287 

' 324 : 

206 

129 

235 

IDS 

265 

273 

212 

179 

190 

527 

389 

599 ■ 

326 

309 

306 

193 

3S0 

598 

291 

271 

392 

669 

638 

349 ^ 

16C 

150 

169 

235 

197 

243 

91 

189 

211 

376 

330 

495 ■ 

505 

295 

•*35 

a’^I 

599 

1 476 

299 

186 

971 

1 135 

875 

304 

305 

135 

261 

146 

3C: 

782 

171 

111 

547 

667 

542 

12s ■ 

146 

112 

92 

53 

173 

334 

66 

32 

251 

262 

193 

55 

^9 

**5 

7? 

60 

103 

295 

62 

31 

136 

177 

103 

8 

5 

3 

5 

12 

22 

65 

• . . 

12 

37 

29 

37 

1 ■»9; ' 

8-.9 

6''3 

893 

453 

993 

1 1S8 

743 

747 

850 

1 875 

1 566 

Hgs 

233 

154 

2-‘» 

119 

290 

561 

112 

309 

316 

396 

442 

5T5 

361 

32*^ 

3S0 

IBS 

331 

353 

308 

358 

267 

595 

606 

319 

163 

13^ 

185 

lie 

241 

171 

229 

64 

133 

571 

30S 

T6 

59 

h2 

4"* 

12 

87 

51 

65 

16 

47 

158 

141 

32 

21 

4 

19 

6 

24 

32 

17 

• • • 

37 

83 

24 

4 

12 

12 

15 

12 20 

20 

12 

• • • 

50 

72 

45 

; - 

400 

500 


*» 90c 

B IOC 

5 400 

9 300 

5 600 

6 800 

9 600 

7 600 

*+95 1 

5C5 

295 

435^ 

272 

599 

1 476 

299 

186 

971 

1 135 

875 

4 

9 


.♦ • . 

12 

a 

149 

ll 

... 

79 

51 

12 

! 9S 

36 

i ICO 

47- 

17 

101 

503 

53 

43 

314 

140 

205 

l‘*C, 

151 

S2 

146, 

ici 

193 

416 

74 

60 

265 

349 

241 

113 ' 

182 

1 53 

115' 

73 

153 

264 

59 

44 

183 

303 

207 

68. 

TC 

2*’ 

74 

a 

88 

45 

57 

8 

80 

130 

139 

22* 

19 

5 

1’’ ' 

26 

4 

16 

12 

• • * 

23 

90 

34 

! 9 ■ 

... 

• •« 

i 9 

IS 

4 

8 

3 

4 

4 

12 

8 

■♦1 ; 

38 

23 

! 27: 

16 

48 

75 

30 

27 

23 

60 

29 

5a; 

63 


61 

1 : 

60 

56 

42 

59 


45 

60 

58 

.54; 


272 

40fi| 

255 

551 

1 401 

269 

159 

948 

1 075 

846 

40 ; 

L_ 

45 

34 1 

45 i 

46 

45 

25 

43 


29 

50 

44 


Missouri 
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Table 26 .- — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: i960 — Con. 

[Some data based on sample; medi^ not shown where base is insufficient: see tejct. “U’* denotes an unincorporated place- Plus (-f) or 
minus ( — ) aiter number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons pci Room 


Year Moved into 
Unit 
Value 
Gross Rcdc 
Contract Rent 


SUBJECT 


all housing units, . . , 

YEAR STRUCTURE BUILT 

l!555 TO MARCH I960 ■ 

1950 TO 

1940 TO 1949 • , 

1939 OR earlier 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR furnace 

aUlLT-lN ROOM UNITS 

OTHER MEANS WITH FLUE. , . . 
OTHER MEANS WITHOUT FLUE . . 
NONE 


POPULATION 

population in HOUSING UNITSf i960, • . . 

PER OCCUPIED UNIT, • « • 

OWNER . . . 

RENTER . 


all OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. ... 

3 PERSONS. . . . 

4 PERSONS. , . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

a persons or more 

MEDIAN! 

ALL OCCUPIED . 

owner. . . . 

RENTER . . » 


PERSONS PER ROOM 


1.00 OR LESS 

1. 01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO march 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR earlier 

RENTER OCCUPIED 

1958 TO MARCH I960 

1954 TO 1957 

1940 TO 1953 

1939 OR earlier 


VALUE 


OWNER OCCUPIED 

LESS than 55*000 

SStOOO TO 59 1 900 

SiOiOOO TO 514*900 • . . • 

SiSfOOO TO *19*900 

*20 1 000 TO 524,900 ........... 

$25iOOQ OR MORE 

MEDIAN DOLLARS 


GROSS rent 


RENTER OCCUPIED 
LESS THAN 520, , . 
*20 TO *39 , 

*40 TO *59 ... . 
*60 TO *79 ... . 
*60 TO *99 , 

*lOO To *119 . . . 
*120 OR MORE . . . 
NO CASH RENT . , . 
MEDIAN 


DOLLARS 


contract RENT 

RENTER OCCUPIED 

MEDIAN DOLLARS 


CREVE 

COEUR 

crystal! 

CITY I 

DELLiOCO 

DE SOTci 

CES j 
=£RES 1 

dexter ! 

EAST i 
PRAIRIE i 

j 

E«D0S 1 

1 

ELDORADO 

SPRINGS 

ELLIS- 

VILLE 

sroR 

SPRINGS 

-ARMING- 

TON 

1 414 

1 22S! 

1 333! 

i 

1 950 ‘ 

1 

i 

2 038 i 

1 isi . 

r 

1 273: 

1 294 

719 

2 723 

2 059 

626 

100 

845 1 

163 ; 

695! 

327 1 

147 

1 

200: 

143 

434 

205 

251 

318 

176 

339 

155 ’ 

lec i 

356 1 

130 

127: 

109 

183 

174 

419 

186 

126 

116 i 

265 ‘ 

153: 

536 ! 

408 

137 

163 

2S 

151 

332 

284 

826 

33! 

1 

: 367 ; 

i 

136 1 

1 

819: 

496 

809 

879 

74 

2 192 

1 057 

85 

102 

4 

i 

48 

59 


16 

41 

71 

19 

744 

160 

1 239 

79B 

1 313! 

S6: 

1 048', 

299! 

40 

353 

164 

626 

1 016 

588 

31 

86 

12 i 

121 ! 

21 ^ 

791 

243 

269 

200 

28 

255 

677 

51 

234 

... 1 

852 ; 

28 

905 

868 

552 

847 

46 

654 

591 

B 

4 

4 1 

33 i 

8 . 

16 

11 

58 

8 

... 

46 

43 

... 


... 1 

35 1 

... ; 

... 

3 

... 

4 

... 

7 


4 938 

3 678 

i 

! 

4 720 

■ i 

1 

5 757 

4 2S1 1 

5 519 

1 

i 

3 449 i 

i 

3 158 

2 644 

2 687 

6 271 

5 442 

3,7 

3,1 

3.7 

3.2 

3.9 1 

2.9 

3.0; 

2.7 

2.4 

3,9 

2.6 

2.9 

3.7 

3.1 

3.7 

3.2 

3.9 ; 

2.8 

2,9 

2.7 

2.5 

4.0 

2.9 

3.0 

3,2 

3,0 

3.5 

3.2 

3.41 

3.0 

3,1 

2.7 

2.4 

3.8 

2.2 

2.7 

1 348 

1 lao 

1 283 

1 795 1 

1 100 

1 90B 

1 143 

1 163 

1 162 

662 

2 404 

1 893 

58 

151 

31 

291 

36 

315 

22s 

249 

322 

29 

640 

357 

371 

372 

278 

517 

233 

633 

329 

417 

411 

123 

772 

603 

242 

241 

323 

304 

203 

368 

189 

217 

184 

132 

386 

353 

314 

196 

306 

289 

251 

308 

192 

162 

140 

168 

321 

299 

182 

119 

204 

194 

205 

181 

98 

79 

65 

111 

164 

159 

102 

60 

92 

101 * 

107 1 

56 

57 

39 

24 

72 

64 

66 

39 

2l 

34 

46 S 

39 i 

25 

27 

17 

10 

30 

31 

28 

40 

20 

15 

53 1 

26} 

22 

23 

3 

6 

17 

26 

20 

3.5 

2.8 

3.5 

2.8 

3.8 

2.5 

2.6 

2.3 

2.1 

3.8 

2.2 

2.5 

3.7 

2.8 

3.5 

2.7 

3.9 

2.4 

2.8 

2.3 

2.2 

3.9 

2.4 

2.5 


2.7 

... 

2.8 


2.6 

2.8 

2.4 

2.3 

... 

1.9 

2.5 

1 282 

1 051 

1 153 

1 521 j 

1 C36 i 

1 758 1 

966 

1 107 

1 088 

582 

2 187 

1 735 

66 

129 

130 

274 

‘i 

150; 

177 

76 

74 

100 

217 

158 

1 184 

867 

1 231 1 

1 307 1 

i 

977 1 

1 184; 

674 

848 

751 

601 

1 354 

1 331 

384 

97 

730 

262 

33S! 

300 i 

139 

196 

194 

163 

329 

278 

457 

139 

235 

1 277 

4351 

347 

184 

i 217 

228 

317 

312 

412 

278 

306 

250 

507 

176 

406. 

279 

291 

259 

107 

488 

411 

65 

325 

16 

261 

28 

131 

72 

144 

70 

14 

225 

230 

164 

313 

52 

488 

123 

724 

469 

335 

411 

81 

1 050 

562 

73 

151 

36 

282 

60 

465 

278 

244 

288 

41 

583 

405 

52 

62 

8 

103 

47 


112 

63 

59 

30 

307 

87 

27 

73 

S 

82 

16 

88 

68 

24 

60 

10 

138 

62 

12 

27 

... 

21 

• • • 

1 

11 

4 

4 

... 

22 

8 

1 168 

823 

1 211 

1 255 

965 

1 126 

642 

808 

719 

578 

1 159 

1 277 

20 

67 


298 

16 

i 359 

350 

210 

307 

4 

272 

202 

27 

282 

*24 

699 

24 

! 568 

207 

353 

283 

12 

450 

530 

69 

319 

667 

219 

134 

i 143 

61 

169 

90 

276 

261 

363 

1 12 

110 

486 

35 

166 

1 36 

8 

36 

18 

242 

84 

130 

156 

29 

13 

4 

124 

4 

12 

6 

4 

32 

54 

36 

784 

16 

21 

4 

501 

16 

4 

12 

17 

12 

38 

16 

32 000 

10 700 

14 600 

7 000 

25 500 

6 400 

5 000- 

7 300 

5 600 

15 000 

8 300 

9 000 

164 

313 

52 

488 

123 

1 

) 

724 

469 

335 

411 

81 

1 050 

562 


4 

... 

10 


... 

37 

13 

7 


10 

12 

4 

32 


63 


97 

197 

57 

121 

4 

184 

95 

24 

56 

4 

152 

4 

322 

114 

93 

125 

. • • 

404 

186 

27 

110 


133 

20 

181 

61 

98 

117 

16 

215 

125 

27 

50 

S 

42 

20 

48 

13 

45 

14 

• *• 

97 

98 

6 

20 

8 

13 

20 

12 


17 

4 

19 

16 

13 

49 

5 

32 

... 

40 

4 

> * . 


. . • 

20 

33 

B 

25 

36 


75 

19 

60 

47 

12 

23 

22 

91 

25 


66 

... 

58 

. * • 

55 

38 

60 

52 

... 

55 

57 

139 

277 

52 

413 

104 

664 

422 

323 

i 388 

59 

1 959 

1 537 


51 


40 

. . . 

37 

26 

42 

: 34 

• . « 

51 

43 


Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (4-) or 
minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room. 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

FAYETTE 

FESTUS 

FLAT 

river 

FRED- 

ERICK- 

TOWN 

FRON- 

TENAC 

GLENDALE 

GRAND- 

VIEW 

HANLEY 

HILLS 

HARR I - 
SONVILLE 

HAYTI 

HAZEL- 

WOOD 

HERMANN 

all housing units 

1 081 

2 186 

1 654 

1 294 

791 

2 074 

1 915 

996 

1 321 

1 304 

1 787 

961 

YEAR STRUCTURE BUILT 













1955 TO MARCH i960 

93 

250 

84 

107 

323 

226 

029 

4 

275 

80 

1 449 

72 

1950 TO 1954 

44 

357 

48 

104 

182 

516 

443 

360 

185 

200 

175 

109 

1940 TO 1949 

80 

387 

133 

254 

111 

64B 

248 

623 

159 

330 

74 

139 

1939 OR EARLIER 

864 

1 192 

1 389 

829 

175 

604 

395 

4 

702 

694 

05 

641 

HEATING EQUIPMENT 













STEAM OR HOT 

80 

101 

75 

55 

59 

237 

48 

B 

99 

23 

87 

69 

WARM AIR FURNACE 

366 

1 290 

401 

259 

640 

1 789 

1 518 

983 

576 

78 

1 541 

474 

BUILT-IN ROOM UNITS 

82 

258 

402 

484 

24 

24 

159 

. . . 

206 

297 

56 

49 

OTHER MEANS WITH FLUE . . . 

527 

501 

745 

480 

52 

16 

167 

• . . 

415 

850 

89 

369 

OTHER MEANS WITHOUT FLUE . * . 

16 

19 

15 

16 

8 

8 

23 

... 

25 

43 

4 

* . . 

NONE 

10 

17 

16 

... 

... 

... 

... 

... 

... 

13 

6 

... 

POPULATION 













POPULATION IN HOUSING UNITSi 1960. . . » . 

2 671 

7 003 

4 471 

3 474 

2 617 

7 048 

5 994 

3 308 

3 499 

3 698 

6 045 

2 519 

PER OCCUPIED UNIT 

2.6 

3.3 

2.9 

2,9 

3.7 

3.5 

3.5 

3.3 

2.B 

3,0 

3,0 

2.8 

owner 

2.6 

3.4 

2.8 

2.9 

3,8 

3.4 

3.6 

3.3 

2.8 

3,0 

3.9 

2.B 

renter 

2,5 

3.1 

3.1 

2,8 

3.1 

3.7 

3,1 

... 

2.9 

3.0 

2,9 

2.6 

ALL occupied UNITS 

1 032 

2 096 

1 547 

1 217 

756 

2 039 

1 720 

991 

1 244 

1 227 

1 605 

908 

PERSONS 













1 PERSON 

269 

229 

278 

232 

32 

102 

109 

35 

239 

259 

60 

177 

2 PERSONS 

362 

586 

509 

403 

207 

619 

455 

302 

390 

360 

316 

337 

3 PERSONS. , . 

162 

437 

295 

205 

147 

387 

350 

236 

244 

215 

342 

149 

4 PERSONS 

126 

380 

217 

206 

149 

429 

380 

244 

207 

168 

410 

114 

5 PERSONS , , . 

55 

232 

142 

93 

105 

306 

237 

101 

103 

64 

274 

74 

6 PERSONS 

27 

111 

63 

46 

62 

135 

124 

45 

39 

75 

118 

31 

7 PERSONS 

14 

65 

23 

14 

23 

34 

47 

19 

15 

28 

44 

13 

8 PERSONS OR MORE 

17 

56 

20 

18 

31 

27 

18 

9 

7 

30 

33 

13 

MEDIAN* 













ALL OCCUPIED 

2.2 

3.0 

2.5 

2,4 

3.4 

3.3 

3.3 

3.2 

2,5 

2.5 

3.7 

2.3 

OWNER 

2,3 

3.2 

2.5 

2.4 

3.5 

3.3 

3.6 

3.1 

2.4 

2,7 

3.8 

2.3 

RENTER 

2.4 

2.8 

3,0 

2.5 

... 

... 

3.3 

... 

2.7 

2.6 

2.7 

2.1 

PERSONS PER ROOM 







i 






1,00 OR LESS 

952 

1 813 

1 397 

1 127 

716 

1 977 

1 546, 

941 

i 133 

1 021 

1 452 

834 

1.01 OR MORE 

ao 

283 

150 

90 i 

40 

62 

174 1 

i 

50 

111 

206 

153 

74 

YEAR MOVED INTO UNIT 




i 

1 



1 


! 




OWNER OCCUPIED 

622 

1 610 

i 115 

896 

698 

1 951 

1 368 

951 

750 

581 

1 366 

586 

1958 TO MARCH I960 

US 

212 

140 

133 

213 

341 

538 

132 

! 159 

107 

813 

76 

1954 TO 1957 * , 

107 

410 

216 

212 

249 

587 i 

424 

266 

196 

148 

444 

120 

1940 TO 1953 

229 

653 

346 

379 

188 

839 

324 

551 

! 287 

1 238 

101 

290 

1939 OR EARLIER 

171 

335 

413 

172 

48 

184 i 

82 

... 

108 

88 

6 

100 

RENTER OCCUPIED 

410 

486 

432 

321 

58 

88 

352 

40 

, 494 

1 646 

239 

322 

1958 TO MARCH I960 

213 

291 

270 

190 

24 

38 

266 

16 

310 

! 330 

215 

105 

1954 TO 1957 

107 

71 

81 

74 

11 

21 

58 

20 

! 110 

1 168 

12 

97 

1940 TO 1953 

68 

100 

63 

44 

19 

23 

16 

4 

58 

1 120 

12 

100 

1939 OR EARLIER 

22 

24 

18 

13 

4‘ 

6 

12 

... 

! 16 

1 

... 

20 

VALUE 













OWNER OCCUPIED 

566 

1 541 

1 071 

883 

689 

1 943 

1 348 

951 

667 

' 573 

1 292 

542 

LESS THAN S5i000 , , 

144 

180 

535 

344 

4 

• « . 

45 

* . • 

97 

1 259 

9 

68 

SSfOOO TO S9»900 

136 

618 

407 

384 

32 

16 

166 

16 

128 

234 

19 

237 

SlOiOOO TO *14i900 

197 

488 

104 

95 

53 

188 

651 

872 

275 

! 40 

318 

16B 

SiSfOOO TO Sl9f900 

57 

182 

17 

32 

15 

623 

426 

63 

111 


014 

40 

S20i000 TO $24 f 900 , 

28 

52 

4 

20 

24 

471 

52 

> 

46 

' 4 

96 

16 

$25 1 000 OR MORE. . 

4 

21 

4 

6 

561 

645 

8 

. • . 

10 

1 ^ 

36 

13 

MEDIAN DOLLARS . 

10 100 

9 BOO 

5 000 

6 000 

35 000+ 

21 500 

13 600 

13 000 

11 600 

' 5 500 

16 200 

9 400 

GROSS RENT 










! 



renter occupied. ...» 

410 

486 

432 

321 

58 

88 

352 

40 

494 

! 646 

239 

322 

LESS THAN 

16 

11 

• « . 

17 

• « . 

• « • 

... 

• « . 

... 

86 

... 

8 

$20 TO $39 

112 

27 

46 

64 

8 

• • • 

8 

... 

57 

227 

* . • 

96 

$40 TO $59 , 

116 

140 

143 

82 

3 

• • f 

25 

... 

105 

144 

• . . 

149 

$60 TO $79 

84 

lOB 

162 

66 

12 

• • • 

41 

4 

107 

98 

28 

49 

$80 TO $99 

31 

127 

47 

35 

4 


89 

4 

71 

55 

22 

4 

$100 TO $119 

9 

12 

9 

6 

a 

*Io 

89 

16 

34 

8 

49 

t . . 

$120 OR MORE , . 

5 

19 

... 

8 

a 

49 

79 

16 

e 


124 

... 

NO CASH RENT 

37 

42 

23 

21 

15 

29 

21 

a . . 

32 

28 

16 

16 

MEDIAN DOLLARS . 

48 

69 

61 

54 

... 

... 

1 100 

... 

68 

40 

124 

48 

CONTRACT RENT 













RENTER OCCUPIED 

373 

444 

409 

300 

43 

59 

331 

40 

462 

618 

223 

306 

median DOLLARS . 

33 

50 

42 

38 

... 

... 

81 

... 

54 

24 

99 

32 
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Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data based on sample; medi^ not shown where base is insufficient: see text. “U” denotes an unincorporated plac*. Pirns <-!-) or 
minus ( — ) after number indicates median above or below that number] 


Year Structure Built 
Heatiog Equipment 
Population 
Persons 

PcrscKis per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


HIGGINS- HILLS- 
VlLLE GALE 


JACKSON KENNETT KINLOCH 


LEXING- LIBERTY LOUI- 
TON SI AN A 


all HOUSING UNITS 

YEAR STRUCTURE BUILT 


1955 TO MARCH i960 
1950 TO 1954 • . . 
1940 TO 1949 - • . 
1939 OR earlier. . 


125 

a* 

363 j 

144 

16 i 

2ZZ< { 

160 

751 

255! 

939 

646 1 

79Si 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 

built-in room units. . . 
other means with flue. . 
other means without flue 
NONE 


316 

1 C54 

73 

827 

129 

335 

554 

102 

332 

91 

937 

257 

69 

208 

118 

£06 

S49 

i 595 

1 394 

1 394 


44 

72 

32 

20 

390 

52 

167 

122 

246 

322 

106 

793 

915 

296 

570 

2 204 

34B 

813 

1 886 

816 

1 825 

471 

B 

306 

792 

40 

93 

-^3 

495 

371 

105 

170 

144 

89 

349 

2 oo: 

1 114 

ii 

934 

1 565 

314 

623 

403 

943 

11 

24 

... 

72 

16 

B 

24 

42 

17 

28 

33 

53 


4 


5 

4 

12 

4 

21 

a 

15 


POPULATION IN HOUSING UNITSt 1960. 

PER OCCUPIED unit . . 

OWNER 

RENTER 


all OCCUPIED units 


3 643 

2 788 

4 835 

9 OBO 

6 453 

9 434 

3 548 

a 163 

8 267 

4 635 

8 316 

4 261 

2.8 

3,1 

3.0 

3.0 

3.9 

3.6 

2.7 

2.9 

3.3 

2.7 

3.2 

2.7 

2.9 

3.1 

3.1 

3.0 

3.7 

3,6 

2.8 

2,9 

3.3 

2.8 

3,3 

2.6 

2.8 

2.9 

2.8 

3.0 

4,1 

2.7 

2.6 

2.9 

3,2 

2.6 

2.9 

2.7 

1 283 

909 

1 589 

3 020 

1 670 

2 625 

1 313 

2 804 

2 520 

1 689 

2 606 

1 605 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS. . . . , 

5 PERSONS 

6 PERSONS 

7 PERSONS. . . . . 

8 PERSONS OR MORE. 
MEDIAN* 

ALL OCCUPIED . . 

owner 

RENTER . . . . 


254 

113 

216 

5B8 

303 

107 

296 

503 

221 

377 

336 

384 

417 

302 

510 

873 

382 

715 

447 

892 

732 

556 

750 

548 

222 

183 

330 

569 

248 

541 

211 

559 

531 

293 

496 

275 

199 

161 

262 

438 

178 

582 

173 

430 

511 

228 

515 

207 

115 

77 

155 

2B2 

165 

379 

120 

218 

324 

136 

289 

101 

46 

42 

68 

144 

114 

169 

42 

115 

132 

55 

130 

53 

15 

17 

22 

59 

96 

74 

15 

42 

37 

25 

53 

17 

15 

14 

24 

67 

184 

58 

9 

45 

32 

19 

37 

20 

2*4 

2,7 

2,7 

1 2.6 

3.1 

3.4 

2.3 

2.5 

3.1 

2.3 

2,9 

2,3 

2.5 

2.6 

2.9 

; 2.8 

2.B 

3,5 

2.3 

2.5 

3.1 

2.5 

3,1 

2.4 

2.3 

2.5 

2.8 

2.7 

3.9 

... 

2.3 

2.6 

3,1 

2.3 

2.6 

2*3 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER occupied 
1958 TO march 1980 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH i960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


OWNER OCCUPIED 

LESS THAN S5.000 ...... 

SSfOOO TO S9r900 

SlOtOOO TO S14t900 

SlSiOOO TO SI9»900 

»20f000 TO S24.900 

S25»OO0 OR MORE 

MEDIAN DOLLARS 


b 000- 55 000+ 


RENTER OCCUPIED 

less THAN $20 

$20 TO $39 

$40 TO $59 

$60 TO $79 

$aO TO 

SlOO TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS 


CONTRACT RENT 


renter occupied • 

MEDIAN DOLLARS 


212 

383 

1 314 


9 

59 

15 

56 

447 

58 

123 

382 

68 

126 

213 

30 

34 

48 

11 

12 

20 

3 

... 

4 

27 

23 

141 


59 

45 

185 

360 

1 173 


42 

28 


Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (4-) or 
minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

MACON 

MALDEN 

MARGE- 

LINE 

MARSHALL 

MARY- 

VILLE 

MOLINE 

ACRES 

MONETT 

MOUNTAIN 

GROVE 

NEOSHO 

NEVADA 

NEW 

MADRID 

NORMANDY 

ALL HOUSING UNITS 

1 

857 

1 756 

1 

101 

3 

440 

2 

504 

869 

2 002 

1 

224 

2 

967 

3 

358 

911 

1 

184 

YEAR structure BUILT 






















1955 TO MARCH 1960 



172 

280 


67 


443 


280 

351 

220 


140 


558 


276 

128 


453 

1950 TO 1954 



204 

216 


57 


236 


214 

450 

1 185 


166 


246 


196 

1 98 


181 

1940 TO 1949 . 

• f • . • 


183 

460 


84 


289 


287 

47 

207 


205 


446 


217 

190 


121 

1939 OR EARLIER. ... 


1 

298 

800 


893 

2 

472 

1 

723 

20 

1 390 


713 

1 

717 

2 

669 

495 

1 


429 

HEATING EQUIPMENT 






















STEAM OR HOT WATER 



209 

33 


98 


186 


161 

8 

103 


45 


102 


126 

60 


107 

WARM AIR FURNACE 



762 

169 


344 

1 

189 

1 

496 

845 

486 


191 


843 


801 

1 123 


921 

BUILT-IN ROOM UNITS 



212 

531 , 


99 


835 


165 

... 

473 


144 


769 

1 

108 

1 132 


13 

OTHER MEANS WITH FLUE 



551 

963 


523 


914 


666 

6 

864 


797 

1 

221 

1 

219 

! 526 


57 

OTHER MEANS WITHOUT FLUE . . . • 



8 

44 


29 


303 


16 

7 

72 


35 


24 


100 

70 


f . . 

NONE 



115 

: 


8 


13 


... 

... 

4 


12 


8 


4 

... 


6 

population 

i 



— i 


















POPULATION IN HOUSING UNiTSf i960. .... 

4 

510 

4 895 

2 

788 

9 

165 

6 

784 

3 132 

5 271 

3 

125 

7 

401 

B 

008 

2 834 

4 

038 

PER OCCUPIED UNIT. 

..... 


2.6 

3.1 


2.7 


2.8 


2,9 

3.7 

2.8 


2.6 


2.9 


2.6 

3.3 


3.5 

OWNER 



2.6 

3.0 


2.7 


2.8 


2.9 

3.7 

2.8 


2.5 


2,9 


2.6 

3.5 


3.7 

renter 



2.5 

3.1 


2.7 


2,8 


2.8 

3.4 

2.8 


2.9 


2.7 


2.6 

3.1 


2.7 

ALL OCCUPIED UNITS , . . . 


1 

729 

1 590 

1 

024 

3 

294 

2 

364 

856 

1 902 

1 

194 

2 

582 

3 

100 

852 

1 

13S 

PERSONS 















i 







1 PERSON 



388 

233 


207 


642 


477 

22 

359 


278 


484 


806 

189 


100 

2 PERSONS 

■ 9 • • < 


622 

512 


409 

i 

143 


741 

203 

676 


448 


813 

1 

091 

197 


270 

3 PERSONS 



308 

300 


154 


608 


448 

172 

348 


179 


473 


456 

131 


235 

4 PERSONS 



229 

250 


119 


486 


327 

231 

265 


145 


433 


374 

124 


250 

5 PERSONS 



110 

152 


63 


194 


195 

139 

145 


03 


227 


205 

88 


135 

6 PERSONS 

• f « i • 


43 

77 


34 


122 


99 

64 

58 


36 


97 


104 

54 


83 

7 PERSONS 



15 

36 


19 


54 


43 

17 

33 


11 


34 


30 

23 


36 

8 PERSONS OR MORE 

ft • • • • 


14 

30 


19 


45 


34 

8 

16 


14 


21 


34 

46 


29 

MEDIAN* 






















ALL OCCUPIED 

ft 9 ■ ft ft 


2.3 

2.7 


2.2 


2.4 


2,5 

3.6 

2.4 


2.2 


2.5 


2.2 

2.8 


3.3 

OWNER 

• 9 ft ft ft 


2.3 

2.9 


2.2 


2.4 


2.5 

3.7 

2.3 


2.0 


2.5 


2.2 

3.2- 


3.6 

RENTER 



2.8 

2.5 


2.6 


2.3 


2.4 

... 

2.3 


2.5 


2,7 


2.1 

2.3 


... 

PERSONS PER ROOM 






















1.00 OR LESS 


1 

634 

1 412 


952 

3 

028 

2 

188 

775 

CO 

1 

098 

2 

400 

2 

905 

672 

1 

024 

1.01 OR MORE 




95 

178 


72 


266 


176 

81 

110 


96 


182 


195 

180 


114 

YEAR MOVED INTO UNIT 






















OWNER OCCUPIED 

ft 9 t ft ft 

1 

209 

888 


824 

2 

054 

1 

461 

804 

1 346 


BOl 

1 

681 

1 

953 

415 


947 

1958 TO MARCH 1960 

ft ft ft ft ft 


214 

226 


157 


372 


332 

144 

261 


203 


503 


391 

114 


231 

1954 TO 1957 

ft ft ft ft ft 


297 

214 


183 


519 


360 

589 

323 


207 


330 


470 

92 


437 

1940 TO 1953 

ft ft ft ft ft 


467 

304 


288 


730 


530 

63 

472 


264 


564 


648 

119 


IBO 

1939 OR EARLIER 

ft ft ft ft ft 


231 

144 


196 


433 


239 

8 

290 


127 


284 


444 

90 


99 

RENTER OCCUPIED 

ft ft ft • ft 


520 

702 


200 

1 

240 


903 

52 

556 


393 


901 

1 

147 

437 


191 

1956 TO MARCH I960 

ft 9 ft t ft 


280 

456 


144 


643 


599 

36 

350 


246 


610 


677 

166 


129 

1954 TO 1957 

9 9 ft « 9 


106 

153 


30 


334 


192 

8 

113 


92 


136 


239 

115 


33 

1940 To 1953 . . . . 

..... 


113 

89 


22 


223 


96 

6 

67 


39 


129 


191 

110 


24 

1939 OR EARLIER 

ft 9 ft • ft 


21 

4 


4 


40 


16 

... 

26 


16 


26 


40 

46 


5 

VALUE 






















OWNER OCCUPIED 

ft 9 9 9 ft 

1 

149 

859 


781 

1 

936 

1 

312 

804 

1 285 


776 

1 

649 

1 

846 

403 


917 

LESS THAN $5*000 ........ 

ft 9 • ft ft 


347 

469 


360 


336 


223 

4 

269 


318 


252 


614 

158 


4 

$5 #000 TO $9i900 

ft • ft ft ft 


422 

257 


333 


775 


412 

4 

599 


335 


645 


769 

110 


69 

SlOfOOO TO $14i900 

ft 9 ft 9 ft 


270 

73 


68 


575 


383 

61 

311 


85 


472 


297 

90 


477 

$l5iOOO TO $19»900 

ft • ft t ft 


B4 

52 


4 


137 


199 

617 

90 


29 


162 


101 

13 


231 

$20*000 TO $24*900 

ft 9 ft ft ft 


22 

• . . 


16 


55 


62 

76 

8 


• * • 


74 


31 

16 


86 

$25*000 OR MORE 

ft ft ft 9 ft 



8 


* . • 


58 


33 

42 

8 


9 


44 


34 

16 


50 

MEDIAN 

DOLLARS . 

7 

300 

5 000- 

5 

400 

9 

000 

10 

200 

17 200 

8 100 

5 

o 

o 

9 

400 

6 

600 

6 900 

14 

400 

GROSS RENT 






















renter occupied 



520 

702 


200 

1 

240 


903 

52 

556 


393 


901 

1 

147 

437 


191 

LESS THAN $20 



5 

31 


9 


20 


. . ■ 

* * « 

10 


10 


9 


22 

49 


* « . 

$20 TO $39 



82 

153 


17 


178 


127 

... 

116 


104 


147 


221 

144 


4 

$40 TO 



141 

219 


105 


425 


290 

4 

241 


142 


341 


385 

98 


36 

$60 TO $79 .... 



114 

131 


34 


363 


230 

4 

125 


71 


195 


304 

76 


49 

$80 TO $99 



90 

90 


17 


102 


120 

4 

14 


35 


94 


104 

13 


26 

$100 TO $119 .... 



34 

30 


... 


40 


48 

4 ' 

15 




38 


13 

19 


17 

$120 OR MORE 

• ft ft ft ft 


15 

12 


• « • 


4 


32 

32 1 





27 


8 

9 


30 

NO CASH RENT 

ft ft ft ft ft 


39 

36 


18 


108 


56 

4 

35 


31 


50 


90 

29 


29 

MEDIAN 

DOLLARS . 


62 

55 


• • . 


57 


61 


51 


51 


56 


55 

42 


... 

contract rent 






















renter OCCUPIED 

. * * • • 


481 

666 


182 

1 

132 


847 

48 

521 


362 


851 

1 

057 

408 


162 

MEDIAN 

DOLLARS . 


47 

35 


••• 


45 


51 

... 

39 


32 


47 


41 

24 


... 


Missouri 


27-71 


Table 26 . — Occupancy and Financial Characteristics, Year Built, and Heating EquiPMENT, 

FOR Places of 2,500 to 10,000 Inhabitants: i960 — Con. 

[Some da4A based on sample; medi^ not shown where base is insufficient; see text. "V' denotes an unincorporated place. Pins (-r) or 
minus (— ) after number indicates median above or beiow" that number] 


Ycir Structure Built 
Hcatinje Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
GjDtract Rent 


north 

KANSAS 

CITY 


NORTH- 

iOQDS 


C ' FALLON pLIVETTE} PACIFIC 


PA3ECALE PALWY^A 


PERRY- 

VILLE 


PINE 


PLEASANT 

HILL 


PORTAQE- 

VILLE 


all housing units. . . . 

YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 195A 

1940 To 19^9 

1939 OR EARLIER 

heating equipment 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

other KEANS WITHOUT FLUE . . . 
NONE 


POPULATION 

POPULATION IN HOUSING UNITS* I960 
PER OCCUPIED unit 

owner 

renter 


ALL OCCUPIED UNITS 
PERSONS 

1 PERSON 

2 PERSONS. . . 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. . . . 
MEDIAN: 

ALL OCCUPIED ..... 

OWNER. ....... 

RENTER ....... 


2 391 ; 


1 661 i i 086 


146 

597 

575 

857 


91 
1 750 
208 
122 


244 
749 
27 C 


34 

344 

12 


825 

2S 

72 


5 646 
2.7 
2.9 
2.6 


4 683 
3.4 
3.4 
3.6 


3 559 

4.0 

4.0 
3,8 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


324 

799 

470 

308 

136 

43 

9 

9 

2.4 

2.6 

2.4 


955 

143 


65 

411 

303 

286 

152 

74 

34 

35 

3.2 

3.2 


1 242 
118 


i 

: 

610 : 
22 ? ! 
247 1 


244 
947 1 
178 
22 


i 


53 

424 


294 

4 


8 243 

3.7 

3.7 
3.1 


788 

3.3 

3.4 
3.2 


31 I 

154 

176 

247 

135 

93 

32 
25 

3.9 

3.8 


757 

139 


81 

513 

402 

632 

422 

155 

32 

16 

3.7! 
3.8 I 


2 160 
73 


:c4 

242 

151 

163 

99 

35 

36 
14 

3.0 

2.5 

3.3 


711 

133 


193 1 
2B1 I 
20 ' 

: I 


4 ! 


98 

56 

785 


89 

2S8 

IBT 

529 

23 


i 

5 :C6i 2 834 
3,2' 2.8 

3.2; 2.9 

3.l| 2.8 


214 j 
165 
296 
961 ! 


166 

9C2 

251 

330 


62 

108 

235 

519 


237 

498 

39 

146 


090 

3.2 

3.3 

2.6 


I 584 


195 

541 

298 

264 

148 

94 

33 

40 

2.7 

2.S 

2.4 


1 432 


208 

337 

152 

155 

71 

42 

13 

21 

2.4 

2.4 

2.7 


900 

49 


247 

489 

271 

237 

147 

94 

42 

57 

2.7 

2.9 

2.2 


408 

176 


5 844 
3, 1 
3.2 
2.8 


237 

613 

366 

291 

181 

91 

46 

39 

2.7 

3.1 

2.7 


1 640 
224 


149 

87 

65 

660 


63 

356 

122 

371 

49 


76 

77 
192 
541 


9 

79 

225 

520 

21 

32 


165 

146 

201 

477 


74 

354 

130 

407 

24 


2 669 
2.9 
2.8 
3,1 


139 

309 

180 

141 

77 

49 

13 

7 

2,6 

2.4 

2.8 


839 

76 


2 505 
3.0 
3.2 
2.9 


2 805 
3.2 

3.1 

3.2 


165 

248 

129 

113 

81 

42 

26 

IB 

2.5 

2.7 

2,4 


692 

130 


137 

242 

177 

153 

96 

33 

25 

22 

2.9 

2.8 

2,4 


769 

116 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH i960 

1954 TO 1957 

1940 TO 1953 • 

1939 OR EARLIER 


799 

201 

192 

275 

131 


I 293 
222 
432 
607 
32 


813 

529 

186 

BO 

18 


2 089 
630 
965 
432 
62 


468 

118 

151 

125 

94 


1 283 
170 
289 
506 
318 


626 

1 162 

1 408 

137 

159 

194 

144 

292 

322 

197 

430 

610 

148 

281 

282 


613 

142 

112 

242 

117 


412 

68 

90 

167 

87 


516 

114 

137 

178 

87 


RENTER OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 . . . 
1940 TO 1953 . . , 
1939 OR EARLIER. . 


1 299 
819 
309 
151 
20 


67 

36 

21 

10 


83 

67 

16 


164 

138 

19 

7 


356 

208 

83 

55 

10 


330 

198 

39 

65 

28 


373 

223 

77 

63 

10 


422 

236 

U3 

58 

15 


456 

270 

103 

79 

4 


302 

189 

SO 

59 

4 


410 

234 

136 

36 

4 


369 

188 

99 

62 

20 


VALUE 


OWNER occupied 

LESS THAN S5,000 • 

S5t000 TO $9,900 

SlOiOOO TO $14,900 

$15,000 TO $19,900 ..... 

$20,000 TO $24,900 

$25,000 OR MORE 

MEDIAN . , . DOLLARS . 


675 

16 

136 

315 

110 

68 

30 

12 500 


1 293 

*24 

502 

467 

184 

116 

16 100 


793 

12 

95 

549 

129 

4 

4 

12 000 


2 084 
4 

28 
154 
328 
332 
1 238 
27 200 


441 
87 
169 
146 
17 
9 
13 
9 iOO 


1 184! 
36! 
501 
587 
52 
8 

10 400 


579 

70 

253 

188 

57 

7 

4 

9 400 


1 009 
195 
533 
219 
54 

4 

4 

a 000 


1 341 
56 
461 
744 
76 
4 

10 700 


553 

86 

246 

152 

57 

8 

4 

8 900 


398 
144 I 
167 
70 
B 

... 

9 

6 lOO 


495 

146 

233 

90 

15 

9 

4 

6 500 


GROSS RENT 


RENTER occupied 
LESS THAN $20. . , 
$20 TO $39 ... . 
$40 TO $59 ... . 
$60 TO $79 ... . 
$80 TO $99 .... 
$100 TO $119 . . , 
$120 OR MORE . . . 
NO CASH RENT . , . 
MEDIAN 


DOLLARS 


1 299 

*50 

92 

228 

551 

296 

62 

20 

94 


67 

5 

10 

5 

S 

*37 

5 


S3 


29 

13 

21 

12 

8 


164 

**3 

16 

7 

17 

11 

106 

4 


356 


330 


29 

61 

102 

116 

10 

7 

31 

75 


24^ 

72 

63 

74 

39 

27 

31 

78 


373 

5 

82 

129 

94 

25 

*23 

54 


422 

7 
107 
168 
105 

8 
4 

*23 

48 


456 

*17 

105 

186 

68 

47 

21 

12 

71 


302 

4 

25 

81 

71 

58 

34 

*29 

67 


410 

11 

61 

89 

99 

62 

30 

18 

40 

64 


369 

16 

84 

103 

89 

40 

4 

13 

20 

56 


CONTRACT RENT 

renter OCCUPIED, . , . , 
MEDIAN 


DOLLARS . 


I 279 
82 


62 


75 


325 

52 


299 
62 


350 

39 


399 

38 


444 

61 


273 

50 


370 

31 


349 

39 
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Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

RICHMOND 

RIVER- 

VIEW 

ROCK 

HILL 

ST CLAIR 

■ — ■ 

STE 

GENE- 

VIEVE 

ST JOHN 

SALEM 

SHREWS- 

BURY 

SLATER 

SUGAR 

CREEK 

SULLIVAN 

ALL HOUSING UNITS . , 

1 852 

1 052 

1 956 

932 

1 366 

2 177 

1 571 

1 394 

1 116 

807 

1 385 

YEAR STRUCTURE BUILT 












1955 TO MARCH I960 

183 

124 

380 

149 

120 

365 

191 

124 

51 

116 

237 

1950 TO 1954 

160 

130 

544 

168 

178 

499 

107 

370 

44 

120 

243 

1940 TO 1949 . * • . 

151 

281 

518 

215 

198 

435 

449 

356 

30 

110 

264 

1939 OR EARLIER . 

1 358 

517 

514 

400 

870 

878 

024 

544 

991 

461 

641 

HEATING EQUIPMENT 












STEAM OR HOT WATER 

118 

40 

51 

15 

86 

188 

20 

130 

117 

37 

55 

WARM AIR FURNACE . . . . 

610 

BS8 

1 870 

594 

896 

1 B03 

468 

1 248 

375 

503 

506 

built-in room units 

452 

32 

20 

31 

44 

145 

68 

16 

104 

124 

141 

OTHER MEANS WITH FLUE 

655 

84 

10 

280 

296 

37 

976 

... 

474 

139 

642 

OTHER MEANS WITHOUT FUUe 

17 

8 

5 

4 

40 

4 

35 

. . . 

29 

4 

37 

NONE 

... 

... 

... 

8 

,4 

... 

4 


17 

... 

4 

POPULATION 












POPULATION IN HOUSING UNITSt 1960 

4 575 

3 699 

6 497 

2 711 

4 420 

7 301 

3 808 

4 723 

2 745 

2 663 

4 062 

PER OCCUPIED UNIT 

2.7 

3.6 

3.5 

3.0 

3,4 

3.5 

2.6 

3.4 

2.6 

3,4 

3,0 

OWNER 

2.8 

3.7 

3.5 

3,0 

3.6 

3.5 

2.6 

3.5 

2.7 

3,5 

3,0 

RENTER . 

2.5 

3.5 

3.2 

3.2 

3.0 

3.0 

2.7 

3.0 

2.4 

3.3 

3,1 

ALL OCCUPIED UNITS . 

1 698 

1 018 

1 870 

S89 

1 287 

2 115 

1 443 

1 372 

1 045 

775 

1 336 

PERSONS 












1 PERSON 

369 

64 

99 

154 

177 

139 

312 

97 

241 

76 

223 

2 PERSONS. 

592 

271 

519 

266 

345 

581 

529 

433 

402 

205 

394 

3 PERSONS 

293 

209 

391 

160 

215 

462 

245 

277 

160 

161 

260 

4 PERSONS 

227 

200 

418 

151 

208 

441 

199 

243 

107 

146 

214 

5 PERSONS 

126 

131 

261 

80 

157 

266 

83 

150 

71 

83 

129 

6 PERSONS 

54 

68 

112 

42 

86 

126 

49 

91 

36 

60 

65 

7 PERSONS 

19 

43 

44 

19 

48 

61 

16 

37 

17 

30 

37 

a PERSONS OR MORE 

18 

32 

26 

17 

51 

37 

10 

44 

11 

14 

14 

MEDIANi 












ALL OCCUPIED 

2.3 

3.3 

3.3 

2.7 

3, 1 

3.2 

2.3 

3.1 

2.2 

3.2 

2.7 

OWNER. ......... 

2.3 

3.3 

3.4 

2.5 

3.1 

3.3 

2.2 

3.0 

2.2 

3.2 

2.5 

RENTER 

2.1 

... 

... 

3.0 

3.0 

2,6 

2.3 

... 

2.2 

3.1 

3.1 

PERSONS PER ROOM 


1 










1.00 OR LESS 

1 575 

858 

1 739 

761 

1 104 

1 878, 

1 326 

1 249 

974 

659 

1 182 

l.Ol OR MORE ...» , 

123 

160 

131 

L2B 

183 

235 1 

i 

117 

123 

71 

116 

154 

YEAR MOVED INTO UNIT 






i 






owner occupied . . . 

1 216 

870 

1 716 

581 

1 004 

1 792 

831 

i 266 

760 

575 

840 

1958 TO MARCH i960 . 

265 

123 

349 

125 

116 

31?' 

182 


124 

106 

250 

1954 TO 1957 .......... 

303 

249 

561 

149 

213 

540' 

189 

360 

143 

100 

171 

1940 TO 1953 

426 

371 

663 

244 

390 

712, 

316 

571 

298 

210 

293 

1939 OR EARLIER 

222 

127 

123 

63 

285 

223 

144 

144 

195 

159 

126 

RENTER OCCUPIED 

482 

148 

154 

308 

283 

321 

612 

106 

285 

200 

496 

1958 To MARCH I960 

275 

76 

105 

178 

137 

223 

333 

55 

181 

132 

343 

1954 TO 1957 

138 

48 

17 

94 

74 

45 

165 

27 

74 

40 

73 

1940 TO 1953 . 

62 

24 

22 

36 

44 

39 

96 

21 

20 

12 

64 

1939 OR EARLIER 

7 

... 

10 

... 

26 

14 

16 

3 

10 

16 

16 

VALUE 






1 






OWNER OCCUPIED 

1 160 

658 

' 1 707 

556 

980 

1 747 ' 

790 

1 246 

727 

543 

789 

LESS THAN S5«000 . 

350 

40 

1 B 

131 

126 

12 

232 

* * * 

321 

66 

155 

$5f000 TO $9i900 

484 

295 

137 

260 

434 

262 

357 

48 

307 

238 

416 

SlOiOOO TO S14f900 

238 

375 

1 541 

119 

320 

1 063 

142 

395 

91 

186 

141 

$15iOOO TO $19»900 . 

56 

97 

1 763 

34 

68 

374 

54 

691 

4 

41 

45 

520.000 TO 524.900 , , 

16 

16 

, 234 

4 

20 

20 1 

5 

96 

4 

8 

28 

525.000 OR MORE 

16 

35 

' 24 

8 

12 

I6i 

• • • 

16 


4 

4 

median dollars . 

7 100 

11 100 

1 15 900 

7 600 

9 300 

12 800 1 

7 000 

15 900 

5 600 

9 300 

7 200 

GROSS RENT 



1 



1 

1 



j 



renter OCCUPIED 

482 

148 

154 

308 

203 

321 

612 

106 

285 i 

200 

496 

LESS THAN 520 

4 

* . ■ 


4 

1 8 

... 

12 

* . . 

19 


8 

520 TO 539 

1 78 

1 B 

3 

3a 

1 54 

3 

175 

3 

56 

4 

60 

540 TO 559 

1 126 

36 

14 

98 

68 

17 1 

230 

14 

84 

40 

140 

560 TO 579 

^ 148 

' 32 

11 

81 

64 

46 i 

112 

18 

87 

60 

176 

580 TO 599 

' 56 

' 16 

26 

66 

45 

55 1 

37 

22 

27 

60 

1 84 

5100 TO 5119 

20 

' 20 

8 

4 

12 

80 

U 

19 

6 

20 

1 ^ 

5120 OR MORE 

• . . 

20 

75 

... 

... 

99 1 

4 

26 

• • . 

4 

... 

NO cash RENT 

50 

16 

17 

17 

32 

21 i 

31 

4 

6 

12 

! 20 

MEDIAN DOLLARS . 

61 

... 

... 

61 

58 

107 

51 

... 

55 

... 

1 64 

CONTRACT rent 











! 

renter OCCUPIED 

432 

132 

^ 137 

291 

251 

300 

581 

102 

279 

188 

1 

476 

median DOLLARS . 

42 

... 

... 

42 

39 

90 

34 

... 

36 

... 

42 


SUNS£T 

HILLS 


1 103 


498 

193 

137 

275 


101 

915 

9 

69 

4 

5 


3 490 
3.3 
3.3 
3.3 


01 

321 

230 

219 

121 

58 

16 

15 


3.1 

3.1 


967 

94 


925 

315 

358 

170 

82 


136 

03 

40 

9 

4 


839 
4 
35 
260 
171 
125 
244 
10 500 


21 

12 

37 

33 

25 


Missouri 


Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
FOR Places of 2,500 to 10,000 Inhabitants: i960 — Con. 

[Some data based on sample; median not shovm where base is insuiBcient; see texL ‘'U” denotes an nninoarporated place. Kob (-*“) ' 
minus (—) after number indicates median above or below that number] 


Vcir Srrucrure Built 
Hearing Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


TRENTON UNION 


valley vandalia warrens- ! WASh- 


WEBB WELLSTDN ! WENTZ- 


WEST WINDSOR WOODSON 


VILLE PLAINS 


all housing units. . . . . 

YEAR structure BUILT 


l<555 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


203 

255 

98 

135 t 

437 

99 

147 

100 

114 I 

345 

90 

181 

1C5 

143 

229 

2 177 

682 

675 

723 i 

i 

1 941 


42 

382 

300 

231 

628 

23 

92 

354 

06 

612 

106 

130 

343 

85 

329 

2 629 

218 

1 200 

684 

48 


HEATING equipment 


STEAM OR HOT WATER • • . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


191 

108 

58 

63 

195 

343 

90 

339 

22 

65 

66 

244 

965 

869 

498 

177 

1 489 

1 619 

389 

1 712 

504 

291 

348 

1 152 

660 

59 

39 

280 

395 

159 

833 

60 

182 

390 

279 

121 

736 

197 

357 

580 

826 

330 

1 202 

603 


1 399 

377 

lOO 

. . . 

7 

26 

12 

38 

52 

131 

67 

j 114 

48 

16 

« • • 

17 

6 

... 

3 

9 

12 

8 

19 


4 

... 

♦ • . 


POPULATION IN HOUSING UNITS* i960. 

PER OCCUPIED unit 

OWNER 

RENTER 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS, . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 

OWNER. . . . 

RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 , . . 
1940 TO 1953 . . . 
1939 OR earlier. . 


RENTER OCCUPIED, 
1958 TO MARCH 1960 , 
1954 TO 1957 , , . . 
1940 TO 1953 . . , . 
1939 OR EARLIER. . . 


owner OCCUPIED 
LESS than $5»000 , 
S5*000 TO S9»900 . 
SlOiOOO TO Sl4i900 
SlStOOO TO S 19 *900 
S20.00Q TO S24i900 
S25i000 OR MORE. . 
MEDIAN 


renter OCCUPIED. 
LESS Than seo. . , . 

S20 TO S39 

S40 TO $59 

S60 TO $79 

S80 TO $99 

SlOO TO $119 . , . . 
S120 OR MORE . . . . 
NO cash rent , , . , 
MEDIAN 


CONTRACT rent 


RENTER OCCUPIED. 
MEDIAN ....... 
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State and Small Areas 


Table 27 .— -Selected Characteristics of Housing Units, for Places of 1,000 to 2,500 Inhabitants: 1960 

rsnmp data based on samole: averaffe not shown where base is insufficient; see text. “U” denotes an unincorporated place] 


ALL HOUSING UNITS BY CONDITION AND PLUMBING 1 

OCCUPIED 

HOUSING 

UNITS 





SOUND 1 

DETERIORATING 1 

DILAP- 

IDATED 


OWNER OCCUR I 

ED 

RENTE 

R OCCUR 

lED 

1. 01 

OR 

MORE 

PER- 

SONS 

PER 

ROOM 

A 

A 

OCCU- V 
PIED H 
BY 

NON- U 
WHITE 

TOTAL 

TOTAL 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 

ING 

SOME 

OR ALL 
FA- 
CILI- 
TIES 

TOTAL 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 

ING 

SOME 

OR ALL 
FA- 
CILI- 
TIES 

POPU- 

LATION 

IN 

HOUSING 

UNITS 

TOTAL 

AVERAGE 

VALUE 

{DOL- 

LARS) 

AVER- 

AGE 

NUM- 

BER 

OF 

ROOMS 

total 

AVER- 

AGE 

GROSS 

RENT 

(DOL- 

LARS) 

AVER- 

AGE 

NUM- 

BER 

OF 

ROOMS 

469 

768 

387 

524 

351 

451 

36 

73 

81 

178 

42 

84 

39 

94 

1 

66 

1 082 

1 662 

317 

480 

7 000 

7 500 

5.1 

5.6 

113 

192 

... 

4.2 

4.4 

26 

22 

’*1 

491 

301 

245 

56 

154 

62 

92 

36 

1 075 

320 

6 000 

5.4 

110 

. • • 

4.7 

26 

10 

341 

334 

334 


6 

6 

• » a 

1 

1 129 

319 

14 000 

5.3 

19 

50 

. . . 

25 

. . • 

669 

593 

461 

132 

52 

17 

35 

24 

1 531 

388 

6 500 

5.4 

203 

4.0 

38 

1 

380 

277 

249 

28 

93 

54 

39 

10 

1 016 

237 

8 000 

5,2 

1 16 

• . « 

4, 1 

20 

. • . 

684 

683 

683 


1 

1 

• . • 

. . . 

2 3B8 

647 

23 000 

6.2 

32 

. • . 

• . . 

17 

. . . 

547 

376 

309 

67 

141 

55 

86 

30 

1 578 

349 

5 000 

4,8 

171 

• • • 

4.2 

65 

. « , 

437 

360 

277 

83 

49 

13 

36 

28 

1 222 

311 

6 000 

5,0 

108 

• . * 

3.7 

56 

• . . 

548 

493 

384 

109 

54 

9 

45 

1 

1 306 

368 

6 000 

5.2 

142 

. . » 

3,9 

32 

... 

722 

536 

525 

U 

166 

132 

34 

20 

1 879 

378 

12 000 

5,0 

289 

70 

3.8 

72 

*52 

612 

435 

356 

79 

98 

56 

42 

79 

1 493 

346 

7 500 

5.2 

206 

. • f 

3,9 

50 

432 

352 

311 

41 

63 

36 

27 

17 

1 191 

282 

9 500 

5.2 

107 

. . . 

3.7 

46 

1 

639 

333 

305 

28 

276 

158 

iia 

30 

1 467 

415 

5 500 

5.0 

196 

. ( . 

4,2 

30 

• « . 

5l4 

435 

370 

65 

69 

35 

34 

10 

1 284 

307 

7 500 

5.2 

170 

. . . 

3.5 

39 

. . . 

464 

407 

407 

... 

56 

56 

• . . 

1 

1 714 

407 

15 500 

5.1 

41 

• • . 

• . • 

73 

1 

540 

514 

462 

52 

19 

5 

14 

7 

1 405 

332 

9 000 

4.7 

170 

. • . 

3,9 

49 

* * ! 

720 

619 

444 

175 

81 

13 

68 

20 

1 899 

490 

5 000 

5.1 

186 

. . • 

4.3 

56 

1 

428 

328 

311 

17 

79 

66 

13 

21 

1 220 

323 

5 500 

4.8 

78 

* • ■ 

4*2 

34 

. * * 

573 

383 

361 

22 

iia 

63 

35 

72 

1 443 

436 

4 000 

4,8 

94 

. . . 

3,8 

40 

. • » 

594 

544 

503 

41 

49 

19 

30 

1 

1 433 

360 

8 000 

5,2 

189 

... 

4,0 

33 

, . • 

473 

417 

394 

23 

52 

49 

3 

4 

1 493 

375 

12 000 

5.2 

88 

* * . 

3,9 

42 

2 

493 

297 

243 

54 

145 

60 

85 

51 

1 103 

325 

5 000 

5,5 

124 

« • • 

4,3 

28 

18 

369 

226 

157 

69 

76 

a 

68 

67 

1 049 

189 

• • • 

4.8 

163 

. • * 

4.0 

56 

6 

439 

365 

359 

6 

50 

48 

2 

24 

1 423 

318 

12 500 

4.9 

102 

... 

3,0 

55 

1 

514 

483 

433 

50 

22 

8 

14 

9 

1 331 

408 

7 000 

5.4 

90 

* . • 

5. 1 

19 

* * J 

426 

420 

419 

1 

5 

5 

• « . 

1 

1 430 

370 

16 000 

5.1 

36 

. • • 

, , , 

43 

1 

549 

549 

549 


... 

« . « 

• . . 

. a , 

1 763 

528 

12 000 

4.6 

20 

51 

. , • 

51 

• . • 

683 

563 

487 

76 

66 

36 

30 

54 

1 663 

393 

8 000 

4.9 

230 

3,6 

49 

• . i 

771 

585 

537 

48 

121 

82 

39 

65 

2 308 

587 

7 000 

5.0 

139 

• . . 

4,0 

72 

• » • 

580 

407 

352 

55 

123 

67 

56 

50 

1 473 

291 

7 500 

4.8 

218 

57 

3.7 

51 

... 

635 

489 

433 

56 

125 

69 

56 

21 

1 421 

391 

7 500 

5.2 

189 

• . . 

4,0 

24 

1 

569 

284 

249 

35 

191 

120 

71 

94 

1 457 

377 

8 000 

5,5 

171 

... 

4,0 

39 

5 

463 

462 

462 


1 

1 

, , , 

* • . 

1 428 

300 

12 000 

5.1 

93 


4.1 

39 

*44 

605 

415 

340 

75 

114 

46 

68 

76 

1 468 

378 

7 500 

4.7 

163 


3,7 

62 

600 

535 

351 

184 

55 

9 

46 

10 

1 818 

406 

4 500 

4.9 

160 

... 

3.7 

100 

* . • 

329 

254 

212 

42 

46 

22 

24 

29 

1 033 

256 

5 000 

4.6 

67 

f . . 

4.0 

51 

. . • 

395 

333 

284 

49 

45 

14 

31 

17 

1 124 

221 

11 500 

5,0 

125 

, . • 

4,0 

49 

* . i 

403 

664 

400 

522 

394 

455 

6 

67 

3 

126 

i 

4a 

2 

78 

16 

1 119 
i 608 

373 

443 

12 000 
7 500 

4.5 

5.6 

27 

183 

1 


3!9 

24 

31 

*15 

452 

314 

183 

131 

112 

7 

105 

26 

1 411 

167 

5 000 

5.0 

255 

38 

4.3 

73 

1 

438 

275 

254 

21 

121 

52 

69 

42 

1 192 

293 

7 500 

5.3 

112 

. . . 

3.8 

44 

07 

655 

479 

299 

lao 

145 

28 

117 

31 

1 766 

478 

4 000 

4.5 

100 

• * , 

3.7 

91 

1 

420 

1 265 

232 

33 

141 

61 

80 

14 

1 051 

307 

7 000 

5.8 

80 

• . • 

4.9 

16 

9 i • 

332 

332 

332 

... 

* * . 

. • . 

... 

• . • 

1 096 

309 

17 000 

5.6j 

18 

• . * 

, , . 

11 

*13 

526 

1 316 

276 

40 

157 

81 

76 

53 

1 172 

338 

6 500 

5,3 

138 

• » • 

4,0 

27 

718 

632 

517 

115 

ao 

26 

54 

6 

1 694 

462 

7 000 

5,6 

219 

... 

4.0 

26 

1 

562 

493 

433 

60 

48 

17 

31 

21 

i 767 

403 

7 500 

4.6 

111 

• • • 

4, 1 

96 

16 

795 

540 

491 

49 

220 

145 

75 

35' 

1 920 

555 

6 500 

5.2 

205 

• ♦ • 

4, 1 

50 

14 

634 

519 

449 

70 

87 

33 

54 

28 

1 620 

355 

9 500 

5,4 

203 

... 

4.0 

45 

• » . 

567 

436 

348 

BB 

87 

29 

58 

44 

1 445 

393 

5 500 

5,0 

119 

... 

4.0 

53 

72 

410 

304 

258 

46 

42 

21 

21 

64 

1 174 

298 

5 000 

5.0 

80 

... 

3.8 

44 

1 

480 

411 

374 

37 

52 

16 

36 

17 

1 286 

272 

10 000 

5.4 

163 

68 

4.0 

46 

8 

838 

514 

475 

39 

277 

154 

123 

47 

2 109 

550 

7 500 

5.4 

225 

4.4 

45 

2 

454 

370 

335 

35 

82 

42 

40 

2 

1 009 

313 

7 500 

S.2 

95 

« . . 

4.0 

20 

• . . 

725 

590 

561 

29 

130 

76 

54 

5 

2 292 

423 

10 000 

4,6 

265 

78 

3,6 

131 

36 

454 i 

258 

244 

14 

166 

97 

69 

30 

1 347 

354 

7 000 

5,2 

02 

t . * 

4,6 

49 

56 

950 

665 

805 

00 

59, 

27 

32 

6 

1 499 

427 

17 500 

5,2 

60 

• * . 

4.4 

4 1 

1 

593 

413 

366 

47 

149 

95 

54 

31 

1 357 

439 

6 000 

5,3 

125 

• * . 

4, 1 

22 

• . . 

384 

316 

266 

50 

49 

10 

39 

19 

1 006 

298 

6 500 

5,4 

63 

... 

4.7 

24 

23 

458 

293 

248 

45 

129 

69 

60 

36 

1 343 

377 

4 000 

4,9 

59 

... 

4.3 

52 


436 

309 

191 

118 

79 

4 

75 

48 

1 216 

265 

5 000 

4,8 

127 

. • • 

3.7 

62 

60 

380 

301 

273 

28 

65 

20 

45 

14 

1 043 

239 

10 000 

5.1 

123 

• • . 

3.4 

34 

. . . 

572 

458 

440 

18 

87 

55 

32 

27 

1 903 

431 

16 500 

5.4 

96 

• • . 

4,0 

62 

3 

466 

430 

381 

49 

32 

20 

12 

4 

1 203 

309 

6 000 

5.3 

126 

. t . 

4,3 

41 

• * . 

853 

782 

639 

143 

37 

8 

29 

34 

2 201 

588 

7 500 

5.1 

209 

• . t 

4.0 

60 

, . * 

392 

333 

328 

5 

54 

46 

8 

5 

1 260 

269 

9 500 

4.6 

112 

* • • 

3.8 

52 

• • « 

829 

653 

581 

72 

147 

104 

43 

29 

2 059 

602 

8 500 

5.5 

195 

• * * 

4.0 

48 

2 

684 

492 

390 

102 

101 

45 

56 

91 

1 664 

476 

6 000 

5,3 

170 

• . . 

3.8 

44 

• . * 

817 

667 

532 

135 

101 

36 

65 

49 

2 304 

559 

7 500 

5.3 

208 

.. . 

4. 1 

84 

77 

770 

481 

448 

33 

214 

116 

98 

75 

1 863 

488 

7 500 

5,1 

217 

64 

4.0 

45 

68 

492 

311 

176 

135 

125 

24 

101 

56 

1 417 

321 

4 000 

4.7 

136 

. . ■ 

3,7 

68 

... 

537 

449 

359 

90 

74 

26 

46 

14 

1 215 

365 

6 000 

5,4 

134 

. , • 

4.3 

16 

, • . 

908 

745 

704 

41 

125 

96 

29 

38 

2 369 

580 

7 500 

5. 1 

273 

57 

4.0 

60 

1 4 

400 

345 

300 

45 

48 

34 

14 

7 

1 096 

269 

6 500 

5,0 

113 

* . • 

4.0 

44 

27 

443 

329 

291 

38 

67 

43 

24 

47 

1 223 

323 

10 000 

5,3 

101 

• . • 

3.9 

29 

15 

388 

291 

265 

26 

63 

31 

32 

34 

1 100 

299 

9 000 

5.0 

79 

• • • 

4,0 

42 

1 

419 

408 

407 

1 

7 

5 

2 

4 

1 410 

367 

20 000 

6.0 

41 

• • * 

• • * 

14 

5 

846 

586 

543 

45 

232 

153 

79 

26 

2 034 

520 

9 000 

5,4 

243 

62 

4,0 

47 

21 

388 

180 

174 

6 

111 

BO 

31 

97 

1 085 

294 

5 000 

5.0 

81 

. * • 

4.6 

32 

• • . 

503 

196 

179 

17 

225 

149 

76 

82 

1 054 

246 

• • • 

5.1 

194 

50 

i 3.6 

33 

i 4 

862 

783 

647 

136 

72 

28 

44 

7 

2 370 

596 

9 OOG 

1 5.3 

235 

55 

4.2 

63 

, . . 

590 

521 

452 

69 

65 

21 

44 

4 

1 517 

407 

7 50C 

1 4.9 

144 

■ * • 

4.0 

1 41 

1 

604 

382 

329 

53 

174 

98 

76 

48 

1 381 

391 

7 OOC 

> 5.4 

179 

• . . 

3.7 

32 

i 53 

358 

27 B 

246 

32 

54 

36 

18 

26 

993 

155 

• • a 

5.3 

i 180 

• . * 

4.1 

3£ 

i 40 

404 

91 

70 

21 

249 

115 

134 

64 

1 060 

218 

. a a 

4.9 

t 144 

« • . 

4.C 

) 46 

) 37 

439 

439 

439 


. * . 

• . . 

« « a 

1 315 

335 

29 OOC 

> 6,9 

1 69 


4.4 


» ... 

627 

404 

357 

47 

138 

79 

59 

85 

1 555 

413 

7 OOC 

) 5.1 

154 

• * • 

3.7 

’ 5J 

1 

441 

388 

332 

56 

49 

27 

22 

4 

996 

289 

4 50C 

) 5.5 

i 105 

. * « 

4.6 

) 2£ 

) • • . 

> 14 

417 

350 

324 

26 

58 

27 

31 

9 

1 172 

245 

12 OOC 

> 5,2 

i 152 

.. . 

4.C 

) 3£ 


PLACE 


ADRIAN « . . • 
ALBANY . . . . 
APPLETON CITY. 
ARBOR TERRACE. 



BELLE 

BEL-NOR. . . . 
BERNIE . . . . 
BISMARCK . . . 
BLOOMFIELD . • 


BRANSON. . . . 
BRUNSWICK, . . 
BUCKNER. . . . 
BUFFALO. . . » 
CABOOL .... 
CALVERTON PARK 
CAMOENTON, . . 
CAMPBELL . . . 
CARL JUNCTION. 

carterville. . 


CASSVILLE 

CHARLACK 

CLARENCE 

CLARKTON ..... 

CLAYCOMO 

CONCORDIA 

COOL valley. . , . 
COUNTRY CLUB HILLS 

CUBA 

DESLOGE 


DIXON 

DONIPHAN • . . 

EDINA 

EDMUNDSON. . . 
ELSBERRY . . . 
ELVINS .... 
ESTHER .... 
EUREKA . • . , 
FLORDELL HILLS 
GALLATIN . . . 


GIDEON .... 
GLASGOW. . , . 
GRANBY .... 
GRANT CITY . . 
GREENDALE. . , 
GREENFIELD . . 
HAMILTON . . , 
HERCULANEUM (U> 
HOLDEN .... 
HOUSTON. . . . 


HUNTSVILLE . . . 

ILLMO 

IRONTON 

KAHOKA 

KING CITY. . . . 
KNOB NOSTER. . . 
LA GRANGE. . . . 
LAKE LOTAWANA (U) 
LA PLATA .... 
LATHROP 


LEADWOOD (U) , 
LILBOURN . . . 

LINN 

MANCHESTER . . 
MARIONVILLE. . 
MARSHFIELD , . 
MARVIN TERRACE 
MEMPHIS. . . . 

MILAN 

MONROE CITY. . 


MONTGOMERY CITY, 
MOREHOUSE. . . . 
MOUND CITY . . . 
MOUNT VERNON . • 
NEW FRANKLIN . . 
NEW HAVEN. . , . 
OAK GROVE. . . . 

OAKLAND 

ODESSA 

ORAN 


OSCEOLA. . . . 
OWENSViLLE . . 

OZARK 

PARIS 

PARKVILLE. , . 

PARMA 

PASADENA HILLS 
PIEDMONT . . . 
PIERCE CITY, . 
PLATTE CITY, . 


20 

55 

29 

3 

51 

12 

2 


7 

19 


38 

21 

2a 

12 

25 

14 

15 
22 
a 

6 


28 

7 


3 
7 

4 

11 

1 

29 

9 


38 

6 

9 

45 

18 

25 

2 

25 

2 

11 


3 
18 
20 

4 

5 
23 
20 
31 
10 
44 


24 

12 

7 
34 
21 
23 

8 
30 

7 

7 


11 

17 

4 

29 

14 

20 

7 

4 

12 

13 


33 

6 

16 

26 

6 

8 

3 

7 

46 

1 


21 

15 
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19 

17 

8 

14 

4 

1 


Missouri 


27-75 


Table 27. Selected Characteristics of Housing Units, for Places of 1,0CKD to 2,5iX) Inhabitants: I960 — Con. 

[Some data based on sample; average not shown where base is insufScient; see texL ‘'U" denotes an unincorporated pla<»3 


ALL HOUSING UNITS BT CCNDITION ASC 


:ccjp:ed hcusing 


UMTS 


PLACE 

total 


SOUND 


deteriorating 

DIJAP- 

IDATEC 

PCPL- 

L.ATION 

IN 

hCLSI S3 
JMTS 

— 

OWNER OCCJP 

ED 

RENTER OCCUPIED 

1.01 

OR 

MORE 

PER- 

SONS 

PER 

ROOM 

OCCU- 

PIED 

BY 

NON- 

WHITE 

AVAIL- 

ABLE 

VACANT 

HOUS- 

ING 

UNITS 

total 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 
ING 
SOME 
OR ALL 

fa- 

cili- 

ties 

total 

f— n 

WITH 

all 

PLUMB- 

ING 

fa- 

cili- 

ties 

lack- 

ing 

SOME 
OR ALL 
fa- 
cili- 
ties 

-1 

AVERAGE 

VAL-E 

ioo_- 

LARS3 

AVER- 

AGE 

NUM- 

BER 

OF 

ROOMS 

1 

'OTA. 

aver- 

age 

GROSS 

RENT 

{DOL- 

LARS) 

AVER- 

AGE 

NUM- 

BER 

OF 

ROOMS 

plattsburg 

648 

481 

393 

88 

92 

32 

60 

75 


663 

h2S 

a 

ooc 

— 

5.4 

161 


4,0 

62 

64 

37 

pleasant valley 

329 

279 

279 

■ . . 

38 

38 


12 

1 

109 

2h7 

13 

ODC 

5.0 

61 

. . . 

3.9 

42 

... 

13 

PRINCETON 

553 

375 

340 

35 

162 

76 

86 

16 

1 

443 

396 

8 

000 

5.3 

141 

... 

4.0 

44 


9 

REPUBLIC 

554 

510 

469 

4i 

38 

15 

23 

6 

1 

519 

389 

a 

500 

5.0 

120 

... 

4.0 

50 

• • • 

33 

RICH HILL 

773 

646 

412 

234 

96 

29 

6? 

31 

1 

693 

523 

5 

000 

5.0 

164 

• .. 

4,0 

54 

1 

39 

RICHLAND ........ 

603 

498 

446 

52 

90 

54 

36 

15 

1 

662 

312 

s 

000 

5.3 

230 

66 

4.0 

72 

... 

50 

RIVERSIDE 

444 

261 

249 

12 

123 

94 

29 

60 


315 

226 


- T t 

4.7 

ISB 

* f . 

3.2 

83 

. . ■ 

11 

ROCKPORT 

559 

506 

456 

50 

36 

12 

24 

17 


3D8 

369 

9 

000 

5.3 

156 

» f • 

4.0 

22 

T * • 

11 

ST GEORGE 

344 

344 

344 

... 

• • • 

... 


... 

1 

323 

334 

15 

500 

5.0 

7 

* f “ 

... 

56 

, * - 

1 

ST JAMES 

874 

635 

540 

95 

189 

73 

116 

50 

2 

226 

479 

7 

500 

5.0 

317 

56 

4.0 

75 

... 

49 

SALISBURY 

737 

446 

403 

43 

199 

122 

77 

92 

1 

779 

504 

8 

500 

5,4 

193 

> * a 

3.7 

49 

68 

11 

sarcoxie 

440 

418 

320 

98 

21 

6 

13 

1 

1 

C56 

31C 

5 

500 

4.9 

98 

- T « 

4,1 

27 

t ■ ■ 

14 

SAVANNAH ........ 

926 

777 

688 

89 

114 

52 

62 

35 

2 

391 

593 

9 

5CC 

5.5 

259 

59 

4.0 

68 

. • • 

49 

SCOTT CITY 

620 

458 

384 

74 

116 

61 

55 

46 

1 

955 

494 

5 

500 

5.1 

85 

. • . 

4.3 

82 

• • . 

11 

SENATH 

547 

337 

277 

60 

117 

43 

74 

93 

1 

369 

337 

5 

500 

5.0 

180 

... 

3.7 

52 

1 

13 

SENECA 

540 

523 

454 

69 

12 

4 

S 

5 


464 

404 

3 

500 

' 5.0 

95 

... 

4,3 

49 

2 

24 

SEYMOUR 

435 

153 

141 

12 

229 

121 

ice 

1 53 

1 

C29 

26B 

5 

oco 

s.c 

134 

... 

4.0 

37 

a . . 

10 

SHELBINA 

660 

507 

464 

43 

292 

179' 

' 113 

; 51 

2 

057 

6l5i 

8 

ODD 

I 5.4 

i 20 c i 

! ... 

4,1 

39 

21 

22 

smithville 

480 

370 

344 

34 

72 

SC 

22 

30 

1 

254 

330 


• . . 

1 5.1 

I 1311 


3.5 

35 

... 

6 



600 

399 

353 

46 

126 

67 

59 

75 

* 

385 

422! 

5 

500 

I 

1 126! 

... 

4,7 

24 


11 

STEELE 

794 

506 

402 

104 

261 

45 

216! 

2-7 

2 

276 

364; 

7 

000 

■ 4.Bi 

1 i 

3931 

46 

3.7 

112 

’ 77 

15 

STEELVILLE 

446 

148 

145 

3| 

240 

154 

86; 

58 

1 

115 

247! 

7 

500 

1 5.4i 

! 156; 

... 

4.0 

52 

. t • 

15 

SWEET SPRINGS 

556 

457 

384 

73 

77 

30 

47 i 

22 

1 

395 

3S6 

6 

500 

[ 5.4! 

' 124 

... 

4.4 

28 

• . • 

28 

TARKIO 

727 

606 

532 

74; 

69 

45 

441 

32 

2 

004 

493' 

9 

000 

5.8! 

1 201 

i 65 

4.3 

46 

. . * 

13 

Thayer . 

680 

594 

465 

129! 

80 

39 

4I| 

6 

1 

682 

44C * 

6 

000 

1 5.3i 

198 

... 

4.0 

38 

1 

9 

TIPTON 

618 

391 

378 

13! 

196 

141 

55! 

31 

1 

634' 

409: 

9 

500 

! 5.4: 

166 


3,9 

48 

23 

22 

TOWN AND COUNTRY .... 

460 

439 

434 

5 

18 

13 

5i 

3 

1 

440 

395! 

37 

000 

6.91 

34 


. . . 

11 

2 

20 

Troy 

725 

546 

475 

7li 

157 

85 

72 

22 

1 

750 

450 ' 

10 

00 c 

1 4 . 9 I 

23 c 

.. * 

3,5 

46 

25 


UNIONVILLE . 

842 

584 

494 

90| 

192 

93 

99 

j 66 

1 

BBS 

562! 

6 

00 c 

5.4 

225 

43 

4.0 

20 

... 

21 

VELDA village HILLS, . . 

468 

468 

468 

... 

... 

. • « 

...1 

1 

( 

1 

365 

45 s j 

13 

000 

j 4.9i 

12 

... 

... 

21 

... 

1 

VERSAILLES 

626 

533 

492 

41| 

112 

63 

49 

i 181 

; 

997 

514! 

y 

000 

! 5.2 

246 

53 

3.6 

47 

48 

25 

VINITA PARK 

1 622 

524 

524 

• « • 

98 

90 

8 

i 

2 

190 

512! 

' 13 

000 

! 5.4 

96 

I ... 

4.3 

75 

2 

11 

WARRENTON 

' 655 

548 

491 

57 

87 

50 

37, 

20 

1 

765 

4l8i 

: 10 

500 

; 5.3' 

1 213 


4.0 

45 

9 

15 

WARSAW 

1 465 

320 

299 

21 

124 

67 

57! 

21 

1 

041 

277] 

1 7 

500 

! 5.4' 

i 133 ' 

! . • . 

3,7 

24 

1 1 

11 

WARSON WOODS 

' 484 

484 

484 

... 

. . • 

• . . 

i • • • 

• . . 

1 

746 

470 ! 

' 32 

000 

6.7 

i 45?! 

... 

• . . 

7 

! 2 

7 

WAYNESVILLE 

1 944 

692 

647 

45* 

178 

156 

22' 

74 

2 

377 

326 

i ^ 

000 

4.8' 

1 79 

3.1 

180 

4 

58 

wellsville 

570 

399 

373 

26 

119 

71 

48 

52 

1 

507 

376 

1 7 

000 

5.3 

i 160 

... 

4.0 

40 

! 

9 

WESTON 

410 

294 

264 

30 

99 

47 1 

52 ! 

17 

1 

035 

267 j 

1 s 

500 

5.2 

i 129! 

I • . • 

3.8 

30 

4 

4 

WILLOW SPRINGS 

717 

531 

481 

50 

140 

67j 

73 

46 

1 

913 

459] 

i 6 

000 

5.0 

1 216 

i •••! 

4.1 

62 

... 

31 

WINCHESTER 

333 

332 

331 

1 

1 


... 

... 

1 

154 ! 

285 

13 

000 . 

4 . 5 : 

i 18, 

i ...j 

... 

53 



22 


Table 28.- — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMS As: 1960 
[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply- 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

ADAIR 

ANDREW 

ATCHISON 

AUDRAIN 

BARRY 

BARTON 

BATES 

BENTON 

BOLLINGER 

BOONE 

BUTLER 

ALU HOUSING UNITS 

7 

283 

4 

147 

3 

516 

8 

956 

7 

062 

4 

597 

6 

380 

5 

290 

3 

405 

17 

131 

11 

934 

TENURE. COLOR. AND VACANCY STATUS 























OCCUPIED 

6 

580 

3 

622 

3 

043 

8 

271 

6 

339 

3 

908 

5 

657 

3 

109 

2 

798 

15 

939 

10 

915 

OWNER OCCUPIED 

4 

273 

2 722 

1 

B97 

5 

504 

4 

912 

2 

917 

4 

187 

2 

400 

2 

262 

9 

804 

7 

315 

WHITE 

4 

257 

2 

718 

1 

897 

5 

249 

4 

912 

2 

917 

4 

160 

2 

480 

2 

262 

9 

391 

6 

812 

NONWHITE 


16 


4 


. " • 


255 


. . * 


. . . 


27 


■ . . 


* * * 


413 


503 

RENTER OCCUPIED 

2 

307 


900 

1 

146 

2 

767 

1 

427 


991 

1 

470 


629 


536 

6 

135 

3 

600 

WHITE 

2 

286 


900 

1 

146 

2 

541 

1 

427 


991 

1 

461 


629 


536 

5 

586 

3 

344 

NONWHITE 


21 


... 


... 


226 


... 


... 


9 


... 


... 


549 


256 

VACANT . 


703 


525 


473 


685 


723 


689 


723 

2 

101 


607 

1 

192 

1 

019 

YEAR ROUND 


573 


436 


398 


630 


506 


522 


589 


428 


475 

1 

065 


794 

SOUND OR DETERIORATING 


477 


285 


332 


496 


413 


412 


479 


343 


303 


873 


547 

AVAILABLE 


246 


175 


83 


317 


183 


163 


146 


126 


97 


491 


282 

FOR SALE ONLY. 


33 


43 


12 


28 


85 


38 


64 


31 


43 


141 


103 

FOR RENT 


213 


132 


71 


289 


98 


125 


82 


95 


54 


350 


179 

RENTED OR SOLD. AWAITING OCCUPANCY . 


33 


23 


5 


38 


27 


67 


33 


9 


13 


52 


31 

HELD FOR OCCASIONAL USE • 


20 


10 


36 


22 


61 


7 


78 


80 


123 


41 


92 

HELD FOR OTHER REASONS 


178 


77 


208 


119 


142 


175 


222 


128 


150 


289 


142 

dilapidated. ... 


96 


151 


66 


134 


93 


110 


no 


85 


92 


192 


247 

SEASONAL ... 


130 


89 


75 


55 


217 


167 


134 

1 

753 


132 


127 


225 

CONDITION and PLUMBING 























ALL UNITS 

7 

283 

4 

147 

3 

516 

B 

956 

7 

062 

4 

597 

6 

380 

5 

290 

3 

405 

17 

131 

11 

934 

SOUND 

5 

392 

2 

819 

2 

537 

6 

556 

5 

192 

3 

004 

4 

223 

4 

155 

2 

005 

12 

547 

7 

211 

WITH ALL PLUMBING FACILITIES .....* 

4 

339 

2 

054 

2 

208 

5 

530 

3 

769 

2 

249 

2 

945 

2 

099 


876 

11 

302 

5 

241 

LACKING ONLY HOT WATER 


84 


48 


46 


108 


80 


79 


78 


137 


82 


61 


224 

LACKING OTHER PLUMBING FACILITIES. . . . 


969 


717 


283 


918 

1 

343 


676 

1 

200 

1 

919 

1 

047 

1 

184 

1 

746 

DETERIORATING * * 

1 

603 


882 


799 

1 

736 

1 

543 

1 

376 

1 

825 


885 

1 

176 

3 

060 

3 

261 

WITH ALL PLUMBING FACILITIES ...... 


461 


229 


319 


912 


323 


587 


579 


209 


107 

1 

770 


689 

LACKING ONLY HOT WATER 


42 


B 


31 


71 


35 


46 


63 


35 


20 


52 


no 

LACKING OTHER PLUMBING FACILITIES. . , . 

1 

100 


645 


449 


753 

1 

185 


743 

1 

183 


641 

1 

049 

1 

238 

! 2 

462 

DILAPIDATED 


288 


446 


180 


664 


327 


217 


332 


250 


224 

1 

524 

1 

462 

VACANT AVAILABLE FOR SALE 


33 


43 


12 


28 


85 


38 


64 


31 


43 


141 


103 

WITH ALL PLUMBING FACILITIES 


20 


26 


9 


23 


45 


16 


39 


10 


10 


122 


60 

VACANT AVAILABLE FOR RENT. ...... 


213 


132 


71 


289 


98 


125 


82 


95 


54 


350 


179 

WITH ALL PLUMBING FACILITIES 


116 


38 


26 


146 


47 


40 


39 


28 


10 


260 


88 

ALL HOUSING UNITS. ... 

■ 

PHI 

■ 

H 


■ 

8 

956 

7 

062 

4 

597 

6 

380 

5 

290 

3 

405 

17 

131 

11 

934 

WATER SUPPLY 


■ 


■ 

Hi 

H 

















HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

5 

269 

2 

539 

2 

626 

7 

048 

4 

455 

3 

070 

3 

823 

2 

457 

1 

no 

14 

272 

6 

499 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


466 


325 


230 


562 


638 


352 


568 


682 


366 


803 

1 

976 

PIPED WATER OUTSIDE STRUCTURE 


34 


49 


44 


57 


164 


42 


65 


86 


49 


165 


459 

NO PIPED WATER . 

1 

514 

1 

234 


616 

X 

289 

1 

805 

1 

133 

1 

924 

2 

065 

1 

880 

1 

891 

3 

000 

TOILET FACILITIES 























FLUSH TOILET. EXCLUSIVE USE 

5 

091 

2 

456 

2 

662 

6 

970 

4 

338 

3 

072 

3 

784 

2 

679 

1 

127 

13 

901 

6 

539 

FLUSH TOILET. SHARED 


351 


73 


32 


353 


78 


69 


117 


72 


22 


643 


248 

OTHER TOILET FACILITIES OR NONE 

1 

841 

1 

618 


822 

1 

633 

2 

646 

1 

456 

2 

479 

2 

539 

2 

256 

2 

587 

5 

147 

BATHING FACILITIES 























BATHTUB OR SHOWER. EXCLUSIVE USE 

5 

006 

2 

416 

2 

667 

6 

837 

4 

282 

3 

030 

3 

781 

2 

526 

1 

118 

13 

663 

6 

394 

BATHTUB OR SHOWER. SHARED 


331 


73 


32 


335 


90 


73 


117 


77 


22 


646 


270 

NO bathtub or shower 

1 

946 

1 

656 


817 

1 

784 

2 

690 

1 

494 

2 

482 

2 

687 

2 

265 

2 

822 

5 

270 

ROOMS 























1 ROOM 


286 


101 


34 


226 


78 


75 


44 


563 


37 ^ 


660 


258 

2 ROOMS , 


499 


96 


64 


324 


305 


101 


162 


766 


103 1 

1 

082 


726 

3 ROOMS 


988 


313 


231 


832 


702 


278 


524 


852 


263 

2 

606 

1 

543 

4 ROOMS 

1 

636 


987 


719 

2 

540 

1 

993 

1 

089 

1 

541 

1 

137 


917 1 

4 

365 

4 

559 

5 ROOMS 

1 

797 

1 

043 


807 

2 

509 

1 

872 

1 

321 

1 

707 


915 


956 

3 

763 

2 

941 

6 ROOMS 

1 

083 


707 


660 

1 

515 

1 

295 


943 

1 

153 


552 


732' 

2 

501 

1 

207 

7 ROOMS 


588 


442 


435 


514 


484 


451 


643 


292 


234 

1 

194 


379 

8 ROOMS OR MORE 


406 


458 


546 


496 


335 


339 


506 


213 


163 


960 


321 

MED I AN t 























ALL UNITS . , . 


4.6 


5.1 


5.4 


4.7 


4,7 


5.1 


5,0 


3.9 


4.9 


4.5 


4.3 

OWNER OCCUPIED 


5.1 


5.2 


5.6 


5.0 


5,0 


5.3 


5*2 


4.9 


5,1 


5.1 


4.5 

RENTER OCCUPIED 


3.5 


4.7 


5.1 


4,2 


4.1 


4.7 


4.6 


4.2 


4.6 


3.6 


3.9 

UNITS IN structure 
























5 

938 

3 

990 

3 

377 

7 

799 

6 

714 

4 

434 

6 

075 

5 

169 

3 

353 

13 

294 

n 

212 



238 


73 


31 


505 


166 


53 


136 


44 


15 

1 

059 


202 

3 AND 4 . . 


332 


. . . 


31 


252 


52 


42 


26 


31 


9 


765 


221 

5 TO 9 


258 


18 


20 


119 


58 


33 


97 


9 


6 


324 


96 

10 OR MORE 


319 


10 


5 


205 


i • . 


... 


6 


• . * 


5 


685 


61 

TRAILERl ON PERMANENT FOUNDATION 


32 


4 


20 


13 


. . . 


4 


4 


8 


5 


20 


27 

MOBILE • * . . 


166 


52 


32 


63 


70 


31 


36 


29 


12 


784 


95 

YEAR STRUCTURE BUILT 























1959 TO MARCH i960 . 


232 


88 


69 


223 


133 


48 


129 


256 


63 

1 

166 


315 

1955 TO 1958 


457 


142 


144 


604 


436 


213 


294 


925 


193 

2 

520 


905 

1950 TO 1954 


520 


231 


164 


870 


526 


289 


400 


743 


249 

1 

679 

1 

621 

1940 TO 1949 


5B9 


281 


294 


979 


963 


445 


530 


610 


567 

2 

230 

3 

015 

1930 TO 1939 


705 


390 


247 


905 


897 


386 


468 


428 


473 

2 

240 

2 

200 

1929 OR EARLIER 

4 

780 

3 

015 

2 

598 

5 

367 

4 

105 

3 

216 

4 

539 

2 

328 

1 

840 

7 

276 

3 

878 

BASEMENT 

1 






















BASEMENT 

3 

191 

1 

813 

2 

001 

3 

121 

1 

237 


846 

1 

421 

1 

336 


982 

7 

596 

1 

923 

CONCRETE SLAB 


372 


151 


186 

1 

117 

1 

739 


801 


670 

1 

010 


456 

2 

569 

2 

065.. 

OTHER . . , . 

3 

720 

2 

133 

1 

327 

4 

718 

4 

086 

2 

950 

4 

289 

2 

944 

1 

967 

6 

966 

7 

946 



Missouri 


27-77 


Table 28 . — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA's: 1960--Con. 

[Some data based on sample; see text. Median not i^own where is than 200] 


Tenure by Color, 
Viiuncy Status 
Condition Sc Plumb. 
Water Suf?ply 
Tojlct Facilities 
Bathing Faciiities 


Rooms 

Units in Structure 
Trailer 

Year Stiucturc 
Built 
Basement 


SUBJECT 


all housing units. , 

tenure* color* and vacancy status 


OCCUPIED .... 
OWNER OCCUPIED 


WHITE, . . . 

nonwhite . . 
RENTER OCCUPIED 
WHITE. . . . 
nonwhite . . 


VACANT . 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

for sale only 

FOR RENT 

rented or solo* awaiting occupancy 

held for occasional use 

held for other reasons . 

dilapidated 

seasonal 


condition and plumbing 

all UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . * . • . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . . 

deteriorating . • . 

WITH ALL PLUMBING FACILITIES , . . . . 

LACKING ONLY HOT WATER 

lacking OTHER PLUMBING FACILITIES. . . 
dilapidated 

VACANT AVAILABLE FOR SALE. , . « . , 
WITH ALL PLUMBING FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH all plumbing FACILITIES 


ALL HOUSING UNITS . , . < 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE , . 
PIPED WATER OUTSIDE STRUCTURE 

NO piped water . • . 

TOILET facilities 

FLUSH TOILET* EXCLUSIVE USE 

FLUSH TOILET* SHARED 

other TOILET FACILITIES OR NONE 

BATHING FACILITIES 

bathtub or shower* EXCLUSIVE USE ... . 

bathtub or SHOWER* SHARED 

NO bathtub or shower t 

rooms 


1 ROOM . 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS . 

7 ROOMS 

8 ROOMS OR MORE 

MED I AN I 

ALL UNITS 

owner occupied ...... 

RENTER OCCUPIED. * . 

UNITS IN structure 


1 

2 

3 AND 4 

5 TO 9 

10 OR MORE 

TRAILER; ON PERMANENT FOUNDATION. . . . 

mobile 

YEAR STRUCTURE BUILT 

1959 TO MARCH i960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 « 

1929 OR EARLIER 


BASEMENT 


CALDWELL 

CALLAWAY 

CAMDEN 

GIRAR- 

CARROLL 

CARTER 

CASS 

CEDAR 

C?ifiR!TCN 

CHRIS- 

CLARK 

CLINTON 




DEA’J 






TIAN 



3 627 

7 170 

5 689 

13 735 

5 264 

1 587 

9 824 

4 013 

5 006 

4 341 

3 266 

4 398 

3 213 

6 455 

3 106 

12 871 

4 740 

1 293 

a 973 

3 347 

4 324 

3 971 

2 847 

3 984 

2 415 

4 622 

2 436 

9 239 

3 348 

925 

5 874 

2 492 

3 177 

3 161 

2 104 

2 875 

2 415 

4 322 

2 427 

9 103 

3 297 

925 

5 855 

2 488 

2 998 

3 157 

2 104 

2 800 

... 

300 

9 

136 

51 

, » . 

19 

4 

179 

4 

... 

75 

798 

1 833 

670 

3 632 

1 392 

368 

3 099 

B55 

1 147 

810 

743 

1 109 

798 

1 686 

666 

3 417 

1 358 

368 

3 056 

855 

1 072 

810 

743 

: 091 

... 

147 

4 

215 

34 


43 

... 

75 

... 

... 

18 

414 

715 

2 583 

864 

524 

294 1 

851 

666 

682 

370 

419 

414 

364 

620 

1 251 

783 

444 

102) 

705 

630 

554 

297 

329 

297 

329 

456 

1 192 

562 

380 

90 

598 

519 

377 

237 

250 

236 

121 

212 

103 

326 

172 

36; 

397 

152 

172 

90 

120 

109 

20 

63 

44 

149 

39 

32 

109 

39 

32 

37 

33 

32 

101 

149 

59 

177 

135 

4 

288 

113 

140 

53 

87 

77 

15 

n 

28 

49 

31 

3 

42 

14 

15 

20 

39 

14 

40 

47 

968 

37 

44 

15 

35 

60 

50 

45 

27 

24 

153 

186 

93 

150 

133 

36 

124 

293 

140 

82 

64 

89 

35 

164 

59 

221 

64 

12 

107 

111 

177 

60 

79 

61 

50 

95 

1 332 

81 

80 

192 

146 

36 

126 

73 

90 

117 

3 627 

7 170 

5 689 

13 735 

5 264 

1 587 

9 824 

4 013 

5 006 

4 341 

3 266 

4 398 

2 814 

4 406 

4 628 

10 527 

3 725 

1 116 

7 617 

2 402 

2 614 

3 237 

1 789 

3 134 

1 834 

3 494 

3 172 

8 850 

2 873 

400 

6 301 

1 486 

1 B81 

2 233 

1 265 

2 439 

51 

73 

114 

228 

67 

47 

101 

52 

53 

81 

20 

101 

929 

839 

1 342 

1 449 

765 

669 

1 215 

864 

680 

923 

504 

594 

759 

2 041 

912 

2 173 

1 311 

375 

1 630 

i 265 

1 766 

900 

1 134 

884 

146 

825 

144 

942 

355 

29 

692 

282 

539 

130 

334 

304 

16 

32 

34 

121 

53 

B 

16 

36 

45 

20 

21 

35 

577 

1 184 

734 

1 110 

903 

338 

922 

947 

1 182 

750 

779 

545 

74 

723 

149 

1 035 

223 

96 

577 

346 

626 

204 

343 

380 

20 

63 

44 

149 

39 

32 

109 

39 

32 

37 

33 

32 

9 

34 

23 

130 

16 

3 

78 

12 

9 

19 

10 

22 

101 

149 

59 

177 

133 

4 

288 

113 

140 

53 

87 

77 

23 

87 

22 

107 

29 

... 

187 

61 

40 

14 

12 

32 


tm 

5 689 

13 735 

5 264 

1 587 

9 824 

4 013 

5 006 

4 341 

3 266 

4 398 



3 407 

10 481 

3 514 

465 

7 444 

1 995 

2 813 

2 589 

1 799 

3 047 

302 

602 

458 

1 176 

459 

196 

561 

401 

429 

494 

199 

441 

21 

35 

104 

202 

35 

33 

78 

94 

64 

192 

17 

59 

1 114 

1 751 

1 720 

1 874 

1 256 

893 

1 741 

1 1 523 

1 700 

1 066 

1 251 

851 

2 134 

4 725 

3 557 

10 556 

1 3 473 

502 

7 346 

1 954 

2 660 

2 559 

1 728 

3 049 

41 

199 

28 

446 

58 

8 

174 

I 136 

112 

7 

36 

109 

1 452 

2 246 

2 104 

2 731 

1 733 

1 077 

2 304 

1 923 

2 234 

1 775 

1 502 

1 240 

2 096 

4 573 

3 492 

10 403 

3 427 

468 

7 321 

1 886 

2 629 

2 521 

i i 7W 

3 003 

59 

203 

16 

424 

66 

8 

169 

132 

112 

7 

49 

109 

1 472 

2 394 

2 181 

2 908 

1 771 

1 091 

2 334 

1 995 

2 265 

1 813 

1 517 

1 ZB6 

24 

113 

414 

165 

59 

53 

146 

129 

72 

47 

33 

65 

70 

350 

961 

533 

135 

93 

316 

212 

181 

172 

82 

109 

226 

741 

1 254 

1 324 

444 

230 

1 075 

459 

408 

479 

215 

392 

556 

1 930 

1 581 

3 641 

1 104 

519 

2 109 

1 215 

1 138 

4 411 

664 

873 

949 

1 799 

834 

3 539 

1 466 

376 

2 943 

978 

1 166 

1 076 

819 

1 167 

770 

1 235 

402 

2 338 i 

1 079 

201 

1 848 

647 

1 081 

636 

679 

890 

583 

559 

152 

1 208' 

556 

68 

844 

230 

525 

298 

393 

454 

469 

463 

71 1 

987 

421 

47 

543 

143 

435 

222 

381 

428 

5,5 

4.8 

3.6 

4.8 

5.1 

4.3 

4.9 

4.5 

5.1 

4,6 

5,3 

5.1 

5.7 

5.1 

4.4 

5.2! 

5,3 

4.6 

5.1 

4.8 

5,4 

4.8 

5,4 

5.4 

5,1 

4,1 

3.7 

3.9 

4.5' 

1 

4.2 

4.7 

4.1 

4,4 

4.1 

5.1 

4.4 

5 415 

6 504 

5 530 

12 057 

5 047 

1 550 

8 7l2 

3 742 

4 714 

4 244 

3 213 

4 120 

95 

289 

34 

863; 

101 

. * . 

224 

98 

180 

40 

♦ • . 

100 

26 

98 

6 

493 

39 

t . • 

197 

56 

44 

5 

... 

57 

48 

109 


173 

29 

. « ■ 

53 

31 

16 

... 

• » ■ 

15 

5 

28 

27 

58' 

5 

15 

26 

53 

11 


... 

60 


38 



* •* 

4 

29 

4 

. • • 

12 

4 

10 

31 

104 

*92 

91 

43 

IB 

583 

29 

41 

40 

49 

36 

44 

234 

206 

446 

88 

52 

1 240 

81 

62 

115 

36 

90 

126 

594 

913 

1 429 

207 

U2 

1 478 

206 

202 

374 

86 

211 


525 

1 687 

1 386 

240 

152 

830 

215 

176 

>51 

151 

218 

138 

798 

1 251 

1 885 

250 

295 

720 

413 

300 

632 

223 

195 

216 

860 

768 

1 762 

324 

293 

760 

350 

362 

566 

372 

204 

3 016 

4 159 

864 

6 827 

4 155 

683 

4 796 

2 718 

3 904 

2 303 

2 398 

3 480 

\ 5A2 

3 002 

1 384 

9 509 

2 259 

162 

3 977 

732 

1 836 

942 

1 306 

) 2 192 

239 

662 

1 014 

733 

418 

176 

799 

508 

377 

1 144 

34C 

) 241 

1 806 

3 506 

3 291 

3 493 

2 587 

1 249 

5 048 

2 773 

2 793 

2 255 

> 1 62C 

> 1 965 


BASEMENT , , 
CONCRETE SLAB 
OTHER. . . , 




Table 28 . — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: 1960 — Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


all housing units . . * . 

TENURE! COLOR f AND VACANCY STATUS 

OCCUPIED ... 

OWNER OCCUPIED 

WHITE . . . 

NONWHITE 

RENTER OCCUPIED 

WHITE 

nonwhite 

vacant 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLDt AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . , . 

DETERIORATING. . . . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . , . 
DILAPIDATED 

VACANT AVAILABLE FOR SALE 

WITH ALL PLUMBING FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES 


ALL HOUSING UNITS 

water SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE 

FLUSH TOILET f SHARED 

OTHER TOILET FACILITIES OR NONE 

bathing FACILITIES 

bathtub or SHOWERt EXCLUSIVE USE 

bathtub or shower I SHARED . 

NO bathtub or SHOWER 

ROOMS 


I ROOM . . 

Z ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN* 

ALL UNITS 

OWNER OCCUPIED 

renter OCCUPIED 

UNITS IN STRUCTURE 


1 

a 

3 AND 

5 TO 9 

10 OR MORE 

TRAILER* ON PERMANENT FOUNDATION 

MOBILE 

YEAR structure BUILT 

1959 TO MARCH 1960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 , 

1930 TO 1939 

1929 OR EARLIER 


BASEMENT 


COLE 

COOPER 

CRAWFORD 

DADE 

DALLAS 

DAVIESS 

D£ KALB 

dent 

DOUGLAS 

DUNKLIN 

FRANKLIN 

GASCO- 

NADE 

12 

039 

5 

457 

5 

494 

3 

155 

3 

680 

3 

969 

2 

896 

4 

172 

3 

546 

12 

940 

15 

595 

4 

672 

11 

420 

4 

938 

4 

122 

2 

646 

3 

211 

3 

407 

2 

487 

3 

486 

2 

945 

11 

687 

13 

483 

4 

030 

7 

682 

3 

345 

2 

927 

2 

087 

2 

597 

2 

544 

1 

964 

2 

492 

2 

328 

5 

876 

9 

779 

3 

058 

7 

469 

3 

155 

2 

927 

2 

071 

2 

597 

2 

528 

1 

964 

2 

492 

2 

328 

5 

752 

9 

672 

3 

058 


213 


190 


* t - 


16 


. . . 


16 


. . . 


. ■ • 


t ■ • 


126 


107 


» . . 

3 

738 

i 

593 

1 

195 


559 


614 


863 


523 


994 


617 

5 

809 

3 

704 


972 

3 

488 

1 

423 

1 

195 


559 


614 


863 


523 


994 


617 

5 

548 

3 

659 


972 


250 


170 


... 


... 


... 


... 


... 


... 


... 


261 


45 


... 


619 


519 

1 

372 


509 


469 


562 


409 


666 


601 

1 

253 

2 

112 


642 


547 


415 


643 


443 


396 


480 


354 


581 


480 


660 


607 


477 


474 


336 


539 


338 


2B8 


425 


256 


427 


391 


453 


687 


434 


304 


131 


164 


lie 


94 


56 


80 


89 


222 


312 


325 


99 


115 


33 


82 


20 


35 


16 


25 


26 


140 


21 


131 


23 


189 


98 


82 


98 


59 


40 


55 


63 


82 


291 


194 


76 


70 


18 


16 


15 


12 


57 


31 


9 


41 


36 


52 


26 


18 


20 


252 


19 


53 


14 


17 


75 


14 


33 


148 


195 


82 


167 


107 


186 


129 


298 


128 


254 


114 


72 


162 


114 


73 


79 


104 


105 


108 


55 


98 


154 


89 


207 


120 


43 


72 


104 


729 


66 


73 


82 


55 


105 


121 


593 

1 

305 


165 

12 

039 

5 

457 

5 

494 

3 

155 

3 

680 

3 

969 

2 

B96 

4 

172 

3 

546 

12 

940 

15 

695 

4 

672 

10 

324 

3 

835 

3 

325 

2 

052 

1 

912 

2 

650 

a 

048 

2 

559 

2 

559 

7 

318 

12 

341 

3 

506 

9 

362 

2 

966 

2 

023 

1 

265 

1 

219 

1 

530 

1 

356 

1 

490 

1 

147 

5 

699 

9 

530 

2 

388 


60 


124 


150 


58 


32 


24 


49 


137 


41 


160 


602 


254 


902 


745 

1 

152 


729 


661 

1 

096 


643 


932 

1 

371 

1 

459 

2 

209 


864 

1 

109 

1 

126 

1 

566 


806 

1 

294 

1 

146 


644 

1 

154 


737 

4 

051 

2 

606 


971 


464 


408 


406 


190 


311 


171 


195 


231 


55 


905 

1 

024 


127 


60 


30 


103 


27 


52 


27 


il 


110 


4 


165 


248 


84 


585 


688 

1 

057 


589 


931 


948 


438 


813 


678 

2 

981 

1 

334 


760 


606 


496 


603 


297 


474 


173 


204 


459 


250 

1 

571 


648 


195 


115 


33 


82 


20 


35 


16 


25 


26 


140 


21 


131 


23 


103 


23 


40 


7 


10 


3 


8 


16 


13 


15 


92 


8 


189 


98 


82 


98 


59 


40 


55 


63 


82 


291 


194 


76 


126 


56 


27 


22 


9 


9 


10 


31 


29 


156 


94 


25 

12 

039 

5 

457 

5 

494 

3 

155 

3 

680 

3 

969 

2 

896 

4 

172 

3 

546 

12 

940 

15 

595 

4 

672 

10 

474 

3 

623 

2 

658 

1 

633 

1 

711 

1 

915 

1 

695 

1 

844 

1 

386 

7 

217 

11 

076 

2 

751 


465 


556 


787 


362 


421 


284 


196 


596 


366 

1 

907 

1 

874 


727 


39 


124 


127 


115 


141 


30 


56 


38 


63 


213 


136 


33 

1 

061 

1 

154 

1 

922 

i 

045 

1 

407 

1 

740 


949 

1 

694 

1 

711 

3 

603 

2 

509 

1 

161 

10 

129 

3 

680 

2 

856 

1 

610 

1 

689 

1 

602 

1 

645 

2 

026 

1 

312 

7 

225 

11 

842 

2 

974 


549 


148 


105 


32 


28 


20 


25 


56 


48 


166 




138 

1 

361 

1 

629 

2 

533 

1 

513 

1 

963 

2 

147 

1 

226 

2 

090 

2 

186 

5 

549 

3 

492 

1 

560 

10 

095 

3 

624 

2 

B16 

1 

596 

1 

658 

1 

799 

1 

664 

1 

997 

1 

309 

7 

077 

11 

597 

2 

897 


540 


140 


113 


32 


24 


20 


21 


67 


48 


166 


241 


142 

1 

404 

1 

693 

2 

565 

1 

527 

1 

990 

2 

150 

1 

211 

2 

108 

2 

189 

5 

697 

3 

757 

1 

633 


i 

228 


109 


142 


24 


51 


34 


16 


46 


33, 


144, 


285 


110 


480 1 


229 


370 


81 


159 


99 


33 


251 


2031 


5581 


865 1 


236 

1 

301 


601 


794 


320 


446 


332 


177 


439 


337 

1 

343 

1 

985 


545 

2 

317 1 

1 

234 

1 

669 


743 

1 

205 


777 


550 

1 

398 

1 

142, 

4 

963: 

4 

3741 

1 

136 

2 

977 

1 

413 

1 

186 ; 


034 


875 

1 

157 


773 


967 


893 

3 

146 

3 

784 

1 

047 

2 

573 


873 


827 1 


589 


612 


744 


645 


720 


570 

1 

800 

2 

682 


886 

1 

222 


589 


311 i 


323 


184 


407 


397 


196 


213 


580 


949 


41P 


941 


409 


195 1 


241 


148 


419 


305 


155 


155 


406 


671 1 


300 


5.1 


4.9 


4.4i 


5.0 


4.5 


5.1 


5.4 


4.5 


4.6 


4.4 


4.6, 


4.8 


5.6 


5.2 


4.9 


5.2 


4.7 


5.3 


5.4 


4.9 


4.9 


4,9 


5.0 


5.2 


4.0 


4.0 


4.0i 


4.7 


4.1 


4.7 


5.6 


4.0 


4.0 


4.1 


4.1 


4.0 

8 

892 

4 

564 

5 

339, 

3 

090 

3 

604 

3 

865 

2 

837 

4 

000 

3 

536 

12 

642 

14 

397 

4 

304 

1 

372 


464 


56 


29 


19 


32 


6 


85 


. • • 


111 


654 


162 


972 


215 


21 , 


10 


23 


17 


5 


29 


6 


70 


154 


89 


449 


68 


23 


10 


14 


* • . 


5 


10 


. • • 


20 


21 


17 


220 


66 


10 


. . . 


• . • 


. • • 


10 


* • • 


. t * 


5 


• • . 


2B 


12 


. . . 


8 


4 


. * . 


a 


6 


20 


. * . 


5 


38 


. 1 • 


122 


80 


37 


12 


20 


47 


27 


28 


4 


87 


331 


72 


627 


142 


172 


25 


104 


65 


52 


131 


35 


308 


744 


124 

1 

346 


260 


475 


134 


256 


136 


71 


316 


146 

1 

Oil 

1 

554 


253 

1 

288 


275 


609 


129 


324 


153 


131 


392 


226 

1 

32? 

2 

046 


547 

1 

215 


391 

1 

252 


239 


683 


245 


141 


957 


682 

3 

121 

2 

595 


616 

1 

565 


445 

1 

007, 


297 


618 


303 


179 


717 


661 

2 

667 

1 

666 


392 

5 

998' 

3 

944 

1 

899' 

2 

331 

1 

695 

3 

067 

2 

322 

i 

659 

1 

776 

4 

510 

6 

790 

2 

740 

9 

739 

2 

947 

1 

277' 


495 


401 


998 

1 

052 

1 

009 


526 


467 

9 

668 

3 

294 


500 


356 


759 


329 


676 


498 


309 


735 


648 

2 

614 

1 

444 


228 

1 

800 

2 

154 

3 

458' 

2 

331 

2 

603 

2 

473 

i 

535 

2 

428 

2 

372 

9 

859 

4 

483 

1 

150 


BASEMENT , • 
CONCRETE SLAB 
OTHER. . . . 


Missouri 


27-79 


Table 28. Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 

Characteristics, por Counties Outside SMSA s: 1960 Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure bv Color, 
Sums 

C-o::iii:on & Plumb. 
Wittr Supply 
Toiiec F.*i;ilirs£s 
B-thir.g F^ciliiics 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


all housing units 

tenure f COLOR* AND VACANCY STATUS 

OCCUPIED ..... 

0*N£R OCCUPIED . . . , 

WHITE . . 

nonwhite 

RENTER OCCUPIED 

*hite. * . . 

nonwhite . , . 

VACANT 

year round . 

sound or deteriorating , . . 

AVAILABLE 

FOR SALE ONLY. .... 

FOR RENT 

RENTED OR SOLDi AWAITING OCCUPANCY , 
held for OCCASIONAL USE, ...... 

held for other reasons . 

DILAPIDATED 

SEASONAL . . 


CONDITION AND PLUMBING 

ALL units 

SOUND 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. , , . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . • 
DILAPIDATED 

VACANT available FOR SALE 

WITH all plumbing FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES 


ALL HOUSING UNITS « . • . 

WATER SUPPLY 

HOT and cold piped WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE . 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE. ••...«« 

FLUSH TOILET, SHARED ..... 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

bathtub or SHOWER, EXCLUSIVE USE . . • . . 
bathtub OR SHOWER* SHARED. 

NO bathtub or shower 

ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MED I AN I 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN STRUCTURE 






3 AND 4 

5 TO 9 

10 OR MORE .... 

TRAILER* ON PERMANENT FOUNDATION 

mobile 

Year structure built 

1959 to march 1960 

1955 TO 1958 . 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


basement 


gentry 

GRUNDY 

HARRISON 

henry 

L . _ 

HICKOPY 

HOl.T 

i 

HOWARD 

HOWELL 

!r: 

3N 

JASPER 

JOHNSON 

KNOX 

3 

720 

5 

000 

4 

915 

7 

649 


984 

3 

375 

3 

698 

7 

9S7 

3 

066 

30 

044 

9 159 

2 624 

3 

209 

4 

422 

4 

184 

6 

74 S 

1 

582 

2 

765 

3 

469 

7 

027 

2 

440 

27 

337 

8 447 

2 270 

2 

412 

3 

307 

3 

061 

4 

B69 

1 

223 

1 

959 

2 

4.t7 

5 

181 

I 

815 

19 

286 

5 489 

1 699 

2 

412 

3 

296 

3 

057 

4 

813 

1 

223 

’ 

959 

2 

242 

K 

165 


815 

19 

041 

5 366 

1 695 


... 


11 


4 


56 




• . • 


205 


16 


. • • 


245 

123 

4 


797 

1 

115 

1 

123 

1 

879 


359 


806 

1 

022 

4. 

846 


625 

8 

051 

2 95s 

571 


797 

1 

115 

1 

123 


851 


359 


S06 


874 

1 

827 


625 

7 

917 

2 842 

571 


... 


... 




28 


... 


... 


148 


19 


... 


134 

116 

... 


511 


578 


731 


901 


4C2 


614 


429 


960 


626 

2 

707 

712 

354 


443 


488 


668 


756 


322 


414 


354 


794 


319 

Z 

499 

583 

258 


311 


431 


527 


612 


252 


269 


246 


659 


190 

2 

054 

441 

214 


123 


198 


191 


376 


91 


89 


92 


299 


35 

1 

467 

281 

61 


43 


68 


16 


77 


35 


18 


25 


75 


18 


487 

48 

19 


80 


130 


175 


299 


56 


71 


67 


224 


17 


980 

235 

42 


16 


25 


72 


19 


1C 


30 


12 


28 


4 


123 

45 

13 


32 


5S 


43 


49 


29 


15 


14 


50 


37 


68 

35 

10 


140 


150 


221 


168 


122 


135 


128 


262 


114 


396 

80 

130 


132 


57 


141 


144 


70 


145 


1C8 


135 


129 


445 

142 

44 


68 


90 


63 


145 


80 


200 


75 


166 


307 


206 

129 

96 

3 

720 

5 

000 

4 

915 

7 

649 

1 

964 

3 

379 

3 

898 

7 

987 

3 

066 

30 

044 

9 159 

2 624 

2 

547 

3 

2SS 

3 

506 

5 

157 

1 

288 

2 

030 

2 

575 

5 

698 

1 

762 

23 

305 

6 584 

1 722 

1 

798 

2 

510 

2 

303 

3 

945 


597 

1 

372 

1 

946 

3 

507 

1 

150 

21 

240 

5 625 

983 


40 


59 


90 


9C 


8 


73 


53 


226 


56 


189 

66 

42 


709 


689 

1 

113 

1 

122 


683 


585 


576 

1 

965 


556 

1 

876 

S91 

697 


832 

1 

621 

1 

124 

I 

949 


6C0 

1 

040 


893 

1 

731 


928 

5 

112 

1 945 

701 


260 


470 


170 


669 


56 


405 


285 


244 


119 

3 

102 

BOO 

186 


S 


90 


24 


60 


20 


13 


64 


75 


19 


145 

20 

31 


564 

1 

061 


930 

1 

220 


524 


622 


544 

1 

412 


790 

1 

665 

1 125 

484 


341 


121 


265 


543 


96 


309 


430 


558 


376 

1 

627 

630 

201 


43 


68 


16 


77 


35 


18 


25 


75 


18 


487 

48 

19 


17 


20 


8 


49 


4 


11 




28 


6 


449 

38 

4 


80 


130 


175 


299 


56 


71 


67 


224 


17 


980 

233 

42 


31 


42 


43 


102 


18 


16 


37 


66 


6 


728 

114 

12 

3 

720 

5 

000 

4 

915 

7 

649 

1 

984 

3 

379 

3 

398 

7 

987 

3 

066 

30 

044 

9 159 

2 624 

2 

298 

3 

391 

2 

642 

5 

037 


710 


975 

2 

463 

4 

041 

1 

350 

26 

448 

7 022 

1 354 


221 


438 


337 


691 


195 


352 


301 


9Z2 


214 

1 

899 

471 

268 


32 


33 


58 


201 


45 


98 


70 


189 


8 


284 

83 

12 

1 

169 

1 

138 

1 

878 

1 

720 

1 

034 


954 

1 

064 

2 

835 

1 1 

494 

1 

413 

1 583 

990 

2 

186 

3 

342! 

2 

683 

4 

945 


689 

1 

960 

2 

464 

4 

212 

1 

387 

25 

826 

6 792 

1 332 


111 


175 


63 


174 


3 


34 


103 


113| 

1 

20 

i 1 

269 

264 

45 

1 

421 

1 

483 

2 

169 

2 

530 

1 

292 

1 

385 

1 

331 

3 

662 

1 

659 

2 

949 

2 103 

1 247 

2 

156 

3 

i 

19l! 

2 

648 

4 

843 


701 

1 

913 

2 

414 

4 

108 

1 

359 

25 358 

6 750 

1 293 


123 


1881 


55 


182 


3 


33 


111 


125; 


16 

1 

278 

267 

49 

1 

441 

1 

621 

2 

212 

2 

624 

1 

280 

1 

433 

1 

373 

3 

754 

1 

691 

3 

408 

2 142 

[ 1 282 


78 


1 

88 


35 


128 


53 


73 


89 


106 


56 


795 

78 

IB 


50 


1491 


135 


258 


69 


97 


191 


403 


137 

1 

588 

399 

104 


241 


410' 


327 


701 


205 


309 


477 


795 


287 

3 

745 

1 114 

189 


638 

1 

047, 


928 

1 

983 


465 


694 


965 

I Z 

528 

1 

126 

8 

264 

2 083 

597 

1 

039 

1 

42bI 

1 

311 

2 

131 


538 


754 


852 

2 

053 


691 

8 

727 

2 636 

670 


865 

1 

044 

, 

026 

1 

365 


371 


724 


695 

1 

221 


486 

4 

097 

1 515 

490 


414 


469 1 


632 


612 


170 


328 


561 


497 


164 

1 

626 

744 

306 


395 


365, 


521 


471 


113 


400 


268 

i 

384 


119 

1 

202 

590 

250 


5.3 


5.ll 


S.3 


4.9 


4,9 

! 

5.2 


4,8 


4,6 


4.4 


4,6 

4,6 

5.1 


5.5 


5,3| 


5.6 


5.1 


5,0 

1 

5.5 


5,2 


4,9 


4.7 


4.9 

5,2 

5.4 


4.8 


4,61 


4.9 


4.3 


4,7 


5.1 


4,0 


4.1 


4.2 


3.8 

4,3 

4,6 

3 

431 

4 

585 

4 

818 

7 

240 

1 

927 

3 

246 

3 

466 

7 

814 

3 

019 

26 

746 

7 764 

2 544 


107 


106 


22 


94 


13 


591 


169 


37 


5 


96B 

506 

21 


44 


136 


23 


146 


• • « 


10 


152 


78 


... 


829 

252 

27 


13 


85 i 


20 


25 


• • . 


22 i 


35 


14 


... 


717 

90 

12 


48 


37 


... 


50 


... 


14 


... 


* * • 


5 


563 

64 

... 


1 1 


8 


8 


13 


• . . 


12 


8 


4 


20 


49 

37 

. . • 


16 


43 


24 


81 


44 


16 


68 

1 


40 


17 


172 

446 

20 


65 


112 


76 


159 


32 


32 


73 i 


234 


94 


798 

306 

14 


92 


159 


184 


521 


144 


121 


136 


627 


255 

i 

987 

1 480 

67 


89 


172 


216 


450 


119 


126 


179 


841 


344 

2 

116 

818 

U9 


121 


222 


316 


586 


252 


189 


274 

1 

533 


593 

3 

085 

490 

112 


269 


356 


364 


670 


184 


157 


336 

1 

336 


667 

3 

146 

632 

114 

3 

084 

3 

979 

3 

759 

5 

263 

1 

253 

2 

754 

2 

900 

3 

416 

1 

113 

18 

912 

5 433 

2 198 

1 

283 

2 

313' 

1 

629 

2 

920 1 


314 

1 

184 

1 

656 

1 

623 


845 

8 

017 

3 920 

901 


444 


353 


BIO 


451 


220 


266 


202 

1 

422 


709 

5 

098 

825 

279 

1 

993 

2 

334 

2 

476 

4 

278 

1 

450 

1 

929 

1 

83B 

4 

942 

1 

512 

16 

929 

4 414 

1 444 


BASEMENT . . 
CONCRETE SLAB 
OTHER, . , . , 


Table 28. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: I960 — Con, 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

LACLEDE 

LAFA- 

YETTE 

, ..... 

LAWRENCE 1 

LEWIS 

LINCOLN 

LINN 

LIVING- 

STON 

MC- 

DONALD 

MACON 

MADISON 

MARIES 

' MARION 

ALL HOUSING UNITS 

6 

703 

9 

010 

8 

510 

3 

864 

6 

294 

6 

737 

5 

953 

4 

773 

6 

737 

3 

518 

2 

578 

1 

747 

TENURE 1 COLOR 1 AND VACANCY STATUS 























j 


OCCUPIED • 

6 

098 

8 

222 

7 

690 

3 

525 

4 

852 

5 

989 

5 

354 

3 

978 

5 

B65 

2 

987 

2 

199 

1 9 

925 

OWNER OCCUPIED 

4 

384 

5 

724 

5 

978 

Z 

603 

3 

633 

4 

751 

3 

702 

3 

046 

4 

533 

2 

324 

1 

696 

1 6 

406 

WHITE 

4 

356 

5 

504 

5 

974 

Z 

524 

3 

506 

4 

690 

3 

613 

3 

010 

4 

464 

2 

316 

1 

696 

1 6 

127 

NONWHITE 


26 


220 


4 


79 


427 


61 


89 


B 


69 


0 


* • . 


279 

RENTER OCCUPIED 

1 

714 

2 

498 

1 

712 


922 

4 

219 

1 

238 

1 

652 


960 

1 

332 


663 


503 

1 ^ 

519 

WHITE 

1 

677 

2 

378 

1 

708 


887 

1 

155 

1 

213 

1 

626 


960 

4 

314 


663 


503 

' 3 

250 

NONWHITE «... 


37 


120 


4 


35 


64 


25 


26 


... 


18 


... 


... 

! 

269 

VACANT 


605 


788 


820 


339 

1 

442 


748 


599 


795 


872 


531 


379 

! 

622 

YEAR ROUND 


543 


694 


726 


269 

1 

240 


579 


484 


618 


727 


356 


299 


632 

SOUND OR DETERIORATING 


473 


591 


558 


495 

I 

123. 


497 


389 


513 


584 


219 


244 

1 

432 

AVAILABLE 


271 


320 


229 


54 


2i0| 


203 


237 


213 


217 


102 


67 


246 

FOR SALE ONLY 


76 


61 


95 


19 


88 


89 


49 


46 


40 


46 


23 


35 

FOR RENT . 


195 


259 


134 1 


35 


122| 


114 


188 


167 


177 


56 


44 


214 

RENTED OR SOLDi AWAITING OCCUPANCY . 


33 


31 


66 


7 


41 


49 


30 


21 


25 


9 


7 


42 

HELD FOR OCCASIONAL USE, ..... . 


43 


44 


24 1 


30 


729 j 


23 


41 


99 


79 


66 


85 


48 

HELD FOR OTHER REASONS 


126 


196 


239 


104 


1«3 


222 


81 


4B0 


263 


42 


85 


96 

DILAPIDATED 


70 


103 


168, 


74 


117 


82 


95 


105 


143 


437 


55 


200 

SEASONAL * 


62 


94 


94 


70 


202 


169 


115 


177 


145 


175 


BO 

! 

190 

CONDITION AND PLUMBING 










i 













! 


ALL UNITS. 

6 

703 

9 

010 

8 

510' 

3 

864 

6 

294* 

6 

737 

5 

953 

4 

773 


737 

3 

518 

2 

578 

1 10 747 

SOUND 

4 

804 

7 

764 

6 

711| 

2 

535 

4 

709 1 

4 

947 

4 

107 

3 

550 

4 

914 

2 

098 

1 

775 

7 

430 

WITH ALL PLUMBING FACILITIES 

3 

358 

6 

109 

5 

478 

1 

835 

2 

635 

3 

838 

3 

238 

2 

513 

3 

163 

1 

570 


791 

1 6 

472 

LACKING only HOT WATER ......... 


171 


123 


107 


57 


157 


120 


52 


52 


64 


78 


74 


419 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

275 

1 

532 

1 

126 


643 

1 

917 


989 


817 


985 

4 

687 


450 


910 

1 

839 

DETERIORATING 

1 

468 

1 

005 

1 

403 

1 

016 

1 

237 

1 

585 

4 

286 


993 

1 

534 


921 


672 

2 

247 

with ALL PLUMBING FACILITIES ...... 


318 


325 


514 


363 


232 


495 


533 


196 


463 


272 


77 

1 1 

258 

LACKING ONLY HOT WATER 


64 


53 


54 


50 


62 


76 


39 


14 


48 


35 


33 


96 

LACKING OTHER PLUMBING FACILITIES, . , , 

1 

086 


627 


835 


603 


943 

1 

014 


714 


783 

4 

053 


614 


562 


893 

dilapidated 


431 


241 


396 


313 


348 


205 


560 


230 


289 


499 


131 

4 

070 

VACANT available FOR SALE 


76 


6J 


95 


49 


88 


89 


49 


46 


40 


46 


23 


35 

WITH all PLUMBING FACILITIES 


40 


32 


62| 


9 


31 


57 


26 


24 


40 


26 


1 


27 

VACANT available FOR RENT 


195 


259 


134 


35 


122' 


114 


188 


167 


177 


56 


44 


214 

WITH all plumbing FACILITIES ....... 


118 


409 


69 


42 


43 i 


39 


70 


64 


36 


25 


10 


423 

ALL HOUSING UNITS 

6 

703 

9 

040 

8 

510 

3 

664 

6 

294 

6 

737 

5 

953 

4 

773 

6 

737 

3 

518 

2 

578 

10 

747 

water supply 

























HOT AND COLO PIPED WATER INSIDE STRUCTURE, 

3 

991 

6 

939 

6 

404 , 

2 

464 

3 

140 ' 

4 

642 

4 

223 

2 

924 

3 

999 


953 


965 

8 

575 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 


719 


696 


656 1 


429 


693 1 


605 


372 


524 


440 


381 


278 

4 

250 

PIPED WATER OUTSIDE STRUCTURE. , 


162 


82 


164 


29 


72 


63 


40 


102 


24 


38 


28 


145 

NO PIPED WATER • . 

1 

B31 

4 

293 

1 

289 i 


942 

2 

389 ! 

1 

347 

1 

318 

4 

223 

2 

277 

1 

446 

4 

307 


777 

TOILET FACILITIES 






1 




i 















FLUSH TOlLETf EXCLUSIVE USE. 

4 

082 

6 

843 

6 

361 

2 

405 

3 

210 i 

4 

740 

4 

084 

2 

917 

3 

834 

2 

072 

1 

030 

a 

693 

FLUSH TOILET. SHARED , . , . 


113 


323 


123 1 


57 


86 , 


403 


198 


22 


134 


53 


30 


499 

other toilet FACILITIES OR NONE. ..... 

2 

508 

1 

874 

2 

026 1 

1 

402 

2 

996 1 

1 

894 

4 

671 

4 

834 

2 

769 

1 

393 

1 

548 

4 

555 

BATHING FACILITIES 

























BATHTUB OR SHOWER i EXCLUSIVE USE , . 

3 

995 

6 

704 

6 

294 

2 

365 

3 

442 

4 

651 

4 

040 

2 

823 

3 

795 

2 

026 

4 

002 

8 

290 

BATHTUB OR SHOWER f SHARED , , 


125 


333 


403 


60 


85 i 


144 


198 


26 


130 


57 


30 


499 

NO bathtub OR shower 

2 

583 

1 

976 

2 

413 

1 

439 

3 

067 i 

1 

975 

1 

715 

1 

924 

2 

812 

1 

435 

4 

546 

4 

95p 

ROOMS 

























1 ROOM , . 


144 


475 


87 


23 


1621 


57 


136 


59 


402 


72 


47 


238 

2 ROOMS . 


304 


327 


273 


76 


m 


196 


264 


236 


172 


476 


487 


61B 

3 ROOMS 


720 


804 


786 


346 


9731 


345 


528 


508 


515 


299 


362 

4 

3B1 

4 ROOMS 

2 

496 

2 

0Q9 

2 

310 


879 

1 

963 

1 

413 

1 

137 

1 

611 

4 

524 

1 

072 


704 

2 

685 

5 ROOMS. . . , . , 

1 

600 

2 

244 

2 

262 

1 

480 

1 

393 i 

1 

8431 

4 

668 

1 

295 

4 

910 


891 


609 

2 

993 

6 ROOMS * . 

1 

032 

1 

790 

1 

459 


608 


660 

1 

479 

4 

155 


656 

4 

267 


603 


431 

4 

688 

7 ROOMS 


450 


873 


830 


365 


287 i 


805 


595 


259 


672 


255 


144 


624 

6 ROOMS OR MORE 


260 


744 


503 


329 


192 


599 


470 


149 


567 


150 


97 


523 

MEDIAN* 

























aul units. . 


4.5 


5.0 


4,9 


5.0 


*\*Z 


5.2 


5,0 


4.5 


5.1 


4,7 


4.5 


4.7 

OWNER OCCUPIED 


4.9 


5.3 


5.1 


5.2 


4,6 


5,4 


5.4 


4.7 


5.2 


5,0 


4,8 


5,4 

renter OCCUPIED • » . 


4.0 


4.4 


4.2 


4,7 


4.0 


4,5 


4.4 


4,1 


4.6 


4.4 


3,9 


3,9 

UNITS IN STRUCTURE 


























(> 

374 

a 

221 

a 

168 

3 

544 

5 

995 

6 

388 

5 

058 

4 

240 

6 

450 

3 

476 

2 

547 

8 

697 



84 


355 


147 


140 


127 


476 


242 


25 


45 


34 


5 

1 

006 

3 and 


85 


247 


87 


77 


eii 


76 


356 


487 


55 


... 


5 


579 

5 TO 9 , 


26 


82 


43 


12 


sl 


• 


424 


289 


48 


... 


• « * 


198 

10 OR MORE • • 


74 


67 


5 


... 


11 


* • 1 


82 


f • • 


36 


... 


• . . 


136 

TRAILER! ON permanent FOUNPATION. .... 


• . ( 


28 


4 


8 


26 1 




2Q 


• It • 


4 


...1 


9 


27 

MOBILE , 


60 


40 


56 


113 


49 


*97 


71 


32 


129 


B 

1 


42 


102 

YEAR STRUCTURE BUJLT 

























1959 TO MARCH i960 . , . , 


176 


187 


188 


73 


125 


124 


127 


93 


127 


77 


64 


195 

1955 TQ 1958 . . , , • . . 


468 


437 


545 


204 


599 


292 


344 


248 


273 


266 < 


143 


546 

1950 TQ 4954 « , 


613 


655 


624 


157 


640 


294 


446 


341 


340 


443 


239 


537 

1940 TO 1949 1 

1 

537 


684 

1 

051 


172 


834 


437 


380 


878 


411 


828 


393 


607 

1930 TO 1939 

1 

223 


730 


681 


356 


777 


471 


433 


894 


417 


565 


236 


682 

19^9 OR earlier 

z 

686 

6 

317 

5 

221 

2 

902 

3 

319 

§ 

425 

4 

251 

2 

352 

P 

169 

4 

339 

4 

503 

8 

010 

basement 

























BASEMENT ... 

1 

919 

5 

156 

Z 

296 

4 

349 

4 

714 

2 

799 

2 

773 


869 

2 

306 

1 

214' 


737 

6 

953 

CONCRETE SLAB 

1 

774 


644 

1 

694 


374 1 


568 


697 


749 

1 

054 


451 


613 


410 


720 

OTHER , 

3 

010 

3 

210 

4 

520 

z 

444 

3 

992 i 

3 

244 

2 

431 

2 

853 

3 

980 

1 

691 

1 

431 

1 3 QI4 


Missouri 


27-81 


Table 28 . — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and STaucTURAL 
Characteristics, eor Counties Outside SMSAV. 1960 — Con, 

[Some data based on sample; see text. Median not shown where base is tes® than sWj 


Tenure by Color, 
Vaeijney Sutus 
Coniirion & PJumb. 
Water Supply 
Toiict Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


MISSIS-|mqniTEA'J| 
SIPPI s 


MODAWAY OREGON 


all housing units 

tenure* color* and vacancy status 


OCCUPIED 

OWNER OCCUPIED . 
WHITE 

nonwhite . . . 
RENTER OCCUPIED. 

WHITE. . . • . 

nonwhite . . . 


VACANT • 

year round 

SOUND OR deteriorating ...•••« 

available 

for sale ONLY 

FOR RENT 

rented or sold* awaiting occupancy 
held for occasional use, ..... 
held for other reasons 

DILAPIDATED. 

SEASONAL 


CONDITION AND PLUMBING 


all UNITS . . . , 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 
LACKING ONLY HOT WATER ...... 

lacking other plumbing facilities. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED. ............ 


VACANT AVAILABLE FOR SALE. 
WITH ALL PLUMBING FACILITIES , 


VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 


ALL HOUSING UNITS. 


water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLO PIPED WATER INSIDE STRUCTURE , . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER . . . . 


TOILET FACILITIES 


FLUSH TOILET* EXCLUSIVE USE. . . 

FLUSH TOILET* SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


bathtub or SHOWER* EXCLUSIVE USE 
BATHTUB OR SHOWER* SHARED. . . . 

NO bathtub or shower 


4 

804 6 

173 3 

928 4 

09C 

3 

561 3 

352 2 

229 2 

284 

2 

593 2 

412 1 

696 1 

513 


122 

79 

55 

64 


846 

861 

478 

707 

1 

106 1 

746 1 

294 1 

235 


247 

394 

439 

380 


25 

84 

23 

40 


834 1 

268 

832 

815 


137 1 

075 

405 

571 


32 

15 

20 

30 


14 

9 

14 

12 


92 

105 

76 

59 


46 

26 

35 

16 

4 

804 6 

173 3 

928 4 

090 


iiii 

47 

963-; 

747 

9C3j 

731 

60 I 

16 

595! 

1 370 

396 

356 

288 I 

235 

104 i 

62 

33 

17 

71 

45 

14 

17 

44 

42 

126 

114 

iCfi 

121 

199 

1 014 

4 361 

4 634 

2 666 

3 106 

1 779 

2 290 

67 

82 

820 

734 

1 129 

1 065 

332 

248 

63 

32 

734 

785 

566 

463 

33 

17 

16 

13 

71 

45 


9 686! 

10 659 

7 673 

4 532 

8 728 

5 208 

2 915 

6 971 

3 975 

125 

95 

65 

: 492 

1 662 

1 168 

3 506 

1 775 

1 893 

495 

718 

726 

71 

43 

48 

2 940 

1 014 

I 119 

1 648 

356 

572 

26 

133 

56 

15 

97 

29 

105 

354 

158 

24 

250 

77 

9 686 

10 859 

7 673 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS. ...... 

8 ROOMS OR MORE. . . 
HEOIANl 

ALL UNITS 

OWNER OCCUPIED . 
RENTER OCCUPIED. 


UNITS IN structure 


3 AND 4. . 

5 TO 9 . . 

10 OR MORE 

TRAILERl ON PERMANENT FOUNDATION. 

MOBILE 


YEAR STRUCTURE BUILT 


19S9 TO MARCH i960 
1955 TO 1958 . , . 
1950 TO 1954 . , . 
194^ TO 1949 . . . 
1930 TO 1939 . , . 
1929 OR EARLIER. . 


basement . . . 
CONCRETE slab. 
OTHER 


9 542 

10 711 

7 039 

15 

28 

322 

5 

16 

2Q 

22 

192 

35 

11 

. * * 

5 

13 

84 

21 

57 

*80 

191 

2M 

140 

535 

1 18^ 

339 

7W 

1 88« 

^ 309 

1 87C 

> 1 771 

r 526 

2 58- 

^ 1 57: 

} 608 

3 795 

> 5 17! 

i 5 751 

45< 

> 2 75< 

3 3 615 

1 10! 

5 2 44: 

1 714 

a 13] 

1 5 661 

i 3 344 


Table 28. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s; 1960 — Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Ba.sement 


SUBJECT 


all housing units 

TENURE f COLOR » AND' VACANCY STATUS 

OCCUPIED . . * . . . . 

OWNER OCCUPIED . • 

WHITE 

NONWHITE « • 

RENTER OCCUPIED 

WHITE 

NONWHITE 

VACANT 

YEAR ROUND 

SOUND OR deteriorating 

AVAILABLE, ............. 

FOR SALE ONLY 

FOR RENT . . 

RENTED OR SOLD t AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE 

held for other REASONS 

DILAPIDATED 

SEASONAL 


CONDITION and PLUMBING 

all UNITS 

SOUND . • 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES, , , . 

DETERIORATING . . 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER • 

LACKING OTHER PLUMBING FACILITIES. . , , 
DILAPIDATED . 

VACANT AVAILABLE FOR SALE, ...... 

WITH ALL PLUMBING FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES 


all HOUSING UNITS 

water SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE 

FLUSH TOILET* SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING facilities 

BATHTUB OR SHOWER* EXCLUSIVE USE 

bathtub or SHOWER* SHARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM 

2 ROOMS. 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN I 

all UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN structure 


1 



3 AND 

5 TO 9 

10 OR MORE 

TRAILER! ON PERMANENT FOUNDATION, 
MOBILE 

YEAR STRUCTURE BUILT 

1959 TO MARCH 1960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


BASEMENT 


OZARK 

PEMISCOT 

PERRY 

PETTIS 

PHELPS 

PIKE 

PLATTE 

POLK 

PULASKI 

PUTNAM 

RALLS 

RANDOLPH 

2 

917 

12 

056 

4 

685 

12 

719 

8 

459 

6 

229 

7 595 

5 

456 

9 

173 

2 

897 

3 

044 

8 

567 

2 

127 

10 

443 

4 

180 

11 

748 

7 

521 

5 

588 

6 874 

4 

719 

7 

771 

2 

530 

2 

624 

7 

829 

1 

722 

3 

930 

3 

270 

6 

450 

4 

840 

3 

640 

5 082 

3 

667 

3 

628 

1 

941 

1 

985 

5 

488 

1 

719 

3 

308 

3 

266 

8 

093 

4 

812 

3 

380 

5 025 

3 

667 

3 

572 

1 

941 

1 

937 

5 

298 


3 


622 


4 


357 


28 


260 

57 


. • • 


56 


... 


48 


190 


405 

6 

513 


910 

3 

298 

2 

681 

1 

946 

1 792 

1 

052 

4 

143 


589 


639 

2 

341 


405 

4 

550 


910 

3 

007 

2 

637 

1 

755 

1 783 

1 

052 

3 

749 


589 


631 

2 

148 



1 

963 


... 


211 


44 


193 

9 


... 


394 


... 


8 


193 


790 

1 

613 


505 


971 


938 


641 

721 


737 

1 

402 


367 


420 


758 


632 


755 


400 


902 


712 


486 

466 


640 

1 

111 


268 


301 


641 


555 


480 


313 


703 


593 


326 

344 


540 


951 


183 


162 


506 


70 


195 


114 


376 


330 


158 

164 


196 


800 


83 


78 


238 


32 


20 


30 


128 


70 


31 

63 


74 


36 


28 


22 


82 


38 


175 


84 


248 


260 


127 

101 


122 


764 


55 


56 


156 


44 


s 


24 


76 


43 


36 

64 


46 


20 


12 


16 


56 


21 


45 


92 


44 


106 


49 

21 


69 


23 


16 


14 


57 


420 


235 


83 


207 


114 


83 

95 


229 


108 


72 


54 


155 


77 


275 


87 


199 


119 


160 

122 


100 


160 


85 


139 


135 


158 


858 


105 


69 


226 


155 

255 


97 


291 


99 


119 


117 

2 

917 

12 

056 

4 

685 

12 

719 

8 

459 

6 

229 

7 595 

5 

456 

9 

173 

2 

897 

3 

044 

a 

507 

1 

856 

5 

948 

3 

500 

9 

628 

6 

491 

3 

708 

5 477 

3 

404 

6 

739 

1 

953 

1 

869 

6 

B86 


999 

3 

793 

2 

381 

8 

206 

4 

973 

2 

760 

4 782 

2 

262 

5 

864 


951 

1 

341 

5 

443 


23 


151 


150 


98 


155 


101 

62 


76 


97 


36 


33 


126 


834 

2 

004 


969 

1 

324 

1 

363 


847 

633 

1 

066 


778 


966 


495 

1 

317 


907 

4 

047 


914 

2 

128 

1 

319 

1 

766 

1 494 

1 

757 

1 

624 


715 


778 

1 

306 


45 


515 


IBl 


957 


573 


630 

623 


471 

1 

052 


144 


209 


445 


12 


133 


58 


91 


71 


54 

56 


77 


24 


9 


35 


51 


850 

3 

399 


675 

1 

080 


675 

1 

082 

815 

1 

209 


748 


562 


534 


810 


154 

2 

061 


271 


963 


649 


755 

624 


295 


610 


229 


397 


395 


32 


20 


30 


128 


70 


31 

63 


74 


36 


28 


22 


82 


10 


11 


16 


114 


56 


18 

56 


23 


13 


6 


12 


48 


38 


175 


84 


248 


260 


127 

101 


122 


764 


55 


56 


156 


12 


69 


22 


134 


186 


68 

60 


33 


664 


9 


12 


83 

2 

917 

12 

056 

4 

685 

12 

719 

a 

459 

6 

229 

7 595 

5 

456 

9 

173 

2 

897 

3 

044 

8 

587 

1 

141 

4 

733 

2 

841 

10 

087 

6 

— 

073 

3 

aiB 

5 846 

3 

061 

7 

260 

1 

252 

1 

693 

6 

394 


207 

1 

471 


548 

1 

130 


730 


674 

514 


607 


506 


228 


313 


606 


61 

1 

109 


24 


134 


79 


87 

47 


142 


169 


17 


41 


109 

1 

508 

4 

743 

1 

272 

1 

368 

1 

577 

1 

650 

1 186 

1 

646 

1 

238 

1 

400 


997 

1 

47B 

1 

115 

5 

004 

2 

931 

9 

825 

6 

075 

3 

821 

5 701 

3 

016 

7 

259 

1 

228 

1 

677 

6 

247 


13 


224 


93 


413' 


350 


213 

120 


66 


174 1 


55 


21 


287 

1 

789 

6 

828 

1 

661 

2 

481 

2 

034 

2 

195 

1 774 

2 

374 

1 

740 

1 

614 

1 

346 

2 

053 

1 

098 

4 

771 

2 

870 

9 

777 

5 

958 

3 

687 

5 609 

2 

991 

7 

208 

1 

187 

1 

662 

6 

204 


13 


152 


101 


421 


347 


214 

137 


58 


174 


59 


12 


291 

1 

806 

7 

133 

1 

714 

2 

521 

2 

154 

2 

328 

1 849 

2 

407 

1 

791 

1 

651 

1 

370 

2 

092 


290 


192 


126 


180 


265 


151 

140 


60 


258 


8 


B 


139 


190 

1 

119 


175 


437 


714 


369 

370 


166 


736 


91 


94 


249 


341 

2 

110 


377 

1 

317 

1 

261 


844 

682 


502 

1 

460 


230 


313 


856 


745 

4 

238 

1 

087 

2 

798 

2 

392 

1 

734 

1 685 

1 

500 

3 

340 


626 


810 

2 

417 


711 

2 

368 

1 

022 

3 

996 

1 

966 

1 

450 

2 142 

1 

490 

2 

059 


680 


894 

2 

623 


412 

1 

296 


930 

2 

238 

1 

116 


937 

1 523 


988 


929 


611 


507 

1 

307 


125 


480 


533 


942 


448 


378 

569 


445 


236 


376 


195 


556 


103 


253 


435 


811 


297 


366 

484 


305 


155 


265 


223 


438 


4.4 


4.1 


5.1 


4,9 


4.3 


4.5 

4.9 


4.B 


4.1 


5,2 


4.8 


4,7 


4.9 


4.9 


5.4 


5.2 


4.8 


4.9 

5,2 


5,0 


4,4 


5,5 


5.1 


5*0 


4,0 


3,9 


4.2 


4.0 


3.7 


4.0 

4.2 


4.4 


4.0 


4.8 


4,4 


4*0 

2 

789 

11 

904 

4 

442 

11 

168 

7 

231 

5 

533 

6 852 

5 

332 

6 

742 

2 

807 

2 

937 

7 

343 


10 


44 


184 


680 


344 


269 

198 


58 


209 


11 


54 


582 


5 


10 


32 


429 


304 


204 

142 


20 


417 


34 


23 


421 


86 


16 


. . * 


180 


180 


74 

80 


10 


251 


10 


6 


76 


10 




... 


143 


105 


19 

44 


... 


45 


* . . 


. * . 


77 


3 




4 


15 


4 


6 

16 


. 12 


144 


16 


• ■ * 


28 


12 


82 


23 


104 


291 


122 

263 


24 

1 

365 


19 


24 


60 


70 


141 


207 


430 


355 


121 

563 


90 

1 

771 


28 


63 


131 


284 


475 


297 

1 

131 


821 


282 

1 295 


172 

1 

474 


79 


139 


397 


357 


974 


404 

1 

166 

1 

007 


338 

992 


404 

1 

329 


126 


122 


474 


609 

3 

015 


695 


656 

1 

892 


474 

792 


529 

1 

894 


187 


101 


381 


517 

3 

414 


558 

1 

055 

1 

256 


362 

687 


549 


842 


279 


207 


758 

1 

080 

4 

037 

2 

524 

8 

081 

3 

128 

4 

652 

3 266 

3 

712 

1 

863 

2 

198 

2 

332 

6 

446 


218 


244 

2 

957 

5 

722 

3 

270 

1 

B42 

4 146 


867 

1 

319 


861 


917 

3 

798 


549 


963 


299 

1 

196 

1 

832 


716 

711 


883 

1 

679 


554 


352 


629 

2 

150 

10 

849 

1 

429 

5 

801 

3 

357 

3 

671 

2 738 

3 

706 

6 

175 

1 

482 

1 

775 

4 

160 


BASEMENT . . 
CONCRETE SLAB, 
OTHER. ... 


Missouri 


27-83 


Tabic 28. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: 1960 — Con. 

[Some data based on sample; see text Median not showm where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition ba Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


all housing units 

TENURE* COLOR* AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED . , . , 

WHITE. . 

nonwhite 

renter occupied. ........... 

white. . • 

nonwhite . 

vacant 

YEAR ROUND 

SOUND OR deteriorating 

available. ....... 

FOR SALE ONLY 

FOR RENT . 

RENTED OR SOLO* AWAITING OCCUPANCY 
held for occasional USE, ..... 

held for OTHER REASONS 

dilapidated . . . . 

SEASONAL 


CONDITION AND PLUMBING 

all UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES ...... 

lacking ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. • , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

vacant available FOR SALE 

WITH ALL PLUMBING FACILITIES 

vacant available FOR RENT. , . , . , 
WITH ALL PLUMBING FACILITIES 


ALL HOUSING UNITS 

water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE , 
PIPED WATER OUTSIDE STRUCTURE. ..... 
NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE . 

FLUSH TOILET* SHARED ..... 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

bathtub OR SHOWER* EXCLUSIVE USE .... 

bathtub OR SHOWER* SHARED 

NO bathtub or SHOWER 

ROOMS 


1 ROOM 

Z ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN I 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED . 

UNITS IN STRUCTURE 






3 AND 

5 TO 9 

10 OR MORE 

TRAILERI ON PERMANENT FOUNDATION, . . . 

mobile 

year structure built 

1959 TO MARCH i960 

1955 TO 1958 

1950 TO 1954 

1940 TO , 

1930 TO 1939 

1929 OR EARLIER 


basement 


BASEMENT . . 
CONCRETE slab, 
OTHER. ... 



RAY 

REYNOLDS 

RIPLEY 

CLAIR 

ST FRAN- 
COIS 

5TE 

GENE- 

VIEVE 

sa».:ne 

SCnLiYlER 

bootland 

SCOTT 

shannon 

SHELBY 


6 050 

1 895 

3 650 

4 052 

12 177 

3 781 

6 686 

2 C53 

2 630 

10 328 

2 591 

3 634 


5 404 

1 559 

2 972 

3 082 1 

10 573 

3 286 

B 038 

1 791 

2 250 

9 611 

2 192 

3 206 


4 128 

1 169 

2 225 

2 225! 

B 4CS 

2 620 

5 426 

1 472 

1 722 

6 187 

1 662 

2 424 


4 026 

1 169 

2 225 

2 214; 

8 374 

2 608 

5 163 

1 472 

1 722 

5 924 

1 662 

2 380 


102 

. . . 

. . . 

i 

31 

12 

263 

* • . 


263 

■ • • 

44 


1 276 

390 

747 

857 i 

2 568 

666 

2 612 

319 

528 

3 424 

530 

782 


1 251 

390 

747 

857 

2 551 

666 

2 398 

319 

528 

2 884 

530 

767 


25 

... 

... 

... 

17 

... 

214 

... 

... 

540 

... 

15 


646 

336 

678 

I OIC 

1 204 

495 

64S 

262 

380 

717 

399 

428 


611 

160 

3BB 

663 

83? 

266 

535 

186 

282 

530 

263 

334 


475 

112 

334 

459 

709 

198 

392 

152 

190 

395 

188 

223 


194 

30 

71 

142 

361 

122 

192 

63 

61 

223 

57 

72 


48 

7 

46 

30 

io5 

34 

35 

8 

15 

68 

22 

34 


146 

23 

25 

112 

256 

es 

157 

55 

46 

155 

35 

38 


30 

. • • 

11 

26 

63 

13 

17 

4 

49 

36 

46 

7 


38 

16 

40 

148 

107 

30 

31 

8 

26 

52 

27 

19 


213 

66 

212 

143 

178 

33 

152 

77 

54 

84 

58 

125 


136 

48 

54 

204 

126 

68 

143 

34 

92 

135 

75 

111 


35 

176 

290 

347 

367 

229 

113 

76 

98 

187 

136 

94 


6 049 

1 895 

3 650 

4 092 

12 177 

3 781 

8 686 

2 053 

2 630 

10 328 

2 591 

3 634 


4 363 

1 235 

2 330 

1 962 

9 321 

2 487 

5 554 

L 489 

1 578 

7 602 

1 346 

2 369 


3 095 

515 

1 008 

1 032 

7 395 

1 922 

4 659 

821 

1 087 

6 280 

634 

1 600 


94 

65 

62 

73 

371 

99 

61 

24 

16 

222 

48 

40 


1 174 

655 

1 260 

857 

1 555 

466 

834 

644 

475 

1 100 

664 

729 


1 140 

458 

1 129 

1 473 

2 207 

646 

2 231 

477 

844 

1 741 

629 

968 


443 

20 

69 

383 

725 

347 

1 125 

44 

212 

643 

69 

335 


19 

11 

59 

27 

138 

46 

76 

12 

4 

106 

7 

65 


678 

427 

1 001 

1 063 

1 344 

453 

1 030 

421 

623 

992 

553 

568 


546 

202 

191 

657 

649 

448 

901 

87 

208 

985 

616 

297 


48 

7 

46 

30 

105 

34 

35 

8 

15 

68 

22 

34 


25 

2 

6 

10 

67 

13 

23 

4 

2 

60 

9 

10 


146 

23 

25 

112 

256 

88 

157 

55 

46 

155 

35 

38 


54 

... 

5 

27 

115 

45 

69 

8 

10 

87 

1 

12 


6 050 

1 895 

3 650 

4 092 

12 177 

3 781 

8 686 

2 053 

2 630 

10 328 

2 591 

3 634 


3 984 

575 

1 177 

1 629 

8 616 

2 457 

6 429 

1 004 

1 481 

7 364 

775 

2 140 


546 

203 

462 

528 

1 1 758 

379 

673 

no 

110 

1 253 

335 

390 


78 

12 

46 

56 

166 

32 

158 

B 

4 

191 

85 

il 


1 441 

1 105 

1 965 

1 879 

! 1 637 

913 

1 426 

931 

1 035 

1 520 

1 396 

1 093 


3 895 

619 

1 243 

1 636 

9 177 

2 534 

6 457 

952 

1 365 

7 789 

801 

2 156 


110 


17 

45 

314 

78 

2261 

5 

24 

258 

8 

80 


2 044 

1 276 

2 390 

2 411 

2 686 

1 169 

2 003 

1 096 

1 241 

2 281 

1 782 

1 398 


3 833 

627 

1 222 

1 603; 

8 739 

2 509 

6 228 

930 

1 356 

7 465 

783 

2 100 


103' 


17 

491 

313 

86 

222 

5 

28 

193 

a 

72 


2 113: 

1 268 

2 411 

2 440 

3 125 

1 186 

2 236 

1 118 

1 246 

2 670 

1 800 

1 462 


108 

20 

93 

140 

350 

50 

85 

13 

14 

172 

77 

20 


199 

59 

226 

309 

604 

21B 

329 

42 

59 

474- 

121 

86 


525 

193 

531 

541 

1 077 

405 

811 

124 

203 

1 070 

300 

279 


1 618 

705 

1 274 

1 008 

3 802 

847 

2 030 

419 

443 

3 Z2V 

879 

713 


1 663 

48B 

830 

962 

3 300 

948 

2 320 

603 

757 

2 689 

720 

967 


1 047 

255 

492 

639 

1 996 

BOO 

1 663 

470 

50B 

1 757 

312 

759 


506 

95 

137 

292 

622 

320 

754 

207 

373 

534 

102 

482 


383 

80 

67 

201 

426 

193 

694 

175 

273 

4U 

80 

326 


4.8 

4.5 

4.3 

4.5 

4.6 

4.9 

5.0 

5.2 

5,3 

4.6 

4.4' 

5.2 


5.0 

4.8 

4.5 

4.9 

4.9 

5.2 

5,3 

5.4 

5,5 

5.0 

4.7 

5.5 


4.3 

4.2 

4.0 

4,7 

3.9 

4,3 

4.3 

4.7 

4.8 

4.1 

4.1 

4.8 


5 801 

1 880 

3 629 

3 976 

11 533 

3 652 

7 990 

1 977 

2 563 

9 723 

2 547 

3 446 


98 



71 

139 

80 

326 

17 

13 

256 

• 4 . 

80 


35 

*10 

5 


182 

19 

202 

16 

22 

136 

• . « 

44 


68 


. . « 

10 

116 

. • • 

107 

10 

• a . 

55 

5 

5 


15 


. . ■ 

11 

SO 

5 

13 

• . a 

. ■ . 

27 

15 

10 


4 

• . I 

12 


20 

. * * 

4 

. . • 

. • a 

55 

12 

4 


28 

5 

4 

24 

107 

25 

44 

33 

32 

76 

12 

45 


189 

62 

126 

65 

205 

88 

145 

51 

54 

274 

51 

56 


373 

124 

207 

140 

900 

349 

521 

77 

92 

689 

201 

125 


398 

159 

340 

233 

1 262 

475 

493 

90 

70 

1 136 

, 235 

124 


396 

427 

878 

380 

1 695 

518 

583 

119 

77 

2 294 

527 

162 


476 

487 

797 

501 

1 454 

378 

896 

, 127 

176 

1 604 

431 

119 


4 217 

636 

1 302 

2 773 

6 661 

1 973 

6 048 

i 1 589 

2 161 

4 331 

1 146 

3 048 


2 320 

287 

410 

638 

4 577 

2 674 

4 060 

1 552 

882 

2 331 

314 

906 

* 

534 

29a 

441 

458 

2 315 

; 163 

733 

1 248 

l 4G 

1 2 13C 

) 325 

i 463 

* 

3 195 

1 310 

2 799 

2 996 

5 285 

, 944 

3 873 

1 1 253 

i 1 708 

i 5 861 

f 1 952 

• 2 265 


Table 28. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMS As: 1960 — Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


ALL HOUSING UNITS . 

TENURE f COLOR » AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

nonwhite . . . . 

RENTER OCCUPIED 

WHITE 

NONWHITE 

VACANT 

YEAR ROUND 

SOUND OR deteriorating 

AVAILABLE. ... 

FOR SALE ONLY 

FOR RENT . , . « . 

RENTED OR SOLDt AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS 

dilapidated 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND. . « 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER ......... 

LACKING OTHER PLUMBING FACILITIES, . , . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, , , , 
DILAPIDATED 

VACANT available FOR SALE 

WITH all plumbing FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH all plumbing FACILITIES 


ALL HOUSING UNITS. 

water supply 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE , , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER . 

toilet FACILITIES 

FLUSH TOILETi EXCLUSIVE USE 

FLUSH TOILETi SHARED 

OTHER toilet FACILITIES OR NONE 

BATHING FACILITIES 

bathtub or shower I EXCLUSIVE USE * * * , . 
BATHTUB OR SHOWER i SHARED 

NO bathtub or shower . . . 

ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

3 ROOMS 

6 ROOMS 

7 ROOMS 

a ROOMS OR MORE, . 

MEDIANI 

ALL UNITS. 

owner OCCUPIED 

RENTER OCCUPIED 

UNITS IN STRUCTURE 


1 

2 

3 AND 4. . 

5 TO 9 

10 OR MORE .... 

TRAILER! ON PERMANENT FOUNDATION 
MOBILE 

YEAR STRUCTURE BUILT 

1959 TO MARCH 1960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


BASEMENT 


STODDARD 

STONE 

SULLIVAN 

TANEY 

TEXAS 

VERNON 

WARREN 

WASH- 

INGTON 

WAYNE 

WEBSTER 

WORTH 

WRIGHT 

9 

7B1 

2 

962 

3 

706 

4 

265 


659 

7 

458 

3 

019 

4 961 

3 

561 

5 

034 

1 

628 

5 

135 

8 

791 

2 

636 

3 

164 

3 

364 

5 

570 

6 

527 

2 

674 

3 966 

2 

790 

4 

415 

1 

368 

4 

640 

5 

308 

2 

051 

2 

532 

2 

480 

4 

324 

4 

625 

1 

953 

2 702 

2 

084 

3 

432 

1 

032 

3 

605 

5 

299 

2 

051 

2 

532 

2 

480 

4 

320 

4 

625 

1 

869 

2 660 

2 

075 

3 

432 

1 

032 

3 

593 


9 




- - 


• - f 


4 


• > . 


64 

42 


9 


... 


... 


12 

3 

483 


5B5 


632 


884 

1 

246 

1 

902 


721 

1 264 


706 


983 


336 

1 

035 

3 

lie 


585 


632 


884 

1 

242 

1 

898 


700 

1 252 


706 


979 


336 

1 

032 


365 






... 


4 


4 


21 

12 


... 


4 


... 


3 


990 


326 


542 


901 

1 

089 


931 


345 

995 


771 


619 


260 


495 


516 


248 


477 


379 


902 


659 


247 

510 


373 


515 


201 


474 


385 


153 


316 


347 


552 


479 


201 

326 


297 


380 


163 


365 


147 


73 


113 


176 


228 


218 


58 

129 


92 


102 


38 


95 


38 


28 


31 


67 


69 


75 


28 

39 


22 


41 


7 


32 


109 


45 


82 


109 


159 


143 


30 

90 


70 


61 


31 


63 


24 


5 


30 


13 


14 


39 


15 

9 


14 


31 


6 


17 


68 


a 


44 


67 


70 


37 


69 

80 


102 


45 


e 


48 


146 


67 


129 


91 


240 


185 


59 

108 


89 


202 


111 


205 


131 


95 


161 


32 


350 


180 


46 

184 


76 


135 


38 


109 


474 


78 


65 


522 


187 


272 


98 

485 


398 


104 


59 


21 

9 

781 

2 

962 

3 

706 

4 

265 

6 

659 

7 

458 

3 

019 

4 961 

3 

561 

5 

034 

1 

628 

5 

135 

5 

866 

1 

625 

2 

276 

3 

368 

3 

624 

5 

159 

2 

230 

2 640 

2 

147 

3 

658 

1 

144 

3 

077 

4 

297 

1 

006 

1 

236 

2 

407 

2 

290 

3 

707 

1 

555 

1 590 


975 

1 

960 


722 

1 

918 


271 


7 


30 


39 


138 


53 


98 

170 


119 


101 


12 


96 

1 

298 


612 

1 

010 


922 

i 

196 

1 

399 


577 

880 

1 

053 

1 

597 


410 

1 

063 

3 

152 

1 

019 

1 

107 


736 

1 

917 

1 

804 


635 

1 411 


933 

1 

006 


455 

1 

698 


748 


275 


248 


180 


255 


597 


131 

150 


209 


156 


107 


278 


134 


23 


58 


18 


55 


32 


28 

76 


29 


40 


* • I 


20 

2 

270 


721 


801 


538 

1 

607 

1 

175 


476 

1 185 


695 


810 


340 

1 

400 


763 


318 


323 


161 

1 

118 


495 


154 

910 


4B1 


370 


29 


360 


38 


28 


31 


67 


69 


75 


28 

39 


22 


41 


7 


32 


19 


11 


4 


42 


35 


38 


15 

19 


8 


13 


... 


13 


109 


45 


82 


109 


159 


143 


30 

90 


70 


61 


31 


63 


47 


14 


13 


66 


55 


64 


12 

29 


17 


20 


2 



12 

9 

781 

a 

962 

3 

706 

4 

265 

6 

659 

7 

458 

3 

019 

4 961 

3 

561 

5 

034 

1 

628 

5 

135 

5 

387 

1 

449 

1 

726 

2 

703 

2 

799 

4 

872 

1 

804 

1 915 

1 

251 

2 

336 


924 

2 

441 

1 

337 


324 


284 


275 


696 


505 


294 

697 


426 


708 


09 


639 


152 


129 


16 


54 


128 


108 


33 

74 


44 


203 


33 


107 

2 

905 

1 

060 

1 

678 

1 

233 

3 

036 

1 

973 


888 

2 275 

1 

840 

1 

707 


582 

1 

948 

5 

780 

1 

379 

1 

640 1 

2 

722 

2 

854 

4 

535 

1 

824 

2 103 

1 

383 

2 

367 


856 

2 

425 


104 


9 


65 


16 


92 


293 


46 

59 


16 


53 


10 


106 

3 

897 

1 

574 

2 

001 , 

1 

527 

3 

713 

2 

630 

1 

149 

2 799 

2 

162 

2 

614 


760 

2 

604 

5 

587 

1 

336 

1 

619 

2 

6BB 

2 

811 

4 

532 

1 

848 

2 022 

1 

377 

2 

290 


872 

2 

365 


77 


9 


75 


16 


64 


305 


42 

59 


16 


53 


10 


93 

4 

117 

1 

617 

2 

012 

1 

561 

3 

764 

2 

621 

1 

129 

2 880 

2 

168 

2 

691 


746 

2 

677 


78 


28 


76 


146 


169 


131 


45 

107 


91 


51 


5 


48 


296 


207 


56 


416 


333 


343 


109 

383 


278 


241 


6 


238 


876 


358 


210 


709 


690 


795 


289 

843 


429 


648 


97 


524 

3 

475 


988 


724 

1 

179 

2 

086 

2 

092 


727 

1 581 

1 

111 

1 

357 


246 

1 

694 

2 

649 


624 

1 

141 

1 

012 

1 

556 

1 

995 


657 

1 095 


898 

1 

202 


370 

1 

296 

1 

529 


450 


744 


544 

1 

070 

1 

151 


634 

616 


464 


861 


379 


764 


593 


172 


403 


185 


427 


602 


333 

185 


163 


422 


286 


326 


285 


135 


352 


72 


308 


349 


225 

151 


127 


252 


235 


245 


4,6 


4.4 


5.2 


4.2 


4.5 


4.7 


5,0 

4.2 


4.4 


4.7 


5.7 


4.5 


4,9 


4.7 


5.3 


4.6 


4.9 


5.0 


5,3 

4,7 


4.9 


4,9 


5,8 


4.8 


4.3 


4.0 


4.8 


4.0 


4.1 


4.1 


4.4 

3.9 


4.0 


4.3 


5.7 


4.0 

9 

569 

2 

926 

3 

570 

4 

104 

6 

507 

6 

854 

2 

865 

4 783 

3 

507 

4 

952 

1 

601 

5 

047 


103 


* • • 


47 


... 


33 


186 


38 

60 


22 


20 


13 


41 


36 


... 


5 


15 


5 


230 


21 

51 


4 


• • ■ 


6 


15 


3 


. a a 


... 


10 


15 


116 


11 

12 


... 


5 


... 


4 


9 


a a a 


50 


5 


20 


17 


• • . 

10 


* • • 


• • • 


• « • 


. . . 




4 


4 


4 


4 


24 


30 

13 


... 


• • * 


... 


. . . 


61 


32 


30 


127 


75 


29 


54 

32 


28 


57 


e 


28 


264 


64 


23 


179 


140 


154 


85 

138 


92 


166 


8 


120 


766 


151 


78 


502 


516 


251 


266 

593 


349 


260 


42 


258 


902 


203 


106 


590 


677 


390 


317 

734 


435 


347 


50 


404 

2 

062 


527 


163 

1 

093 

1 

205 


447 


432 

1 004 


778 


699 


05 


ell 

1 

552 


555 


242 


696 

1 

136 


746 


234 

92B 


509 


811 


95 


927 

4 

235 

1 

462 

3 

094 

1 

205 

2 

985 

5 

470 

1 

685 

1 564 

1 

398 

2 

751 

1 

348 

2 

615 

1 

138 


633 

1 

034 

1 

006 


914 

2 

078 

1 

594 

1 250 


332 


871 


645 


762 

2 

056 


725 


723 


666 

1 

849 


862 


238 

789 


789 


814 


lie 


818 

6 

587 

1 

604 

1 

949 

2 

593 

3 

096 

4 

518 

1 

187 

2 914 

2 

440 

3 

349 


665 

3 

555 
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Table 29- — Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s: 196C 

[Based on sample; see text Median not shown where base is less than 200] 


Heating Equipment Year Moved into 
Population l-nii 

Persons Heating Fuel 

Pcrscwis per Water Heating Fuel 

Room Cooking Fuel 





































Table 29. — Occupancy Characteristics, Heating Equipment, anx> Type or Fuel, tor Counties 

Outside SMSA’s: I960 — Con. 

[Based on sample; see text. Median not shown where base is lees than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 



r“ 


p— 




CAPE 

1 


1 

■n 

1 

i 

1 

1 

1 


1 


I 




SUBJECT 

CALDWELL 

CALLAWAY 

CAMDEN 

GIRAR- 

CARROLL 

CARTER 

CASS 

cedar , 

CHARITON 

CHRIS- 

CLARK 

CLINTON 








DEAU 











TIAN 





ALU HOUSING UNITS 

3 

627 

7 

170 

5 

689 

13 

735 

5 

264 

1 

587 

9 

824j 

4 

013 

5 

006 

4 

341 

3 

266 

' 4 

390 

HEATING equipment 














i 











STEAM OR HOT WATER 


146 


431 


79 


805 


166 


8 


282 


82 


112 


39 


126 


222 

WARM AIR FURNACE . ♦ 


666 

1 

789 


436 

6 

917 

1 

529 


53 

3 

502 1 


347 

1 

147 


486 


558 

1 

453 

FLOOR* WALLi OR PiPELESS FURNACE . « . . . 


409 


835 


566 

1 

519 


402 


149 

1 

223, 


283 


269 


591 


332 


316 

BUILT-IN ELECTRIC UNITS 


8 


27 


114 


19 


4 


. * . 


40 1 


4 


4 


16 


23 


18 

OTHER MEANS WITH FLUE 

2 

365 

3 

731 

3 

923 

4 

090 

2 

710 

1 

317 

4 

590, 

3 

195 

3 

246 

3 

035 

2 

088 

2 

265 

OTHER MEANS WITHOUT FLUE 


33 


118 


453 


135 


99 


15 


160 1 


73 ! 


43 


51 


47 


79 



.. . 


239 


118 


250 


354 


45 


7| 


29 j 


185 


123 


92 


45 

population 














1 











POPULATION IN HOUSING UNITS* 1960 

9 

193 

20 

367 

9 

038 

40 

963 

13 

877 

4 

016 

28 

371 

9 

421 

12 

552 

12 

205 

B 

668 

11 

552 

PER OCCUPIED UNIT 


2.9 


3.2 


2.9 


3.2 


2.9 


3.1 


3.2' 


2.8 


2.9 


3.1 


3.0 


2*9 

OWNER . 


2.8 


3.1 


2.9 


3.3 


2.8 


3.0 


3.0 


2.8 


2.8 


3.0 


2.9 


2.9 

RENTER 


3.1 


3.2 


5,0 


2,9 


3.2 


3.5 


3,4 


2.9 


3.1 


3.4 


3,3 


3,0 

population IN DWELLING UNITS* 1950 , , . , 

9 

808 

19 

652 

7 

780 

37 

355 

15 

410 

4 

743 

19 

249 

10 

546 

14 

900 

12 

393 

8 

948 

11 

642 

PER OCCUPIED UNIT 


2.9 


3,2 


3.2 


3.3 


3.1- 


3.5 


3.0 


2,9 


3,1 


3.3 


3.1 


2,9 

ALL OCCUPIED UNITS 

3 

213 

6 

455 

3 

106 

12 

871 

4 

740 

1 

293 

B 

973 

3 

347 

4 

324 

3 

971 

2 

847 

3 

984 

PERSONS 

























1 PERSON 


454 


793 


432 

1 

500 


805 


227 

1 

020 


594 


721 


479 


438 


687 

2 PERSONS 

1 

245 

2 

220 

1 

209 

3 

990 

1 

658 


426 

2 

812 

1. 

240 

1 

605 

1 

351 


974 

1 

321 

3 PERSONS. . • 


575 

1 

154 


591 

2 

551 


885 


235 

1 

856 


546 


802 


844 


480 


764 

4 PERSONS 


496 

1 

044 


396 

2 

189 


697 


169 

1 

549 


532 


499, 


583 


453 


628 

5 PERSONS 


265 


605 


263 

1 

378 


273 


88 


979 , 


188 


328 


384 


205 


306 

6 PERSONS . 


98 


309 


102 


652 


235 


62 


433 1 


155 


169 j 


199 


162 


147 

7 PERSONS 


35 


157 


57 


314 


89 


38 


199 


37 


94 


70 


76 


80 

8 PERSONS OR MORE 

MEDIAN* 


45 


173 


56 


217 


98 


48 


125 1 


55 


106 


61 


59 


51 

ALL OCCUPIED 


2.4 


2.7 


2.4 


2.8 


2,4 


2.5 


2,9| 


2,4 


2,4 


2.7 


2.5 


2,5 

OWNER 


2.4 


2.6 


2.4 


3.0 


2,4 


2,4 


2,6 


2.3 


2.4 


2.6 


2,4 


2.4 

RENTER 


2.9 


2*9 


2.6 


2.5 


2.B 


3,0 


3.3 1 


2.5 


2.6 


3.2 


3,2 


2.7 

PERSONS PER ROOM 

























1.00 OR LESS 

3 

053 

5 

684 

2 

690 

11 

607 

4 

367 

1 

102 

. 8 

106 

3 

012 

3 

913 

3 

496 

2 

575 

3 

661 

1.01 OR MORE . 


160 


771 


416 

1 

264 


373 


191 


867 


335 


411 


475 


272 


323 

YEAR MOVED INTO UNIT • 

























OWNER OCCUPIED . . . .* 

2 

415 

4 

622 

2 

436 

9 

239 

1 3 

348 


925 

5 

874 

2 

492 

3 

177 

3 

161 

2 

104 

2 

875 

1958 to MARCH 1960 • . , , » 


500 


921 


638 I 

1 

747 


445 


203 

1 

587 


502 


384 


613 


245 


483 

1954 To 1957 


367 


999 


526 

2 

172 

1 

683 


.217 

1 

413 1 


535 


478 


628 


338 


570 

1940 TO 1,953 

1 

014i 

1 

6B6 


874 

3 

221 

1 1 

387 


310 

2 

OlOl 


900 

1 

220 

1 

153 


939 

1 

096 

1939 OR EARLIER 


526 

1 

016 


348 

2 

099 


833 


195 


664 


555 

1 

095 


767 


582 


726 

renter. OCCUPIED, ^ . 


798 1 

1 

833 


670 

3 

632 

' 1 

392 


368 

3 

099 


855 

1 

147 


810 

! 

743 

1 

109 

1958 TO MARCH 'i960 


429 1 


990 


416 

1 

982 


622 


198 

2 

134 


539 

‘485 


491 


268 


551 

1954 TO 1957 , 


167 


394 


171 


833 


357 


74 


514 


132 


260 


182 


187 


269 

1940 TO 1953 , 


150 


333 


52 


558 


304 


75 


357 


146 


291 


107 


198 


246 

1939 OR EARLIER 


52 


116 


31 


259 


109 


21 


94 


36 


111 


30 


90 


43 

. HEATING FUEL 

























UTILITY GAS 


. i . 

2 

391 


. • • 


905 

1 

918 


... 

4 

348 


44 


620 


169 




229 

FUEL OlL» KEROSENE* ETC , 

1 1 

729 


630 


347 

1 

494 

1 

049 


60 

1 

713 


517 

1 

536 


569 


765 

2 

198 

COAL OR COKE • . . , 

1 

475 


865 


67 

3 

466 


633 


19 


493 


241 

1 

160 


122 


590 


593 

ELECTRICITY 


212 


880 

18 

1 

061 

42 

1 

265 


304 


882 


400 

20 

1 

388 


568 

19 

1 

666 

43 


493 

88 


152 

33 

BOTTLED* TANK* OR LP GAS . . 

OTHER FUEL . . , , 

NONE 


778 

19 

1 

613 

58 

1 

589 


682 

59 


797 

39 

. • . 


'293 

18 

21 

1 

999 

1 

136 

21 


402 

19 

1 

362 

40 


878 

33 


779 

WATER HEATING FUEL 



I; 






















UTILITY GAS 

ELECTRICITY 

COAL OR COKE . , 



2 

146 


21 

6 

341 

1 

772 


... 

4 

006 




408 


209 




246 


750 

37 

1 

033 

20 


628 

1 

684 

352 


965 

21 


99 

. * . 

1 

399 


853 

10 


478 

20 

j ‘ 

767 


740 

19 

1 

040 

BOTTLED* TANK* OR LP GAS 


994 

1 

19 

189 

1 

348 

1 

38 

304 


19 

609 


40 

309 

1 

40 

666 

1 

058 


588 

1 1 

1 

*22 

524 


862 

1 

236 

FUEL OiLf KEROSENE* ETC 

OTHER FUEL 


213 


18 

19 


21 


222 

62 


122 

18 


10 


30 



42 

43 


75 

33 


349 


1 

219 

2 

Oil 

1 

088 

2 

668 

1 

214 


827 

-- 1 

824 

1 

418 

1 

708 

1 

406 

1 

118 

1 

113 

COOKING FUEL 

























UTILITY GAS 


18 

2 

134 


44 

4 

203 

1 

.458 


... 

! 3 

239 


34 


522 


128 




229 

ELECTRICITY 


731 

1 

296 


427 

4 

542 

1 

426 


177 

2 

387 

1 

133 

1 

466 

1 

213 

1 

062 

1 

430, 

BOTTLED* TANK* OR LP GAS ... 

2 

254 

2 

422 

2 

223 

3 

347 

1 

644 


867 

3 

031 

1 

586 

1 

853 

2 

124 

1 

391 

2 

095 

FUEL OIL* KEROSENE* ETC 


133 


134 


44 


214 


97 


. . . 


198 

154 

206 


192 


200 


205 

COAL OR COKE 


57 


52 


24 


80 


39 


• • 


39 


18 


110 




64 


« ■ * 

WOOD 

OTHER fuel 

NONE 


20 

• • • 


375 

40 


344 


445 

40 


40 

18 

18 


211 

18 

i 

79 

! 

372 

*50 

1 

167 


314 


130 


*25 


Missouri 


27-87 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Countif:^ 

Outside SMSA*s: I960 — Con. 

[Based on sample; see text. Median not shown where base is Jess than 330] 


Hcj ting Equipment Ycjr Moved into 
Population Unit 

Persons Heating Fuel 

Persons pet Water Heating Fuel 

Room Cooking Fuel 


COOPER iCRAlFORO, 


DALLAS I DAVIESS; D£ i 


DOUGLAS DUNKLIN FRANKLIN GASCO- 
NADE 


all housing units. 


12 039 j 5 4571 5 494 1 3 155' 3 6B-' j 3 969 1 


HEATING equipment 


steam or hot water ••••♦•• 

WARM AIR FURNACE 

FLOOR* wall* or pipeless FURNACE 
built-in electric UNITS 

other means with flue 

other means without flue . » . . 
none 


:6 

69 

64 ! 

28 1 

e 

93 

S43 

173 

196 

469 

611 ■' 

?C2 

166 

608 

7 373 

1 719 

316 

3:2 

24? ; 

109 

186 

1 997 

681 

160 

... 


S' 

* • • 

16 

25 

163 

69 

9‘’1 

‘ 3 096! 

1 1 942 i 

3 230! 

3 095 

9 724 

6 056 

2 456 

iia 

i 21 ' 

15^ 

^*1 

58 

385 

215 

61 

63 i 

* 1 . 

1 12 i 

52 

17 

108 

264 

34 


population in housing units* 1960, 

per occupied unit 

owner. ... 

RENTER 

POPULATION IN DWELLING UNITS* 1950 

PER OCCUPIED Unit 


ALL OCCUPIED UNITS 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIAN* 

ALL OCCUPIED , . 

owner 

RENTER . . • • 


36 878 

15 047 

12 B77 

7 867 

9 718 1 

9 712; 

7 500 

10 226 

10 134 

40 416 

44 667 

11 713 

3.2 

3,0 

3.1 

3.0 

3.C i 

2.9 

3.? 

2.9 

3.4 

3.5 

3.3 

2.9 

3.4 

3.0 

3.0 

2.9 

3.0 i 

2.8 

2.9 

2.9 

3.4 

3.1 

3.3 

2.9 

2.0 

3,1 

3.3 

3.3 

3.2i 

3.1; 

3.6 

3.0j 

3.7 

3.8 

3.4 

2.9 

30 620 

16 020 

11 549 

9 275 

1C 391 

11 136; 

6 014 

10 8651 

12 587 

45 147 

35 783 

12 231 

3,3 

3.2 

3.3 



2.9 > 

2.9 


3,6 

3,7 

3.3 

3.2 

11 420 

4 938 

4 122] 

1 

2 646 

1 

3 211 

! 

3 407 j 

2 487] 

3.3 j 

3 4861 

2 945 

1 1 687 

13 483 

4 030 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


owner occupied 

1958 TO MARCH i960 
1954 TO 1957 . • . 
1940 TO 1953 . • . 
1939 OR EARLIER, , 


renter occupied. 

195B TO MARCH i960 . 
1954 TO 1957 . « . . 
1940 To 1953 . • . . 
1939 OR earlier, . . 


HEATING FUEL 


UTILITY GAS 

FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD 

ELECTRICITY 

BOTTLED* tank. OR LP GAS 

other fuel 

NONE 


WATER HEATING FUEL 


UTILITY GAS 

electricity 

COAL OR COKE 

WOOD 

bottled, tank, or LP GAS 
FUEL OIL. KEROSENE. ETC. 

OTHER FUEL 

NONE 


COOKING FUEL 


utility gas 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE 

WOOD 

other fuel 

NONE 


19 

« . • 

. • • 

19 

1 094 

470 

258 

1 624 

232 

512 

. • • 

509 

1 881 

747 

2 061 

693 

69 

21 

20 

• . 1 

827 

856 

872 

562 

rr. 


... 

... 



20 


692 

674 

427 

698 


... 

. . . 

19 

46 

... 

... 

* • . 

1 508 

819 

1 166 

912 


38 

21 

83 

1 853 

1 115 

1 577 

1 695 


20 

20 

19 

676 

959 

529 

694 

2 856 

1 342 

2 258 

2 531 


123 

65 

60 

• . • 

21 

• . • 

• • > 

572 

181 

339 

103 

18 

!!! 

I!! 



19 

3 535 

95 

149 

1 905 

7 117 

114 

2 786 

2 388 

2 076 

642 

1 769 

38 

59 

137 

549 

2 740 

1 957 


20 

20 


2 748 

19 

417 

1 586 

6 479 

... 

62 

244 

57 

. . . 

135 

832 

2 408 

3 721 

76 

143 

97 

19 


19 

1 544 

4 740 

2 769 


2 876 

76 

549 

1 956 

4 615 

1 750 

6 141 

7 983 

65 

473 

154 

• « * 

20 

1 58 

562 

ZOO 

1 558 

19 

21 

20 

... 

... 

19 


27-88 
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Heating Equipment 
Population 
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Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 



























Missouri 


27-89 


Tabic 29. — Occupancy Characteristics, Heating Equipment, and Type or Fuel, for Counties 

Outside SMSAs: I 960 — Con. 

[Based on sample; see text. Median not shown where is I^ss than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Hcatina Foci 

Water Heating Fuel 
Cooking Fuel 


SUBJECT 


all housing units, 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

Warm air furnace 

floor, wall, or pipeless furnace . 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE 

NONE 


POPULATION 


POPULATION IN HOUSING UNITS. 1960. 

PER OCCUPIED UNIT 

OWNER. .... 

RENTER ...... 

POPULATION IN DWELLING UNITS. 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. * • . 

5 PERSONS. . . . 

6 PERSONS. . . • 

7 PERSONS. . . . 

a PERSONS OR MORE 
MEDIAN* 

ALL OCCUPIED , 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED ...... 

1958 TO MARCH i960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED. 

1958 TO MARCH i960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 


HEATING FUEL 


UTILITY GAS 

FUEL OIL. KEROSENE. ETC. 

COAL OR COKE 

WOOD 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS 

OTHER FUEL . 

NONE 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE . . 

WOOD . . 

BOTTLED. TANK. OR LP GAS . . . . . 

FUEL OIL. KEROSENE. ETC 

OTHER FUEL . . . 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE 

WOOD 

OTHER FUEL 

NONE 


LACLEDE 

LAFA- 

YETTE 

LAWRENCE 1 

! 

LEWIS ! 

1 

1 

Lincoln! 

i 

LINN 

1 

LIVING-! 

S^ON j 

1 

MC- 

DONALD 

MACON 

MADISON 

MARIES 

6 703 

9 010 

8 510 

i 

3 864 I 

r 

f 

6 254; 

h 

6 737 ! 

5 953 

4 773 

6 737 

3 518 

2 578 

183 

513 

1 

149 1 

— 

\ 

199 ’ 

120' 

\ 

i 

414 ! 

415 

12 

303 

67 

12 

1 015 

3 646 

1 296 

872’ 

2 387: 

1 752 1 

2 123 

272 

1 564 

428 

415 

716 

463 

1 339 

1B6; 

3C7 1 

793 1 

3B5 

320 

514 

783 

101 

28 

13 

8 

12- 

16^ 

35 ! 

41 

16 

20 

13 

17 

4 607 

4 182 

5 388 

2 475^ 

4 104 : 

3 508 

2 908 

3 953 

3 734 

2 172 

2 000 

111 

85 

218 

72* 

90 

86 ! 

54 

168 

60 

55 

24 

43 

108 

112 

48. 

270 ! 

150 

27 

32 

542 

... 

9 

18 952 

24 962 

22 750 

10 701 

— 

15 092 

16 684 i 

15 142 

11 747 

16 583 

9 225 

7 404 

3.1 

3.0 

3.0 

3.C 

3.1 

2.8 j 

2.8 

3.0 

2.8 

3.1 

3.4 

3,1 

3.0 

2.9 

2.9 

3.0 

2.7i 

2.9 

2.9 

2.7 

3.1 

3.3 

3.2 

3.2 

3.1 

3.4 

3.5 

2.9 

2.8 

3.1 

3.1 

3.2 

3.7 

18 912 

24 948 

23 080 

10 357 

13 434 

IS 71C 

15 913 

14 110 

17 930 

10 371 

7 421 

3.4 

3.1 

3.1 

3.0 

3.0 

2.9 

3.C 

3.3 

2.9 

3,4 

3.5 

6 098 

8 222 

7 690 

1 

3 525 

4 852 

5 989 

5 354 

3 978 

5 865 

2 987 

2 199 

816 

1 215 

1 178 

531 

738 

I 099 

959 

590 

963 

406 

257 

2 046 

2 660 

2 718 

1 135 

1 624 

2 203 

1 904 

1 418 

2 189 

1 027 

613 

1 183 

1 575 

1 464 

698 

844 

1 C7l 

914 

744 

1 073 

581 

462 

951 

i 320 

1 065 

549 

719 

736 

786 

548 

849 

422 

369 

496 

818 

668 

347 

399 

531 

453 

392 

403 

251 

250 

319 

374 

318 

111 

250 

204 

215 

159 

230 

164 

104 

130 

121 

145 

79 

146 

93 

79 

74 

89 

53 

57 

157 

139 

134 

75 

132 

52 

44 

53 

69 

83 

87 

2.7 

2.6 

2.5 

2.6 

2.6 

2.4 

2.4 

2.5 

2,4 

2.6 

3.0 

2.6 

2.6 

2.4 

2.5 

2.4 

2.3 

2.4 

2.4 

2.3 

2.6 

2.9 

2.8 

2.9 

2.7 

3.2 

3,1 

2.6 

2.4 

2.8 

3.0 

2,7 

3.2 

5 265 

7 534 

7 000 

3 232 

4 174 

5 678 

5 010 

3 517 

5 534 

2 658 

1 857 

833 

688 

690 

293 

678 

311 

344 

461 

331 

329 

342 

4 384 

5 724 

5 978 

2 603 

3 633 

4 751 

3 702 

3 018 

4 533 

2 324 

1 696 

915 

855 

1 053 

517 

629 

710 

i 681 

707 

702 

408 

267 

911 

950 

1 257 

448 

727 

938 

1 829 

602 

718 

523 

309 

1 699 

2 244 

2 237 

816 

1 372 

1 884 

1 304 

1 099 

{ 1 821 

958 

5S9 

859 

1 675 

1 431 

822 

905 

1 219 

888 

610 

1 292 

435 

531 

1 714 

2 498 

1 712 

922 

1 219 

1 238 

1 652 

960 

1 332 j 

663 

503 

1 075 

1 182 

946 

410 

576 

651 

941 

529 

666 

370 

303 

333 

581 

384 

189 

294 

303 

348 

201 

254 

146 

85 

250 

564 

293 

2331 

268 

227 

290 

176 

324 

109 

65 

56 

171 

89 

90| 

1 

81 

57 


54 

88 

38 

50 

58 

3 957 

3 770 

19 

19 

1 722 

1 466 

19 

576 

1 283 

22 

1 272 

1 644 

591 

1 269 

1 962 

2 054 

2 025 

293 

2 238 

43 

493 

301 

894 

236 

935 

713 

1 065 

891 

78 

2 006 

181 

65 

2 436 

396 

1 678 

299 

1 007 

484 

413 

1 933 

462 

1 120 

1 OSO 

21 

19 

22 

• • • 

43 

84 

40 

39 

39 

21 

43 

1 969 

1 158 

1 393 

965 

1 070 

559 

452 

1 616 

544 

339 

496 

41 

154 

• . • 

19 

19 

... 

42 

» •« 

• « . 

... 

... 



... 

19 

19 

21 

23 





58 

3 503 

3 566 


38 

1 381 

1 049 

19 

650 

1 141 

22 

736 

2 081 

970 

824 

1 133 

1 923 

2 051 

390 

2 216 

212 

496 

38 

58 

21 

95 

24 

19 

19 

70 

19 

• » « 

78 

124 

64 

*59 

19 

2 686 

748 

1 396 

1 109 

1 513 

959 

652 

2 013 

730 

275 

436 

154 

98 

112 

313 

57 

182 

41 

39 

160 


31 


59 

21 


19 







2 407 

1 675 

1 602 

1 184 

2 049 

1 525 

1 472 

1 439 

1 985 

1 295 

1 155 

159 

3 116 

3 374 


61 

1 334 

1 079 

- 40 

643 

1 078 

82 

1 155 

2 972 

1 767 

969 

917 

2 110 

1 853 

908 

2 543 

1 349 

326 

3 675 

i 649 

2 092 

2 364 

3 355 

2 268 

2 027 

2 298 

2 132 

L 1 055 

1 435 

101 

137 

206 

• * • 

160 

152 

78 

i 196 

32S 

> 40 

) 21 


78 


66 

73 

34 

93 

1 «•« 


> 21 

* • « 

929 

124 

251 

126 

267 

62 

133 

t 536 

, 15* 

^ 404 

; 335 


95 

« ■ . 

. . . 

19 



. • . 

. • t 

1 * • . 

♦ • • 

19 

51 

... 

... 

... 

29 

1 91 

... 

... 

> 4C 

) **. 


MARION 


10 747 


740 

3 927 
651 

41 

4 789 
220 
379 


29 298 
3.0 
2.9 
3.0 
29 252 
3.0 


9 925 


1 799 
3 329 
1 781 
1 244 
915 
480 
144 
253 


2.5 

2.4 

2.5 


8 858 
1 067 


6 406 
1 008 

1 373 

2 498 
1 527 

3 519 
1 753 

771 

795 

200 


6 983 
648 
i 093 
414 
65 
618 
62 
42 


6 601 
908 
121 

544 

40 

1 711 


6 846 
1 407 
1 219 
196 
120 
118 
19 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type op Fuel, for Counties 

Outside SMS As: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

He.iting Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

MERCER 

MILLER 

MISSIS- 

SIPPI 

MONITEAU 

MONROE 

MONT- 

GOMERY 

MORGAN 

NEW 

MADRID 

NEWTON 

1 

NODAWAY 

OREGON 

OSAGE 

ALL HOUSING UNITS 


2 

383 

4 

804 

6 

173 

3 

928 

4 

090 

4 

361 

4 

634 

9 

686 

10 

859 

7 

673 

3 

807 

3 

564 

HEATING EQUIPMENT 


























STEAM OR HOT WATER 



24 


120 


128 


125 


129 


90 


37 


109 


151 


243 


a 


92 

WARM AIR FURNACE 

• • ■ 


331 


981 


420 


670 


799 


837 


512 


394 

1 

740 

2 

449 


249 

1 

042 

FLOOR! WALLi OR PIPELESS FURNACE , . 

• i • 


168 


519 


947 


519 


239 


306 


761 


831 

1 

944 


613 


172 


52 

BUILT-IN ELECTRIC UNITS 



11 


22 


« . . 


26 


12 


21 


86 


4 


33 


15 


11 


24 

OTHER MEANS WITH FLUE. ....... 


1 

813 

3 

001 

4 

529 

2 

488 

2 

606 

3 

076 

2 

963 

7 

710 

6 

675 

4 

264 

3 

076 

2 

237 

OTHER MEANS WITHOUT FLUE 



36 


148 


58 


15 


165 


27 


109 


240 


159 


56 


230 


39 

NONE 



... 


13 


91 


85 


140 


4 


164 


398 


157 


33 


61 



78 

population 






1 ' 




















POPULATION IN HOUSING UNITS i 1960. 


5 

913 

13 

908 

21 

734 

10 

072 

10 

669 

11 

604 

9 

233 

31 

928 

30 

300 

20 

613 

10 

102 

11 

177 

PER OCCUPIED UNIT 



2.9 


3.2 


3.8 


2.9 


3.0 


3.1 


2.8 


3.9 


3.2 


3.0 


3.1 


3.6 

owner 



2.8 


3.1 


3.3 


2.8 


2.9 


3.0 


2.6 


3.4 


3.1 


3.0 


3.0 


3.7 

RENTER 



3.3 


3.3 


4.2 


3.0 


3.3 


3.3 


2,9 


4,1 


3.2 


3.2 


3,4 


3,5 

POPULATION IN DWELLING UNiTSf 1950 


7 

204 

13 

642 

22 

427 

10 

730 

11 

230 

11 

472 

10 

188 

39 

334 

28 

113 

22 

898 

11 

957 

11 

243 

PER OCCUPIED unit 



3*0 


3.4 


3.9 


3.1 


3.0 


3.0 


3.2 


4.1 


3,3 


3,1 


3,5 

^ 

3.7 

ALL occupied UNITS . . 

2 

014 

4 

391 

5 

740 

3 

510 

3 

609 

3 

766 

I ^ 

264 

8 

281 

9 

567 

6 

801 

1 ^ 

233 

3 

067 

PERSONS 



1 























1 PERSON 



254 


501 


735 ' 


597 


664^ 


568 


544 


876 

1 

207 

1 

144 


417 


332 

2 PERSONS 



705 

1 

600 

1 

468 1 

1 

314 

1 

292 j 

1 

344 

1 

251 

2 

179 

3 

039 

2 

273 

1 

165 


910 

3 PERSONS 



449 


810 


940 


628 


654' 


648 


574 

1 

451 

1 

837 

1 

157 


576 


473 

4 PERSONS 

• • • 


308 


638 


860 


447 


4101 


448 


437 

1 

249 

1 

621 


972 


518 


425 

5 PERSONS. ... 

« i • 


176 


350 


621 


249 


224 1 


360 


229 


614 


962 


620 


211 


337 

6 PERSONS 



89 


273 


442 


154 


155 i 


185 


119 


599 


463 


284 


128 


264 

7 PERSONS. . 

• • t 


16 


79 


206 


43 


76' 


112 


68 


386 


216 


187 


99 


158 

8 PERSONS OR MORE 

« • • 


17 


140 


468 


78 


134, 


101 


42 


727 


222 


164 


119 


168 

MEDIAN* 











1 















ALL OCCUPIED 



2,6 


2.6 


3.2 


2.4 


2.4 


2.5 


2.4 


3.2 


2.8 


2.5 


2.6 


3.1 

OWNER. .... 



2,5 


2.5 


2.8 


2.4 


2.3i 


2,4 


2.3 


2.8 


2.7 


2.4 


2,5 


3.1 

RENTER 

... 


3.3 


2.9 


3,6 


2.5 


2.9 


2.8 


2.6 


3.5 


3.0 


3,0 


3.0 


3.1 

PERSONS PER ROOM 


























1.00 OR LESS 


1 

057 

3 

786 

4 

300 

3 

250 

3 

251 

3 

364 

2 

992 

6 

108 

8 

415 

6 

263 

2 

805 

2 

513 

1.01 OR MORE ..... 

... 


157 


605 

1 

440 


260 


358 


402 


272 

2 

173 

1 

152 


538 


428 


554 

YEAR MOVED INTO UNIT 


























owner occupied 

« • « 

1 

549 

3 

425 

2 

542 

2 

689 

2 

718 

2 

803 

2 

517 

3 

278 

7 

412 

4 

753 

2 

487 

2 

441 

1958 TO MARCH 1960 



203 


553 


426 


397 


379 


469 


477 


689 

1 

527 


741 


455 


321 

1954 TO 1957 

• t « 


306 


688 


532 


424 


466 


557 


589 


662 

1 

640 


832 


422 


336 

1940 TO 1953 



680 

1 

352 

1 

158 

1 

110 

1 

148 

1 

042 


872 

1 

290 

2 

921 

1 ^ 

140 

1 

093 


876 

1939 OR EARLIER 

• • • 


360 


832 


426 


758 


725 


735 


579 


617 

1 

324 

' 1 

040 


517 


908 

RENTER occupied 

• • • 


465 


966 

3 

198 


821 


891 


963 


747 

5 

003 

2 

155 

a 

048 


746 


626 

1958 TO MARCH i960 



236 


582 

1 

667 


401 


399 


464 


401 

2 

723 

1 

326 

1 

078 


478 


224 

1954 TO 1957 



123 


173 


852 


235 


222 


217 


167 

1 

150 


427 


464 


129 


169 

1940 TO 1953 



74 


152 


575 


139 


195 


181 


127 


911 


310 


401 


118 


125 

1939 OR EARLIER 

• • t 


32 


59 


104 


46 


75 


iOi 


52 


219 


92 


105 


21 


108 

HEATING FUEL 


























UTILITY GAS, . 



... 


140 

1 

303 

1 

408' 


... 


696 


76 

1 

338 

3 

540 

i 

735 


• . . 


,«• 

FUEL OIL* KEROSENE* ETC 


1 

040 


684 


973 


407 

1 

435 


980 


517 

1 

741 


569 

3 

550 


323 


908 

COAL OR COKE 

• • • 


361 


207 

2 

332 


110' 


972 


639 


230 

3 

306 


365 


630 


77 


219 

WOOD 



3B6 

1 

791 


301 

1 

090 


528 


718 

1 

465 


512 

2 

3521 


475 

2 

283 

1 

313 

ELECTRICITY, . . , , , 



. . . 


41 




38 ■ 


• . . 


19 


58 


... 


201 


... 


• * . 


20 

BOTTLED* TANK. OR LP GAS 

... 


227 

1 

441 


811 


377 


629 


696 


918 

1 

345 

2 

662; 


411 


493 


588 

OTHER FUEL 



• » . 


87 


... 


• . » ' 


45 


18 


... 


18 


19 1 


... 


57 


. * . 

NONE 



... 




20 j 


... 


... 


... 


... 


21 


40 


... 


... 


19 

WATER HEATING FUEL 


























UTILITY GAS 

. . « 




35 

1 

198 I 

1 

316 


23 


697 


76 

1 

182 

3 

377 

1 

700 


58 


... 

ELECTRICITY, . 



446 


981 


456 1 


279 


970 


708 


365 


717 

1 

420 

2 

418 


497 


817 

COAL OR COKE * . 

. . . 


. * • 




18 ' 


17 


16 


37 


20 


16 


20 


. • . 


• * • 


. . . 

WOOD 



. . • 


75 


. . . 


* • . 


f • . 


* • . 


. . • 


• . . 


20 


42 


38 


• . . 

bottled* TANK* OR LP GAS 



465 

1 

709 

1 

091 , 


557 


901 


752 

1 

326 

1 

841 

2 

227 


450 


860 


639 

FUEL OIL* KEROSENE. ETC 



81 


84 


166 


69 


66 


la 


57 


76 


60 


303 


19 


67 

OTHER FUEL 

• « • 




... 


... 


■ . . 


* * • 


, . • 


. , . 


42 


19 


... 


* • . 


• * . 

NONE 


1 

022 

1 

507 

2 

ail 

1 

1 

272 

1 

633 

1 

554 

1 

420 

4 

407 

2 

424 

1 

886 

1 

761 

1 

544 

COOKING FUEL 


























UTILITY GAS 

• • i 


... 


69 


773 

1 

186 


45 


634 


96 

1 

258 

2 

819 

1 

325 


77 


38 

ELECTRICITY 

• ■ • 


307 

1 

199 

1 

261 


638 

1 

043 


740 


508 


947 

2 

571 

2 

250 


920 


639 

BOTTLED* TANK* OR LP GAS ..... . 

« • • 

1 

563 

2 

784 

2 

898 

1 

340 j 

2 

165 

2 

018 

2 

216 

5 

191 

3 

594 

2 

759 

1 

546 

1 

943 

FUEL OIL* KEROSENE* ETC 



21 


78 


35 


45 ' 


279 


174 


79 


274 


171 


283 


19 


59 

COAL OR COKE 

i • • 


42 




339 


171 


. • * 


42 


. . . 


323 


20 


82 


• • . 


. . * 

WOOD 

« t • 


81 


261 


417 


284 


39 


158 


365 


267 


392 


102 


652 


368 

OTHER FUEL 







. • • 


... 


22 


. . • 


... 


21 


... 


... 


* . . 


• • * 

NONE 







17 




16 


... 


... 


... 


... 


... 


19 




Missouri 


27-91 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type of Fuel, tor Counties 

Outside SMSAs: i960 — Coa 

[Based on sample; see text. Median not shown where base is than 200] 


Heating Equipment 
P.^pulat:on 
Per-vonis 
Persons per 
Room 


Year Moved into 
Unit 

Hearing Fuel 
Water Heating Fuel 
Gaoking Fuel 


SUBJECT 


all housing units 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

•ARM AIR FURNACE 

floor* wall, or pipeless furnace 

BUILT-IN ELECTRIC UNITS 

other means with flue. • • • i . 
other means without flue . . . . 

NONE 


population 


population in housing units. 1960. 

per occupied unit 

OWNER • 

renter 

population in dwelling units? 1950 
PER OCCUPIED unit 


all OCCUPIED UNITS 
persons 


1 person .... 

2 persons. . . . 

3 PERSONS, . . . 

^ PERSONS. . . . 

5 persons, , . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

6 PERSONS OR MORE 
MEDIAN: 

ALL OCCUPIED . 

owner. . . . 

RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

owner OCCUPIED 

1958 TO MARCH 1960 

195tt TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 


HEATING FUEL 


UTILITY GAS 

FUEL OIL. KEROSENE. ETC. 

COAL OR COKE 

WOOD 

ELECTRICITY. ...... 

bottled. TANK. OR LP GAS 

OTHER FUEL 

NONE ... 


WATER HEATING FUEL 


UTILITY GAS . . . . 

ELECTRICITY, . 

COAL OR COKE 

WOOD 

bottled. TANK. OR LP GAS . . . . 

FUEL OIL. KEROSENE. ETC 

OTHER fuel 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS . • . • 

FUEL OIL. KEROSENE. ETC 

COAL OR COKE 

WOOD . , . 

OTHER FUEL 

NONE 


kRK 

’EHISCOT 

PERRY j 

PETTIS 

PHELPS j 

i 

! 

T'" 

PIKE 1 

\ 

917 

12 056 

4 685 

12 719 

8 459 ! 

6 229: 


119 

) 

i 

190 

1 

j 

503 i 

1 

i 

495! 

233 ! 

62 

41l| 

1 905 

4 391 

2 469 1 

1 064' 

353 

1 384 

525 

2 125 

B33! 

434 ; 

19 

12 

12 

80 

7 ■ 

4 ' 

320 

9 638 

1 985 

5 397 

4 444 

4 251, 

103 

332 

51 

186 

94! 

151' 

60 

160 

17 

37 

117; 

92' 

941 

38 227 

14 571 

35 no 

23 610i 

17 306: 

3,3 

3.7 

3,5 

3.0 

3. 1 ; 

3.1'; 

3.2 

3.1 

3.6 

3.0 

3 , 2 ; 

3. Cl 

3.7 

4,0 

3.2 

3.1 

3.1] 

3 . 2 ; 

832 

45 470 

14 699 

31 269 

19 976 1 

16 74:1 

3.7 

3.8 

3,7 

3.0 

3 . 3 ! 

3.0i 

127 

10 443 

4 ISO 

11 748 

7 521 

i 

5 sse! 

184 

1 329 

498 

1 893 

929 

887 I 

745 

2 780 

1 206 

3 926 

2 55C 

1 E32i 

452 

1 867 

757 

2 051 

1 477 

1 017 

316 

1 580 

588 

1 903 

1 221 

813 

211 

996 

441 

978 

635 

461 

100 

663 

336 

605 

311 

273 

49 

391 

177 

194 

175 

153 

70 

817 

177 

196 

223 

152 

2.8 

3.1 

3.0 

2.5 

2.7 

2.6 

2.7 

2.6 

3.1 

2.5 

2.7 

2.5 

3.3 

3.5 

2.8 

2.7 

2.6 

2.8 

. S18 

7 851 

3 665 

10 700 

6 451 

4 844 

309 

2 592 

515 

1 048 

1 070 

744 

. 722 

3 930 

3 270 

8 450 

4 84C 

3 640 

261 

533 

328 

1 792 

1 227 

602 

269 

8131 

681 

1 741 

1 022 

i 678 

798 

1 815' 

1 201 

2 992 

1 744 

1 1 312 

394 

769 

1 060 

1 925 

847 j 

1 04fi 

405 

6 513 

910 

3 298 

2 681 ! 

1 948 

231 

3 535 

396 

2 024 

1 818 

1 048 

73 

1 548 

233 

660 

478 

1 

69 

1 221 

198 

439 

315 

374 

32 

209 

83 

155 

70 

lOO 

21 

2 331 


7 891 

38 

2 489 

42 

2 120 

1 223 

737 

2 777 

658 


3 972 

1 097 

1 095 

601 

638 

1 786 

434 

933 

728 

i 015 

992 


19 

. . . 

47 

... 

22 

278 

1 518 

927 

1 208 

2 248 

713 


20 

• . . 

42 

. * . 

55 

... 

29 

• . • 


42 

21 


1 605 


7 119 

59 

2 124 

106 

, 1 770 

1 5W 

1 126 

1 451 

745 


22 

40 

21 

126 

42 



20 

23 

42 

... 

572 

1 242 

937 

1 118 

3 336 

643 


26 

134 

23 

598 

22 



17 

• • • 


« . « 

1 449 

1 5 778 

1 442 

2 318 

, 1 909 

2 012 

64 

1 872 


7 676 

. 59 

t 2 455 

255 

; 2 001 

1 610 

1 633 

; l 956 

i 856 

1 274 

5 354 

2 054 

2 087 

5 016 

, 1 767 

21 

584 

95 

161 

23 

1 218 


21C 

f 20 

1 4C 

i • 

22 

512 

i 422 

: 376 

, 13J 

425 

i 250 

20 

. .. 

... 

*25 

' 

, 42 

*1 


! 


353 
624 ; 
571 1 

883| 

95 

53 


I 

23 041 1 
3,4{ 
3.31 
3.5i 
14 345* 
3.1' 


635 
1 976 
1 419 
1 2B7 
8B7 
344 
196 
13C 

3.1 

3.0 

3.3 


6 008 
866 


5 082 
1 413 
1 266 
I 649 
754 

1 792 
1 034 
355 
303 
100 


2 795 
1 842 
385 
178 
21 
1 636 


17 


2 596 
2 051 


1 013 
79 


1 467 
3 267 
1 979 
102 
20 
39 


POLK 

PULASKI 

PUTNAM 

RALLS F 

lANOOLPH 

5 456 

9 173 

2 897 

3 044 

a 587 

50 1 

110 

82 

64 

718 

416 

3 229 

491 

569 

2 704 

408 

846 

171 

196 

1 089 

29 

21 

4 

20 

9 

4 339 

4 745 

2 035 

2 161 

3 993 

36 

167 

44 

32 

43 

178 

55 

70 


31 

13 437 i 

26 938 

6 896 

8 124 

22 007 

2.b| 

3.5 

2,7 

3,1 

2.6 

2. si 

3.3 

2,7 

3,0 

2.B 

3.0i 

3.6 

2,8 

3,4 

2.9 

IS 715i 

10 367 

9 144 

a 675 

22 656 

3.1j 

3.2 

3.0 

3.1 

2.9 

4 719 

7 771 

2 530 

2 624 

7 829 

708 

524 

405 

356 

1 423 

1 961 

2 316 

1 027 

905 

2 901 

730 

1 596 

418 

484 

1 354 

634 

1 395 

374 

405 

1 045 

320 

1 021 

188 

222 

579 

192 

484 

92 

135 

275 

106 

252 

16 

45 

119 

68 

183 

10 

72 

133 

2.3 

3,2 

2.3 

2.6 

2.4 

2.3 

2,9 

2.3 

2.5 

2.3 

2.6 

3,3 

2.5 

3.1 

2.4 

4 338 

6 168 

2 415 

2 373 

7 240 

381 

1 603 

115 

251 

589 

3 667 

3 628 

1 941 

1 985 

5 488 

740 

1 2B6 

265 

326 

913 

684 

925 

312 

343 

1 128 

1 379 

999 

767 

768 

2 181 

864 

418 

597 

548 

1 266 

1 052 

4 143 

589 

639 

2 341 

561' 

3 540 

264 

278 

1 193 

260 

384 

141 

126 

606 

187 

155 

134 

165 

426 

44 

56 

50 

70 

116 


80 

68 

399 

4 446 

993 

3 900 

706 

660 

735 

182 

97 

969 

560 

1 355 

2 212 

1 360 

207 

363 

499 

36 

20 

17 

21 

... 

1 242 

2 314 

512 

600 

776 

54 

. . . 

18 

21 

18 

* * * 

* • • 

33 

... 


18 

79 

51 

384 

4 163 

1 536 

2 890 

544 

427 

949 


• , ■ 

33 


41 

22 

41 

. . • 

» . . 

... 

1 176 

1 3 256 

564 

611 

961 

70 

t 42 

136 

21 

S6 


• , , 

. • • 

* . * 

... 

1 897 

1 463 

1 402 

: 1 181 

1 659 

36 

1 12C 

I 12 c 

> 375 

j 4 090 

1 81C 

> 1 879 

1 30C 

) 58: 

> 1 265 

2 072 

i 5 466 

. 1 955 

> i 54t 

i 1 938 

23€ 

i 21 

lOfi 

t 3< 

j 204 



, 3t 

t ... 

. 146 

sit 

1 24€ 

) 1- 

r s; 

5 IB6 

1C 

3 ... 

1 • . • 

. * . 

■ ... 

... 

, 3? 

? 

. 



Table 29. — Occupancy Characteristics, Heating Equipment, and Type ot Fuel, for Counties 

Outside SMSA ’s; I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

RAY 

REYNOLDS 

RIPLEY 

ST CLAIR 

ST FRAN- 
COIS 

STE 

GENE- 

VIEVE 

SALINE 

SCHUYLER 

SCOTLAND 

SCOTT 

SHANNON 

SHELBY 

ALL HOUSING UNITS 


6 

050 

1 

895 

3 

650 

4 

092 

12 

177 

3 

781 

8 

686 

2 

053 

2 

630 

10 

328 

2 

591 

3 

634 

HEATING equipment 


























STEAM OR HOT WATER > . 

• • * 


165 


12 


a 


39 


614 


98 


363 


67 


107 


291 


■ • . 


12B 

WARM AIR FURNACE 

• • . 

1 

534 


125 


137 


309 

2 

620 

1 

921 

2 

516 


347 


592 

1 

994 


64 


685 

FLOOR » WALL» OR PIPELESS FURNACE . . 


1 

002 


83 


246 


270 

2 

404 


BO 

1 

190 


148 


110 

2 

117 


89 


255 

BUILT-IN ELECTRIC UNITS 

• • • 


16 


8 


8 


8 


20 


16 


21 


20 


4 


12 


4 


28 

OTHER MEANS WITH FLUE 


3 

198 

1 

567 

3 

178 

3 

402 

6 

263 

1 

580 

4 

000 

1 

419 

1 

740 

5 

708 

2 

154 

2 

489 

OTHER MEANS WITHOUT FLUE 



36 


96 


30 


40 


214 


67 


445 


46 


34 


164 


187 


49 

NONE 

• t • 


98 


4 


43 


24 


42 


19 


151 


6 


43 


42 


93 


-in 

POPULATION 


























POPULATION IN HOUSING UNITS* I960. 


16 

033 

5 

174 

9 

335 

8 

683 

34 

046 

12 

158 

23 

Oil 

5 

022 

6 

489 

32 

684 

6 

814 

9 

417 

PER OCCUPIED UNIT 



3.0 


3,3 


3.1 


2.6 


3*1 


3.7 


2.9 


2.8 


2.9 


3,4 


3.1 


2.9 

OWNER 



3.0 


3,2 


3. 1 


2.7 


3. 1 


3.7 


2.8 


2.7 


2.8 


3,3 


3.1 


2.9 

RENTER 



3.0 


3.6 


3.2 


3.2 


3.2 


3.5 


3.0 


3.2 


3.3 


3.6 


3,3 


3.2 

POPULATION IN DWELLING UNITS* 1950 


15 

861 

6 

918 

11 

391 

10 

434 

33 

025 

11 

182 

24 

477 

5 

731 

7 

291 

32 

702 

8 

370 

9 

622 

PER OCCUPIED UNIT 



3.0 


3,7 


3^ 


3.0 


3.4 


3.8 


3.0 


3.0 


2.9 


3.6 


3,6 


2.8 

ALL OCCUPIED UNITS 

I • • . 

5 

404 

1 

559 

2 


3 

082 

10 

973 j 

3 

286 

a 

038 

1 

791 

2 

250 

9 

611 

2 

192 

3 

206 

PERSONS 


























1 PERSON 



854 


174 


441 


554 

1 

638, 


332 

' 1 

240 


300 


337 

1 

149 


308 


554 

2 PERSONS 


1 

875 


527 

1 

029 

1 

200 

3 

511' 


844 

1 3 

126 


709 


817 

2 

727 


771 


119 

3 PERSONS 



944 


268 


515 


498 

2 

020, 


551 

1 

373 


283 


402 

1 

915 


397 


554 

4 PERSONS 



802 


223 


408 


392 

1 

710' 


575 

1 1 

121 


253 


347 

1 

632 


331 


418 

5 PERSONS 



518 


166 


246 


213 

1 

055! 


415 


587 


137 


213 


908 


153 


294 

6 PERSONS 



202 


101 


148 


105 


487' 


234 


348 


57 


95 


616 


102 


144 

7 PERSONS 

# i • 


125 


29 


69 


60 


2821 


162 


146 


16 


31 


271 


49 


71 

a PERSONS OR MORE 



84 


69 


116 


60 


270 ' 


173 


97 


36 


8 


394 


81 


52 

MEDIANI 


























ALL OCCUPIED . 



2.5 


2.8 


2.5 


2.3 


2.7' 


3.3 


2,4 


2.3 


2.5 


3,0 


2.5 


2.4 

OWNER * * • . 

• • » 


2,5 


2.7 


2,5 


2.2 


2.6 


3.4 


2.3 


2.3 


2.4 


2.9 


2,5 


2.4 

RENTER , 



2.5 


3.1 


2. a 


2.8 


2,9 


3.2 


2.6 


3.0 


3,2 


3.1 


2.9 


2.8 

PERSONS PER ROOM 


















i 


1 






1.00 OR LESS 

1 • • • 

4 

887 

1 

279 

2 

492 

2 

752 

9 

616 

2 

702 

7 

469 

1 

681 

2 

133 

8 

119 

1 

853 

2 

973 

1.01 OR MORE . * • , 

. . . . 


517 


280 


480 


330 

1 

357 


584 


569 


110 


117 

1 1 

492 


339 


233 

YEAR MOVED INTO UNIT 


























OWNER OCCUPIED 


4 

128 

1 

169 

2 

225 

2 

225 

8 

405 

2 

620 

5 

426 

1 

472 

1 

722 

6 

187 

1 

662 

2 

424 

1958 TO MARCH I960 



729 


218 


543 


332 

1 

342 


370 


720 


200 


220 

1 i 

246 


371 


358 

1954 TO 1957 



882 


260 


417 


472 

1 

836 


546 

1 

068 


241 


334 

! 1 

277 


347 j 


459 

1940 TO 1953 ... 


1 

566 


475 


846 


861 

2 

987 


947 

2 

118 


594 


689 

1 ^ 

566 


661 


991 

1939 OR EARLIER 



951 


216 


419 


560 

2 

240 


7S7 

1 

520 


437 


479 

1 

098 


283: 


616 

renter OCCUPIED 


1 

276 


390 


747 


857 

2 

568 


666 

2 

612 


319 


528 

3 

424 


530 


782 

1958 TO MARCH i960 



641 


206 


436 


427 

1 

506 


313 

1 

236 


207 


284 

1 

947 


304 


407 

1954 TO 1957 



299 


48 


IBS 


243 


438 


166 


679 


62 


83 


739 


94 


189 

1940 TO 1953 



261 


112 


111 


146 


500 


117 


519 


29 


131 


598 


92 


141 

1939 OR EARLIER . . . 



75 


24 


12 


41 


124 


70 


178 


21 


30 


140 


40 


45 

HEATING FUEL 


























UTILITY GAS 


1 

911 


21 


40 


20 

6 

260 


843 

3 

815 


. • * 


• • * 

4 

093 


60 


19 

FUEL OIL* KEROSENE* ETC, ...... 

! ! 1 


838 


84 


249 


380 


771 


402 

1 

204 


503 


868 

1 

526 


118 

1 

533 

COAL OR COKE 



653 


21 


162 


601 

1 

269 


584 


860 


849 


885 

2 

567 


• • • 


772 

WOOD . . . 



336 

1 

138 

1 

981 

1 

260 

1 

447 


867 


480 


62 


209 


443 

1 

534 


293 

ELECTRICITY 



• • . 




* ■ • 


• • t 


63 


... 


22 


19 


» . « 


23 


19 


19 

BOTTLED* TANK* OR LP GAS 


1 

582 


295 


540 


821 

1 

082 


566 

1 

593 


35a! 


2B8 


959 


440 


549 

OTHER FUEL 

• • • 


45 






• . • 


62 


24 


24 


• •• 


. ■ . 


• • . 


• • « 


21 

NONE 

« • • 


20 


;;;i 


... 


... 


19 


... 


20 


...j 


,,, 


... 


21 


... 

WATER HEATING FUEL 





i 





















UTILITY GAS 

• • » 

1 

665 


21 


59 


19 

5 

585 


496 

3 

313 


20 


... 

3 

B4B 


39 


... 

ELECTRICITY. , 

« « » 


647 


127' 


256 


477 

1 

498 


997 

1 

495 


481 


900 1 

1 

260 


260 


837 

COAL OR COKE 

4 9 9 


20 


. . * : 


21 


20 


97 


41 


24 


• . • 


78 


131 


. * , 


57 

WOOD 

4 9 9 


• « . 


» . » i 


42 


... 


20 i 


20 


• * . 


• « . 


. • • ! 


19 


20 


. t . 

BOTTLED* TANK. OR LP GAS 

4 9 9 

1 

271 




648 


844 


979 


544 

1 

134 


380 


464 

1 

496 


494 

1 

033 

FUEL OIL* KEROSENE. ETC 

4 4 4 


80 


336 j 


20 


60 


2ll 


« • . 


164 


20 


38 


206 


* • . 


195 

OTHER FUEL 

9 9 4 


25 


* • « j 




.. • 




45 


24 


. • * 


• * • 


19 


• . . 


• . . 

NONE • . . . . . . 

4 9 4 

1 

677 

1 

075 1 

1 

926 

1 

662 

2 

773 1 

1 

143 

1 

884 


890 


770 

2 

632 

1 

379 

1 

084 

COOKING FUEL 





i 






1 















UTILITY GAS , 

• 99 

1 

427 


21 


99 


20 

' 5 

124 


387 

3 

222 


20 


39 

2 

890 


177 


19 

ELECTRICITY. . . 


1 

358 


64 


330 


839 

2 

711 

1 

407 

2 

101 


340 


979 

2 

453 


279 


965 

BOTTLED, tank. OR LP GAS ...... 

• i ■ 

2 

261 

1 

032 

1 

458 

1 

604 

2 

463 

1 

193 

2 

234 

1 

173 

1 

078 

3 

740 

1 

217 

1 

928 

FUEL OIL. KEROSENE* ETC 

• ■ • 


82 


... 


115 


120 


140 


67 


186 


119 


97 


198 


• • t 


159 

COAL OR COKE 

• ■ • 


106 


* • * 


. » « 


20 


19 


• * • 


104 


40 


57 


168 


9 9 9 


78 

WOOD 

• 49 


126 


442 


970 


479 


455 


191 


172 


79 


• * . 


122 


519 


57 

OTHER FUEL 

• 99 


25 




... 


• • . 


20 


21 


19 


20 


• ■ • 


20 


• * • 


• t < 

NONE 

• 99 






... 


... 


41 


... 


... 


... 


... 


20 


... 


... 



Missouri 
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Table 29. — Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties. 

Outside SMSA s: I960— Con. 

[Based on sample; see text Median not shown where base is less ^haTTi 200] 


Equipment 
PopuLiiion 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


STODDARD 


STONE 


SULLIVAN 


Taney 


ALL HOUSING UNITS 


9 781 


2 962 


3 706 


4 265 


HEATING equipment 


STEAM OR HOT WATER 

WARM AIR FURNACE . 

FLOOR 1 »ALLi OR PiPELESS FURNACE 

built-in electric units 

OTHER MEANS WITH FLUE 

other means without flue . . . . 
NONE 


population 


population in housing UN its ( 1960. 

PER occupied unit 

owner 

renter 

POPULATION IN DWELLING UNlTSt 1950 

per occupied unit 


all occupied units 

persons 


76 

8 

656 

190 

2 325 

155 

8 

17 

6 368 

2 407 

246 

63 

102 

122 


124 1 

101 ; 

563 

523 t 

167 

458 : 

... 

38 j 

2 687 

2 706 

11 

133! 

154 

306! 


29 628 

a 351 

3.4 

3.2 

3.0 

3.1 

4,0 

3.5 

33 292 

9 747 

3.7 

3.4 


7961 

2.8i 

2.7 

3.2 

240 

3.0 


9 


9 


978 

3.0 

2.9 

3.: 

836 

3.3 


i 

I 

i 


8 791 


2 636 


3 164 


i 

3 364 1 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 persons. . . . 

5 persons. . . . 

6 PERSONS, . . « 

7 persons. . . . 

8 persons or more 

KEOIANj 

all occupied . 
owner. . . . 

RENTER . . . 


1 004 

2 702 
1 638 
1 508 

894 

445 

233 

367 


340 

858 

612 

301 

241 

119 

84 

81 


561 
1 221 
519 
420 
262 
105 
40 

36 - 


4851 

32?: 

488 

504 

283 

138. 

61 

78 


2.9 2,7 
2.6 2.6 
3.5 3.0 


2.3 2.4 
2.3 2.4 
3.0 2.5 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


7 427 2 211 
1 364 425 


2 980 
184 


2 909 
455 


YEAR MOVED INTO UNIT 

owner occupied 

19S0 TO MARCH 1960 

1954. TO 1957 

1940 TO 1953 

1939 OR EARLIER 


5 308 

1 029 
1 208 

2 084 
987 


2 051 
325 
336 
904 
486 


2 532 
356 
395 
1 162 
619 


2 480 
682 
470 
972 
356 


renter occupied 

1958 TO MARCH 1960 
195^ TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER, . 


3 483 
1 979 
849 
564 
91 


S85 

369 

104 

93 

19 


632 

264 

151 

152 
65 


884 
541 
176 
127 1 
40 


HEATING FUEL 


UTILITY GAS. 

FUEL QiLf KEROSENE I ETC 

COAL OR COKE 

WOOD 

ELECTRICITY 

bottled f TANK! OR LP GAS 

OTHER FUEL 

HOME 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD . 

BOTTLED f TANK I OR LP GAS 
FUEL OIL I KEROSENE f ETC, 

OTHER FUEL 

NONE 


2 314 
1 022 
1 532 

1 799 

2 124 


456 
82 
1 336 
60 
702 


17 
1 347 
798 
364 

635 


427 
120 
1 390 
66 
1 359 


2 014 
799 
22 

2 166 
62 


20 

823 

*20 

567 

40 

1 166 


17 

656 


71 
1 574 


947 

78 

1 216 

1 123 


COOKING FUEL 


utility gas. 

ELECTRICITY 

bottled I TANK I OR LP GAS 
FUEL OiLt KEROSENE I ETC. 
COAL OR COKE ...... 

WOOD 

OTHER FUEL 

NONE 


1 742 
1 452 
5 019 
212 
43 1 
304 
19 


20 
865 
1 353 
41 

357 


34 
780 
2 142 
69 
18 
121 


I 012 
1 952 

400 


r 

TEXAS j 

j 

1 

VERNS^ j 

i 

WARREN 

WASH- 

INGTON 

WAYNE 

WEBSTER 

Worth 

WRIGHT 

r 

{ 

6 659* 

7 458 

3 019 

4 961 

3 561 

5 034 

1 628 

5 135 

26, 

1 

158: 

141 

78 1 

12 

42 

31 

57 

538 i 

1 020 1 

1 210 

7041 

171 

508 

509 

345 

237; 

1 361 

159 

435 

326 

195 

149 

295 

24? 

8 

11 

^ ^ j 

3 

40 

a 

16 

5 545 : 

4 705 

1 460 

3 347 

2 989 

3 952 

1 ill 

4 310 

72! 

177 

20 

297 I 

60 

126 

20 

97 

2^j 

29 

IB 

100 

... 

171 

... 

15 

^ 

I 

16 077 j 

18 217 1 

8 526 

14 770 

8 493 

13 749 

4 226 

14 242 

3,21 

2.B 

3.2 

3.7 

3,0 

3,1 

3,1 

3.1 

3.21 

2.8 

3.1 

3.7 

3.0 

3.0 

2,9 

3.0 

3 . 4 ; 

2,9 

3.3 

3.S 

3.1 

3.4 

3.6 

3.3 

18 947 j 

20 116 

7 429 

14 659 

10 513 

15 003 

S 120 

15 74B 

3.4! 

3.C 

3.1 

3*6 

3.6 

3*3 

3.1 

3.3 

i 

5 570 1 

6 52? 

2 6^4 

3 966 

2 790 

4 415 

1 368 

4 640 

658 j 

1 234 i 

316 

456 

435 

552 

168 

767 

1 832 i 

2 535 

952 

1 073 

: 012 

1 544 

470 

1 522 

1 143 

982 

484 

711 

498 

833 

234 

783 

707 

637 

404 

546 

332 

667 

248 

705 

553 

475 

225 

418 

232 

404 

142 

412 

349 

24C 

153 

281 

125 

202 

57 

202 

169 

118 

56 

164 

57 

97 

32 

121 

159 

106 

84 

317 

99 

116 

17 

128 

2.8 

2.3 

2.6 

3.1 

2.4 

2.6 

2.7 

2.5 

2.7 

2.3 

2*5 

3,1 

2.4 

2,5 

2.4 

2.5 

3.0 

2.4 

3.0 

3.1 

2.6 

3.1 

3.9 

2.0 

4 693 

6 051 

^ 2 423 

2 970 

2 373 

3 824 

1 291 

4 041 

877 

476 

251 

996 

417 

591 

77 

599 

4 324 

4 625 

1 953 

2 702 

2 084 

3 432 

1 032 

3 605 

899 

835 

375 

522 

398 

612 

158 

70 a 

813 

846 

373 

659 

515 

586 

125 

757 

1 770 

1 841 

724 

1 020 

799 

1 433 

435 

1 390 

842 

1 103 

4811 

501 

372 

801 

314 

750 

1 246 

1 902 

721 

1 264 

706 

983 

336 

1 035 

765 

1 039 

354 

579 

427 

559 

171 

605 

244 

4D4 

136 

272 

100 

253 

55 

270 

201 

350 

178 

277 

120 

134 

90 

111 

36 

109 

53 

136 

59 

37 

20 

49 

40 

2 888 


16 

22 

66 


75 

598 

420 

943 

360 

216 

483 

775 

495 

39 

1 041 

730 

454 

218 

155 

138 

41 

3 566 

900 

530 

1 998 

1 639 

2 890 

186 

2 959 

81 


• . ■ 

• a . 

... 

« . * 

17| 

21 

1 163 

1 199 

453 

919 

669 

798 

252 

1 049 

62 

GO 

18 

19 

26 

23 

* * » 

. • . 

21 

19 

... 

... 





38 

2 807 


16 

43 

111 

... 

96 

623 

636 

812 

464 

264 

642 

684 

745 

39 

. . . 

33 


. . • 

. « • 

. * • 

... 

21 

. .. 

18 

1 66 

134 

• a a 

. . • 

42 

1 744 

1 240 

824 

1 051 

775 

1 191 

156 

1 589 

99 

... 

86 

I 68 

. • . 

155 

; 68 

21 


* . . 

* * . 


. . . 

. . . 

• . • 

... 

3 006 

1 844 

901 

2 281 

i 574 

2 316 

, 460 

1 2 147 

78 

2 324 

14 

> 83 

69 

199 


129 

990 

1 766 

757 

* 415 

328 

98f 

» 476 

1 803 

3 663 

2 056 

1 722 

’ 2 680 

1 898 

2 61! 

i 835 

! 2 781 

38 

220 

' 73 

b 68 

26 

. 23 

n 

' 124 


20 

' n 

^ a « . 

a . * 

2: 

* . . « 

... 

765 

121 

89 

f 720 

> 469 

< 55< 

) 3« 

i 803 

. • * 

• • • 


* . • 

. . . 

2: 

t . * 1 

r ... 

36 

, 20 

I 

... 

... 
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Table 50. — ^FiSANYiAi. Lhasav tj wn .''imith's m, foe Gji'ntils Ol’Tside SMSA’s: 

I y6‘.’' 

JBa®®d Cffl MUE|^: ttxt. MediM SK^t ^bi?wr ar« rr :* .5>>; ^ ©r mmus > -■ i sifter suiaber iiidicat^ median above 

T that r:jrr.t»r} 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SENTCN 

FOLLINGE' 

BOONE 

57 3 10« 

2 79£ 

15 939 

72 2 17« 

2 39 : 

5 723 

05 53£ 

149 

4 817 

59 6£ 

21 

244 

21 32E 

23S 

5 155 

?7 46 

86 

909 

El 207 

106 

1 314 

59 2 856 

2 606 

13 716 

*6j 1 130 

740 

2 968 

1 1 979 

2 058 

12 971 

»0 1 882 

1 315 

13 559 

7 1 227 

1 483 

2 360 

4 1 915 

1 731 

10 265 

7 541 

339 

2 837 

0 60 

• • * 

338 

6 593 

728 

2 499 

7 216 

63 

2 220 

1 23 

• 1 • 

610 

5 

21 

340 

4 2 870 

2 714 

12 769 

7 2 081 

2 005 

12 463 

4 69 

• . • 

963 

6 959 

793 

2 513 

7 2 301 

2 262 

10 013 

1 541 

340 

4 978 

? 267 

196 

948 

5 997 

703 

6 812 

5 361 

472 

839 

? 271 

117 

818 

f 223 

49 

931 

i 81 

33 

849 

: 41 

16 

842 

i> 12 

4 

704 

> ... 

8 

554 

L 8 

4 

670 

} . • ♦ 

• ■ . 

448 

► ... 

• • • 

157 

> 6 300 

5 000- 

12 400 

t 4 

31 

129 


... 

• • • 

' 451 

402 

5 887 

1 28 

64 

80 

37 

72 

272 

^ 65 

86 

450 

' 75 

30 

457 

29 

12 

580 

47 

13 

824 

18 

• • • 

788 

41 

4 

1 127 

8 

• • . 

482 

4 

• • . 

380 

99 

121 

447 

46 

31 

71 

352 

281 

5 440 

32 

20- 

59 

38 

13 

304 

57 


AND»£a ; a-(D«a:n i eAR^.t | ea^’^on i bates 


A.^.. occ^ie: wM's 


*<'4C~:’^£ 


»5:^G£.» sp:«w\£s 

a;;t:>ma^i: Of; sE^i-A.^^r'-A’::. . 
»AS>cp«D*rE« . . . 

Horn 


:^c’'hE5 >^e» 


SAS >^A-^ED 

E.-EC^»::A5...y M£A’£r. 

vo^ 


58: 

3 622 

3 :‘*3 

8 E-'li 

6 339 


2 

1 915 

- 5:5 

3 652 

278^ 

691 ; 

68^1 

2 33A ■ 

1 174 

146. 

'^9: 

... 

191 

143 

336 

36g ; 

: 

: 2Li; 

1 370 

183- 

98: 

77 

! 

523 j 

175 

S25 


536 • 

1 0 : 9 . 

138 i 

569 

3 :53i 

2 -3C’ 

6 T 39 . 

6 026 1 


fZZZ P«E£Z£» 


i 0» 

v:-*€ . . . 


^ElEPhC>N£ A»AI..aBlE 


-^£5. 
«v: . 


A.’::>M:er..Ls a»a:^a 9 uE 


3 OP WOASE, ........ 

Hcm: 


AIP CD^DI'^lDNINa 


ROOM LNITj 



! 

2 0» MORE. . . , 

• • • 

. . . 


central SvS'^EM , , 

NONE 

: : : 

• • < 

1 *..... 1 


television sets 


2 OP WOPE. 
NONE • , . 


2 OP W0«£. 
NOI« . • . 


owner 

L.ESS TnAN 
15*000 ’C 
a-’ *500 *^0 
SlC.OOC ’0 
$:2*50C 
$15,000 
$17,500 ’0 
S20.00C TO 
$25,000 TO 
$35,000 OP 

median . , 


oc:jp2ed 

S5.0-00 . 

S7,40C . 

$9.?^0C . 
$12. •*00 
$iN.90C 
$:‘’.hoo 
H9.900 
S2N.900 
$3.*i90C 
MOPE. . 


VACANT AvAIlABwE F 0 » SAuE I 

INDIAN PRICE A5«£D ....... OOLlARS .' 


RENDER OCCoPIEO 
LESS t„aN $2C. . . 
$20 TO $29 ... . 
$30 re >59 ... . 
$40 TO $49 .... 
$50 TO $59 ... , 
$feO TO $&9 .... 
$70 TO $79 ... . 
$80 TO $99 .... 
$10C •'C $119 . . , 
$120 0« MCWE . . . 
1*^ CASH RENT , , , 
>C0UN 


DOLljW^S 


contract pEN-^ 


RENTER OCCJPICC 
^DZAN 


VACANT available fop PERT. 

me: Ah RENT AS^£3 


dollars 

0<XwAPS 


5 12t! 
: 453 


L 4^4 

991 

39: 


341 ■ 
225 
126: 
5 S86: 


5 365: 
299- 
9:6i 


4 452' 
1 630; 
h98; 


2 745 
■^35 j 
4S1 ! 
LCSi 
4231 
192 i 

2 : 3 ! 

71 ' 
93' 
llOi 
32 
8 50C 


2 00^ 
200 
3Tfc 
371 
2 54 ' 
185 
2 35 
82 : 
2C • 
i"'8' 
55 


1 611 
2 Oil 


2 984 ; 
6351 


i 


2 371 ; 
60-*' 
7S 
566 


1^6 
59 
20 
3 36-' 


2 901 
275 
446 


2 581 
T86 
253 ■ 


436 
280 : 
206 : 
99 ■ 
64 
42 , 
20 ■ 
29 


IS . 
6 500 


. 1 :. 

45 ; 

85 i 
117 . 
56 i 

102 ; 

53 i 
52; 

Jl 
68: 
52 j 


5431 

33i 


1 322 j 
1 721 1 


1 

611 i 

35! 


i 


3-5 ; 
210 i 
35 ^ 
2 .,50i 


2 50 s! 
llSi 
*.20 : 


2 0’4*r I 

eo"^' 

192 ; 


1 139: 
352 ■ 
245 i 


16 ' 
2- . 


2 -OB' 
5 663; 


2 61**! 
429 , 


6 964 f 
1 30?; 


5 197 
1 469. 

207, 
1 39S; 


529 

301 

39. 

•* 02 ' 


7 0341 
228' 
1 009 


3 980 • 
912 
123 ; 
1 324! 


340 i 
79 ; 
20 ; 
5 9oc: 


4 960 


2 *.93 

t I 264 

16 

i 61 1 

103 

1 15T : 

219 

i :57| 

41S 

j 173 i 

398 

1 195, 

3T6 

IJy 

321 

! 38, 

34i 

I 41 . 

82 

19 

3® 

! 41 

17*. 

265 

60 

48 i 

i 

1 

2 319! 

i 

999 

43 ; 

34 ; 

22*f 

8lj 

49 1 



B7| 
394 ! 


2 124 ; 1 433 

4 215 : 2 475 


3 687* 2 708 

2 652 ■ 1 200 


2 309 
721 
IOC 
778 


341 
158 
59 
3 35C 


3 123 
99 
686 


2341 

4 660 : 

2 600 

352 1 

1 007 ; 

884 

645 ! 

i 

1 

672 1 

424 

■^12 ! 

2 076 ' 

1 652 ! 

512 ; 

-69 ; 

935 1 


-53 , 

289 

666* 

379 

15-»! 

544 

249. 

1231 

3SS ■ 

122 

60 i 

201 

56 

53 : 

1 15 ' 

28 

15 1 

;5; 

3 

S 

56 1 

12 


62! 

• •• ' 



5 000- I 
33 


769 

32 

102 ! 

163! 
123 
84 
58 
60! 
32 ! 
16 I 
...I 

99 

43 


670 

27 


19 

32 

162 

55 


997 

38 


5 98i 
2 47S 
98 
2 358 


140 
792 
9 983 


2 205 
8 710 


5 597 
5 318 


5 905 
i 431 
204 
3 375 


962 
432 
196 
9 325 


7 465 
387 
3 063 


7 525 
1 679 
I 711 


514 

212 

960 

50 a 

299 

180 

101 

60 

85 

54 

55 
100 


88 


3 161 
202 
508 
539 
392 
379 
211 
173 
153 
69 
98 
437 
43 


2 724 
30 
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Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSAV 

I960— Con. 

[3a&6d on samplci see text. Me(U^ not shown where base is less than 200; plus {-»-i or roinaa f — ) after number naedian above 

or below that number] 


Clothes W.ishing 
Machine 
Clothes Drrcr 
Home Food Frcezci 
Telephone AT’ail. 
.\uiomobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


CALDWELL 


CAMDEN 

CAPE 

GIRAR- 

DEAU 

3 106 

12 871 


CARROLL ! CARTER CASS 


CHARITON 


CHRIS- 

TIAN 


CLARK 


all occupied units .... 

CLOTHES WASHING MACHINE 


47^! 1 293i a 973 


1 i 


WRINGER OR SPINNER 

2 524 

3 921 

1 594 

AUTOMATIC OR SEMI-AUTOMATiC. 

255 

1 462 

673 

washer-dryer COMBINATION 

39 

34 

. * • 

NONE 

395 

1 038 

839 

CLOTHES dryer 




GAS HEATED . 

137 

203 

84 

ELECTRICALLY HEATED 

274 

602 

259 


2 802 

5 645 

2 763 

HOME FOOD FREEZER 




1 OB MORE 

1 154 

1 941 

1 055 

NONE • 

2 059 

4 514 

2 051 

TELEPHONE AVAILABLE 





2 420 

5 060 

1 718 


793 

1 395 

1 388 

automobiles available 





2 446 

4 474 

2 147 


303 

772 

673 

3 OR MORE 

40 

75 

43 ;• 

NONE 

424 

1 134 

243 

AIR CONDITIONING 




ROOM UNIT: 




1 

196 

315 

218 

2 OR MORE 

39 

181 

109 

CENTRAL SYSTEM 

* • . 

37 

43 

NONE . 

2 978 

5 922 

2 736 

TELEVISION SETS 





2 761 

5 278 

2 301 

2 OR MORE 

56 

225 

43 

NONE 

396 

952 

762 

RADIO SETS 





2 243 

4 240 

2 357 

2 OR MORE 

757 

1 638 

453 

NONE .... 

213 

577 

296 

VALUE 




owner occupied 

1 246 

2 551 

1 014 

LESS THAN SSiOOO 

626 

537 

336 

SStOOO TO S7»400 

357 

548 

217 

S7t500 to $9(900 . 

123 

560 

147 

SlOtOOO TO 

74 

391 

82 

$12(500 TO $14(900 

42 

183 

76 

$15 ( 000 TO $17(400 . 

15 

160 

78 

$17(500 TO $19(900 . 

6 

77 

24 

$20(000 TO $24(900 

3 

67 

26 

$25 ( 000 TO $34i900 

• • • 

20 

12 

$35(000 OR MORE 

... 

8 

16 

MEDIAN DOLLARS . 

5 000- 

8 400 

7 000 

VACANT AVAILABLE FOR SALE 

5 

37 

19 

MEDIAN PRICE ASKED DOLLARS . 

... 


... 

GROSS RENT 




RENTER OCCUPIED 

521 

1 621 

607 

less THAN $20 

9 

36 

33 

$20 TO $29 . . * 

25 

120 

54 

$30 TO $39 , . 

68 

114 

82 

$40 TO $49 

88 

231 

37 

$50 TO $59 

84 

257 

60 

$^0 TO $69 , , 

82 

243 

56 

$70 TO $79 

51 

104 

56 

$80 TO $99 

28 

158 

13 

$lOO To 

13 

71 

18 

$120 OR MORE 

9 

21 

• ■ • 

NO CASH RENT 

64 

186 

198 

MEDIAN DOLLARS . 

55 

58 

50 

CONTRACT RENT 




RENTER OCCUPIED . • * 

457 

1 435 

409 

MEDIAN DOLLARS . 

36 

42 

32 

VACANT AVAILABLE FOR RENT 

42 

123 

42 

MEDIAN rent ASKED. ....... DOLLARS • 

. • • 

* ' * 

... 


6 

738 

3 

025 

1 034; 

4 

691 

2 

125 

3 

131 

2 

512 

1 

990 

2 

740 

3 

492 


850 

ICi 

2 

357 


366 


408 


783 


376 


585 


238 


45 



100 


13 


19 


61 


37 


17 

2 

403 


820 

158 ' 

* 

825 


643 


766 


615 


444 


642 


251 


7C 

19 


426 


42 


142 


62 


131 


77 

1 

132 


496 

59 

1 

217 


157 


215 


143 


362 


422 

11 

4B8 

4 

174 

1 215 

7 

350 

1 

3 

14B 

3 

967 

3 

766 

2 

354 

3 

485 

3 

742 

1 

569 

368 

2 

712 


927 

1 

831 

1 

085 

1 

00 B 

1 

015 

9 

129 

3 

171 

925 

6 

261 

2 

420 

2 

493 

2 

866 

1 

839 

2 

969 

10 

661 

3 

728 

385 

6 

963 

1 

636 

3 

301 

2 

276 

1 

736 

3 

196 

2 

210 

1 

012 

90e 

2 

OlO 

1 

711 

1 

023 

1 

695 

1 

111 


788 

8 

142 

3 

C..9 

805 

6 

275 

2 

044 

2 

794 

2 

783 

1 

964 

2 

506 

2 

412 


643 

77, 

1 

351 


334 


646 


701 


175 


443 


121 


64 

41 


123 


103 


40 


21 


69 


128 

2 

196 


784 

370 

1 

224 


666 


644 


466 


639 


907 

1 

188 


549 

44 


112 


181 


248 


102 


110 


305 


636 


173 

• • • 


119 


56 


79 


... 


50 


156 


232 


48 

• * . 


138 


... 


19 


61 


37 


51 

10 

S15 

3 

970 

1 249 

7 

604 

3 

110 

3 

978 

3 

808 

2 

650 

3 

472 

10 

154 

3 

823 

531 

7 

478 

2 

466 

3 

178 

3 

163 

2 

284 

3 

299 


BOB 


64 

» • t 


551 


63 


39 


142 


56 


72 

1 

909 


853 

762 


944 


796 

1 

107 


666 


507 


613 

8 

223 

3 

423 

931 

5 

555 

2 

301 

3 

177 

2 

767 

2 

120 

2 

616 

3 

492 

1 

051 

205 

2 

881 


802 


727 


800 


472 

1 

085 

1 

156 


266 

157 


537 


244 


420 


404 


255 


283 

7 

037 

1 

935 

451 1 

3 

287 

1 

093 

1 

321 

1 

232 

1 

068 

1 

826 

1 

246 


902 

336 


704 


476 


611 


493 


454 


668 

1 

201 


347 

95; 


640 


294 


271 


282 


336 


410 

1 

347 


232 

ill 


467 


116 


164 


198 


138 


266 

1 

123 


201 

7j 


572 


112 


137 


124 


72 


231 


769 


87 



401 


44 


37 


65 


28 


115 


537 


79 

* *. I 


242 


17 


48 


45 


16 


50 


285 


25 

...1 


141 


13 


16 


13 


8 


36 


245 


24 

... 


82 


4 


12 


4 


16 


31 


147 


26 



23 


13 


12 


a 


• • . 


11 


119 


12 

... 


15 


4 


13 


• . . 


« • • 


B 

9 

500 

5 

500 

5 OOO- 

9 

100 

5 

600 

5 

500 

6 

100 

5 

600 

6 

500 


145 i 

t 

15 



125 


20 


18 


20 


20 


26 


• .. ! 


... 

... 




... 


* * * ' 







3 

381 1 

1 

044' 

327 

2 

717 


681 


827 


638 


464 


809 


97 1 


16 

58 


61 


54 


24 


66 


4 


4 


2941 


101 

82 


58 


94 


106 


62 


34 


24 


366 1 


116 

26 


145 


136 


133 


104 


42 


100 


491 


186 

21 


145 


74 


148 


70 


75 


133 


453 


99 

4 


260 


86 


102 


96 


65 


134 


468 


152 

29 


275 


80 


72 


70 


63 


125 


349 


71 

18 


374 


51 


55 


38 


77 


65 


346 


100 

9 


668 


21 


38 


27 


40 


104 


147 


4 

• . . 


305 


4 


5 


« • . 


20 


30 


62 


12 

.. . 


195 


10 


« . . 


5 


4 


17 


308 


187 

80 


231 


71 


144 


100 


40 


73 


56 


51 

28 


78 


43 


45 


45 


59 


58 

3 

073 


857 

247 

2 

486 


610 


683 


538 


424 


736 


43 


38 

20- 


65 


29 


26 


29 


33 


41 


154 


57 

4 


214 


106 


47 


24 


32 


78 


. .. 


... 



67 


• • • 


• • . 


... 


... 


... 


Table 30 . — Financial Characteristics and Selected Equipment, tor Counties Outside SMSA’s: 

I 960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-}-) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

COLE 

-"I 

COOPER 

CRAWFORD 

DADE 

DALLAS 

DAVIESS 

DE KALB 

DENT 

DOUGLAS 

DUNKLIN 

FRANKLIN 

GASCO- 

NADE 

ALU OCCUPIED units 

11 

420 

4 

938 

4 

122 

2 

646 

1 

3 

211 

3 

407 

2 

4B7 

3 

486 

2 

945 

U 

687 

13 

483 

4 

030 

CLOTHES WASHING MACHINE 


























WRINGER OR SPINNER 

... . 

5 

384 

2 

992 

3 

055 

1 

839 

2 

303 

2 

567 

1 

917 

2 

366 

2 

291 

7 

033 

B 

873 

2 

982 

AUTOMATIC OR SEMI-AUTOMATIC, , . 


3 

454 

1 

134 


473 


451 


388 


383 


231 


276 


320 

2 

626 

2 

741 


430 

WASHER-DRYER COMBINATION . . . . 

..... 


204 


96 


. * . 


« * ■ 


20 


46 


34 


* • . 


. * * 


169 


194 


18 

NONE . • 


2 

378 


716 


594 


356 


500 


411 


305 


844 


334 

1 

857 

1 

675 


600 

CLOTHES DRYER 


























GAS heated 



281 


150 


94 


121 


41 


95 


44 


40 


46 


323 


235 


46 

ELECTRICALLY HEATED 

r • f 1 T 


754 


428 


147 


21 


132 


182 


300 


99 


95 


611 

1 

426 


159 

NONE 


10 

385 

4 

360 

3 

881 

2 

504 

3 

038 

3 

130 

2 

143 

3 

347 

2 

804 

10 

753 

11 

022 

3 

825 

HOME FOOD FREEZER 


























1 OR MORE. 

, ^ , 

2 

859 

1 

484 

1 

223 


822 

1 

122 

1 

116 

1 

025 


741 


822 

2 

486 

4 

704 

1 

281 

NONE * 


8 

561 

3 

454 

2 

899 

1 

824 

2 

089 

2 

291 

1 

462 

2 

745 

2 

123 

9 

201 

8 

779 

2 

749 

TELEPHONE AVAILABLE 














j 












YES 


10 

124 

3 

945 

2 

681 

1 

470 

1 

827 

2 

364 

1 

891 

1 

611 


623 

6 

325 

10 

438 

2 

917 

NO * » . . 


1 

296 


993 

1 

441 

1 

176 

1 

384 

1 

043 


596 

1 

875 

2 

322 

5 

362 

3 

045 

1 

113 

AUTOMOBILES AVAILABLE 




























7 

613 

3 

176 

2 

742 

1 

711 

1 

980 

2 

393 

1 

473 

2 

320 

1 

982 

6 

952 

9 

830 

2 

733 


. . . f . 

2 

156 


610 


444 


283 


509 


334 


459 


425 


309 

1 1 

446 

1 

666 


554 

3 OR MORE 




81 


160 


43 


20 


41 


57 


tj . 


■ ■ • 


38 


139 


93 


23 

NONE 

1 

i 

570 


992 


893 


632 


681 


623 


555 


741 


616 

3 

150 

1 

894 


720 

AIR CONDITIONING 

i 

























ROOM UNIT: 

1 

























1 


1 

613 


514 


69 


83 


21 


84 


117 


102 


150 

1 

983 


695 


129 

2 OR MORE 

1 


670 


247 


23 


21 


21 


175 


19 


20 


« • • 


559 


329 


64 

CENTRAL SYSTEM 

..... 


281 


37 


23 


21 


* * • 


19 


18 


* a . 


• . a 


231 


38 


18 

NONE .... 


6 

856 

4 

140 

4 

007 

2 

521 

3 

169 

3 

129 

2 

333 

3 

364 

2 

795 

9 

914 

12 

421 

3 

799 

TELEVISION SETS 

1 



























9 

327 

3 

932 

2 

564 

2 

200 

2 

537 

2 

785 

1 

944 

1 

934 

2 

201 

8 

699 

11 

659 

2 

943 

2 OR MORE 

..... 

1 

112 


211 


117 


21 


63 


65 


35 


40 


38 


202 


376 


80 

NONE 



981 


795 

1 

441 


425 


591 


557 


508 

1 

512 


706 

2 

786 

1 

448 

1 

007 

RADIO SETS 




























5 

845 

3 

306 

2 

977 

2 

056 

2 

377 

2 

474 

i 

706 

2 

702 

2 

156 

8 

657 

9 

710 

2 

834 

2 OR MORE 



4 

845 

1 

293 


653 


284 


503 


679: 


508 


421 


489 

1 

264 

2 

804 


761 

NONE 



730 


339 


492 


306 


531 


2541 


193 


363 


300 

1 

766 


969 


435 

VALUE 


























OWNER OCCUPIED . 

« t • * • 

5 

777 

1 

039 

1 

499 


620 


819 

1 

127 


863 

1 

080 


557 

4 

373 

6 

507 

1 

810 

LESS THAN $5f000 . 

« • • • • 


510 


599 


512 


451 


511 


614 


428 


379 


298 

2 

462 

1 

066 


437 

S5»000 TO S7i400 ........ 

• • • « • 


582 


246 


470 


220 


136 


244 


229 


276 


90 


788 

1 

220 


380 

$7f500 TO $9f900 

• • • • « 


680 


232 


219 


64 


104 


103 


107 


174 


62 


451 

1 

328 


390 

Si0?000 TO $i2t400 . 

• • « • t 


882 


248 


146. 


32 


32 


83 


56 


89 


49 


280 

1 

328 


308 

S12»500 TO Si4i900 ....... 

« « • t « 


904 


154 


63 


12 


24 


56 


16 


71 


19l 


132 


034 


140 

SiSiOOO TO Sl7i400 

• • « w • 


895 


128 


67 


17 


4 


8 


23 


28 


7 


110 


301 


77 

*17f500 TO $19t900 . 

• « « « • 


505 


91 


9 


• * * 


4 


. • * 


... 


30 


4l 


33 


155 


33 

*20.000 TO *24.900 

w • « • « 


419 


68 


13 


, • • 


... 


15 


* * • 


5 


8 


37 


177 


32 

*25 f 000 TO $34,900 . 

t « • ft • 


289 


63 


« . . 


• a a 


4 


4 


... 


...1 


* a ■ 


60 


69 


13 

*35 f 000 OR MORE 

* ft « ft • 


111 


8 


. , • 


4 


« . . 


a • • 


4 


28 


* . • 


20 


29 


t • * 

MEDIAN 

DOLLARS ft 

13 

100 

8 

300 

6 

300 

5 000- 

5 OOO- 

5 000- 

5 

000 

6 

500 

5 000- 

5 000- 

9 

300 

8 

100 

VACANT AVAILABLE FOR SALE. . 

ft ft ft ft ft 


99 


43 


59 


18 


12 


4 


4 


16 


• • • 


4 


114 


24 

MEDIAN PRICE ASKED 

DOLLARS ft 


... 


... 


...j 


. . . 


... 


... 


... 


... 


... 


... 


... 


. •« 

GROSS RENT 


























RENTER OCCUPIED. ...... 


3 

667 

1 

375 

1 

022' 


370 


499 


520 


344 


927 i 


480 

4 

046 

3 

466 


646 

LESS THAN *20 



27 


67 


57 


21 


27 


10 


4 


40 


32 


154 


61 


21 

*20 TO *29 . 



191 


132 


188' 


65 


100 


62 


21 


157 i 


50 


556 


157 


123 

*30 TO $39 . . 



216 


190 


109 


56 


68 


104 


35 


135 


91 


614 


392 


123 

*40 TO $49 .......... . 



331 


253 


134 i 


48 


28 


94 


52 


126 


60 


522 


447 


129 

$50 TO $59 



535 


142 


159 


44 


68 


68 


54 


159 


60 


523 


519 


168 

$60 TO $69 



593 


118 


67 


16 


44 


23 


33 


83 


31 


323 


438 


84 

*70 TO . 



468 


01 


65 




40 


26 


23 


47 


20 


165 


418 


62 

*80 TO , • 



725 


136 


52' 


24 


36 


25 


30 


37 


19 


158 


530 


35 

*100 TO *119 



176 


37 


9 


... 


4 


18 


16 


19 


5 


70 


106 


■ a* 

*120 OR MORE ♦ . 

ft ft » ft ft 


186 


13 


5' 


... 


... 


9 


4 


4 


4 


20 


30 


4 

NO cash RENT 

ft ft • ft ft 


219 


206 


177 


84 


84 


81 


72 


120 


108 


941 


368 


107 

MEDIAN . 

DOLLARS ft 


67 


48 


45 


40 


44 


45 


54 


46 


42 


44 


59 


48 

CONTRACT RENT 


























renter OCCUPIED, 

ft ft ft ft ft 

3 

448 

1 

169 


845 


286 


415 


439 


272 


807 


372 

3 

105 

3 

098 


739 

MEDIAN . 

DOLLARS ft 


56 


35 


29 


25 


24 


28 


34 


31 


28 


27 


42 


31 

VACANT AVAILABLE FOR RENT, . 

ft ft ft ft 


158 


93 


60 


55 


38 


14 


2S 


46 


56 


265 


146 


58 

MEDIAN RENT ASKED 

DOLLARS ft 






... 


• ft ft 


••• 


... 


... 


... 


... 


31 


ft ft ft 


. 


Missouri 


27-97 


Tabic 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSAV 

1960— Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (4-) or minus <-) after number above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
TclephcKie Avail 
Automobiles Avail 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


hickory! mClT 


HCIARD 1 HOIfELL 


jasper 


all occupied units .... 

CLOTHES WASHING MACHINE 


3 4691 7 027 


WRINGER OR SPINNER 



. 

. 

. 

. 

. 

AUTOMATIC OR SEMI-AUTOMATIC* 


. 

. 

• 

. 

t 

* 

washer-dryer COMBINATION . . 


• 

* 

• 

• 

. 

• 



• 

* 

• 

* 

* 

• 

CLOTHES DRYER 











• 

, 



• 

ELECTRICALLY HEATED 


. 

• 

. 

* 

. 

« 

NONE 


• 

• 

• 

• 

• 

* 

HOME FOOD FREEZER 








1 OR MORE 

• 

. 

• 

. 

• 

. 

. 

NONE 

* 

• 

• 

• 

• 

• 

* 

TELEPHONE AVAILABLE 







YES 

« 

, 

, 

• 

. 

, 

, 



• 

• 

• 

• 

• 

• 

AUTOMOBILES AVAILABLE 








, 

. 

, 


, 

• 

, 


■ 

. 

• 

. 

* 

• 

. 

3 OR MORE 

. 

• 

* 

• 

• 

■ 

* 

NONE 

• 

• 

• 

• 

■ 

• 

• 

AIR conditioning 








ROOM unit: 








1. ...... 

» 

. 

. 

• 

. 

. 

. 

2 OR MORE * 


* 

• 

* 

■ 

* 

• 

CENTRAL SYSTEM 

t 

• 

• 

« 

■ 

, 

• 

NONE ... 

* 

• 

• 

• 

• 

• 

• 

TELEVISION SETS 










, 

, 

. 

, 

, 

, 

2 OR MORE 

, 

• 

• 

« 

* 

• 

• 

NONE 

• 

• 

• 

* 

• 

• 

• 

RADIO SETS 











. 




, 

2 OR MORE 

, 

• 



• 

• 

• 

NONE 


• 

• 

• 

• 

• 

• 

VALUE 








owner OCCUPIED ..... 






• 


LESS THAN 




t 




SSiOOO TO »7*400 ...... 




• 


• 


STfSOO TO S9.900 




• 




SlOfOOO TO Sl2t400 ..... 








Sl2t5O0 TO S14.9O0 





• 



SlStOOO TO S 17 f 400 





i 



Sl7«5O0 TO S 19 » 900 





5 



*2OfOO0 TO S24f900 ..... 








S25.000 TO S34i900 








*35tOO0 OR MORE 








MEDIAN 



DOLLARS 


VACANT AVAILABLE FOR SALE. 







MEDIAN PRICE ASKED 

• 


DOLLARS 


GROSS RENT 








RENTER OCCUPIED. .... 








LESS than 








»20 TO S29 








»30 TO 539 , 








S40 TO 549 . . 








550 TO 559 ... 








5^ TO 569 








570 TO 579 . 








SaO TO 599 , , 








5100 TO 








5120 OR MORE 








NO CASH RENT 








MEDIAN , 



DOLLARS 


CONTRACT RENT 








RENTER OCCUPIED 








MEDIAN 

. 

• 

DOLLARS 

• 

VACANT AVAILABLE FOR RENT. 







MEDIAN RENT ASKED 



DOLLARS 



2 320 

3 019 

3 381 

4 040 

1 274 

1 esc 

432 

533 

435 

996 

102 

400 

35 

44 

. . * 

63 

... 

77 

422 

826 

368 

1 649 

206 

406 

70 

127 

239 

101 


176 

286 

474 

282 

510 

61 

135 

2 853 

3 821 

3 663 

6 137 

1 521 

2 452 

1 292 

1 389 

1 859 

1 376 

632 

1 166 j 

1 917 

3 033 

2 325 

5 372 

950 

1 599 

2 588 

3 721 

3 192 

5 300 

821 

2 371 

621 

701 

992 

1 448 

761 

394 1 

1 907 

2 853 

2 952 

4 187 

1 023 

1 947 

563 

488 

458 

928 

186 

208 

20 

126 

22 

114 

... 

37. 

719 

955 

752 

1 519 

373 

573 

236 

455 

247 

434 

20 

173 

180 

175 

120 

203 

• • • 

75 

40 

42 

46 

90 

• • • 

. . ■ 

2 753 

3 750 

3 771 

6 021 

1 562 

2 517 

2 389 

3 445 

3 332 

5 370 

1 191 

2 004 

136 

19 

76 

95 

. • • 

19 

684 

958 

776 

1 280 

391 

742 

2 076 

3 412 

2 949 

4 937 

1 214 

i 

1 979' 

787 

819 

1 057 

1 340 

203 

532' 

346 

191 

178 

471 

165 

2541 

1 291 

2 155 

1 548 

3 072 

399 

1 095 

595 

951 

829 

1 078 

259 

601 

342 

479 

340 

731 

84 

277 

144 

317 

108 

497 

28 

107 

9B 

191 

142 

357 

24 

75 

58 

103 

27 

153 

»*• 

a 

31 

55 

36 

129 

... 

16 

16 

15 

13 1 

37 

. • • 

» * • 

4 

20 

30 

56 

4 

7 

3 

16 

18 

38' 


4 


8 

S 

16 

... 

. • • 

5 400 

5 700 

5 000- 

6 600' 

5 OOO- 

5 OOO- 

37 

35 

11 

36 

4 

28 

... 


* * * 


... 


521 

877 

802 

1 663 

252 

457 

8 

17 

23 

20 

4 

15 

44 

80 

107 

163 

70 

44 

77 

107 

126 

266 

45 

62 

87 

171 

126 

214 

33 

79 

103 

92 

91 

255 

6 

46 

43 

60 

70 

182 

19 

40 

54 

99 

54 

193 

8 

27 

42 

95 

69 

197 

4 

28 


4 

28 

39 

a 

12 

5 

4 

... 

12 

8 

. » 1 

58 

148 

108 

122 

47 

104 

52 

49 

47 

54 

36 

47 

463 

729 

694 

1 541 

205 

353 

35 

41 

32 

37 

21 

28 

72 

47 

88 

180 

33 

38 

... 

... 

... 

... 




2 237, 

4 OOl! 

1 704 

9 689 

4 552 

i 706 

587 

1 109 1 

324 

9 881 

2 034 

330 

21 

39 

19 

373 

127 

38 

624 

1 878 

393 

7 394 

1 734 

196 

61 

60 

67 

1 420 

549 

176 

329 

457 

119 

1 795 

917 

158 

3 079 

6 510 

2 254 

24 122 

6 981 

1 936 

851 

2 047 

542 

4 420 

2 367 

863 

2 618 

4 980 

1 898 

22 917 

6 080 

1 407 

2 762 

3 054 

1 113 

21 521 

6 917 

1 618 

707 

3 973 

1 327 

5 816 

1 530 

652 

2 225 

4 278 

1 609 

16 921 

S 523 

1 648 

493 

1 058 

354 

4 818 

1 453 

232 

44 

179 

• * . 

337 

108 

19 

70? 

1 512 

477 

5 261 

1 363 

371 

201 

179 

44 

2 912 

836 

79 

145 

58 

• . . 

983 

409 

61 

61 

78 

... 

314 

128 

• • « 

3 062 

6 712 

2 396 

23 128 

7 074 

2 130 

2 810 

3 915 

1 695 

21 740 

6 836 

1 847 

76 

40 

24 

1 684 

451 

76 

583 

3 072 

721 

3 913 

1 160 

347 

2 444 

4 783 

1 827 

17 877 

5 287 

1 562 

762 

1 681 

246 

6 106 

2 701 

445 

263 

563 

367 

3 354 

459 

263 

1 341 

2 586 

1 024 

16 241 

2 840 

683 

521 

1 192 

568 

5 816 

825 

545 

250 

662 

175 

3 569 

577 

152 

158 

318 

110 

2 477 

363 

61 

201 

173 

92 

1 768 

399 

72 

94 

77 

30 

1 066 

256 

16 

49 

57 i 

29 

595 

218 

16 

32 

16 j 

4 

312 

60 

... 

32 

50 

16 

327 

79 

j 21 

4 a * 

12i 

... 

206 

39 

... 

4 

9 

... 

105 

24 

• • * 

6 500 

5 400 

5 000- 

6 600 

7 600 

5 OQO- 

7 

30 

14 

466 

26 

7 

... 

... 

... 

7 300 


... 

801 

1 738 

588 

7 758 

2 654 

331 

29 

164 

16 

200 

29 

17 

87 

314 

61 

837 

99 

40 

109 

322 

88 

1 151 

169 

92 

139 

182 

72 

1 418 

165 

46 

95 

189 

61 

1 413 

258 

52 

112 

130 

65 

864 

261 

37 

48 

66 

28 

532 

374 

9 

55 

106 

65 

483 

662 

17 

13 

4 

31 

131 

270 

5 

5 

12 

8 

105 

167 


109 

249 

93 

624 

200 

16 

49 

38 

52 

50 

77 

42 

692 

1 489 

495 

7 134 

2 454 

315 

33 

28 

33 

39 

' 63 

i 26 

41 

174 

22 

943 

1 132 

L 16 

... 

... 

... 

39 


... 


Table 30 . — Financial Characteristics and Selected Equipment, tor Counties Outside SMSA’s: 

I 960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Cloches Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

LACLEDE 

LAFA- LAWRENCE 
YETTE 

LEWIS 

LINCOLN 

1 LINN LIVING- 

STON 

MC- 

DONALD 

MACON 

MADISON 

1 MARIES 

MARION 

all occupied UNITS 

. 6 098 

1 8 222 7 690 

3 525 

4 852 

5 989 5 354 

3 978 

5 865 

' 2 987 

2 199 

* 9 925 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. 
WASHER-DRYER COMBINATION . . 
NONE 


2 326 3 395 

522 814 

... 3B 

677 605 


4 124 1 874 1 753 5 003 

644 678 155 2 769 

23 42 ... 154 

1 074 393 291 1 999 


CLOTHES DRYER 


GAS HEATED 

ELECTRICALLY HEATED. 
NONE 


38 751 

64 737 

2 097 a 437 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


2 645 2 429 
5 577 5 261 


1 161 1 445 1 043 

4 828 3 909 2 935 


1 991 710 

3 074 2 277 


TELEPHONE AVAILABLE 


6 951 5 530 
1 271 2 160 


4 914 4 285 2 117 

i 075 1 069 1 861 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


2 896 2 577 

678 793 

82 20 

1 698 588 


1 369 6 393 

472 1 179 

... 156 

358 2 197 


AIR CONDITIONING 


ROOM UNITi 

1 . .... . 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE ..... 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


2 OR MORE. 
NONE . . . 


owner occupied . 

LESS THAN $5i000 . , 
S5t000 TO S7»400 . , 
S7f500 TO *9 1 900 , , 
SiOiOOO TO J12f400 . 
$l2i500 TO S14»900 . 
$15,000 TO $17,400 . 
$17,500 TO $19,900 , 
$20,000 TO $24,900 . 
$25,000 TO $34,900 . 
$35,000 OR MORE. . . 
MEDIAN 


VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


RENTER OCCUPIED. 
LESS THAN $20. , . , 

$20 TO $29 

$30 TO $39 .... . 
$40 TO $49 , 

$50 TO $59 

$60 TO $69 

$70 TO $79 

$80 TO $99 

$100 TO $119 . . , , 
$120 OR MORE . . . , 
NO CASH RENT .... 
MEDIAN 


1 531 2 040 1 506 


CONTRACT rent 


RENTER OCCUPIED. 
MEDIAN 


VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED. ....... DOLLARS 


303 3 051 

29 37 


Missouri 


Tabic 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSAs: 

1960 — Con. 

(Based on sample; see text. Median not shown where base is less than 200; plus (-r I or* minus < — ) after number irai^ates TrtiMlijm above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 

Gross Rent 
Contract Rene 


MERCER MILLER MISSIS- MOSITEAL 

sr?P: 


ONOOE HORGAt^ \ NE* NEWTON NODAWAY OREGON OSAGE 

G0«ERY i "ADRIC 


all occupied units .... 

CLOTHES WASHING MACHINE 


WRINGER OR SPINNER 

AU'tOMATlC OR SEMI-AUTOMATIC. 
washer-dryer COMBINATION . . 
NONE • 


2 014 4 391 5 740 3 510 


1 588 3 009 2. 979 2 274; 

184 783 1 24?! 627 i 

... 17 37 i ...j 

242 582 I 4'’7! 6091 


CLOTHES DRYER 


GAS HEATED 

EuECTRiCALLY HEATED. 
NONE 


62 75 ...1 711 

144 208 3831 225 J 

1 808 4 108 5 357( 3 214 | 


HOME FOOD FREEZER 


i OR MORE. 
NONE . * - 


733 1 770 7861 1 080! 

I 281 2 621 ^ 954 i 2 430 1 


TELEPHONE AVAILABLE 


automobiles available 






3 OR MORE. 
NONE . . . 


AIR CONDITIONING 


2 OR MORE. . 
CENTRAL SYSTEM 
NONE 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


2 OR MORE. 
NONE . . . 


OWNER OCCUPIED 

LESS Than sstooo . . 

SStOOO TO S7«400 

S7*500 to S9t900 

SlOtOOO TO 5 12 f 400 

Sl2t500 TO S14t900 

SIS 1 000 TO Sl7i400 . 

$l7r500 TO S19i900 

S20»000 TO S24.900 

S25i000 To 434i900 

S35tOOO OR MORE 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED 


RENTER OCCUPIED 

LESS THAN S20, 

S20 TO S29 

S30 TO S39 . , . 

S40 TO S49 

S50 TO S59 . . . . . 

S60 TO 

S70 TO S79 

saO TO S99 • , 

SIQO TO * . 

S120 OR MORE 

NO CASH RENT . 

median . . DOLLARS 


contract RENT 


RENTER OCCUPIED 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR RENT. ..... 
median RENT ASKED DOLLARS 


475 

! 

1 

199 ! 

61 

126 

i 

165 

584 

771 

273 

9i! 

89 

55 

36 

332 

186 

19 

70 ' 

16 

191 

... 

23 

34 

973 

3 150 i 

3 443 

3 566 

i 

3 063 

7 342 

8 576 

550 

1 

2 818 

3 124 

3 061 

2 623 

6 251 

7 687 

176 

108 

22 

24 

20 

68 

692 

014 

584 

463 

681 

621 

1 962 

1 188 

518 

2 527 

2 609 

2 741 

2 397 

5 703 

6 764 

747 

559 

774 

775 

543 

664 

1 807 

475 

i 

424 

226 

250 

324 

1 914 

996 

988 

1 412 

1 221 

1 467 

1 165 

2 529 

4 264 

038 

502 

492 

666 

400 

1 610 

1 682 

397 

311 

327 

374 

351 

396 

805 

181 

222 

185 

190 

223 

182 

502 

126 

163 

152 

132 

90 

186 

421 

80 

91 

28 

36 

40 

70 

365 

26 

60 

12 

26 

21 

25 

211 

37 

28 

14 

20 

16 

4 

85 

49 

16 

41 

9 

12 

23 

118 

37 

11 

• • • 

12 

8 

8 

58 

17 

8 

7 

. . • 

4 

25 

17 

000- j 

6 600 

5 900 

5 500 j 

6 300 

5 000-: 

6 400 


19 

12 

... 

.t! 

U 

15 

117 

1 191 

739 

615 

734 

596 

2 582 

1 998 

137 

40 

30 

23 

36 

130 

43 

323 

98 

70 

63 

56 

290 

183 

378 

145 

115 

140 

78 

401 

245 

269 

101 

116 

131 

113 

246 

308 

193 

75 

46 

67 

92 

173 

322 

194 

79 

55 

78 

52 

161 

180 

87 

45 

54 

87 

45 

108 

166 

97 

47 

36 

38 

21 

112 

177 

32 

3 

14 

16 

• • . 

66 

66 

4 


5 

. . * 

* * ■ 

80 

46 

477 

106 

74 

91 

103 

815 

258 

41 

43 

45 

47 

47 

43 

53 

1 714 

633 

541 

643 

493 

, 1 767 

1 740 

26 

29 

26 

30 

28 

; 24 

37 

105 

42 

6 

40 

31 

60 

, 

^ 323 

34 


27-100 


State and Small Areas 


Table 30.— Financial Characteristics and Selected Equipment, for Counties Outside SMSA s: 

I960 — Cofl. Clothes Dryer 

[Based on sample; see text. Median not shown where base is less than 200; plus (-f ) or rainiia (—) after number indicates median above Food Freezer 

or below that number] Telephone Avail. 

Automobiles Avail. 



all occupied units 


clothes washing machine 


WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. 
WASHER-DRYER COMBINATION . . 
NONE 


CLOTHES DRYER 


GAS HEATED 

ELECTRICALLY HEATED. 
NONE ........ 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . • 


TELEPHONE AVAILABLE 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE • . . 


AIR CONDITIONING 


ROOM UNIT* 



2 OR MORE. . 
central SYSTEM 
NONE 


TELEVISION SETS 


2 OR MORE. 
NONE • . . 


2 OR MORE. 
NONE . « . 


owner occupied 

LESS THAN 45 f 000 , 
S5»000 TO 47 1 400 . 
$7 *500 TO 49*900 , 
4X0*000 TO $12*400 
$12*500 TO $14*900 
$15*000 TO $17*400 
$17*500 TO $19*900 
$20*000 TO $24*900 
$25*000 TO $34*900 
$35*000 OR MORE. . 
MEDIAN 


VACANT AVAILABLE FOR SALE. ..... 
MEDIAN PRICE ASKED DOLLARS 


RENTER OCCUPIED 

LESS THAN 

420 TO 429 

430 TO 439 

440 TO 

450 TO 

460 TO 469 

470 TO 479 • 

480 TO 499 

4100 TO 4119 . * 

4120 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN 


VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED DOLLARS 


PERRY 

PETTIS 

PHELPS 

PIKE 

PLATTE 


2 127 10 4431 


1 742 5 738 

234 2 000 

... 38 

151 2 667 


42 39 

... 596 

2 085 9 BOB 


828 1 650 

1 299 a 793 


522 4 413 

1 605 6 030 


1 636 5 067 

127 794 

... 115 

364 3 667 


2 929 

1 739 

6 305 

2 BlL 

2 114 

3 520 

1 633 

505 

1 720 

686 

824 

458 

518 

407 

1 502 

504 

450 

394 

286 

417 

1 190 

458 

251 

386 

217 

260 

766 

460 

263 

440 

77 

65 

465 

245 

110 

441 

79 

42 

251 

131 

81 

511 

32 

35 

154 

129 

38 

319 

44 

4 

128 

121 

40 

313 

19 

4 

93 

52 

30 

219 

24 

. . . 

36 

25 

7 

39 

5 000- 

7 200 

7 400 

8 700 

6 300 

13 000 

16 

24 

115 

59 

17 

65 


2 315 

1 406 

1 275 

723 

3 866 

49 

36 

I 53 

30 

60 

230 

91 

59 

76 

688 

49 

• •• 

. . ■ 

• • • 

65 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


RALLS RANDOLPH 


2 624 7 629 


2 062 4 622 

324 1 495 

... 110 

238 1 602 


807 1 912 

1 617 5 917 


2 117 6 381 

507 1 448 


1 862 4 901 

394 891 

62 59 

306 1 978 


1 469 

1 490 

784 

918 

747 

495 

479 

394 

265 

428 

155 

197 

209 

199 

62 

lie 

112 

173 

46 

152 

64 

81 

18 

50 

44 

30 

3 

3 

12 

28 

... 

. . • 

12 

24 

21 

4 

4 

16 

• . • 

. • . 

... 

e 

... 

. . • 

1 000- 

6 500 

5 000- 

5 800 








Missouri 


27-101 


Table 30. — Financial Characteristics and Selected Equipment, for Counties Ol'Tside SMSA s: 

1960 — Con. 

on sample; see text. Median not shown where base is less than 200; plus f 4- 1 or minus ( — ) after number nwllan above 

or below that number] 


Clc»hcs Washing 
Machine 
Clashes Ehycr 
Home Food Frctaer 
Telcphooe Avail 
Automobiles Avail 


Air Conditioning 
Television &ts 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


all occupied units . . . . 

CLOTHES WASHING MACHINE 


RAY 


5 404 


[REYNOLDS 


1 559 


R 


IPLEV ST 


2 972 i 


WRINGER OR SPINNER .... 
AUTOMATIC OR SEMI-AUTOMATIC 
washer-dryer COMBINATION . 
NONE . . • • 


3 703 
966 
79 
637 


1 285 
146 
21 


2 276 
142; 
20 ' 
53*t‘ 


CLOTHES DRYER 


GAS heated .... 
ELECTRICALLY HEATED, 
NONE 


3iB 
510 
4 557 


84 
20 
1 455 


2 972 


HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


1 943 
3 442 


356 
1 203 


608 
2 364 


TELEPHONE AVAILABLE 


YES 

NO 


4 156 
1 248 


421 788 

1 138 2 IB4 


AUTOMOBILES AVAILABLE 


1 . . . . 

3 OR MORE 
NONE . . 


3 863 

860 

1 765 

602 

170 

301 } 

78 

21 

...i 

842 

508 

9061 


AIR CONDITIONING 


ROOM UNIT* 

1 

2 OR MORE. 

CENTRAL SYSTEM . . . 

NONE . . 


416 
199 
21 
4 749 


2ll 

• # « 

... I 

1 538; 


83 i 
62 
40 : 
2 737 


TELEVISION SETS 


1 . • . . . 

2 OR MORE. 
NONE • . . 


4 531 

880 

1 366 

179 

. • . 

17 

675 

679 

1 589 


RADIO SETS 


la a . . 

2 OR MORE, 
NONE . . 


3 829 
I 069 
487 


1 202 
106 
251 


2 198 
531 
443 


VALUE 


OWNER OCCUPIED 
LESS THAN S5i000 . 
SSiOOO TO S7»400 . 
S7» 500 TO S9i900 . 
SlOtOOO TO Sl2i400 
S12*500 TO Sl4f900 
S15*000 TO S17»400 
S17t500 TO Sl9i900 
S2OiOO0 TO s24i 900 
S25t000 TO S34f900 
S35»O00 OR MORE. . 


DOLLARS 


2 433 
847 
566 
459 
256 
148 
76 
24 
23 
26 
8 

6 600 


534 

344 

96 

41 

25 

8 

8 

8 


970 

605 

193 

64 

56 

16 

a 

16 

12 


4 

5 000-1 


VACANT AVAILABLE FOR SALE, 
MEDIAN PRICE ASKED ...... 


DOLLARS 


32 


4 18 


GROSS RENT 


RENTER OCCUPIED 
LESS than S20. , . 
*20 TO S29 . . • . 

*30 TO S39 . . . . 

*itO TO *49 ... , 

*50 TO *59 ... , 

*60 TO *69 ... . 

*70 TO *79 ... . 

*aO TO *99 ... , 

»lOO TO *119 . . . 
*120 OR MORE . . . 
NO cash RENT . , , 
MEDIAN . 


DOLLARS 


1 021 
12 
47 
120 
150 
149 
164 
79 
90 
41 
9 

160 

57 


342 

33 

26 

69 

24 

16 

24 

8 

8 


6671 

86j 

149 i 
57 
57 
52 
31 
9 
8 


132 

36 


188 

31 


CONTRACT RENT 

renter occupied . • 

^OIAN dollars . 


861 

36 


210 479 

24 20- 


VAC ANT AVAILABLE FOR RENT. 

median rent asked 


72 


10 


3 


DOLLARS . 


CLAIR 

1 

ST FPAN-J 
C0I5 i 

1 

1 

S-E 1 
SENE- ■ 
VIE^E ; 

saline 

5 J 

schlyler 1 Scotland; 

3 : 

‘ f 

SCOTT 

SHANNON 

SHELBY 

3 082 

1C 973: 

3 286 j 

6 038 

J 

1 791 i 

r 

2 250 i 

9 611 

2 192 

3 206 

! 

2 135 

5 66: 

2 4:2; 

4 642': 

i 

i 

1 42B: 

! 

1 827 i 

5 382 

1 675 

2 390 

260 : 

3 024: 

522 

1 718. 

I20j 

232 1 

2 240 

197 

353 

40 : 

:ST'- 

2h ■ 

58; 

20I 

20} 

132 

. . a 

... 

643- 

2 131 


1 620 1 

223! 

171 ; 

i 

1 857 

320 

463 

i 

2oj 

493; 

«i 

210 

20 

! 

60! 

154 

40 

121 

120 

1 139 j 

407 i 

816 

101 

171 

825 

59 

239 

2 942 ■ 

9 341; 

2 814 

7 012 

1 670 

2 019| 

1 

8 632 

2 093 

2 846 

1 

ei7'- 

1 960 1 

1 113 

2 257 

4B4 

i 

864: 

2 068 

458 

1 017 

2 265 

i 

B 993’ 

2 173 

5 7&l 

1 307 

1 366 

7 543 

1 734 

2 189 

1 271 

i 

8 414I 

2 639 

6 481 

1 399 

1 657 

6 484 

647 

2 636 

1 Bll 

2 559 1 

! 

647 

1 557 

392 

593 

3 127 

1 545 

570 

2 058 1 

i 

7 455! 

2 250 

5 263 

1 088 

1 536 

6 180 

1 291 

1 905 

2801 

1 467* 

482 

I 294 

219 

272 

1 044 

258 

359 


3?! 

81* 

133 

22 

19 

97 

61 

19 

744 

2 014j 

473 

i 348 

4621 

423 

2 290 

582 

923 

120 

j 

447 i 

223 

646 

61 

76 

980 

20 

97 

100 

1771 

110 

227 

20 

57 

689 

» a * 

19 

• • • 

58* 

42 

41 

W • « 

• • • 

74 

• • * 

• W • 

2 862 

10 291 1 

2 911 

7 124 

1 710 

2 115 

7 668 

2 172 

3 090 

2 162 

i 

8 939 i 

2 711 

6 412 

1 308 

1 921 

7 920 

913 

2 602 


395 

107 

256 

• • . 

19 

297 

* • « 

39 

920 

1 639 

468 

1 370 

463 

310 

1 394 

1 279 

565 

2 322 

7 973 

2 288 

5 740 

1 508 

1 633 

6 441 

1 617 

2 552 

459 

2 239 

800 

1 914 

140 

464 

1 757 

315 

474 

301 

761 

198 

j 

3B4 

143 

153 

1 413 

i 

260 

180 

8421 

7 071 

1 581 

1 3 684 

773 

799 

1 

5 196 

583 

1 280 

46?' 

3 217 

319 

I 1 184 

493 

361 

2 104 

354 

619 

183 

1 799 

318 

1 805 

188 

181 

1 360 

177 

282 

101' 

817 

347 

1 S90' 

40 

84 

648 

44 

162 

67 

571; 

356 

i 547 

44 1 

93 

462 

4 

117 

12 

298 

119 

284 

4I 

20 

198 

4 

64 

4 

192 

81 

109 

4 

36 

148 

... 

16 


77 

16 

44 

1 a « 

• • • 

67 

» • . 

8 

4 

60 

24 

63 


12 

82 

... 

12 


36 

17 

34 

« . • 

• *« 

72 

• •• 

... 

4 

4 

4 

24 

... 

12 

55 

« . * 

... 

b ooo- 

5 400 

6 600 

7 000 

5 000“ 

5 500 

5 900 

5 000“ 

5 200 

25 

1 83 i 16 

32 

10 

10 

55 


8 

a t • 

• • • 

... 

... 

... 





591 

2 532 

595 

2 085 

205 

311 

2 647 

469 

566 

49 

85 

20 

54 

4 

10 

83 

53 

12 

99 

204 

45 

145 

39 

5 

320 

57 

52 

86 

339 

79 

233 

49 

42 

288 

53 

68 

74 

321 

114 

374 

36 

53 

419 

61 

84 

44 

391 

55 

281 

17 

52 

407 

20 

65 

51 

320 

62 

328 

16 

43 

250 

24 

46 

41 

247 

48 

222 

4 

24 

241 

4 

75 

44 

195 

49 

142 

... 

21 

200 

: 20 

36 


31 

12 

54 

« a. 

9 

42 

4 

16 


12 

4 

4 

... 

• • a 

30 

) * . . 

... 

103 

387 

107 

248 

: 40 

52 

367 

- 173 

i 112 

41 

53 

49 

54 

. • a 

54 

51 

37 

52 

488 

2 145 

488 

1 837 

' 165 

259 

' 2 28C 

) 29i 

) 454 

26 

37 

34 

39 

1 

32 

3t 

1 20- 

31 

66 

232 

9C 

1 112 

• 14 

12 

1 15£ 


. 44 

... 


.. . 

... 

... 


... 

1 . • . 

• • • • 
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State and Small Areas 


Table 30. — Financial Characteristics and Selected Equipment, por Counties Outside SMSA's: 

I960— Coa 

[Based on sample; see text. Median not shown where base is less than 200; plus (-}-) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

STODDARD 

STONE 

SULLIVAN 

TANEY 

TEXAS 

VERNON 

WARREN 

WASH- 

INGTON 

WAYNE 

WEBSTER 

worth 

ALL OCCUPIED UNITS 

6 

791 

2 636 

3 

164 

3 

364 

5 

570 

6 

527 

2 

674 

3 966 

2 790 

4 

415 

1 

368 

CLOTHES WASHING MACHINE 





















WRINGER OR SPINNER 


5 

712 

1 959 

2 

678 

1 

991 

3 

732 

3 

964 

2 

066 

2 929 

2 230 

3 

042 

i 

038 

AUTOMATIC OR SEMI-AUTOMATIC. . . 

..... 

1 

436 

316 


154 


657 


452 

1 

242 


343 

435 

255 


394 


148 

WASHER-DRYER COMBINATION .... 

..... 


63 

. . . 


17 


21 


62 


40 


• . . 

. • . 

. . • 


45 


51 

NONE 


1 

580 

361 


315 


695 

1 

324 

1 

281 


265 

602 

305 


934 


131 

CLOTHES DRYER 





















GAS HEATED 



230 

... 


52 


42 


59 


141 


71 

60 

21 


43 


18 

ELECTRICALLY HEATED. ...... 



305 

124 


51 


181 


164 


554 


88 

144 

21 


177 


143 

NONE 


8 

256 

2 512 

3 

061 

3 

141 

5 

347 

5 

832 

2 

515 

3 762 

2 748 

4 

195 

1 

207 

HOME FOOD FREEZER 





















1 OR MORE 


2 

156 

734 

1 

001 

1 

Oil 

1 

961 

2 

072 


796 

515 

572 

1 

092 


746 

NONE 


6 

635 

1 902 

2 

163 

2 

353 

3 

609 

4 

455 


878 

3 451 

Z 218 

3 

323 


622 

TELEPHONE available 





















YES 


4 

427 

1 009 

2 

310 

1 

656 

1 

940 

4 

713 

2 

086 

1 512 

550 

2 

482 

1 

143 

NO 



4 

364 

1 627 


854 

1 

708 

3 

630 

1 

814 


588 

2 454 

2 240 

1 

933 


225 

AUTOMOBILES AVAILABLE 






















T ^ t “ 

5 

946 

1 757 

2 

201 

2 

042 

3 

466 

4 

123 

1 

912 

2 611 

1 957 

3 

095 

1 

015 




948 

323 


378 


451 


778 

1 

096 


300 

389 

283 


618 


92 

3 OR MORE . 

. . . . . 


94 

40 


17 


73 


119 


... 


34 

38 

. • . 


45 


58 

NONE 


1 

803 

516 


568 


790 

1 

207 

1 

308 


428 

928 

550 


657 


203 

AIR CONDITIONING 





















ROOM UNIT: 

























481 

151 


69 


239 


101 


347 


203 

17 

108 


155 


86 

2 OR MORE 




419 

60 


17 


42 


84 


206 


36 

56 

21 


45 


109 

CENTRAL SYSTEM .... 



83 

21 


• • . 


47 


36 


64 


... 

... 

21 


43 


17 

NONE 

..... 

7 

808 

2 404 

3 

078 

3 

036 

5 

349 

5 

910 

2 

435 

3 893 

2 640 

4 

172 

1 

156 

TELEVISION SETS 























7 

068 

1 749 

2 

560 

2 

714 

3 

481 

4 

858 

2 

004 

3 052 

1 889 

3 

319 

1 

221 

2 OR MORE 

..... 


134 

40 


51 


47 


38 


210 


127 

61 

21 


44 


. * . 

NONE 


1 

589 

847 


553 


603 

2 

051 

1 

459 


543 

853 

680 

1 

052 


147 

RADIO Sets 
















I 







6 

393 

2 125 

2 

543 

2 

636 

4 

102 

4 

607 

1 

951 

2 813 

2 165 

3 

246 


907 

2 OR MORE. ... 



1 

110 

349 


500 


468 


674 

1 

496 


590 

522 

262i 


490 


409 

NONE 


1 

288 

162 


121 


260 


714 


424 


133 

631 

363 

1 


679 


52 

VALUE 





















OWNER OCCUPIED 


3 

098 

763 

1 

108 

1 

196 

1 

363 

2 

573 


991 

1 718 

1 095 

1 

285 


454 

LESS THAN SSiOOO 


1 

547 

430 


716 


368 


501 

1 

108 


172 

1 065 

653 


639 


236 

S5»000 TO $7f400 



797 

133 


233 


201 


377 


629 


180 

383 

198 


278 


84 

S7»50O TO $9t900 



365 

60 


67 


143 


192 


310 


237 

93 

146 


129 


61 

SiOfOOO TO S12f400 



216 

64 


69 


131 


135 


229 


215 

74 

49 


132 


38 

«12»500 TO S14f900 



81 

28 


11 


124 


98 


B1 


76 

48 

12 


62 


15 

SlSfOOO TO $17f400 



35 

28 


4 


89 


24 


131 


50 

34 

16 


21 


16 

S17t500 TO $19t900 



21 

4 


4 


48 


12 


20 


19 

4 

8 


a 


4 

$20 1 000 TO $24 t 900 



16 

12 


4 


60 


16 


31 


23 

13 

4 


16 


. . . 

$25tOOO TO $34 f 900 . 



20 

. . . 


, , , 


24 




30 


15 

• . . 

4 


. . . 


. . . 

$35tOOO OR MORE 



* • • 

4 


... 


8 


8 


4 


4 

4 

5 


... 


. . • 

MEDIAN . . . . 

DOLLARS . 

S 

000 

5 000- 

5 1 

ooo- 

8 

000 

6 

200 

5 

700 

9 

000 

5 000- 

5 000- 

5 

000 

5 

000- 

VACANT AVAILABLE FOR SALE. . 

..... 


26 

3 


18 


55 


39 


51 


16 

34 

7 


4 


. • • 

MEDIAN PRICE ASKED 

DOLLARS . 


... 

... 


... 


. .. 


... 


... 


... 

... 

... 


... 


... 

GROSS Rent 





















RENTER occupied 


2 

067 

461 


350 


812 

1 

110 

1 

629 


575 

1 128 

635 


797 


176 

LESS THAN $20 



93 

43 


4 


34 


72 


64 


16 

62 

92 


59 


10 

$20 TO $29 



148 

44 


42 


42 


176 


155 


52 

174 

113 


84 


5 

$30 TO $39 



219 

69 


62 


54 


169 


237 


62 

176 

88 


89 


26 

$40 TO $49 



323 

85 


57 


53 


136 


269 


82 

77 

48 


108 


30 

$50 TO $59 



314 

54 


50 


99 


116 


229 


88 

111 

63 


101 


10 

$60 TO $69 



226 

42 


20 


100 


72 


238 


6l 

79 

43 


SO 


15 

$70 TO $79 



144 

10 


21 


56 


76 


128 


70 

58 

10 


43 


5 

$80 TO $99 



115 

15 


12 


121 


64 


118 


25 

52 

• t * 


54 


20 

$100 TO $119 

..... 


32 

... 


13 


27 


e 


13 


33 

4 

5 


15 


10 

$120 OR MORE , 

. « . * . 


20 

. . • 


... 


21 


. . . 


8 


4 

17 

. t . 


4 


• . . 

NO CASH RENT 



433 

99 


69 


205 


221 


170 


82 

298 

173 


160 


45 

MEDIAN 

DOLLARS . 


51 

43 


46 


62 


42 


50 


54 

39 

33 


48 


• • . 

contract rent 





















RENTER OCCUPIED 

... . 

1 

634 

362 


281 


607 


889 

1 

459 


493 

830 

462 


637 


131 

MEDIAN . . 

DOLLARS . 


32 

27 


26 


45 


29 


36 


35 

26 

21 


32 


... 

VACANT AVAILABLE FOR RENT. . 

... • 


60 

15 


75 


73 


104 


123 


29 

70 

25 


22 


. * • 

MEDIAN RENT ASKED 

DOLLARS . 


... 

... 


••• 




... 


... 


... 

... 

• ■ . 


... 


... 


WRIGHT 


4 640 


2 960 
401 
42 
1 237 


20 
102 
4 510 


1 35fi 
3 282 


1 97f 

2 661 


2 ga-j 
56f 
le 

1 07: 


6: 

23 


3 02 ^ 
Hi 
1 49t 


3 56: 
60 - 
47( 


i 30( 
65 
37 
13 
12 
5' 
2! 
i: 


5 30( 


8B( 

51 

17 

15- 

13- 

10 - 

6 - 


3 


Ili 

4 


76 

2 

5 


Missouri 
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Table 31. Tenure, Vacancy Status, Condition and Fi/. mhino Facilities, and Structural 
Characteristics or Rural-Nontarm Housing L'.ntts, for Counties; 1960 
[Some data based on sample; see text. Median not shuu-r. uhere base is less than 20 j] 


Tenure hi. Color, 
V2,:in.:v ^r-rus 
Loniition ic Plumb. 
Wjtcrr Suppjv 
Toilet FiCiiities 


Bjthing FiciJitks 
Sijura- ot Water 
Sewjge Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


all housing units . . 

tenure » COLORt AND VACANCY STATUS 

OCCUPIED . . . . 

OWNER OCCUPIED 

WHITE 

nonwhite 

.renter OCCUPIED 

WHITE 

nonwhite 

VACANT . . . , 

YEAR ROUND , . . • 

SOUND OR deteriorating 

available 

for sale only 

for RENT 

RENTED OR SOLDi AWAITING OCCUPANCY . 

held for occasional use . 

HELD FOR OTHER REASONS 

dilapidated 

SEASONAL 


CONDITION AND PLUMBING 

all UNITS 

SOUND . . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, , , 

deteriorating 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. , , 
DILAPIDATED. 

RENTER OCCUPIED . . . 

SOUND * . . . 

WITH ALU PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES « • . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES • • . . 
DILAPIDATED 


ALL HOUSING UNITS 

water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER < 

TOILET FACILITIES 

FLUSH TOILET I EXCLUSIVE USE. 

FLUSH TOILETi SHARED . 

OTHER toilet FACILITIES OR NONE 

bathing FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE .... . 

BATHTUB OR SHOWER, SHARED 

NO BATHTUB OR SHOWER . . • . 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . • . . . 

INDIVIDUAL WELL 

OTHER , 


sewage DISPOSAL 


PUBLIC SEWER 

SEPTIC tank or CESSPOOL 
OTHER OR NONE 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS . . , . 

4 ROOMS. . 

5 ROOMS , . 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE . . . 

MEDIAN* 

ALL UNITS 

OWNER OCCUPIED ... 

RENTER OCCUPIED 

YEAR STRUCTURE BUILT 

1955 TO MARCH I960 ..... 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


ADAIR 

ANDREW 

ATCr^ISOS: 

AJDRAIN 

BAR«Y ; 

1 

BARTON j 

i 

BATES 

BESi'^OS’ j 

1 

BOL- 

LINGER 

BOONE 

BU- 

CHANAN 

SUTLER 

CALD- 

WELL 

1 313 

2 566 

— 

2 308' 

1 655 

3 293 ; 

1 

i 935 i 

2 840 

[■ 

3 960 1 

2 224 

3 470 

2 387 

4 002 

2 397 

922 

2 041 

1 835' 

1 323 

r 

2 64^ ' 

— 

i 

1 368. 

2 174 

: 779) 

i 

I 617 

2 923 

2 008 

3 338 

1 983 

612 

1 430 

: 235 

83: 

1 884' 

956; 

1 520 

1 326; 

i 215 

2 061 

I 325 

2 082 

1 462 

612 

1 430 

: 235, 

SC6 

: ss*.' 

956 ‘ 

1 520 

: 32B; 

1 215 

2 016 

1 325 

1 912 

1 462 

* • • 

• . • 

. . . ' 

25 

* t » 

• « . i 

- . . 


... 

45 

• • . 

170 

• . . 

310 

6il 

60 :■ 

**92 

•^63 i 

372 . 

65 H 

45 1 

-.02 

B62 

683 

1 256 

521 

3iC 

611 

60C 

^84 

"63 ; 

372' 

654 

45: 

402 

8C2 

679 

1 145 

521 

... 

... 

... 

£ 

... 

... 1 

...| 

... - 

... 

60 


111 

... 

391 

525 

473 

332 

646 

567 ' 

666 

2 181 ? 

607 

547 

379 

664 

414 

303 

436 

398 

290 

45'? ' 

431 

536 

428 1 

475 

438 

237 

475 

364 

224 

2B5 

3321 

206 

364 ; 

337 ? 

435 

343! 

383 

297 

146 

287 

329 

51 

175 

S3 

76 

143 . 

104 

109 

126. 

97 

149 

56 

91 

121 

10 

43 

12 

6 

70 ; 

25 

53 

31 1 

43 

55 

30 

28 

20 

41 

132 


68 

73 ■ 

75 

56 

95 

54 

94 

26 

63 

101 

19 

23 


24 

23 

61 

33 

9 

13 

22 

9 

17 

15 

10 

10 

36 

15 

59 . 

7 

78 

80 

123 

31 

18 

80 

40 

144 

77 

208 

91 

139 i 

165 

215 

128 

150] 

95 

65 

99 

153 

79 

151 

66 

84 

93 ■ 

94 

101 

85 

92 

141 

89 

186 

35 

68 

89 

T5 

42 

189 , 

136; 

130 

1 753 

132 

109 

142 

189 

50 

1 313 

2 566 

2 3Ca 

1 655 

3 293 i 

1 935, 

2 840 

3 960 

2 224 

3 470 

2 387 

4 002 

2 397 

684 

1 682 

1 676 

999 

2 241 

1 221, 

1 834 

3 092 

1 233 

i 941 

1 405 

1 681 

1 891 

307 

1 237 

i 45? 

631 

1 503 

795 

: 140 

1 616 

588 

1 533 

994 

862 

1 249 

a 

34 

>4 

23 

4C 

55 

54 

117 

52 

24 

40 

108 

39 

369 

411 

185 

345 

698 

37: 

640 

1 359 

593 

384 

371 

711 

603 

520 

580 

492 

471 

B2l 

580 

811 

681 

809 

926 

614 

1 489 

451 

50 

157 

147 

131 

SC 

123 

103 

179 

71 

254 

127 

156 

68 

, , f 

4 

31 

8 

19 

20 

28 

30 

12 

16 

44 

38 

16 

470 

419 

314 

332 

722’ 

437 

680 

472 

726 

656 

443 

1 295 

367 

109 

304 

140 

185 

2311 

1?*; 

195 

187 

182 

603 

368 

832 

55 

310 

611 

600 

492 

763. 

372 

654 

451 

402 

862 

683 

1 256 

521 

145 

354 

460 

267 

491 

279 

3S4 

265 

204 

383 

303 

361 

415 

56 

2CB 

360 

141 

282: 

185 

1B6 

191 

101 

285 

ISO 

90 

241 

89 

146 

80 

126 

209. 

94 

198 

74 

103 

98 

123 

271 

174 

153 

171 

120 

173 

213 

89 

234 

162 

166 

264 

220 

620 

101 

22 

36 

38 

52 

20' 

12 

28 

46 

5 

53 

40 

45 

21 

131 

135 

82 

121 

193! 

77 

206 

116 

161 

211 

180 

575 

80 

12 

86 

20 

52 

59 

4 

36 

24 

32 

215 

160 

275 

5 

1 313 

2 566 

2 303 

1 655 

" ■■■" '! 

3 293 

1 935 

2 840 

3 960 

2 224 

3 470 

2 387 

4 002 

2 397 

389 

1 542 

1 660 

863] 

[ 1 711; 

993 

1 328 

1 891 

736 

2 002 

1 244 

1 136 

1 436 

72 

225 

174 

100 j 

! 3161 

186 

305 

552 

218 

240 

321 

629 

213 

8 

26 

29 

25 i 

1 82 i 

21 

11 

51 

28 

59 

75 

185 

12 

844 

773 

445 

6671 

j 

! 1 182! 

1 ! 

735 

1 196 

1 466 

1 242 

1 169 

747 

2 052 

736 

385 

i 513 

1 723 

siei 

. 1 715| 

1 039 

1 369; 

2 133 

765 

1 946 

1 272 

1 220 

1 439 

4 

69 

32 

21 

21 j 

22 

49i 

72 

22 

34 

5 

4 

41 

924 

984 

553 

818 

1 557 1 

874 

1 422] 

I 755 

1 437 

1 490 

1 110 

2 778 

917 

369 

1 460 

1 720 

822 

1 1 677 j 

1 017 

1 341 

1 962 

751 

1 939 ! 

1 1 252 

1 183 

1 417 


69 

32 

17 

25 

22 

49 

77 

22 

34 ! 

5 

4 

55 

944 

1 037 

556 

816' 

1 591] 

■ j 

i 896 

1 450 

1 921 

1 451 

1 497 ! 

1 1 130 

2 BIS 

925 

106 

1 130 

1 466 

274: 

1 158 

781 

1 182 

1 495 

500 

1 116 

1 

456 j 

97 

1 090 

i 130 

1 369 

780 

1 273 

1 59B 

i 1 076 

1 535 

2 084 

777 

1 978 

1 624 

3 133 

1 246 

77 

77 

74 

78: 

505 

! 

105 

390 

985 

351 

342 

804 

41 

8 

707 

1 238 

205 

524' 

i 

3771 

39S 

835 

28 

268 

25 

5 

470 

308 

897 

367 

567 

1 044 

657] 

949 

1 179 

706 

1 591 

1 339 

1 144 

899 

999 

972 

71S 

853 

1 693; 

902 

1 478 

1 955 

1 528 

1 586 

1 058 

2 885 

1 008 

44 

101 

30 

15 

59 

46 

36 

550 

28 

93 

58 

86 

24 

53 

92 

80 

42 

191 

29 

104 

746 

95 

175 

127 

325 

62 

89 

269 

219 

113 

400 

109 

293 

757 

221 

623 

285 

678 

203 

402 

670 

555 

520 

1 029 

484 

792 

824 

664 

1 068 

720 

1 627 

419 

373 

639 

549 

415 

777 

625 

788 

556 

610 

815 

698 

818 

647 

187 

359 

358 

357 

512 

338 

457 

278 

386 

434 

311 

319 

470 

101 

185 

269 

116 

193 

193 

231 

141 

127 

134 

124 

80 

332 

64 

251 

248 

77 

132 

111 

139 

108 

93 

128 

64 

69 

240 

4.7 

4.7 

5.0 

4.8 

4,5 

5.0 

4,7 

3,4 

4,7 

4.3 

4.5 

4.1 

5,3 

4.7 

5.0 

5.3 

4,9 

4.8 

5.1 

5,0 

4.6 

4.9 

4,5 

4.7 

4.3 

5.5 

4.7 

4,3 

4.3 

4.8 

4.1 

5,1 

4.5 

3.9 

4.4 

3.9 

4.3 

3.8 

4,5 

100 

192 

189 

153 

335 

54 

139 

1 131 

206 

1 017 

198 

352 

121 

77 

145 

112 

92 

226 

62 

127 

665 

173 

317 

122 

593 

60 

y3 

186 

203 

156 

562 

145 

178 

502 

390 

409 

200 

' 1 191 

103 

8 1 

221 

144 

127 

440 

152 

156 

316 

282 

241 

288 

919 

133 

982 

1 822 

1 660 

1 127 

1 730 

1 522 

2 240 

1 346 

1 173 

1 486 

1 1 579 

i 947 

1 980 



Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonparm Housing Units, for Counties: I960 — Con. 

[Some data based on sample; see text. Median not shomi where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

CALLAWAY 

CAMDEN 

CAPE 

GIRAR- 

DEAU 

CARROLL 

CARTER 

CASS 

CEDAR 

CHARI- 

TON 



CLAY 

CLINTON 

COLE 

ALL HOUSING UNITS 

2 

784 

4 

964 

2 

280 

i 

937 

1 

259 

3 

813 

1 

444 

3 

156 

2 

652 

2 

059 

2 

416 

1 

811 

2 

513 

TENURE! COLOR! AND VACANCY STATUS 



























OCCUPIED 

2 

221 

2 

381 

1 

897 

1 

478 


965 

3 

231 


910 

2 

474 

2 

282 

1 

640 

2 

087 

1 

492 

2 

243 

OWNER OCCUPIED 

1 

582 

1 

774 

1 

429 

1 

033 


638 

1 

797 


640 

1 

647 

1 

644 

1 

176 

1 

378 

1 

106 

1 

818 

WHITE 

1 

502 

1 

765 

1 

429 

1 

017 


638 

1 

797 


636 

1 

478 

1 

640 

1 

176 

1 

378 

1 

035 

1 

818 

NONWHiTE 


80 


9 


• * • 


16 


. • • 


. « • 


4 


169 


4 


... 


. • . 


71 


» . . 

RENTER OCCUPIED. 


639 


607 


468 


445 


327 

1 

434 


270 


827 


638 


464 


709 


386 


425 

WHITE. . . 


61B 


607 


456 


441 


327 

1 

417 


270 


755 


638 


464 


709 


373 


425 

NONWHITE 


24 


... 


12 


4 


... 


17 


... 


72 


... 


... 


... 


13 


... 

VACANT 


563 

2 

583 


383 


459 


294 


582 


534 


682 


370 


419 


329 


319 


270 

YEAR ROUND . 


473 

1 

251 


320 


383 


102 


463 


502 


554 


297 


329 


256 


217 


204 

SOUND OR DETERIORATING . 


333 

1 

192 


209 


321 


90 


373 


401 


377 


237 


250 


157 


169 


155 

AVAILABLE 


114 


103 


76 


129 


36 


206 


67 


172 


90 


120 


58 


68 


81 

FOR SALE ONLY 


51 


44 


27 


29 


32 


55, 


28 


32 


37 


33 


19 


19 


43 

FOR RENT 


63 


59 


49 


100 


4 


15il 


39 


140 


53 


07 


39 


49 


38 

RENTED OR SOLD i AWAITING OCCUPANCY . 


9 


28 


12 


23 


3 


27 


8 


15 


20 


39 


24 


8 


13 

HELD FOR OCCASIONAL USE 


40 


968 


24 


42 


15 


32 1 


49 


50 


45 


27 


18 


21 


12 

HELD FOR OTHER REASONS 


170 


93 


97 


127 


36 


108 


277 


140 


82 


64 


57 


72 


49 

DILAPIDATED 


140 


59 


111 


62 


12 


90 j 


101 


177 


60 


79 


99 


48 


49 

SEASONAL 


90 

1 

332 


63 


76 


192 


119 


32 


12a 


73 


90 


73 


102 


66 

CONDITION AND PLUMBING 












i 















ALL UNITS 

2 

784 

4 

964 

2 

280 

1 

937 

1 

259 

3 

813' 

1 

444 

3 

156 

2 

652 

2 

059 

2 

415 

1 

811 

2 

513 

SOUND 

i 

496 

4 

156 

1 

352 

1 

088 


887 

2 

813 


747 

1 

590 

1 

936 

1 

067 

1 

522 

1 

309 

1 

850 

WITH ALL PLUMBING FACILITIES . 

1 

031 

2 

941 


755 


712 


330 

2 

120' 


354 

1 

235 

1 

351 


782 

1 

135 


939 

1 

485 

LACKING ONLY HOT WATER 


35 


98 


32 


16 


40 


66 


32 


33 


61 


16 


24 


55 


25 

LACKING OTHER PLUMBING FACILITIES. . . . 


430 

1 

117 


565 


360 


517 


627 1 


361 


322 


524 


269 


363 


315 


340 

DETERIORATING 


872 


671 


591 


704 


284 


678 


523 

1 

073 


549 


773. 


435 


357 


373 

WITH ALL PLUMBING FACILITIES 


183 


127 


94 


135 


29 


124 


49 


324 


52 


237 


r90 


56 


126 

LACKING ONLY HOT WATER . . 


20 


30 


8 


16 


• » t 


7 


e 


41 


12 


17 


21 


14 


3 

LACKING OTHER PLUMBING FACILITIES. , , . 


669 


514 


489 


553 


255 


547 


466 


700 


485 


519 


224 


207 


244 

DILAPIDATED 


416 


137 


337 


145 


88 


322 


174 


493 


167 


219 


458 


145 


290 

RENTER OCCUPIED 


639 


607 


468 


445 


327 

1 

434 


270 


027 


638 


464 


709 


306 


425 

SOUND 


306 


456 


212 


207 


226 

1 

076 


122 


382 


434 


208 


371 


270 


238 

WITH ALL PLUMBING FACILITIES . 


176 


298 


108 


143 


79 


866 


42 


246 


254 


127 


265 


172 


165 

LACKING SOME OR ALL FACILITIES 


130 


158 


104 


64 


147 


208 


80 


136 


180 


81 


106 


90 


73 

DETERIORATING 


244 


142 


164 


182 


63 


226 


114 


307 


146 


219 


176 


84 


106 

WITH ALL PLUMBING FACILITIES 


54 


19 


16 


48 




33 


13 


99 


12 


96 


63 


4 


42 

LACKING SOME OR ALL FACILITIES 


190 


123 


148 


134 


58 


195 


101 


208 


134 


123 


113 


BO 


64 

DILAPIDATED 


69 


9 


92 


56 


38 


130 


34 


138 


58 


37 


162 


32 


81 

ALL HOUSING UNITS, « , 

2 

784 

4 

964 

2 

230 

1 

937 

1 

259 

3 

813 

1 

444 

3 

156 

2 

652 

2 

059 

2 

416 

1 

8U 

2 

513 

WATER SUPPLY 



























HOT and COLD PIPED WATER INSIDE STRUCTURE. 

1 

325 

3 

131 


926 


919 


387 

2 

399 


460 

1 

774 

1 

509 

1 

118 

1 

551 

1 

121 

1 

720 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


265 


334 


222 


205 


153 


295 


153 


298 


337 


134 


243 


207 


133 

PIPED WATER OUTSIDE STRUCTURE 


15 


57 


43 


15 


33 


45 


43 


52 


99 


12 


28 


49 


5 

NO PIPED WATER 

1 

179 

1 

442 

1 

089 


798 


686 

1 

074 


708 

1 

032 


707 


795 


593 


434 


655 

TOILET facilities 



























FLUSH TOILET 1 EXCLUSIVE USE 

1 

327 

3 

2B5 


925 


946 


412 

2 

427 


475 

1 

747 

1 

559 

1 

114 

i 

491 

1 

oeo 

1 

695 

FLUSH TOILET! SHARED . 


41 


28 


... 


... 




45 


38 


104 


7 


32 


41 


80 


30 

OTHER TOILET FACILITIES OR NONE. . * . . . 

1 

416 

1 

65F 

1 

355 


991 


839 

1 

341 


931 

1 

305 

1 

086 


913 


883 


651 


78B 

BATHING FACILITIES 



























bathtub or shower I EXCLUSIVE USE .... . 

1 

307 

3 

2161 


929 


906 


399 

2 

410 


451 

1 

716 

1 

501 

1 

090 

1 

492 

1 

084 

1 

664 

BATHTUB OR SHOWER i SHARED 


53 


I6j 


• « . 


... 


8 


37 


30 


100 


7 


41 


41 


80 


32 

NO BATHTUB OR SHOWER 

1 

424 

1 

7321 

1 

351 

1 

031 


852 

1 

366 


963 

1 

340 

1 

144 


928 


882 


647 


797 

SOURCE OF WATER 



























PUBLIC SYSTEM OR PRIVATE COMPANY 


484 


870 


94 


693 


362 

1 

329 


349 

1 

681 

1 

309 


775 


585 

1 

016 


279 

INDIVIDUAL WELL . . , . 

2 

120 

3 

635 j 


867 

1 

112 


682 

2 

213 


975 

1 

396 


801 

1 

228 

1 

501 


742 

i 

342 

OTHER .| 


163 


435 

1 

310 


93 


211 


248 


122 


94 


568 


73 


330 


52 


892 

SEWAGE DISPOSAL j 




i 























PUBLIC SEWER 


209 


111: 


10 


356 


6 


754 


248 

1 

052 


304 


762 


182 


721 


51 

SEPTIC TANK OR CESSPOOL . . .' 

1 

104 

3 

146' 


796 


490 


452 

1 

701 


233 


771 

1 

228 


382 

1 

342 


461 

1 

455 

OTHER OR NONE 

1 

454 

1 

683 . 

1 

465 

1 

052 


797 

1 

335 


965 

1 

346 

1 

146 


932 


892 


626 

1 

007 

ROOMS 



























1 ROOM 


27 


406 


23 


8 


44 


81 


37 


64 


47 


29 


47 


44 


23 

2 ROOMS * 


138 


965 1 


79 


39 


89 


131 


99 


172 


168 


74 


105 


74 


83 

3 ROOMS 


348 

1 

129 


198 


192 


201 


413 


203 


343 


363 


177 


339 


171 


170 

4 ROOMS 


919 

1 

369 1 


619 


431 


434 


835 


452 


819 


961 


471 


638 


454 


530 

5 ROOMS 


662 


635 


605 


601 


271 

1 

203 


281 


704 


601 


561 


620 


472 


660 

6 ROOMS 


424 


294 1 


440 


350 


137 


757 


230 


607 


309 


349 


435 


321 


627 

7 ROOMS. • 


162 


107 


107 


183 


44 


262 


99 


257 


144 


217 


161 


138 


212 

8 ROOMS OR MORE . 


104 


59 1 


129 


133 


39 


131 


35 


190 


59 


181 


70 


137 


188 

MED I AN 1 



























ALL UNITS 


4.5 


3.5 


4.9 


5.0 


4.2 


4.9, 


4.3 


4.8 


4.3 


5.0 


4.6 


4.B 


5.2 

owner OCCUPIED 


4,7 


4.3 


5.0 


5.2 


4.5 


4,8 


4.8 


5.2 


4.5 


5.1 


4.8 


5,1 


5.3 

RENTER OCCUPIED 


4,3 


3.7 


4.5 


4.6 


4.1 


5.1| 


4.1 


4.0 


4.0 


4.7 


4.4 


4.4 


4.9 

year structure built 



























1955 TO MARCH 1960 


357 

1 

074 


256 


72 


141 

1 

295 


95 


192 


396 


B2 


491 


136 


625 

19 SO To 1954 


191 

1 

635 


192 


33 


111 


244 


61 


103 


267 


107 


321 


101 


311 

1940 TO 1949 


313 

1 

108 


376 


48 


239 


163 


110 


214 


385 


143 


227 


75 


368 

1930 TO 1939 ............... 


261 


630 


227 


81 


253 


255 


135 


170 


329 


248 


238 


76 


241 

1929 OR EARLIER 

1 

642 


517 

1 

229 

1 

703 


515 

1 

856 

1 

043 

2 

477 

1 

275 

1 

479 

1 

138 

1 

421 


968 







Missouri 


27-105 


Table 31. Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: I960 — Con. 

[Some data based on sample; see text. Median not shown where base is 1*=^ 200] 


Tenure hv GdIot, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toiler Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

COOPER 

CRAWFORD 

' 

DADE 

— 

DALLAS 

DAV: 

ESS 

DE 

KALB 

] 1 

DENT 1 DOUGLAS: 

! 

DUNKLIN, 

FRANK- 

LIN 

GASCO- 

NADE 

gentry 

GREENE 

ALL HOUSING UNITS 

, , 

1 

637 

4 

424 


949 

2 

333 

2 

327 

, 

647 

1 

693 

2 

080 

4 

9501 

6 

— 

692 

2 

713 

2 

421 

7 

115 

TENURE* COLOR. AND VACANCY STATUS 




























OCCUPIED 


1 

273 

3 

070 

1 

440 


664 

1 

765 


245 


135 


479 

4 

040 ; 

4 

832 

2 

124 

1 

910 

6 

252 

OWNER OCCUPIED 



872 

2 

094 

1 

070 


365 

1 

245 


913 


820, 


999; 

2 

OlOi 

3 

576 

1 

600 

1 

389 

4 

739 

white 



BO 2 

2 

094 

1 

058 


365 

1 

229 


913 


B2C 


999) 

2 

005! 

3 

521 

1 

600 

1 

389 

4 

731 

NON WHITE 



70 


. . . 


12 




16 


-IT 




... 


5 


57 


* • • 


... 


a 

RENTER OCCUPIED 



401 


976 


370 


495 


52C 


332 


315 


480 

2 

030 

i 

254 


524 


521 

1 

513 

WHITE 



373 


976 


370 


499 


520 


332 


315 


480 

1 

9681 

i 

234 


524 


521 

1 

509 

nonwhite 



28 


... 


... 


... 


... 


... 


... 


... 


62 


20 


... 


... 


4 

VACANT 



364 

1 

354 


509 


469 


562 


4C2 


558 


601 


910 

1 

860 


589 


511 


863 

YEAR ROUND . 



260 


629 


443 


396 


USO 


348 


457 


480 


363 


583 


426 


443 


683 

SOUND OR deteriorating 



207 


527 


338 


268 


425 


250 


318 


391 


202 


492 


387 


311 


594 

available 



50 


156 


118 


94 


56 


76 


31 


222 


120 


184 


62 


123 


339 

FOR SALE ONLY 



14 


77 


20 


35 


16 


24 


12 


140 


11 


75 


19 


43 


168 

FOR RENT 



36 


79 


98 


59 


40 ! 

52 


19 


82 


109 


109 


43 


BO 


171 

RENTED OR SOLD. AWAITING OCCUPANCY . 


9 


15 


15 


12 


57 


31 


6 


41 


7 


32 


20 


16 


78 

HELD FOR occasional USE 

. * 


13 


251 


19 


53 


14 


16 


65 


14 


20 


135 


193 


32 


72 

held for OTHER REASONS ..... 

• « 


135 


105 


186 


129 


298 


127 


216 


114 


55 


141 


112 


140 


105 

DILAPIDATED 

• . 


53 


102 


105, 

108 


55 


98 


139 


89 > 


161 


91 


39 


132 


89 

SEASONAL 

• • 


104 


725 


66 


73 


82 


54 


101 


121 


547 

1 

277 


163 


68 


180 

CONDITION AND PLUMBING 




























ALL UNITS 


1 

637 

4 

424 

i 

949 

2 

333 

2 

327 

1 

647 

1 

693 

2 

080 

4 

950 

6 

692 

2 

713 

2 

421 

7 

115 

SOUND 



977 

2 

628 

1 

175 

1 

146 

1 

486 

1 

069 


863 

1 

447 

2 

371 

5 

052 

2 

053 

1 

514 

5 

786 

WITH ALL PLUMBING FACILITIES .... 



533 

1 

580 


753 


780 


908 


723 


315 


758 

1 

681 

3 

228 

1 

445 

1 

220 

4 

706 

lacking only hot water 



53 


124 


41 


16 


20 


22 


31 


17 


99 


322 


151 


40 


103 

LACKING OTHER PLUMBING FACILITIES. . 



391 


924 


381 


350 


558 


324 


517 


672 


591 

1 

502 


457 


354 


977 

DETERIORATING 



448 

1 

326 


524 : 

663 


748 


426 


544 


430 

1 

640 

1 

242 


545 


536 


997 

WITH ALL PLUMBING FACILITIES .... 



62 


313 


157 


217 


105 


125 


43 


36 


257 


242 


53 


161 


262 

LACKING ONLY HOT WATER 



11 


91 


23 


40 


23 


7 


8 


4 


93 


60 


40 


5 


45 

LACKING OTHER PLUMBING FACILITIES, . 



375 


924 


344 i 

606 


620 


294 


493 


390 

1 

290 


940 


452 


370 


690 

DILAPIDATED 



212 


468 


250 


324 


93 


152 


266 


203 


939 


398 


115 


271 


332 

RENTER OCCUPIED 



401 


976 


370 


499 


520 


332 


315 


480 

2 

030 

1 

254 


524 


521 

1 

513 

SOUND. 



184 


481 


201 


220 


323 


214 


153 


337 


731 


908 


356 


347 

1 

078 

WITH ALL PLUMBING FACILITIES .... 



105 


289 


108 


160 


188 


137 


58 


176 


413 


559 


193 


252 


787 

LACKING SOME OR ALL FACILITIES . , . 



79 


192 


93 


60 


135 


77 


95 


161 


318 


349 


163 


95 


291 

DETERIORATING 



133 


316 


136 


224 


183 


79 


104 


97 


922 


273 


149 


112 


347 

WITH ALL PLUMBING FACILITIES .... 



25 


69 


64 


60 


26 


36 


4 


4 


116 


63 


12 


37 


84 

LACKING SOME OR ALL FACILITIES . . . 



108 


247 


72 


164 


157 


43 


100 


93 


8061 

210 


137 


75 


263 

DILAPIDATED 



84 


179! 


33 


55 

1 

14 


39 


58 


46 


377; 


73 


19 


62 


88 

ALL HOUSING UNITS 

1 

637 

4 

424 

1 

949 

2 

333 

2 

327 

1= 

1 

647 

1_ 

693 

i 

060 

4 

950 

6 

692 

2 

713 

2 

421 

7 

115 

WATER supply 












r“ 

1 















HOT AND COLO PIPED WATER INSIDE STRUCTURE. 


666 

2 

057 

1 

015 

1 

105 i 

I 1 

099 


901 


404 


833 

2 

126 

3 

707 

1 

590 

1 

538 

5 

177 

ONLY COLD PIPED WATER INSIDE STRUCTURE 

, . 


196 


646 


213 


245! 


174 


123 

1 

124 


193 

1 

041 


946 


410 


189 


581 

PIPED WATER OUTSIDE STRUCTURE. , . . • 

. . 


85 


109 


49 


76 j 


26 


26 


9 


20 


84 


82 


8 


29 


220 

NO piped WATER 

• • 


690 

1 

612 


672 


907 1 

; 1 

028 


597 

I 1 

156 


984 

1 

699 

1 

957 


705 


665 

1 

137 

TOILET FACILITIES 


















[ 










FLUSH TOILET, EXCLUSIVE USE. ..... 



704 

2 

229 

1 

036 

1 

116 

1 

102 


907 


405 


872 

1 

1 2 

280 

4 

060 

1 

746 

1 

495 

5 

260 

FLUSH TOILET. SHARED 

, . 


... 


105 


32 


28 

i 

20 


25 


5 


44 


66 


72 


76 


111 


37 

OTHER TOILET FACILITIES OR NONE. . , . 

• • 


933 

2 

090 


881 

1 

189 

1 

205 


715| 

1 

283 

1 

164 

2 

604 

2 

560 


891 


815 

1 

BIB 

BATHING FACILITIES 




























bathtub OR SHOWER, EXCLUSIVE USE . . . 



685 

2 

189 


998 

1 

085 

1 

076 


910 


413 


842 

2 

169 

3 

928 

1 

701 

1 

468 

5 

179 

BATHTUB OR SHOWER, SHARED 



• . . 


113 


32 


24 


20 


21 ; 


5 


44 


58 


67 


76 


123 


33 

NO bathtub or shower . 

• • 


952 

2 

122 


919 

1 

224 

1 

231 


716 1 

1 

275 

1 

194 

2 

723 

2 

697 


936 


830 

1 

903 

SOURCE OF WATER 




























PUBLIC SYSTEM OR PRIVATE COMPANY . • . 



670 

1 

617 


933 


663 


800 


668 


54 


684 

2 

033 

1 

131 

1 

520 

1 

594 

2 

157 

INDIVIDUAL WELL, 



756 

1 

492 


927 

1 

544 

1 1 

476 


975 


670 

1 

112 

1 

612 

3 

290 


702 

! 

796 

4 

503 

OTHER 

• . 


203 

1 

309 


98 


106 

i 

82 


39 


956 


284 1 

1 

296 

2 

296 


475 


36 


523 

SEWAGE disposal 




























PUBLIC SEWER 



221 


887 


624 


313 


560! 


364 


... 


562 

1 

099 


439 

1 

116 

1 

078 


631 

SEPTIC TANK OR CESSPOOL. .••••.. 



394 

1 

420 


476 


735 


585| 


576 


388 


387 

1 

249 

3 

219 


635 


580 

4 

656 

OTHER OR NONE, 

. . 

1 

014 

2 

111 


858 

1 

265 

1 ‘ 

213 


742 

1 

292 

1 

131 

2 

593 

3 

059 


946 


768 

1 

896 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS. 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. , 
HEOIANt 

ALL UNITS. . . , , 
OWNER OCCUPIED , 
RENTER OCCUPIED, 


16 

61 

188 

454 

488 

213 

131 

86 


134' 
366 
728 i 
380! 
931 
563 
1891 
133 1 


20 

69 

263 

452 

514 

325 

183 

123 


51 

119 

336 

868 

489 

302 

97 

71 


34 

91 

279 

509 

668 

324 

200 

222 


16 

38 

33 

29 

144 

183 

135 

196 

237 

397 

622 

704 

423 

354 

499 

291 

246! 

276 

202 

491 

103 

154 

44! 

45 


64 

229 

72 

259 

634 

186 

660 

1 006 

370 

1 949 

1 865 

658 

1 119 

1 436 

556 

594 

987 

476 

187 

351 

226 

118 

184 

167 


78 

46 

211 

461 

710 

507 

217 

191 


88 
305 
773 
1 942 
1 983 
1 232 
506 
286 


4.7 4,2 

4.8 4.7 

4.4 3.9 


4.8 

5.1 

4.6 


4.3 4.9 

4.4 5.1 

4.0 4.3 


5.1 4.3 
5.1 4.5 
5.3 4,1 


4.3 4.3 
4.8 4.8 
4.0 4.1 


4.3 4.6 
4.8 5.1 
4.2 4.0 


5.1 4.7 
5.4 4.9 
4,3 4.3 


year structure built 


1955 To MARCH I 960 
1950 TO 1954 . . . 
1940 TO 1949 . , , 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


87 

45 

63 1 

120 

1 322 1 


530 

491 

088 

900 

415 


127 

88 


288 

239 

410 

408 

988 


153 
90 
122 
162 
I 800 


83 
73 
64 
39 
1 388 


214 

216 

314 

248 

701 


120 
110 
392 
436 
I 022 


1 

1 

1 


380 

477 

066 

073 

954 


1 139| 
926 

1 397 
763 

2 467 


2601 
397 
432 
303 
I 321 


117 
57 
72 
165 
2 OiO 


2 035 
744 
927 
B6B 
2 541 




152 
138 
1 444 




:)cate ana ^maii Areas 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

GRUNDY 

HARRISON 

HENRY 

HICKORY 

HOLT 

HOWARD 

HOWELL 

IRON 

JACKSON 

JASPER 

JEFFER- 

SON 

JOHNSON 

KNOX 

all housing units 

1 175 

2 043 

2 

117 

1 245 

2 

288 

1 

654 

4 

088 

2 

642 

9 

953 

6 

190 

15 

512 

4 

076 

1 462 

TENURE 1 COLOR. AND VACANCY STATUS 























OCCUPIED * . 

768 

1 401 

1 

530 

843 

1 

674 

1 

274 

3 

297 

2 

016 

6 

273 

5 

498 

12 

311 

3 

558 

1 108 

OWNER OCCUPIED 

533 

1 010 

1 

041 

591 

1 

217 


883 

2 

346 

1 

428 

6 

131 

4 

349 

10 

083 

2 

046 

777 

WHITE 

533 

1 010 

1 

037 

591 

1 

217 


783 

2 

346 

1 

428 

6 

127 

4 

345 

10 

063 

1 

998 

773 

NONWHITE . . . 

... 

... 


4 

... 


. 


100 


. . . 


• . . 


4 


4 


20 


48 

4 

RENTER OCCUPIED 

235 

391 


489 

252 


457 


391 


951 


588 

2 

142 

1 

149 

2 

226 

1 

512 

331 

WHITE 

235 

391 


4B9 

252 


457 


363 


947 


588 

2 

134 

1 

149 

2 

220 

1 

459 

331 

NONWHITE 

... 

... 


... 

... 


... 


28 


4 


... 


8 


... 


a 


53 

... 

VACANT 

407 

642 


587 

402 


614 


380 


791 


626 

1 

680 


692 

3 

201 


518 

354 

YEAR ROUND 

329 

593 


491 

322 


414 


326 


702 


319 

1 

150 


548 

1 

313 


413 

258 

SOUND OR DETERIORATING 

292 

460 


380 

252 


269 


224 


583 


190 

1 

049 


396 

1 

120 


290 

214 

AVAILABLE 

131 

133 


193 

91 


89 


78 


237 


35 


577 


138 


555 


157 

61 

FOR SALE ONLY . « . . 

52 

11 


37 

35 


18 


20 


57 


18 


290 


65 


378 


23 

19 

FOR RENT 

79 

122 


156 

56 


71 


58 


180 


17 


287 


73 


177 


134 

42 

RENTED OR SOLD. AWAITING OCCUPANCY . 

4 

69 


a 

10 


30 


9 


26 


4 


132 


31 


126 


31 

13 

HELD FOR OCCASIONAL USE 

39 

42 


36 

29 


15 


12 


48 


37 


180 


38 


255 


34 

10 

HELD FOR OTHER REASONS 

118 

216 


143 

122 


135 


125 


272 


114 


160 


189 


184 


68 

130 

DILAPIDATED 

37 

133 


111 

70 


145 


102 


119! 


129; 


101 


152 


193 


123 

44 

SEASONAL 

78 

49 


96 

80 


200 


54 


89 


307 


530 


144 

1 

888 


105 

96 

CONDITION AND PLUMBING 























ALL UNITS 

1 175 

2 043 

2 

117 

1 245 

2 

288 

1 

654 

4 

088 

2 

642* 

9 

946 

6 

190 

15 

512 

4 

076 

1 462 

SOUND 

606 

1 245 

1 

120 

740 

1 

365 

1 

065 

2 

610 

1 

529 

8 

315 

4 

466 

12 

491 

2 

758 

809 

WITH ALL PLUMBING FACILITIES 

309 

623 


630 

330 


875 


796 

1 

406 

1 

0091 

7 

311 

3 

687 

9 

853 

2 

376 

405 

LACKING ONLY HOT WATER « 

24 

36 


21 

8 


59 


36 


79 


52 


106 


74 


652 


28 

28 

LACKING OTHER PLUMBING FACILITIES. . , . 

273 

586 


469 

402 


431 


233 

1 

125 


466 


898 


705 

1 

986 


354 

376 

DETERIORATING. . ...... 

532 

566 


754 

425 


685 


382 

1 

130 


769 1 

1 

164 

1 

191 

1 

754 

1 

017 

1 477 

WITH ALL PLUMBING FACILITIES 

46 

59 


176 

48 


291 


109 


101 


103 


503 


485 


580 


389 

1 135 

LACKING ONLY HOT WATER 

8 

8 


13 

16 


13 


33 


31 


15 


52 


56 


152 


11 

27 

LACKING OTHER PLUMBING FACILITIES. . , . 

478 

499 


56S 

361 


381 


240 


998 


651 


609 


650 

1 

022 


617 

1 315 

DILAPIDATED 

37 

232 


243 

80 


238 


207 


348 


344 


467 


533 

1 

267 


301 

! 176 

renter OCCUPIED 

235 

391 


489 

252 


457 


391 


951 


588 

2 

142 

1 

149 

2 

228 

1 

512 

331 

SOUND 

104 

246 


194 

150 


223 


242 


576 


370 

1 

515 


680 

1 

443 

1 

092 

130 

WITH ALL PLUMBING FACILITIES . 

70 

135 


83 

58 


134 


178 


251 


264 

1 

217 


500 

1 

057 


984 

1 

LACKING SOME OR ALL FACILITIES 

34 

111 


111 

92 


89 


64 


325 


106 


298 


180 


386 


108 

' 89 

DETERIORATING 

131 

115 


239 

99 


183 


107 


296 


164 


450 


328 


525 


327 

1 128 

WITH ALL PLUMBING FACILITIES 

4 

18 


44 

• - t 


81 


32 


46 


28 


163 


134 


170 


121 

1 47 

LACKING SOME OR ALL FACILITIES 

127 

97 


195 

99 


102 


75 


250 


136 


287 


194 


355 


206 


dilapidated 

... 

30 


56 

3 


51 


42 


79 


54 


177 


141 


260 


93 

1 73 

ALL HOUSING UNITS, 

1 175 

2 043 

2 

117 

1 245 

2 

288 

1 

654 

4 

088 

2 

642 

9 

953 

6 

190 

15 

512 

4 

076 

1 

1 462 

WATER SUPPLY 




1 



















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

.16' 

732 


899^ 

398 

1 

273 


974 

1 

622 

1 1 

169 

1 8 

227 

4 

404 

11 

016 

2 

962 

655 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

106 

116 


2261 

81 


260 


156 


444 


165 


596 


653 

1 

966 


215 

192 

PIPED WATER OUTSIDE STRUCTURE. ...... 

29 

9 


85 1 

15 


94 


18 


81 


a 


71 


124 


281 


45 

B 

NO PIPED WATER 

624 

1 186 


907 

751 


661 


506 

1 

941 

' 1 

300 

! 1 

052 

1 

009 

2 

247 


854 

607 

toilet FACILITIES 












j 


1 









FLUSH TOILET. EXCLUSIVE USE. ...... .1 

415 

754 


698 

U06 

1 1 

315 

1 

017 

1 

689 


218 

! B 

291 

4 

436 

11 

7 87 

2 

866 

681 

FLUSH TOILET. SHARED 

16 

21 


11 

3 


34 


28 


20 

1 1 

20 


60 


53 


66 


97 

45 

OTHER TOILET FACILITIES OR NONE | 

744 

1 268 

1 

208 

836 


939 


609 

2 

379 

1 

404 

1 

595 

1 

701 

3 

659 

1 

113 

736 

BATHING FACILITIES 























BATHTUB OR SHOWER. EXCLUSIVE USE 

398 

755 


870 

402 

1 

272 


990 

1 

637 

1 

190 

8 

225 

4 

397 

11 

630 

2 

867 

633 

bathtub OR SHOWER. SHARED 

12 

13 


7 

3 


33 


32 


28 


16 


56 


49 


72 


93 

49 

NO bathtub OR SHOWER . 

765 

1 275 

1 

240 

840 


983 


632 

2 

423 

1 

436 

1 

665 

1 

744 

3 

810 

1 

116 

760 

SOURCE OF WATER 























PUBLIC SYSTEM OR PRIVATE COMPANY ..... 

262 

131 


749 

70 

1 1 

311 


806 

1 

324 


691 

6 

365 

2 

711 

2 

131 

2 

544 

529 

INDIVIDUAL WELL. . 

834 

1 846 

1 

231 

1 111 

1 

809 


795 

1 

761 

1 

560 

1 

994 

3 

304 

7 

691 

1 

444 

890 


48 

45 


144 

52 


147 


59 


964 


386 

1 

563 


216 

5 

704 


118 

75 

SEWAGE DISPOSAL 























PUBLIC SEWER .... 

102 

199 


233 



535 


708 


602 


475 

2 

352 

1 

215 


770 

1 

776 

513 

SEPTIC TANK OR CESSPOOL 

258 

505 


660 

383 


816 


301 

1 

076 


813 

5 

896 

3 

345 

10 

544 

1 

175 

226 

OTHER OR NONE 

784 

1 318 

1 

231 

850 


916 


651 

2 

371 

! 1 

349 

1 

674 

1 

671 

4 

212 

1 

155 

753 

ROOMS 












1 











1 ROOM , 

8 

16 


34 

46 


69 


45 


70 


56 


274 


73 


393 


27 

18 

2 ROOMS. .... ....... 

32 

65 


51 

61 


89 


95 


267 

! 

129 


452 


218 

1 

128 


183 

96 

3 ROOMS. 

109 

165 


203 

161 


297 


252 


505 


279 

1 

003 


682 

2 

076 


562 

159 

4 ROOMS , 

329 

475 


617 

291 


508 


401 

1 

366 


966 

2 

330 

1 

982 


865 

1 

021 

392 

5 ROOMS. ....... 

304 

591 


557 

326 


542 


353 


999 


592 

2 

995 

1 

925 

4 

269 

1 

267 

345 

6 ROOMS 

226 

374 


377 

228 


427 


265 


553 


380 

1 

849 


B24 

1 

924 


618 

200 

7 ROOMS 

100 

177 


159 

72 


165 


112 


172 

1 

143 


682 


275 


589 


222 

135 

8 ROOMS OR MORE 

MEDIAN! 

67 

180 


119 

60 


191 


51 


156 


97 


361 


211 


266 


176 

117 

ALL UNITS 

4.9 

5.0 


4.8 

4.7 


4,8 


4.4 


4,4 


4.4 


4.8 


4.6 


4.4 


4.7 

4.7 

OWNER OCCUPIED 

5,2 

5,3 


5,0 

4.8 


5.2 


4.8 


4,7 


4,7 


5.1 


4.6 


4.7 


4,9 

5.1 

RENTER OCCUPIED 

5,0 

4,9 


4,5 

4.8 


4.4 


4.0 


4.1 

j 

4.2 


4.3 


4.3 


3.9 


4,6 

4.1 

YEAR STRUCTURE BUILT 












! 











1955 TO MARCH i960 

28 

70 


93 

123 


114 


72 


446 


324 

3 

144 


5B8 

4 

977 

1 

237 

39 

1950 TO 1954 

33 

58 


56 

81 


92 


87 


364 


296 

1 

763 


352 

3 

234 


367 

83 

1940 TO 1949 

20 

81 


74 

161 


155 


115 


877 


505 

1 

767 


648 

2 

643 


166 

52 

1930 TO 1939 

79 

130 


109 

iOO 


101 


153 


655 


574 

1 

054 


630 

1 

751 


211 

1 86 

1929 OR EARLIER 

1 015 

1 704 

1 

785 

780 

1 

826 

1 

227 

1 

746 


943 

2 

218 

3 

972 

2 

907 

2 

095 

1 202 




Missouri 


27-107 


Table 31 . — Tenuri:, Vacanxv Status, Coxoitiov avd 
Characteristics or Rural-N’ontarm Housix,; 


PiJ'MBiN'G Facilities, and Structural 
L'xrrs- Counties' 196S. — Con. 


[Some data based on sample: see test. Median not >hi;>wr: where base is than 20^?] 


TwHur,- i'\ (itdor, 

\ .;c..n4.v 

Lor.iAi.sn N Piur 
WutiT >urr^'' 
T.'btt Ri.ilitijrs 


H.iihing Facilities 
S-urCL- 1)1 W'atcf 
Sawagc: Di:nposaI 
Rooms 

Yt-ar i^iruct. Built 


SUBJECT 


all housing units 

TENURE I COLOR f AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

nonwhite . 

renter occupied. 

WHITE 

nonwhite 

vacant . 

year round 

SOUND OR deteriorating 

available. . . . 

for sale only 

FOR RENT 

RENTED OR SOLDf AWAITING OCCUPANCY , 

held for OCCASIONAL USE . 

held for other REASONS 

OlLAPfbATEO. .... 

SEASONAL . . 


CONDITION AND PLUMBING 
ALL UNITS 

sound 

WITH ALL PLUMBING FACILITIES 

lacking only hot water . 

lacking other plumbing FACILITIES. . , . 
deteriorating 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED . 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . . 

deteriorating . . . . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . • • 
DILAPIDATED 


ALL HOUSING UNITS 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
only cold PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER outside STRUCTURE 

NO PIPED WATER ..... 

TOILET FACILITIES 

FLUSH TOILETt EXCLUSIVE USE . . 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. . . . • . 

BATHING FACILITIES 

bathtub or SHOWER. EXCLUSIVE USE 

bathtub or shower, shared. . 

NO bathtub or shower 

SOURCE OF WATER 

FHJBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER. 


sewage DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE. « . . . , 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

T ROOMS 

8 ROOMS OR MORE. 

MEDIAN! 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED. 

year STRUCTURE BUIuT 

1955 TO MARCH i960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER. 


LACLEDE 

LAFA- 

YETTE 

i 

LAWRENCE 

;>Ei 

IS : 

wIn: 

:^N 

wINN ! 

LIVING-. 
STON : 

" "I 

«c- [ 
oona;.c I 

MAO 

1 

ON ] 

MADISON 

MARIES 

MARION 

MERCER 

2 

ill 

3 

67?; 

4 

0 = 1 


S32 


666 


92= ■: 

r 

1 252 1 

— 

3 *. 85 ! 

2 

838 

: 756 

1 

660 

1 

217 

1 

291 

1 

796 

3 

126 

3 

35S 

1 

531 

3 

22*.! 


; 

— 

1 

891 i 

— 

j 

2 690 1 

2 

094 

: 302 

1 

281 


798 


922 

1 

326 

2 

ICS 

2 

446 

1 

12C 

2 

24*» : 

1 

' - ** 1 

615 

1 875 

: 

604 

988 


874 


522 


661 

1 

322 

2 

054 

£ 

442 

1 

C73 

2 

129 : 

1 

097 i 

599! 

: 87:1 

: 

600 

986 


374 


522 


661 


4 


5^ 


4 


47 


115 


17 

16! 

4 


4 

• . . 


. « • 


* • ■ 


• « * 


470 

1 

0L8 


952 


hLI 


98C 


301' 

27 6 i 

815; 


490 

314 


407 


276 


261 


470 

1 

0C4 


948 


385 


916! 


301! 

276; 

815' 


490 

314 


407 


272 


261 


... 






26 


6*.; 


* • • ' 

... 

... 


... 

... 


... 


4 


... 


315 


553 


6S3 


301 


442 


5131 

361 

795 ' 


744 

454 


379 


419 


369 


258 


493 


6C5 


246 

1 

24C 


386 

301 ■ 

61S 


633 

295 


299 


250 


330 


213 


421 


4 <..7 


177 

I 

123: 


33*. 

244, 

513: 


511 

167 


244 


126 


269 


78 


191 


151 


47 


210 


9"' 

130' 

213' 


177 

66 


67 


50 


150 


40 


48 


70 


16 


88 : 


34 ' 

20 : 

46: 


35 

30 


23 


5 


102 


38 


143 


81 


31 


125 . 


63! 

110. 

167 i 


142 

36 


44 


45 


48 


17 


30 


53 


6 


41 ■ 



1 J 

21 i 


11 

6 


7 


12 


13 


36 


39 


21 


25 


729 ■ 


21 

30: 

99 : 


76 

57 


85 


31 


26 


82 


161 


222 


99 


143 


171 

73. 

180 : 


247 

38 


85 


33 


80 


45 


72 


158 


71 • 


117 ■ 


52 

57 . 

105' 


122 

128 


55 


124 


61 


57 




78 


53 


202; 


127 

60 

17-», 


111 

159 


80 


169 


39 

2 

111 

3 

679 

4 

CSl, 


832 

4 

666' 

, 

926, 

1 252: 

3 465! 

2 

638 

1 756* 

1 

660 

1 

217 

1 

291 

1 

238 

2 

SS9 

2 

9S0 

1 

066 

3 

333 '[ 

1 

146 

661 ; 

2 558' 

2 

C-14i 

8431 

1 

077 


600 


616 


599 

2 

222 

2 

405 


749 

1 

8-7C 1 


728 

327 

1 S 85 : 

1 

053 

525' 


525 


458 


492 


45 


51 


62 


3C 


1C9 . 


37 

24 i 

44 i 


40 

33! 


54 


13 


4 


594 


616 


513 


287' 


354, 


3s: 

310 

629; 


916 

285' 


498 


129 


120 


653 


614 


833 


556' 

1 

016 


692 

425 : 

731; 


638 

570 


493 


315 


544 


37 


194 


320 


199 


209 i 


88 

56 

164, 


98 

94 


56 


87 


114 


4 


20 


39 


30: 


58 : 


8 

... 

14i 


4 

12 


33 


8 


16 


612 


400 


474 


327 


749! 


5963 

369 

5531 


536 

464 


404 


220 


414 


220 


176 


266 


210' 


317; 


90 

166 

196 i 


186 

343 


90 


302 


131 


470 

1 

OIB 


952 


411 ■ 


980, 


301 

276; 

815; 


490 

314 


407 


276 


261 


223 


739 


673 


174 


6521 


172 

138 

576.: 


293 

123 


236 


88 


100 


63 


522 


531 


69' 


363 1 


69 

59 

428. 


119, 

71 


102 


73 


84 


160 


217 


142 


1C5' 


289: 


103 

79 i 

145 1 


174* 

52 


134 


15 


16 


188 


240 


199 


168 


252! 


109 

66 

212! 


173 

120 


145 


84 


141 


12 


82 


88 


38 : 


78 


9 

12 

42 1 


32 

21 


19 


33 


38 


176 


158 


111 


130 


174’ 


100 

74 

170 ; 


141 

99 


126 


51 


103 


59 


-_39J 


80 


69 


76 


20 

52; 

271 


24 

71 


26 


104 


20 

2 

111 

3 

679 

4 

081 

1 

4 

632’ 

4 

666: 

, 

928 

1 252. 

3 4851 

2 

638 

1 756 

1 

660 

1 

1 

217} 

1 

291 


706 

2 

568 

2 

880 

j 1 

061 : 

2 

2361 


924 

435; 

2 1671 

1 

273 

6381 


629 


609 


656 


176 


300 


346 


241 ; 


509 1 


240 

99 

348 1 


174 

1821 


182 


133 


53 


36 


16 


91 

4 ‘ 


60: 


34 

12 ; 

?8| 


4 

13 


16 


28 


3 

1 

193 


795 


764 


526 

1 

861 : 


730 

1 

706 

892 j 

1 

387 

923 


B33 


447 


579 


707 

2 

582 

2 

931 

1 

066' 

2 

i 

350 1 


916! 

431 ' 

2 225 ! 

1 

250 

706 


711 


602 


636 


4 


86 


58 


16! 


061 


17; 

a! 

22 ; 


57 

3 


26 


6 


12 

1 

400 > 

1 

009 

1 

092 


750 

2 

230' 


995 i 

1 

1 238', 

1 

531 

1 047 

1 

923 


607 


641 


697 

2 

520 

2 

885 

1 

052 

2 

27C 


913' 

431: 

2 147 ' 

1 

228 

684 


679 


610 


630 


4 


67 i 


53 


12 i 


85 


17 

4' 

26 { 


53 

7 


26 

! 

8 


12 

1 

410 

1 

072 

1 

143 


766 

i 

2 

311 


998 

1 817- 

1 312; 

1 

557 

1 065 

j 

955 


599 


649 


277 

2 

26l' 

2 

446 


727: 

1 

592 


851 

116, 

1 529 i 


811 

i 104 


528 


210 


511 

i 

476 

1 

029 

1 

435 


997 : 

2 

378 

1 

023 

j 1 031 1 

1 604. 

I 1 

897 

; 1 314 


889 


631 


704 


368 


325 


192 


122 


786 j 


52 

1 

3351 

! 

1 

107 

[ 345 

I 


290 


379 


55 


15 

1 

597 

1 

394 


394; 

1 

236 i 


26 

45. 

26 


553 

1 


381 


80 


408 


672 


916 

1 

542 


623! 

1 

184i 


858 

3271 

2 1481 

714 

! 669 


297 


379 


134 

1 

434 

1 

102 

1 

137 


829' 

2 

336 1 

1 

042 

862 1 

1 294 

1 

548 

1 1 C73 

! 

1 

029 


761 


728 


32 


43 


45 


b \ 


1541 


19 

j i 

i 12 j 

51 i 

36 

4? 


39 


47 


20 


127 


142 


138 


36! 


630 


69! 36 

218 


79 

123 


159 


89 


30 


309 


400 


517 


162! 


671: 


107 

T 90 

402 


291 

200 


280 


154 


119 


740 


900 

1 

179 


443 

; 1 

436! 


420 i 294 

1 288 ; 

744 

587 


480 


305 


325 


483 


949 

1 

Oil 


584 ' 


912i 

1 

524 

! 415 

8761 

770 

358 


335 


314 


406 


307 


686 


665 


313; 


365' 


383 

181 

392 


465 

288 


249 


195 


224 


61 


328 


304 


162! 


1701 

i 

252 

126 

162 


256 

87 


70 


57 


126 


32 


231 


222 


124| 


lOSi 


154, 98 

96 


197 

66 


48 


56 


41 


4.3 


4.9 


4.7 


5.o| 


4.0 


5.2 

; 5.0 

4,3 


4.8 

4.4 


4.2 


4.5 


4.9 


4.5 


5.1 


5.0 


5,1, 


4.5| 


5,5 

1 5.1 

4.6 


5.0 

4,7 


4.7 


5,0 


5.0 


4,0 


4.5 


4*2 


4.7 

i 

1 

3,8! 


4,4 

j 4.8 

4.1 


5.0 

4.2 


3.8 


4.4 


4,6 


249 


355 


344 


133 

i 

627 i 


76 

i 48 

299 


155 

196 


154 


145 


91 


183 


293 


289 


70 


502 


74 

i 40 

240 


90 

280 


182 


134 


105 


366 


282 


539 


73 

j 2 

640 


95 

1 39 

641 


104 

472 


29S 


135 


87 


403 


307 


395 


237 


668 


82 

[ 44 

738 


110 

321 


167 


149 


111 


890 

2 

442 

2 

514 

1 

319 


229 

1 

601 

1 oai 

1 567 

2 

: 379 

48? 


859 


654 


897 
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State and Small Areas 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Coa. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

MILLER 

MISSIS- 

SIPPI 

MONITEAU 

MONROE 

MONT- 

GOMERY 

MORGAN 

NEW 

MADRID 

NEWTON 

NODAWAY 

OREGON 

OSAGE 

OZARK 

PEM- 

ISCOT 

ALL HOUSING UNITS 

2 

131 

1 

586 

1 718 

2 

493 

3 

002 

3 

524 

4 

871 

5 

275 

2 

630 

2 

650 

2 

319 

1 

790 

4 

634 

TENURE, COLOR, AND VACANCY STATUS 






















! 

1 




OCCUPIED 

1 

808 

1 

319 

1 353 

2 

012 

2 

407 

2 

154 

3 

595 

4 

423 

1 

898 

2 

076 

1 

822 

1 1 

008 

3 

318 

OWNER OCCUPIED 

1 

323 


568 

909 

1 

397 

1 

673 

1 

558 

I i 

870 

3 

415 

1 

446 

1 

433 

1 

340 


727 

i 

254 

WHITE , * , . 

1 

312 


514 

889 

1 

292 

1 

581 

1 

516 

S 1 

673 

3 

390 

1 

446 

1 

433 

1 

340 


727 


945 

NONWHITE . . . 


11 


54 

20 


105 


92 


42 


197 


25 


• • • 


* • . 


. * * 


. • • 


309 

RENTER OCCUPIED. 


485 


751 

444 


6l5i 


734 


596 

1 

725 

i 

00a 


452 


643 


482 


281 

2 

064 

WHITE . . . 


485 


429 

437 


578 1 


681 


580 

1 

372 

i 

004 


452 


643 


482 


281 

1 

440 

NONWHITE 


... 


322 

7 


"^1 


53 


16 


353 


4 


... 


... 


... 


... 


624 

VACANT 


323 


267 

365 


481 


595 

1 

370 

1 

276 


852 


732 


574 


497 


790 

1 

316 

YEAR ROUND . . 


201 


136 

308 


367 1 


396 


356 


536 


621 


603 


382 


273 


632 


502 

SOUND OR deteriorating 


177 


65 

189 


244 1 


268 


235 


274 


491 


455 


283 


206 


555 


295 

AVAILABLE 


71 


24 

63 


89 


104 


62 


100 


215 


129 


68 


41 


70 


39 

FOR SALE ONLY . . , . 


22 


6 

10 


30, 


33 


17 


21 


76 


38 


33 


16 


32 


11 

FOR RENT 


49 


18 

53 


59 1 


71 


45 


79 


139 


91 


35 


23 


38 


28 

rented or soldi awaiting OCCUPANCY . 


7 


4 

5 


131 


14 


17 


6 


39 


23 


2 


8 


44 


3 

HELD FOR OCCASIONAL USE 


35 


9 

22 


33 


44 


42 


51 


50 


18 


22 


34 


21 


35 

HELD FOR OTHER REASONS 


64 


28 

99 


109 1 


126 


114 


117 


187 


265 


191 


123 


420 


218 

dilapidated 


24 


71 

119 


123 


100 


121 


262 


130 


148 


99 


67 


77 


207 

SEASONAL 


122 


131 

57 


114 


199 

1 

014 


740 


231 


129 


192 


224 


158 


814 

CONDITION AND PLUMBING 


























all UNITS 

2 

131 

1 

586, 

1 718 

2 

493 

3 

002 

3 

524 

4 

871 

5 

275 

2 

630 

2 

650 

2 

319 

1 

798 

4 

634 

SOUND 

1 

551 


625 

737 

I 

408 

1 

753 

2 

511 

1 

924 

4 

038 

1 

514 

1 

307 

1 

694 

1 

184 

1 

900 

WITH ALL PLUMBING FACILITIES 

1 

059 


322' 

544 


984 

1 

224 

1 

950 

1 

123 

2 

838 


936 


809 


948 


740 


989 

LACKING ONLY HOT WATER 


49 


20i 

• . * 


56 


39 


6li 


76 


66 


28 


62 


99 


11 


56 

LACKING OTHER PLUMBING FACILITIES. . , . 


443 


283 

193 


368 


490 


500 


725 

1 

134 


550 


436 


647 


433 


855 

DETERIORATING 


501 


522' 

717 


672 


832 


650 i 

1 

826 


980 


604 

1 

199 


470 


485 

1 

761 

WITH ALL PLUMBING FACILITIES 


68 


861 

259 


204 


250 


167 


240 


201 


161 


289 


53 


12 


79 

LACKING ONLY HOT WATER 


6 


8 

. . a 


36 


51 


16 


20 


30 


15 


39 


16 


4 


36 

LACKING OTHER PLUMBING FACILITIES. . , . 


425 


428' 

458 


432 


531 


467 

1 

566 


749 


628 


871 


401 


469 

1 

646 

DILAPIDATED • . . . 


79 


439, 

264 


413 


417 


363 

i 

121 


257 


312 


144 


155 


129 


973 

renter occupied 


485 


751 

444 


615 


734' 


596 

1 

725 

1 

008 


452 


643 


482 


281 

2 

064 

SOUND . 


300 


211 

153 


311 


334 


339 1 


569 


697 


211 


305 


342 


136 


877 

WITH ALL plumbing FACILITIES 


170 


89 

91 


199 


249 


222 


259 


420 


136 


166 


173 


53 


401 

LACKING SOME OR ALL FACILITIES . . . , . 


130 


122' 

62 


112 


85' 


117 


310 


277 


75 


139 


169 


83 


476 

DETERIORATING 


153 


276 

222 


216 


232, 


140 


803 


273 


201 


317 


116 


126 


871 

WITH ALL PLUMBING FACILITIES 


20 


22 

71 


54 


92 


44 


80 


44 


36 


79 


24 


. . . 


35 

LACKING SOME OR ALL FACILITIES . . . , . 


133 


254 

151 


162 


140 i 


96 


723 


229 


165 


238 


92 


126 


836 

DILAPIDATED 


32 


264 

69 


88 


168 1 


117 


353 


38 


40 


21 


24 


19 


316 

ALL HOUSING UNITS 

2 

131, 

1 

586 

1 718 

2 

493 

3 

002 1 

3 

524 1 

4 

071 

5 

275 

2 

630 

2 

650 

2 

319 

1 

798 

4 

634 

WATER supply 









i 

















HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

1 

180’ 


464 

863 

1 

367 

1 

585 ' 

2 

227' 

1 

541 

3 

199 

1 

184 

1 

186 

1 

061 


801 

1 

211 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 


I4ai 


128 

114 


281 


310i 


236 1 


665 


666 


183 


289 


311 


87 


415 

PIPED WATER OUTSIDE STRUCTURE 


24| 


7 

53 


36 


13 


182 


140 


140 


12 


38 


4 


16 


342 

NO PIPED WATER 


779' 

1 


987 

688 


809 

1 

094 


879 

2 

525 

1 

270 

I 

251 

1 

137 


943 


894 

2 

666 

toilet facilities 


1 

1 



1 





















FLUSH TOILET, EXCLUSIVE USE 

1 

1911 


448 

843 

1 

383 

1 

631 

2 

311 

1 

515 

3 

257 

1 

188 

1 

247 

1 

173 


795 

1 

196 

FLUSH TOILET, SHARED .... 


7| 


. * . 

24 


95 


54 1 


42 


8 


8 


22 


42 


72 


13 


32 

other toilet FACILITIES OR NONE. . . « . . 


933 

1 

138 

851 

1 

015 

1 

317 

1 

171 

3 

348 

2 

010 

1 

420 

1 

361 

1 

074 


990 

3 

406 

BATHING FACILITIES 











1 















BATHTUB OR SHOWER, EXCLUSIVE USE 

1 

192 


460 

819 

1 

314 

1 

587 

2 

265, 

1 

511 

3 

109 

1 

169 

1 

218 

1 

133 


774 

1 

192 

BATHTUB OR SHOWER, SHARED 


7 


... 

24 


83 


59 


34 


8 




18 


42 


53 


13 


12 

NO BATHTUB OR SHOWER ♦ 


932 

1 

126 

875 

1 1 

096 


356 

1 

225' 

3 

352 

2 

078' 

1 

443 

1 

390 

1 

133 

1 

Oil 

3 

430 

SOURCE OF WATER 






! 




















PUBLIC SYSTEM OR PRIVATE COMPANY 


313 


5 

771 

1 

1 

276 

1 

447 

1 

225 

1 

769 

1 

557 


565 

1 

088 


676 


133 


803 

INDIVIDUAL WELL 

1 

606 

1 

140 

600 

1 1 

143 

1 

451 

2 

113 

1 

660 

3 

410 

1 

978 


837 


948 

1 

475 

2 

474 

OTHER 


210 


440 

95 

1 

53 


112 


197 

1 

460 


319 


98 


732 


704 


226 

1 

388 

SEWAGE DISPOSAL 


























PUBLIC SEWER 


19 


5 

554 

1 

159 

1 

156 


8421 


189 


79 


338 


540 


361 


5 


326 

SEPTIC TANK OR CESSPOOL . . . 

1 

151 


459 

326 


339 


591 

1 

503 

1 

337 

3 

245 


620 


692 


665 


815 


886 

OTHER OR NONE 


959 

1 

121 

666 


974 

1 

263 


190i 

3 

363 

1 

962 

1 

483 

1 

417 

1-^02 

L 

014 

3 

453 

ROOMS 


























1 ROOM 


21 


11 

34 


44 


47 


159 


95 


95 


41 


45 


71 


281 


55 

2 ROOMS 


157 


134 

71 


111 


153 


374 


391 


257 


50 


148 


126 


175 


546 

3 ROOMS . . . 


325 


220 

215 


324 


298 


732 


701 


621 


130 


313 


336 


249 


902 

4 ROOMS 


586 


692 

414 


637 


874 

1 

064, 

1 

997 

1 

820 


541 


931 


532 


469 

1 

783 

5 ROOMS 


501 


336 

417 


706 


791 


587 


969 

1 

401 


734 


638 


601 


344 


802 

6 ROOMS 


317 


142 

338 


393 


489 


391 i 


502 


686 


599 


397 


371 


165 


419 

7 ROOMS 

1 

no 


35 

139 


141 


235 


125, 


133 


256 


289 


93 


148 


60 


es 

a ROOMS OR MORE 


114 


16 

90 


135 


115 


92' 


83 


137 


246 


85 


132 


55 


39 

MEOIANi 











i 















ALL UNITS 


4.5 


4.1 

4.8 


4.7 


4.7 


4.0 


4.1 


4,4 


5.3 


4,4 


4.7 


3.9 


4.0 

OWNER occupied 


4.8 


4.6 

5.1 


4.9 


5.0 


4.5' 


4.7 


4.6 


5.3 


4.7 


5.0 


4,7 


4.5 

RENTER OCCUPIED 


4.0 


4.0 

4.3 


4.2 


4.1 


4.01 


4.0 


4.1 


5.1 


4.0 


4.1 


4.0 


3.9 

YEAR STRUCTURE BUILT 











1 















1955 TO MARCH I960 


324 


101 

143 


156 


287 


597 


317 


673 


122 


230 


300 


277 


246 

1950 To 1954 


227 


94 

98 


124 


193 


569 


327 


397 


26 


264 


214 


277 


276 

1940 TO 1949 


346 


345 

84 


108 


167 


547 


916 


898 


80 


587 


213 


376 

1 

282 

1930 TO 1939 


308 


597 

93 


170 


186 


411 

1 

234 


755 


128 


509 


204 


300, 

1 

367 

1929 OR EARLIER 


926 


449 

1 300 

1 

935 

2 

169 

1 

400 

2 

077 

2 

552 

2 

274 

1 

060 

1 

388 


568' 

1 

463 



Missouri 
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Table 31. — Tenure, Vacancy Status, Gdndition and Plumbing Facilities, and Strlxtural 
Characteristics of Rural-Mon’tarm Housing Units, for Counties: 1960 — Con- 
[Some data based on sample; see text. Median not shown where base is than 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toiicc Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Roorns 

Year Struct. Built 


SUBJECT 


PERRY 


PETTIS 


T 

! 


PHELPS ; 


PIKE 


SCI PJ^NAH 


PALLS 


RANDOLPH 


RAY 


REYNOLDS 


all housing units • • 

TENURE* COLOR* AND VACANCY STATUS 

OCCUPIED 

OINER OCCUPIED 

WHITE . . 

NONWHITE .............. 

renter OCCUPIED. • « 

WHITE . 

nonwhite ....... 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLD* AWAITING OCCUPANCY 

held for OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED . . 

SEASONAL • . 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND . . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . , 
DILAPIDATED. 

RENTER OCCUPIED . 

SOUND 

WITH ALL PLUMBING FACILITIES . . . . . 
LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED 


ALL HOUSING UNITS . 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE , , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER . 

toilet FACILITIES 

FLUSH TOILET* EXCLUSIVE USE. 

FLUSH TOILET* SHARED • t . , 

OTHER TOILET FACILITIES OR NONE. . . . . ■ 

BATHING FACILITIES 

bathtub or SHOWER* EXCLUSIVE USE ... . 

bathtub or SHOWER* SHARED 

NO bathtub or SHOWER . 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY .... 

INDIVIDUAL WELL , 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC Tank or cesspool. 

OTHER OR NONE 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 rooms 

6 ROOMS 

7 ROOMS , 

8 ROOKS OR more . • 

MEDIAN I 

ALL UNITS, . . 

owner OCCUPIED 

renter occupied 

YEAR structure BUILT 

1955 TO MARCH I960 

1950 TO 

1940 TO 1949 

1930 TO 1939 . , 

1929 OR EARLIER. 


I 


1 

585 

2 

104 

4 

082 

1 

970 

5 

380' 

2 

224* 

I 

8 6161 

1 644] 

1 

9661 

2 

127 

2 

446, 

1 

401 

1 

152 

1 

596 

3 

" T 

360 


522* 

4 

710 ' 


582; 

i 

1 

7 216 i 


— 

! 

277 1 

1 

546 

1 

! 

6521 

1 

955 

1 

065 


872 

1 

035 

2 

297 


972 

3 

353 

* 

143' 

3 128; 


903 j 

1 

059 

1 

263 

1 

422 


723 


868 

1 

031 

2 

293 


895 

3 

296 

1 

143! 

3 077 i 


9G3! 

1 

Oil 

1 

192 

1 

418 


723 


4 


4 


4- 


77 


57 - 


* • 9 i 

51 i 


. . • 


48 


71 


4 


• . . 


280 


561 

1 

063 


550 

1 

357 


439: 

4 0881 


374 


487 


389 


533 


342 


260 


554 

1 

055 


499 

1 

348 


439 ! 

3 694 1 


374 


479 


358 


533 


342 


... 


7 


8 


51 


9 


* 1 

394* 


... 


E 


31 


... 


• *« 


433 


508 


722 


448 


67C i 


t 

642 [ 

1 4021 


367 


420 


475 


491 


336 


331 


471 


497 


310 


416 


561 1 

1 111' 


26B 


301 


383 


457 


160 


258 


563 


400 


194 


3C3: 


473 i 

951 


183 


162 


265 


357 


112 


73 


131 


172 


66 


133 


150 1 

sx 


83 


78 


85 


126 


30 


14 


37 


38 


22 


49 


56 

36 


26 


22' 


38 


35 


7 


59 


94 


134 


44 


84 


94' 

764 


55 


56 


47 


91 


23 


18 


44 


27 


22 


58 


44' 

22, 


12 


16. 


44 


20 


. * • 


86 


34 


102 


42 


21* 


67 ! 

23 > 


16 


14 


41 


33 


16 


81 


154 


99 


64 


91 


212' 

ICS, 


72 


54 


115 


178 


66 


73 


ica 


97 


116 


113 


88 1 

160 ; 


85 


139 


96 


100 


48 


102 


37 


225 


138 


254’ 


81 i 

2911 


99 


119 


92 


34 


176 

1 

585 

2 

104 

4 

CS2 


970 

5 

380 ' 

2 

i 

224 1 

8 618 

1 

644 

1 

966 

2 

127 

2 

446 

1 

401 

1 

084 

1 

442 

2 

902 

1 

034 

3 

875 

1 

1431 

6 400 

1 

C20 

1 

133 

1 

579 

1 

694 


871 


566 

1 

027 

1 

958 


599 

3 

400 


6571 

5 638 


623 


802 


874 

1 

073 


411 


41 


27 


84 


48 


39 


29 i 

89 


17 


25 


71 


37 


28 


477 


388 


860 


337 


436 


4571 

673 


3B0 


306 


634 


584 


432 


380 


515 


784 


590 

1 

012 


880 

1 652 


455 


540 


405 


460 


352 


36 


102 


231 


71 


438 


its! 

1 020 


115 


116 


36 


150 


B 


12 


4 


44 


8 


39’ 


41! 

24 


4 


27 


. • • 


3 


11 


332 


409 


509 


5iY 


535' 


6615 

608 


336 


397 


369 


327 


333 


121 


147 


396 


346 


493 


201 

566 


169 


293 


143 


272 


178 


280 


561 

1 

063 


550 

1 

357 


439 

4 088 


374 


487 


389 


533 


342 


166 


348 


686 


282 


763 


232 

3 074 


208 


205 


260 


314 


193 


74 


200 


508 


175 


636 


118 

2 833 


94 


118 


IIB 


149 


92 


92 


148 


178 


107 


127 


114 

241 


114 


87 


142 


165 


101 


91 


176 


243 


168 


401 


173 

837 


113 


207 


92 


135 


97 


4 


41 


91 


19 


165 


55 

669 


33 


43 


13 


34 




87 


135 


152 


149 


236^ 


118 

168 


80 


164 


79 


101 


97 


23 


37 


134 


100 


■iHi 


34 



53 


- 21 ] 


37 


84 


52 

1 

585 

2 

104 

4 

082 

1 

970 

5 

380 

2 

224 

8 618 

1 

644 

1 

=! 

966 

2 

127 

2 

446 

1 

401 


664 

1 

175 

2 

308 


748 

4 

144 


918* 

6 988 


815 

1 

010 


966 

1 

409 


435 


191 


197 


443 


254 


360^ 


243 

418 


137 


219 


192 


171 


106 


4 


31 


56 


25 


351 


54 

152 


3 


28 


16 


37 


12 


726 


701 

1 

275 


943 


84lj 

1 

1 

009 

1 060 


689 


709 


933 


829 


848 


709 

1 

164 

2 

439 


775 

! 4 

1 

0661 


967 1 

6 984 


840 

1 

014 

I 1 

009 

1 

312 


466 




7 


39 


12 


120! 



174 


55 


21 

1 

13 


12 


... 


876 


933 

1 

604 

1 

183 

1 

194 1 

1 

253! 

i 

1 460 


749 


931 

1 1 

105 

1 

122 


935 


682 

1 

179 

2 

388 


737 

3 

! 

969! 


931 j 

6 929 


782: 


9981 

1 

005 

1 

333 


462 


4 


7 


35 


12 


137 


• . • i 

174 1 


59 


12 


13 


12 


. . » 


399 


918 

1 

659 

1 

221 

* 

274; 

i 

1 

293 1 

1 515! 


803 1 


9561 

1 

109 

1 

lOl 


939 


190 


783 

1 

251 


503 

3 

i 

OiOi 


48?! 

5 550 


821 


713 


571 


959 


294 


292 

1 

272 

2 

165 

1 

266 

1 

567: 

1 

619! 

2 508 


790 

1 

134 

I 

494! 

1 

294 


855 

1 

105 


46 


652 


167 


834] 


130 i 

1 530i 


30 


147 


40 : 


210 


222 


15 


203 


753 


225 

1 

568 


i 

265 

4 929 


763 


380 


146 


41 


15 


403 


930 

1 

6l9i 


463 

2 

530 


7101 

i 2 042 


167 


581 


712 

1 

270 


479 

1 

169 


968 

1 

696 

1 

270' 

1 

313 

1 

26 L 

1 617 


711 

1 

033 

1 

247 

1 

152 1 


877 


100 


33 


i 

71 


32 


132 


40 

254 


4 


8 


16 


41 


20 


85 


75 


350 


124. 


326 


86 

728 


86 


91 


63 


89 


50 


138 


264 


620' 


304 


541 


281 

1 428 


181 


256 


205 


259 


176 




446 

1 

328 


636 

1 

211 


656 

3 197 


416 


580 


670 


642 


564 


338 


608 


963 


420 

1 

611 


581 

1 882 


394 


578 


598 


694 


343 


315 


453 


500 


266 


970 


332 

830 


292 


282 


355 


383 


139 


145 


140 


147 


110 


357 


147 

173 


166 


88 


124 


200 


58 


114 


85 


103 


7B| 


232 


99 

126 


105 


83 


96 


138 


51 


4.9 


4.9 


4.3 


4,3 


4,6 


4.6 

4.1 


4.8 


4,6 


4.7 


4,8 


4.3 


5.2 


5.1 


4.6 


4,5, 


5,2 


4.8 

4.3 


5.3 


4.9 


5,0 


4,9 


4.5 


4.6 


4.5 


4.0 


4,1 


4,0 


4.4 

4,0 


4.2 


4.3 


4.1 


4.5 


4.2 


220 


376 


626 


106 

1 

464 


124 

3 213 


79 


164 


108 


259 


154 


138 


134 


598 


87 


679 


135 

1 305 


99 


67 


93 


169 


134 


236 


166 


806 


171 


565 


171 

1 789 


95 


112 


104 


142 


327 


139 


162 


540 


128 


469 


160 

793 


154 


135 


218 


173 


373 


852 

1 

266 

1 

512 

1 

476 

2 

203 

1 

634 

1 518 

1 

217 

1 

488 

1 

. 604 

3 

L 703 


413 


27-110 


State and Small Areas 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housinct Units, for Counties: I960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacincy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

RIPLEY 

ST 

CHARLES 

ST CLAIR 

ST FRAN- 
COIS 

ST LOUIS 

STE 

GENE- 

VIEVE 

SALINE 

SCHUYLER 

SCOTLAND 

SCOTT 

SHANNON 

ALL HOUSING UNITS 

2, 

867 

6 

657 

2 

732 

6 

674 

15 

414 

1 

630 

2 

129 

1 

344 

1 555 

3 

360 

1 

956 

TENURE! COLOR 1 AND VACANCY STATUS 






















OCCUPIED 

2 

189 

5 

226 

1 

722 

5 

8 OB 

13 

291 

1 

214 

1 

698 

1 

082 

1 175 

2 

930 

1 

557 

OWNER OCCUPIED 

1 

522 

4 

158 

1 

131 

4 

514 

10 

546 


902 

1 

138 


877 

864 

2 

187 

1 

088 



1 

522 

4 

122 

1 

120 

4 

514 

10 

450 


894 

1 

077 


877 

864 

2 

151 

1 

088 

nonwhite 


‘ ‘ 1 


36 


11 


. * . 


96 


8 


61 


... 

. . . 


36 


. . • 

RENTER OCCUPIED 


667 

1 

068 


591 

1 

294 

2 

745 


312 


560 


205 

311 


743 


469 

WHITE . 


667 

1 

051 


591 

1 

294 

2 

600 


312 


530 


205 

311 


692 


469 

NONWHITE . « 


... 


17 


... 


... 


145 


... 


30 


... 

... 


51 


... 

VACANT 


678 

1 

431 

1 

010 


866 

2 

123 


416 


431 


262 

380 


430 


399 

YEAR ROUND . 


388 


623 


663 


508 

1 

253 


las 


360 


186 

282 


265 


263 

SOUND OR DETERIORATING 


334 


544 


459 


396 

1 

129 


126 


276 


152 

190 


165 


188 

AVAILABLE . 


71 


191 


142 


165 


693 


59 


112 


63 

61 


77 


57 

FOR SALE ONLY 


46 


107 


30 


62 


514 


24 


15 


8 

15 


23 


22 

FOR RENT 


25 


84 


112 


103 


179 


35 


97 


55 

46 


54 


35 

RENTED OR SOLO i AWAITING OCCUPANCY . 


11 


81 


26 


24 


203 


11 


13 


4 

49 


5 


46 

HELD FOR OCCASIONAL USE 


40 


155 


148 


79 


77 


29 


30 


a 

26 


41 


27 

HELD FOR OTHER REASONS 


212 


117 


143 


128 


156 


27 


121 


77 

54 


42 


58 

DILAPIDATED 


54 


79 


204 


112 


124 


62 


84 


34 

92 


100 


75 

SEASONAL . • 


290 


808 


347 


358 


870 


228 


71 


76 

96 


165 


136 

CONDITION and PLUMBING 






















ALL UNITS 

2 

867 

6 

657 

2 

732 

6 

674 

15 

413 

1 

630 

2 

129 

1 

344 

1 555 

3 

360 

1 

956 

SOUND. * 

1 

812 

5 

446 

1 

244 

4 

646 

12 

577 


973 

1 

237 


908 

973 

2 

187 


979 

WITH ALL PLUMBING FACILITIES 


809 

4 

278 


662 

3 

146 

11 

261 


634 


876 


527 

707 

1 

663 


501 

LACKING ONLY HOT WATER 


54 


231 


53 


278 


197 


54 


29 


16 

12 


87 


31 

LACKING OTHER PLUMBING FACILITIES. , . . 


949 


939 


529 

1 

222 

1 

119 


285 


332 


365 

254 


437 


447 

DETERIORATING 


893 


903 

1 

031 

1 

498 

1 

954 


341 


670 


361 

419 


706 


493 

WITH ALL PLUMBING FACILITIES 


57 


233 


289 


411 


884 


48 


158 


28 

99 


237 


56 

LACKING ONLY HOT WATER 


55 


39 


23 


85 


no 


14 


15 


12 

4 


32 


7 

LACKING OTHER PLUMBING FACILITIES. . , . 


781 


631 


719 

1 

002 


960 


279 


497 


321 

316 


437 


430 

DILAPIDATED 


162 


306 


457 


530 


882 


316 


222 


75 

163 


467 


484 

RENTER OCCUPIED 


667 

1 

068 


591 

X 

294 

2 

745 


312 


560 


205 

311 


743 


469 

SOUND 


401 


734 


204 


735 

1 

645 


145 


280 


125 

220 


361 


229 

WITH ALL PLUMBING FACILITIES 


156 


517 


136 


419 

1 

264 


88 


194 


57 

171 


163 


76 

LACKING SOME OR ALL FACILITIES . . . . . 


245 


217 


68 


316 


381 


57 


86 


68 

49 


198 


153 

DETERIORATING 


218 


244 


287 


365 


654 


81 


214 


80 

81 


200 


61 

WITH ALL PLUMBING FACILITIES 


22 


53 


115 


72 


296 


8 


68 


9 

10 


62 


• . . 

LACKING SOME OR ALL FACILITIES 


196 


191 


172 


293 


358 


73 


146 


71 

71 


138 


61 

DILAPIDATED 


48 


90 


100 


194 


446 


86 


66 


. • . 

10 


182 


179 

all HOUSING UNITS 

2 

867 

6 

657 

2 

732 

6 

674 

15 

414 

1 

— 

630 

2 

129 

1 

344 

1 555 

3 

360 

1 

956 

Water supply 






















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 


926 

4 

746 

1 

071 

3 

850 

12 

701 


756 

1 

130 


605 

878 

2 

083 


609 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


362 


659 


404 

1 

296 

1 

265 


208 


122 


82 

70 


383 


253 

PIPED WATER outside STRUCTURE 


29 


80 


32 


93 


161 


16 


70 


8 

. • . 


53 


73 

NO PIPED WATER . . . 

i 

550 

1 

172 

1 

225 

1 

435 

1 

266 


650 


807 


649 

607 


841 

1 

021 

TOILET FACILITIES 


j 




















FLUSH TOILET » EXCLUSIVE USE . . 

1 

015 

4 

903 

1 

124 ' 

4 

287 

12 

745 


795 

1 

130 


626 

860 

2 

148 


638 

FLUSH TOILET 1 SHARED 


17i 


26 


41 , 


172 


142 


20 1 


20 


5 

20 


40 


B 

OTHER TOILET FACILITIES OR NONE 

1 

835 

1 

728 

1 

567 

2 

215 

2 

526 


815 


979 


713 

675 

1 

172 

1 

310 

BATHING facilities 

















1 





bathtub OR SHOWER. EXCLUSIVE USE 


991 

4 

871 

1 

087 

3 

984 

12 

753 


799 

1 

097 


595 

831 

2 

lie 


611 

bathtub or SHOWER! SHARED. 


171 


30 


45 


164 


135 


20 


24 


5 

24 i 


40 


B 

NO bathtub or SHOWER . 

1 

859 

1 

756 

1 

600 

2 

526 

2 

525 


811 

1 

008 


744 

700 

j 

1 

202 

1 

337 

SOURCE OF WATER 






















PUBLIC SYSTEM OR PRIVATE COMPANY 


721 

1 

341 

1 

041 

3 

642 

6 

569 


272 


674 


293 

805 

1 

668 


600 

INDIVIDUAL WELL. ............ . 

1 

376 

3 

902 

1 

408 

2 

436 

4 

251 


650 

1 

255 

1 

035 

737^ 

1 

051 


828 

OTHER 


786 

1 

431 


312 


624 

2 

544 


732 


211 


28 

24 


649 


516 

SEWAGE DISPOSAL 






1 
















PUBLIC SEWER 


600 


472 


2i3j 


575 

2 

278 


51 


500 


146 

780 


574 


• • . 

SEPTIC TANK OR CESSPOOL. ......... 


461 

4 

380 


86QI 

3 

735 

10 

318 


618 


570 


492 

100 

1 

532 


657 

OTHER OR NONE 

1 

822 

1 

822 

1 

688 

1 

2 

392 

2 

768 


985 

1 

070 


716 

686 

1 

262 

1 

287 

ROOMS 






















1 ROOM 


89 


192 


114 


276 


158 


41 


8 


9 

10 


39 


69 

2 ROOMS. ................. 


218 


386 


289 


390 


593 


146 


60 


38 

59 


131 


113 

3 ROOMS 


495 


931 


428 


658 

1 

483 


241 


204 


96 

162 


334 


274 

4 ROOMS. . . . 

1 

021 

1 

786 


744 

2 

226 

3 

565 


399 


579 


293 

321 

1 

117 


699 

5 ROOMS 


589 

1 

817 


568 

1 

786 

4 

436 


433 


643 


386 

464 


662 


503 

6 ROOMS » 


320 

1 

05B 


349 


976 

3 

164 


254 


333 


308 

233 


554 


197 

7 ROOMS 


89 


326 


139 


242 

1 

335 


73 


168 


108 

173 


163 


54 

e ROOMS OR MORE 


46 


159 


101 


120 


679 


43 


134 


106 

113 


140 


47 

MEDIANI 






















ALL UNITS 


4.1 


4.5 


4.2 


4.4 


4.9 


4.5 


4.8 


5.1 

4.9 


4.6 


4.2 

OWNER OCCUPIED 


4.4 


4.8 


4.6 


4.7 


5.2 


4.7 


5.0 


5.3 

5.2 


4.8 


4.5 

RENTER OCCUPIED 


3.9 


4.3 


4.4 


3.9 


4.0 


4.5 


4.7 


4.2 

4.0 


4.2 


4.0 

YEAR STRUCTURE BUILT 






















1955 TO MARCH i960 


271 

2 

637 


142 


682 

4 

670 


253 


109 


92 

101 


267 


220 

1950 TO 1954 


271 

1 

413 


171 


712 

2 

448 


225 


132 


66 

50 


307 


193 

1940 TO 1949 


763' 


828 


278 

1 

059 

2 

377 


246 


127 


95 

37 


561 


383 

1930 TO 1939 


636, 


382 


3691 


764 

1 

899 


186 


170 


70 

98 


404 


305 

1929 OR EARLIER 


926' 
1 

1 

397 

1 

772' 
1 

3 

457 

4 

019 


720 

1 

591 

1 

021 

1 261 

1 

821 


855 


SHELBY 


2 366 


1. 95a 
1 392 
1 355 
37 
566 
551 
15 


428 

334 

223 

72 

34 

38 

7 

19 

125 

111 

94 


2 386 
1 427 
1 003 
36 
368 
713 
265 
65 
383 
246 

566 

302 

162 

120 

220 

81 

139 

44 


2 386 


1 364 
312 
7 

703 


1 457 
76 
BS3 


1 409 
68 
909 


1 361 
978 
43 


1 152 
361 
869 


20 

80 

238 

565 

638 

423 

250 

172 


5.0 

5.2 

4.4 


128 

92 

105 

43 

2 018 


Missouri 
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Table 31 . — Tenure, Vacancy Status, Conditiov and Plimbin*. FACiLiTiis. and Stkucti ral 

Characteristics of Rural-Nonfarm Housing L'nits. for Counties: Con. 

[Some data based on sample; see text. Median not sho-Ar. where is less than 2fjj] 


N Piumr. 
W.:;-r iurr^ 


Hjihini; Facilities 
v «urv.c*or \\’jrcr 
SerWu sN Di>po>a! 
Ri.>on)s 

Vur Stru::. Built 


STODDARD 

STONE 

f 

su»l:van| 

j 

TANE'f j 

— T" 

’EXA5 : 

— r 

V£5?N0N 1 

WARsfES : 

T 

WAS!-- i 
ING-OM 1 

1 

WAYNE 1 

WEBSTER 

worth 

4 409 

1 875 

2 iiaj 


** 55 c 

2 21'^ ; 

2 1^2 

3 306; 
= 

2 942 

3 203 

936 

3 549 

1 549 

J- 

i 

1 5-"6'. 

2 618^ 

3 461 

r 

1 828 

1 

2 415 

^ [- 

j 

2 171 1 

2 589 

676 

2 206 

1 C88 

1 226 ! 

1 806 

2 351 

1 062 1 

: 253 

1 6561 

1 536 

1 792 

500 

2 206 

1 oes 

1 226; 

1 806' 

2 347 ^ 

1 062 : 

1 193 

1 643 t 

1 527 

1 792 

500 

r t 1 

T • » 

« • t 

. . . ' 

4 

• . • ■ 

eo' 

13 i 

9 

... 

. . . 

1 343 

461 

35C 

BIZ] 

1 IlCr ■ 

-S2- 

575 ; 

759 j 

635 

79? 

176 

1 251 

461 

353 

812; 

1 106 

482! 

554 

-»59| 

635 1 

793 

176 

92 

... 

... 

... 

4 

; 

21| 


... i 

4 

» • • 

860 

326 

5421 

1 ' 

1 0£9 

673 ' 

345' 

691 

771 1 

619 

260 

415 

248 

477 

375 

9C2 

415 ; 

247; 

4121 

>73 i 

515 

201 

303 

153 

316 

347: 

552; 

267 

201 

244 ‘ 

297 1 

380 

163 

94 

73 

1 : 3 ! 

176; 

22S ' 

67 

56 

60 t 

92 1 

102 

38 

25 

28 

1 

67 1 

69 ; 

35 . 

28 

25 1 

22 ' 

41 

7 

69 

45 

82' 

109 i 

159 : 

32 

30; 

35 i 

70 ! 

61 

31 

15 

5 

30! 

13 1 

14 . 

20 : 

15! 

5| 

14 1 

31 

6 

66 

S 

44 1 

67 ! 

-T^ , 

21 

69 : 

'?■* 1 

102 ; 

45 

8 

128 

67 

129 1 

91 • 

2w0: 

159' 

59 . 

102 ! 

89 

202 

111 

112 

95 

161 

32 : 

350 ^ 

14S ' 

46 

1681 

76 ; 

135 

38 

445 

78 

65 i 


187' 

25E 

^8 . 

479 ' 

398 . 

104, 

59 

4 409 

1 875 

2 lie’ 

3 519, 

4 550; 

2 217: 

i 

2 l‘»3' 

3 306 1 

2 942 i 

3 208 ! 

936 

2 425 

1 033 

1 268 t 

2 735, 

2 460'! 

1 367: 

1 627' 

1 406; 

1 eii> 

2 1901 

606 

1 692 

669 

754' 

2 097! 

1 666. 

691 

1 216; 

666 i 

874 ; 

1 2951 

401 

139 

7 

22 

29 ) 

94 ; 

14 ' 

82 

92 ! 

91 ! 

69 

4 

594 

357 

494 

609 i 

650 : 

662 

329 ■ 

648 i 

846. 

826! 

20 1 

1 566 

601 

631 

635 : 

1 245 

634 

411 

1 135 

734 : 

706 i 

301 

321 

165 

143 

180 

152 

70 

S3: 

87' 

188! 

1331 

99 

52 

19 

43 

18’ 

35 

H • 

2a; 

39 1 

20 ; 

28 

♦ * » 

1 193 

417 

445 

437' 

1 058 ! 

560 

300, 

1 009! 

526' 

545 

202 

41B 

241 

219 

149 

845 

216 ; 

135! 

765' 

397. 

312 

29 

1 343 

461 

350 

812' 

1 lie- 

482 ; 

575 i 

759 ! 

635! 

797 

176 

627 

195 

230 

602 : 

621 . 

295 

576 

217| 

331 i 

454 

106 

376 

118 

123 

483^ 

392 ; 

133: 

258 

85 

134 S 

258 

55 

251 

77 

1C7 

119^ 

2291 

162 

lie 

132, 

197 1 

196 

51 

617 

182 

108 

155 

336 : 

149 

158; 

303; 

1781 

245 

70 

118 

59 

29 

66 

76 1 

1*. ; 

46 1 

13 

50 

56 

35 

499 

123 

79 

89 

2&C ! 

135 

112! 

290; 

128 

189 

35 

99 

84 

12 

55 

153 

38 

41 1 

239 

126 

98 

• • • 

4 409 

1 875 

2 lie 

3 519, 

4 550 ; 

2 21?' 

2 173, 

3 306 ' 

2 942 

3 208 

936 

p 2 133 

921 

982 

2 356; 

1 997; 

844 ' 

1 370 1 

849'- 

1 117 

1 513 

548 

, 633 

192 

203 

200 

450 : 

141 : 

199 i 

421 ' 

300 

473 

63 

1 80 

60 

16 

50 

76 

24 

16: 

26! 

40 

126 

22 

. 1 563 

702 

917 

913 

2 027 

1 208 

588 ! 

2 010; 

1 485 

1 096 

303 

, 2 335 

908 

1 024 

2 402 

i 

2 075 1 

803! 

1 421 i 

962 

1 224 

1 626 

521 

1 48 

9 

65 

16 1 

92 1 

91 

46 

4i 

16 

1 49 

10 

. 2 026 

95s 

1 029 

1 lOlj 

I 

2 383 1 

1 405 [ 

706 

2 340,; 

1 7C2 

t 1 533 

I 

405 

. 2 249 

873 

983 

j 2 359; 

2 016 

828 : 

1 433 

896! 

1 218 

1 549 

522 


9 

75 

! 16! 

84, 

13 p 

42 

4| 

16 

49 

ID 

. 2 136 

993 

1 060 

t 1 144i 

1 1 

‘ i 

2 450; 

1 376; 

f 

698 

i 

2 406 

1 708 

1 610p 

404 

. 1 864 

705 

854 

1 

; 1 

1 1 502 

1 709 ’ 

* 

3171 

i 

1 052 

' 82 

i 733^ 

1 332 

497 

. 1 610 

549 

1 242 

1 698 

2 308 ‘ 

1 648; 

8591 

2 257 

i 1 726 

1 475 

414 

. 930 

604 

54 

1 343 

i 

517 : 

j 

SCi 

1 

2-1, 

i 941 

487 

419 

18 

, 122 

224 

563 

738 

j 1 

1 086 1 

188’ 

844 

1 

42 

356 

950 

142 


664 

477 

1 696 

1 082' 

643^ 

552 

841 

855 

705 

345 

. i. V 1 ‘T 

. 2 568 

970 

i 110 

1 109 

2 366 1 

1 4141 

766 

2 397 

1 755 

1 571 

442 

57 

28 

72 

138 

173; 

2oi 

38 

? 87 

83 

47 

. • . 


165 

52 

410 

1 285; 

91 

101 

; 337 

270 

187 

• • . 

* 

262 

172 

639 


231 1 

238 : 644 

386 

537 

83 

* 1 624 

677 

446 

9B7 

1 465 

7561 

609 

1 105 

925 

858 

162 


365 

721 

765 

1 028 i 

, 559 j 

501 

680 

746 

758 

228 

• 1 072 

600 

202 

338 

402 

629! 

323 ' 

382 

327 

337 

485 

210 

• 235 

115 

186 

131 

2391 

1561 

164 

84 

115 

208 

147 

! 134 

41 

131 

47 

1 1651 

Slj 

140 

42 

60 

128 

106 


4.2 

4.9 

4.1 

4.4 

4.5! 

4.7 

4.0 

4.3 

4.5 

5.5 

• 4 ♦ 4- 

• 4#8 

4.5 

5.0 

4.5 

4.8l 

4«9i 

5.0 

4.4 

4.8 

4.7 

5.6 

. 4,1 

3.9 

4.1 

3.9 

n.o| 

4,4. 

4.2 

3.8 

3.9 

4.1 



163 

59 

645 

492 

79 

297 

522 

397 

341 

42 

• 


54 

526 

513 

101 

270 

538 

402 

1 23 : 

31 

* 

299 

74 

875 

872 

118 

389 

705 

647 

441 

50 

* 

344 

98 

( 530 

752 

188 

169 

596 

397 

521 

41 

! 2 129 

905 

, 1 833 

i 945 

1 921 

1 731 

i 048 

945 

' 1 099 

) 1 66e 

772 


WRIGHT 


all housing units. 

TENURE I COLOR* ANO VACANCY STATUS 


OCCUPIED 

OWNER OCCUPIED . 
WHITE 

nonwhite . . . 
renter OCCUPIED. 

WHITE 

nonwhite . . . 


VACANT » 

year ROUND 

SOUND OR DETERIORATING 

available 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLD* AWAITING OCCUPANCY 
held FOR occasional USE. ..... 
held for OTHER REASONS ...... 

dilapidated 

SEASONAL ........ 


CONDITION AND PLUMBING 


all UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

lacking ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


RENTER OCCUPIED 

SOUND. . . 

WITH ALL PLUMBING FACILITIES . 

lacking some or all facilities 

DETERIORATING 

with all PLUMBING FACILITIES . 
lacking SOME OR ALL FACILITIES 
DILAPIDATED. ... 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLO PIPED WATER INSIDE STRUCTURE . , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED water 


TOILET FACILITIES 


FLUSH TOILETi EXCLUSIVE USE. . . 

FLUSH TOILETt SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


bathtub or SHOWER* EXCLUSIVE USE 
bathtub OR SHOWER* SHARED. . . . 

NO bathtub or shower ...... 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 

OTHER OR NONE 


ROOM 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS OR MORE. , . 
MEDIAN: 

ALL UNITS 

OWNER OCCUPIED . 
renter OCCUPIED. 


YEAR STRUCTURE BUILT 


1955 TO MARCH i960 
1950 TO 1954 , . . 
1940 TO 1949 . . , 
1930 TO 1939 . . , 
1929 OR EARLIER. . 


1 579 
1 092 
1 080 
12 
487 
487 


465 

444 

337 

77 

25 

52 

17 

45 

19B 

107 

21 


044 

986 

595 

24 

367 

857 

120 

B 

729 

201 

487 

239 

135 

104 

196 

12 

184 

52 


600 
204 
36 
1 004 


786 
60 
1 198 


774 
51 
1 219 


684 
I 230 
168 


309 
546 
I 227 


21 

168 

270 

725 

443 

239 

107 

71 


4.3 

4.6 

3.9 


154 
132 
272 
419 
1 067 



Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


ADAIR ANDREW ATCHISON AUDRAIN BARRY BARTON BATES BENTON BOONE 


BU- BUTLER CALD- 
CHANAN WELL 


all housing units. 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER means WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


4 

99 

150 

30 

12 

229 

727 

785 

201 

157 

69 

149 

103 

182 

371 

955 

1 520 

1 266 

1 190 

Z 672 

21 

63 

4 

20 

61 

35 

8 

. . * 

32 

20 


all OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. , . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . • . 

7 PERSONS. . . . 

B PERSONS OR MORE 
MEDIAN I 

ALL OCCUPIED . 

owner. . • * 
renter . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 • . . 
1939 OR EARLIER. . 


renter OCCUPIED. 
1958 TO MARCH I960 . 
1954 TO 1957 . . . . 
1940 TO 1953 « . . . 
1939 OR EARLIER. . . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE • . • 


owner OCCUPIED 
LESS than SSfOOO , 
$5 1 000 TO 57 » 400 , 
S7i500 TO 59 1 900 . 
SlOrOOO TO Sl2t400 
$L2»500 TO S14t900 
SlStOOO TO 5l9t900 
520 t 000 TO $24 t 900 
525*000 OR MORE. . 
MEDIAN 


VACANT AVAILABLE FOR SALE 
MEDIAN PRICE ASKED 


RENTER OCCUPIED. 
LESS THAN 520. . , . 

520 TO $39 

540 TO $59 

560 TO $79 

580 TO $99 . • . . • 
5100 TO 5119 . • . . 
$120 OR MORE . . . . 
NO CASH RENT . • , * 
MEDIAN 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN 


VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED DOLLARS 

ACRES IN THE PLACE 


ALL vacant UNITS . . 

10 ACRES OR MORE 

LESS THAN 10 ACRES .... 

AVAILABLE VACANT UNITS 

to ACRES OR MORE 

LESS THAN 10 ACRES .... 


543 

33 

501 

42 

426 

29 

533 

25 

319 

1 22 

530 

28 

352 
1 32 

281 

20- 

700 

40 

in 

913 

20- 

457 

36 

53 

21 

29 

46 

1 38 

i 32 

38 

1 13 

33 

> 12 

48 

42 


Table 32. Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text Median not shown where base is less than 200; plus (+) or minus (-) alter number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 


27-113 

Value 
Gross Rent 
Contract Rene 


Year Moved into Unit Acres in the 
Home Food Freezer Place 


CALLAWAY CAMDEN GIRAR- CARROLL CARTER CASS CEDAR CHARI- CHRIS- CLARK CLAY CLINTON COLE 

deau ton TiaN 


ALL HOUSING UNITS. . . , 
heating equipment 

STEAM OR HOT WATER 

WARM AIR FURNACE 

built-in room UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUe . . . 
NONE 


1 person .... 

2 PERSONS. • . . . 

5 persons. ... 

4 persons. • , . 

5 PERSONS. . . , 

6 PERSONS. * . , , 

7 PERSONS. • . . , 

B PERSONS OR MORE 
median: 

ALL OCCUPIED . , 
OWNER. • . . , 
RENTER • . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 . . . 
1940 TO 1953 . , , 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH i960 . 
1954 TO 1957 . . . « 
1940 TO 1953 . . . . 
1939 OR EARLIER. , . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


2784 4964 2 280 | 1 937 | 1 259 | 38l3| 1444| 3156| 2 652 2 059 2 416 1 811 2 513 



OWNER OCCUPIED 

LESS THAN S5»000 

$5 1 000 TO S7t400 

S7*500 TO S9t900 

SlOfOOO TO $12i400 

$i2«500 TO Sl4f900 

$15«000 TO $19f900 

$20(000 TO $24(900 

$25(000 OR MORE 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR SALE. 

median price asked 


1 018 

1 014 

1 085 

2B9 

336 

500 

292 

217 

226 

201 

147 

118 

106 

82 

99 

59 

76 

24 

56 

102 

78 

11 

26 

32 

4 

28 

8 

6 900 

7 000 

5 500 

26 

19 

19 


942 

451 

1 302 

374 

612 

338 

505 

169 

184 

95 

394 

86 

64 

11 

192 

41 

30 

7 

151 

50 

17 

... 

24 

16 

17 

• • • 

28 

12 

18 

$ i » 

e 

... 

000- 

1 5 000- 

5 900 

5 500 


RENTER OCCUPIED 

LESS THAN 

$20 TO 

$40 TO $59 

$60 TO 

$80 TO 

$100 TO 

*120 OR MORE 

NO CASH RENT 

median DOLLARS 


CONTRACT rent 


RENTER OCCUPIED. 

median 


vacant available for RENT 

median rent ASKED DOLLARS 


ACRES IN THE PLACE 


ALL VACANT UNITS 

10 acres or more . . . 

LESS than 10 ACRES . . 


available VACANT UNITS 

10 ACRES OR MORE 

LESS THAN 10 ACRES .... 


509 

33 

409 

32 

280 

24 

306 

26 

247 

20- 

1 292 
74 

222 

20- 

683 

26 

538 

29 

424 

33 

623 

47 

38 

42 

32 

30 

4 

86 

30 

47 

24 

32 

22 


319 270 
187 131 
132 139 
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State and Small Areas 


Table 32. — Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-1-) oi* minus (— ) after number indicates median above 

or below that number] 


Heating Equipment Value- 

Persons Gross Rent 

Persons per Room Gontract Rent 

Year Moved into Unit Acres in the 

Home Food Freezer Place 


COOPER CRAWFORD DADE DALLAS DAVIESS DE KALB DENT DOUGLAS DUNKLIN FRANK- GASCO- GENTRV GREENE 


ALL HOUSING UNITS. 


HEATING EQUIPMENT 


STEAM OR HOT WATER . • . 
WARM AIR FURNACE .... 
built-in room UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR more 
MEDIAN: 

ALL OCCUPIED . 

owner. . . . 

RENTER , . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNiT 


OWNER OCCUPIED 
19S8 TO MARCH i960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH I960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


owner occupied ..... 

LESS THAN SStOOO . 

$5f000 TO S7t400 

$7t500 TO $9f900 

SlOiOOO TO $12i400 * . 

$i2i500 TO S14t900 

$l5i000 TO $19t900 

S20f000 TO S24f900 

$25 r 000 OR MORE 

MEDIAN .... DOLLARS 


VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


819 

1 127 

622 

290 

557 

1 864 

511 

614 

420 

147 

298 

1 232 

136 

244 

225 

69 

90 

362 

104 

103 

97 

24 

82 

118 

32 

83 

45 

. . . 

49 

101 

24 

56 

16 

18 

19 

20 

B 

8 

19 

4 

11 

U 

. . • 

15 

. . . 

. . . 

8 

. * . 

4 

4 


28 

. « • 

20 

000- 

5 000- 

5 000- 

5 000- 

5 000- 

5 000- 


RENTER OCCUPIED 

LESS THAN $20 

$20 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE . 

NO CASH RENT 

MEDIAN . DOLLARS 


contract rent 


RENTER OCCUPIED 

MEDIAN ... DOLLARS 


VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED 


ACRES IN THE PLACE 


ALL VACANT UNITS 
10 ACRES OR MORE . . . 
LESS THAN 10 ACRES , . 


AVAILABLE VACANT UNITS 

10 ACRES OR MORE 

LESS THAN 10 ACRES .... 


299 

22 

799 

28 

286 

25 

415 

24 

439 

28 

260 

33 

226 

21 

372 

28 

1 266 
22 

996 

35 

433 

30 

463 

35 

18 

57 

55 

38 

14 

21 

8 

56 

95 

64 

32 

72 


910 I 860 
503 428 

327 1 432 

140 184 

45 74 

95 110 


Missouri 

T.bk 32 .-Occ„,.„„ F, o, 

nousi.vG Units, for Counties: I960 Con 

[Based on sample; see text. Median not shown where base is less than ^OO- nt- n.* / ^ ^ 

or 


SUBJECT 


ALL HOUSING UNITS, • , , 

heating equipment 


STEAM OR HOT WATER . . , 
WARM AIR FURNACE . , , 
built-in room units, . . 
OTHER MEANS WITH FLUE. . 
OTHER means WITHOUT FLUE 
NONE 


ALL occupied UNITS 
PERSONS 


1 PERSON 

2 PERSONS 

3 PERSONS. . , , , 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
median: 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


owner OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 . , . 
1940 TO 1953 . , , 
1939 OR EARLIER, . 


RENTER OCCUPIED, 
1958 To MARCH i 960 , 
1954 TO 1957 . , , . 
1940 TO 1953 . , , , 
1939 OR EARLIER. . , 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . • . 


VALUE 


OWNER OCCUPIED 
LESS than $5t000 . 
*5 1 000 TO $7 I 400 , 
57t500 TO S9f900 , 
SlOfOOO TO $12f400 
Si2,500 TO Si4f900 
SIS^OOO TO $19i900 
«20»000 TO S24t900 
S25»000 OR MORE, , 

median 


DOLLARS 

VACANT AVAILABLE FOR SALE 

median price ASKED DOLLARS 

GROSS RENT 


RENTER OCCUPIED , 

LESS THAN S20 

*20 TO S39 

*40 TO S59 ...... 

*60 TO S79 

*60 TO $99 

*100 TO $119 

*120 OR MORE 

NO CASH RENT 

^E:DIAN DOLLARS 


contract RENT 


RENTER OCCUPIED. . , 

median . DOLLARS 


vacant available FOR RENT 

median rent ASKED DOLLARS 

ACRES IN THE PLACE 


ALL VACANT UNITS 
10 ACRES OR MORE . . . 
LESS Than lo acres . . 


AVAILABLE VACANT UNITS 

10 ACRES OR MORE 

LESS THAN 10 ACRES .... 


Hearing Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 
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Value 
Gross Rent 
Q)ncract Rent 
Acres in the 
Place 


GRUNDY 

HARRISON 

HENRY 

hickory 

HOLT 

HOWARD 

HOWELL 

IRON 

JACKSON 

JASPER 

JEFFER- 

JOHNSON 

KNOX 











SON 



1 175 

2 043 

2 117 

1 245 

2 288 

1 654 

4 088 

2 642 

9 953 

6 190 




15 

107 

100 

787 

28 

138 

11 
132 
155 
1 708 
11 
26 

12 
244 
140 
1 674 
22 
25 

53 
36 
1 137 
19 

34 
383 
155 
1 633 
36 
47 

40 

422 

107 

907 

28 

150 

28 
284 
276 
3 382 
94 
24 

97 
460 
221 
1 757 
50 
57 

283 
5 016 
1 151 
3 151 
151 
194 

36 
658 
989 
4 084 
397 
26 

380 
B 578 
816 
4 781 
361 
596 

32 

1 495 
374 

2 037 

47 

91 

58 

266 

67 

1 018 
53 

768 

1 401 

1 530 

843 

1 674 

1 274 

3 297 

2 016 

a 273 

5 498 

12 311 



99 

311 

170 

75 

70 

24 

7 

12 

301 

592 

187 

149 

104 

44 

16 

342 

513 

224 

179 

143 

46 

50 

204 

330 

127 

82 

44 

20 

24 

433 

579 

319 

163 

79 

35 

39 

214 

368 

240 

179 

129 

73 

43 

515 
1 064 
569 
470 
245 
233 
110 

258 

738 

294 

251 

201 

117 

75 

615 
2 162 
1 368 
1 877 
1 136 
572 
305 

737 
1 720 
1 037 
666 
539 
365 
99 

822 
3 120 
2 263 
2 527 
1 665 
1 015 
480 

416 

951 

691 

718 

435 

204 

95 

258 

375 

184 

132 

93 

54 

12 


33 

12 

27 

28 

91 

82 

238 

135 

419 

48 

2.4 

2.2 

2.3 

2.2 

2.2 

2.7 

2.6 

2.5 

3.5 

2.8 

3,5 

3.1 

2.3 

2.8 

2*1 

2.9 

2*1 

3.4 

2.0 

2.6 

2.1 

2.7 

2.5 

3.1 

2.6 

2.9 

2.4 

2.9 

3.5 

3.6 

2.7 

3,0 

3.5 

3.5 

2.7 

3.6 

2.1 

3.0 

705 

1 341 

1 349 

775 

1 572 

1 082 

2 791 

1 652 

6 990 

4 790 

9 792 

3 004 

1 010 

63 

60 

181 

68 

102 

192 

506 

384 

1 283 

70B 

2 519 

554 

98 

533 

99 

1 010 

1 041 

591 

1 217 

883 

2 346 

1 428 

6 131 

4 349 

10 083 

2 046 

777 

162 

217 

169 

235 

131 

648 

240 

2 149 

916 

3 158 

658 

101 

102 

221 

180 

207 

138 

220 

2il 

541 

397 

1 869 

1 091 

3 102 

512 

162 

433 

365 

207 

504 

323 

884 

525 

1 722 

1 560 

3 050 

5BB 

396 

111 

235 

252 

77 

258 

218 

273 

266 

391 

782 

773 

288 

lie 

235 

391 

489 

252 

457 

391 

951 

588 

2 142 

1 149 

2 22B 

1 512 

331 

128 

218 

310 

178 

287 

235 

676 

349 

1 350 

683 

1 356 

996 

165 

56 

103 

87 

34 

118 

91 

154 

154 

450 

225 

403 

350 

110 

43 

59 

67 

36 

41 

45 

105 

64 

314 

200 

367 

130 

56 

8 

11 

25 

4 

11 

20 

16 

21 

28 

41 

102 

36 

237 

464 

236 

285 

526 

227 

818 

385 

3 030 

1 085 

3 658 

737 

224 

611 

977 

i 265 

581 

1 230 

1 031 

2 629 

1 623 

5 369 

4 245 

B 625 

2 698 

762 

497 

921 

839 

399 

1 095 

775 

1 374 

1 024 

5 189 

3 410 

a 297 

1 461 

683 

3S6 

682 

499 

259 

601 

377 

861 

568 

542 

2 047 

1 163 

607 

345 

91 

188 

210 

84 

277 

170 

288 

175 

639 

627 

1 445 

327 

152 

19 

33 

55 

28 

107 

102 

125 

110 

693 

280 

1 371 

165 

61 

16 

8 

50 

24 

75 

68 

48 

92 

731 

219 

1 720 

132 

72 

15 

5 

8 

f • • 

8 

30 

28 

30 

799 

102 

1 220 

110 

16 

• • • 

• . • 

4 

* . • 

16 

24 

20 

33 

1 168 

91 

1 010 

80 

16 

* • . 

. . * 

8 

4 

7 

4 

... 

16 

308 

24 

207 

12 

21 

... 

5 

5 

• • * 

4 

• * • 

4 

• * « 

309 

20 

161 

26 

• • . 

5 000- 

5 000- 

5 000- 

5 000- 

5 000- 

5 200 

5 000- 

5 000- 

12 500 

5 000- 

10 200 

5 900 

5 000- 

28 

B 

10 

4 

28 

4 

18 

14 

297 

58 

349 

8 

7 

... 

• . . 

... 

• . » 

* ■ * 

• • * 

. . . 

• * • 

16 100 

. . . 

11 100 

... 

... 

235 

391 

489 

2S2 

457 

391 

951 

588 

2 142 

1 149 

2 228 

1 512 

331 

8 

16 

8 

4 

15 

13 

129 

16 

24 

55 

44 

B 

17 

60 

155 

162 

115 

106 

84 

381 

149 

135 

267 

245 

149 

132 

68 

94 

136 

39 

125 

118 

120 

133 

348 

379 

387 

216 

98 

8 

44 

68 

27 

67 

76 

63 

93 

430 

168 

468 

312 

46 

8 

• . • 

25 

4 

28 

24 

56 

65 

393 

25 

315 

448 

17 

4 

4 

5 

8 

12 

4 

... 

31 

269 

4 

238 

147 

5 

4 

. * . 

. • • 

8 

... 

• • . 

4 

8 

217 

17 

77 

103 

... 

75 

78 

85 

47 

104 

72 

198 

93 

326 

234 

454 

129 

16 

. * • 

38 

44 

36 

47 

49 

30 

52 

79 

47 

69 

80 

42 

160 

313 

404 

205 

353 

319 

753 

495 

1 816 

915 

1 774 

1 383 

315 

... 

23 

25 

21 

28 

32 

22 

33 

56 

31 

49 

69 

26 

6 

37 

44 

33 

38 

38 

107 

22 

179 

59 

151 

46 

16 

• • * 

. i . 

... 

• . » 

... 

• . • 

. • • 

. • . 


... 

... 

• . • 

. . • 

407 

642 

587 

402 

614 

380 

791 

626 

1 673 

692 

3 201 

518 

354 

255 

479 

373 

308 

289 

232 

574 

181 

348 

238 

271 

344 

241 

152 

163 

214 

94 

325 

148 

217 

445 

1 325 

454 

2 930 

174 

113 

131 

117 

138 

73 

99 

46 

237 

43 

601 

138 

535 

135 

45 

97 

72 

84 

36 

33 

4 

112 

7 

125 

17 

27 

81 

22 

34 

45 

54 

37 

66 

42 

125 

36 

476 

121 

508 

54 

23 
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Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Reni 
Acres in the 
Place 


UACLEDE UAFA- LAWRENCE LEWIS LINCOLN LINN LIVING- MACON MADISON MARIES MARION MERC 


all housing units. 


HEATING equipment 


STEAM OR HOT WATER . . . 

warm air furnace .... 

BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER means WITHOUT FLUE 
NONE ..... 


all OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

tv persons. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN: 

all OCCUPIED . 

owner. . • . 

RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


TEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


renter OCCUPIED. 
1958 TO MARCH 1960 . 
1954 To 1957 . . . . 
1940 TO 1953 . . . • 
1939 OR EARLIER. . . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


owner OCCUPIED 
LESS THAN SSfOOO . 
JSfOOO TO S7f400 . 
S7 i 500 TO S9»900 , 
SlOiOOO TO Si2f400 
S12t500 TO Sl4i900 
S15i000 TO $i9f900 
SaOfOOO TO S24f900 
S25t000 OR MORE, , 
MEDIAN 


VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED 


RENTER OCCUPIED. 
LESS THAN S20. . , , 

S20 TO S39 

*40 TO $59 

*60 TO *79 

*80 TO $99 

*100 TO $119 * . . . 

*120 OR MORE . , . . 

NO CASH RENT . . . . 

MEDIAN ....... 


CONTRACT RENT 


RENTER OCCUPIED 

MEDIAN ..... ... DOLLARS 


VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED 


ACRES IN THE PLACE 


ALL VACANT UNITS 
10 ACRES OR MORE . . . 
LESS THAN 10 ACRES • . 


available VACANT UNITS 

10 ACRES OR MORE 

LESS THAN 10 ACRES .... 


1 856 

1 854 

988 

1 851 

619 

B08 

422 

677 

449 

490 

310 

350 

345 

288 

123 

264 

216 

140 

70 

304 

139 

64 

35 

120 

61 

56 

20 

114 

20 

8 

4 

15 

7 

■ . . 

4 

7 

6 700 

5 600 

5 600 

6 800 

23 

39 

29 

84 


985 

543 

1 219 

1 370 

627 

521 

388 

570 

372 

620 

922 

362 

204 

110 

241 

91 

320 

260 

143 

127 

81 

85 

16 

113 

96 

53 

71 

52 

51 

12 

80 

56 

42 

71 

50 

26 

. • . 

21 

24 

18 

20 

20 

12 

. ■ . 

41 

12 

5 

24 

25 


52 

8 

• . • 

4 

4 

34 

. • . 


16 

... 

• . . 

. a t 

16 

000- 

5 000- 

5 000- 

5 000- 

5 000- 

6 100 

7 600 


1 018 

952 

411 

980 

301 

276 

815 

490 

314 

407 

276 

12 

27 

8 

22 

13 

8 

75 

12 

8 

18 

16 

149 

290 

76 

165 

89 

87 

181 

150 

89 

126 

42 

309 

284 

118 

312 

81 

71 

187 

115 

67 

85 

50 

259 

186 

109 

197 

16 

32 

70 

55 

13 

59 

57 

81 

41 

37 

81 

13 

12 

13 

28 

10 

15 

25 

38 

. . • 

t • • 

20 

4 

a a a 

5 

4 

3 

a a t 

15 

14 

8 

a a . 

13 

8 

4 

71 

4 

a a . 

a a t 

8 

156 

116 

63 

170 

77 

62 

213 

122 

124 

104 

63 

57 

48 

55 

54 

42 

43 

44 

43 

a a a 

41 

59 


862 

836 

348 

010 

224 

214 

602 

368 

190 

303 

37 

32 

27 

33 

26 

22 

27 

25 

a. a 

29 

52 

32 

9 

69 

20 

12 

100 

57 

40 

13 


315 

553 

683 

301 

1 442 

513 

361 

795 

744 

454 

379 

419 

266 

315 

442 

130 

356 

380 

1 263 

428 

490 

126 

247 

176 

49 

238 

241 

171 

1 086 

133 

98 

367 

246 

328 

132 

243 

31 

149 

151 

63 

210 

49 

' 78 

194 

137 

77 

55 

32 

24 

74 

80 

25 

57 

26 

66 

69 

69 

25 

34 

20 

7 

75 

71 

38 

153 

23 

' 12 

125 

68 

52 

21 

12 


Missouri 
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Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (~) after number indicates median above 

or below that number] 


all housing units. . . 

HEATING EQUIPMENT 
STEAM OR HOT WATER 

warm air furnace 

built-in room Units 

OTHER means WITH FLUE. . . . 
other means without flue . . 
none 


all occupied units 


1 PERSON 

2 PERSONS, 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE 
MEDIAN: 

ALL OCCUPIED • 

owner, 
renter 


1.00 OR LESS 

1.01 OR MORE 


owner OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 
1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 
1958 TO MARCH i960 
1954 To 1957 

1940 To 1953 
1939 OR EARLIER 


OWNER OCCUPIED 
LESS THAN SSiOOO 
$5»000 TO S7»400 
$7t500 TO $9f900 
SlOtOOO TO S12i400 
S12»500 TO S14i900 
SiStOOO To S 19 f 900 
$20 1 000 TO $24 » 900 
$25i000 OR MORE. . _ 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR SALE. 

MEDIAN PRICE ASKED 


RENTER OCCUR 
LESS than *20 
$20 TO $39 
$40 TO $59 
$60 TO $79 
$60 TO $99 
$100 TO $119 
$120 OR MORE 
NO CASH RENT 
MEDIAN 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 




RENTER OCCUPIED 

median 

VACANT available FOR RENT. , • • • • 
MEDIAN RENT ASKED DOLLARS 


ALL VACANT UNITS 
10 ACRES OR MORE 
LESS THAN 10 ACRES 

available vacant UNITS 
10 ACRES OR MORE 
less than 10 ACRES 





Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus ( — ) after number indicates median above 


or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


erry 

PETTIS 

PHELPS 

PIKE 

PLATTE 

POLK 

PULASKI 

PUTNAM 

RALLS 

RANDOLPH 

RAY R 

1 585 

2 104 

4 082 

1 970 

5 380 

2 224 

8 618 

1 644 

1 966 

2 127 

2 446 

16 

487 

131 

898 

43 

10 

21 

376 

300 

1 352 
45 
10 

112 

658 

362 

2 779 
66 
105 

62 

249 

68 

1 474 
49 
68 

293 

2 592 
414 

1 972 
56 
53 

26 

95 

122 

1 808 
12 
161 

106 

3 168 
834 

4 296 
159 

55 

82 

338 

87 

1 070 
a 

59 

27 

333 

112 

1 470 
24 

47 

389 

121 

1 563 

7 

36 

594 

305 

1 410 

15 

86 

1 152 

1 596 

3 360 

1 522 

4 710 

1 582 

7 216 

1 277 

1 546 

1 652 

1 955 

160 

242 

425 

237 

499 

336 

496 

328 

272 

282 

309 

347 

503 

1 098 

480 

1 252 

662 

2 108 

489 

503 

613 

577 

200 

272 

634 

282 

983 

215 

1 515 

161 

231 

260 

371 

156 

266 

508 

190 

902 

161 

1 301 

172 

229 

227 

315 

119 

130 

279 

146 

626 

89 

955 

89 

146 

108 

189 

90 

98 

162 

86 

225 

42 

456 

22 

80 

87 

95 

49 

50 

93 

45 

130 

12 

227 

12 

29 

32 

63 

31 

35 

161 

56 

93 

45 

158 

4 

56 

43 

36 

2.8 

2,7 

2.7 

2.7 

3.1 

2.2 

3.2 

2.1 

2.5 

2,4 

2,7 

2.9 

2.4 

2.6 

2.4 

3.2 

2.1 

2.9 

a. 1 

2,4 

2.3 

2.8 

2.3 

3.1 

3.0 

3.2 

3.0 

2.5 

3.4 

2.2 

2,9 

3,3 

2,7 

1 018 

1 392 

2 812 

1 239 

4 073 

1 462 

5 696 

1 222 

1 362 

1 465 

1 707 

134 

204 

548 

283 

637 

120 

1 520 

55 

184 

187 

24b 

872 

1 035 

2 297 

972 

3 353 

1 143 

3 128 

903 

1 059 

1 263 

1 422 

90 

306 

652 

160 

1 063 

247 

1 213 

161 

233 

260 

298 

246 

241 

469 

192 

864 

274 

833 

209 

241 

251 

309 

320 

297 

854 

311 

1 036 

397 

769 

297 

378 

466 

534 

216 

191 

322 

309 

390 

225 

313 

236 

207 

286 

281 

280 

561 

1 063 

550 

1 357 

439 

4 088 

374 

487 

389 

533 

120 

352 

663 

300 

833 

232 

3 528 

199 

249 

193 

308 

73 

122 

200 

126 

274 

109 

376 

94 

102 

121 

94 

66 

67 

166 

85 

196 

78 

140 

63 

91 

62 

92 

21 

20 

34 

39 

54 

20 

44 1 

18 

45 

13 

39 

373 

382 

915 

370 

1 110 

366 

1 366 

329 

318 

601 

554 

774 

1 269 

2 494 

1 18S 

3 433 

1 239 

5 970 

995 

1 146 

1 141 

1 287 

730 

791 

1 343 

734 

2 848 

730 

1 490 

784 

896 

1 040 

1 260 

310 

301 

561 

454 

399 

511 

495 

479 

394 

601 

497 

155 

203 

315 

160 

324 

107 

42B 

155 

190 

237 

269 

136 

106 

225 

32 

326 

76 

199 

62 

118 

92 

252 

78 

78 

130 

52 

370 

24 

173 

46 

144 

55 

102 

28 

53 

24 

12 

376 

e 

81 

18 

43 

8 

64 

23 

39 

56 

16 

66B 

. . • 

66 

3 

3 

27 

44 



16 

8 

223 

4 

24 

21 

4 

8 

4 


9 

16 


162 

t . . 

24 

. • . 

. . . 

12 

8 

5 900 

6 200 

5 900 

5 000- 

12 500 

5 000- 

6 500 

5 000- 

5 700 

5 000- 

6 200 

10 

24 

30 

10 

56 

27 

4 

61 

22 

20 

15 

280 

561 

1 063 

550 

1 357 

439 

4 088 

374 

487 

389 

533 

6 

26 

22 

26 

17 

26 

42 

45 

24 

14 

8 

113 

125 

179 

103 

146 

150 

241 

123 

88 

108 

89 

45 

122 

255 

136 

220 

118 

569 

87 

184 

108 

173 

14 

92 

232 

109 

361 

36 

1 519 

36 

60 

43 

95 

8 

57 

120 

22 

200 

8 

1 083 

4 

38 

29 

34 


18 

21 

7 

120 

. . . 

312 

8 

10 

5 

21 

. . . 

4 

21 

4 

97 

• . * 

100 

1 • * * 

. * . 

8 

9 

92 

117 

213 

1 143 

196 

I 101 

222 

1 71 

83 

74 

104 


50 

57 

47 

72 

39 

' 75 

1 38 

51 

45 

53 

168 

444 

85C 

1 407 

1 161 

338 

1 3 86£ 

. 302 

i 404 

315 

, 429 


30 

1 39 

1 25 

. 52 

: 24 

i 6C 

> 25 

i 25 

> 29 

1 31 

5 

34 

97 

' 25 

I 59 

1 45 

i 68E 

) « 

3C 

f 36 

, 32 



... 

.. . 

. . , 

. . . 

65 



• . * 

* * 

433 

i 508 

i 722 

[ 448 

1 67C 

> 642 

> 1 402 

1 36-? 

' 42C 

) 475 

) 491 

228 

1 352 

1 432 

1 281 

192 

i 51C 

> 35J 

L 12< 

1 162 

i 295 

> 302 

205 

i 156 

• 29C 

> 167 

' 477 

' 132 

‘ 1 05J 

L 245 

i 251 

' 18C 

) 189 

67 

lli| 

. 162 

1 71 

' 122 

i 15C 

) 72/ 

T 9£ 

) 62 

> 8C 

) 91 

52 

; 56 

) 3f 

) 42 

> £ 

i 7£ 

5 35 

5 31 

T 3C 

) 2i 

1 44 

IS 

. 58 

1 12/ 

' 3£ 

i 115 

> 72 

> 692 

> 6J 

L 52 

i 5i 

) 47 


ALL HOUSING UNITS. . . . 
HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE . . . . 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


ALL OCCUPIED UNITS 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIAN* 

ALL OCCUPIED . . 

owner 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
195B TO MARCH I960 
1954 TO 1957 . . . 
1940 TO 1953 . , , 
1939 OR EARLIER, . 


RENTER OCCUPIED. 
1958 TO MARCH i960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER, . . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE , . . 


VALUE 


OWNER OCCUPIED 
LESS THAN $5t000 . 
$5f000 TO S7f400 . 
$7t500 TO $9r900 , 
SlOfOOO TO S12i400 
$12»500 TO $l4t900 
*15 1 000 TO $19 t 900 
$20 » 000 TO $24,900 
$25,000 OR MORE. . 
MEDIAN 


VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


GROSS RENT 


RENTER OCCUPIED 

LESS THAN $20 

$20 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE • 

NO CASH RENT 

MEDIAN DOLLARS 


CONTRACT RENT 


renter OCCUPIED 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR RENT, ..... 
MEDIAN RENT ASKED DOLLARS 


ACRES IN THE PLACE 


ALL VACANT UNITS 
10 ACRES OR MORE . . . 
LESS THAN 10 ACRES . . 


available vacant UNITS 

10 ACRES OR MORE 

LESS than 10 ACRES .... 


85 

87 

150 

67 

4 


153 

381 

167 

lie 

107 

73 

25 

41 


2.5 

2.5 

2.9 


665 

200 


723 

185 

167 

268 

103 


342 

186 

36 

100 

20 


231 

932 


534 

344 

96 

41 

25 


4 

5 000- 


342 

33 

97 

40 

32 

8 


132 

36 


210 

24 


33e 

172 

16H 


zt 

i; 

li 


Missouri 


27-119 


Table 32 . — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-f ) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Homs Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


RIPLEY 


ST 

CHARLES 


ALL housing units. . . 

HEATING equipment 

steam or hot water ..... 
warm air furnace ...... 

BUILT-IN room units 

other means with flue. . . . 
OTHER means WITHOUT FLUE . . 
NONE 


all occupied UNITS 


PERSON . • • . . 

PERSONS 

persons 

PERSONS 

PERSONS. . • . , 

persons 

PERSONS 

a PERSONS OR MORE. 
MEDIAN* 

all occupied . , 

OWNER 

renter . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


renter occupied 

1958 TO MARCH I960 
1954 TO 1957 • . . 
1940 TO 1953 • • . 
1939 OR EARLIER. . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


OWNER OCCUPIED 
LESS THAN $5f000 . 
S5»000 TO $7f400 , 
J7t500 TO S9f900 . 
SlOfOOO TO $12»400 
$12»500 TO Sl4r900 
SlStOOO TO Sl9r900 
$20 1 000 TO $24 1 900 
$25^000 OR MORE. . 
MEDIAN ...... 


VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED 


DOLLARS 


DOLLARS 


2 867 


S 

105 
225 
2 460 
26 
43 


gross RENT 

RENTER OCCUPIED 

LESS than 

$20 TO $39 . . 

$40 TO $59 

$60 TO • • 

$80 TO $99 

$100 TO $119 . • 

$120 OR MORE . 

MEDIAN DOLLARS 

contract rent 

renter OCCUPIED . • * 

MEDIAN DOLLARS 

VACANT available FOR RENT 

median rent ASKED DOLLARS 

ACRES IN THE PLACE 

ALL VACANT UNITS 

10 acres OR MORE 

LESS than 10 ACRES 

AVAILABLE VACANT UNITS • 

10 ACRES OR MORE 

LESS THAN 10 ACRES 


6 657 


163 
3 278 
463 
2 502 
153 
98 


421 

769 

360 

266 

144 

115 

53 

61 

2,4 

2.3 

2.6 


841 

348 


522 

389 

295 

580 

258 

667 

400 

169 

90 

8 


304 

871 


970 

605 

193 

64 

56 

16 

24 

12 

5 000- 
18 


667 

66 

236 

109 

40 

8 


IBB 

31 


479 

20 


678 

545 

133 

47 

26 

21 


ST FRAN- 
COIS 


35 
203 
192 
2 250 
28 
24 


349 
1 087 
1 032 
1 097 
790 
473 
209 
189 

3.6 

3.6 

3.7 


220 

006 


4 158 
1 608 


277 

977 

296 

068 

656 

204 

169 

39 


1 964 
3 233 


3 408 
369 
449 
479 
706 
680 
533 
128 
64 

U 400 
78 


068 

20 

94 

233 

232 

152 

147 

51 

139 

68 


929 

48 


1 431 
487 
944 

162 

22 

140 


6 674 


233 
1 230 
962 
4 103 
123 
23 


15 414 


446 

675 

233 

141 

106 

65 

32 

24 

2.1 

2.1 

2.4 


1 550 
172 


1 131 
217 
281 
416 
217 

591 

335 

148 

91 

17 


260 
1 367 


842 

467 

183 

101 

67 

12 

4 

4 

4 

000 - 

25 


591 

49 

185 

118 

92 

44 


103 

41 


488 

26 


1 010 
422 
588 

107 

16 

91 


856 
1 724 
1 003 
959 
615 
295 
174 
182 

2 

2.7 

3.2 


863 

945 


836 
10 518 
556 
3 016 
269 
218 


514 

784 

964 

711 

055 

294 

674 

242 

302 

76 


868 
4 819 


894 

198 

888 

372 

200 

96 

100 

20 

20 

000 - 

47 


294 

64 

356 

294 

227 

45 

5 

4 

299 

45 


995 

29 


866 

215 

651 

165 

15 

150 


828 
3 699 
2 496 
2 596 
1 790 
1 016 
481 
385 

3.3 

3.3 

3.5 


11 318 
1 973 


10 546 
3 163 

2 937 

3 477 
969 

2 745 
1 507 
606 
488 
144 


4 089 
9 283 


9 527 
678 
611 
719 
1 256 

1 476 

2 249 
1 137 
1 401 


521 

16 600 


2 745 
40 
239 
527 
558 
440 
239 
294 
406 
73 


STE 

GENE- 

VIEVE 


1 630 


625 

36 

927 

19 

15 


2 337 
54 


2 122 
187 
1 935 


753 

35 

718 


2 129 


36 
409 
144 
1 358 
61 
121 


1 344 


67 

205 

84 

949 

33 

6 


1 555 


120 

290 

187 

233 

158 

102 

72 

52 

3.5 

3.6 
3.4 


922 

292 


902 

1B4 

240 

326 

152 

312 

164 

70 

57 

21 


233 

873 


601 

193 

131 

100 

97 

38 

29 

4 

9 

100 


12 


312 

12 

70 

101 

46 

4 


237 

31 


416 

226 

190 


74 

33 

41 


295 

672 

249 

198 

125 

69 

44 

46 

2.3 

2.2 

2.9 


1 539 
159 


1 138 
154 
235 
464 
285 

560 

287 

133 

101 

39 


1 082 


382 

306 


021 

527 

213 

100 

133 

32 

12 

4 


560 

15 

144 

146 

100 

13 

8 

134 

46 


426 

27 


431 

207 

224 

111 

44 

67 


99 

380 

53 

962 

18 

43 


243 

431 

173 

126 

56 

33 

8 

12 

2.2 

2.1 

2.8 


020 

62 


877 

148 

161 

344 

224 

205 

170 

23 

8 

4 


181 

866 


773 

493 

188 

40 

44 

4 

4 


5 000- 
10 


205 

4 

88 

53 

20 


262 

192 

70 

94 I 
70 
24 


288 

405 

166 

188 

84 

36 

4 

4 

2.2 

2 

2.9 


1 101 
74 


3 360 


40 
570 
631 

2 036 

41 

42 


864 

152 

177 

336 

199 

311 

215 

33 

38 

25 


346 

770 


799 
361 ' 
181 
84 
93 
20 
36 
12 
12 
i 500 

10 


311 

10 

47 

105 

67 

21 

9 


259 

32 


380 

262 

118 

26 

4 

22 


52 
85 
1 576 
150 
93 


SHELBY 


2 386 


104 
470 
170 
1 614 
26 


1 958 


344 

616 

608 

494 

285 

175 

84 

124 

3.0 

3.0 

3.1 


2 490 
440 


2 187 
405 
488 
901 
393 

743 

460 

113 

133 

37 


692 
2 189 


2 047 
1 143 
532 
160 
128 
52 
28 


254 

545 

280 

227 

96 

61 

41 

53 

2.5 

2.4 

2.9 


1 292 
265 


088 

287 

241 

431 

129 

469 

2B0 

81 

80 

28 


281 

338 


583 

354 

177 

44 

4 

4 


743 

9| 

229 

186 

66 

16 

9 

13 

215 

43 


528 

25 


430 

226 

204 


499 

684 

293 

222 

131 

56 

37 

36 

2.2 

2.1 

2.5 


1 847 
111 


392 

208 

322 

543 

319 

566 

317 

128 

83 

33 


350 
1 614 


469 

53 

110 

81 

28 

20 

4 

Iri 

37 


296 

20 - 


399 

325 

74 




280 

619 

282 

162 

117 

64 

24 

12 


566 

12 

120 

149 

121 

36 

16 

ll2 

52 


454 

31 


428 

272 

156 

84 

32 

52 


Tabic 32. — Occupancy and Financiai< Characteristics and Heating Equipment oe Rural-Nonearm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


I STODDARD STONE SULLIVAN TANEY TEXAS VERNON WARREN WASH- WAYNE WEBSTER WORTH WRIGHT 

INGTON 


ALL HOUSING UNITS. 


HEATING equipment 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


34 

26 

a 

421 

178 

121 

167 

87 

114 

2 348 

638 

1 763 

71 

7 

38 

167 

. • • 

. « * 


ALL OCCUPIED UNITS 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIAN* 

ALL OCCUPIED . . 

owner 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 . . , 
1940 TO 1953 . . . 
1939 OR EARLIER. , 


RENTER OCCUPIED. 
1958 To MARCH I960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . , . 
1939 OR EARLIER. , . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


OWNER OCCUPIED . • 

LESS THAN $5»000 

SStOOO TO $7t400 

$7t500 TO $9t900 

SlOtOOO TO $12t400 «... 

S12t500 TO $l4i900 

$15t000 TO 519(900 

$20(000 TO $24(900 «... 

$25(000 OR MORE 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


1 196 

1 363 

727 

991 

1 223 

368 

501 

494 

172 

919 

201 

377 

134 

180 

216 

143 

192 

36 

237 

25 

131 

135 

7 

215 

24 

124 

98 

6 

76 

8 

137 

36 

50 

69 

25 

60 

16 

. * • 

23 

4 

32 

8 

. • . 

19 

. . • 

8 000 

6 200 

5 000“ 

9 000 

5 000- 

55 

39 

4 

16 

24 


RENTER OCCUPIED. .... 

LESS THAN $20 . 

$20 TO $39 

$40 TO 559 

$60 TO 

$80 TO . 

5100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR RENT. ..... 
MEDIAN RENT ASKED DOLLARS 


ACRES IN THE PLACE 


ALL VACANT UNITS 
10 ACRES OR MORE . . . 
LESS THAN 10 ACRES . . 


AVAILABLE VACANT UNITS 

10 ACRES OR MORE 

LESS THAN 10 ACRES .... 


970 

26 

362 

27 

281 

26 

607 

45 

889 

29 

402 

22 

493 

35 

0 CD 

1 

462 

21 

637 

32 

27 

15 

75 

73 

104 

9 

• 29 

> 18 

25 

22 


Missouri 
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Table 33. Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 
[Based on sample; see text Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbinc 
Water Supply 
Toilet Fac. 
Bathing Fac 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . . , 

OWNER OCCUPIED 

WHITE 

NONWHITE 

renter occupied 

WHITE 

NONWHITE 


CONDITION AND PLUMBING 

ALL occupied UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . , , 

deteriorating 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

lacking OTHER PLUMBING FACILITIES. , , , 
DILAPIDATED , 

RENTER OCCUPIED 

SOUND , 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DILAPIDATED 


ALL occupied UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 
PIPED WATER OUTSIDE STRUCTURE, 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET I EXCLUSIVE USE 

FLUSH TOILET f SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER t EXCLUSIVE USE 

bathtub or SHOWER, SHARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM , . » • 

2 ROOMS. . • • 

3 ROOMS. • . . 

4 ROOMS. . . . 

5 ROOMS. « > • 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 

median* 

ALL OCCUPIED 
OWNER. » . 
RENTER . . 


YEAR STRUCTURE BUILT 

1955 TO MARCH i960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

built-in room units 

other means with flue 

OTHER means without FLUE . . . 

none 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

individual well 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. . . 
OTHER OR NONE . 

HOME FOOD FREEZER 


1 OR MORE. 

None . . • 


ADAIR 

ANDREW 

ATCHISON 

AUDRAIN 

BARRY 

BARTON 

BATES 

1 357 

1 581 

1 208 

1 631 

2 189 

1 227 

2 049 

1 172 

1 292 

662 

1 357 

2 026 

1 005 

1 738 

1 172 

1 288 

662 

1 352 

2 026 

1 005 

1 738 

• • • 

4 

• • . 

5 

. . , 

... 

• • . 

185 

289 

546 

274 

163 

222 

311 

185 

289 

546 

270 

163 

222 

311 


* * * 

• • . 

4 

. . . 

• t • 

... 

1 357 

1 581 

1 208 

1 631 

2 189 

1 227 

2 049 

915 

1 137 

861 

1 248 

1 587 

827 

1 489 

585 

817 

751 

917 

959 

546 

920 

16 

14 

12 

13 

32 

20 

24 

314 

306 

98 

318 

596 

261 

545 

408 

302 

307 

292 

534 

356 

505 

76 

72 

172 

102 

101 

114 

87 

4 

4 

• . . 

13 

12 

4 

16 

328 

226 

135 

177 

421 

238 

402 

34 

142 

40 

91 

66 

44 

55 

185 

289 

546 

274 

163 

222 

311 

89 

171 

351 

188 

107 

144 

186 

55 

104 

293 

122 

37 

61 

76 

34 

67 

58 

66 

70 

83 

110 

79 

74 

171 

74 

56 

70 

114 

11 

8 

108 

20 

. • • 

24 

19 

68 

66 

63 

54 

56 

46 

95 

17 

44 

24 

12 

... 

8 

11 

1 357 

1 581 

1 208 

1 631 

2 189 

1 227 

2 049 

728 

997 

966 

1 116 

1 222 

744 

1 134 

91 

100 

56 

73 

266 

90 

166 

15 

23 

15 

9 

82 

17 

36 

523 

461 

171 

433 

619 

376 

713 

694 

943 

939 

1 050 

1 116 

697 

1 059 

. , . 

4 

. . > 

« • • 

• * . 

. . . 

8 

663 

634 

269 

581 

1 073 

530 

982 

705 

958 

947 

1 057 

1 132 

710 

1 107 

• • * 

4 

. • . 

. . * 

. . t 

... 

8 

652 

619 

261 

574 

1 057 

517 

934 



4 


8 

4 


9 

4 

4 

22 

38 

4 

12 

52 

44 

12 

69! 

159 

41 

83 

255 

317 

164 

296! 

547 

208 

352 

398 

404 

258 

470 ! 

615 

347 

597 

299 

348 

302 

391 

457 

323 

461 

216 

257 

166 

168 

222 

143 

263 

128 

207 

298 

215 

143 

157 

281 

5.4 

5,6 

6.0 

5,4 

5.1 

5.5 

5.5 

5.4 

5.5 

6.2 

5.4 

5.1 

5.5 

5.5 


5,7 

5.9 

5.5 

* * * 

5.6 

5.4 

66 

38 

24 

96 

109 

64 

79 

42 

86 

52 

113 

173 

46 

123 

87 

95 

91 

135 

269 

84 

140 

106 

169 

103 

133 

359 

112 

214 

1 054 

1 193 

938 

1 154 

1 279 

921 

1 493 

16 

16 

39 

24 


4 

20 

316 

518 

402; 

317 

52 

120 

259 

181 

128 

100 1 

167 

156 

73 

278 

840 

908 

647 1 

1 106 

1 948 

976 

1 448 

4 

11 

16i 

13 

33 

54 

40 



4 

4 

. • • 

... 

4 

10 

44 

41 

14 

66 

45 

76 

1 269 

1 438 

1 119 

1 592 

1 914 

1 119 

1 864 

78 

89 

36 

55 

241 

62 

127 



26 

5 

5 

20 

29 

492 

889 

658 

878 

905 

642 

1 019 

865 

662 

512 

778 

1 311 

564 

1 019 

030 

942 

825 

1 007 

1 096 

787 

884 

555 

684 

439 

470 

952 

479 

1 114 


BENTON 

BOL- 

LINGER 

BOONE 

BU- 

CHANAN 

butler 

CALD- 

WELL 

1 330 

1 181 

1 850 

1 206 

2 179 

1 230 

1 152 

1 047 

1 602 

1 028 

1 740 

953 

1 152 

1 047 

1 573 

1 028 

1 624 

953 

• . • 

... 

29 

• . . 

116 

• • • 

176 

134 

248 

178 

439 

277 

178 

134 

243 

178 

426 

277 

• . • 

... 

5 

• • • 

13 


1 330 

1 181 

1 850 

1 206 

2 179 

1 230 

1 063 

772 

1 020 

854 

1 203 

923 

483 

288 

708 

610 

567 

585 

20 

30 

... 

53 

49 

12 

560 

454 

312 

191 

587 

326 

204 

367 

534 

255 

760 

288 

30 

36 

197 

61 

136 

78 

5 

8 

12 

8 

4 

. . ■ 

169 

323 

325 

186 

620 

210 

63 

42 

296 

97 

216 

19 

178 

134 

248 

178 

439 

277 

140 

82 

106 

98 

166 

171 

45 

23 

73 

64 

53 

62 

95 

59 

33 

34 

113 

109 

26 

39 

102 

60 

214 

98 

... 

4 

16 

25 

20 

21 

26 

35 

86 

35 

194 

77 

12 

13 

40 

20 

59 

8 

1 330 

1 181 

1 850 

1 206 

2 179 

1 230 

566 

374 

1 024 

780 

839 

754 

130 

148 

127 

143 

451 

89 

35 

21 

28 

32 

62 

9 

599 

638 

671 

251 

827 

378 

546 

362 

973 

760 

768 

695 

■ > , 

... 

. • ■ 

... 

4 

... 

784 

819 

877 

446 

1 407 

535 

564 

367 

993 

764 

804 

679 

... 

... 

4 

• * • 

4 

4 

766 

614 

853 

442 

1 371 

547 

13 

9 

20 

4 

19 

... 

20 

B 

54 

12 

80 

8 

95 

42 

164 

46 

172 

23 

313 

253 

475 

249 

662 

117 

359 

346 

410 

339 

572 

302 

274 

346 

401 

256 

326 

300 

151 

107 

191 

142 

96 

251 

105 

70 

135 

158 

52 

229 

5.1 

5.3 

5.0 

5.4 

4.4 

6.1 

5.1 

5,4 

5.1 

5.4 

4,5 

6.1 


. . • 

4.5 

... 

4.2 

6.0 

50 

50 

132 

41 

249 

49 

78 

76 

153 

44 ! 

209 

27 

108 

197 

149 

89 

633 

35 

112 

191 

159 

117 

474 

83 

982 

667 

1 257 

915 

614 

1 036 

4 


40 

45 

4 

11 

157 

88 

442 

407 

32 

237 

99 

169 

113 

91 

126 

154 

1 046 

920 

1 227 

659 

1 922 

828 

20 

... 

16 

4 

95 

. * • 

4 

4 

12 

... 

... 

... 

11 

10 

60 

25 

15 

29 

1 274 

672 

1 712 

1 011 

1 741 

1 176 

36 

461 

103 

135 

391 

45 

5 

6 




16 

438 

258 

913 

730 

712 

610 

878 

879 

962 

441 

1 435 

624 

532 

404 

819 

740 

964 

631 

804 

938 

911 

592 

1 335 

i 526 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Wafer 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL occupied UNITS . . 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER occupied 

WHITE 

nonwhite 


condition and plumbing 

ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, , , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, , . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

deteriorating 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES , . . , 
DILAPIDATED 


ALL occupied UNITS 

water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER , 

toilet facilities 

FLUSH toilet I EXCLUSIVE USE 

FLUSH TOlLETt SHARED , 

other toilet FACILITIES OR NONE 

BATHING FACILITIES 

bathtub or shower. EXCLUSIVE USE 

bathtub or shower, shared , 

NO bathtub or shower 

ROOMS 


1 ROOM . • . . 

2 ROOMS. . , . 

3 ROOMS, . . . 

4 ROOMS. . . . 

5 ROOMS, . , . 

6 ROOMS. . . . 

7 ROOMS, . . , 

a ROOMS OR MORE, 
MEDIAN! 

ALL OCCUPIED , 
OWNER. . . , 
renter , , , 


YEAR structure BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 

HEATING equipment 

STEAM OR HOT WATER 

WARM AIR furnace 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL, . , 
OTHER OR NONE 

HOME FOOD FREEZER 


CALLAWAY 

CAMDEN 

CAPE 

GIRAR- 

DEAU 

CARROLL 

CARTER 

CASS 

CEDAR 

CHARI- 

TON 

CHRIS- 

TIAN 

CLARK 

CLAY 

CLINTON 

COLE 

1 675 

725 

1 733 

1 636 

328 

2 

iOO 

1 

275 

1 850 

1 689 

1 

207 

1 466 

1 192 

1 030 

1 463 

662 

1 482 

1 288 

287 

1 

718 

1 

101 

1 530 

1 517 


928 

1 252 

892 

959 

1 416 

662 

1 478 

1 284 

287 

1 

718 

1 

101 

1 520 

1 517 


928 

1 252 

888 

956 

47 

, * . 

4 

4 

• ■ • 


• • * 


. • • 

10 

• « » 


. * • 

• . . 

4 

3 

212 

63 

251 

348 

41 


382 


174 

320 

172 


279 

214 

300 

71 

206 

59 

243 

348 

41 


378 


174 

317 

172 


279 

214 

295 

71 

6 

4 

8 


• • * 


4 


. • , 

3 

. • . 


... 

• • • 

5 

... 

1 675 

725 

1 733 

1 636 

328 

2 

100 

1 

275 

1 850 

1 689 

1 

207 

1 466 

1 192 

1 030 

1 125 

472 

1 245 

1 238 

229 

1 

608 


751 

1 024 

1 301 


722 

1 110 

939 

753 

762 

231 

698 

841 

70 

1 

107 


366 

646 

882 


483 

903 

668 

527 

26 

16 

50 

27 

7 


24 


8 

20 

20 


4 

8 

25 

27 

337 

225 

497 

370 

152 


477 


377 

358 

399 


235 

199 

246 

199 

458 

241 

365 

340 

91 


377 


396 

693 

351 


361 

276 

200 

154 

114 

17 

47 

70 

* • * 


98 


56 

215 

78 


97 

132 

20 

50 

8 

4 

8 

16 

8 


4 


. t • 

4 

a 


4 

12 

4 

4 

336 

220 

310 

254 

B3 


275 


340 

474 

265 


260 

132 

176 

100 

92 

12 

123 

58 

8 


115 


128 

133 

37 


124 

80 

53 

123 

212 

63 

251 

348 

41 


382 


174 

320 

172 


279 

214 

300 

71 

136 

53 

119 

281 

37 


242 


85 

141 

104 


135 

140 

179 

57 

57 

26 

44 

174 

10 


114 


30 

63 

86 


65 

96 

99 

30 

79 

27 

75 

107 

27 


128 


55 

78 

18 


70 

44 

80 

27 

61 

10 

108 

59 

4 


98 


69 

131 

55 


108 

52 

87 

. t . 

9 

• • , 

24 

16 

. . . 


21 


7 

41 

14 


21 

26 

4 

• • 1 

52 

10 

84 

43 

4 


77 


62 

90 

41 


87 

26 

83 

• * . 

15 

• . , 

24 

8 

. . . 


42 


20 

48 

13 


36 

22 

34 

14 

1 675 

725 

1 733 

1 636 

328 

2 

100 

1 

275 

1 850 

1 689 

1 

207 

1 466 

1 192 

1 ©50 

1 004 

276 

891 

1 052 

78 

1 

337 


480 

1 039 

1 OBO 


681 

1 107 

731 

618 

119 

124 

171 

149 

43 


164 


105 

131 

157 


65 

93 

113 

75 

20 

47 

48 

16 

. • * 


12 


25 

12 

93 


5 

26 

6 

3 

532 

278 

623 

419 

207 


587 


665 

668 

359 


456 

240 

342 

334 

933 

272 

843 

974 

90 

1 

264 


430 

913 

1 000 


614 

1 076 

725 

627 

8 

, , , 

, * • 

• • . 

. . . 


12 


• • . 

8 

... 


4 

11 

• • * 

1 ■ . 

734 

453 

890 

662 

238 


824 


845 

929 

689 


589 

379 

467 

403 

924 

276 

855 

1 002 

89 

1 

295 


438 

913 

1 020 


610 

1 071 

728 

631 

8 

* • • 

, , • 

4 

. • . 


8 


. • . 

12 

. . • 


B 

11 

. . • 

. . . 

743 

449 

878 

630 

239 


797 


837 

925 

669 


589 

384 

464 

399 

4 

8 



9 


12 


7 

8 



4 

10 

a 

6 

29 

16 

*20 

8 

4 


11 


16 

9 

4 


8 

20 

11 

4 

41 

125 

36 

50 

29 


107 


123 

65 

116 


38 

56 

52 

40 

276 

212 

358 

275 

85 


321 


376 

319 

450 


193 

311 

193 

98 

472 

199 

372 

421 

105 


519 


394 

462 

475 


258 

451 

276 

238 

419 

108 

459 

447 

64 


539 


217 

474 

327 


330 

312 

287 

289 

243 

45 

253 

246 

24 


327 


91 

268 

154 


176 

187 

176 

183 

191 

12 

235 

189 

8 


264 


51 

245 

163 


200 

119 

189 

170 

5.5 

4.5 

5.7 

5.6 

4.9 


5.6 


4.8 

5,6 

5.1 


5.8 

5.2 

5.7 

5.9 

5.5 

4.6 

5.7 

5.6 

4.9 


5.7 


4,8 

5.6 

5.1 


5.8 

5.2 

5,9 

5.9 

5.8 

» < , 

5.4 

5.8 

• . • 


5.6 


. . , 

5.6 

. . . 


6.0 

5.3 

4.9 

. . . 

122 

45 

133 

54 

23 


147 


49 

72 

93 


40 

122 

49 

90 

109 

52 

127 

61 

41 


85 


45 

73 

84 


44 

119 

52 

67 

136 

143 

181 

85 

56 


195 


140 

86 

247 


80 

126 

76 

86 

163 

138 

197 

131 

40 


183 


125 

192 

237 


124 

126 

36 

100 

1 145 

347 

1 095 

1 305 

168 

1 

490 


916 

1 427 

1 028 


919 

973 

979 

687 

34 

8 

24 

4 



47 


4 

4 

4 


49 

51 

36 

19 

327 

49 

462 

362 

a 


412 


49 

401 

128 


219 

473 

356 

375 

117 

49 

190 

149 

4 


232 


55 

93 

198 


101 

213 

92 

30 

1 166 

591 

1 037 

1 101 

316 

1 

376 

1 

131 

1 335 

1 338 


825 

705 

693 

591 

27 

28 

16 

16 

• * • 


29 


36 

17 

21 


13 

24 

15 

12 

4 

, , . 

4 

4 

• • . 


4 


... 

... 

• a • 


... 

... 

... 

3 

25 

5 

30 

37 

■ • • 


20 


31 

17 

20 


11 

408 

40 


1 584 

708 

890 

1 558 

286 

1 

976 

1 

211 

1 701 

1 347 

1 

103 

899 

1 124 

754 

83 

36 

822 

80 

46 


127 


31 

117 

296 


76 

158 

29 

276 



5 






10 




11 

335 

24 


708 

272 

657 

827 

62 

1 

238 


340 

735 

862 


479 

645 

617 

430 

984 

477 

1 080 

848 

250 


885 


923 

1 100 

SOI 


700 

485 

552 

600 

863 

237 

1 210 

851 

147 

1 

125 


502 

1 026 

700 


563 

727 

495 

563 

755 

387 

524 

670 

147 


910 


762 

934 

1 104 


714 

786 

700 

439 


1 OR MORE 
NONE . . 


Missouri 


27-123 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties; 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
PlumbiniJ 
Water Supply 
Toilet Fac. 
Baching Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Semree of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


COOPER 


CRAWFORD 


DADE 


DALLAS 


DAVIESS 


DE 


KALB 


DENT 


DOUGLAS 


DUNKLIN 


FRANK- 

LIN 


GASCO- 

NADE 


gentry 


GREENE 


tenure AND COLOR 


ALL OCCUPIED UNITS 

owner occupied 

WHITE 

nonwhite 

RENTER OCCUPIED 

WHITE 

nonwhite 


L 387 
1 169 
1 139 
30 
218 
213 
5 


857 

6B4 

684 

173 

173 


1 206: 
1 017 
1 013 
4 
189 
189 


1 347 
1 232 
1 232 

115 

115 


1 6421 
1 299 
1 299 

343 

343 


1 178 
999 
999 

179 

179 


908 

1 466 

841 

1 329 

841 

1 329 

• . . 

... 

67 

137 

67 

137 

. • • 

• . . 


3 037 2 

I 274 1 

1 239 1 

35 
1 763 
1 675 
88 


124 

886 

865 

21 

238 

238 


998 1 

872 1 

872 1 


299 2 

023 2 

023 2 


592 

280 

280 


126 276 

126 276 


312 

312 


CONDITION AND PLUMBING 


all occupied units 

SOUND. * • . • . t 

with all plumbing FACILITIES 

lacking only hot water 

lacking other plumbing facilities. . . . 

deteriorating 

with all plumbing facilities 

lacking only hot water 
lacking other plumbing facilities. . , . 
dilapidated 


1 387 I 
1 015' 
689 
39 

287 

288 

83 

205 

84 


857 

1 206 

571 

877 

317 

512 

26 

17 

228 

348 

194 

282 

57 

33 

8 

4 

129 

245 

92 

47 


1 347 
766 
439 
16 
311 
431 
94 
12 
325 
ISO 


1 642 

i 178 

1 164 

922 

622 

591 

4 

12 

538 

319 

398 

212 

66 

64 

4 

4 

328 

144 

80 

44 


90B 

580 

201 

20 

359 

254 

29 

9 

216 

74 


1 466 
I 112 
389 
24 
699 
307 
19 

288 

47 


3 037 
1 455 
1 000 
20 
435 
1 316 
304 
16 
996 
266 


2 124 
1 760 
1 130 
130 
500 
297 
57 
16 
224 
67 


998 1 

638 
277 
28 
333 
312 
36 
8 

268 

48 


299 2 

933 2 

578 1 

355 

296 

99 

3 

194 

70 


592 

064 

568 

39 

457 

472 

159 

8 

305 

56 


renter occupied 

SOUND 

WITH ALL PLUMBING FACILITIES . 

lacking some or all facilities 
deteriorating 

WITH ALL plumbing FACILITIES . 
lacking some or ALL FACILITIES 
DILAPIDATED 


all occupied units 

water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE^ 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER ............. 

TOILET FACILITIES 

FLUSH TOILET I EXCLUSIVE USE 

FLUSH TOlLETi SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWERt EXCLUSIVE USE ... . 
BATHTUB OR SHOWER* SHARED * . 

NO bathtub or shower 


218 

133 

Ti, 

62' 

58 

5 

53 

27 


173 

96 

34 

62 

50 

13 

37 

27 


189 

121 : 

69; 

52' 

60 

4 

56 

8 


115 

43 

27 

16 

64 

4 

60 

8 


343 

206 

73 

133 

101 

8 

93 

36 


179 

139 

73 

66 

40 

9 

31 


67 

27 

4 

23 

32 


137 

87 

14 

73 

42 


763 

578 

302 

276 

943 

144 


32 

8 


42 

8 


799 

242 


238 
193 ‘ 
119 
74 
29 

29 

16 


126 

84 

19 

65 

42 

42 


276 

162 

91 

71 

87 

28 

59 

27 


312 

168 

113 

55 

136 

37 

99 

8 


1 387 


857 


1 206 


1 347 


1 642 


1 178 


908 


1 4661 


3 037 


2 124 


998 


1 299 


2 592 


800 

145 

8 

434 


418 

114 

IS 

307 


618 

149 

66 

373 


606 

176 

65 

500 


816 

110 

4 

712 


746 

58 

26 

346 


273 

126 

a 

501 


503 

1 600 

1 277 

193 

362 

319 

43 

44 

19 

727 

1 031 

509 


399! 

138 

21 

440 


760 ! 
32 1 
3i 

504 


1 649 
229 
59 
455 


811 

576 


424 

433 


574 

632 


573 

774 


700 675 1 

942 503 


263 

645 


440 1 379 

4 

022 1 658 


1 345 

12 I 

767' 


693 

... I 

606 


1 806 
4 

782 


831 

556^ 


428 

429 


598 

608 


573 

774 


723' 

919 


691 

487 


272' 

636 


467 1 3921 

4 7 

995 1 638 


1 361 
12 | 
751 1 


361 

8 

629 


68B 

6U 


1 Bll 
4 

777 


ROOMS 


1 ROOM 

2 rooms. 

3 ROOMS * » • 

4 ROOMS. . . * 

5 ROOMS. ... 

6 ROOMS 

7 ROOMS. . . 

8 ROOMS OR MORE 

MEDIAN! 

ALL OCCUPIED 

owner • • 

RENTER . . 


8 

IS 

46 

207 

358 

311 

207 

155 


8 

4 

51 

195 

196 
239 
106 

58 


5.7 5.4 

5.7 5.4 
5.6 


4 

12 

57 

291 

320 

264 

140 

lie 

5.2 

5.3 


40 

8 

« . . 

110 

53 

31 

337 

268 

142 

386 

489 

338 

310 

420 

340 

87 

207 

188 

77 

197 

139 


... 

• . . 

7 

8 

20 

65 

4a 

100 

111 

257 

438 

1 124 

242 

394 

916 

226 

294 

549 

69 

110 

173 

58 

110 

92 


4 

23 

71 

328 

573 

674 

237 

214 


8 

9 

36 

219 

261 

252 

132 

81 


4 

30 

177 

329 

358 

197 

204 


7 

50 

165 

673 

780 

439 

283 

175 


5.0 5.5 

5.0 5.6 

... 5.2 


5.7 5.1 

5.7 5.2 


4.9 M-i7 

5.0 5.2 

... 4.4 


5.6 5.4 

5.6 5.3 
5.5 


5.8 5.0 
5.8 5.1 
5.7 4.3 


YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


49 
41 
63 
89 
1 145 


37 
71 
132 
157 
460 i 


32 

41 

87 

159 

887 


72 

85 

273 

210 

707 


48 
63 
123 
141 
1 267 


32 

54 

67 

136 

889 


42 

69 

194 

176 

427 


61 

116 

290 

245 

754 


193 
200 
652 
779 
1 213 


92 
142 
18l| 
165 j 
1 544 i 


45 

41 

45 

29 

838 


40 
32 
49 
104 
1 074 


133 
216 
276 
366 
1 601 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

built-in room units 

other means WITH FLUE 

OTHER means without FLUE 

NONE 


21 

251 

144 

955 

16 


8 

212 

13 

608 

16 


4 
76! 
50 1 
1 059 i 

a 

9 


52 
64 
1 199 
32 


8 

173 
166 
i 291 
4 


15 

288 

77! 

798i 


4 

80 

17 

799 

8 


24 
47 
1 375 
20 


4 
39 
261 
2 659 
70 
4 


51 
815 
71 
1 175 
12 


8 

249 

41 

684 

161 


24 

179 

161 

906 

21 

B 


28 
416 
358 
1 742 
48 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

individual well 

other 


25 

179 


16] 

662 

185 


34 

108 


25 

292 

50 


20 
1 520 
71 


15 

054 

74 


5 5 

605 1 249 

311 212 


334! 

674 


1 393 
647 


16 
668 
330 ' 


44 

190 

60 ' 


64 
2 343 
117 


SEWAGE DISPOSAL 


PUBLIC SEWER 

septic TANK OR CESSPOOL 
other or NONE 


10 

426 389 

959 474 


508 

689 


... 5 

523 556 

844 1 050 


5 

535 

603 


237 453 

684 1 013 


14 
1 339 
1 693! 


991 
1 108 


268 

746 


10 9 

386 1 718 

898 797 


i OR more 

none . . 


HOME FOOD freezer 


817 34L 

552 5451 


535 

711 


620 

622 


725 
1 033 


72l' 

620 


321 1 
542 


597 1 047 
886 1 965 


1 496 
730 


382] 

517 


764 1 108 
596 1 680 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 

[Ba-sed on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

all occupied Units . , 

OWNER OCCUPIED 

white 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . • . . . 

lacking ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

deteriorating. , . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

RENTER OCCUPIED. ... 

SOUND 

WITH ALL PLUMBING FACILITIES . . . . • 
LACKING SOME OR ALL FACILITIES . * . • 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED. ... ...... 


all OCCUPIED UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER : 

TOILET FACILITIES 

FLUSH TOILETf EXCLUSIVE USE 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING facilities 

BATHTUB OR SHOWER. EXCLUSIVE USE ... , 

BATHTUB OR SHOWER. SHARED . 

NO bathtub OR SHOWER 

ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. • • . 

4 ROOMS. . . . 

5 ROOMS. . . • 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIANI 

ALL OCCUPIED 
OWNER. . . 
RENTER . . 


YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER. 

HEATING EQUIPMENT 

STEAM OR HOT WATER ...... 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER means WITHOUT FLUE . . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER , 

SEPTIC TANK OR CESSPOOL. . * . 
OTHER OR NONE 

HOME FOOD FREEZER 


GRUNDY 

HARRISON 

HENRY 

HICKORY 

HOLT 

HOWARD 

HOWELL 

IRON 

JACKSON 

JASPER 

JEFFER- 

SON 

JOHNSON 

1 256 

1 731 

1 693 

739 

1 091 

1 163 

1 702 

424 

1 578 

1 868 

1 198 

2 131 

1 018 

1 410 

1 477 

632 

742 

942 

1 594 

387 

1 240 

1 575 

1 090 

1 827 

1 018 

1 410 

1 477 

632 

742 

929 

1 590 

387 

1 240 

1 575 

1 090 

1 823 



1 • • 

. * . 

... 

13 

4 

... 

. . . 

• • • 

. . i 

4 

238 

321 

216 

107 

349 

221 

106 

37 

338 

293 

108 

304 

238 

321 

216 

107 

349 

198 

108 

37 

334 

293 

108 

300 



... 

... 

... 

23 

... 

. . . 

4 

• • • 

... 

4 

1 256 

1 731 

1 693 

739 

1 091 

1 163 

1 702 

424 

1 578 

1 868 

1 198 

2 131 

836 

1 300 

1 240 

548 

665 

753 

1 289 

233 

1 359 

1 507 

922 

1 352 

519 

827 

730 

267 

497 

512 

509 

141 

1 094 

1 247 

699 

937 

12 

20 

34 

. . . 

14 

8 

44 

4 

24 

32 

50 

16 

307 

453 

476 

281 

154 

233 

736 

ea 

241 

228 

173 

399 

406 

398 

348 

175 

355 

323 

313 

159 

190 

321 

200 

660 

69 

77 

62 

a 

114 

64 

35 

16 

83 

122 

60 

213 

6 

5 

1 1 • 

4 

. • » 

28 

. . • 

4 

4 

4 

16 

9 

329 

316 

286 

163 

241 

231 

278 

139 

103 

195 

124 

436 

12 

33 

105 

16 

71 

87 

100 

32 

29 

40 

76 

119 

238 

321 

216 

107 

349 

221 

108 

37 

33B 

293 

108 

304 

145 

194 

131 

59 

188 

91 

64 

12 

248 

204 

56 

142 

74 

70 

46 

27 

123 

41 

16 

a 

195 

163 

21 

93 

71 

124 

85 

32 

65 

50 

48 

4 

53 

41 

35 

49 

93 

107 

62 

46 

133 

101 

40 

21 

73 

77 

40 

122 

22 

19 

8 

. . . 

39 

4 

3 

4 

35 

33 

11 

36 

71 

88 

54 

48 

94 

97 

37 

17 

38 

44 

29 

86 


20 

23 

... 

28 

29 

4 

4 

17 

12 

12 

40 

1 256 

1 731 

1 693 

739 

1 091 

1 163 

1 702 

424 

1 578 

1 868 

1 198 

2 131 

723 

971 

875 

312 

702 

— 

616 

636 

lei 

1 233 

1 431 

816 

1 278 

65 

104 

144 

114 

92 

81 

168 

49 

111 

165 

142 

161 

4 

25 

17 

30 

4 

14 

32 

. . . 

11 

24 

27 

24 

464 

631 

657 

283 

293 

452 

866 

194 

223 

248 

213 

668 

612 

956 

843 

283 

645 

624 

592 

169 

1 213 

1 418 

849 

1 208 


5 


. • . 

• .. 

. • . 

• • ♦ 

* • . 

4 

• . • 

. • • 

8 

644 

770 

850 

456 

446 

539 

1 110 

255 

361 

450 

349 

915 

628 

961 

855 

299 

641 

620 

604; 

169 

1 221 

1 437 

841 

1 233 

... 

* * • 

... 



• • . 

. • • ' 

... 

8 

... 

• . * 

e 

628 

770 

838 

440 

450 

543 

1 098 

255 

349 

431 

357 

890 

4 


4 

7 

4 

e 

4 


4 

9 

4 

4 

12 

8 

16 

8 

6 

28 

31 

81 

20 

12 

31 

9 

32 

34 

81 

44 

12 

63 

84 

a 

93 

64 

99 

79 

255 

210 

308 

174 

186 

266 

429 

160 

207 

313 

277 

433 

312 

398 

494 

212 

212 

238 

494 

99 

457 

546 

350 

576 

317 

471 

400 

143 

297 

277 

352 

106 

308 

459 

262 

519 

165 

344 

229 

98 

163 

154 

212 

21 

207 

250 

113 

306 

159 

266 

161 

53 

209 

129 

96 

22 

202 

213 

62 

205 

5.5 

6.0 

5.4 

5.1 

5.9 

5.4 

5.1 

4.9 

5.5 

5.5 

5.0 

5,4 

5.5 

5.9 

5.4 

5.2 

5.9 

5.5 

5.1 

4.9 

5.6 

5.4 

5.1 

5.5 

5.6 

6.0 

5.3 

... 

5.9 

5.0 



5.2 

5.7 

... 

5.3 

40 

56 

76 

53 

39 

44 

115 

25 

125 

89 

116 

112 

40 

51 

45 

38 

34 

48 

123 

48 

107 

99 

114 

106 

112 

104 

113 

91 

34 

79 

313 

88 

185 

161 

158 

95 

88 

134 

112 

84 

56 

116 

300 

93 

186 

194 

137 

195 

976 

1 386 

1 347 

473 

928 

876 

851 

170 

975 

1 325 

673 

1 623 


6 

20 

5 

24 

38 

a 

5 

98 

41 

39 

16 

196 

204 

345 

34 

267 

263 

4a 

47 

639 

193 

587 

443 

154 

215 

158 

20 

93 

44 

77 

37 

154 

246 

34 

218 

894 

1 273 

1 162 

680 

692 

798 

1 533 

319 

652 

1 332 

517 

1 438 

12 

27 

B 

• * * 

15 

20 

36 

16 

35 

52 

21 

16 

.. . 

4 

. . « 

... 

. • . 

• . • 

. . • 

... 

* * * 

4 


... 

14 

21 

30 

... 

35 

15 

30 

11 

506 

41 

14 

46 

1 253 

1 677 

1 566 

746 

996 

1 020 

1 355 

326 

897 

1 765 

928 

1 970 

20 

54 

90 

5 

81 

122 

356 

92 

199 

21 

242 

85 


10 

10 


5 


5 

11 

11 

15 

5 

. . . 

414 

583 

651 

263 

576 

327 

582 

176 

1 099 

1 309 

730 

924 

873 

1 159 

1 025 

488 

531 

830 

1 154 

242 

492 

503 

449 

1 177 

702 

1 090 

636 

347 

640 

529 

775 

157 

766 

1 075 

696 

1 1 187 

474 

601 

1 086 

369 

369 

650 

777 

275 

686 

961 

530 

1 1 067 


KNOX 


I 162 
922 
922 

240 

240 


1 162 
913 
578 

14 
321 
224 

51 

4 

169 

25 

240 

197 

93 

104 

38 

15 
23 

5 


L 162 


699 

76 

4 

383 


651 

5ll 


660 

502 


8 

30 

205 

325 

290 

171 

133 


5.5 

5.6 
5.4 


42 

36 

60 

23 

996 


16 

225 

80 

833 

a 


16 

026 

BB 


5 

361 

764 


63<3 

64S 


1 OR MORE 
NONE * . , 


Missouri 


27-125 


Table 33. — ^Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toiler Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


LAFA- 

YETTE 


LIVING- 

STON 


MC- 

DONALD 


ON M 

ADZSON 

MARIES M 

042 

468 

918 

720 

440 

822 

716 

440 

822 

4 

. . . 

... 

322 

28 

96 

322 

28 

96 

... 

... 

... 

042 

468 

918 

588 

290 

698 

874 

159 

266 

12 

24 

20 

702 

107 

412 

438 

115 

179 

58 

17 

21 

4 

... 

... 

376 

98 

158 

16 

63 

41 

322 

28 

96 

250 

14 

64 

96 

3 

12 

154 

11 

52 

72 

8 

16 

. . . 

• . . 

4 

72 

8 

12 

... 

6 

16 

042 

468 

918 

068 

195 

336 

119 

86 

96 

12 

5 

12 

843 

1B2 

474 

961 

211 

319 

4 

... 

4 

1 077 

257 

595 

981 

215 

323 

4 

• • • 

4 

1 057 

253 

591 


B 

B 

8 

10 

28 

40 

4 

82 

384 

96 

224 

633 

164 

274 

501 

118 

182 

251 

52 

71 

225 

16 

49 

5.4 

5.2 

4.9 

5.5 

5.2 

5.0 

5.1 

• a . 


73 

40 

53 

46 

59 

57 

124 

102 

95 

136 

63 

i 69 

1 661 

204 

644 

2? 

t e 

i 5 

35? 

> 6C 

> 97 

12« 

i 6*; 

r 50 

1 51i 

^ 33C 

) 758 

i* 


5 B 

• « 1 

k * • < 


4( 

3 2i 

5 10 

1 9i: 

1 37- 

7 T61| 

11' 

'i- 5i 

5 100 

V 

0 

. 5 

66: 

2 18 

0 242 

1 39 

3 28 

1 624 

89 

5 23 

8 509 

1 03 

2 29 

4 563 


MARION 


TENURE AND COLOR 


ALL occupied UNITS 

OWNER OCCUPIED 

WHITE 

nonwhite 

renter occupied 

WHITE 

nonwhite 


CONDITION AND PLUMBING 


ALL OCCUPIED UNITS 

SOUND • * 

WITH ALL PLUMBING FACILITIES . . . 

lacking only hot water 

lacking OTHER PLUMBING FACILITIES. 

deteriorating 

WITH ALL PLUMBING FACILITIES . . . 

lacking only hot water ...... 

lacking OTHER PLUMBING FACILITIES. 
dilapidated 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
lacking SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
lacking SOME OR ALL FACILITIES 
DILAPIDATED 


ALL OCCUPIED UNITS 


water supply 

hot and cold piped water inside structure. 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE < 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOILET t EXCLUSIVE USE. . . 

FLUSH TOILETf SHARED 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

bathtub or SHOWER f EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . . . 
NO BATHTUB OR SHOWER 


ROOMS 


ROOM . . . • . 

ROOMS 

ROOMS. . . • . 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

a ROOMS OR MORE. 
MEDIAN* 

ALL OCCUPIED . 
OWNER. . • . 
RENTER , . . 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . • . 
WARM AIR FURNACE .... 
built-in ROOM UNITS. . . 
OTHER means WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL well 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE. 


1 498 
1 315 
1 315 

183 

179 

4 


1 498 
1 002 
500 
28 
474 
365 
63 
5 

297 

131 

183 I 
97 i 
31 
66 
57 
9 
48 
29 


HOME FOOD FREEZER 


1 OR MORE. 
NONE , . . 


651 

205 

36 

606 


620 

4 

874 


628 

4 

866 


12 

24 

93 

315 

417 

376 

164 

97 

5.2 

5.2 


79 

95 

214 

226 

884 


16 
69 
102 
1 287 
24 


15 

307 

166 


2 124 
1 666 
1 662 
4 

458 

458 


2 124 
1 946 
1 408 
48 
490 
170 
55 

IIs 

8 

458 

401 

240 

161 

57 

23 

34 


2 173 
1 967 
1 967 

206 

206 


173 
674 
140 
41 I 
493! 
405 
104 
15 
286 
94 

206 

161 

74 

87 

27 

4 

23 

IB 


1 564 
127 
28 
405 


1 511 
4 

609 


1 543 
4 

577 


8 

20 

49 

281 

455 

608 

349 

354 

5.9 

5.9 

6.1 


71 
116 
173 
189 
1 575 


50 
852 
129 
1 074 
19 


178 

740 

270 


25 
1 304 
859 


i 037 
864 


1 195 
955 
939 
16 
240 
231 
9 


195 

801 

471 

15 

315 

318 

84 

12 

222 

76 

240 

154 

100 

54 

69 

18 

51 

17 


427 

194 

46 

506 


1 316 
857 


1 367 
806 


9 

28 

90 

459 

583 

442 

358 

204 

5.4 

5.4 

4.9 


93 
84 
233 
275 
1 488 


20 
192 
201 
1 704 
48 
8 


80 

2 010 
91 


20 
1 197 
964 


979 
1 138 


I 62a 
1 389 
1 377 
12 
239 
239 


L 628 
1 376 
765 
48 
563 
221 
23 
4 

194 

31 

239 

191 

80 

111 

48 

4 

44 


1 488 
1 246 
1 246 

242 

238 

4 


660 

113 

16 

406 


594 

4 

597 


594 

4 

597 


51 

254 

325 

286 

126 

130 

5.4 

5.4 

5.3 


73 

43 

67 

75 

937 


16 

214 

74 

860 

19 

12 


69 
1 072 
40 


488 

220 

752 

24 

444 

252 

49 

4 

199 

16 

242 

185 

76 

109 

53 

5 
48 

4 


1 282 
1 041 
1 041 

241 

241 


1 282 
900 
566 
4 

330 

311 

68 


30 

522 

629 


904 

184 

12 

528 


860 

768 


872 

756 


44 

102 

517 

481 

275 

117 

84 

4 

4.8 

4.6 


97 
138 
194 
109 
1 090 


4 

379 
84 
1 141 
20 


10 
I 412 
116 


5 

667 

866 


I 126 
862 


243 

71 

241 

177 

106 

71 

52 

8 

44 

12 


1 28B 
i 143 
1 139 
4 

145 

145 


1 288 
992 
628 
8 

356 

262 

32 

230 

34 

145 

96 

38 

58 

41 


868 

114 

13 

493 


842 

646 


865 

623 


4 

17 

20 

257 

293 

383 

253 

261 

5.9 

5.9 

5.8 


55 
76 
88 
118 
1 151 


25 

286 

166 

986 

12 

13 


36 
i 394 
60 


588 

902 


718 

64 

4 

496 


654 

628 


662 

620 


3 

7 

28 1 
182' 
323 
328 
216 
195 

5.8 

5.8 

5.8 


43 

39 

78 

60 

062 


16 

251 

99 

916 


26 

22a 

46 


11 

509 

780 


757 

176 

24 

331 


18 

106 

323 

419 

264 

97 

53 

5.0 

5.0 


42 

71 

237 

153 

785 


49 

69 

145 

25 


21 
i 131 
153 


687 

618 


1 213 
947 
947 

266 

266 


I 213 
774 
552 
12 
210 
321 
132 
4 

185 

118 

266 

114 

80 

34 

105 

41 

64 

47 


1 092 
688 
888 

204 

204 


092 

542 

313 

12 

217 

463 

63 

400 

87 

204 

71 

38 

33 

103 

13 

90 

30 


809 

126 

24 

254 


4 

8 

41 

220 

264 

331 

16B 

177 

5.7 

5.8 
5.5 


44 

65 

56 

85' 

933 


20 

296 

94j 

774 

25 


61 
1 017 
132 


20 

523 

667 


439 

89 

B 

556 


404 

688 


401 

691 


11 

55 

248 

303 

234 

130 

111 

5.3 

5.3 

5.3 


36 

63 

76 

90 

827 


4 

112 

62 

896 

18 


070 

43 


141 

972 


430 

565 


27-126 


State and Small Areas 


Table 33.- 


-Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties. 1960 Con. 

Median not shown where base is less than 200] 


[Based on sample; see text. 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Baching Fac. 


Rooms 

Year Struct. Built 
He.iting Equipment 
Source of W.iter 
Sew.igc Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 


all occupied units 

OWNER OCCUPIED 

white. . . • 
nonwhite . . 

RENTER OCCUPIED 

white. . . . 
nonwhite . . 


1 400 
1 254 
1 254 


146 

146 


condition and plumbing 


all occupied units 

SOUND • • • 

with all plumbing facilities . . . 

lacking only hot water 

lacking other plumbing facilities. 

deteriorating 

WITH all plumbing FACILITIES . • . 

lacking only HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

dilapidated 


RENTER OCCUPIED 

SOUND * 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

deteriorating . • 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


all OCCUPIED UNITS . . 

Water supply 


HOT and COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER • 


MISSIS- 

SIPPI 


1 404 
397 
375 
22 
1 007 
726 
281 


MONITEAU 


1 120 
1 038 
1 038 


1 400 
969 
559 
36 
374 
400 
71 


329 

31 


146 

75 

24 

51 

67 

12 

55 

4 


1 400 


i 404 
609 
446 
4 

159 

383 

83 

17 

263 

412 


MONROE 


I 597 
1 321 
1 317 
4 

276 

272 

4 


MONT- 

GOMERY 


MORGAN 


1 007 
304 
176 
128 
315 
63 
252 
388 


TOILET FACILITIES 


699 

171 

27 

503 


FLUSH TOILET. EXCLUSIVE USE. . . 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER. EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . . . 
NO BATHTUB OR SHOWER 


ROOMS 


ROOM 

ROOMS 

ROOMS 

ROOMS. . . » . 

ROOMS 

ROOMS. . . . . 

ROOMS 

a ROOMS OR MORE. 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 

renter . . . 


677 

723 


678 

722 


1 404 


120 

605 

382 

a 

215 

427 

108 


319 

BB 


597 

876 

529 


339 

563 

176 

4 

383 

158 


620 

77 

40 

667 


566 

838 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
built-in ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
other MEANS WITHOUT FLUE 
NONE 


30 

99 

2921 

374 

325 

173 

107 


5.2 

5.3| 


578 

826 


529 
82 
20 
48 1 


509 

611 


276 

114 

62 

52 

127 

29 

98 

35 


1 597 


1 359 
1 130 
1 111 
19 
229 
222 
7 


110 

959 

954 

5 

151 

ISi 


NEW 

MADRID 


1 359 
913 
555 
26 
330 
297 
82 
12 
203 
149 


2 988 
567 
529 
38 
2 421 
1 892 
529 


2 012 
1 855 
1 855 


NODAWAY 


157 

157 


229 

127 

61 

66 

69 

18 

51 

33 


I UO 
595 
340 
21 
234 
415 
81 
16 
318 
100 


151 

78 

41 

37 

48 

4 

44 

25 


2 988 
1 327 
771 
12 
544 
1 246 
155 
19 
1 072 
415 


2 012 
1 674 
1 214 
17 
443 
309 

iia 

9 

182 

29 


2 539 
1 846 
1 846 


693 

693 


1 157 
1 054 
1 054 


103 

103 


859 

97 

16 

625 


726 

127 


16 

48 

141 

401 

327 

243 

ua 

110 


4.8 

5.5 

4.5 


78 

90 

197 

160 

875 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


sewage DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


12 
233 
07 
1 042 
26 


525 

595 


4 

15 

60 

204 

264 

283 

177 

113 


5.5 

5.6 


106 

91 

310 

417 

480 


16 

85 

159 

119 


270 

132 


541 

861 


659 

734 


10 

892 

503 


482* 

80 

98 

450 


421 
859 
387 
472 
151 
105 
. 046 
411 


I 098 
251 
40 
1 599 


157 

120 

81 

39 

33 


2 539 
1 782 
1 248 
28 
506 
656 
208 
21 
427 
101 


1 245 
1 101 
1 101 


144 

144 


693 

428 

259 

169 

221 

68 

153 

44 


157 

666 

279 

24 

363 

477 

77 

6 

394 

14 


103 

37 

8 

29 

66 

9 

57 


245 

839 

399 

54 

386 

334 

81 

8 

245 

72 


OZARK 1 PEM- 
ISCOT 


1 119 
995 
992 
3 

124 

124 


3 184 
857 
801 
56 
2 327 
1 709 
618 


144 

84 

12 

72 

56 

16 

40 

4 


420 

184 

47 

361 


568 

172 

26 

771 


42 

51 

30 

39 

958 


12 

74 

130 

893 

11 


5 

596 

804 


320 
1 071 


10 
1 050 
32 


401 

691 


504 

666 


741 

712 

466 

973 

1 370 

856 

4 

643 

644 

2 015 

4 

638 

750 

720 

474 

997 

1 378 


4 

. • . 

. . . 

4 

847 

655 

636 

1 991 

630 

17 

4 


16 

18 

B 


*25 

50 

16 

59 

64 

95 

240 

101 

288 

223 

267 

1 273 

499 

431 

422 

267 

655 

608 

445 

319 

282 

498 

450 

203 

153 

80 

116 

194 

146 

174 

94 

132 

126 

5.5 

5.4 

5,1 

4.4 

5.1 

5.5 

5.4 

5.2 

5.5 

5.1 

5,6 

5,4 

» . * 

4.3 

... 

57 

83 

65 

187 

114 

66 

80 

56 

197 

103 

73 

95 

92 I 

567 

271 

135 

91 

89 

B92 

333 

1 266 

1 010 

80B 

1 145 

1 191 

9 

25 

12 

16 

12 

262 

286 

125 

58 

141 

74 

87 

100 

182 

249 

1 220 

955 

829 

2 678 

1 570 

32 

4 

44 

46 

36 


... 

. . « 

a 

4 

2B 

30 

i IC 

1 15 

30 

1 527 

1 203 

i 1 05C 

» 2 267 

1 940 

63 

Lie 

i 3? 

1 688 

l 31 

13 

i 1£ 



> ... 

55£ 

! 502 

> 43 : 

5 942 

> 1 390 

1 041 

r B3t 

1 66< 

i 2 02 : 

5 611 

932 

i 67' 

7 46: 

2 91: 

1 823 

bZi 

1 711 

1 67! 

5 2 I7i 

j 1 200 


1 540 
999 


1 555 
8 

976 


303 

98 

7 

669 


390 

767 


390 


1 245 


1 119 
672 
259 
12 
401 
422 
33 


381 

25 


124 

48 

13 

35 

71 

5 

66 

5 


3 184 
I 591 
792 
12 
78 e 
1 16= 
5= 
£ 

1 lo: 
42i 


543 

204 

37 

461 


340 

120 

45 

614 


558 

12 

675 


574 


4 

8 

70 

282 

544 

694 

439 

498 


6.0 

6.1 

5.9 


12 

65 

313 

404 

237 

79 

47 


5.0 

5.0 


4 

64 

185 

329 

370 

153 

140 


320 

799 


2 32' 
83- 
24- 
59' 
1 07' 
4: 

1 02 
42 


1 OC 
31 
E 

1 7? 


9C 

2 z: 


324 

795 


9 

2 2 ( 


5.6 

5.7 


77 
69 
159 
219 
2 015 


42 
545 
236 
1 703 
13 


83 

98 

260 

257 

459 


4 

70 

26 

998 

55 

4 


21 
2 477 
30 


5 

1 326 
1 197 


1 519 
1 053 


15 

759 

376 


55 

47 

94 

79 

970 


9 

15 

92 

276 

367 

247 

65 

48 


5.0 

5.0 


13 

370 

28 

626 

8 


77 

BO 

233 

217 

512 


1 

J 

( 

1 C 

1 : 


23 
31 
1 057 


864 964 

3621 119 


334 

616 


558 

658 


10 

344 

882 


796 

450 


291 

792 


634 

658 


Missouri 


27-127 


i 


Table 33. Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con, 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE and COLOR 

ALL OCCUPIED UNITS . . 
OWNER OCCUPIED 

white . . . , 

nonwhite 

renter OCCUPIED 

WHITE 

nonwhite , 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS .... 

SOUND 

WITH ALL PLUMBING FACILITIES . 
lacking only HOT WATER .... 
lacking other PLUMBING FACILITIES, . . . 

deteriorating 

WITH ALL PLUMBING FACILITIES 

lacking only hot water 

lacking other PLUMBING FACILITIES. . . 
dilapidated. 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES «... 

deteriorating 

WITH ALL PLUMBING FACILITIES ..... 
LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED 


ALL OCCUPIED UNITS > 

WATER supply 

HOT and cold piped WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH TOILET t EXCLUSIVE USE 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

bathtub OR SHOWER. EXCLUSIVE USE ... . 
BATHTUB OR SHOWER. SHARED 

NO bathtub or shower 

ROOMS 


1 room 

2 rooms 

3 rooms 

4 rooms 

5 ROOMS 

6 ROOMS. . .... 

7 ROOMS. . . . 

8 ROOMS OR MORE 

MEDIAN* 

ALL OCCUPIED 

OWNER 

RENTER 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 ...... 

1950 To 1954 ......... 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 

HEATING equipment 

STEAM OR HOT WATER ...... 

WARM AIR furnace 

BUILT-IN ROOM UNITS 

OTHER means WITH FLUE 

OTHER means WITHOUT FLUE . . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . « • . 

individual well 

OTHER 


sewage disposal 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. . • ^ 
OTHER OR NONE 

HOME FOOD FREEZER 


i OR more 
NONE , . 


PERRY 

PETTIS 

PHELPS 

PIKE 

PLATTE 

POLK 

PULASKI 

PUTNAM 

RALLS 

RANDOLPH 

RAY 

={EYNOLDS 

1 444 

1 943 

901 

1 493 

1 249 

1 934 

555 

1 253 

1 052 

1 273 

1 732 

494 

1 236 

1 634 

815 

1 149 

941 

1 737 

500 

1 038 

904 

1 074 

1 477 

446 

1 236 

1 626 

811 

1 104 

941 

1 737 

495 

1 03B 

904 

1 071 

1 473 

446 

. • « 

8 

4 

45 

. . . 

• . « 

5 

. . . 

« • . 

3 

4 

* a « 

208 

309 

86 

344 

308 

197 

55 

215 

148 

199 

255 

48 

208 

305 

82 

308 

308 

197 

55 

215 

148 

199 

251 

48 

. . ■ 

4 

4 

36 

. . • 

... 

«« • 

, . » 

. . . 

... 

4 


1 444 

1 943 

901 

1 493 

1 249 

1 934 

555 

1 253 

1 052 

1 273 

1 732 

494 

1 023 

1 587 

687 

920 

782 

1 270 

339 

933 

714 

1 043 

1 271 

364 

568 

1 062 

386 

597 

595 

714 

226 

328 

517 

627 

749 

104 

48 

20 

40 

24 

12 

27 

8 

19 

8 

12 

32 

37 

407 

505 

261 

299 

175 

529 

105 

586 

189 

404 

490 

223 

328 

308 

162 

430 

402 

628 

172 

260 

234 

203 

334 

106 

55 

64 

36 

112 

143 

153 

32 

29 

89 

28 

88 

12 

7 

U 

4 

14 

13 

16 

• ■ « 

5 

B 

12 

. • . 

• . « 

266 

233 

122 

304 

246 

459 

140 

226 

137 

163 

246 

94 

93 

48 

52 

143 

65 

36 

44 

60 

104 

27 

127 

24 

208 

309 

86 

344 

308 

197 

55 

215 

148 

199 

255 

48 

126 

222 

61 

189 

146 

95 

28 

157 

78 

132 

154 

24 

54 

122 

16 

106 

104 

29 

« * . 

33 

39 

90 

87 

8 

72 

iOO 

45 

83 

42 

66 

28 

124 

39 

42 

67 

16 

72 

76 

13 

120 

137 

93 

27 

50 

43 

55 

72 

16 

15 

23 

4 

32 

47 

23 

8 

9 

15 

4 

17 

• . • 

57 

53 

9 

8B 

90 

70 

19 

41 

28 

51 

55 

16 

10 

11 

12 

35 

25 

9 

... 

a 

27 

12 

29 

8 

1 444 

1 943 

901 

1 493 

1 249 

1 934 

555 

1 253 

1 052 

1 273 

1 732 

494 

— 

763 

1 241 

466 

824 

831 

1 014 

272 

437 

657 

731 

966 

140 

139 

149 

115 

142 

120 

223 

88 

91 

94 

99 

159 

97 

20 

15 

19 

24 

8 

76 

17 

14 

13 

* . • 

16 

. . « 

522 

538 

298 

503 

290 

621 

178 

711 

288 

443 

591 

257 

706 

1 157 

486 

791 

775 

922 

275 

388 

637 

683 

908 

153 

12 

726 

3 

783 

415 

4 

698 

474 

1 012 

280 

865 

4*15 

590 

824 

JTl 

727 

1 195 

486 

791 

787 

962 

279 

405 

638 

692 

923 

165 

12 

705 

3 

745 

415 

8 

694 

462 

972 

276 

848 

414 

581 

809 

329 

3 

20 

12 

4 

4 

9 

4 

4 

... 

8 

8 

... 

8 

65 

268 

321 

332 

233 

214 

5 

20 

31 

20 

16 

8 

5 

3 

• • « 

13 

9 

72 

30b 

458 

482 

278 

320 

71 
159 
286 
187 

94 

72 

123 

306 

400 

344 

115 

170 

37 

211 

309 

310 
136 
222 

120 

459 

566 

421 

214 

129 

32 

143 

177 

99 

63 

29 

49 

212 

294 

319 

210 

160 

57 

227 

305 

217 

107 

136 

60 
240 
427 
296 
149 1 
93 

75 

454 

413 

415 

192 

162 

17 

141 

145 

116 

37 

! 29 

5.7 

5.8 
5.3 

5.7 

5.8 
5,3 

5.2 

5.2 

5.2 

5.2 

5.3 

5.6 

5.7 
5.4 

5.1 

5.1 

5.0 

5.0 

5,7 

5.7 

5.8 

5.3 

5.4 

5.3 

5.3 

5.3 

5.3 

5.2 

5.1 

5.1 

70 

101 

163 

99 

1 011 

154 
92 
132 
171 
1 394 

48 

91 

92 
131 
539 

80 
99 
111 
99 
1 104 

57 

60 

89 

99 

944 

28 
71 
164 
195 
1 476 

32 

24 

105 

49 

345 

28 

27 

92 

125 

981 

34 

55 

69 

72 

822 

72 

86 

52 

150 

911 

113 
66 
103 
146 
1 304 

32 

25 

100 

114 

223 

B 

516 

155 

757 

4 

35 
450 
249 
1 180 
25 

8 

191 

51 

643 

4 

39 
214 
101 
1 119 
20 

40 

357 

101 

731 

20 

4 
68 
96 
1 754 
12 

4 

61 

33 

449 

8 

153 

68 

965 

36 

11 

37 

217 

106 

684 

8 

17 

260 

119 

861 

12 

4 

8 

317 
261 
1 130 
4 

12 

4 

40 

4 

417 

29 

, 4 

4 

4 









, 24 

, 473 

, 945 

48 
1 863 
35 

5 

790 

120 

25 
1 396 
84 

40 

913 

265 

11 

1 886 
25 

5 

514 

66 

4 

1 202 
50 

to 

930 

84 

40 
1 205 
50 

63 
1 588 

64 

395 

129 

, 10 
, 217 

, 1 215 

24 
838 
1 084 

409 

506 

5 

567 

933 

5 

616 

597 

6 

937 

979 

5 

255 

325 

4 
199 
1 053 

5 

470 

549 

> 498 

797 

720 

995 

5 

1 214 

i 305 

. 1 043 

, 406 

906 

982 

403 

449 

715 

742 

670 

746 

' 908 

, 1 1 003 

145 

290 

458 

1 748 

, 489 

t 645 

1 742 

1 441 

: 941 

90] 

> 125 

271 



Table 33. ^Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 

Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sew.igc Disposal 
Home Food Freezer 


ST ST CLAIR ST FRAN- ST LOUIS 
CHARLES COIS 


SCHUYLER SCOTLAND 


SHANNON SHELBY 


TENURE AND COLOR 


all occupied units 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE. ........ 

nonwhite 


CONDITION AND PLUMBING 


ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. • 


ALL OCCUPIED UNITS 


WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOILET. EXCLUSIVE USE. . . 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER. EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . . . 
NO BATHTUB OR SHOWER 


703 

1 465 

1 360 

644 

952 

785 

2 001 

518 

1 158 

71B 

416 

793 

534 

1 383 

199 

808 

370 

308 

675 

388 

1 015 

B 

17 

20 

20 

11 

28 

13 

311 

333 

328 

88 

107 

118 

355 

236 

245 

442 

208 

111 

156 

506 

12 

104 

94 

48 

49 

54 

168 

4 

5 

4 

8 

14 

12 

20 

220 

136 

344 

152 

48 

90 

318 

29 

62 

200 

20 

48 

95 

112 

00 

316 

266 

36 

209 

71 

527 

25 

246 

96 

20 

134 

26 

348 

5 

156 

33 

8 

105 

17 

237 

20 

90 

63 

12 

29 

9 

111 

42 

56 

126 

16 

46 

20 

140 

4 

24 

29 

• • • 

15 

8 

36 

38 

32 

97 

16 

31 

12 

104 

13 

14 

44 

... 

29 

25’ 

39 

783 

1 465 

1 360 

644 

9^ 

785 

2 001 


1 526 

635 

1 248 

985 

367 

942 

612 

133 

597 

16 

17 

4 

357 

217 

341 

347 

136 

255 

78 

13 

70 

4 

... 

t « * 

265 

123 

185 

194 

132 

51 

777 

61 

216 

360 

28 

155 

149 

B 

74 

211 

20 

ai 

247 

21 

49 

54 

4 

13 

193 

17 

36 

170 

12 

12 

1 526 

635 

1 248 


1 ROOM .... 

2 ROOMS. . . • 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

S ROOMS OR MORE 
MEDIAN* 

ALL OCCUPIED 
OWNER. . . 
RENTER . . 


4 

5 

26 

8 

14 

20 

36 

71 

113 

253 

234 

264 

241 

347 

394 

172 

386 

290 

48 

235 

153 

21 

173 

100 

4.9 

5.7 

5. a 


8 

16 

6 

27 

24 

38 

27 

62 

140 

209 

112 

310 

172 

210 

203 

475 

168 

263 

256 

524 

72 

115 

101 

288 

52 

85 

73 

307 


YEAR STRUCTURE BUILT 


1955 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


... 61 

462 1 771 

299 158 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE. . . . . . 


HOME FOOD FREEZER 


1 OR MORE, 
NONE . . . 


517 1 106 

376 905 


Missouri 
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Table 33. — Te>7ure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac 


Rooms 

Year Struct. Built 
Hearing Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


STODDARD 


STONE 


SULLIVAN 


TANEY 


TEXAS 


VERNON 


warren 


WASH- 

INGTON 


WAYNE 


WEBSTER 


worth 


WRIGHT 


TENURE AND COLOR 


all occupied Units 

OWNER OCCUPIED 

white. « 

NONWHITE 

RENTER OCCUPIED 

white. ........ 

nonwhite 


3 334 

1 087 

1 588 

1 918 

963 

1 306 

1 909 

963 

1 306 

9 

. • • 

. « . 

1 416 

124 

282 

1 143 

124 

282 

273 

. . . 

. . • 


746 

2 109 

1 883 

674 

1 973 1 

1 610 

674 

1 973 1 

1 610 

72 

136 

273 

72 

136 

273 


846 

700 

696 

4 

146 

146 


666 

530 

530 

136 

136 


619 1 826 
548 1 640 


548 


1 640 


692 

532 

532 


1 867 
1 712 
1 712 


71 186 

71 186 


160 

160 


155 

152 

3 


CONDITION AND PLUMBING 

all occupied UNITS .... 

SOUND 

WITH ALL PLUMBING FACILITIES . 
lacking ONLY HOT WATER .... 

lacking other plumbing facilities. . . . 

deteriorating 

with all plumbing facilities 

lacking only hot water 

lacking other plumbing facilities. . . 
dilapidated 

renter occupied 

SOUND 

WITH ALL PLUMBING FACILITIES 

lacking some or all facilities .... 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED 


ALL occupied 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET facilities 

FLUSH TOILET I EXCLUSIVE USE 

FLUSH TOILET t SHARED 

OTHER TOILET FACILITIES OR NONE 


3 334 
1 901 
1 188 
71 
642 
1 172 
169 
24 
979 
261 


1 087 
592 
337 

255 

418 

110 

4 

304 

77 


1 588 
1 008 
482 
10 
516 
476 
105 
15 
356 
104 


746 

633 

310 

10 

313 

101 


101 

12 


2 109 
1 164 
6041 
44 j 
516' 
672: 
103 
20 
549 
273 


1 883 
1 237 
729 
27 
481 
538 
70 
12 
456 
108 


846 

603 

339 

16 

248 

224 

48 

176 

19 


666 

395 

248! 

26: 

121 

205 

48 

25 

132 

66 


619 

336 

101 

28 

207 

199 

21 

9 

169 

84 


1 826 
1 468 
665 
32 
771 
300 
23 
12 
265 
58 


692 

1 867 

538 

1 043 

321 

454 

8 

20 

209 

569 

154 

691 

6 

96 

... 

8 

146 

587 


133 


1 


416 

507 

264 

243 

696 

56 

640 

213 


124 

53 
19 
34 

54 
24 
30 
17 


282 

139 

37 

102 

108 

16 

92 

35 


72 

64 

21 

43 

B 


136 

48 

16 

32 

60 

12 

48 

28 


273 

140 

69 

71 

115 

12 

103 

18 


146 

77 

30 

47 

61 

17 

44 

8 


136 

65 

43 

22 

50 

4 

46 

21 


71 

14 

9 

5 

34 

34 

23 


186 

132 

65 

67 

46 

3 

43 

8 


160 

125 

55 

70 

35 

35; 


155 

52 

13 
39 
91 

14 
77 
12 


3 334 


1 087 


1 568 


746 


2 109 


1 883 


846| 


666 


619 


1 826 


692, 


I 867 


1 485 

528 

746 

442 

132 

81 

65 

69 

• • • 

1 342 

358 

761 


347 

802 

925 

75 

246 

187 

4 

52 

41 

320 

1 009 

730 


434 

95 

17 

300 


321 

124 

5 

216 


134 

126 

4 

355 


823 

235' 

77 

691 


376 

26 

11 

279 


663 

221 

64 

919 


1 472 

471 

616 

4 

• * • 

• . * 

1 858 

616 

972 


320 779 

426 1 330 


866 
1 617 


403! 

443^ 


159 

460 


337 590 

355 1 277 


BATHING facilities 

bathtub or shower I EXCLUSIVE USE 

bathtub or shower f shared 

NO bathtub or shower 

ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MED I AN I 

ALL OCCUPIED 

owner 

renter 


I 490 

4 

1 840 


•463 

624 


636 

952 


B 

28 
214 
1 124 
989 
623 
253 
95 


42! 

96 

311 

239 

248 

57 

94 


4 

4 

38 

278 

420 

406 

217 

221 


4.8 4,9 5.6 

5,0 4.9 5.7 

4.5 ... 5.4 


329 795 

417 1 314 


891 415 

4 • 

988 431 


159 

460 


741 

4 

1 081 


350 599 

342 1 268 


8 

8 

70 

192 

247 

142 

54 

25 


16 
48 1 
124 
621 
528 
441 
188 
143 


16 

34 

97 

440 

563 

416 

205 

112 


7 

8 
51 

118 

156 

252 

169 

85 


9 

12 

45 

137 

154: 

168 

77 

64 


8 

8 

43 

186 

152 

127 

48 

47 


4 
54 1 
111 ! 
499 
444 
376 
214 
124 


5 

8 

14 

86 

142 

169 

139 

129 


6 

20 

140 

566 

510 

349 

154 

120 


5.0 

5.0 


5.1I 

5.2 


4.9 


5.3 

5,5' 


4,9! 

5.0 


5.1 

5.1 


6.0 4.9 

6.0 4.9 


YEAR STRUCTURE BUILT 

1955 TO MARCH i960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR earlier 


251 
214 
679 
623 
1 567 


52 

39 

228 

211 

557 


42 
52 
89 
144 
1 261 


38 

64 

218 

166 

260 


164 
164 
333 
384 
1 064 


50 
93 
112 
237 
1 391 


54 

47 

43 

65 

637 


44 

50 

98 

139 

335 


44 

33 

13l| 

112 

299 


85; 
114 
256 
238 
1 083 


6 

19 

35 

54 

576 


84 

106 

334 

356 

987 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR furnace 

built-in room UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE 

NONE , . . . 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . . . . • 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


12 
128 
548 
2 553 
85 
8 


44 

37 

982 

24 


4 

209 

61 

310 

4 


4 

29 

29 

656 

28 


4 

150 

32' 

1 907 
16 


16 
125 
164 
1 528 
46 
4 


12 

269 

47 

5i0i 

8 


... 

145 

331 

472 

16 


4 8 


24 

87 

4 

68 

575 

1 604 

12 

55 


4 


5 

131 

70 

473 

13 


4 
33 
53 
1 750 
24 
3 


60 
2 558 
721 


30 

753 

321 


5 

475 

76 


15 

586 

121 


58 

861 

186 


10 
1 722 
123 


10 

706 

121 


582 

110 


... 54’ 

490 1 599 

125 155 


45 
630 
24 1 


20 
1 653 
156 


16 

1 105 448 

2 218 656 


315 

241 


260 

462 


5 

771 
1 349 


819 
1 036 


15 

276 

546 


5 

327 

360 


... 10 

144 722 

471 1 076 


5 10 

255 463 

439 1 356 


HOME FOOD FREEZER 


1 OR MORE, 

none , , , 


1 312 
1 977 


357 

640 


672 
1 074 


478 

385 


1 132 
917 


1 073 
893 


419 

448 


183 

376 


214 

414 


673 
1 223 


379 

282 


840 

185 


rzlifUUb Jivuuiii 


OLHLI 


Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 20Q] 


JLVCllL 


SUBJECT 

ADAIR 

ANDREW 

ATCHISON 

AUDRAIN 

BARRY 

! 

BARTON 

BATES 

BENTON 

BOL- 

LINGER 

BOONE 

1 

BU- 

CHANAN 

1 

BUTLER 

1 

CALE 

WEL 

ALL OCCUPIED UNITS . . » 

1 357 

1 581 

1 208 

1 631 

2 189 

1 227 

2 049 

1 330 

1 181 

1 850 

1 206 

2 179 

1 2 

PERSONS 














1 PERSON 

98 

107 

75 

99 

131 

68 

142 

54 

60 

143 

115 

156 


2 PERSONS 

537 

659 

453 

636 

793 

475 

751 

525 

420 

772 

402 

663 


3 PERSONS 

239 

302 

203 

301 

449 

233 

318 

306 

245 

332 

257 

436 

2 

4 PERSONS 

218 

224 

236 

270 

346 

215 

403 

175 

170 

236 

166 

315 

1 

5 PERSONS 

124 

120 

126 

195 

201 

127 

222 

160 

132 

144 

149 

242 

1 

6 PERSONS 

97 

109 

75 

54 

164 

40 

139 

72 

89 

143 

58 

173 


7 PERSONS 

12 

28 

32 

32 

52 

33 

50 

24 

32 

36 

25 

85 


8 PERSONS OR MORE 

32 

32 

8 

44 

53 

36 

24 

14 

33 

44 

34 

109 


MEDIAN! 














ALL OCCUPIED 

2.7 

2.6 

2.9 

2.8 

2.9 

2.6 

2.9 

2.8 

1 3.0 

2.5 

2.8 

3.1 

2 

OWNER 

2.5 

2.5 

2.3 

2.6 

2.6 

2.5 

2.7 

2,7 

2,9 

2.5 

2.7 

3,0 


renter 


3.8 

3.6 

3.6 

... 

3.8 

3,8 

. • . 

, . . 

3.1 

. . . 

3.7 


PERSONS PER ROOM 














1.00 OR LESS 

1 265 

1 470 

1 144 

1 509 

1 S79 

1 130 

1 865 

1 215 

1 058 

1 603 

1 114 

1 700 

1 J 

1.01 OR MORE 

92 

111 

64 

122 

310 

97 

184 

115 

123 

247 

92 

479 


YEAR MOVED INTO UNIT 














owner occupied • • • 

1 172 

1 292 

662 

1 357 

2 026 

1 005 

1 738 

1 152 

1 047 

1 602 

1 028 

1 740 

c 

1958 TO MARCH 1960 

107 

99 

60 

197 

249 

112 

250 

81 

143 

264 

97 

289 


1954 TO 1957 

167 

160 

64 

169 

291 

141 

313 

154 

122 

272 

145 

310 


1940 TO 1953 

485 

543 

215 

651 

854 

462 

733 

463 

425 

651 

367 

830 


1939 OR EARLIER • • • 

413 

490 

323 

340 

632 

290 

442 

454 

357 

415 

419 

311 


RENTER occupied . . . 

185 

289 

546 

274 

163 

222 

311 

178 

134 

248 

178 

439 


1958 TO MARCH i960 

-63 

63 

154 

81 

54 

68 

135 

64 

56 

82 

30 

233 


1954 TO 1957 

61 

94 

118 

74 

33 

35 

58 

36 

24 

61 

52 

94 


1940 TO 1953 

38 

107 

215 

83 

61 

103 

74 

52 

41 

65 

58 

07 


1939 OR EARLIER 

23 

25 

59 

36 

15 

16 

44 

26 

13 

40 

38 

25 


RENT STATUS 














RENTER OCCUPIED 

IBS 

289 

546 

274 

163 

222 

311 

176 

134 

248 

178 

439 


RENT paid 

51 

177 

35 

152 

32 

152 

146 

60 

t * « 

69 

66 

07 


NO CASH RENT , 

134 

112 

511 

122 

131 

70 

165 

118 

134 

179 

112 

352 





CAPE 











SUBJECT 

CALLAWAY 

CAMDEN 

GIRAR- 

CARROLL 

CARTER 

CASS 

CEDAR 

CHARI- 

CHRIS- 

CLARK 

CLAY 

CLINTON 

COl 




DEAU 







TON 

TIAN 





ALL OCCUPIED UNITS 

1 675 

725 

1 733 

1 636 

328 

2 100 

1 275 

1 050 

1 689 

1 207 

1 466 

1 192 

1 1 

PERSONS 














1 PERSON 

136 

65 

90 

126 

29, 

157 

141 

149 

93 

112 

155 

90 


2 PERSONS 

662 

241 

499 

582 

115 

798 

474 

704 

575 

387 

556 

428 


3 PERSONS 

268 

174 

344 

373 

77 

430 

248 

379: 

462 

250 

291 

257 


4 PERSONS , . 

225 

120 

306 

280 

39: 

311 

238 

273 

241 

193 

232 

233 


5 PERSONS 

168 

66 

233 

121 

20 

210 

82 

180 

158 

104 

130 

93 


6 PERSONS 

105 

30 

150 

98 

16 

118 

53 

69 

99 

105 

57 

51 


7 PERSONS 

53 

13 

68 

28 

16, 

4B 

12 

47 j 

33 

32 

20 

20 


8 PERSONS OR MORE. .... 

58 

16 

43 

26 

16 

28 

27 

49' 

28 

24 

17 

20 


MEDIAN! 














ALL OCCUPIED 

2.6 

2.8 

3.3 

2.8 

2.8| 

2,7 

2,6 

2.7 

2.9 

2,9 

2.6 

2.8 


OWNER 

2.5 

2.7 

3.2 

2*6 

2,7' 

2.6 

2.5 

2.6’ 

2.8 

2.7 

2.5 

2.6 


renter 

3.6 

... 

4.1 

3.2 

••• 

3.3 

... 

3.5 


3.5 

3,3 

3.3 


PERSONS PER ROOM 














1.00 OR LESS 

1 509 

641 

1 547 

i 531 

276 

1 957 

1 120 

1 

1 704 

1 533 

1 070 

1 359 

1 088 


1.01 OR MORE 

166 

84 

186 

105 

52 

143 

147 

146 

156 

137 

107 

104 


YEAR MOVED INTO UNIT 














OWNER OCCUPIED 

1 463 

662 

1 482 

1 288 

287 

1 718 

1 101 

1 530 

1 517 

928 

1 252 

692 


1958 TO MARCH I960 

216 

78 

156 

137 

36 

245 

120 

141 

165 

44 

175 

96 


1954 TO 1957 

264 

130 

187 

155 

62 

334 

175 

157 

264 

104 

241 

123 


1940 TO 1953 

508 

264 

505 

570 

105 

745 

433 

592 

599 

426 

455 

333 


1939 OR EARLIER 

475 

190 

634 

426 

84 

394 

373 

640 

489 

354 

381 

340 


RENTER OCCUPIED 

212 

63 

251 

348 

41 

382 

174 

320 

172 

279 

214 

300 


1958 TO MARCH 1960 1 

74 

23 

64 

55 

16 

145 

83 

74 

79 

69 

54 

93 


1954 TO 1957 

51 

9 

48 

88 

13 

84 

25 

78 

34 

88 

46 

72 


1940 TO 1953 

45 

13 

80 

137 

4 

112 

45 

105 

54 

74 

92 

105 


1939 OR EARLIER 

42 

18 

59 

68 

9 

41 

21 

63 

5 

48 

22 

30 


RENT STATUS 














RENTER OCCUPIED 

212 

63 

251 

348 

41 

382 

174 

320 

172 

279 

214 

300 


RENT PAID 

51 

8 

20 

201 

4 

219 

66 

119 

62 

105 

50 

IIB 


NO CASH RENT 

161 

55 

231 

147 

37 

163 

108 

201 

110 

174 

164 

182 
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Table 34.— Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than ^X)] 


Persons Year Moved into Unit 

Persons per Room Rent Status 



SUBJECT 

COOPER 

CRAWFORD 

DADE 

DALLAS 

DAVIESS 

DE KALB 

DENT 

DOUGLAS 

DUNKLIN 

FRANK- 

LIN 

GASCO- 

NADE 

GENTRY 

GREENE 

0 

ALL OCCUPIED UNITS 

1 387 

857 

1 206 

1 

347 

1 642 

1 178 

908 

i 

466 

3 037 

2 

124 

998 

1 

299 

2 592 


PERSONS 


















2 

1 person 

105 

33 

68 


69 

135 

41 

46 


53 

129 


191 

87 


97 

163 


2 persons , , . 

486 

333 

498 


476 

680 

i 438 

439 


471 

BOl 


686 

317 


439 

1 086 



271 

155 

245 


262 

277 

233 

166 


314 

600 


424 

234 


295 

521 



225 

163 

214 


221 

280 

245 

107 


193 

475 


297 

155 


192 

418 


5 persons. 

148 

75 

! 78 


165 

135 

133 

50 


153 

398 


239 

123 


167 

195 



72 

56 

41 


93 

75 

52 

53 


166 

299 


123 

25 


59 

111 


7 PERSONS. 

36 

16 

29 


33 

27 

21 

17 


59 

109 


95 

24 


16 

64 

j 

8 PERSONS OR MORE . 

44 

26 

33 


28 

33 

15 

30 


57 

226 


69 

33 


34 

34 


MEDIAN: 


















\ 

all occupied 

2.9 

2.9 

2.7 


3.0 

2.5 

3.0 

2,4 


3,2 

3.5 


2.9 

2.9 


2.9 

2.6 



2.8 

2.7 

2.5 


2.9 

2.4 

2.8 

2.4 


3,1 

2.6 


2.9 

2.B 


2.7 

2,5 


renter , , 

3.6 

... 




3.3 





4.1 


3.1 



3,6 

3.6 


PERSONS PER ROOM 


















3 

1,00 OR LESS , , 

1 254 

777 

1 101 

1 

177 

1 513 

1 096 

798 

1 

242 

2 301 

1 

885 

905 

1 

224 

2 329 

< 

1,01 OR MORE 

133 

80 

105 


170 

129 

82 

110 


224 

736 


239 

93 


75 

263 


year MOVED INTO UNIT 


















} 

OWNER OCCUPIED . 

1 169 

604 

1 017 

1 

232 

1 299 

999 

841 

1 

329 

1 274 

1 

886 

872 

1 

023 

2 280 

\ 

1958 TO MARCH i960 

105 

64 

105 


168 

158 

94 

87 


168 

130 


135 

66 


117 

234 


1954 TO 1957 . . . 

127 

73 

117 


206 

200 

140 

122 


236 

233 


250 

92 


142 

354 


1940 TO 1953 

431 

358 

466 


585 

565 

494 

351 


568 

516 


664 

273 


409 

982 


1939 OR EARLIER . 

506 

189 

329 


253 

376 

271 

281 


357 

395 


837 

441 


355 

710 

• 

renter OCCUPIED 

218 

173 

189 


115 

343 

179 

67 


137 

1 763 


238 

126 


276 

312 

) 

1958 TO MARCH i960 

73 

47 

56 


40 

115 

55 

23 


S6 

776 


37 

9 


110 

131 


1954 TO 1957 

61 

51 

52 


39 

58 

56 

13 


26 

442 


51 

9 


50 

70 

) 

1940 TO 1953 

75 

47 

44 


28 

121 

46 

31 


31 

469 


101 

52 


90 

78 

* 

1939 OR EARLIER 

9 

28 

37 


8 

49 

22 

... 


24 

76 


49 

56 


26 

33 


RENT STATUS 


















- 

RENTER occupied 

218 

173 

189 


115 

343 

179 

67 


137 

1 763 


238 

126 


276 

312 


RENT PAID 

62 

26 

76 


56 

179 

88 

4 


35 

68 


84 

38 


144 

127 

1 

NO CASH RENT 

156 

147 

113 


59 

164 

91 

63 


102 

1 695 


154 

88 


132 

185 


SUBJECT 


ALL OCCUPIED UNITS 
PERSONS 


HENRY 


1 693 


1 091 


JEFFER- 

SON 


1 162 


1 person • . . . 

2 PERSONS. , . . 

3 PERSONS, . . . 

4 PERSONS, . . , 

5 PERSONS, . . . 

6 PERSONS, . . . 

7 PERSONS. . • . 

8 PERSONS OR MORE 

median: 

ALL OCCUPIED , 
OWNER. . . . 
renter . . , 


7A 

530 

275 

200 

95 

16 

26 

32 


102 

712 

323 

259 

187 

72 

56 

20 


142 

645 

297 

269 

168 

109 

41 

22 


48 

323 

137 

119 

79 

16 

17 


110 

360 

214 

173 

113 

83 

19 

19 


55 

456 

242 

174 

131 

49 

24 

32 


60 

615 

327 

305 

215 

104 

48 

26 


20 

156 

81 

75 

40 

28 

16 

8 


82 

669 

258 

255 

183 

81 

30 

20 i 


137 

555 

453 

319 

206 

130 

44 

24 


115 
445 
216 
164 
105 
69 
52 
32 i 


135 

884 

384 

301 

243 

122 

32 

30 


90 

455 

217 

139 

183 

53 

12 

13 


2.6 

2.4 

3.1 


2.7 

2.4 

3.9 


2.7 

2.5 

3.6 


2.5 

2.4 


2.9 2.8 3.0 

2.5 2.6 3.0 

3.5 3.9 


2.9 2*6 3.0 

2.8 2.5 3.0 

... 3.3 3.4 


2.7 2.6 2.7 

2.7 2,5 2.4 

... 3.8 3.6 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


185 

71 


1 643 
88 


553 

140 


681 1 018 
58 73 


007 1 495 

156 207 


365 1 470 

56 108 


1 711 
157 


1 083 
115 


1 965 
166 


1 112 
50 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH i960 
1954 To 1957 . . . 
1940 TO 1953 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 


1 018 
113 
124 
439 
342 


1 410 
118 
195 
692 
405 


1 477 
151 
263 
613 
450 


632 

61 

126 

258 

187 


742 

942 

1 594 

38 

52 

232 

69 

83 

325 

293 

404 

697 

342 

403 

340 


387 

28 

69 

151 

109 


1 240 
159 
200 
586 
295 


1 575 
204 
216 
745 
410 


1 090 
105 
166 
383 
436 


I 827 
208 
250 
757 
612 


922 

99 

94 

399 

330 


238 

99 

57 

52 

30 


321 

133 

61 

99 

28 


216 

95 

34 

47 

40 


107 

29 

22 

44 

12 


349 

70 

101 

135 

43 


221 

73 

57 

62 

29 


108 

43 

20 

38 

7 


37 

*25 

8 

4 


338 

143 

55 

106 

34 


293 

74 

83 

104 

32 


108 

30 

12 

42 

24 


304 

113 

60 

87 

44 


240 

93 

71 

48 

28 


RENT STATUS 


RENTER OCCUPIED 

RENT Paid 

NO CASH RENT . . . 


238 

77 

161 


321 

164 

157 


216 

84 

132 


107 

32 

75 


349 

103 

246 


221 

45 

176 


108 

43 

65 


338 

141 

197 


293 

187 

106 


108 

33 

75 


304 

113 

191 


240 

75 

165 
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State and Small Areas 


Table 34. — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Ye.'ir Moved into Unit 

Persons per Room Rent Status 


SUBJECT 


ALL OCCUPIED UNITS . . . • 
PERSONS 


1 PERSON . . . . , 

2 PERSONS. . • . . 

3 PERSONS. . . . . 

4 PERSONS. . . . , 

5 PERSONS. . . . , 

6 PERSONS. . . . , 

7 PERSONS. . . . , 

0 PERSONS OR MORE, 

MEDIAN: 

ALL OCCUPIED . , 
OWNER. . . . 

RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR more 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED , 
1958 TO MARCH i960 , 
1954 TO 1957 . . . , 
1940 TO 1953 . . . , 

1939 OR EARLIER. . , 

RENTER OCCUPIED, 
1958 TO MARCH I960 
1954 TO 1957 . . . 

1940 TO 1953 . » . 
1939 OR EARLIER. . 


RENT STATUS 


RENTER OCCUPIED 
RENT PAID. . « . • , 
NO CASH RENT . . , , 


SUBJECT 


ALL occupied UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. • . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
median: 

ALL OCCUPIED . 
OWNER. • • . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . , 
1940 TO 1953 . . , 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 . . . 

1940 TO 1953 , . , 
1939 OR earlier. . 


RENT STATUS 


RENTER occupied, 
RENT PAID. . . . . , 
NO CASH RENT , . . , 


LACLEDE 

LAFA- 

YETTE 

LAWRENCE 

LEWIS 

LINCOLN 

LINN 

LIVING- 

STON 

MC- 

DONALD 

MACON 

MADISON 

MARIES 

MARION 

MERCER 

1 498 

2 124 

2 173 

1 195 

1 628 

1 488 

1 282 

1 288 

2 042 

468 

918 

1 213 

1 092 

67 

115 

153 

112 

116 

92 

113 

62 

156 

41 

37 

93 

57 

603 

755 

853 

449 

596 

580 

500 

426 

850 

139 

339 

414 

402 

297 

375 

448 

223 

326 

332 

227 

294 

385 

123 

157 

214 

280 

198 

403 

331 

216 

260 

183 

235 

211 

324 

58 

172 

176 

163 

153 

300 

173 

104 

154 

186 

115 

181 

175 

46 

129 

155 

111 

91 

121 

122 

53 

89 

73 

44 

62 

86 

45 

37 

90 

58 

33 

30 

60 

15 

42 

26 

44 

20 

29 

4 

12 

27 

12 

56 

25 

33 

23 

45 

16 

4 

32 

37 

12 

35 

44 

9 

2*8 

3.0 

2.7 

2.7 

2.8 

2.7 

2.6 

3.0 

2.5 

2.9 

3.0 

3.0 

2.8 

2,7 

2.8 

2.6 

2.4 

2.6 

2.6 

2.5 

3.0 

2.5 

2.9 

3.0 

2,7 

2,7 


3.8 

3.2 

3,6 

3.B 

3.3 

3,5 


3.3 



3.9 

3.1 

1 314 

1 989 

2 009 

1 114 

1 447 

1 410 

1 222 

1 114 

1 940 

406 

801 

1 101 

1 010 

164 

135 

164 

81 

181 

78 

60 

174 

102 

62 

117 

112 

62 

1 315 

1 666 

1 967 

955 

1 389 

1 246 

1 041 

1 143 

1 720 

440 

822 

947 

see 

146 

177 

207 

144 

145 

125 

104 

186 

156 

57 

90 

96 

78 

210 

167 

291 

87 

233 

200 

175 

168 

188 

51 

101 

124 

124 

557 

649 

807 

339 

550 

499 

380 

484 

694 

201 

266 

395 

455 

402 

653 

662 

385 

461 

422 

382 

305 

682 

131 

365 

332 

231 

183 

458 

206 

240 

239 

242 

241 

145 

322 

28 

96 

266 

204 

BO 

101 

51 

76 

60 

57 

108 

25 

115 

6 

34 

53 

56 

37 

65 

47 

61 

66 

71 

46 

52 

60 

11 

12 

49 

72 

36 

196 

75 

65 

88 

88 

59 

52 

120 

a 

15 

136 

50 

30 

76 

33 

38 

25 

26 

28 

16 

27 

3 

35 

28 

24 

183 

458 

206 

240 

239 

242 

241 

145 

322 

28 

96 

266 

204 

53 

256 

86 

47 

42 

103 

91 

60 

128 

6 

14 

82 

BB 

130 

202 

120 

193 

197 

139 

150 

85 

194 

22 

82 

184 

116 

MILLER 1 

MISSIS- 

MONITEAU 

MONROE 

MONT- 

MORGAN 

NEW 

NEWTON 

NODAWAY 

OREGON 




1 

SIPPI 



GOMERY 


MADRID 




m 



1 400| 

1 404 

1 120 

1 597 

1 359 

1 no 

2 988 




Mm 



68 

74 

104 

132 

105 

98 

93 

135 

106 

50 

76 

34 


532 

283 

444 

631 

492 

437 

602 

737 

982 

378 

317 

369 


240 

239 

209 

306 

239 

223 

579 

367 

448 

239 

206 

275 


226 

195 

148 

206 

199 

143 

457 

326 

374 

229 

169 

202 

530 

116 

193 

109 

105 

119 

101 

365 

190 

306 

84 

160 

100 

357 

106 

153 

54 

92 

75 

54 

304 

102 

148 

67 

121 

73 

217 

39 

61 

16 

49 

64 

37 

176 

90 

97 

51 

90 

33 

215 

73 

206 

36 

76 

66 

17 

412 

65 

78 

59 

106 

33 

413 

2.9 

4.0, 

2.6 

2.6 

2.8 

2.6 

4.0 

2.9 

2.9 

3.1 

3.6 

3.1 

3. a 

2.9 

2.9 

2.5 

2.5 

2.6 

2.5 

3.4 

2*8 

2.5 

3.0 

3.6 

3,1 

2,7 


4.6 


3,3 

3.6 

... 

4.1 

... 

3.8 

... 



4.2 

1 185 

929 

1 043 

1 436 

1 170 

1 028 

1 962 

1 738 

2 317 

985 

985 

982 

2 147 

215 

475 

77 

161 

189 

82 

1 026 

274 

222 

172 

260 

137 

1 037 

1 254 

397 

1 038 

1 321 

1 130 

959 

567 

1 855 

1 846 

1 054 

1 101 

995 

857 

98 

69 

87 

132 

115 

109 

85 

192 

137 

165 

64 

100 

7C 

161 

74 

143 

166 

149 

172 

145 

298 

210 

133 

82 

135 

121 

560 

100 

412 

578 

477 

364 

209 

870 

969 

433 

372 

476 

367 

435 

74 

396 

445 

389 

314 

128 

495 

530 

323 

583 

284 

292 

146 

1 007 

82 

276 

229 

151 

2 421 

157 

693 

103 

144 

124 

2 32' 

46 

477 

12 

95 

62 

61 

1 308 

66 

238 

53 

24 

52 

1 23S 

12 

238 

24 

73 

46 

20 

546 

42 

158 

16 

20 

27 

56S 

52 

245 

30 

90 

75 

45 

474 

33 

222 

25 

48 

26 

45? 

36 

47 

16 

18 

46 

25 

93 

16 

75 

9 

52 

19 

6t 

146 

1 007 

82 

276 

229 

151 

2 421 

157 

693 

103 

144 

124 


16 

26 

23 

71 

80 

43 

115 

47 

346 

16 

40 

31 


130 

981 

59 

205 

149 

108 

2 306 

no 

347 

87 

104 

93 















Table 34.— Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960— Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


PERRY PETTIS PHELPS PIKE PLATTE POLK PULASKI PUTNAM RALLS j RANDOLPH I RAY REYNOLDS 


ALL occupied UNITS 


1 person . . . , 

2 persons. . . , 

3 PERSONS. . , , 

4 persons. , . , 

5 PERSONS. ... 

6 PERSONS. . . , 

7 persons. . . . 

8 PERSONS OR MORE 

median: 

all OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . , . 
1940 TO 1953 . , , 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH I960 . 
1954 TO 1957 . . , . 
1940 TO 1953 . , . . 
1939 OR EARLIER. , , 


RENT STATUS 


RENTER OCCUPIED, 
RENT PAID 

NO cash rent . . , . 


208 

309 

86 

344 

308 

197 

55 

215 

148 

199 

255 

48 

32 

138 

25 

54 

54 

83 

12 

B1 

54 

84 

60 

e 

176 

171 

61 

290 

254 

114 

43 

134 

94 

115 

195 

40 


ST ST CLAIR ST FRAN- ST LOUIS 
CHARLES COIS 


SALINE SCHUYLER SCOTLAND SCOTT SHANNON SHELBY 


ALL OCCUPIED UNITS 


1 465 1 360 I 


785 2 001 


709 1 075 


635 1 248 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 

median: 

ALL OCCUPIED . . 

OWNER 

RENTER • , . . 


48 

54 

55 

364 

226 

435 

301 

117 

261 

296 

104 

196 

164 

57 

163 

160 

41 

88 

52 

8 

34 

141 

28 

16 

3.7 

2.8 

3.0 

3.2 

2.8 

2.9 

4.1 

.. • 

3-8 


PERSONS PER ROOM 


UOO OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1950 TO MARCH I960 
1954 TO 1957 . , . 
1940 TO 1953 . . . 
1939 OR EARLIER, . 


RENTER OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . • . . 
1939 OR EARLIER. . . 



rent STATUS 


RENTER OCCUPIED. 

rent paid 

MO CASH RENT . • . . 


[Based on sample ; see text Median not shown where base is less than 200] 


SUBJECT 

! 

STODDARD 

STONE 

SULLIVAN 

TANEY 

TEXAS 

VERNON 

WARREN 

WASH- 

INGTON 

Wayne 

WEBSTER 

worth 

WRIGHT 

ALL occupied UNITS 

3 334 

1 087 

1 588 

746 

2 109 

1 683 

846 

666 

619 

1 826 

692 

1 867 

PERSONS 













1 PERSON 

189 

70 

167 

54 

88 

148 

51 

60 

42 

97 

46 

131 

a PERSONS 

843 

351 

605 

275 

790 

757 

317 

199 

254 

644 

237 

557 

3 PERSONS. 

653 

241 

267 

120 

454 

340 

164 

161 

130 

409 

104 

34C 

4 PERSONS 

653 

137 

268 

124 

290 

245 

109 

81 

75 

291 

166 

341 

5 PERSONS 

376 

128 

164 

84 

226 

200 

99 

43 

40 

161 

87 

239 

6 PERSONS 

2a6 

61 

71 

60 

142 

90 

55 

37 

31 

85 

26 

126 

7 PERSONS 

147 

53 

22 

16 

52 

49 

16 

33 

22 

44 

9 

64 

8 PERSONS OR MORE 

247 

46 

24 

13 

67 

54 

35 

52 

! 25 

75 

17 

69 

MEDIAN* 













all OCCUPIED . 

3.5 

3.0 

2.6 

2.9 

2*9 

2.6 

2.8 

3.0 

1 2.6 

2.9 

3.1 

3.2 

OWNER 

3.0 

2.9 

2.4 

2.7 

2.9 

2.5 

2.8 

2.8 

! 2,5 

2.8 

2.6 

3.2 

RENTER . 

4.3 


3.7 

... 

... 

3.5 

... 

• . . 

... 

* * ' 

. . , 

... 

PERSONS PER ROOM 










1 



1.00 OR LESS 

2 617 

884 

1 500 

641 

1 823 

1 677 

780 

558 

530 

1 542 

643 

1 555 

1.01 OR MORE 

717 

203 

68 

105 

286 

206 

66 

100 

89 

284 

49 

312 

YEAR MOVED INTO UNIT 








1 

1 





OWNER occupied ..... . 

1 918 

963 

1 306 

674 

1 973 

1 610 

700 

530 

548 

1 640 

532 

1 712 

1958 TO MARCH i960 

273 

76 

128 

70 

287 

177 

70 

62 1 

67 

193 


205 

1954 TO 1957 

363 

136 

207 

110 

284 

189 

113 

58' 

85 

219 

44 

302 

1940 TO 1953 

843 

466 

622 

342 

865 

804 

243 

2331 

245 

737 

218 

79J 

1939 OR EARLIER 

439 

285 

349 

152 

537 

440 

274 

177' 

151 

491 

229 

41< 

RENTER OCCUPIED 

1 416 

124 

282 

72' 

136 

273 

146 

136* 

71 

186 

160 

15‘ 

1956 TO MARCH 1960 

710 

38 

85 

30 

56 

73 

49 

43 

19 

86 

50 

6{ 

1954 TO 1957 

386 

37 

53 

30 

16 

80 

17 

29 

9 

55 

35 

4( 

1940 TO 1953 . 

279 

40 

87 

12 

48 

88 

51 

38 

24 

26 

60 

3- 

1939 OR EARLIER. ... 

41 

9 

57 

... 

16 

32 

29 

26 

19 

19 

15 

i( 

RENT STATUS 













RENTER OCCUPIED 

1 416 

124 

282 

72 

136 

273 

146 

136 

71 

186 

160 

15! 

RENT PAID 

91 

13 

86 

17 

56 

147 

36 

20 

19 

66 

70 

3; 

NO CASH RENT 

1 325 

ill 

196 

55 

BO 

126 

108 

116 

52 

120 

90 

12; 



ivjuLssouri 


27-135 


county 


THE STATE 



ANDREW 

ATCHISON. . • . 

AUDRAIN . • . . 

Barry • • • * . 

barton 

Bates • • • • • 



boluinger • . . 
BOONE • • • • • 

BUCHANAN. ... 
BUTLER. .... 
CALDWELL. . . . 

Callaway. . . . 

CAMDEN 

cape GIRARDEAU. 
CARROLL .... 

carter 

CASS ••»... 
CEDAR 

CHARITON. . . . 
CHRISTIAN . ♦ . 

CLARK 

CLAY 

CLINTON .... 
COLE. • . • • . 
COOPER. .... 
CRAWFORD. . . . 
DADE. ..... 

DALLAS 


DAVIESS . 
DE KALB . 
DENT. . . 
DOUGLAS . 
DUNKLIN . 
FRANKLIN. 
GASCONADE 
GENTRY. . 
GREENE, . 
GRUNDY, . 

HARRISON. 
HENRY . . 
HICKORY . 
HOLT. . . 
HOWARD. , 
HOWELL, . 
IRON. , . 
JACKSON . 
JASPER. . 
JEFFERSON 


JOHNSON . 
KNOX, , . 
LACLEDE . 
LAFAYETTE 
LAWRENCE. 
LEWIS . , 
LINCOLN . 
LINN. . . 
LIVINGSTON 
MC DONALD 


MACON . . , 
MADISON . . 
MARIES. . . 
MARION. . , 
MERCER. , . 
MILLER. . . 
MISSISSIPPI 
MONITEAU. . 
MONROE. . . 
MONTGOMERY. 


MORGAN. . . 
NEW MADRID. 
NEWTON. , . 
NODAWAY . . 
OREGON, . . 
OSAGE , . . 
OZARK , . , 


PEMISCOT 
PERRY , 


PETTIS 


PHELPS, 
PIKE. , 
PLATTE, 
POLK. . 
PULASKI 
PUTNAM, 
RALLS . 
RANDOLPH 
RAY . , 
REYNOLDS 


Table 35.— Source of Water and Sewage Disposal, for Coltnties: I960 

[Based on sample; see text] 


ALL 

housing 

UNITS 

total^- 

S 

OURCE OF 

water 


SEWAGE DISPOSAL 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

INDIVIDUAL 

WELL 

OTHER 

PUBLIC 

SEWER 

SEPTIC 

TANK 

OR 

CESSPOOL 

OTHER 

OR 

NONE 

1 491 
7 

397 

283 

980 

7 

918 

283 

586 351 

4 522 

318 

2 

191 

568 

76 

376 

193 

459 

4 

342 

134 

254 

1 

019 

047 

267 

2 

557 

102 


147 

4 

147 

1 174 

2 

807 


166 


707 

1 

786 

1 

654 


516 

3 

516 

1 507 

1 

899 


110 

1 

264 

1 

025 

1 

227 

8 

956 

8 

956 

5 734 

3 

049 


173 

5 

609 

1 

464 

1 

883 


O 62 

7 

062 

2 804 

3 

512 


746 

1 

995 

2 

044 

3 

023 

4 

597 

4 

597 

2 227 

2 

229 


141 

1 

730 

1 

309 

i 

558 

6 

380 

6 

380 

2 733 

3 

403 


244 ! 

1 

742 

2 

080 

2 

558 

5 

290 

5 

290 

1 506 

3 

358 


426 


840 

1 

617 

2 

833 


405 

3 

405 

510 

1 

449 

i 

446 


34 

964 

2 

407 

17 

131 

17 

131 

12 914 

3 

756 


459 

11 

772 

2 

654 

2 

705 

31 

764 

3 

692 

580 

2 

635 


477 


100 

2 

082 

1 

510 

11 

934 

11 

934 

5 751 

4 

884 

i 

299 

3 

200 

3 

547 

5 

187 

3 

627 

3 

627 

1 119 

2 

422 


86 


486 

i 

509 

1 

632 

7 

170 

7 

170 

3 136 

3 

788 


246 

2 

755 

1 

899 

2 

516 

5 

689 

5 

689 

875 

4 

343 


471 


111 

3 

418 

2 

160 

13 

735 

13 

735 

9 722 

1 

847 

2 

166 

6 

672 

2 

069 

2 

994 

5 

264 

5 

264 

2 365 

2 

685 


214 

1 

912 

1 

372 

1 

980 

1 

587 

1 

587 

362 


968 


257 


6 


534 

1 

047 

9 

824 

9 

824 

5 145 

4 

284 


395 

3 

943 

3 

513 

2 

368 

4 

013 

4 

013 

1 602 

2 

253 


158 

1 

201 


805 

2 

007 

5 

006 

5 

006 

1 69B 

3 

097 


211 

1 

052 

1 

506 

2 

448 

4 

341 

4 

341 

1 329 

2 

148 


664 


304 

2 

090 

1 

947 

3 

266 

3 

266 

786 

2 

331 


149 


773 


861 

1 

632 

27 

290 

10 

215 

7 263 

2 

449 


503 

5 

128 

3 

521 

1 

566 

4 

398 

4 

398 

2 361 

1 

947 


90 

1 

948 

1 

140 

1 

310 

12 

039 

12 

039 

S 615 

2 

191 

1 

233 

8 

082 

2 

214 

1 

743 

5 

457 

5 

457 

3 097 

1 

941 


419 

2 

481 


895 

2 

081 

5 

494 

5 

494 

1 846 

2 

154 

1 

494 

1 

040 

1 

869 

2 

585 

3 

155 

3 

155 

967 

2 

035 


153 


624 


984 

1 

547 

3 

680 

3 

680 

688 

2 

836 


156 


313 

1 

258 

2 

IO 9 

3 

969 

3 

969 

820 

2 

996 


153 


565 

1 

141 

2 

263 

2 

896 

2 

896 

749 

2 

034 


113 


401 

1 

150 

1 

345 

4 

172 

4 

172 

1 590 

1 

285 

1 

297 

i 

170 

1 

893 

2 

109 

3 

546 

3 

546 

689 

2 

361 


496 


562 


840 

2 

144 

12 

940 

12 

940 

5 656 

4 

879 

2 

405 

4 

096 

3 

422 

5 

422 

15 

595 

15 

595 

7 846 

4 

757 

2 

992 

6 

631 

4 

637 

4 

327 

4 

672 

4 

672 

2 467 

1 

390 


815 

1 

985 


965 

1 

722 

3 

720 

3 

720 

1 638 

1 

9B6 


96 

1 

088 


966 

1 

666 

44 

062 

10 

072 

2 343 

7 

042 


687 


649 

6 

595 

2 

828 

5 

000 

5 

000 

2 783 

2 

149 


68 

2 

466 


769 

1 

765 

4 

915 

4 

915 

1 210 

3 

579 


126 

1 

199 

1 

lOS 

2 

608 

7 

649 

7 

649 

4 472 

2 

910 


267 

3 

299 

1 

719 

2 

631 

1 

984 

1 

984 

70 

1 

857 


57 


• . * 


646 

1 

338 

3 

379 

3 

379 

1 346 

1 

605 


226 


540 

1 

392 

1 

447 

3 

898 

3 

898 

1 831 

1 

841 


226 

1 

595 


653 

1 

650 

7 

987 

7 

987 

3 533 

3 

116 

1 

338 

2 

265 

2 

012 

3 

710 

3 

066 

3 

066 

702 

1 

886 


478 


486 


989 

1 

591 

225 

714 

57 

452 

52 530 

2 

987 

1 

935 

36 

546 

17 

932 

2 

974 

30 

044 

30 

044 

24 492 

5 

226 


326 

20 

764 

6 

395 

2 

BB5 

22 

074 

22 

074 

7 132 

8 

848 

6 

094 

5 

032 

12 

024 

5 

018 

9 

159 

9 

159 

5 457 

3 

473 


229 

4 

597 

2 

163 

2 

399 

2 

624 

2 

624 

545 

i 

916 


163 


518 


589 

1 

517 

6 

703 

6 

703 

3 334 

2 

808 


561 

2 

460 

1 

650 

2 

573 

9 

010 

9 

OlO 

5 533 

2 

812 


665 

4 

293 

2 

497 

2 

220 

a 

510 

8 

510 

4 777 

3 

445 


288 

3 

347 

3 

007 

2 

156 

3 

864 

3 

864 

1 627 

2 

072 


165 

1 

223 

1 

154 

1 

487 

6 

294 

6 

294 

1 602 

3 

790 


902 

1 

241 

1 

851 

3 

202 

6 

737 

6 

737 

4 051 

2 

513 


173 

2 

936 

1 

664 

2 

137 

5 

953 

5 

953 

3 453 

2 

259 


241 

3 

212 


912 

1 

829 

4 

773 

4 

773 

1 550 

2 

735 


488 


26 

2 

835 

1 

912 

6 

737 

6 

737 

2 638 

3 

823 


276 

1 

990 

1 

630 

3 

117 

3 

518 

3 

518 

1 369 

1 

738 


411 

1 

166 


940 

1 

412 

2 

578 

2 

578 

538 

1 

650 


390 


386 


539 

1 

653 

10 

747 

10 

747 

8 475 

1 

701 


571 

7 

724 

1 

265 

1 

758 

2 

383 

2 

383 

511 

1 

774 


98 


408 


275 

1 

700 

4 

804 

4 

804 

1 576 

2 

886 


342 

1 

208 

1 

736 

1 

860 

6 

173 

6 

173 

2 578 

2 

234 

1 

361 

1 

856 

1 

545 

2 

772 

3 

928 

3 

928 

1 823 

1 

945 


160 

1 

424 


845 

1 

659 

4 

090 

4 

090 

1 304 

2 

670 


116 

1 

172 


897 

2 

021 

4 

361 

4 

361 

1 477 

2 

654 


230 

1 

171 

1 

093 

2 

097 

4 

634 

4 

634 

i 235 

3 

163 


236 


842 

1 

936 

1 

856 

9 

666 

9 

686 

3 292 

3 

983 

2 

411 

1 

534 

2 

304 

5 

548 

10 

859 

10 

859 

5 097 

5 

390 


372 

3 

044 

5 

138 

2 

677 

7 

673 

7 

673 

3 039 

4 

496 


138 

2 

686 

2 

221 

2 

766 

3 

807 

3 

807 

1 103 

1 

596 

1 

108 


548 

1 

026 

2 

233 

3 

564 

3 

564 

666 

i 

812 

1 

066 


371 

1 

009 

2 

164 

2 

917 

2 

917 

133 

2 

439 


345 


5 

1 

106 

1 

806 

12 

056 

12 

056 

4 845 

4 

760 

2 

451 

3 

325 

1 

943 

6 

788 

4 

685 

4 

685 

1 836 


765 

2 

084 

1 

330 


680 

2 

675 

12 

719 

12 

719 

9 346 

3 

202 


171 

8 

152 

2 

002 

2 

565 

8 

459 

8 

459 

4 704 

2 

974 


781 

4 

131 

2 

102 

2 

226 

6 

229 

6 

229 

3 051 

2 

850 


328 

2 

599 

1 

113 

2 

517 

7 

595 

7 

595 

3 796 

2 

600 

1 

199 

1 

701 

3 

869 

2 

025 

5 

456 

5 

456 

1 780 

3 

515 


161 

1 

282 

1 

840 

2 

334 

9 

173 

9 

173 

5 555 

3 

022 


596 

4 

934 

2 

297 

1 

942 

2 

897 

2 

897 

825 

1 

992 


80 


767 


366 

1 

764 

3 

044 

3 

044 

749 

2 

064 


231 


411 

1 

051 

1 

582 

8 

587 

8 

587 

5 698 

2 

779 


110 

4 

993 

1 

298 

2 

296 

6 

050 

6 

049 

2 865 

2 

882 


302 

1 

778 

2 

032 

2 

239 

1 

895 

1 

895 

294 

1 

250 


351 


20 


693 

1 

182 


Excludes units in places of 50,000 inhabitants or more; see text, 


SOURCE OF WATER 


SEWAGE DISPOSAL 


COUNTY 

ALL 

HOUSING 

1 UNITS 

TOTALl 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

INDIVIDUAL 

WELL 

OTHER 

PUBLIC 

SEWER 

SEPTIC 

TANK 

OR 

CESSPOOL 

OTHER 

OR 

NONE 

RIPLEY 

3 

650 

3 

650 


721 

! 1 

860 

1 

069 


605 


597 

2 

448 

ST CHARLES 

16 

501 

16 

501 

9 

671 

5 

026 

1 

804 

8 

563 

5 

391 

2 

547 


4 

092 

4 

092 

1 

061 

2 

674 


357 


213 

1 

368 

2 

511 

ST FRANCOIS . • 

12 

177 

12 

177 

8 

460 

2 

989 


728 

4 

844 

4 

381 

2 

952 

ST LOUIS COUNTY 

207 

408 

207 

313 

197 

495 

5 

838 

3 

980 

167 

425 

33 

300 

6 

588 

ST LOUIS CITY 

262 

984 


• • • 


• • • 


t ■ • 


• • • 


• • • 


021 


t 1 • 

STE GENEVIEVE 

3 

781 

3 

781 

1 

59 B 

1 

147 

1 

036 

1 

256 

1 

1 

504 

SALINE 

a 

686 

8 

686 

5 

186 

3 

074 


426 

4 

720 

1 

361 

2 

605 


2 

053 

2 

053 


298 

1 

707 


48 


146 


661 

1 

246 


2 

630 

2 

630 


815 

1 

759 


56 


790 


364 

1 

476 

SCOTT 

10 

328 

10 

328 

6 

985 

1 

996 

1 

347 

5 

615 

2 

324 

2 

389 

shannon 

2 

591 

2 

591 


605 

1 

343 


643 


5 


789 

1 

797 

SHELBY. ... 

3 

634 

3 

634 

1 

401 

2 

180 


53 

1 

167 


953 

1 

514 

STODDARD. . 

9 

781 

9 

781 

3 

962 

4 

168 

1 

651 

2 

116 

3 

063 

4 

602 

STONE .... 

2 

962 

2 

962 


735 ; 

1 

302 


925 


224 

1 

112 

1 

626 

SULLIVAN . . 

3 

706 

3 

706 


859 

2 

717 


130 


563 


792 

2 

351 

TANEY 

4 

265 

4 

265 

1 

517 

2 

284 


464 


738 

1 

956 

1 

571 

TEXAS 

6 

659 

6 

659 

1 

767 

4 

189 


703 

1 

091 

1 

853 

3 

715 

VERNON 

7 

458 

7 

458 

3 

637 

3 

584 


237 

3 

013 

1 

778 

2 

667 

warren 

3 

019 

3 

019 

1 

062 

1 

565 


392 


859 


828 

1 

332 

WASHINGTON 

4 

961 

4 

961 


999 

2 

890 

1 

072 


555 

1 

495 ; 

2 

911 

WAYNE 

3 

561 

3 

561 


733 

2 

216 


612 


336 


999 

2 

226 

WEBSTER 

5 

034 

5 

034 

1 

386 

3 

074 


574 


960 

1 

427 1 

2 

647 

WORTH 1 

1 

628 

1 

628 


542 

1 

044 


42 


147 


600 


881 


5 

135 

5 

135 

1 

872 

2 

929 


334 

1 

263 

1 

169 

2 

703 


1 EXCLUDES UNITS IN PLACES OF 50,000 INHABITANTS OR MORE I SEE TEXT. 


I 
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Table 36— Characteristics OF Housing Units With Nonwhite Household 
FOR Places With 100 to 400 Such Units: I960 
shown for places of 2.600 inhabitants or more. “U” denotes an unincorporated place] 


Heads, 


Tenure 
Condition and 
Plumbing 


Rooms 

Persons 

Persons per Room 


SUBJECT 


ALL occupied UNITS 

tenure 


OWNER OCCUPIED . 
RENTER OCCUPIED, 


CONDITION AND PLUMBING 


SOUND. 

WITH ALL PLUMBING FACILITIES , 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


ROOMS 


ROOM 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 


a ROOMS OR MORE. 
MEDIAN 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS. . . . . 

5 PERSONS 

6 PERSONS OR MORE. 

MEDIAN 


persons per ROOM 


0.50 OR LESS 
0,51 TO 0.75 
0.76 TO 1.00 
1.01 TO 1.50 
1.51 OR MORE 


BOONVILLE 


227 


90 

137 


53 

38 

15 

57 

23 

34 

117 


12 

43 

67 

48 

37 

13 

1 

6 

3,4 


67 

71 

30 

22 

12 

25 

2.2 


breck- 

ENRIDGE 

HILLS 


125 


116 

9 


109 

108 

1 

14 

13 

1 

2 


1 

2 

24 

88 

8 

1 

1 

4.9 


6 

35 

24 

20 

11 

29 

3.4 


133 

65 


126 

118 

8 

33 

22 

11 

39 


10 

30 

95 

42 

14 

3 


26 

68 

44 

IS 

15 

27 

2.6 


77 

46 

38 

22 

15 


all OCCUPIED Units , . 
tenure 

OWNER OCCUPIED 

renter OCCUPIED 

CONDITION AND PLUMBING 


184 

117 


182 

91 


SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


140 

133 

7 

100 

77 

23 

61 


39 

15 

24 

83 

6 

77 

8 


151 

123 

28 

68 

40 

28 

54 


ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . • . 

4 ROOMS. . . . 

5 ROOMS. . • . 

6 ROOMS, . , . 

7 ROOMS. . • . 

8 ROOMS OR MORE 
MEDIAN .... 


PERSONS 


1 PERSON . • . . . 

2 PERSONS 

3 persons 

4 PERSONS 

5 PERSONS 

6 PERSONS OR MORE 

MEDIAN 


PERSONS PER ROOM 

0.50 OR LESS 

0,51 TO 0.75 

0.76 TO 1.00 

1,01 TO 1.50 

1.51 OR MORE 


9 

4 

17 

21 

40 

35 

104 

40 

78 

17 

39 

12 

8 

• * • 

6 

1 

4.3 

3.6 

86 

34 

95 

30 

45 

16 

23 

15 

22 

17 

30 

18 

2.2 

2.6 

174 

54 

42 

17 

47 

20 

25 

14 

13 

25 


11 

13 

37 
64 
82 

38 
17 
11 

4.6 


46 

78 

38 
30 

39 
42 

2.8 


106 

56 

65 

29 

17 


CAPE GIRAR- 
DEAU 

CHILLI- 

COTHE 

moi 

FESTUS 

r 

FULTON 

HAYTI 

INDEPEND- 

ENCE 

294 

100 

IHH 

104 

290 

283 

257 

111 

67 

92 

63 

173 

67 

161 

163 

33 

97 

41 

117 

216 

96 

59 

32 

58 

20 

106 

55 

106 

36 

28 

24 

17 

85 

18 

89 

23 

4 

34 

3 


37 

17 

64 

29 

71 

8 


137 

50 

20 

18 

2 

7 


il 

32 

44 

11 

69 

1 


126 

18 

171 

39 

60 

76 

80 

91 

101 

22 

6 

3 

1 

2 

61 

6 

36 

6 

29 

7 

25 

66 

21 

62 

7 

53 

20 


66 

46 

99 

31 

69 

33 


45 

54 

30 

25 

25 

23 


26 

72 

31 

19 

7 

12 


12 

36 

4 

3 

1 

3 


3 

IS 

10 

3 

2 

5 


4 

7 

3.8 

4.5 

3.6 

4.2 

4.1 

2.7 

4.5 

87 

33 

58 

20 

52 

104 

64 

73 

32 

52 

19 


73 

92 

42 

8 

23 

25 


33 

36 

20 

11 

12 

12 


25 

25 

19 

6 

15 

13 


10 

14 

53 

10 

29 

15 


38 

26 

2,3 

2,0 

2.2 

3.0 


2.0 

2.2 

128 

59 

87 

43 

120 

88 

138 

37 

13 

30 

19 

49 

34 

40 

48 

17 

28 

19 

53 

89 

47 

36 

5 

12 

8 

38 

26 

18 

45 

6 

32 

15 

30 

46 

14 

LEXINGTON 

LIBERTY 

LOUISIANA 

MARSHALL 

MEXICO 

moberly 

new MADRID 

190 

118 

150 

222 

376 

278 

249 

110 

79 

70 

101 

180 

116 

66 

80 

39 

80 

121 

196 

162 

183 

117 

45 

68 

22 



68 

58 

40 

55 

18 



15 

59 

5 

13 

4 



53 

56 

51 

37 

73 



160 

12 

29 

16 

46 

44 

21 

18 

44 

22 

21 

27 

38 

80 

142 

17 

22 

45 

127 

117 

72 

21 

5 


4 

3 

17 

8 

24 

22 

**6 

20 

23 

49 

28 

72 

43 

21 

35 

55 

71 

58 

54 

53 

48 

55 

77 

111 

91 

66 

36 

32 

25 

36 

73 

42 

22 

16 

7 

6 

20 

34 

33 

9 

13 

3 

4 

7 

13 

10 

2 

2 

1 

1 

1 

8 

8 

... 

4.0 

4.2 

3.8 

3.9 

4.0 

4.0 

3.0 

61 

18 

46 

60 

75 

73 

77 

67 

32 

58 

75 

111 

93 

54 

24 

22 

14 

33 

55 

29 

31 

8 

13 

13 

26 

43 

31 

27 

11 

11 

6 

13 

22 

15 

21 

19: 

22 

13 

15 

70 

37 

39 

2.0 

2.9 


2.2 

2.5 

2.2 

2,4 

113 

43 


115 

147 

129 

79 

27 

25 


38 

54 

45 

36 

21 

22 


36 

75 

56 

55 

I2i 

9 


18! 

45 

26 

28 

17 

19 


15 

55 

22 

51 




















Table 36. — Characteristics of Housing Units With Nonwhite Household Heads, 
FOR Places With 100 to 400 Such Units: 1960 — Con. 

[Data shown for places of 2,500 inhabitants or more. “U” denotes an unincorporated place] 


Tenure 

Condition and 
Plumbing 


Rooms 

Persons 

Persons per Room 
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Table 37. — Characteristics of Housing Units With Nonwhite Household Heads, for SMSA.’s 
AND Places With 400 to 2,000 Such Units: 1960 
[Data shown for places of 2,500 inhabitants or more. Some data based on sample ; see text. “U” denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 

Value 

Gross Rent 



SMSA»S 

PLACES 


ST 

JOSEPH 

SPRING- 
FIELD E 

CARUTH- C 

:rsville 

IHARLES- 
TON C 

JEFFER- 

IOLUHBIA HANNIBAL SON CITY KINLOCH 

ST 

JOSEPH 

SEDALIA SIKESTON 

SPRING- 

FIELD 

ALL OCCUPIED UNITS 

795 

692 

695 

522 

807 474 460 1 668 

789 

545 557 

675 


OWNER OCCUPIED . 

renter occupied. 


CONDITION AND PLUMBING 


SOUND . 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

deteriorating 

WITH ALL PLUMBING FACILITIES . 

lacking some or all facilities 

DILAPIDATED. .......... 


WATER supply 

hot and cold piped water INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER ... 


TOILET FACILITIES 


FLUSH TOILET t EXCLUSIVE USE. . . 

flush TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

bathtub or shower, exclusive USE 
BATHTUB OR SHOWER. SHARED. . . . 
NO bathtub OR SHOWER 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS. . • . . 

6 ROOMS 

7 ROOMS 

B ROOMS OR MORE. 


UNITS IN structure 


1. INCL. TRAILER 



3 AND 

5 OR MORE. . . . 


YEAR STRUCTURE BUILT 


1955 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 . • . 
1939 OR EARLIER. . 


552 

499 

BO 

55 

203 

177 

128 

242 

31 

9 

361 

81 

10 

37 

126 

144 


370 

587 

524 

58 

60 

51 

32 

1 019 

213 

49 

20 

45 

37 

159 

44 

61 

380 

153 

129 

648 

176 

66 

228 

221 

49 

131 

99 

42 

48 

25 

27 

52 

25 


1 PERSON 

2 PERSONS 

3 PERSONS. . . . . 

4 PERSONS 

5 PERSONS 

6 PERSONS. . . . . 

7 PERSONS 

8 PERSONS OR MORE. 


PERSONS PER ROOM 


0.50 OR LESS 
0.51 TO 0.75 
0.76 TO 1.00 
1.01 TO 1.50 
1.51 OR MORE 


owner occupied 

LESS THAN $5t000 . 

55.000 TO S9.900 . 

510.000 TO $14,900 
$15,000 TO $19,900 
$20,000 TO $24,900 
$25,000 OR MORE. . 


RENTER OCCUPIED 
LESS THAN $20, . . 
$20 TO $29 .... 
$30 TO $39 .... 
$40 TO $49 ... . 
$50 TO $59 .... 
$60 TO $79 .... 
$80 TO $99 .... 
*iOO OR MORE . . . 
NO cash rent . . . 




Table 38. Characteristics of Housing Units With Nonwhite Household Heads, for SMSAs 

AND Places With 2,000 or More Such Units: 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure 

Condition & Plumb. 


W-iter Supply 
Toilet Faciliti( 


Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Trailer 

Year Structure 
Built 
Persons 

Persons per Room 


all occupied units 


OWNER OCCUPIED . 
RENTER OCCUPIED, 


CONDITION AND PLUMBING 


owner occupied 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


RENTER OCCUPIED . 

SOUND * 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. ... * 


WATER SUPPLY 


HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 
PIPED WATER OUTSIDE STRUCTURE. ...... 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOILET I EXCLUSIVE USE. . . 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER. EXCLUSIVE USE 
bathtub or SHOWER. SHARED. , . . 
NO BATHTUB OR SHOWER 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. 
MEDIAN . . . * . 


SMSA'S 

PLACES 

SUBJECT 

KANSAS 

CITY 

ST 

LOUIS 

KANSAS 

CITY 

ST 

LOUIS 


35 244 

82 093 

25 719 

60 240 

UNITS IN STRUCTURE 











17 610 

27 418 

11 644 

16 104 


17 634 

54 675 

14 075 

44 136 

















17 647 

27 448 

11 702 

16 138 


13 178 

18 638 

9 068 

12 597 

YEAR structure BUILT 

12 610 

16 689 

8 783 

11 912 


568 

1 949 

283 

685 


3 412 

6 660 

2 118 

3 074 


2 883 

3 965 

1 928 

2 449 


529 

2 695 

190 

625 


1 057 

2 150 

516 

467 







17 661 

54 466 

14 104 

44 003 


10 187 

29 239 

8 630 

25 569 


7 617 

22 437 

6 470 

20 070 


2 570 

6 802 

2 160 

5 499 


5 635 

17 968 

4 339 

13 837 


3 337 

6 526 

2 638 

5 608 


2 298 

11 442 

1 701 

8 229 


1 839 

7 259 

1 135 

4 597 

persons 











32 679 

58 887 

24 708 

47 561 


2 205 

20 156 

1 020 

12 544 


130 

1 169 

4 

9 


294 

1 702 

74 

27 

















29 519 

66 463 

21 672 

51 772 : 


4 B6B 

9 414 

5 970 

8 159 1 

PERSONS PER ROOM 

921 

6 037 

164 

210 











0.51 TO 0.75 






28 513 

58 835 

21 078 

46 307 

1.01 TO 1.50 

4 866 

B 825 

4 007 

7 827 


1 929 

14 254 

721 

6 007 


973 

2 801 

860 

2 267 


3 375 

8 757 

2 781 

6 974 


5 333 

23 339 

4 004 

17 893 


6 511 

21 520 

4 614 

14 722 


8 206 

13 906 

5 421 

9 990 


5 247 

6 489 

3 661 

4 382 


2 990 

2 570 

2 365 

1 823 


2 673 

2 532 

2 100 

2 090 


4.7 

3.8 

4.6 

3.7 



Table 39. Financial Characteristics of Housing Units W ith Nonwhite Household Heads, 

FOE. SMSA’s AND Places With 2,000 or More Such Units: 1960 


ALL occupied UNITS 


OWNER OCCUPIED 
LESS THAN $5,000 . 
$5,000 TO $7,400 . 
$7,500 TO $9,900 . 
$10,000 TO $12,400 
$12,500 TO $14,900 
$15,000 TO $17,400 
$17,500 TO $19,900 
$20,000 TO $24,900 
$25,000 TO $34,900 
$35,000 OR MORE. . 


SMSA’S 

PLACES 

KANSAS 

ST 

KANSAS 

ST 

CITY 

LOUIS 

CITY 

LOUIS 

35 244 

82 093 

25 719 

60 240 • 

15 863 

21 104 

10 390 

10 555 

2 714 

5 770 

1 252 

714 

4 162 

4 250 

2 490 

1 557 

5 010 

3 765 

3 758 

2 477 

2 506 

3 389 

1 946 

2 709 

782 

2 129 

561 

1 731 

337 

998 

189 

815 

104 

361 

79 

296 

61 

288 

36 

175 

55 

92 

39 

63 

52 

62 

32 

18 

8 000 

7 900 

a 500 

10 500 1 


renter occupied 

LESS THAN $20. . . 
520 TO $29 . • • . 
$30 TO $39 , 
$40 TO. $49 ... . 
$50 TO $59 .... 
$60 TO $69 .... 
$70 TO $79 .... 
$80 TO $99 ... . 
$100 TO $119 • . . 
$120 TO $1^9 . . . 
$150 TO $199 . • . 
$200 OR MORE • . . 
NO CASH RENT . . . 


SMSA 

' S 

KANSAS 

ST K 

C ITY 

LOUIS 

18 440 

28 265 

2 526 

7 267 

3 868 

19 076 

4 198 

13 579 

3 440 

5 927 

2 864 

7 705 

9 

27 

35 300 

81 914 

146 

353 

586 

1 935 

1 459 

5 206 

1 367 

5 060 

4 401 

7 524 

27 349 

61 036 

17 647 

27 448 

528 

1 096 

764 

1 122 

840 

2 230 

15 515 

23 000 

> 7 407 

14 232 

» 9 673 

21 285 

. 5 531 1 

13 301 

. 3 934 

9 692 

, 2 735 

7 507 

, 2 434 

5 785 

. 1 419 

3 747 

, 2 175 

6 365 

. 2.6 

2,9 

. 15 988 

25 319 

, 6 189 

16 387 

. 6 787 

17 269 

. 3 920 

11 230 

. 2 424 

11 709 


11 210 12 133 

2 015 5 484 

3 151 17 403 

3 509 12 511 
3 143 5 056 

2 829 7 521 

5 


25 806 60 141 


1 007 3 093 

780 1 499 


3 539 3 796 

20 051 50 870 


11 702 16 138 
290 145 

426 99 

453 322 

10 533 15 572 


5 916 10 769 

6 966 15 577 

3 963 9 865 


2 850 7 125 

1 990 5 447 


1 726 4 176 

917 2 710 


1 478 4 472 


11 788 18 205 

4 564 12 256 

5 196 12 976 

2 728 a 076 
1 530 8 626 


Value 
Gross Rent 


SMS/ 

^’S 

KANSAS 

ST 

CITY 

LOUIS 

17 661 

54 466 

42 

361 

626 

2 214 

1 936 

5 916 

3 224 

U 413 

3 674 

9 560 

2 970 

8 434 

1 963 

6 617 

1 729 

6 735 

435 

1 480 

162 

266 

41 

40 

: 859 

1 430 

. 1 57 

57 


KANSAS ST 
CITY LOUIS 


APPENDIX 


f ^ ^ Percent of Allocation for Nonresponse or Inconsistency, for the State, by Size of Place: 1960 

(L«a ers (. . .) .oat. that the .tetr. ia not applicable or that it 1., not poM,^ ^ tW., for the pven an^,. The hose on which the perc«h^e L, ormputed in expretsed an a code which appeara in 

the hrst colimui. The legend for the codes follow-a the table] 


SUBJECT 


OCCUPANCY CHARACTERISTICS 


tenure 

YEAR MOVED INTO UNIT. 

VACANCY STATUS! 

FOR SALE ONLY . . . 

FOR RENT 

OTHER 

DURATION OF VACANCY . 


STRUCTURAL CHARACTERISTICS 


BASEMENT 

bedrooms 

ROOMS !!!!!! 

TRAILERS: ON PERMANENT FOUNDATION OR MOBILE 

UNITS IN STRUCTURE 

YEAR STRUCTURE BUILT 


CONDITION AND PLUMBING FACILITIES 


BATHING FACILITIES. 

BATHROOMS 

CONDITION OF UNIT . 
SEWAGE DISPOSAL . . 
SOURCE OF WATER . . 
TOILET FACILITIES . 
WATER SUPPLY. . . . 


EQUH=»MENT 


AIR CONDITIONING. . . . 
AUTOMOBILES AVAILABLE . 

CLOTHES DRYER 

CLOTHES WASHING MACHINE 
HEATING EQUIPMENT . . . 
HOME FOOD FREEZER . . , 

radio sets 

telephone available . . 
television sets . . . . 


COOKING FUEL. , . 
HEATING FUEL. . . 
WATER HEATING FUEL 


FINANCIAL CHARACTERISTICS 


CONTRACT RENT 
VALUE .... 


BASE 

(code) 

THE 

state 


INSIDE SMSA 

'S 


1 PLACES OF 1,000 TO 

50,000 INHABITANTS 

total 

PLACES OF 
50,000 

1 NHAB 1 T- 
ANTS 

OR MORE 

balance 

OUTSIDE 
SUSA ‘ S 

25.000 

TO 

50.000 

10,000 

TO 

25,000 

2,500 

TO 

10,000 

1 ,000 
TO 

2,500 

2 

1.8 

2.3 

2.9 

1.1 

1.3 

1.2 

1.1 

1.2 

1 . 2 


3.2 

4.1 

4.8 

2.8 

2.0 

2.8 

2.4 

2.5 


4 

16.6 

8.9 

14.6 

^.6 

2S.4 

3.0 

7.8 

c,3 

10.0 


7,7 

9.7 

10.8 

3.B 

4.3 

3.2 

3.B 



6 

2.5 

4.8 

7.2 

1.7 

1.7 

2, 1 

2.2 

2,7 


3 

27,1 

29.4 

32.2 

21.5 

23.1 

18. 5 

. . . 


. . . 

1 

3o5 

4.1 

5.0 

2.4 

2.7 

2.3 

2.0 



1 

6.3 

7.3 

8.7 

4,8 

5.0 

5.4 

4.9 



1 

1.1 

1.2 

1.5 

0.6 

0.8 

0,7 

0,6 

1.3 

1.5 

7 

20.5 

16.4 

14.8 

17,0 

25.1 


... 



1 

3.8 

5.2 

6.9 

2.0 

2, 1 

2.2 

1.9 

1.9 

. . . 

1 

4.1 

4.6 

5.5 

2.9 

3.4 

2.5 

2.4 

2.7 

• « « 

1 

1.3 

1.4 

1.7 

0.9 

1.2 

0.9 

0.9 

1.6 


1 

10.5 

11.5 

14,7 

5.9 

9.2 

6,4 

7,2 

9.0 

t . . 

1 

0,8 

0.9 

1.0 

0.8 

0.7 

0.8 

0,9 

1.7 

1.9 

1 

2.5 

. . . 

... 

. . . 

, , , 

2.0 

1.9 

2.0 


1 

2.2 

. • . 

... 

• • • 

• ■ • 

2.1 

1 .9 

1,9 

« • • 

1 

1.1 

1.1 

1.3 

i 0.7 

1 1 .0 

0.9 

0.8 

1.4 

« * • 

1 

1-3 

1.5 

1.7 

! 0.7 

1.2 

1.0 

0.9 

1.8 

... 

2 

3.3 

‘^.3 

5.2 

2.5 

2.1 

2.7 




2 

8.8 

8.1 

8.2 

7.8 

9.8 

8,4 

... 

» • • 

... 

2 

4.1 

5.1 

5.8 

3.7 

2.8 

... 

... 

... 


2 

3.4 1 

4.1 

4,9 

2,5 

2.4 

• • • 

... 

... 

• . • 

1 

3.7 

4.4 

5.4 

2.5 

2.8 

2.6 

2.3 

2.5 


2 

3.8 

4.9 

5.9 

3.0 

2.3 

... 

... 

... 


2 

3.3 

4.2 

5.1 

2.5 

2.2 

• • • 

. • , 

... 


2 

3.4 

4.0 

4.9 

2.5 

2.5 

... 

... 

• • • 


2 

4.1 

4.8 

5.6 


3.1 





2 

3.7 

4.7 

5.8 

2,6 

2.3 





2 

4.1 

4.7 

5,7 

2,8 

3.*^ 

... 

... 

... 

4 . . 

2 

15.6 

9.6 

11.0 

6.9 

23.9 





8 

8.5 

6.4 

5,7 

10,5 

13.5 

11.5 

11.5 

10.2 


9 

3.6 

2.8 

2.9 

2.7 

4.9 

2.3 

2.4 

2,8 



CODE BASE 

1 ALL HOUSING UNITS 

2 OCCUPIED HOUSING UNITS 

3 VACANT AVAILABLE FOR RENT OR SALE 

VACANT AVAILABLE FOR SALE ONLY 

5 VACANT AVAILABLE FOR RENT 

6 VACANT YEAR-ROUND UNITS OTHER THAN AVAILABLE UNITS 

^ OCCUPIED TRAILERS 

8 RENTER-OCCUPIED AND VACANT AVAI LABLE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 

9 OWNER-OCCUPIED AND VACANT AVAI LABLE-FOR-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 
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STANDARD METROPOLITAN STATISTICAL AREAS AND THEIR CONSTITUENT PARTS 


Billings, Mont.; Yellowstone County, Mont. 
Great Falls, Mont.: Cascade County, Mont. 


URBANIZED AREAS AND COUNTIES IN WHICH THEY ARE LOCATED 


Billings, Mont.: Part of Yellowstone County, Mont. 
Great Falls, Mont.: Part of Cascade County, Mont. 




MONTANA- STANDAUD METROPOLITAN STATISTICAL AREAS. COUNTIES. AND PLACES OF 10,000 OR MORE 



Places of 50,000 to 100,000 
Places of 25,000 to 50,000 
Places of 10,000 to 25,000 
Standard Metropolitan Statistical Areas 





























JLaUX\^ X jLJLipXVXO i. J.V..U9) LJ^n.±*^y W wi-»* ****^ ^ 

AND Places of 10,000 Inhabitants or More: I960 

[Some data based on sample; see text. “U” denotes an unincorporated place. Plus (+) or minus (— ) after number indicates median above or below that number. Percent not shown where 

less than 0.1] 
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THE state 

233 310 

4.3 

82.8 

24.0 

68. 0 

202 240 

2,9 

14.9 

35.9 

2.3 

64.0 

36.0 

10 900 

66 

1,4 

9,3 

URBAN 

117 050 

4.3 

72,5 

24.2 

76,4 

107 514 

2.7 

12.2 

39.1 

1.0 

59.0 

41.0 

12 500 

67 

1.3 

10,2 

RURAL . 

116 260 

4.4 

93,3 

23.9 

59,6 

94 726 

3,2 

17,9 

32.3 

3.6 

69,6 

30.4 

B 100 

62 

1.5 

7,9 

NONFARM 

87 577 

4.2 

91,6 

26,5 

58.0 

66 043 

3.0 

18.8 

38.8 

4.4 

65.4 

34.6 

B 100 

62 

2.2 

9.8 

OCCUPIED FARM 

2B 683 

5.2 

98.5 

16.1 

64.5 

28 683 

3.4 

15.8 

17,2 

2.0 

79.3 

20.7 

... 

... 

... 

... 

INSIDE SMSA»S 

49 919 

4.4 

75.0 

34.9 

73.7 

46 087 

3.0 

13.8 

42.8 

1.2 

59.1 

40.9 

14 200 

73 

1.4 

5.9 

IN central cities. . . . 

36 226 

4.3 

70.3 

33.3 

76.4 

34 328 

2.8 

1.1.6 

44.1 

1.2 

56.2 

43.8 

15 200 

72 

1.6 

6,2 

NOT IN CENTRAL CITIES. . 

13 693 

4.4 

87,6 

39.3 

66.6 

11 759 

3.6 

20,3 

38. 6 

1.0 

67.7 

32.3 

11 100 

70 

0.9 

4,9 

OUTSIDE SMSAtS 

183 391 

4.3 

85.0 

21.1 

66.5 

156 153 

2.9 

15,2 

33,9 

2.6 

65.4 

34.6 

9 BOO 

63 

1.4 

10.5 

STANDARD METROPOLITAN 

















STATISTICAL AREAS ‘ 

















BILLINGS 

25 833 

4.6 

78.6 

37.1 

76.0 

23 900 

3.1 

12.1 

40.9 

0.9 

62,0 

38,0 

14 700 

72 

1.4 

6,5 

GREAT FALLS 

24 086 

4.2 

71,2 

32.6 

71.2 

22 187 

2,9 

15.6 

44.8 

1.5 

56.0 

44.0 

13 500 

73 1 

1.4 

5.3 

PLACES 

















ANACONDA 

4 316 

4.1 

72.3 

11.9 

78,2 

3 846 

2.5 

13,3 

25.2 

0.6 

59,3 

40.7 

10 700 

55 

0.8 

20.2 

BILLINGS 

17 713 

4.6 

71,4 

36.5 

79.7 

16 715 

2.8 

Q.3 

42.7 

1.1 

58.1 

41,9 

15 900 

73 

1.6 

6.5 

BOZEMAN 

4 353 

4.4 

58,4 

19.2 

83.5 

4 099 

2,5 

7,4 

45.4 

0.5 

51.5 

48. 5 

14 300 

67 

2,5 

4,5 

BUTTE 

12 316 

4.0 

65,4 

5.4 

6S.2 

9 969 

2.5 

ii.4 

29.1 

0,7 

53.6 

46,4 

8 100 

52 

1.0 

24.9 

GREAT FALLS 

18 513 

4.1 

69,2 

30.3 

73,3 

17 613 

2,8 

13,8 

45.4 

1.3 

54.4 

45.6 

14 200 

71 

1.6 

5.9 

HAVRE 

3 435 

4.2 

60,8 

29.3 

76.5 

3 212 

2.9 

14.5 

38.0 

2.1 

54.6 

45.4 

15 400 

71 

1.5 

6.5 

HELENA 

7 324 

4.4 

60,6 

20.0 

76.8 

6 749 

2.5 

9,6 

40.0 

1.3 

55.9 

44.1 

14 200 

67 

1.1 

10,0 

KALI SPELL 

5 745 

4.4 

84,5 

15,3 

81. 9j 

3 437 

2.4 

8.5 

33,5 

0.6 

65.7 

34.3 

10 900 

66 

1.4 

6.3 

MISSOULA * . 

9 328 

4.31 

72,3 

17.9 

80,8 

8 650 

2.5 

U.2| 

41,4 

0.6 

60,0 

40.0 

12 400 

71 

1.2 

9.8 
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Table 2. Tenure, Vacancy Status, and Condition and Plumbing Facilities, for the State, 
Inside and Outside SMSA’s, Urban and Rural: 1960 
[Some data based on sample; see text] 


Tenure by Color, Water Supply 

Vacancy Status Toilet Fac. 

Condition and Plumb. Bathing Fac. 


SUBJECT 


ALL HOUSING UNITS 


TENURE? COLOR? AND VACANCY 
STATUS 

OCCUPIED 

OWMER OCCUPIED 

PERCENT OF ALL OCCUPIED 

white . , . 

NONWHITE 

renter occupied 

white . . . . 

NONWHITE 

vacant . . . 

YEAR ROUND 

SOUND OR deteriorating 

available . 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE. . , , . 

FOR RENT . . 

RENTAL vacancy RATE 

RENTED OR SOLD? AWAITING OCCUPANCY, 
HELD FOR OCCASIONAL USE 

held for other reasons * 

DILAPIDATED . . 

seasonal 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND , 

WITH ALL PLUMBING FACILITIES. . . 

lacking ONLY HOT WATER 

lacking other PLUMBING FACILITIES 

DETERIORATING ...» 

WITH ALL PLUMBING FACILITIES, , , 

lacking ONLY HOT WATER 

lacking other plumbing FACILITIES 
DILAPIDATED 

OWNER OCCUPIED 

SOUND . 

WITH ALL PLUMBING FACILITIES, . , 
LACKING SOME OR ALL FACILITIES. , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES, . , 
lacking some or all FACILITIES. . 
DILAPIDATED 

renter occupied 

SOUND 

WITH ALL PLUMBING FACILITIES, , . 
LACKING SOME OR ALL FACILITIES. , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES. . , 
lacking SOME OR ALL FACILITIES. , 
DILAPIDATED 

VACANT AVAILABLE FOR SALE . . . 
WITH all plumbing FACILITIES, . . . 
LACKING SOME OR ALL FACILITIES. . . 

VACANT AVAILABLE FOR RENT • . . 
WITH ALL PLUMBING FACILITIES. . . . 
lacking SOME OR ALL FACILITIES, . . 


ALL HOUSING UNITS . . . 

WATER SUPPLY 


hot and cold PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE. . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER. 


TOILET FACILITIES 


flush TOILET? EXCLUSIVE USE . • 
flush toilet? SHARED 

other toilet facilities or none 


bathing facilities 


bathtub or shower? exclusive use. 
SATHTUB or shower? shared . . * • 
NO bathtub or shower 


THE state 


total 

INSIDE 

S'-^SAiS 

OUTSIDE 

SMSAfS 

total* 

233 310 

49 919 

183 391 

117 050 

202 240 

46 087 

156 153 

107 514 

129 399 

27 252 

102 la? 

63 433 

64.0 

59,1 

65.4 

59.0 

127 037 

27 134 

99 903 

63 111 

2 362 

118 

2 244 

322 

72 841 

18 835 

54 006 

44 OFl 

70 645 

18 414 

52 231 

43 296 

2 196 

421 

1 775 

785 

31 070 

3 832 

27 238 

9 536 

13 304 

2 764 

15 540 

a 131 

15 400 

2 361 

13 039 

7 172 

9 342 

1 572 

7 770 

5 868 

1 845 

387 

1 458 

852 

1.4 

1.4 

1.4 

1.3 

7 497 

1 165 

6 312 

5 016 

9.3 

5,9 

10.5 

10.2 

1 027 

307 

720 

373 

1 325 

115 

1 210 

176 

3 706 

367 

3 339 

75S 

2 904 

403 

2 501 

959 

12 766 

1 068 

11 698 

1 405 

233 277 

49 919 

183 358 

117 050 

181 020 

39 738 

141 2R2 

96 173 

158 747 

36 792 

121 955 

39 421 

439 

58 

381 

77 

21 834 

2 888 

18 946 

6 675 

39 399 

7 854 

31 545 

16 636 

23 452 

5 374 

18 078 

12 329 

354 

39 

315 

112 

15 593 

2 441 

13 152 

4 195 

12 85B 

2 327 

10 531 

4 241 

129 399 

27 252 

102 147 

63 433 

110 663 

24 149 

86 514 

57 273 

103 731 

23 558 

80 173 

56 474 

6 932 

591 

6 341 

799 

14 706 

2 482 

12 224 

5 224 

10 092 

1 981 

8 111 

4 604 

4 614 

501 

4 113 

620 

4 030 

621 

3 409 

936 

72 841 

18 835 

54 006 

44 OOl 

52 602 

13 363 

39 239 

32 952 

44 402 

11 748 

32 654 

28 573 

a 200 

1 615 

6 585 

4 379 

15 715 

4 3B7 

11 328 

8 951 

10 463 

3 002 

7 461 

6 398 

5 252 

i 385 

3 B67 

2 553 

4 524 

1 085 

3 439 

2 178 

1 845 

387 

1 458 

852 

1 371 

344 

1 027 

810 

474 

43 

431 

42 

7 497 

1 185 

6 312 

5 016 

4 491 

818 

3 673 

3 103 

3 006 

367 

2 639 

1 913 

, 233 310 

49 919 

183 391 

117 050 

, 201 044 

46 610 

154 434 

112 835 

. 9 710 

1 245 

8 465 

a 850 

. 2 443 

289 

2 154 

329 

. 20 OBO 

1 775 

18 305 

1 036 

, 189 751 

43 632 

146 119 

105 388 

, 10 794 

2 863 

7 931 

9 021 

, 32 732 

3 424 

29 308 

2 641 

, 187 632 

43 368 

144 264 

104 109 

, 10 843 

2 912 

7 931 

9 022 

, 34 802 

3 639 

31 163 

3 919 


TOTAL 


94 726 
65 966 
69.6 
63 926 

2 040 
28 760 
27 340 

1 411 

21 534 

10 173 
8 228 

3 474 
993 
1.5 

2 481 
7.9 
654 

1 149 

2 951 
1 945 

11 361 


116 227 
84 847 
69 326 
362 
15 159 
22 763 
11 123 
242 
11 396 

8 617 

65 966 
53 390 
47 257 
6 133 

9 482 

5 488 
3 994 
3 094 

28 760 
19 650 
15 829 

3 621 

6 764 

4 065 
2 699 
2 346 

993 

561 

432 

2 4B1 
1 388 
1 093 


88 209 
6 660 
2 114 
19 044 


84 363 
1 773 
30 091 


83 523 
1 B2l 
30 883 


87 577 


OCCUPIED 

FARM 


66 043 
43 214 
65.4 
41 625 
1 589 
22 629 
21 527 

1 302 

21 534 

10 173 

a 228 

3 474 
993 
2.2 

2 481 
9,6 
654 

1 149 

2 951 
I 945 

11 361 


87 544 
62 028 
50 837 
266 
10 925 
18 267 
9 108 
222 
8 937 
7 249 

43 214 
34 96B 
31 877 
3 091 
6 164 
3 949 
2 215 
2 082 

22 829 
15 253 
12 720 

2 533 
5 586 

3 589 
1 997 

1 990 

993 

561 

432 

2 481 
1 388 
1 093 


87 577 


65 702 
5 505 
1 722 
14 615 


63 310 
1 731 
22 503 


62 227 
1 747 
23 570 


26 683 
22 752 
79.3 
22 301 
451 
5 931 
5 822 
109 


28 683 
22 819 
IB 469 
96 
4 234 

4 496 
2 015 

20 

2 461 
1 368 

22 752 
18 422 
15 380 

3 042 

3 318 
1 539 
1 779 
1 012 

5 931 

4 597 
3 109 
1 288 
1 178 

476 

702 

356 


22 507 
1 355 
392 
4 429 


21 053 
42 
7 558 


21 296 
74 
7 313 


Table 3, — Bathrooms, Rooms, and Bedrooms, for the State, Inside and Outside SMSA.s 

Urban and Rural: I960 


Bathrooms 

Rooms 


Bedrooms 


SUBJECT 


ALL UNITS 

ROOM 

ROOMS .... 
ROOMS .... 
ROOMS .... 
ROOMS .... 
ROOMS .... 
ROOMS .... 
ROOMS OR MORE 


MEDIAN. 


OWNER OCCUPIED. 

ROOM 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

8 ROOMS OR MORE . . 

median 


RENTER OCCUPIED 

ROOM 

ROOMS 

ROOMS 

ROOMS 

ROOMS . 

ROOMS ...... 

ROOMS ...... 

a ROOMS OR MORE . . 
MEDIAN 


VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE 

MEDIAN 


VACANT AVAILABLE FOR RENT 

ROOM. . . 

ROOMS 

ROOMS 

ROOMS 

ROOMS OR MORE 


1 
2 

3 

4 

5 

MEDIAN. 


NONE. 

1 . . 

2 . . 

3 . . 

4 OR 


ALL UNITS 


OWNER OCCUPIED. 
AND 


OR MORE 


RENTER OCCUPIED 

NONE 

I 



3 OR MORE 


ALL UNITS . . 

1 

1 PLUS PARTIAL. . . 

2 OR MORE 

SHARED OR NONE. . . 

OWNER OCCUPIED. 
1 . 

MORE THAN 1 . . . . 
SHARED OR NONE. . . 

RENTER OCCUPIED 

I . • 

MORE THAN i . . . . 
SHARED OR NONE. . . 



the state 

URBAN 1 




TOTAL 

total 

INSIDE 

OUTSIDE 



SMSA'S 

SMS A ' S 


233 235 

49 919 

163 366 

117 050 

161 338 

35 832 

125 506 

88 054 

10 705 

3 073 

7 632 

6 730 

13 758 

4 248 

9 510 

9 076 

47 484 

6 766 

40 718 

13 190 

129 399 

27 252 

102 147 

63 433 

94 403 

19 495 

74 908 

48 051 

20 476 

6 274 

14 202 

13 537 

14 520 

1 483 

13 037 

1 B45 

72 841 

18 835 

54 006 

44 061 

53 568 

14 566 

39 002 

34 337 

3 104 

833 

2 271 

1 836 

16 169 

3 436 

12 733 

7 908 

233 277 

49 919 

163 358 

117 050 

14 209 

2 505 

11 704 

7 460 

17 636 

3 510 

14 126 

8 448 

35 643 

7 849 

27 794 

19 098 

58 332 

12 935 

45 397 

30 027 

51 16B 

11 305 

39 863 

25 723 

29 906 

6 543 

23 363 

14 418 

14 738 

2 015 

11 923 

6 848 

11 645 

2 457 

9 188 

5 028 

4.3 

4.4 

4,3 

4.3 

129 399 

27 252 

102 147 

63 433 

1 341 

124 

1 217 

214 

3 553 

464 

3 069 

977 

11 548 

1 849 

9 699 

4 726 

33 363 

7 186 

26 177 

16 947 

35 618 

7 905 

27 713 

18 703 

22 811 

5 125 

17 686 

11 663 

11 742 

2 444 

9 298 

5 841 

9 423 

2 155 

7 268 

4 362 

4.9 

5.0 

4,9 

5.0 

72 841 

18 835 

54 006 

44 081 

7 111 

1 740 

5 371 

5 005 

a 744 

2 415 

6 329 

6 007 

16 912 

5 048 

11 864 

12 029 

18 782 

4 978 

13 804 

11 328 

11 897 

2 871 

9 026 

5 955 

5 470 

1 198 

4 272 

2 358 

2 316 

318 

1 998 

863 

1 609 1 

267 

1 342 

536 

3.7 

3.5 

3,7 

3.4 

1 845 

387 

1 458 

852 

410 

38 

372 

96 

490 

112 

378 

242 

549 

152 

397 

320 

250 

62 

188 

120 

146 

23 

123 

74 

4.5 

4,8 

4,4 

4.B 

7 497 

1 185 

6 312 

5 016 

1 B20 

238 

1 582 

1 397 

1 433 

217 

1 216 

852 

2 017 

361 

1 656 

1 357 

1 468 

242 

1 226 

985 

759 

127 

632 

425 

2.7 

2.9 

2.7 

2.7 

. 233 138 

49 919 

183 219 

117 050 

. 19 273 

3 698 

15 580 

10 894 

. 55 266 

11 571 

43 695 

29 916 

. 84 048 

18 208 

65 840 

41 601 

. 52 365 

11 932 

40 433 

25 277 

. 22 181 

4 510 

17 671 

9 362 

. 129 076 

27 181 

101 895 

63 259 

. IB 676 

2 600 

16 076 

a 034 

. 53 227 

11 199 

42 028 

26 283 

. 39 790 

9 629 

30 161 

20 844 

. 17 303 

3 753 

13 630 

a 098 

. 73 164 

18 906 

54 258 

44 255 

. 10 229 

2 873 

7 356 

7 460 

. 26 410 

7 670 

18 740 

18 634 

. 23 418 

5 870 

17 548 

13 356 

. 13 107 

2 493 

10 614 

4 805 


116 235 
73 284 

3 975 

4 682 
34 294 

65 966 
46 352 
6 939 
12 675 

28 760 
19 231 
1 268 
8 261 


116 227 

6 749 
9 18B 

16 545 
28 305 
25 445 

15 488 

7 890 
6 617 

4,4 

65 966 

1 127 

2 576 
6 622 

16 416 
16 915 
11 148 

5 901 
5 061 
4.9 

28 760 
2 106 


737 

803 

454 

942 

112 

453 

073 

4.1 

993 

314 

248 

229 

130 

72 

4.2 

481 

423 

581 

660 

483 

334 

2.9 


116 088 

8 304 

25 350 
42 447 

27 088 
12 819 

65 017 
10 642 

26 944 
la 946 

9 285 

28 909 
2 769 
7 776 

10 062 
0 302 


OCCUPIED 

FARM 


87 566 
55 231 

2 739 

3 262 
26 334 

43 101 
31 545 

4 600 
6 956 

22 956 
15 985 
951 
6 020 


87 544 
6 175 
B 250 
14 376 
22 681 
18 595 
9 781 

4 420 
3 266 

4.2 

43 214 
876 

1 950 

5 288 
12 056 
11 329 

6 505 
3 020 

2 190 
4.6 

22 829 

1 783 

2 425 


248 
6 190 
4 678 
2 040 
864 
593 
4.Q 

993 

314 

248 

229 

130 

72 

4.2 

2 481 
423 
5B1 
660 
483 
334 
2,9 


87 477 
7 856 

21 586 
32 882 

18 057 

7 096 

43 782 

8 091 

19 381 
11 780 

4 530 

22 333 
2 506 
6 298 
8 060 

5 469 


28 669 
18 053 

1 236 
1 420 
7 960 

22 865 
14 807 

2 339 
5 719 


804 

246 

317 

241 


28 6B3 
574 
938 
169 
624 
050 
707 
470 
351 
5.2 


22 752 
251 
626 
534 
360 
566 
643 
661 
071 
5.3 


931 

323 

312 

635 

264 

264 

064 

589 

460 

4.8 


28 611 
528 
3 764 
9 565 
9 031 
5 723 

22 035 


551 

563 

166 

755 


6 576 
263 

1 478 

2 002 
2 833 



Montana 

Table 4 ._Stkuctural Heat^g Equipment, eor tbe State, Ln-side and 

Outside SMSAs, Urban and Rural; I960 

[Based on sample; see text] 


OUTSIDE 

S-wSAtS 


Units m Structure Basement 
Trailer Hearing Equipment 

Year Structure Built 


NONFARM Occupied 

FARM 


UNITS IN STRUCTURE 


ALL UNITS 

It DETACHED 

it ATTACHED 

2 . 

3 AND 4 

5 OR MORE 

TRAILER! 

ON PERMANENT FOUNDATION 
MOBILE 


OWNER OCCUPIED 
If DETACHED . . . 
It ATTACHED . . . 

3 AND 4 . 

5 OR MORE . . » . 
TRAILER 


43 ICl 
37 357 
952 
585 
160 
252 
3 795 


RENTER OCCUPIED 
It DETACHED .... 
It ATTACHED .... 


3 AND 4 . , 
5 TO 9. . . 
10 TO 19. , 
20 TO 49. . 
50 OR MORE. 
TRAILER . . 


VACANT available FOR RENT 


2 TO 4. . . 
5 TO 9, . . 
10 OR MORE. 


year structure built 


ALL UNITS . . 
1959 TO MARCH I960. 
1955 TO 1958. . . . 
1950 TO 1954. . . . 
1940 TO 1949. . . . 
1930 TO 1939. . . . 
1929 OR EARLIER . . 


OWNER OCCUPIED. 
1955 TO MARCH i960. 
1950 TO 1954. . • . 
1940 TO 1949. . . . 
1939 OR EARLIER . . 


102 147 
15 117 
il 558 
13 140 
62 332 


ALL HOUSING UNITS 


BASEMENT. . . 
CONCRETE SLAB 
OTHER .... 


101 908 
15 726 
65 732 


heating equipment 


STEAM OR HOT WATER 

MfARM air furnace 

FLOOR I WALL I OR PIPElESS FURNACE. 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE 

NONE 


Table 5. — Occupancy Characteristics, for the State, Inside and Outside SMSA’s, 
Urban and Rural: I960 
[Based on sample; see text] 


Population 

Persons 


Persons pet Room 
Year Moved into Unir 


SUBJECT 

THE STATE 


RURAL 

total 

INSIDE 

SMSAiS 

OUTSIDE 

SMSA»S 

TOTAL 

total 

NONFARM 

POPULATION 







POPULATION IN HOUSING UNITSt 1960 

664 016 

151 098 

512 918 

333 654 

330 362 

224 079 

PER OCCUPIED UNIT 

3.3 

3.3 

3.3 

3.1 

3,5 

3,4 

OWNER 

3.4 

3.5 

3.4 

3.4 

3.5 

3.4 

renter 

3.0 

2.9 

3.0 

2.7 

3.5 

3.4 

POPULATION IN DWELLING UNITS. 1950 

566 284 

103 704 

462 580 

243 032 

323 252 

188 456 

PER OCCUPIED UNIT . 

3.2 

3.2 

3.2 

3.0 

3.4 

3.3 

ALL OCCUPIED UNITS 

202 240 

46 087 

156 153 

107 514 

94 726 

66 043 

PERSONS 







OWNER OCCUPIED. 

129 399 

27 252 

102 147 

63 433 

65 966 

43 214 

1 PERSON 

15 021 

2 471 

12 550 

7 304 

7 717 

5 885 

2 PERSONS 

36 932 

7 335 

29 597 

IB 498 

18 434 

12 324 

3 PERSONS 

21 635 

4 678 

16 957 

10 751 

10 8B4 

6 770 

4 PERSONS 

21 350 

5 109 

16 241 

10 ail 

10 539 

6 BBS 

5 PERSONS 

16 535 

3 912 

12 673 

8 137 

B 44B 

5 323 

6 PERSONS 

9 558 

2 189 

7 369 

4 512 

5 046 

3 055 

7 PERSONS 

4 513 

915 

3 598 

i 974 

2 539 

1 560 

a PERSONS OR MORE 

3 ao5 

643 

3 162 

1 446 

2 359 

1 409 

MEDIAN * 

3,1 

3.3 

3.0 

3.1 

3.1 

3.0 

RENTER OCCUPIED . 

72 841 

18 835 

54 006 

44 081 

28 760 

22 029 

1 PERSON 

18 966 

4 785 

14 181 

13 399 

5 567 

4 807 

2 PERSONS 

16 703 

4 657 

12 046 

11 146 

5 557 

4 523 

3 PERSONS 

11 350 

3 186 

a 164 

7 022 

4 328 

3 399 

4 PERSONS 

10 476 

2 729 

7 747 

5 527 

4 949 

3 926 

5 PERSONS 

7 713 

1 862 

5 851 

3 752 

3 961 

2 866 

6 PERSONS 

4 150 

988 

3 162 

1 853 

2 297 

1 704 

7 PERSONS 

1 843 

355 

1 488 

710 

1 133 

816 

a PERSONS OR MORE 

1 640 

273 

1 367 

672 

96B 

788 

MEDIAN 

2.6 

2.5 

2.6 

2.3 

3.3 

3,1 

PERSONS PER ROOM 







OWNER OCCUPIED 

129 399 

27 252 

102 147 

63 433 

65 966 

43 214 

0.50 OR LESS . . . . 

54 495 

10 849 

43 646 

27 632 

26 863 

17 425 

0.51 TO 0.75 

27 800 

6 239 

21 561 

14 227 

13 573 

8 629 

0.76 TO 1.00 

29 721 

6 870 

22 851 

14 797 

14 924 

9 816 

1.01 TO 1.50 

12 683 

2 660 

10 023 

5 590 

7 093 

4 780 

1.51 OR MORE 

4 700 

634 

4 066 

I 1 187 

3 513 

2 564 

RENTER OCCUPIED 

72 841 

18 835 

54 006 

44 081 

28 760 

22 829 

0.50 OR LESS 

22 462 

5 460 

17 002 

14 153 

8 309 

6 584 

0.51 TO 0.75 

14 544 

4 082 

10 462 

9 304 

5 240 

4 140 

0.76 TO 1.00 . 

23 175 

6 220 

16 955 

14 319 

8 856 

7 022 

1.01 TO 1.50 

B 469 

2 227 

6 242 

4 454 

4 015 

3 135 

1.51 OR MORE 

4 191 

846 

3 345 1 

1 851 

2 340 

1 948 

YEAR MOVED INTO UNIT 







OWNER OCCUPIED 

129 399 

27 252 

1 

102 147 

63 433 

65 966 

43 214 

1959 TO MARCH I960 

17 687 

4 530 

13 157 

8 507 

9 ISO 

7 442 

1958 

9 576 

2 523 

7 053 i 

4 927 

4 649 i 

3 649 

1957. 

9 060 

2 139 

6 921 

4 782 

4 278 

3 280 

1954 TO 1956, .... 

21 696 

S 379 

16 317 

11 818 

9 878 

7 218 

1950 TO 1953 

19 463 

4 191 

15 272 1 

9 736 

9 727 

6 354 

1940 TO 1949 . . . . 

28 638 

5 213 

23 425 

13 347 

15 291 

8 975 

1939 OR EARLIER 

23 279 

3 277 

20 002 

10 316 

12 963 

6 296 

RENTER OCCUPIED 

72 841 

18 835 

54 006 

44 OBI 

28 760 

22 629 

1959 TO MARCH 1960 

36 083 

10 351 

25 732 i 

22 772 

13 311 

11 583 

1958 

9 225 

2 302 

6 923 

S 798 

3 427 

2 950 

1957 

5 863 

1 466 

4 397 

3 368 

2 495 

2 044 

1954 TO 1956 

a 582 

1 928 

6 654 

5 031 

3 551 

2 675 

1950 TO 1953 . 

5 241 

1 163 

4 078 

3 045 

2 196 

1 522 

1940 TO 1949 * 

5 282 

1 185 

4 097 

2 929 

2 353 

1 412 

1939 OR EARLIER 

2 565 

440 

2 125 i 

1 138 

1 427 

643 


OCCUPIED 

FARM 


106 283 
3.7 

3.7 
3.B 

134 796 

3.7 


28 683 


22 752 
1 832 
6 110 
4 114 
3 651 
3 125 
1 991 
979 
950 


3.3 


5 931 
760 
1 034 
929 
1 023 
1 095 
593 
317 
ISO 


3.7 


22 752 
9 43G 

4 94^1 

5 loe 

2 313 
945 


5 93J 
1 72' 
I IOC 
1 83 ^ 
BSC 
39J 


22 75 ; 
1 73£ 

1 OOC 
99f 

2 66( 
3 37: 
6 31< 
6 66 ’ 


5 93: 
1 72< 
. 47’ 
45, 
87< 
67' 
94 
78' 
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Table 6. Type of Fuel and Selected Equipment, for the State, Inside and Outside SMSA’s, 

Urban and Rural: 1960 

[Based on sample; see text] 


Hcitinz Fud 
Water Heat. Fuel 
Cooking Fuel 
Cloches Washing 
Machine 
Clothes Drv'cr 


Home Fovxi Freezer 
Telephone Avail. 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 


all occupied units. 


HEATING FUEL 


UTILITY GAS 

fuel OILi KEROSENEt ETC . 

COAL OR COKE 

WOOD 

ELECTRICITY 

BOTTLED • TANKt OR LP GAS. 

OTHER FUEL 

NONE 


3TAL 

INSIDE 

SMSA’S 

OUTSIDE 

5’.5-»S 

URBAN? 

TOTAL 

202 240 

46 087 

156 153 

107 514 

123 435 

41 304 

82 131 

54 662 

38 444 

2 093 

36 351 

6 S£U 

14 036 

1 265 

12 771 

2 459 

11 700 

164 

11 536 

1 CR7 

2 70S 

143 

2 565 

693 

10 533 

769 

9 764 

1 012 

1 241 

284 

957 

634 

143 

65 

78 

43 


OCCJPrED 

FARM 


WATER heating FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE. 

WOOD 

bottled » TANK? OR LP GAS. 
FUEL OILi KEROSENE? ETC . 

other fuel 

NONE 


20 814 I 
28 596 I 
634 
1 244 
3 321 ! 
1 263 
237 
1C 006 


COOKING FUEL 


utility gas ...... . 

ELECTRICITY 

BOTTLED? TANK. OR LP GAS. 
FUEL OIL. KEROSENE? ETC.. 

COAL OR COKE 

WOOD 

OTHER fuel. ....... 

NONE . 


CLOTHES washing MACHINE 


WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC 
WASHER-DRYER COMBINATION. . 
NONE 


CLOTHES DRYER 


GAS HEATED 

ELECTRICALLY HEATED 
NONE. . 


HOME FOOD FREEZER 


1 OR MORE 
NONE. . . 


TELEPHONE AVAILABLE 


AUTOMOBILES AVAILABLE 


3 OR MORE 
NONE. . . 


air CONDITIONING 


ROOM UNIT: 

1 

2 OR MORE . • 

central system. 

NONE 


TELEVISION SETS 


2 OR more 
NONE. . . 


2 OR MORE 
NONE. . . 


60 035 

20 755 

39 280 

112 327 

23 541 

R8 786 

14 BBS 

976 

13 9C9 

1 074 

62 

1 012 

3 861 

255 

3 6C6 

3 231 

191 

8 040 

203 

. . . 

203 

1 624 

307 

1 317 


114 422 
2 971 
38 760 


15 495 

14 066 

1 407 

54 703 

36 302 I 

13 ‘tOl 

12 465 

7 4£2 ! 

U 483 

947 

757 

190 

3 349 

1 894 

1 i.55 

7 030 

4 973 

, 2 C57 

183 

123 

1 6^ 

554 

1 496 

1 56 
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State and Small Areas 


Table 7. — Financial Characteristics and Duration of Vacancy, for the State, Inside and 
Outside SMSA’s, Urban and Rural Nonfarm: I960 
[Some data based on sample; see text. Plus (+) or minus (— ) after number indicates median above or below that number] 


Value Contract Rent 

Gross Rent Duration of Vacancy 


SUBJECT 


VALUE 


OWNER OCCUPIED 

LESS THAN S5«000. ... 

$5,000 TO $7.400 . . . 

$7,500 TO $9.900 

$10,000 TO $12.400 

$12,500 TO $14,900. 

$15,000 TO $17.400 

$17,500 TO $19.900 

$20,000 TO $24.900 

$25,000 TO $34.900 

$35,000 OR MORE 

MEDIAN DOLLARS . 


VACANT AVAILABLE FOR SALE 

LESS THAN $5.000 

$5,000 TO $9.900 

$10,000 TO $14.900 

$15,000 TO $19.900 

$20,000 TO $24,900. 

$25,000 OR MORE 

MEDIAN PRICE ASKED DOLLARS . 


GROSS RENT 


RENTER OCCUPIED 

LESS THAN $20 

$20 TO 

$30 TO $39. . 

$40 TO 

$50 TO $59 . . . . 

$60 TO 

$70 TO 

$80 TO $99. . . 

$100 TO $119. .... 

$120 TO $149 

$150 TO $199. . 

$200 OR MORE 

NO CASH RENT 

MEDIAN DOLLARS . 


contract rent 


RENTER OCCUPIED 

LESS THAN $20 , 

$20 TO 

$30 TO 

$40 TO $59. 

$60 TO $79. . . 

$80 TO $99* . 

$100 TO $149 

$150 OR MORE . . . 

NO CASH RENT 

MEDIAN. DOLLARS . 


VACANT AVAILABLE FOR RENT 

LESS THAN $30 

$30 TO $39 

$40 TO 

$60 TO 

$80 TO $99* 

$100 TO $119 

$120 OR MORE 

MEDIAN RENT ASKED (DOLLARS) J 

VACANT AVAILABLE FOR RENT 

WITH ALL utilities IN RENT 

WITH SOME OR NO UTILITIES IN RENT . . . . 


duration OF Vacancy 


VACANT available FOR SALE 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS. ...... 

6 MONTHS OR MORE 

VACANT AVAILABLE FOR RENT 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 months 

6 MONTHS OR MORE 


The state 

URRAN, 

TOTAL 

RURAL 

NONFARM. 

TOTAL 

TOTAL 

INSIDE 

SMSA’S 

OUTSIDE 

SMSA’S 

89 993 

21 653 

68 340 

55 669 

34 324 

13 661 

1 168 

12 493 

4 582 

9 079 

12 455 

1 505 

10 950 

5 750 

6 705 

13 761 

2 343 

11 418 

8 209 

5 552 

14 246 

3 214 

11 032 

9 394 

4 852 

10 366 

3 aio 

6 556 

7 923 

2 443 

10 159 

3 R85 

6 274 

7 822 

2 337 

5 666 

2 047 

3 619 

4 559 

1 107 

5 301 

1 961 

3 340 

4 131 

1 170 

3 066 

1 139 

1 927 

2 315 

751 

1 312 

561 

731 

984 

328 

10 900 

14 200 

9 800 

12 500 

CD 

O 

O 

1 532 

371 

1 161 

854 

678 

387 

17 

370 

86 

30i 

351 

60 

291 

182 

169 

290 

110 

180 

216 

74 

369 

121 

248 

266 

103 

75 

23 

52 

60 

15 

60 

40 

20 

44 

16 

10 500 

14 900 

a 200 

13 700 

5 800 

66 910 

18 315 

48 595 

44 081 

22 829 

1 122 

147 

975 

522 

600 

3 231 

633 

2 598 

2 225 

1 006 

5 156 

1 345 

3 811 

3 664 

1 492 

6 825 

1 482 

5 343 

4 374 

2 451 

8 078 

2 107 

5 971 

5 652 

2 426 

8 877 

2 262 

6 615 

6 288 

2 589 

7 820 

2 446 

5 374 

5 590 

2 222 

9 978 

3 488 

6 490 

7 251 

2 727 

4 634 

1 795 

2 839 

3 669 

945 

2 365 

1 234 

1 131 

1 991 

374 

637 

303 

254 

548 

89 

217 

52 

165 

126 

91 

7 970 

941 

7 029 

2 153 

5 817 

66 

73 

63 

67 

62 

66 910 

18 315 

48 595 

44 081 

22 629 

2 250 

20B 

2 042 

930 

1 320 

5 122 

820 

4 302 

2 974 

2 148 

6 434 

1 615 

6 819 

5 438 

2 996 

19 661 

4 675 

14 986 

13 444 

6 217 

14 739 

5 140 

9 599 

11 895 

2 544 

4 946 

2 628 

2 31B 

4 040 

906 

3 424 

2 143 

1 281 

2 971 

453 

364 

145 

219 

236 

128 

7 970 

941 

7 029 

2 153 

5 817 

54 

65 

50 

57 

47 

7 233 

1 144 

6 089 

4 935 

2 298 

1 407 

72 

1 335 

968 

439 

1 708 

146 

1 562 

1 176 

532 

2 456 

410 

2 046 

1 594 

862 

1 035 

297 

738 

753 

282 

300 

96 

204 

227 

73 

223 

69 

134 

175 

40 

104 

34 

70 

42 

62 

44 

57 

41 

44 

43 

41 

47 

40 

37 

51 

45 

61 

42 

49 

39 

1 814 

380 

1 434 

8B4 

930 

717 

247 

470 

535 

182 

216 

18 

198 

95 

121 

881 

115 

766 

254 

627 

7 463 

1 154 

6 309 

4 927 

2 536 

1 971 

530 

1 441 

1 440 

531 

1 808 

405 

1 403 

1 244 

564 

835 

55 

780 

491 

344 

2 849 

164 

2 685 

1 752 

1 097 
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Table 8. Selected Characteristics of Housing Units With Nonwhite Household Heads, for the State 1960 

[Based on sample, see text. Data shown for areas having 400 or more housing units with nonwhite household heads. “U” denotes an unincorporated place. Median not shown where base 
is less than 200; minus ( — ) after number indicates median below that number. Percent not shown when less than o.l] 


AREA 

total 

OCCUPIED 

UNITS 

VEOIAN 

NUMBER 

OF 

ROOMS 

MEDIAN 
NUMBER 
! OF 

PERSONS 

PERCENT OF ALL OCCUPIED— 

OWNER 

MEDIAN 

VALUE 

(DOL- 

LARS) 

RENTER 

MEDIAN 

GROSS 

RENT 

(DOL- 

LARS) 

IN ONE- 
HOUSING 
UNIT 
STRUC- 
TURES 

IN STRUC- 
TURES 
BUILT 
1950-1960 

SOUND » 
WITW ALL 
PLUG'S ING 
FACIL- 
ITIES 

1 WITH 1.01 
OR MORE 
PERSONS 
PER 
ROOM 

, MOVED IN 
' DURING 
195B- 
1960 

OWNER 

OCCU- 

PIED 

RENTER 

OCCU- 

PIED 

THE state 

4 

558 

3.0 

4.0 

85.0 

17,3 

22. S 

55.8 

44.3 

51.8 

48*2 

5 000- 

49 

UR3AM 

1 

107 1 

3.4 

2.9 

62.8 

7 .9 

33. e i 

36.1 

60.8 

29.1 * 

70.9 

7 600 

55 

RURAL 

3 

451 

2.9 

4.4 

92.2 

20.3 

18.9 

62.1 

39.0 

59.1 

40.9 

5 000- 

42 

NONFARM 

2 

891 

2.8 

4.4 

91,6 

21,1 

18.2 

63.6 

42.4 

55.0 

45.0 

5 000- 

42 

FARM . t . . 


560 

3.5 

4.3 

95.4 

16.1 

22.5 

54.5 

21.4 

80.5 

19,5 

... 

... 

INSIDE SMSA’S 


539 

3.2 

2.9 

65.3 

15.0 ■ 

27.3 

39,9 

64.9 

21.9 

78,1 1 

... 

58 

IN central cities 


423 

3.2 

2.7 

62.6 

3.3 

?2.9 

35,9 

66.0 

18.4 

61,6 

... 

57 

not in central cities , . , . 


116 

« . i 

... 

... 







... 

... 


4 

019 

3.0 

4.2 

87.7 

nil 

21)9 

57! 9 

4*1 ! 6 

55! a 

44.2 * 

5 000- 

45 


(Tables 9 to 11 of tbe standard State series are ocitted) 



Table 12. — Tenure, .Vacancy Status, and Condition and Plumbing Facilities, for SMS A s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


[Some data based on sample; see text. “U” denotes an unincorporated place] 





STANDARD METROPOLITAN STATISTICAL AREAS 



URBANIZED AREAS 



BILLINGS 



GREAT 

'ALLS 




subject 

THE 

area 

YELLOW- 

STONE 

COUNTY 

BILLINGS 

urban 

BALANCE 

rural 

the 

AREA 

CASCADE 

COUNTY 

GREAT 

FALLS 

URBAN 

BALANCE 

RURAL 

BILLINGS 

GREAT 

FALLS 

ALL HOUSING UNITS 

25 833 

17 713 

3 764 

4 356 

24 086 

15 513 

652 

4 921 

19 948 

19 165 

Tenure* colo^* and vacancy 
status 











OCCUPIED 

23 900 

16 715 

3 549 

3 636 

22 187 

17 613 

614 

3 960 

10 842 

18 227 

ow^£R occupied 

14 BIB 

9 706 

2 525 

2 587 

12 434 

9 502 

397 

2 455 

11 285 

9 979 

PERCENT OF ALL OCCUPIED 

62.0 

58.1 

71.1 

71.1 

56.0 

54.4 

64.7 

62.0 

59,9 

54,7 



14 753 

9 657 

2 521 

2 575 

12 381 

9 553 

397 

2 431 

11 232 

9 950 



65 

49 

4 

12 

53 

29 

. • « 

24 

53 

29 

REiviTER OCCUPIED 

9 082 

7 009 

1 024 

1 049 

9 753 

P 031 

217 

1 505 

7 557 

a 24B 



0 935 

6 070 

1 016 

1 049 

9 479 

7 825 

210 

1 444 

7 410 

3 035 

NONWHITE 

147 

139 

a 

... 

274 

206 

7 

61 

147 

213 

VACAVT 

1 933 

998 

215 

720 

1 899 

900 

38 

961 

1 106 

938 

YEAR ROUND 

1 450 

900 

198 

352 

1 314 

867 

34 

413 

994 

901 

SOUND OR deteriorating . 

1 186 

776 

151 

259 

1 175 

796 

27 

352 

850 

a23 

AVAILABLE 

842 

643 

107 

92 

730 

660 

8 

62 

687 

668 

FOR SALE ONLY 

206 

154 

20 

32 

181 

159 

1 

21 

169 

160 

HO^^EOWN£R VACANCY RATE 

1.4 

1.6 

0.8 

1.2 

1.4 

1.6 

0.3 

0,8 

1,5 

1,6 

FOR RENT 

636 

489 

87 

60 

549 

501 

7 

41 

518 

508 

RENTAL VACANCY RATE 

6.5 

6.5 

7.8 

5.4 

5.3 

5.9 

3.1 

2.7 

6,4 

5.H 

RENTED OR SOLO. AWAITING OCCUPANCY . 

105 

74 

7 

24 

202 

56 

6 

140 

80 

62 

HELD FOR OCCASIONAL USE 

73 

12 

13 

48 

42 

18 

. • . 

24 

21 

IH 

HELD FOR OTHER REASONS . 

166 

47 

24 

95 

201 

62 

13 

126 

62 

75 

DILAPIDATED 

264 

124 

47 

93 

139 

71 

7 

61 

144 

78 

SEASONAL 

483 

98 

17 

368 

585 

33 

4 

548 

112 

37 

CONDITION AND PLUMBING 











ALL UNITS 

25 833 

17 713 

3 764 

4 356 

24 086 

18 513 

652 

4 921 

19 948 

19 165 

SOUND 

20 699 

14 637 

3 197 

2 865 

19 039 

14 673 

510 

3 656 

16 545 

15 183 

WITH ALL plumbing FACILITIES 

19 639 

14 109 

3 051 

2 479 

17 153 

13 562 

498 

3 093 

15 910 

14 060 

LACKING ONLY HOT WATER 

4 

, . . 

* . . 

4 

54 

12 

. • . 

42 

. . , 

12 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 056 

528 

146 

382 

1 832 

1 099 

12 

721 

635 

1 ill 

DETERIORATING 

3 864 

2 502 

434 

928 

3 990 

3 075 

109 

806 

2 738 

3 184 

WITH ALL PLUMBING FACILITIES ...... 

2 670 

1 864 

541 

465 

2 704 

2 163 

85 

456 

2 026 

2 24B 

lacking ONLY HOT WATER 

24 

4 

4 

16 

15 

10 

. • . 

5 

6 

10 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 170 

634 

89 

447 

1 271 

902 

24 

345 

704 

926 

DILAPIDATED 

1 270 

574 

133 

563 

1 057 

765 

33 

259 

665 

798 

OWNER OCCUPIED 

14 818 

9 706 

2 525 

2 587 

12 434 

9 5S2 

397 

2 455 

11 285 

9 979 

SOUND 

13 239 

8 932 

a 310 

1 997 

10 910 

8 425 

354 

2 131 

10 372 

8 779 

WITH ALL PLUMBING FACILITIES 

12 964 

8 887 

2 221 

1 856 

10 594 

o 356 

346 

1 892 

10 254 

8 702 

LACKING SOME OR ALL FACILITIES 

275 

45 

89 

141 

316 

69 

8 

239 

118 

77 

DETERIORATING 

1 242 

682 

174 

386 

1 240 

984 

30 

226 

788 

1 014 

WITH ALL PLUMBING FACILITIES 

951 

593 

138 

220 

1 030 

915 

22 

93 

671 

937 

LACKING SOME OR ALL FACILITIES 

291 

89 

36 1 

166 

210 

69 

8 

133 

117 

77 

dilapidated . . . 

337 

92 

41 1 

204 

284 

173 

13 

96 

125 

186 

renter OCCUPIED. .... 

9 082 

7 009 

1 024 

1 049 

9 753 

8 031 

217 

1 505 

7 557 

6 248 

SOUND 

6 530 

5 087 

792 

651 

6 833 

5 600 

139 

1 094 

5 518 

5 739 

WITH ALL PLUMBING FACILITIES . 

5 960 

4 667 

755 

538 

5 78B 

4 684 

139 

965 

5 081 

4 823 

LACKING SOME OR ALL FACILITIES 

570 

420 

37 

113 

1 045 

916 

... 

129 

437 

916 

DETERIORATING 

2 064 

1 580 

186 

298 

2 323 

1 916 

68 

339 

1 664 

1 984 

WITH ALL PLUMBING FACILITIES ...... 

1 484 

1 106 

165 

213 

1 518 

1 201 

56 

261 

1 177 

1 257 

LACKING SOME OR ALL FACILITIES . . . . . 

580 

474 

21 

85 

805 

715 

12 

78 

487 

727 

DILAPIDATED 

488 

342 

46 

100 

597 

515 

10 

72 

375 

525 

VACANT AVAILABLE FOR SALE 

206 

154 

20 

32 

181 

159 

1 

21 

169 

160 

WITH ALL PLUMBING FACILITIES . 

185 

153 

11 

21 

159 

148 

1 

10 

159 

149 

LACKING SOME OR aLL FACILITIES 

21 

1 

9 

11 

22 

11 

... 

11 

10 

11 

VACANT AVAILABLE FOR RENT 

636 

489 

87 

60 

549 




518 

508 

WITH ALL PLUMBING FACILITIES 

484 

384 

72 

28 

334 




408 

303 

LACKING SOME OR ALL FACILITIES 

152 

105 

15 

32 

215 

1 204 




110 

205 

ALL HOUSING UNITS 

25 833 

17 713 

3 764 

4 356 

24 086 






WATER SUPPLY 


■■■ 




■■1 

mm 

mm 

■■■ 


HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

24 058 

17 249 

3 548 

3 261 

22 552 

18 090 

629 

3 833 

19 299 

18 719 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

631 

349 

113 

169 

614 

237 

11 

366 

437 

248 

PIPED water OUTSIDE STRUCTURE 

195 

61 

19 

115 

94 

16 

• . . 

78 

77 

16 

NO PIPED water 

949 

54 

84 

811 

826 

170 

12 

644 

135 

182 

TOILET FACILITIES 











FLUSH toilet. EXCLUSIVE USE. .....*. 

22 879 

16 286 

3 486 

3 107 

20 753 

16 463 

608 

3 682 

18 296 

17 071 

FLUSH toilet, SHARED 

1 267 

1 187 

56 

24 

1 596 

1 560 

12 

24 

1 203 

1 572 

OTHER toilet FACILITIES OR NOME 

1 687 

240 

222 

1 225 

1 737 

490 

32 

1 215 

449 

522 

BATHING FACILITIES 











BATHTUB OR SHOWER* EXCLUSIVE USE 

22 783 

16 201 

3 470 

3 112 

20 585 

16 298 

601 

3 686 

18 218 

16 899 

BATHTUB OR SHOWER* SHARED 

1 240 

1 156 

60 

24 

1 672 

1 632 

19 

21 

1 172 

1 651 

NO BATHTUB OR SHOWER . 

1 aio 

356 

234 

1 220 

1 829 

583 

32 

1 214 

558 

615 




Montana 




Table 13. Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 

[Some data based on sample, median not shown where base is insufficient*, see text. “TJ” denotes an unincorporated place. Plus l-r) after 

number indicates median above that number] 


B.r hr 

Roorr.s 


STANDARD METROPOLITAN STATISTICAL ARSiS 


THE 

AREA 


YELLOW- 

STONE 

COUNTY 


URBAN 

BALANCE 


RUR.‘L 


SREA-" 


the 

AREA 


CASCADE 

COUNTY 


SREAT 

PALLS 


-R3AN 

balance 




BATHROOMS 


all UNITS, . 

1 

1 PLUS PARTIAL • * 

2 OR MORE 

SHARED OR NONE . * 

OWNER OCCUPIED- 

I 

MORE THAN 1. . . . 
SHARED OR NONE . . 

renter occupied 



MORE THAN 1, . . . 
SHARED OR NONE . . 


ROOMS 


ALL UNITS. 

ROOM 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

8 ROOMS OR MORE, 
MEDIAN 


OWNER OCCUPIED 

ROOM 

ROOMS 

ROOMS 

ROOMS. 

ROOMS 

ROOMS 

ROOMS 

a ROOMS OR MORE, . 
MEDIAN 


renter occupied. 
I room . . 


ROOMS. , . , . 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

8 ROOMS OR MORE. 
MEDIAN 


VACANT available FOR SALE. 

TO 3 ROOMS 

ROOMS 

ROOMS * 

ROOMS 

ROOMS OR MORE 


MEDIAN 


VACANT AVAILABLE FOR RENT. 

1 ROOM 

2 ROOMS 

3 ROOMS. . 

4 ROOMS 

5 ROOMS OR MORE 

MEDIAN . , . • . 


bedrooms 


ALL units. . 

NONE 

1 

2 

3 

4 OR MORE 

OWNER occupied . 

0 and 1 

2 

3 

4 OR MORE 

RENTER OCCUPIED 
NONE 

1 

2 

3 OR MORE 


25 833 
18 304 

1 724 

2 657 

3 148 


14 818 
10 190 
3 306 
822 


9 082 
7 213 
440 
1 429 


25 833 
985 


14 818 
63 


238 

826 

272 

379 

041 

563 

436 

5.2 


082 

614 

124 

31S 

388 

565 

698 

197 

178 

3.7 


206 

la 

38 

89 

45 

16 

5.0 


636 

65 

107 

215 

161 

88 

3,2 


25 833 

1 502 

5 743 
9 194 

6 854 

2 540 


14 018 

1 093 
5 798 
5 734 

2 193 


9 082 

1 063 
3 882 

2 870 
1 267 


17 713 
12 541 

1 392 

2 246 
1 534 


17 713 
705 


216 

566 

892 

222 

582 

263 

267 

4 


9 706 
29 
75 
386 

1 903 

2 934 
2 055 
1 141 
1 133 

5,3 


7 009 
558 
979 
I 911 
1 787 
1 092 
449 
111 
122 
3.5 


154 

5 

22 

75 

37 

15 

5.2 


489 

49 

82 

168 

125 

65 

3.2 


17 713 
1 177 

4 239 

5 886 
4 683 
1 728 


9 706 
647 
3 586 
3 967 
I 506 


7 009 
961 
3 184 
2 069 
795 


3 764 
3 180 
127 
150 
307 


024 

912 

36 

76 


764 

99 

207 

563 

14B 

897 

551 

213 

81 

4,4 


525 

13 

73 

248 

794 

641 

494 

189 

73 

4,7 


024 

48 

89 

262 

298 

240 

53 

26 

S 

3.9 


87 

6 

16 

35 

21 

9 

3, 1 


3 764 
151 
BSl 
1 511 
930 
321 


2 525 
296 
I 058 
869 
302 


1 024 
80 
478 
386 
80 


4 356 
2 583 
205 
261 
1 307 


2 587 
1 673 
422 
492 


049 

789 

25 

235 


4 356 
IPl 
263 
561 
954 
1 087 
727 
305 
278 
4.7 


2 587 
21 
90 
192 
575 
754 
492 
233 
23C 
5. 


I 049 


56 

145 


303 

233 


196 

60 


48 

4. 


356 

174 


653 
1 797 
1 241 
491 


2 587 
150 


1 154 
898 


il 

24 086 

1-. 513 

652 I 

4 921 

17 528 i} 

13 738 

53-» , 

3 253 

1 349 jl 

1 I'JS 

36 i 

138 

1 591 1; 

: 366 

26 ; 

19*^ 

3 618 ii 

2 234 

51 ; 

j 

12 434 11 

9 552 

357 

i 2 455 

9 305 1* 

211 

326 

! 1 768 

2 468 Ii 

2 214 

55 

i 199 

661 |, 

157 

16 

43S 

, 753 !: 

P C31 

217 

1 5C5 

7 353 i| 

i 6 QIC 

191 

1 152 


393 
2 007 


24 086 
1 520 


B24 

159 

941 

099 

683 

029 

831 

4.2 


12 434 
61 
226 


023 

914 

526 

084 

881 

719 

4.6 


753 

126 

291 

730 

590 

306 

500 

121 

89 

3,4 


ISi 

20 


74 


63 

17 

7 

4.5 


549 

173 

110 

146 

81 

39 

2.4 


24 086 
2 19-6 
5 828 
9 014 
5 078 
1 970 


12 363 
1 507 
5 401 
3 895 
1 560 


220 

415 


9 824 
1 810 
3 788 
3 000 
1 226 


26 

756 


18 513 
1 313 

1 475 
3 312 
5 229 
3 76P 

2 003 
792 
621 
4.1 


9 582 
24 
142 

3 082 
2 830 
1 599 
697 
533 
4.8 


8 031 
I 072 

1 176 

2 455 
1 954 

829 

363 

81 

71 

3.2 


159 

14 
68 
55 

15 
7 

4.5 


501 

156 

105 

139 

69 

32 

2.4 


513 
1 996 
4 685 
6 841 
3 481 
1 510 


582 

141 

340 

820 

281 


8 031 

1 730 
3 333 

2 225 
743 




652 


13) 

*t2 t 
127 i 
1?6 ' 
139 I 
92 i 

51 ! 

22 

4.3 ; 


397 

5 

13 

42 

103 

111 

74 

27 

22 

4.8 


217 

8 

21 

69 

76 

24 

15 

4 


3.6 

1 


652 

19 

230 

192 

173 

38 


326 

58 

76 

154 

3S 


2B8 


172 

97 

19 


123 

23: 


4 921 
194 
307 
720 
1 526 
1 192 
598 
201 
188 
4.3 


455 

32 

71 

296 

729 

5B5 

411 

167 

164 

4.7 


505 

46 


94 

206 


530 

453 


122 

36 


921 

181 


913 
1 981 


1 424 
422 


2 455 
308 


985 

921 


241 


1 505 


Bwdroums 


2 
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State atid Small Areas 


Table 14, — Structural Characteristics axd Heating Equipment, for SMSA s, Constituent Counties, 
Places of 30,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960 

[Based on sample; see text. “U" denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 


U\ITS IN STRUCTURE 


ALL UNITS 

it DETACHED 

I* ATTACHED 

. . . . 

3 AND 4 

5 OR MORE 

trailer* 

ON permanent foundation 
MOHILE 


OWNER OCCUPIED 
It DETACHED. . . . 
1. ATTACHED. . . . 

3 Ai^ 4 

5 OR MORE 

TRAILER. 


RENTER OCCUPIED 
it DETACHED. . . . 
!.• ATTACHED. . . . 

3 AND 4 . » . . » . 

5 TO 9 • • • . • . 
lO TO 19 .... . 

20 To 49 

50 OR MORE .... 
TRAILER 


VACANT AVAILABLE FOR RENT 



2 TO 4 

5 TO 9 

10 OR MORE 


YEAR structure BUILT 


ALL UNITS. . 
1959 TO MARCH i960 
1955 TO 1958 . . . 
1950 TO 1954 . , . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1955 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR earlier. . 


ALL HOUSING UNITS 


BASEMENT 


BASEr-'ENT . . 
CONCRETE SLAB 
OTHER, . • . 


HEATING equipment 


STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR, wall, or PIPELESS FURNACE 
BUILT-IN ELECTRIC UNITS 

other means with flue. . . . , . 

OTHER MEANS WITHOUT FLUE . . . . 
NONE 


T 



STANDARD METROPOLITAN 

STATISTICAL AREAS 



URBAM2EI 

AREAS 


billings 


GREAT 

ALLS 





THE 




THE 

AREA 




BILLINGS 

GREAT 



BILLINGS 

URBAN 

RURAL 


GREAT 

URBAN 

RURAL 


FALLS 


YPLLOW- 


BALANCE 


CASCADE 

FALLS 

BALANCE 





STONE 




COUNTY 







COUNTY 











25 833 

17 7l3 

3 764 

4 356 

24 086 

la 513 

652 

4 921 

19 948 

19 165 


18 389 

11 972 

2 475 

3 942 

14 768 

10 895 

419 

3 454 

13 211 

11 314 


1 373 

586 

699 

B8 

1 519 

1 439 

10 

70 

1 224 

1 449 


2 300 

2 165 

86 

49 

2 618 

2 195 

117 

306 

2 220 

2 312 


1 235 

1 126 

56 

53 

1 145 

963 

44 

13B 

1 150 

1 007 


2 002 

1 768 

186 

48 

3 165 

2 545 

15 

605 

1 797 

2 560 


60 

4 

12 

44 

89 

46 

• * • 

43 

16 

46 


474 

92 

250 

132 

782 

430 

47 

305 

330 

477 


14 818 

9 706 

2 525 

2 587 

12 434 

9 582 

397 

2 455 

11 285 

9 979 


12 689 

n 596 

1 756 

2 337 

10 408 

8 030 

31P 

2 060 

9 443 

8 348 


616 

89 

481 

46 

200 

157 

10 

33 

565 

167 


696 

660 

20 

16 

767 

721 

21 

25 

670 

742 


156 

151 


5 

186 

176 

5 

5 

15i 

lai 


143 

li'3 

10 

15 

67 

51 

• • * 

16 

IIB 

51 


518 

92 

258 

168 

806 

447 

43 

316 

330 

490 


9 082 

7 009 

1 024 

1 049 

9 753 

8 031 

217 

1 505 

7 557 

B 248 


4 469 

2 939 

605 

925 

3 161 

2 474 

75 

612 

3 250 

2 549 


701 

454 

205 

42 

1 108 

1 160 

• * . 

20 

603 

1 160 


1 425 

1 345 

56 

24 

1 757 

1 435 

88 

234 

1 386 

1 523 


932 

666 

36 

30 

893 

754 

35 

104 

881 

789 


755 

690 

45 

20 

1 355 

851 

15 

489 

710 

866 


383 

325 

58 

i . • 

507 

507 

• • • 

• « • 

325 

507 


302 

297 

5 

• • • 

653 

653 

• * • 

. • « 

297 

653 


99 

39 

10 

f • t 

174 

168 

* • • 

6 

89 

16B 


16 

4 

4 

e 

65 

29 

4 

32 

8 

33 


646 

489 

96 

61 

523 

493 

4 

26 

534 

497 


226 

133 

36 

57 

209 

183 

• * . 

26 

165 

183 


217 

192 

25 

* » . 

46 

42 

4 

• • • 

200 

46 


125 

108 

13 

4 

54 

54 

* » . 

. « * 

113 

54 


78 

56 

22 

... 

214 

214 



56 

214 


25 633 

17 713 

3 764 

4 356 

24 0B6 

IP. 513 

652 

4 921 

19 948 

19 165 


1 097 

645 

194 

258 

1 442 

1 082 

. . . 

360 

795 

1 082 


3 699 

2 429 

710 

560 

3 062 

2 464 

81 

517 

3 C03 

2 545 


4 793 

3 383 

773 

637 

3 345 

2 060 

109 

1 176 

3 907 

2 169 


4 591 

3 211 

790 

590 

3 239 

2 539 

125 

575 

3 734 

2 664 


3 295 

2 306 

472 

517 

1 877 

1 427 

36 

414 

2 600 

1 463 


8 358 

5 739 

825 

1 794 

11 121 

P 941 

301 

1 879 

5 909 

9 242 


14 818 

9 706 

2 525 

2 587 

12 434 

9 582 

397 

2 455 

11 205 

9 975 


3 900 

2 510 

729 

661 

3 327 

2 731 

70 

526 

3 095 

2 POl 


3 463 

2 425 

557 

481 

1 953 

1 5lfl 

83 

352 

2 794 

1 601 


2 712 

1 814 

566 

332 

1 921 

1 501 

76 

344 

2 195 

1 577 


4 743 

2 957 

673 

1 113 

5 233 

3 832 

168 

1 233 

3 201 

4 OOC 


25 833 

17 713 

3 764 

4 356 

24 086 

l-^ 513 

652 

4 921 

19 948 

19 16: 


16 258 

12 992 

1 300 

1 966 

16 053 

13 754 

440 

1 859 

13 569 

14 i9‘ 


2 976 

1 834 

5S3 

559 

1 821 

1 101 

77 

553 

2 162 

1 26( 


6 599 

2 887 

1 881 

1 831 

6 212 

3 56» 

135 

2 509 

4 217 

3 70' 


2 309 

1 994 

192 

123 

3 456 

3 260 

1 57 

139 

2 069 

1 3 31' 


14 2C4 

10 946 

1 755 

1 503 

13 198 

10 873 

292 

2 033 

11 974 

11 16: 


3 657 

2 039 

957 

661 

2 720 

2 099 

156 

465 

2 663 

( 2 25: 


54 

24 

• . . 

30 

89 

P 

» • t 

81 

24 

[ 


5 390 

2 643 

806 

1 941 

4 282 

2 04C 

t 134 

2 138 

3 111 

2 17 


139 

57 

31 

51 

249 

204 

i 9 

36 

1 7t 

[ 21 


80 

10 

23 

47 

92 

1 2<; 

» 4 

59 

1 3: 

J 3 


Montana 
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Table 15 . — Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants 

OR More, Urban Balance, Rural Total, and Urbanized Areas; I960 Pi-rsnn^ 

[Based on sample; see text. “U” denotes an unincorporated place] 


Pcrs^ms per Ko-jm 
Yc.ir Moved inro Unit 


SUBJECT 


POPULATION 

population in housing units* 1960. 

PER OCCUPIED U.' IT 

OWNER 

renter 

population in dwelling units* 1950 
per occupied umt 

ALL OCCUPIED UNITS 

PERSONS 


OWNER OCCUPIED 

1 PERSON 

2 PERSONS 

3 persons 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

a PERSONS OR -yORE. 


MEDIAN 


renter OCCUPIED. 

1 PERSON .... . . 

2 PERSONS 

3 PERSONS 

4 persons 

5 PERSONS. . . . . . 

6 PERSONS 

7 PERSONS 

a persons or more. . 


MEDIAN 


YEAR WOVED INToIjnIT 


OWNER OCCUPIED 
1959 TO MARCH 196:0 

1958 

1957 

1954 TO 1956 . . • 

1950 TO 1953 . . • 

1940 TO 1949 • . • 

1939 OR EARLIER. . 


RENTER OCCUPIED. 
1959 TO MARCH I960 . 

1958 

1957 

1954 TO 1956 . . • • 

1950 TO 1953 . . . * 

1940 TO 1949 . . . • 

1939 OR earlier. • • 


STANDARD METROPOLITAN STATISTICAL AREAS 


THE 

AREA 

YELLOW- 

STONE 

COUNTY 


79 471 
3.3 
3.5 
3.0 
54 345 
3,2 


14 818 
1 357 
3 913 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 

0.51 TO 0.75 . . . 

0,76 TO 1.00 , . . 

1.01 TO 1.50 . . . 

1.51 OR MORE , • • 

RENTER OCCUPIED 
0.50 OR LESS . . . 

0.51 TO 0.75 . . . 

0,76 TO 1.00 . . . 

1.01 TO 1.50 , . . 

1.51 OR MORE . . . 


489 

930 

134 

136 

483 

376 

3,4 


9 082 
2 322 
2 174 
1 443 
1 315 
991 
475 
203 
159 


2.5 


14 818 
6 171 
3 460 
3 619 
1 266 
302 


9 082 
2 941 
2 032 
2 774 
916 
419 


14 818 


402 

306 

174 

304 

328 

790 

506 


9 082 
4 881 
1 1S2 
793 
939 
563 
567 
157 


52 722 
3.2 
3,5 
2.7 
30 645 
3.0 


9 706 
920 
2 725 
1 687 
1 838 
1 328 
695 
300 
213 

3.2 


7 009 
2 039 
1 854 
1 120 
884 
606 
290 
114 
102 


2.3 


9 706 
4 422 
2 359 
2 222 
598 
105 


7 009 
2 481 

1 609 

2 067 
574 
278 


urban 

BALANCE 


RURtL 


12 810 

3.6 

3.7 
3.4 


706 

478 

883 

877 

197 

525 

808 

938 


7 009 
3 844 
932 
612 
680 
430 
422 
89 


2 525 
203 
609 
374 
553 
386 
228 
98 
74 

3,6 


024 

194 

176 

179 

198 

159 

68 

25 

25 

3,3 


2 525 
812 
513 
764 
366 
70 


024 

227 

211 

378 

148 

60 


525 

448 

217 

149 

659 

396 

442 

214 


1 024 
570 
130 
112 
115 
25 
52 
20 


3REA’ PALLS 


-L 

THE ] 

AREA { 

CASCADE 1 
COUNTY i 

i 

GREAT 

PALLS 

UR 3 AS i 

SALASCE 1 

931 

! 

71 627 ; 

54 798 

1 

I 

2 328 ‘ 

3.8 

3.2 1 

3.1 

3.S 1 

3.7 

3.5 : 

3.5 

3.B ' 

4.1 

2.8 

2.6 

3.7 ! 

... 

49 359 

36 856 

... j 

... 

3.1 

3.0 

> * . j 

636 

22 187 

17 613 

6 I 4 F 

587 

12 434 

9 582 

! 

i 

397 j 

234 

1 114 

866 

40 ;■ 

579 

3 422 

2 617 

102 

428 

2 189 

: 730 

43 

539 

2 179 

1 724 

65 

42C 

1 778 

1 362 

54 

213 

1 053 

784 

56 

S5 

432 

307 

25 i 

89 

267 

192 

12 i 

3.6 

3,3 

3.3 

1 

3.7 1 

049 

9 753 

» 031 

! 

217 i 

89 

2 463 

2 308 

35 

144 

2 483 

2 147 

35 

144 

1 743 

1 448 

38 

233 

1 414 

1 047 

33 

226 

871 

613 

35 

117 

513 

3CP 

18 

64 

152 

89 

16 

32 

114 

71 

7 

4,l| 

2.5 

2.3 

3.5 

2 587 

12 434 

9 582 

397 

937 

4 678 

3 613 

129 

588 

2 779 

2 251 

55 

633 

3 251 

2 528 

123 

302 

1 394 

1 028 

61 

127 

332 

162 

29 

1 049 

9 753 

e 031 

217 

233 

2 S19 

2 179 

46 

212 

2 050 

1 710 

32 

329 

3 446 

2 902 

57 

194 

i 311 

914 

64 

81 

427 

326 

1 18 

2 587 

- 12 434 

9 582 

; 397 

476 

, 2 128 

1 65il 

1 46 

206 

, 1 217 

953 

L 50 

14£ 

t 965 

795 

i 26 

44£ 

1 2 075 

1 651 

5 57 

407 

r 1 863 

1 50£ 

i 44 

54 £ 

i 2 415 

1 826 

b B9 

35t 

t 1 771 

1 195 

5 85 

1 04« 

; 9 753 

8 03, 

1 217 

46' 

T 5 470 

U 471 

S 136 

12( 

D 1 120 

1 92; 

2 33 

6‘ 

5 673 

53 ; 

3 16 

14' 

i 989 

82' 

9 12 

101 

3 600 

! 51 : 

2 8 

9! 

5 618 

51' 

9 8 

41 

B 283 

24 

1 4 


14 501 

3.7 
3.6 

3.8 


2 455 
2C8 
703 
416 
390 
362 
213 
lOO 
63 

3.3 


1 505 
12 : 
301 
25? 
334 
223 
18? 
47 


URBl I2EC Ai?EAS 


60 677 
3,2 

3.5 

2.6 


GREA" 

FAu-S 


57 126 
3.1 
3.5 


IB 227 


36 


2 455 
936 
473 
600 
305 
141 


505 

294 

308 

487 

333 

83 


2 455 
428 
216 
144 
365 
311 
500 
491 


505 

859 

165 

124 

148 

80 

91 

38 


U 2B5j 
1 055 ! 
3 045 

1 896 ; 

2 207 
1 594 

063 I 
370 1 
255 

3.3 


7 557 
2 116 
1 92S 
1 214 
981 
725 
338 
135 
123 


2*4 


11 285 
4 S49 
2 667 
2 750 
872 
147 


7 557 
2 576 

1 702 

2 275 
678 
326 


11 285 
1 614 

1 056 
970 

2 680 

1 756 

2 014 
995 


7 557 
4 157 
1 C21 
682 
735 
439 
434 
89 


9 979 
906 
2 719 
1 773 
: 789 
1 416 
&4C 
332 
?c:4 

3.3 


248 

343 

182 

486 

CSC 

648 

326 

105 

78 

2.3 


9 979 
3 742 
2 306 
2 651 
1 089 
191 


8 248 
2 225 

1 742 

2 959 
978 
344 


9 979 
1 700 
1 001 
821 
1 710 
1 552 
1 915 
1 2B0 


8 24B 
4 611 
955 
549 
841 
520 
527 
245 


Table 16. — ^Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 

[Based on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 






STANDARD 

METROPOLITAN STATISTICAL AREAS 



n 

BILLINGS 


GREAT 

FALLS 


THE 

area 







THE 

AREA 



urbam 

RURA 


yfllow- 

STONE 

COUNTY 


BALANCE 



CASCADE 

COUNTY 

FALLS 

BALANCE 



23 

900 

16 

715 

3 

549 

3 

636 

22 187 

17 

613 

614 

3 

960 

22 

012 

16 

592 

3 

482 

1 

936 

19 292 

17 

163 

614 

1 

515 


711 


21 


45 


645 

1 382 


128 


1 

254 


772 


20 


» 4-4 


752 

493 


22 



471 


43 


21 


. 


22 

100 


• . • 

V • • 


100 


257 


20 


22 


215 

512 


42 

• • • 


470 


105 


41 




64 

343 


215 

• • « 


128 


. . • 


... 


• * • 


. . ♦ 

65 


43 

« • • 


22 

20 

824 

16 

026 

3 

183 

1 

615 

la 314 

16 

552 

537 

1 

225 

1 

951 


362 


214 

1 

375 

2 760 


722 

39 

1 

999 


87 


. . . 


t * * 


87 

85 


• . . 

. * . 


85 


169 


40 


22 


107 

232 


104 

. * • 


128 


42 


. 


. . • 


42 

85 


• . . 

• . . 


85 


21 


21 


• . f 


. . . 

89 


23 

. . • 


66 


806 


266 


130 


410 

622 


212 

38 


372 

10 

736 

7 

798 

1 

899 

1 

039 

10 019 

.0 

576 

424 

1 

019 

12 

508 

a 

795 

1 

565 

2 

146 

11 033 

P 

599 

190 

2 

244 


446 


82 


45 


319 

530 


192 

• • • 


338 


22 


• . 4 


. . • 


22 

40 


... 

• • • 


40 


65 


• • 4 


... 


65 

190 


. * • 

• • • 


190 


43 


. . . 


. • . 


43 

148 


19 



129 


80 


40 


40 


» • » 

227 


227 



... 

6 

787 

4 

076 


858 

1 

853 

6 971 

5 

204 

247 

1 

520 

11 

933 

a 

507 

2 

010 

1 

416 

10 007 

7 

845 

252 

1 

910 


654 


545 


44 


65 

299 


233 

. • . 


66 

4 

526 

3 

587 


637 


302 

4 910 

4 

331 

115 


464 


863 


583 


149 


131 

825 


606 

96 


123 

7 

090 

4 

845 

1 

024 

i 

221 

5 808 

4 

317 

211 

1 

280 

15 

947 

11 

287 

2 

376 

2 

264 

15 554 

12 

690 

307 

2 

557 

9 

657 

5 

865 

1 

362 

2 

430 

6 614 

4 

416 

288 

1 

910 

14 

243 

10 

850 

2 

187 

1 

206 

15 573 

13 

197 

326 

2 

050 

20 

605 

14 

738 

3 

029 

2 

838 

19 100 

15 

517 

564 

3 

019 

3 

295 

1 

977 


520 


798 

3 087 

2 

096 

50 


941 

12 

512 

6 

684 

2 

no 

1 

718 

11 701 

9 

022 

325 

2 

354 

6 

905 

4 

673 

1 

023 

1 

209 

5 675 

4 

578 

212 


085 

1 

179 


710 


107 


362 

1 090 


753 

19 


318 

3 

304 

2 

648 


309 


347 

3 721 

3 

260 

58 


403 

1 

365 


890 


348 


127 

531 


407 

20 


104 


246 


184 


19 


43 

77 


38 

. * * 


39 


711 


523 


81 


107 

294 


211 

39 


44 

21 

578 

15 

118 

3 

101 

3 

359 

21 285 

16 

957 

555 

3 

773 

19 

297 

13 

147 

2 

965 

3 

165 

17 966 

14 

053 

519 

3 

394 

2 

084 

1 

554 


231 


299 

1 634 

1 

371 

19 


244 

2 

519 

2 

014 


333 


172 

2 587 

2 

109 

76 


322 

12 

105 

7 

986 

2 

201 

1 

918 

12 939 

10 

265 

385 

2 

289 

10 

954 

8 

097 

1 

204 

1 

653 

a 036 

6 

220 

229 

1 

587 


841 


632 


144 


65 

1 212 

1 

128 

... 


84 


URB^NI2ED AREAS 


GREAT 

FALLS 


ALL OCCUPIED UMITS .... 

heating fuel 

UTILITY GAS 

FUEL OIL I KEROSEMEi ETC 

COAL OR COKE 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS . . . . 

OTHER fuel • 

NONE 

WATER HEATING FUEL 

UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

BOTTLED. TANK. OR LP GAS . . . . 

fuel OIL. KEROSENE. ETC 

OTHER FUEL 

NONE 

COOKING FUEL 

UTILITY GAS 

ELECTRICITY. . 

BOTTLED. TANK. OR LP GAS . . . . 

FUEL OIL. KEROSEME. ETC 

COAL OR COKE 

OTHER FUEL 

NONE .... 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER ....... 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . • . 
NONE 

CLOTHES DRYER 

GAS HEATED 

ELECTRICALLY HEATED 

NONE 

HOME FOOD FREEZER 

1 OR MORE 

NONE 

telephone available 

YES . 

NO 

automobiles available 

1 

2 

3 OR MORE 

NONE 


AIR CONDITIONING 

ROOM UNITi 

1 

2 OR MORE 

CENTRAL system 

NONE 

TELEVISION SETS 

1 . . . * 

2 OR MORE. ... 

NONE ..... 

RADIO SETS 


IB 652 
66 
20 
21 
42 
41 


17 886 
497 


21 

376 


9 062 
9 613 
127 


4 518 
9 771 
589 
3 964 


693 
5 379 
12 770 


6 775 
12 067 


16 571 
2 271 


9 946 
5 362 
777 
2 757 


1 158 
184 
545 
16 955 


14 988 

1 707 

2 147 


9 357 
B 809 
676 


17 777 
128 
22 


42 
215 

43 


17 089 
761 


23 

250 


9 000 
a 789 
192 


19 

227 


5 451 
8 097 
233 
4 446 


702 
4 52R 
12 997 


4 704 
13 523 


16 oal 

2 146 


9 347 
4 790 
772 
3 318 


427 
38 
250 
17 512 


14 572 

1 390 

2 265 


10 65C 
6 449 
i I2fi 


1 . . . . 

2 OR MORE: 
NONE . . , 


Montana 


« sms*-., co„„,^ 

I960 Balance, Rural Total, and Urbanized Areas: 

[Some data based on sample; medi^ not shown where base is imuffldenf see text ■m- • 

(-) after number indieates median ^yf o" beL tSt^oXlT"’'^ Plus (^) or 

standard metropolitan stati stical ARrAS 

billings ^ 7^77777 

1 ^ — • I I I 

AREA I 

billings urban RUR^L ! 3R=-at 

Iton^’ balance cascade i faZls 

COUNTY ; 


Valui 
Gross R.nr 


Corsrrj:t Rent 
Duration or Vj< 


OWNER OCCUPIED 
less than $5,000 . 
$5,000 TO $7,400 . 
$7,500 TO $9,900 . 
$10,000 TO $12,400 
$12,500 To $14,900 
$15,000 TO $17,400 
$17,500 TO $19,900 
$20,000 TO $24,900 
$25,000 To $34,900 
$35,000 OR MORE. . 


VACANT AVAILABLE FOR SALi^ 

LESS THAN $5,000 

$5,000 TO $9,900 

$10,000 TO $14,900 

$15,000 To $19,900 

$20,000 TO $24,900 

$25,000 OR MORE 


MEDIAN PRICE ASKED 


RENTER OCCUPIED. 
LESS THAN $20. . . . 

$20 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 

$60 TO $69 .... . 

$70 TO $79 

$80 TO $99 

$100 TO $119 . • . , 

$120 TO $149 . . . . 

$150 TO $199 . , , , 

$200 OR MORE . . . . 

NO CASH RENT . . . , 


8 756 

7 CO'S 

1 024 

723 

9 559 

P 031 

217 

1 311 

7 557 

8 24S 

82 

73 

5 

4 

65 

56 

. . . 

9 

73 

56 

307 

269 

25 

13 

326 

313 


13 

286 

313 

580 

500 

48 

32 

765 

694 

15 

56 

504 

“TO? 

728 

5S6 

81 

61 

754 

702 

11 

41 

606 

713 

1 058 

833 

129 

96 

1 049 

963 

27 

59 

677 

990 

1 112 

863 

165 

84 

1 150 

1 069 

38 

43 

936 

1 107 

1 157 

965 

112 

PC 

1 289 

i OIP 

46 

225 

1 C23 

1 164 

1 564 

1 193 

246 

125 

1 924 

1 396 

' 36 

492 

1 352 

1 432 

903 

754 

109 

40 

892 

751 

32 

139 

855 

783 

524 

488 

16 

20 

710 

609 

4 

97 

504 

613 

232 

216 

4 

12 

151 

146 

... 

5 

220 

146 

37 

29 

. . . 

8 

15 

15 

... 

... 

29 

15 

472 

240 

84 

14B 

469 

299 

8 

162 

292 

307 

72 

73 

72 

70 

73 

71 

' 73 

91 

73 

71 


CONTRACT RENT 


RENTER OCCUPIED, 
LESS than $20. . . , 

$20 TO $29 

$30 TO $39 

*40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $149 . . , . 

$150 OR MORE . . . . 

NO CASH Rent . , , , 


median DOLLARS 


VACANT AVAILABLE FOR RENT 

LESS THAN $30 

*30 TO $39 

*40 To 

$60 TO *79 

*80 TO $99 . . 

$100 TO $119 

*1S0 OR MORE 

median rent asked (DOLLARS)! 

'VACANT AVAILABLE FOR RENT 

’AITH all UTILITIES IN RENT . . . . 
WITH SOME OR NO UTILITIES IN RENT. 


8 756 

7 009 

1 024 

723 

9 559 

F 031 

217 

1 311 

7 557 

8 248 

123 

110 

9 

4 

85 

72 

. . . 

13 

110 

72 

428 

317 

45 

66 

392 

344 

. • . 

48 

333 

344 

705 

563 

82 

60 

910 

788 

27 

95 

575 

815 

2 331 

i 826 

317 

18B 

2 344 

2 142 

60 

142 

1 934 

2 202 

2 508 

1 994 

341 

173 

2 632 

2 299 

P3 

253 

2 212 

2 379 

1 190 

1 029 

117 

44 

1 438 

gas 

34 

419 

1 137 

1 019 

904 

847 

29 

28 

1 239 

1 052 

a 

179 

S76 

1 060 

95 

83 

. . . 

12 

50 

50 

. • . 

• . • 

83 

50 

472 

240 

84 

148 

469 

299 

8 

162 

292 

307 

64 

65 

61 

56 

66 

64 

64 

88 

65 

64 

613 

489 

89 

35 

531 

501 

6 

24 

523 

507 

42 

27 

. . . 

15 

30 

30 


. « . 

27 

30 

56 

40 

12 

4 

90 

06 


4 

49 

8b 

265 

205 

48 

12 

145 

132 


13 

1 223 

132 

138 

105 

29 

4 

159 

146 

6 

7 

112 

152 

52 

52 

• . . 

. « . 

44 

44 


... 

52 

44 

47 

47 

. . • 

... 

42 

42 


. . . 

47 

42 

13 

13 

... 

... 

21 

21 


... 

13 

21 

56 

58 



60 

60 


. • . 

57 

61 

. . • 

. « . 

... 

• . . 

46 

46 


. . . 

. . . 

46 

58 

60 

* • » 

• . . 

71 

75 


• •• 

59 

75 


duration OF Vacancy 

vacant available FOR SALE. 

LESS THAN 4 MONTHS 

** Up TO 6 MONTHS 

6 MONTHS OR more 


VACANT AVAILABLE FOR RENT. 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

^ Up TO 6 MONTHS 

o Months or more 


27 

165 

145 

7 

133 

94 

> . . 

7 

11 

20 

25 

40 

28 

523 

499 

1 • • 

241 

234 

13 

163; 

206 

4 

20 

31 

11 1 

99 

28 


Table 18 . — Ten^ure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
25,000 TO 50,000 Inhabitants: 1960 

[Some data based on sample; see text “U” denotes ar unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac, 
Bathrooms 


BUTTE 

MISSOULA 

SUBJECT 

BUTTE 

12 316 

9 328 

CONDITION AND PLUMB 1 NG —CON . 




RENTER OCCUPIED 

4 624 



SOUND 

3 529 



WITH ALL PLUMBING FACILITIES 

2 697 

9 969 

a 658 

LACKING SOME OR ALL FACILITIES 

832 

5 345 

5 196 

DETERIORATING 

865 

53.6 

60.0 

WITH ALL PLUMBING FACILITIES ...... 

590 

5 326 

5 160 

LACKING SOME OR ALL FACILITIES 

275 

19 

36 

DILAPIDATED 

230 

4 624 

3 462 



4 570 

3 442 

VACANT AVAILABLE FOR SALE 

52 

54 

20 

WITH ALL PLUMBING FACILITIES 

52 



LACKING SOME OR ALL FACILITIES 

, , , 

2 347 

670 



1 991 

626 

VACANT AVAILABLE FOR RENT 

1 537 

1 744 

579 

WITH ALL PLUMBING FACILITIES 

. 831 

1 589 

440 

LACKING SOME OR ALL FACILITIES 

706 

1.0 

1.2 



1 537 

377 



24,9 

9,8 

all HOUSING UNITS, . . 

12 316 

31 

47 



20 

15 

WATER SUPPLY 


104 

77 



247 

47 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

11 973 

356 

44 

only COLD PIPED WATER INSIDE STRUCTURE . , 

334 



PIPED WATER OUTSIDE STRUCTURE 

, • , 



NO PIPED WATER , 

9 

12 316 

9 328 

TOILET FACILITIES 


9 577 

a 083 



8 033 

7 535 

FLUSH toilet. EXCLUSIVE USE 

10 147 

4 

4 

FLUSH toilet. SHARED 

2 127 

1 540 

544 

OTHER toilet FACILITIES OR NONE, . . . . , 

42 

2 140 

1 095 



1 519 

835 



13 

» • • 

BATHING FACILITIES 


608 

260 



599 

150 

BATHTUB OR SHOWER. EXCLUSIVE USE 

9 875 



bathtub OR SHOWER. SHARED 

2 039 

5 345 

5 196 

NO bathtub or shower , 

402 

4 747 

4 006 



4 638 

4 760 



109 

46 

BATHROOMS 


485 

321 



449 

293 


9 096 

36 

28 

1 PLUS PARTIAL 

298 

113 

69 

2 OR MORE 

414 



SHARED OR NONE 

2 508 


ALL HOUSING UNITS. 


TENURE f COLOR t AND VACANCY 
STATUS 


OCCUPIED ..... 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED. 

white 

NON WHITE 

REr TER OCCUPIED 

WHITE 

NONWHITE 


VACANT * . 

YEAR ROUND 

SOUND OR deteriorating 

available. ............ 

FOR SALE ONLY, . . 

homeowner vacancy RATE .... 

FOR RENT 

RENTAL VACANCY RATE 

RENTED OR S0LD» AWAITING OCCUPANCY 

held FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING 

with ALL PLUMBING FACILITIES . , . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED. . . 


OWNER OCCUPIEP 

SOUND 

WITH ALL PLUMBING FACILITIES , 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH AlL plumbing FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 




number indicates median above that number] 


SUBJECT 1 

BUTTE 

MISSOULA 

SUQJECT 

QUTTE 

Ml S SOU LA 

1 

ROOMS 



BEDROOMS 



ALL UNITS 

12 316 

9 328 

ALL UNITS 

12 316 

9 32c; 

1 ROOM 

1 558 

671 

NONE 

1 838 

1 1 151 

2 ROOMS 

983 

777 


4 130 

2 386 

3 ROOMS 

2 208 

1 483 


3 864 

1 3 112 

A ROOMS 

3 074 

2 289 


1 886 

1 2 179 

5 ROOMS 

2 263 

2 108 

4 OR MORE 

598 

500 

6 ROOMS 

1 37B 

971 




7 ROOMS 

Si i 

697 

OWNER OCCUPIED 

5 345 

1 5 196 

8 ROOMS OR MORE | 

341 

332 

0 AND 1 

1 052 

801 

MEDIAN 

4,0 

4.3 


2 260 

! 2 151 





1 501 

1 1 822 

OWNER OCCUPIED 

5 345 

5 196 

4 OR MORE 

532 

422 

: TO 3 ROOMS 

569 

538 




a ROOMS . . . .1 

1 436 

1 429 

RENTER OCCUPIED . . . • 

4 624 

3 462 

5 ROOMS 1 

1 624 

1 548 

NONE 

908 

622 

6 ROOMS 

1 034 

794 


2 040 

1 460 

7 ROOMS 1 

406 

586 


1 288 

817 

8 ROOMS OR MORE 

276 

301 

3 OR MORE 

368 

363 

MEDIAN 

4.9 

4.9 




RENTER OCCUPIED* 

4 624 

3 462 

UNITS IN STRUCTURE 



i ROOM 

768 

423 




2 ROOMS. 

625 

618 




3 ROOMS 

1 127 

935 

ALL UNITS 

12 316 

9 328 

4 ROOMS 1 

1 184 

737 

li DETACHED 

6 984 

6 349 

5 ROOMS 

490 

483 

li ATTACHED 

999 

243 

6 ROOMS 

282 

158 


861 

711 

7 ROOMS OR MORE 

148 

108 

3 AND 4. ... . 

988 

580 

MEDIAN . 

3.3 

3.2 

5 OR MORE 

2 416 

1 289 




TRAILER 

68 

156 

VACANT AVAILABLE FOR SALE 

52 

63 




1 TO 3 ROOMS 

2 

15 

OWNER OCCUPIED 

5 345 

5 196 

4 AND 5 ROOMS ' 

40 

31 

li DETACHED. ............... 

4 536 

4 666 

6 ROOMS OR MORE 

10 

17 

It ATTACHED . 

241 

45 

MEDIAN 

4,6 

4.7 

2 OR MORE 

500 

341 




trailer. ................. 

68 

144 

VACANT AVAILABLE FOR RENT 

1 537 

377 




1 ROOM • . * j 

554 

180 

RENTER OCCUPIED 

4 624 

3 462 

2 ROOMS 1 

179 

61 

It DETACHED 

1 621 

1 418 

3 ROOMS 

335 

68 

It ATTACHED 

545 

166 

4 ROOMS j 

360 

40 


467 

481 

5 ROOMS OR MORE * . 1 

109 

28 

3 AND 

501 

450 

MEDIAN ... 

2.6 

1.6 

5 TO 9 

308 

431 




10 TO 19 

422 

203 




20 OR MORE 

680 

301 




TRAILER . , . , 

... 

12 




VACANT AVAILABLE FOR RENT. ...... 

1 503 

357 





690 

70 




2 OR MORE 

893 

287 


Table 20. — Occupancy Characteristics, Y ear Built, and Heating Equipment, for Places of 
25,000 to 50,000 Inhabitants: I960 
[Based on sample; see text. “U” denotes an unincorporated place] 


Year Struct. Built Sewage Disposal 

Basement Population 

Heating Equipment Persons 

Source of Water Persons per Room 


SUBJECT 

BUTTE 

MISSOULA 

SUBJECT 

BUTTE 

MISSOULA 

ALL HOUSING UNITS 

12 316 

9 328 

1 

POPULATION 



YEAR STRUCTURE BUILT 



POPULATION IN HOUSING UNiTSt 1960 ^ 

28 440 

25 615 




PER OCCUPIED UNIT 

2.9 

3,0 




OWNER 

3,2 

3.3 

1955 TO MARCH I960 

292 

792 

RENTER , 

2.5 

2.5 

1950 TO 1954 

368 

880 

POPULATION IN DWELLING UNiTSi 1950 .... 

30 954 

20 120 

1940 TO 1949 

607 

1 403 

PER OCCUPIED UNIT 

2.8 

3,0 

basement 



ALL OCCUPIED UNITS 

9 969 

8 658 

BASEMENT 

a 912 

7 150 

PERSONS 



CONCRETE SLAB 

1 033 

373 




other « . » . 

2 371 

1 805 







OWNER OCCUPIED 

5 345 

5 196 




1 PERSON 

790 

616 

HEATING EQUIPMENT 



2 PERSONS . 

1 770 

1 620 




3 PERSONS 

926 

879 




4 PERSONS 

725 

892 

STEAM OR hot WATER . 

3 710 

i 237 

5 PERSONS 

421 

617 

WARM AIR FURNACE 

1 634 

5 340 

6 PERSONS. . . 

352 

352 

FLOORi WALLt OR PIPELESS FURNACE 

2 480 

1 028 

7 PERSONS 

185 

122 

BUILT-IN ELECTRIC UNITS 

24 

112 

e PERSONS OR MORE 

176 

98 

OTHER MEANS WITH FLUE 

4 334 

1 607 

MEDIAN 

2.6 

2.9 

OTHER MEANS WITHOUT FLUE . 

60 

# » • 




NONE 

24 

4 

RENTER OCCUPIED 

4 624 

3 462 




1 PERSON . 

1 881 

1 177 




2 PERSONS 

1 108 

969 

SOURCE OF WATER 



3 PERSONS 

588 

510 




4 PERSONS 

416 

358 




5 PERSONS 

316 

242 

PUBLIC SYSTEM OR PRIVATE COMPANY . , . * , 

12 2B6 

I 9 262 

6 PERSONS. ... 

152 

1 106 

individual well 

25 

36 

7 PERSONS 

62 

64 

OTHER 

5 

30 

a PERSONS OR MORE 

101 

36 



1 

MEDIAN 

1.9 

2.1 

sewage disposal 









PERSONS PER ROOM 



PUBLIC sewer . 

12 181 

5 790 




SEPTIC tank or cesspool 

100 

3 468 

OWNER OCCUPIED ... 

5 345 

5 196 

OTHER OR NONE 

35 

70 

0.50 OR LESS 

2 613 

2 306 




0.51 TO 1.00 

2 124 

2 383 




1.01 OR MORE 

608 

507 




RENTER OCCUPIED. 

4 624 

3 462 




0.50 OR LESS 

1 685 

1 240 




0.51 TO 1.00 

2 409 

1 760 




1,01 OR MORE 

530 

462 


Montana 


28-21 


Table 21 .— Financial Characteristics. Year Moved into Unit, and Duration of \’acancy 
FOR Places of 25,000 to 50,000 Inhabitants; 1960 

1 sample; see text. “U” denotes an uninco^oratcd place. Median not shown where base is less than 200; plus (+) orminus (-) 
after number indicates median above or below that number] 


’'icjr Mov,;d into Lnic 
Automobiles Avail. 

Air Conditioninc 
VaJue 


Rent 

Contract Rent 
Dur.ition ot 
\'3C.incv 


SUBJECT 


ALL OCCUPIED UNITS 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . # • • 

1959 TO MARCH I960 . • 

1958 

1954 TO 1957 

1940 TO 

1939 OR EARLIER 

RENTER OCCUPIED 

1959 TO MARCH I960 * « « . 

1958 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

automobiles AVAILABLE 

1 . . . . . 



3 OR MORE 

NONE ........... 

AIR conditioning 

ROOM UNITIS) 

CENTRAL SYSTEM 

NONE 

VALUE 

OWNER OCCUPIED 

LESS THAN $5i0O0 

SStOOO TO $7t400 

S7i500 to S9»900 

SlOfOOO TO $I2«400 

S12»500 TO $14f900 

SlSiOOO TO Sl7i400 

*17i500 TO $19,900 

$20,000 TO $24,900 

$25,000 TO $34,900 . 

$35,000 OR MORE 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


BUTTE 

MISSOULA 

9 969 

8 658 

5 345 

5 196 

336 

702 

205 

469 

966 

1 348 

2 271 

1 925 

1 567 

752 

4 624 

3 462 

1 Q30 

1 951 

533 

462 

1 021 

567 

1 008 

402 

232 

80 

5 368 

4 287 

1 437 

2 336 

lOO 

444 

3 064 

1 591 

95 

106 

40 

164 

9 834 

a 388 

4 836 

4 665 

1 207 

223 

1 001 

421 

891 

730 

677 

1 000 

380 

665 

316 

650 

124 

398 

144 

299 

56 

201 

40 

78 

B 100 

12 400 

41 

55 

... 

... 


SUBJECT 

BLTTE 

MISSOULA 

gross RENT 



RENTER OCCUPIED. ........... 

4 624 

3 462 

LESS THAN $20 


44 

$20 TO $29 ..... 

64C 

103 

$30 TO . 

546 

299 

$40 TO $49 

760 

28S 

$50 TO $59 

715 

334 

$60 TO 569 

588 

548 

$70 TO $79 

3ac 

541 

$80 TO 

364 

646 

$100 TO $149 

269 

473 

$150 OR MORE ........ 

12 

12 

NO CASH RENT 

279 ! 

174 

MEDIAN . dollars . 

52 

71 

CONTRACT RENT 

1 



4 345 

3 288 

MEDIAN . DOLLARS . 

41 

5. 

VACANT AVAILABLE FOR RENT, . 

1 537 

377 


507 

81 

$30 TO $39 

476 

131 


456 

76 

$60 TO $79 

80 

51 

$80 TO $99 

9 

26 


9 

4 

$120 OR MORE 

. • • 

5 

MEDIAN RENT ASKED (DOLLARS) i 




35 

3S 

WITH ALL utilities IN RENT 

29 

. * . 

WITH SOME OR NO UTIL. IN RENT 

40 

... 

DURATION OF VACANCY 



VACANT AVAILABLE FOR SALE 

52 

63 

LESS THAN 4 MONTHS 

23 

26 

4 MONTHS OR MORE 

29 

37 

VACANT AVAILABLE FOR RENT 

1 537 

377 


85 

215 

1 UP TO 4 MONTHS 

242 

118 


1 210 

44 


Table 22 . — Thnure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants; 1960 
[Some data based on sample; see text. “U" denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac, 
Bathing Fac. 
Bathrooms 


SUBJECT 

ANACONDA 

BOZEMAN 

HAVRE 

HELENA 

KALISPELL 

ALL HOUSING UNITS, 

4 316 

4 353 

3 435 

7 324 

3 745 

TENL’-^Et COLOR 1 AND VACANCY 






status 






OCCUPIED 

3 846 

4 099 

3 212 

6 749 

3 437 

OWNER OCCUPIED 

2 291 

2 110 

1 755 

3 775 

2 257 

PERCENT OF ALL OCCUPIED 

59.3 

51.5 

54.6 

55.9 

65.7 

vtHiTE, 

2 269 

2 106 

1 751 

3 737 

2 245 

MON7,'HlTE 

12 

4 

4 

38 

12 

RE' TER OCCUPIED , • , 

1 565 

1 999 

1 457 

2 974 

1 180 

“HITE, 

1 553 

1 971 

1 394 

2 923 

1 171 

NONWHITE . « . . 

12 

18 

63 

51 

9 

VACANT 

470 

254 

223 

575 

30a 

YEAR ROUND 

469 

202 

207 

564 

192 

SOUND OR deteriorating 

440 

192 

171 

469 

158 

available 

416 

148 

129 

374 

112 

FOR sale only 

19 

55 

27 

43 

33 

HOf^EOWMER VACANCY RATE 

O.B 

2.5 

1.5 

1.1 

1.4 

FOR RENT . 

397 

93 

102 

331 

79 

RENTAL VACANCY RATE 

20.2 

4.5 

6.5 

10,0 

6.3 

RENTED OR SOLDf AWAITI'E OCCUPANCY , 

6 

19 

13 

34 

B 

HELD FOR OCCASIONAL USE 

« • • 

5 

13 

9 

1 

HELD FOR OTHER REASONS 

19 

20 

16 

52 

37 

DILAPIDATED 

2q 

10 

36 

95 

34 

SEASONAL 

2 

1 

52 

16 

11 

116 

CONDITION AND PLUMBING 






ALL UNITS . 

4 316 

4 353 

3 435 

7 324 

3 745 

SOUND. , 

3 73fl 

3 913 

2 783 

5 951 

3 263 

..ITH ALL PLUMBING FACILITIES 

3 376 

3 636 

2 628 

5 627 

3 068 

LACKING only HOT WATER 

4 

9 

• • t 

. . i 

4 

LACKING OTHER PLUMBING FACILITIES, . . . 

359 

268 

155 

324 

191 

DETERIORATING 

497 

373 

436 

1 053 

367 

WITH all PLUMBING FACILITIES 

363 

316 

389 

774 

266 

LACKING only HOT WATER , , 

« • . 

. . . 

4 

16 

4 

LACKING other PLUMBING FACILITIES. . . . 

134 

57 

43 

263 

97 

DILAPIDATED ' 

91 

67 

216 

320 

115 

OWNER OCCUPIED 

2 281 

2 110 

1 755 

3 775 

2 257 

SOUND 

2 161 

1 955 

1 573 

3 433 

2 101 

WITH ALL PLUMBING FACILITIES 

2 132 

1 928 

1 561 

3 395 

2 069 

LACKING SOME OR ALL FACILITIES 

29 

27 

12 

38 

32 

DETERIORATING. .... , 

120 

128 

162 

281 

144 

WITH ALL PLUMBING FACILITIES 

120 

112 

155 

230 

12B 

LACKING SOME OR ALL FACILITIES 

. • » 

16 

7 

51 

16 

DILAPIDATED 

... 

27 

20 ^ 

61j 

12 

RENTER OCCUPIED 

1 565 

1 969 

1 457 ' 

2 974' 

1 ISO 

SOUND . . . . 

1 249 

1 755 

1 064 

2 204 

972 

WITH ALL PLUMBING FACILITIES ...... 

1 039 

1 550 

940 ' 

1 990 

961 

LACKING SOME OR ALL FACILITIES . . , , . 

209 

205 

124 

214 

111 

deteriorating , . . , 

269 

207 

245 

618 

146 

WITH ALL PLUMBING FACILITIES 

194 

175 

212 

489 

96 

LACKING SOME OR ALL FACILITIES . . . . . 

75 

32 

33 

129 

46 

DILAPIDATED 

49 

27 

148 

152 

62 

VACANT AVAILABLE FOR SALE. ...... 

19 

55 

27 

43 

33 

WITH ALL plumbing FACILITIES 

19 

54 

27 

37 

30 

LACKING SOME OR ALL FACILITIES 

... 

1 

... 

6 

3 

VACANT AVAILABLE FOR RENT 

397 

93 

102 

331 

79 

WITH ALL plumbing FACILITIES 

209 

63 

79 

231 

56 

LACKING SOME OR ALL FACILITIES 

199 

30 

23 

100 

23 

ALL HOUSING UNITS . . , 

4 316 

4 353 

3 435 

7 324 

3 745 

WATER SUPPLY 






HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

4 199 

4 249 

3 394 

6 995 

3 568 

ONLY COLD PIPED WATER INSIDE STRUCTURE . , 

122 

95 

35 

243 

90 

PIPED water OUTSIDE STRUCTURE 




9 

38 

NO PIPED WATER 

5 

9 

16 

77 

49 

TOILET facilities 






FLUSH TOILET 1 EXCLUSIVE USE 

3 845 

4 027 

3 192 

6 617 

3 412 

FLUSH toilet. SHARED 

448 

290 

216 

585 

217 

other toilet facilities or none 

23 

36 

27 

122 

116 

BATHING facilities 






bathtub or shower, exclusive use 

3 780 

3 991 

3 166 

6 587 

3 371 

bathtub or shower, shared 

437 

290 

220 

564 

209 

NO bathtub OR shower 

99 

72 

49 

173 

165 

bathrooms 







3 508 

3 329 

2 665 

5 473 

2 845 

MORE than 1 

262 

647 

509 

1 102 

530 

SHARED OR NONE 

546 

377 

261 

749 

370 


Table 23. — Structural Characteristics an^d Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text *‘U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of' Water 
Sewage Disposal 


SUBJECT 

ANACONDA 

BOZEMAN 

HAVRE 

HELENA 

K4LISPELL 

ROOMS 






ALL UNITS . 

4 316 

4 353 

3 435 

7 324 

5 745 

1 ROOM 

312 

305 

165 

516 

186 

2 ROOMS 

36B 

345 

234 

490 

223 

3 ROOMS , 

83B 

704 

640 

1 160 

559 

4 ROOMS 

1 058 

966 

923 

1 576 

954 

5 ROOMS 

97 R 

868 

681 

1 690 

1394 

6 ROOMS 

445 

535 

426 

976 

520 

7 ROOMS 

213 

412 

200 

489 

248 

8 ROOMS OR MORE 

104 

216 

166 

427 

161 

MEDIAN 

4. 1 

4.4 

4.2 

4.4 

4.4 

OWNER OCCUPIED 

2 2B1 

2 110 

1 755 

3 775 

2 257 

1 TO 3 ROOMS 

163 

212 

147 

296 

222 

4 ROOMS 

646 

444 

434 

782 

584 

5 ROOMS 

7B3 

502 

481 

1 171 

669 

6 ROOMS 

400 

435 

356 

738 

443 

7 ROOMS OR MORE 

2fl9 

517 

337 

783 

339 

MEDIAN , « . « 

4,9 

5.3 

5.1 

5,2 

5,0 

RENTER OCCUPIED 

1 565 

1 989 

1 457 

2 974 

1 lao 

1 ROOM 

IBB 

271 

142 

307 

110 

2 ROOMS 

241 

251 

176 

337 

138 

3 ROOMS 

513 

483 

433 

832 

291 

4 ROOMS 

374 

498 

450 

727 

334 

5 ROOMS 

185 

293 

168 

449 

180 

6 ROOMS 

36 

92 

63 

211 

69 

7 ROOMS OR MORE 

2r-, 

101 

25 

111 

58 

median 

3,2 

3.5 

3.4 

3.5 

3,7 

VACANT AVAILABLE FOR SALE. 

1=) 

55 

27 

43 

33 

MEDIAN 

... 

5.1 

... 

... 


VACANT AVAILABLE FOR RENT 

397 

93 

102 

331 

79 

MEDIAN 

2.4 

2.6 

2.8 

2.8 

2,9 

ALL HOUSING UNITS 

4 316 

4 353 

3 435 

7 324 

3 745 

BEDROOMS 






0 and I 

1 667 

1 555 

1 187 

2 619 

1 157 


1 482 

1 342 

1 162 

2 821 

1 201 

3 OR MORE 

1 167 

1 456 

1 086 

1 684 

i 3B7 

UNITS IN STRUCTURE 






ALL UNITS 

4 316 

4 353 

3 435 

7 324 

3 745 


3 117 

2 438 

2 062 

4 336 

3 135 


287 

1 744 

468 

798 

202 

3 AND 4 

27a 

537 

368 

675 

138 

5 OR MORE 

630 

528 

509 

1 417 

239 

TRAILER . 

4 

106 

28 

99 

31 

OWNER OCCUPIED ..... 

2 281 

2 110 

1 755 

3 775 

2 257 


2 IBB 

, 1 636 

1 544 

3 300 

2 132 

2 OR MORE 

89 

' 368 

; 183 

381 

94 

TRAILER 

4 

106 

1 

94 

31 

renter OCCUPIED, .... 

1 565 

1 989 

' 1 457 

2 974 

1 180 


775 

678 

' 436 

B84 

821 


171 

468 

308 

506 

118 

3 AND 4 

1B6 

i 398 

2R4 

536 

71 

5 TO 9 

154 

201 

228 

438 

62 

10 OR MORE * 

279 

244 

201 

606 

108 

TRAILER 

... 

... 

... 

4 

... 

year structure BUILT 






1955 TO MARCH 1960 

193 

447 

508 

750 

273 

1950 TO 1954 

322 

1 387 

498 

712 

300 

1940 TO 1949 

232 

527 

363 

702 

648 

1939 OR EARLIER 

3 569 

2 992 

2 066 

5 160 

2 524 

BASEMENT 






BASEMENT 

3 473 

3 084 

2 710 

5 756 

2 643 

CONCRETE SLAB 

127 

255 

196 

223 

140 

OTHER 

716 

1 014 

529 

1 345 

962 

HEATING equipment 






STEAM OR HOT WATER 

618 

731 

510 

2 511 

304 

WARM AIR FURNACE 

1 054 

1 799 

1 742 

2 160 

2 064 

FLOOR. WALL. OR PiPELESS FURNACE 

999 

787 

498 

804! 

172 

BUILT-IN ELECTRIC UNITS 

8 

22 

9 

25' 

116 

OTHER MEANS WITH FLUE 

1 614 

9Ba 

659 

1 715, 

1 061 

OTHER MEANS WITHOUT FLUE 

14 

21 

17 

24 

24 

NONE 

9 

5 

... 

5 

4 

SOURCE OF WATER 






PUBLIC SYSTEM OR PRIVATE COMPANY 

4 300 

4 295 

3 410 

7 209 

3 694 

INDIVIDUAL WELL 

... 

9 

15 

40 

5 

OTHER 

16 

49 

10 

75 

46 

sewage DISPOSAL 






PUBLIC SEWER ... 

4 284 

4 206 

3 405 

6 951 

3 582 

SEPTIC TANK OR CESSPOOL 

• • * 

94 

6 

266 

102 

OTHER OR NONE 

32 

53 

24 

87 

61 


Table 24. — Occupancy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants: I960 

[Based on sample; see text. “U” denotes an unincorporated place. Median not shown where base is less than 200; plus (-f) or minus (— ) 
after number indicates median above or below that number] 


Population 
Persons 
Persons per 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

ANACONDA 

BOZEMAN 

HAVRE 

HELENA 

KALISPELL 

population 






POPULATION IN HOUSING UNITS. 1960 

11 556 

11 850 

iC 535 

20 224 

10 099 

PER OCCUPIED UNIT 

3.0 

2.9 

3.3 

3.0 

2.9 



3.3 

3.2 

3.7 

3,3 

3.1 

RENTER * . « . 

2.6 

2.5 

2.B 

2.6 

2.7 

POPULATION IN DWELLING UNITS. 1950 . , , , 

10 738 

10 178 

. « « 

16 541 

... 

PER OCCUPIED UNIT 

3.1 

3.0 

... 

2.9 

... 

ALL OCCUPIED UNITS 

3 846 

4 099 

3 212 

6 749 

3 437 

PERSONS 






OWNER OCCUPIED ............ 

2 281 

2 110 

1 755 

3 775 

2 257 

1 PERSON 

381 

234 

188 

454 

351 

^ PERSONS 

628 

645 

430 

1 148 

765 

5 PERSONS 

380 

391 

270 

622 

367 

4 PERSONS 

332 

357 

307 

596 

332 

5 PERSONS 

285 

291 

246 

534 

211 

6 PERSONS 

145 

125 

162 

257 

143 

7 PERSONS 

53 

55 

81 

92 

56 

8 PERSONS OR MORE * 

77 

12 

71 

72 

32 

median 

2.8 

3.0 

3.5 

3.0 

2.5 

renter OCCUPIED. 

1 565 

1 989 

1 457 

2 974 

1 180 

1 PERSON 

521 

668 

373 

938 

372 

2 PERSONS 

443 

531 

387 

798 

303 

3 PERSONS 

173 

301 

271 

502 

157 

4 PERSONS 

201 

229 

186 

287 

127 

5 PERSONS 

115 

142 

115 

257 

136 

6 PERSONS 

52 

84 

88 

125 

40 

7 PERSONS 

24 

25 

25 

39 

29 

8 PERSONS OR MORE 

36 

9 

12 

28 

16 

MEDIAN 

2.1 

2.1 

2.4 

2.2 

2.2 

PERSONS PER ROOM 






OWNER OCCUPIED 

2 281 

2 110 

i 755 

3 775 

2 257 

0.50 OR LESS 

1 065 

1 038 

669 

1 794 

1 138 

0.51 TO 1.00 

941 

957 

860 

1 662 

971 

1.01 OR MORE 

275 

115 

226 

319 

148 

renter OCCUPIED. ... 

1 565 

1 989 

1 457 

2 974 

1 100 

0.50 OR LESS . 

524 

649 

443 

1 162 

420 

0.51 TO 1.00 

804 

1 152 

775 

1 486 

617 

1.01 OR MORE . 

237 

186 

239 

326 

143 

YEAR MOVED INTO UNIT 






OWNER OCCUPIED 

2 281 

2 no 

1 755 

3 775 

2 257 

1959 TO MARCH I960 

114 

306 

240 

509 

207 

1958 

92 

220 

98 

334 

104 

1954 TO 1957 

551 

497 

482 

998 

703 

1940 TO 1953 

764 

787 

631 

1 204 

920 

1939 OR EARLIER 

760 

300 

304 

• 730 

323 

RENTER OCCUPIED. , . 

1 565 

1 989 

1 457 

2 974 

1 180 

1959 TO MARCH i960 

586 

1 044 

693 

1 386 

671 

1958 .... 

176 

290 

189 

469 

166 

1954 TO 1957 , , . . 

337 

399 

353 

580 

189 

1940 TO 1953 

360 

220 

198 

460 

124 

1939 OR EARLIER 

106 

36 

24 

79 

28 

VALUE 






OWNER OCCUPIED 

2 124 

1 632 

1 548 

3 267 

2 no 

LESS THAN $5»000 

113 

89 

39 

245 

244 

SSiOOO TO $7»400 

316 

117 

68 

269 

256 

$7 » 500 TO $9,900 

513 

201 

118 

464 1 

394 

SIOtOOO TO $12,400 

407 

261 

235 

383 , 

460 

$12,500 TO $14,900 

220 

173 

268 

392 ; 

264 

$15,000 TO $19,900 

403 

437 

541 

875 ' 

312 

;S20»000 To $24,900 

99 

183 

164 

320 

104 

$25,000 OR MORE 

53 

151 

115 

319 

84 

median DOLLARS . 

10 700 

14 300 

15 400 

14 200 

10 900 

VACANT AVAILABLE FOR SALE 

19 

55 

15 

27 

41 

MEDIAN PRICE ASKED DOLLARS . 





... 

GROSS RENT 






RENTER OCCUPIED , 

1 565 

1 989 

1 457 

2 974 

1 180 

LESS THAN $20 

40 

38 


57 

16 

$20 TO $39 

306 

279 

168 

333 

173 

$40 TO $59 ..... 

573 

479 

300 

798 

246 

$60 TO $79 

395 

479 

440 

717 

314 

$80 To $99 

151 

349 

264 

508 

221 

$100 TO $119 

24 

225 

159 

289 

83 

$120 OR MORE 

16 

84 

93 

170 

57 

NO CASH RENT . 

60 

56 

33 

102 

70 

MEDIAN ..... DOLLARS , 

55 

67 

71 

67 

66 

CONTRACT RENT 






RENTER OCCUPIED 

1 505 

1 933 

1 424 

2 872 

1 no 

median DOLLARS , 

43 

57 

61 

57 

53 

VACANT AVAILABLE FOR RENT 

389 

93 

102 

354 

69 

MEDIAN RENT ASKED DOLLARS , 

37 

... 

... 

46 

... 




Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Places ot 2,500 to 10,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-1-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Room.s 

Units in Structure 


CENTER- 
VILLE- 
OUBLIN 
GULCH (U) 


CONRAD CUT Bank deer lodge 


DILLON FLORAL 
PARK lU) 


GLASGOW GLENDIVE 


HARDIN LaUREL 


ALL HOUSING UNITS. 


1 IV54 I ?.4B 


tenure? color? AND VACANCY STATUS 


OWNER OCCUPIED . 

WHITE 

NONWHITE . . . 
RENTER OCCUPIED. 
WHITE. .... 
NON WHITE . . . 
AVAILABLE VACANT 
FOR SALE ONLY. 
FOR RENT . . . 
OTHER VACANT . . 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 
LACKING ONLY HOT WATER ...... 

LACKING other PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, 
DILAPIDATED 


RENTER OCCUPIED 

SOUND . • 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


ALL HOUSING UNITS. 


WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH toilet? EXCLUSIVE USE, . . 

FLUSH toilet? SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER? EXCLUSIVE USE 
BATHTUB OR SHOWER? SHARED. . . . 
NO BATHTUB OR SHOWER 


MORE THAN i. , 
SHARED OR NONE 


SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY 

individual well 

OTHER 


sewage disposal 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. . . 
MEDIAN* 

ALL UNITS 

OWNER OCCUPIED , 
RENTER OCCUPIED. 


UNITS IN STRUCTURE 


Li INCL. TRAILER 



3 AND 4 

5 OR MORE, . . . 


1 031 

759 

1 280 

1 240 

1 067 

37 

15 

52 

87 

133 

32 

44 

31 

35 

95 

75 

80 

149 

81 

159 


Table 25 . — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “XJ” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


B.it hing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

LEWISTOWN 

LIBBY 

LIVING- 

STON 

MILES 

CITY 

MISSOULA 

SOUTHWEST 

(U) 

ROUNDUP 

SHELBY 

SIDNEY 

SILVER 
BOW PARK 
(U) 

WHITE- 

FISH 

WOLF 

POINT 

ALL HOUSING UNITS 

2 

647 

900 

2 

913 

3 

566 

1 

121 

1 

021 

1 

279 

1 

546 

1 

396 

1 

093 

1 

129 

tenure* color* and vacancy STATUS 






















OWNER OCCUPIED 

1 

504 

551 

1 

635 

1 

942 


806 


633 


759 


835 

1 

198 


700 


614 

WHITE 

1 

501 

551 

1 

629 

1 

934 


802 

1 

633 


759 


b33 

1 

194 


694 


572 

nonwhite * • 


3 

. . • 


6 


8 


4 


• « • 


. • . 


2 


4 


6 


42 

RENTER OCCUPIED 


910 

303 

1 

180 

1 

288 


228 


300 


440 


591 


121 


266 


434 

WHITE 


B98 

302 

1 

168 

1 

282 


223 


299 


429 


590 


120 


263 


393 

NONWHITE 


12 

1 


12 


6 


5 


i 


11 


1 


1 


3 


41 

AVAILABLE VACANT 


157 

29 


40 


150 


52 


52 


37 


69 


37 


48 


43 

FOR SALE ONLY 


21 

5 


10 


29 


6 


10 


2 


3 


20 


a 


6 

FOR RENT 


136 

24 


30 


121 


46 


42 


35 


66 


17 


37 


37 

OTHER vacant 


76 

17 


58 


186 


35 


36 


43 


51 


40 


79 


38 

CONDITION AND PLUMBING 






















ALL UNITS 

2 

647 

900 

2 

913 

3 

566 

1 

121 

1 

021 

1 

279 

1 

546 

1 

396 

1 

093 

1 

129 

SOUND 

2 

149 

523 

2 

178 

3 

07a 


906 


783 


949 

1 

249 

1 

249 


932 


724 

WITH ALL PLUMBING FACILITIES 

1 

959 

510 

2 

053 

2 

657 


886 


720 


926 

1 

198 

1 

241 


866 


705 

LACKING ONLY HOT WATER 


6 

2 


. . . 


2 


2 


2 


. . t 


• • • 


1 


. . . 


« i • 

lacking other plumbing facilities. . . . 


184 

11 


125 


419 


IS 


61 


23 


51 


7 


66 


19 

DETERIORATING 


419 

289 


581 


441 


140 


178 


277 


192 


125 


150 


294 

WITH ALL PLUMBING FACILITIES 


307 

275 


518 


264 


99 


103 


233 


158 


in 


127 


247 

LACKING ONLY HOT WATER 


5 

4 


2 


5 


6 


5 


1 


5 


1 


2 


1 

LACKING OTHER PLUMBING FACILITIES, . . . 


107 

10 


61 


172 


35 


70 


43 1 


29 


13 


21 


46 

DILAPIDATED . 


79 

88 


154 


47 


75 


60 




105 


22 


a 


la 

renter OCCUPIED , , . , 


910 

303 

1 

ISO 

1 

28B 


228 


300 


440 


591 


121 


266 


434 

SOUND 


702 

132 


793 

1 

074 


177 


191 


249 


446 


107 


227 


224 

WITH ALL PLUMBING FACILITIES 


588 

126 


6B7 


809 


173 


163 


232 


416 


107 


175 


211 

LACKING SOME OR ALL FACILITIES 


114 

6 


111 


265 


4 


28 


17 


30 


1 • . 


52 


13 

DETERIORATING. * • . 


177 

123 


314 


197 


37 


84 


162 


106 


13 


37 


157 

WITH ALL PLUMBING FACILITIES 


110 

116 


266 


112 


31 


49 


128 


92 


12 


32 


136 

LACKING SOME OR ALL FACILITIES 


67 

7 


48 


05 


6 


35 


34 


14 


1 


5 


21 

DILAPIDATED. 


31 

48 


68 


17 


14 


25 


29 


39 


1 


2 


53 

ALL HOUSING UNITS 

2 

647 

900 

2 

913 

3 

566 

1 

121 

1 

021 

1 

279 

1 

546 

1 

396 


093 

1 

129 

WATER supply 






















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 

506 

865 

2 

63o 

3 

318 

1 

048 


925 

1 

230 

1 

477 

1 

369 

1 

068 

1 

026 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


89 

24 


65 


177 j 


55 


80 


35 


51 


25 


21 


24 

PIPED WATER OUTSIDE STRUCTURE 


36 

... 


1 


18 1 


a 


3 


1 


1 


. . . 


1 


10 

NO PIPED WATER .............. 


16 

a 


u 


S3 


10 


13 


13 


17 


2 


3 


69 

TOILET FACILITIES 






















FLUSH TOILET. EXCLUSIVE USE 

2 

325 

075 

2 

717 

2 

990 

1 

047 


880 

1 

202 

1 

473 

1 

390 

1 

025 

1 

007 

FLUSH toilet. SHARED 


227 

12 


140 


437 


11 


64 


42 


46 


. ■ . 


59 


29 

OTHER toilet FACILITIES OR NONE 


95 

13 


56 


139 


63 


77 


35 


27 


6 


9 


93 

BATHING FACILITIES 






















BATHTUB OR SHOWER* EXCLUSIVE USE 

2 

295 

859 

2 

689 

2 

958 

1 

023 


857 

1 

198 

1 

424 

1 

368 


999 


998 

BATHTUB OR SHOWER* SHARED ' 


231 

12 


143 


437 


11 


67 


39 


51 


. • . 


56 


26 

NO bathtub or shower 


121 

29 


81 


171 


87 


97 


42 


71 


28 


38 


105 

BATHROOMS 























1 

964 

746 

2 

261 

2 

475 


919 


759 


986 

1 

127 

1 

286 


901 


745 

MORE THAN i 


318 

97 


408 


532 


106 


115 


213 


267 


81 


89 


225 

SHARED OR NONE .... 


365 

57 


244 


559 


96 


147 


80 


152 


29 


103 


159 

SOURCE OF water 






















public system or PRIVATE COMPANY 

2 

586 

894 

2 

898 

3 

375 

1 

019 

i 

Oil 

1 

274 

1 

243 

1 

390 

1 

093 

i 

015 

individual well 


45 

6 


5 


131 


9) 


. • . 


• . « 


295 


. * . 


* . . 


50 

OTHER 


16 

'•* 


10 


60 


11 


10 


5 


6 : 


6 


... 


64 

SEWAGE DISPOSAL 






















PUBLIC SEWER .... 

2 

521 

738 

2 

785 

3 

386 


14 


860 

1 

260 

1 

517 

1 

385 

1 

022 

1 

025 

SEPTIC TANK OR CESSPOOL 


70 

157 


97 


52 

1 

071 


115 


... 


... 


, , , 


71 : 


5 

OTHER OR NONE. . . 


56 

5 


31 


128 


36 


46 


19 


29 


11 


... 


99 

rooms 






















1 ROOM 


207 

39 


158 


310 


61 


31 


36 


41 


5 


49 


55 

2 ROOMS 


222 

43 


192 


317 


60 


87 


105 


103 


43 


48 


99 

3 ROOMS 


365 

127 


448 


5S6 


146 


179 


220 


299 


147 


138 


225 

4 ROOMS 


661 

220 


815 


926 


412 


289 


327 


405 


484 


274 


339 

5 ROOMS. . . . . 


595 

206 


674 


701 


274 


217 


279 


338 


445 


303 


210 

6 ROOMS 


296 

151 


338 


373 


122 


129 


162 


1B6 


200 


170 


115 

7 ROOMS 


154 

75 


180 


183 


32 


53 


78 


89 


47 


74 


56 

8 ROOMS OR MORE * 


127 

39 


iOa 


170 


14 


36 


72 


85 


25 


37 


30 

median* 






















ALL UNITS 


4.3 

4.6 


4.3 


4. 1 


4.2 


4.2 


4.4 


4.3 


4.5 


4.6 


4.0 

OWNER OCCUPIED 


4.9 

5.1 


4.9 


5.0 


4.4 


4.5 


5.0 


5.0 


4.6 


5.0 


4.5 

renter OCCUPIED 


3.2 

3.7 


3.5 


3.2 


2.6 


4.0 


3.4 


3.7 


... 


3.9 


3,5 

UNITS IN structure 






















1* INCL. TRAILER ...... 

2 

082 

827 

2 

345 

2 

611 

1 

025 


899 

1 

094 

1 

0B6 

1 

381 


943 


799 



126 

15 


260 


371 


29 


40 


42 


187 


5 


32 


131 

3 AND 4 


112 

26 


104 


194 


5 


15 


89 


179 


10 


33 


61 

5 OR more. ....... . . 


327 

32 


204 


390 


62 


67 


54 


94 


... 


9S 


138 


Montana 


28-27 


Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960 

rgoine data based on sample; median not shovm where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS 

year structure built 


CENTER- 
VILLE- 
DUBLIN 
GULCH (U) 


deer lodge 


FLORAL 
PARK (U) 


GLASGOW I GLENDIVE 


1955 TO MARCH 19j60 
1950 TO 1954 . , . 
1940 TO 1949 . . . 
1939 OR earlier. • 


6i 

164 

13 

937 


156 

107 

129 

506 


231 

215 

128 

129 

121 

128 

318 

94 

168 

834 

1 013 

1 030 


291 

139 

120 

696 


540 
151 
13Q 
1 167 


265 
391 
235 
1 4<i2 


121 

122 

118 

559 


180 

249 

267 

“33 


HEATING equipment 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
rUIUT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 

none . 


POPULATION 

POPULATION IN HOUSING UNiTSi i960, 
PER OCCUPIED unit. ....... 

OWNER 

RENTER ' 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON 

2 PERSONS, 

3 PERSONS • 

4 PERSONS 

5 PERSONS 

6 PERSONS 

T PERSONS 

e PERSONS OR MORE 

MEDIAN* 

ALL OCCUPIED 

OWNER 

RENTER 


PERSONS PER ROOM 


1 .00 OR LESS 
1.01 OR MORE 


Year moved into unit 

OWNER OCCUPIED 

1958 TO MARCH I960 ^ . . . . . 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER. 

RENTER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 


53 

72 

360 

6B6 

4 


49 

427 

175 

243 

4 


159 

613 

371 

365 

4 


179 

360 

355 

389 

276 

113 

602 

584 

14 

4 

17 

4 


169 

465 

369 

241 

4 


18B 

830 

230 

716 

29 

4 


446 
1 363 
174 
342 
8 


72 

284 

229 

323 

8 

4 


117 

727 

333 

33B 

14 


3 398 
3,5 
3.4 
3.9 


2 658 
3.2 
3.4 
2.9 


4 511 
3,3 
3.5 
3.1 


4 019 

3.1 

3.2 

2.8 


3 423 
2.7 
3.0 
2.4 


4 079 

3.4 

3.5 
3.1 


6 342 

3.4 

3.5 
3.1 


6 991 
3.2 
3.5 
2.9 


2 745 
3.1 

3.1 

3.2 


4 595 
3.2 
3.4 
2,9 


964 


158 

223 

152 

155 

123 

67 

51 

35 


161 

213 

102 

154 

103 

45 

24 

23 


1 

219 

248 

336 

392 

204 

190 

248 

212 

175 

139 

93 

83 

50 

29 

26 

19 


358 

334 

1701 

1«5 

113 

60 

17 

12 


135 

310 

217 

236 

157 

76 

29 

31 


300 
471 ; 
333 
291 
252 
133 
65 
48 


395 

577 

328 

335 

254 

143 

63 

63 


177 
227 
136 
138 
94 1 
52 
30 
18 


200 

376 

265 

265 

183 

84 

30 

19 


3.2 
2.9 

4.3 


2,9 

3.5 

2.2 


3. 1 
3.5 
2,9 


2.6 

2,9 

2.2 


2.3 3.2 3,0 

2.4 3.4 3.4 

2.0 ... 2,9 


2.8 2.7 3.0 
3,2 2,8 3.2 
2,7 3.2 2.7 


799 

165 


711 1 130 

114 221 


1 152 
160 


1 124 
125 


1 052 
139 


I 474 
419 


I 809 
349 


727 I 251 
145 171 


749 

64 

122 

230 

333 

215 

143 

32 

17 

18 


538 

127 

152 

212 

47 

287 

178 

61 

45 

3 


808 

192 

204 

338 

74 

543 

394 

80 

61 

a 


809 

163 

250 

277 

119 


692 

121 

161 

308 

102 


1 047 
209 
329 
324 
185 


1 032 
364 
260 
291 
117 


1 139 
188 
283 
434 
234 


513 

93 

137 

219 

64 


946 

156 
232 
401 

157 


503 

282 

124 

87 

10 


557 

330 

143 

80 

4 


144 

78 

23 

36 

7 


861 

647 

149 

53 

12 


1 019 
755 
a48 
108 
8 


359 

256 

60 

39 

4 


476 

298 

102 

56 

20 


VALUE 


OWNER OCCUPIED 

LESS THAN $5,000 

S5«000 TO $9,900 . • . 

«i0,000 TO $14,900 . 

*15,000 TO $19 1 900 

*20,000 TO $24,900 . . 

*25,000 OR MORE 

MEDIAN DOLLARS . 


729 

403 

221 

105 


499 
27 
140 
180 
91 
38 
23 
12 300 


771 

24 

149 

253 

251 

46 

48 

14 100 


737 
76 
266 
23 S 
118 
35 
4 

10 400 


5751 

53 

166 

162 

114 

48 

32 

11 900 


987 

20 

266 

359 

177 

108 

57 

12 400 


756 

90 

170 

171 
224 

73 

28 

12 700 


893 

28 

243 

290 

187 

117 

28 

12 300 


468 

24 

124 

164 

120 

24 

12 

12 100 


P90 

44 

276 

416 

124 

28 

11 300 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN . . 

*20 TO $39 

*40 TO $59 

*60 TO $79 

*80 TO $99 . . • • 

*100 TO 

*120 OR MORE 

NO CASH RENT 

median dollars . 


215 


50 

47 

56 

22 

5 

35 


287 

26 

61 

85 

43 

37 

12 

23 

70 


543 

8 

67 

93 

97 

153 

65 

28 

32 

78 


503 

10 

77 

128 

145 

72 

10 

61 

61 


557 

40 

104 

99 

150 

124 

4 

8 

28 

62 


144 


16 

31 

19 

26 

15 

j7 


861 

41 

85 

252 

205 

137 

101 

40 

83 


I 019 
4 
56 
188 
352 
200 
92 
99 
28 
74 


359 

, . . 

16 

97 

118 

68 

12 

16 

32 

66 


476 

5 

52 

146 

146 

87 

B 

*32 

62 


CONTRACT RENT 

renter occupied. . . . 
median 


DOLLARS 


180 


264 

62 


511 442 529 

63 47 ^ 


107 


821 

70 


1 


991 

67 


327 

55 


444 

52 




Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-{-) or 
minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

LEWISTOWN 

LIBBY 

LIVING- 

STON 

MILES 

CITY 

MISSOULA 

SOUTHWEST 

(U) 

ROUNDUP 

SHELBY 

SIDNEY 

SILVER 
BOW PARK 
(U) 

White- 

fish 

WOLF 

POINT 

ALL HOUSING UNITS 

2 647 

900 

2 913 

3 566 

1 121 

1 021 

1 279 

1 1 546 

1 396 

1 093 

1 I2t 

YEAR STRUCTURE BUILT 



i 









1955 TO MARCH 1960 

269 

65 

208 i 

281 

318 

69 

170 

147 

258 

72 

14J 

1950 TO 1954 

228 

122 

214 ' 

372 

300 

46 

187 

1 270 

178 

62 

lB*i 

1940 TO 1949 * 

145 

174 

267 

393 

279 

71 

202 

1 261 

127 

95 

15£ 

1939 OR EARLIER 

2 005 

539 

2 224 i 

2 520 

224 

835 

720 

868 

833 

664 

641 

HEATING EQUIPMENT 












steam or hot water 

830 

86 

519 

602 

5 

86 

78 

128 

80 

102 

8J 

WARM AIR FURNACE . 

1 335 

262 

1 024 

1 612 

643 

607 

527 

821 

422 

575 

59’ 

BUILT-IN ROOM UNITS 

154 

105 

605 

354 

127 

34 

365 

200 

489 

67 

2li 

OTHER MEANS WITH FLUE 

294 

410 

749 

833 

346 

290 

103 

390 

341 

341 

23f 

OTHER MEANS WITHOUT FLUE ♦ 

34 

26 

16 

151 

. ■ . 

4 

126 

7 

56 

8 

t . ‘ 

NONE 

... 

11 


14 

... 

... 

... 

... 

B 

... 

... 

POPULATION 












population IN HOUSING UNiTSi i960. .... 

7 189 

2 809 

8 174 

9 530 

3 817 

2 793 

3 972 

4 544 

4 750 

2 949 

3 57« 

PER OCCUPIED unit 

3.0 

3.3 

2,9 , 

3.0 

3.7 

3,0 

3,3 

1 3.2 

3.6 

3.1 

3.‘ 

OWNER 

3,3 

3.3 

3.1 

3.3 

3.8 

3.1 

3.5 

1 3.2 

3.6 

3.2 

3,f 

RENTER 

2,5 

3,3 

2.7 1 

2.5 

3.4 

2.8 

3.0 

3.1 

3,4 

2.8 

3.: 

ALL OCCUPIED UNITS 

2 414 

854 

2 815 

3 230 

1 034 

933 

1 199 

1 426 

1 319 

966 

1 04{ 

PERSONS 












1 PERSON 

557 

128 

606 

775 

88 

1 201 

1 219 

249 

131 

IBS 

171 

2 PERSONS 

709 

247 

841 

879 

234 

282 

1 295 

383 

321 

282 

2B‘ 

3 PERSONS 

342 

134 

433 

476 

159 

151 

' 202 

216 

209 

138 

14- 

4 PERSONS 

317 

144 

412 

482 

242 

1 115 

178 

236 

275 

148 

1B( 

5 PERSONS 

243 

91 

308 

314 

162 

83 

130 

202 

192 

125 

12' 

6 PERSONS 

134 

59 

145 

165 

86 

49 

97 

85 

113 

50 

6' 

7 PERSONS 

65 

29 

47 

81 

36 

29 

48 

36 

41 

21 

4: 

8 PERSONS OR MORE 

47 

22 

23 

58 

27 

23 

30 

19 

37 

14 

3' 

MEDIAN* 












ALL OCCUPIED . * 

2.4 

2,9 

2.5 

2.5 

3.6 

2.4 

. 2,9 

2.9 

3,5 

2.6 

3.( 

OWNER 

2.9 

2.6 

2.6 

3.0 

3.6 

2.3 

3.1 

3.0 

3.5 

2.4 

2.J 

renter 

1.9 

3,0 

2.4 

2.1 

3.6 

2.3 

2.4 

2.9 

... 

2.6 

3. 

PERSONS PER ROOM 






j 






1.00 OR LESS . * . 

2 172 

735 

2 543 

2 869 

805 

1 822 

1 016 

1 236 

1 104 

B60 

81! 

I'.Ol OR MORE 

242 

119 

272 

361 

229 

111 

183 

190 

215 

66 

23! 

year moved into unit 












OWNER OCCUPIED , 

1 504 

551 

1 635 

1 942 

806 

' 633 

759 

035 

1 198 

700 

61' 

1958 TO MARCH 1960 . 

303 

72 

297 

454 

209 

83 1 

201 

185 

220 

113 

ii; 

1954 TO 1957 ' 

405 

119 

363 

450 

323 

1 136 

159 

lB2 

299 

159 

14« 

1940 TO 1953 

610 

260 

590 

775 

241 

261 

254 

349 

415 

295 

261 

1939 OR EARLIER 

186 

100 

385 

263 

33 

153 

145 

119 

264 

133 

9 : 

renter occupied 

910 

303 

1 ISO 

1 288 

228 

300 

440 

591 

121 

266 

43' 

1958 TO MARCH I960 

586 

206 

696 

867 

173 

i 201 

343 

383 

83 

173 

30, 

1954 TO 1957 ...... 

186 

79 

280 

224 

51 

57 

53 

115 

27 

46 

10' 

1940 TO 1953 

116 

13 

172 

170 

4 

! 31 

36 

85 

11 

37 

2! 

1939 OR EARLIER 

20 

5 

32 

27 

... 

11 

8 

B 


10 


VALUE 












OWNER OCCUPIED ....... 

1 330 

503 

i 476 

1 694 

736 

543 

629 

758 

1 154 

641 

51' 

LESS THAN S5.000 

136 

8 

85 

163 

102 

134 

44 

66 

132 

76 

V 

SSiOOO TO $9f900 . . . . 

360 

199 

543 

567 

171 

292 

162 

200 

399 

315 

12' 

$10i000 TO S14t900 

501 

186 

541 

463 

246 

97 

201 

252 

423 

184 

15' 

$15 1 000 TO $19 t 900 * . 

203 

68 

148 

326 

177 

16 

129 

150 

132 

54 

10 ; 

$20 1 000 TO $24 1 900 

83 

20 

98 

81 

24 


52- 

73 

52 

4 

21 

$25 1 000 OR MORE 

47 

20 

61 

94 

16 

4 

41 j 

17 

16 

a 

2( 

MEDIAN . dollars ,| 

11 500 

11 000 

10 700 

11 100 

12 200 

7 100 

12 200 

12 000 

10 500 

9 000 

11 iO( 

GROSS RENT 












RENTER OCCUPIED. - , 

910 

303 

1 180 

1 288 

228 

300 

440 

591 

121 

266 

43' 

LESS THAN $20. | 

20 

... 

4 

26 

... 

8 




« « . 

. . 1 

$20 TO $39 

149 

13 

180 

208 

3 

46 

58 

*51 

. • . 

51 

3 : 

$40 TO $59 

170 

36 

304 

373 

31 

83 

84 

160 

4 

62 

r 

$60 TO $79 . .' 

305 

UB 

432 

318 

81 

82 

154 ‘ 

170 

43 

79 

14« 

$80 TO $99 . 

158 

74 

124 

165 

38 

36 

64 ; 

97 

18 

52 

11 : 

$100 TO $119 .... i .... « 

60 

28 

20 

67 

20 

. 15 

32 ; 

43 

27 

• t . 

2 : 

$120 OR MORE . • . . 

24 

4 

28 

50 

16 

• « a 

4 

■ 27 

15 

13 

1 : 

NO CASH RENT 

24 

30 

88 

79 

39 

30 

44 

43 

14 

9 

3 ; 

MEDIAN ...... dollars • 

67 

74 

63 

60 

... 

60 

66 

67 


63 

7' 

CONTRACT Rent 












RENTER OCCUPIED. 

886 

273 

1 092 

1 209 

189 i 

270 

396 

548 

107 

257 

40; 

MEDIAN DOLLARS . 

56 

56 

1 

52 

54 

... 

48 

60 

56 

... 

52 

6! 


Montana 


28-29 


Table 27. — Selected Characteristics of Housing Units, for Places of 1,000 to 2,500 Inhabitants: I960 
[Some data based on sample; average not shown where base is insufficient; see text. “U'’ denotes an unincorporated place] 


ALL HOUSING UNITS BY CONDITION AND PLUMBING 
"1 SOUND I DETERIORATING T 


OCCUPIED HOUSING UNITS 


BAKER. . 

BELGRADE 

BIG TIMBER 

BOULDER 

BROWNING 

CHESTER 

CHINOOK 

CHOTEAU 

CIRCLE 

COLUMBIA falls 

COLUMBUS . . 

EAST HELENA 

EUREKA 

FAIRYIEW 

FORSYTH 

FORT BENTON 

HAMILTON 

HARLEM 

HARLOWTON 

MALTA 

MEADERVILLE-MC QUEEN (U) 

NORTH HAVRE (U) 

ORCHARD HOMES (U). . . . 

PHILIPSBURQ 

PLENTYWOOD 

POLSON • . t 

POPLAR 

RED LODGE 

RONAN 

5C0BEY 

SUPERIOR 

TERRY. 

THOMPSON FALLS 

THREE FORKS 

TOWNSEND 

WALKERVILLE 

WHITE SULPHUR SPRINGS. . 


LACK- 
ING 
SOME 
OR ALL 
FA- 
CILI- 
TIES 

TOTAL 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 
ING 
SOME 
OR ALL 
FA- 
CILI- 
TIES 

38 

174 

146 

28 

53 

5 

2 

3 

29 

95 

60 

35 

32 

3 

1 

2 

a 

153 

101 

52 

8 

100 

71 

29 

79 

224 

98 

126 

38 

109 

82 

27 

a 

48 

37 

11 

13 

160 

147 

13 

13 

28 

15 

13 

12 

27 

21 

6 

28 

114 

64 

50 

33 

45 

15 

30 

60 

50 

32 

16 

79 

3B 

26 

12 

17 

277 

227 

50 

42 

64 

35 

29 

62 

19 

10 

9 

121 

56 

40 

18 

1 

112 

104 

8 

7 

123 

83 

40 

11 

14 

9 

5 

3 

200 

180 

20 

53 

95 

63 

32 

37 

154 

114 

40 

14 

160 

122 

38 

73 

216 

168 

40 

35 

46 

17 

29 

20 

85 

73 

12 

a 

65 

51 

14 

102 

29 

8 

21 

18 

186 

160 

26 

13| 

78 

72 

6 

22 

126 

88 

38 

4 

148 

131 

17 

19 

192 

166 

26 


OWNER OCCUPIED 


POPU- 
DILAP- LATION 
IDATED IN 

HOUSING TOTAL 
UNITS 


AVER- 

AVERAGE age 
VALUE NUM- 
(DOL- BER 
LARS) OF 

ROOMS 


RENTER OCCUPIED 

aver- aver- 
age AGE 
GROSS NUM- 
TOTAL RENT BER 
(OOL- OF 
LARS) ROOMS 


AVAIL- 

ABLE 

OCCU- VACANT 
PIED HOUS- 
BY INC- 
NON- UNITS 
WHITE 








Table 28. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMS As: 1960 
[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Sumly 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
B,isemenn 


SUBJECT 


ALL HOUSING UNITS 

TENURE t COLOR f AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHJTE 

NONWHITE 

RENTER OCCUPIED^ ..... 

WHtTE 

NONWHITE ............... 

VACANT 

YEAR ROUND 

SOUND OR deteriorating 

AVAILABLE. ............. 

FOR SALE ONLY. . . 

FOR RENT 

RENTED OR SOLDt AWAITING OCCUPANCY . 

HELD FOR occasional USE 

HELD FOR OTHER REASONS 

dilapidated 

SEASONAL .......... 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND . . . . 

WITH ALL PLUMBING FACILITIES «*..*, 

LACKING ONLY HOT WATER 

LACKING other PLUMBING FACILITIES, . , . 

DETERIORATING. . , . . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER . , 

LACKING OTHER PLUMBING FACILITIES. , . . 
DILAPIDATED 

VACANT AVAILABLE FOR SALE 

WITH ALL plumbing FACILITIES ....... 

VACANT AVAILABLE FOR RENT . 

WITH ALL plumbing FACILITIES 


ALL HOUSING UNITS 

water supply 

HOT and COLO PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILETt EXCLUSIVE USE 

FLUSH TOILET* SHARED . 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE 

BATHTUB OR SHOWER* SHARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM 

2 ROOMS. , . 

3 ROOMS » . . 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN! 

ALL UNITS 

OWNER OCCUPIED 

renter occupied 

UNITS IN STRUCTURE 


I 

2 . 

3 AND 4 

S TO 

10 OR MORE 

TRAILER! ON PERMANENT FOUNDATION 
mobile 

year STRUCTURE BUILT 

1959 TO march 1960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 ... 

1930 TO 1939 

1929 OR EARLIER. 


BASEMENT 


BEAVERHEAD 

BIG HORN 

BLAINE 

BROADWATER 

CARBON 

carter 

CHOUTEAU 

CUSTER 

DANIELS 

DAWSON 

2 

865 

2 

842 

2 

940 

946 

3 

321 

8B4 

3 

022 

4 

665 

1 381 

3 895 

2 

343 

2 

532 

2 

278 

842 

2 

732 

753 

2 

188 

4 

127 

1 145 

3 469 

1 

343 

1 

487 

1 

402 

558 

1 

942 

539 

1 

476 

2 

562 

858 

2 193 

1 

335 

1 

121 

1 

264 

558 

1 

942 

539 

1 

472 

2 

545 

850 

2 193 


e 


366 


138 

• • . 


. . . 

• . . 


4 


17 

. . . 

. * < 

1 

000 

1 

045 


876 

284 


790 

214 


712 

1 

565 

207 

1 276 

1 

000 


674 


699 

284 


786 

210 


700 

i 

554 

287 

1 276 


... 


171 


177 

... 


4 

4 


12 


11 

... 

... 


542 


310 


662 

104 


589 

131 


834 


538 

236 

426 


257 


156 


332 

51 


199 

93 


358 


348 

211 

380 


212 


130 


242 

31 


174 

80 


2B6 


310 

170 

334 


124 


59 


127 

10 


67 

36 


83 


208 

49 

151 


19 


13 


20 

1 


32 

B 


25 


47 

13 

16 


105 


46 


107 

9 


35 

28 


58 


161 

36 

135 


7 


2 


11 

5 


30 

2 


3 


16 

3 

11 


12 


19 


46 

. . . 


58 

29 


20 


20 

27 

60 


69 


50 


58 

16 


39 

13 


172 


66 

91 

112 


45 


26 


90 

20 


25 

13 


72 


38 

41 

46 


285 


154 


330 

53 


390 

3R 


476 


190 

25 

46 

2 

885 

2 

842 

2 

940 

946 

3 

321 

884 

3 

022 

4 

665 

i 381 

3 895 

2 

016 

1 

894 

1 

808 

685 

2 

737 

568 

2 

305 

3 

986 

1 068 

3 209 

1 

676 

1 

461 

1 

342 

575 

2 

174 

385 

1 

754 

3 

458 

782 

2 841 


4 


16 


9 

8 


. . ■ 

. . . 


17 


9 

5 

. i . 


336 


417 


457 

102 


563 

183 


534 


519 

201 

368 


680 


702 


706 

160 


482 

264 


552 


610 

155 

537 


300 


208 


274 

86 


306 

111 


242 


275 

54 

307 


... 


12 


... 

• • . 


11 

. . • 


4 


4 

* . * 

« * * 


380 


402 


432 

74 


165 

153 


306 


331 

101 

230 


189 


246 


426 

101 


102 

52 


165 


69 

158 

149 


19 


13 


20 

1 


32 

8 


25 


47 

13 

16 


14 


8 


16 

... 


25 

4 


12 


33 

9 

10 


105 


46 


107 

9 


35 

28 


58 


161 

36 

135 


35 


23 


33 

4 


16 

9 


19 


83 

24 

86 

2 

805 

2 

842 

2 

940 

946 

3 

321 

884 

3 

022 

4 

665 

1 381 

3 895 

2 

249 

1 

876 

1 

904 

724 

2 

806 

537 

2 

265 

4 

130 

980 

3 368 


153 


166 


117 

97 


158 

lOB 


156 


192 

56 

141 


121 


61 


33 

11 


123 

33 


a 


47 

* . . 

12 


362 


739 


886 

114 


234 

206 


593 


296 

337 

374 

2 

036 

1 

736 

1 

661 1 

698 

2 

569, 

512 

1 

2 

085 

3 

804 

948 

3 253 


180 1 


73 


I99l 

31 


87 ! 

15 


78 


380 

8 

119 


669 

1 

033 

1 

080 

217 


665- 

357 


859 


481 

425 

523 

2 

012 

1 

747 

1 

644 

692 

2 

542 

516 

2 

100 

3 

780 

920 

3 201 


196 , 


89 


2Uj 

27 


92 

11 


87 


376 

B 

' 135 


677 

1 

006 

1 

085 

227 


687 

357 


835 


509 

453 

559 


440 


191 


1 

398 

57 


57 

36 


251 


303 

54 

1 152 


250 1 


309 


359 

67 


119 

74 


241 


392 

82 

! 252 


409 1 


497 


351' 

135 


426 

130 


369 


757 

162 

643 


584 


666 


596 

223 1 


742 

316 


583 

1 

189 

396 

1 086 


511 i 


5S7 


555 

218 


951 

163 


702 


910 

327 

912 


360 


313 


293 

129 


597 

78 


419 


591 

162 

474 


122 


173 


194 

47 : 


188 

47 


254 


287 

140 

226 


209 i 


134 


194 

70 i 


241 

40 


203 


236 

56 

150 


4.1 


4.1 


4.1 

4.5 


4.8 

4.1 


4.6 


4.2 

4.5 

4.3 


4.9 


4.5 


4.9 

5.0 ' 


5.0 

4.4 


5.2 


4.9 

4.0 

4.9 


3.4 


3.9 


3.5 

3.7 


4.4 

4.0 


4,4 


3.4 

4,0 

3,7 

2 

326 

2 

610 

2 

544 

867 

3 

014 

819 ' 

2 

797 

3 

466 

1 243 

2 570 


154 


48 


60 

20 


95 

11 


44 


386 

40 

616 


101 


64 


43 

10 


66 

15 


42 


194 

19 

237 


75 


20 


62 

• • . 


40 

. . . 


38 


194 

9 

153 


90 


19 


169 

... 


57 

... 


31 


234 

49 

114 


28 


12 


25 

3 


4 

12 


8 


32 

. . . 

8 


111 


69 


37 

46 


45 

27 


62 


159 

21 

197 


66 ^ 


60 


39 

37 


46 

25 


72 


136 

42 

124 


235 


199 


177 

48 


120 

43 


188 


307 

53 

522 


244 j 


296 


158 

44 


200 

113 


271 


449 

123 

542 


238 


366 


354 

132 


193 

90 


236 


559 

138 

400 


234 


469 


466 

08 


226 

108 


147 


433 

55 

286 

1 

798 

1 

452 

1 

746 

597 

2 

536 

505 

2 

108 

2 

701 

970 

2 021 

1 

334 

1 

029 

1 

587 

378 

1 

529 

306 

1 

526 

3 

098 

967 

2 937 


425 


820 


192 

131 


392 

118 


167 


514 

23 

120 

1 

126 


993 

1 

161 

437 

1 

400 

460 

1 

329 

1 

053 

391 

836 


BASEMENT . . , 
concrete SLAB, 
OTHER. . • . , 


Table 28. — Tenure, V acancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMS As: I960 — Con. 

[Some data baaed on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vitcjincy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


ALL HOUSING UNITS 

tenure? color? and vacancy status 

OCCUPIED . . . 

OWNER OCCUPIED 

white 

NONWHITE 

RENTER OCCUPIED 

WHITE. ..... 

NON WHITE 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING ........ 

AVAILABLE 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLD? AWAITING OCCUPANCY , 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS . . 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING other PLUMBING FACILITIES. . . . 

DETERIORATING • . . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED. .... , 

VACANT AVAILABLE FOR SALE 

WITH ALL PLUMBING FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT and cold PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET? EXCLUSIVE USE 

FLUSH toilet? SHARED 

OTHER toilet FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER? EXCLUSIVE USE 

BATHTUB OR SHOWER? SJ^ARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM 

Z ROOMS 

? ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

a ROOMS OR MORE . . 

MEOIANI 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN STRUCTURE 


1 

2 

3 AND 4 

5 TO 9 

10 OR MORE 

TRAILER! ON PERMANENT FOUNDATION 
MOBILE 

YEAR structure BUiLT 

1959 TO MARCH 1960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


BASEMENT 


DDGE 

FALLON 

FERGUS 

FLATHEAD 

GALLATIN 

GARFIELD 

GLACIER 

GOLDEN 

VALLEY 

GRANITE 

768 

1 288 

4 772 

12 510 

9 074 

729 

3 471 

435 

1 234 

014 

1 164 

4 199 

10 121 

7 728 

592 

3 002 

377 

961 

095 

797 

2 791 

7 482 

4 342 

436 

1 786 

298 

645 

083 

797 

2 787 

7 459 

4 338 

436 

1 303 

298 

645 

12 

■ . • 

4 

23 

4 

• • . 

483 

• • . 

. . . 

919 

367 

1 408 

2 639 

3 386 

156 

1 216 

79 

316 

899 

367 

1 404 

2 630 

3 355 

156 

870 

79 

311 

20 

... 

4 

9 

31 

... 

346 

... 

5 

754 

124 

573 

2 389 

1 346 

137 

469 

58 

273 

605 

91 

413 

953 

428 

97 

115 

35 

80 

518 

71 

359 

745 

300 

71 

92 

26 

39 

460 

28 

198 

437 

263 

21 

49 

5 

25 

30 

13 

29 

165 

113 

6 

14 

3 

9 

430 

15 

169 

272 

150 

15 

35 

2 

16 

13 

10 

15 

45 

40 

. • . 

1 

. . . 

2 

5 

6 

41 

56 

26 

18 

13 

2 

4 

40 

27 

105 

207 

51 

32 

29 

19 

6 

87 

20 

54 

208 

48 

26 

23 

9 

41 

149 

33 

160 

1 436 

918 

40 

354 

23 

193 

768 

1 288 

4 772 

12 510 

9 074 

729 

3 471 

435 

1 234 

583 

899 

3 990 

10 035 

7 163 

516 

2 383 

378 

527 

133 

800 

3 361 

8 799 

6 573 

302 

2 033 

226 

490 

11 

« . • 

35 

31 

17 

8 

t . . 

5 

. • . 

439 

99 

594 

1 205 

573 

206 

350 

147 

37 

876 

302 

616 

1 885 

1 637 

149 

706 

44 

501 

589 

207 

381 

1 185 

1 106 

30 

290 

. • . 

339 

16 

• . . 

16 

15 

12 

4 

16 

4 

. . . 

271 

95 

219 

685 

519 

115 

400 

40 

162 

309 

87 

166 

590 

274 

64 

382 

13 

?06 

30 

13 

29 

165 

113 

6 

14 

3 

9 

28 

10 

23 

119 

108 

2 

9 

... 

9 

430 

15 

169 

272 

150 

15 

35 

2 

16 

236 

11 

SO 

206 

102 

5 

27 

2 

8 

768 

1 288 

4 772 

— 

12 510 

9 074 

729 

3 471 

435 

1 234 

345 

1 117 

4 083 

10 816 

8 227 

421 

2 542 

242 

925 

254 

65 

236 

613 

273 

40 

179 

62 

111 

31 

4 

36 

150 

50 

7 

13 

. • . 

54 

138 

102 

417 

931 

524 

261 

737 

131 

144 

021 

1 064 

3 659 

10 367 

7 B74 

365 

2 404 

239 

906 

460 

31 

230 

321 

332 

21 

137 

• • . 

30 

287 

193 

675 

1 822 

868 

343 

930 

196 

298 

934 

1 055 

3 830 

10 243 

7 823 

380 

2 381 

239 

896 

443 

31 

242 

308 

329 

30 

137 

. . . 

34 

391 

202 

700 

1 959 

922 

319 

953 

196 

304 

375 

46 

255 

593 

688 

36 

365 

22 

110 

4B0 

71 

302 

845 

610 

54 

422 

23 

119 

155 

205 

614 

1 907 

1 221 

166 

582 

37 

183 

537 

310 

1 051 

3 342 

2 080 

184 

781 

lie 

271 

262 

295 

1 204 

2 720 

1 861 

127 

638 

100 

268 

578 

165 

646 

1 690 

1 237 

67 

364 

55 

123 

244 

107 

383 

807 

817 

44 

192 

34 

61 

137 

09 

315 

446 

560 

51 

127 

U6 

79 

4.1 

4.5 

4.6 

4.3 

4.5 

4.1 

4.0 

4.7 

4.3 

4.6 

4.9 

5.1 

4.9 

5.3 

4.4 

4.6 

4.6 

4.9 

3.3 

3.9 

3.7 

3.9 

3,9 

... 

3.4 

. • . 

4.0 

377 

1 041 

4 041 

11 340 

6 580 

646 

2 053 

422 

1 131 

314 

109 

151 

304 

896 

20 

116 

. . . 

22 

316 

38 

117 

245 

613 

5 

89 

... 

30 

208 

12 

133 

119 

424 

5 

115 

... 

. a « 

422 

24 

218 

261 

346 

12 

161 

• . * 

17 

B 

5 

16 

57 

24 

* . * 

5 

• • . 

8 

123 

59 

96 

156 

191 

41 

132 

13 

26 

83 

12 

138 

257 

412 

16 

121 


24 

470 

135 

307 

1 306 

750 

53 

334 

22 

82 

547 

129 

383 

1 550 

770 

67 

320 

10 

77 

482 

134 

360 

2 855 

1 420 

75 

605 

33 

140 

256 

78 

260 

1 802 

1 028 

80 

946 

9 

108 

930 

800 

3 324 

4 740 

4 694 

438 

1 145 

361 

003 

932 

759 

3 086 

6 114 

5 119 

464 

1 427 

233 

595 

272 

36 

229 

1 090 

1 040 

12 

283 

54 

137 

564 

493 

1 457 

5 298 

2 915 

253 

1 761 

148 

502 
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OTHER. . . . . 


Table 28.' — ^Tenure, Vacancy" Status, Condition and Plumbing Facilities, and Structural 
Characteristics, eor Counties Outside SMSAs: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


ALL HOUSING UNITS, 

TENURE? COLOR? AND VACANCY STATUS 

OCCUPIED 

DINNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE * 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE, . . * , 

FOR SALE ONLY . . , , 

FOR RENT 

RENTED OR SOLD? AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

lacking OTHER PLUMBING FACILITIES, . . , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. , , , 
DILAPIDATED 

VACANT AVAILABLE FOR SALE 

WITH ALL PLUMBING FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES 


ALL HOUSING UNITS 

water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH toilet? EXCLUSIVE USE 

FLUSH toilet, SHARED .. . 

OTHER TOILET FACILITIES OR NONE. . . , , . 

BATHING FACILITIES 

BATHTUB OR SHOWER? EXCLUSIVE USE 

BATHTUB OR SHOWER? SHARED 

NO bathtub OR SHOWER 

ROOMS 


1 ROOM . . . , 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

B ROOMS OR MORE, . . 

MEDIAN* 

ALL UNITS 

OWNER OCCUPIED 

renter OCCUPIED 

UNITS IN structure 


1 



3 AND 4 . . . 

5 TO 9 

10 OR MORE , 

TRAILER* ON PERMANENT FOUNDATION 
MOBILE 

YEAR STRUCTURE BUILT 

1959 TO MARCH I960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 ... 

1930 TO 1939 . 

1929 OR EARLIER 


BASEMENT 


HILL 

JEFFERSON 

JUDITH 

BASIN 

LAKE 

LEWIS and 
CLARK 

LIBERTY 

LINCOLN 

MC CONE 

MADISON 

5 742 

1 283 

1 197 

5 394 

10 442 

783 

4 245 

1 150 

2 076 

5 225 

1 081 

947 

3 877 

8 947 

726 

3 611 

918 

1 672 

3 126 

762 

691 

2 913 

5 300 

530 

2 553 

739 

1 146 

3 028 

759 

691 

2 732 

5 254 

530 

2 553 

739 

1 141 

98 

3 

• « . 

181 

46 

• • • 

* * • 

* • . 

7 

2 099 

319 

256 

964 

3 647 

196 

1 058 

179 

524 

1 948 

319 

256 

858 

3 587 

196 

1 050 

179 

524 

151 

... 

... 

106 

60 

... 

B 

... 

... 

517 

202 

250 

1 517 

1 495 

57 

634 

232 

404 

423 

72 

114 

450 

835 

15 

392 

108 

130 

337 

65 

96 

353 

716 

12 

285 

73 

81 

174 

23 

41 

149 

471 

5 

179 

24 

17 

48 

7 

24 

52 

77 

4 

33 

17 

7 

126 

16 

17 

97 

394 

1 

146 

7 

10 

16 

* . t 

4 

22 

42 

... 

15 

8 

B 

64 

5 

6 

55 

86 

1 

39 

9 

14 

63 

37 

43 

127 

117 

6 

52 

32 

42 

86 

7 

18 

97 

119 

3 

107 

35 

49 

94 

130 

136 

1 067 

660 

42 

242 

124 

274 

5 742 

1 203 

1 197 

5 394 

10 442 

703 

4 245 

1 150 

2 076 

4 431 

1 103 

1 011 

4 198 

a 377 

622 

2 492 

903 

1 359 

4 071 

856 

027 

3 46S 

7 416 

544 

2 209 

700 

1 157 

8 

8 

3 

4 

, , . 

4 

13 

8 

4 

352 

239 

181 

729 

961 

74 

270 

195 

198 

852 

140 

156 

782 

1 636 

153 

1 237 

155 

494 

543 

64 

41 

409 

1 007 

75 

717 

64 

212 

4 

• « • 

4 

. . * 

20 

• . , 

22 

t • . 

4 

305 

76 

111 

373 

609 

76 

498 

91 

27 B 

459 

40 

30 

414 

429 

8 

516 

92 

223 

48 

7 

24 

52 

77 

4 

33 

17 

7 

36 

2 

6 

32 

59 

... 

20 

3 

3 

126 

16 

17 

97 

394 

1 

146 

7 

10 

92 

11 

13 

65 

258 

1 

87 

6 

7 

5 742 

1 283 

1 197 

5 394 

10 442 

783 

4 245 

i 150 

2 076 

5 086 

1 017 

943 

4 172 

9 160 

650 

3 233 

781 

1 531 

148 

85 

48 

352 

558 

19 

364 

70 

139 

• , * 

12 

20 1 

115 

129 

7 

193 1 

12 

! 42 

508 

169 

186 

755 

595 

107 

455 

’ 1 

287 

364 

4 840 

976 

900, 

3 964 

8 723 

635 

3 175 1 

785 

1 475 

231 

18 

16 

47 

623 

11 

20 

7 

9 

671 

269 

281 

1 383 

1 096 

137 

1 050 

358 

592 

4 003 

945 

895 

3 966 

8 644 

627 

3 101 

785 

1 445 

239 

18 

16 

47 

601 

3 

23 

3 

9 

700 

320 

286 

1 381 

1 197 

153 

1 121 

362 

622 

247 

79 

69 

488 

884 

26 

353 

59 

139 

497 

94 

53 

478 

873 

33 

403 

78 

124 

952 

164 

128 

811 

1 619 

126 

592 

166 

262 

1 419 

322 

196 

1 354 

2 312 

150 

1 074 

260 

390 

1 106 

207 

311 

1 130 

2 248 

176 

911 

221 

402 

682 

188 

194 

634 

1 312 

149 

545 

176 

334 

463 

76 

134 

301 

636 

71 

238 

127 

201 

376 

73 

112 

198 

558 

52 

129 

61 

224 

4.3 

4,4 

5.0 

4.2 

4.3 

4.8 

4.2 

4.5 

4.8 

5,1 

4,9 

5,3l 

4.8 

5,1 

5.2 

4.8 

5.1 

5.3 

3.6 

3.6 

4.8 

1 

4.0 

3,6 

... 

3.7 

. . , 

4.5 

4 116 

1 203 

1 119 

5 116 

7 173 

730 

3 885 

1 062 

1 969 

521 

26 

37 

68 

824 

, * • 

45 

14 

31 

387 

10 

• • • < 

31 

727 

4 

36 

5 

11 

306 

14 

15 

94 

635 

8 

49 

5 

5 

221 

, • , 

10 i 

10 

812 

• , « 

27 

. t ■ 

* . . 

36 

3 

4 

• » . 

28 

12 

66 

13 

15 

155 

27 

12 

75 

243 

29 

137 

51 

45 

252 

31 

24 

182 

375 

38 

185 

16 

63 

713 

60 

66 

408 

951 

116 

584 

132 

72 

747 

67 

100 ' 

5S2 

1 014 

55 

764 

141 

177 

599 

112 

62 

1 066 

1 120 

88 

665 

196 

150 

590 

86 

54 

981 

907 

96 

430 

94 

185 

2 841 

927 

891 

2 175 

6 075 

390 

1 617 

571 

1 429 

4 104 

• 549 

756 

2 205 

6 895 

383 

1 266 

869 

602 

301 

354 

60 

487 

544 

18 

207 

41 

180 

1 337 

380 

381 

2 702 

3 003 1 

382 

2 772 

240 

1 294 
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OTHER. . . . . 


Montana 


28.:33 


Tabic 28. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMS As: 1960— Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tcnuti.- bv Color, 
V.x.:r:v Sr. ru* 
Co'idiruMi N Pluir.K 
\V.!rLr Snprly 
Toilwt F. 

B.! thing F.LCi!i:i;rs 


in Stru.turc 
TriL-.r 

Yu.;: 5trii.;i:iiru 
Built 
B 


MISSOULA MUSSELSHELL 


all housing units 

TENURE! COLOR! AND VACANCY STATUS 


OCCUPIED 

OWNER OCCUPIED . 
WHITE 

nonwhite . . . 
RENTER OCCUPIED. 

white 

nonwhite . . . 


VACANT 

YEAR ROUND • • 

SOUND OR deteriorating 

AVAILABLE 

for sale ONLY 

FOR RENT 

RENTED OR SOLO! AWAITING OCCUPANCY 
HELD FOR OCCASIONAL USE* ..... 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL . 


CONDITION AND PLUMBING 

all units 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

lacking only HOT WATER 

lacking OTHER PLUMBING FACILITIES. 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . . 

lacking only hot water 

lacking other plumbing FACILITIES. 
DILAPIDATED 


VACANT AVAILABLE FOR SALE. 
WITH ALL PLUMBING FACILITIES . 


VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 


807 

861 

13 

505 

1 

548 

4 

318 

274 

1 625 

2 

:s3 

■»23 

510 

574 

8 

743 

1 

129 

2 

708 

206 

1 229 

1 

438 

546 

506 

574 

8 

683 

1 

129 

2 

699 

2CS 

1 196 

1 

365 

542 

4 

. • . 


60 


, , , 


9 

. • « 

33 


73 

4 

297 

307 

4 

762 


419 

1 

610 

66 

596 


6,5 

177 

297 

307 

4 

727 


415 

1 

594 

66 

560 


62'. 

173 

... 

... 


35 


4 


16 

... 

36 


25 

U 

35 

72 

1 

727 


165 


279 

59 

381 


332 

127 

31 

34 

1 

228 


128 


147 

16 

256 


196 

84 

18 

30 

1 

087 


104 


122 

a 

242 


18C 

67 

11 

21 


737 


59 


61 

. . • 

136 


51 

27 

1 

6 


127 


15 


18 

. ■ . 

19 


13 

9 

10 

15 


610 


44 


43 

» • • 

117 


37 : 

13 

... 

3 


128 


2 


26 

... 

3 


3| 

4 

1 

2 


64 


13 


5 

2 

49 


2£ t 

12 

6 

4 


158 


30 


30 

6 

54 


99 

24 

13 

4 


141 


24 


25 

8 

16 


16 

17 

4 

38 


499 


37 


132 

43 

123 


136 

43 


333 

2 

206 

2 415 

950 

122 

1 

767 

2 1C9 

590 

117 

1 

227 

1 752 1 

446 

... 


7 

. ■ . 

5 

5 


533 

357 

136 

155 


376 

254 

186 

77 


109 

75 

76 

... 


8 

• . . 

« » « 

78 


259 

179 

110 

56 


63 

52 

74 


ALL HOUSING UNITS, 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . ♦ 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED water ...... 


TOILET FACILITIES 


FLUSH toilet, EXCLUSIVE USE. . . 

FLUSH TOILET, SHARED 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER, EXCLUSIVE USE 
bathtub or SHOWER, SHARED. . . . 
NO BATHTUB OR SHOWER 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

a rooms or more. . . 

MEDIAN! 

ALL UNITS 

OWNER OCCUPIED . 
RENTER OCCUPIED. 


UNITS IN structure 


2 

3 AND 

5 TO 

10 OR MORE 

TRAILER! ON PERMANENT FOUNDATION, 
MOBILE 


YEAR STRUCTURE BUILT 


1959 TO march 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 , . • 
1930 TO 1939 . . . 
1929 OR EARLIER. • 


1 914 2 154 

791 

53 3C 

17 

49 59 

10 

51 2C 

. • . 

95 TO 

. • , 

16 16 

1 a 

28 56 

, 24 


basement . . . 

concrete SLAB. 

other 


Table 28. — Tenure, Vacancy Status, Condition and Pi.umbing Facilities, and Structural 

CllAR.\CTERlSTICS, TOIl COUNTIES OuTSIDE SMSAV. 1960 Coil. 

[Some data based on sample ; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Scatus 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

POWELL 

PRAIRIE 

RAVALLI 

RICHLAND 

ROOSEVELT 

ROSEBUD 

SANDERS 

SHERIDAN 

SILVER 

BOW 

ALL HOUSING UNITS 

2 

456 

878 

4 

518 

3 

sao 

3 

584 

1 

989 

2 

850 

2 

315 

10 

222 

tenure t COLOR » AND VACANCY STATUS 


















OCCUPIED 

2 

023 

724 

3 

956 

3 

049 

3 

071 

1 

749 

2 

256 

1 

899 

15 

334 

OWNER OCCUPIED 

1 

244 

517 

3 

046 

1 

963 

2 

012 

1 

088 

1 

566 

1 

379 

9 

841 

white 

1 

244 

517 

3 

046 

1 

963 

1 

684 


899 

1 

532 

1 

351 

9 

310 

NONWHITE 


. . ■ 

• • . 


• • • 


• • . 


328 


189 


34 


28 


31 

RENTER OCCUPIED 


779 

207 


910 

1 

086 

1 

059 


661 


690 


520 

5 

493 

white 


770 

207 


906 

1 

086 


881 


589 


630 


516 

5 

428 

NONWHITE 


9 

... 


4 


... 


178 


72 


60 


4 


65 

VACANT . . 


433 

154 


562 


531 


513 


240 


594 


416 

2 

86 a 

YEAR ROUND 


117 

108 


262 


381 


362 


133 


440 


297 

2 

456 

SOUND OR DETERIORATING 


94 

104 


194 


316 


288 


102 


414 


276 

2 

158 

AVAILABLE 


39 

68 


79 


151 


162 


53 


312 


108 

1 

847 

FOR SALE ONLY 


13 

20 


27 


31 


41 


. . * 


28 


15 


128 

FOR RENT 


26 

48 


52 


120 


121 


53 


284 


93 

1 

719 

RENTED OR SOLD. AWAITING OCCUPANCY , 


1 

21 


23 


6 


11 


10 


15 


15 


48 

HELD FOR OCCASIONAL USE 


5 

4 


26 


26 


14 


16 


54 


10 


4f 

HELD FOR OTHER REASONS 


49 

11 


66 


133 


101 


23 


33 


143 


21* 

DILAPIDATED 


23 

4 


68 


65 


74 


31 


26 


21 


298 

seasonal 


316 

46 


300 


150 


151 


107 


154 


119 


432 

CONDITION AND PLUMBING 


















ALL UNITS 

2 

456 

878 

4 

518 

3 

560 

3 

584 

1 

989 

2 

850 

2 

315 

18 

222 

SOUND 

1 

851 

771 

3 

483 

2 

661 

2 

297 

1 

379 

2 

230 

1 

786 

14 

446 

with ALL PLUMBING FACILITIES 

1 

593 

5B1 

3 

161 

2 

274 

2 

032 

1 

089 

1 

671 

1 

388 

12 

746 

lacking only hot WATER 


23 

. * • 


8 


4 


13 


3 


13 


. . • 


12 

LACKING other PLUMBING FACILITIES. , . . 


235 

190 


314 


383 


252 


287 


546 


398 

1 

688 

DETERIORATING 


478 

09 


790 


623 


886 


276 


498 


449 

3 

020 

with all plumbing facilities 


285 

16 


522 


268 


426 


117 


281 


164 

2 

250 

lacking only hot water . , . • 


. • • 

4 


16 


24 


12 


. . t 


4 


8 


25 

lacking other plumbing facilities, , . . 


193 

69 


252 


331 


448 


159 


213 


257 


745 

DILAPIDATED 


127 

IB 


245 


296 


401 


334 


122 


80 


756 

VACANT AVAILABLE FOR SALE 


13 

20 


27 


31 


41 


• • • 


28 


15 


128 

WITH ALL PLUMBING FACILITIES 


12 

7 


23 


14 


15 


... 


16 


5 


117 

VACANT AVAILABLE FOR RENT 


26 

48 


52 


120 


121 


53 


284 


93 

1 

719 

WITH all PLUMBING FACILITIES 


15 

27 


40 


76 


83 


44 


87 


50 

1 

000 

ALL HOUSING UNITS 

2 

456 

878 

4 

518 

3 

580 


584 

1 

9B9 

2 

850 

2 

315 

18 

222 

WATER supply 


















HOT AND cold PIPED WATER INSIDE STRUCTURE, 

2 

091 

687 

3 

943 

2 

772 

2 

655 

1 

351 

2 

200 

1 

743 

17 

588 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


113 

78 


220 


226 


141 


60 


362 


118 


509 

PIPED WATER OUTSIDE STRUCTURE 


103 

8 


109 


12 


101 


22 


65 


4 


14 

NO PIPED water 


149 

105 


246 


570 


687 


556 


223 

! 

450 


111 

TOILET FACILITIES 


















FLUSH TOILET, EXCLUSIVE USE 

1 

996 

617 

3 

819 

2 

719 

2 

i 

586 

1 

245 

2 

268 

1 

649 

15 

815 

FLUSH TOILET, SHARED 


92 

42 


76 


73 


67 i 


55 


42 


61 

2 

141 

OTHER TOILET FACILITIES OR NONE 


368 

219 


623 


788 


931 


689 


540 


605 


266 

BATHING FACILITIES 


















BATHTUB OR SHOWER. EXCLUSIVE USE 

1 

975 

610 

3 

B03 

2 

635 

2 

563 

1 

249 

2 

012 

1 

624 

15 

433 

BATHTUB OR SHOWER. SHARED 


99 

46 


80 


73 


67 


60 


38 


58 

2 

061 

NO bathtub or shower . 


382 

222 


635 


872 


954 


680 


BOO 


633 


728 

ROOMS 


















1 ROOM 


119 

60 


124 


100 


179 


225 


189 


53 

1 

611 

2 ROOMS 


263 

76 


273 


227 


424 


250 


379 


136 

1 

148 

3 ROOMS , 


316 

93 


471 


566 


608 


234 


509 


317 

2 

B2B 

4 ROOMS 


590 

200 

1 

265 


901 


840 


457 


659 


574 

5 

049 

5 ROOMS. . 


494 

186 

1 

202 


787 


711 


413 


568 


443 

3 

997 

6 ROOMS 


335 

103 


654 


504 


404 


164 


319 


381 

2 

258 

7 ROOMS 


165 

72 


240 


270 


211 


100 


141 


212 


796 

8 ROOMS OR MORE 


174 

88 


289 


225 


207 


146 


86 


199 


535 

MEDlANt 


















ALL UNITS 


4.4 

4.6 


4,6 


4.5 


4.2 


4.1 


4.0 


4.7 


4.2 

OWNER OCCUPIED ...... 


5.1 

4,9 


4.9 


5.0 


4.7 


4.5 


4.6 


5,1 


4.8 

RENTER OCCUPIED, ........... 


3.9 

4.6 


4,1 


4.1 


3.6 


3,8 


3,7 


4.5| 


3,5 

UNITS IN STRUCTURE 











i 








2 

170 

786 

4 

155 

3 

017 

2 

948 

1 

791 

2 

612 

2 

087 

13 

504 



97 

20 


55 


203 


216 


33 


66 


43 


906 

3 AND 4. . . . . 


42 

10 


63 


1S8 


111 


15 


26 


84 

1 

061 

5 TO 9 


34 

20 


126 


61 


70 


16 


15 


35 


666 

10 OR MORE 


47 

30 


43 


51 


128 


33 


44 


10 

1 

831 

TRAILER r ON PERMANENT FOUNDATION 


15 

4 


32 




33 


30 


8 


24 


28 

MOBILE 



8 


44 


60 


78 


71 


79 


32 


146 

YEAR STRUCTURE BUILT 


















1959 TO MARCH I960 


67 

12 


135 


74 


61 


35 


55 


33 


144 

1955 TO 1958 


275 

33 


262 


228 


337 


135 


301 


129 


886 

1950 TO 1954 


230 

37 


400 


453 


573 


157 


349 


188 


905 

1940 TO 1949 


193 

116 


668 


527 


500 


281 


498 


222 


982 

1930 TO 1939 


198 

93 


673 


619 


409 


192 


468 


138 


790 

1929 OR earlier 

1 

493 

587 

2 

380 

1 

679 

1 

704 

1 

189 

1 

179 

1 

605 

14 

515 

BASEMENT 


















BASEMENT 

1 

005 

610 

1 

190 

2 

339 

2 

444 


982 


885 

1 

918 

12 

025 

CONCRETE SLAB 


255 

45 


942 


271 


123 


145 


204 


63 

1 

868 

OTHER 

1 

1 

196 

223 

2 

386 


970 

1 

017 


862 

1 

761 


334 

4 

329 


Montana 


28-35 


Table 28. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, por Counties Outside SMSA's: I960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
VaDincy Stacus 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Ba.scmcnc 


SUBJECT 

STILLWATER 

sweet grass 

TETON 

TOOLE 

TREASURE 

• valley 

WHEATLAND 

WIBAUX 

I'ELLOWSTONE 
NAT lONAL 

PARK 

(part) 

ALL HOUSING UNITS 

2 039 

1 196 

2 529 

2 351 

443 

5 293 

1 053 

563 

17 

TENURE! COLOR! AND VACANCY STATUS 










OCCUPIED 

1 673 

1 071 

2 136 

2 206 

378 

4 656 

932 

494 

11 

OWNER OCCUPIED 

1 113 

746 

1 484 

1 420 

228 

2 678 

597 

346 

. * . 

white 

1 113 

746 

1 480 

1 416 

228 

2 629 

597 

346 

. • • 

NONWHITE 

. . * 

. t . 

4 

4 

. i . 

49 

• t . 

. . . 

. . * 

RENTER OCCUPIED 

560 

325 

652 

786 

150 

1 978 

335 

146 

11 

white 

555 

325 

652 

770 

150 

1 855 

335 

14P 

11 

NONWHITE 

5 

... 

... 

16 

... 

123 

... 

... 

... 

VACANT 

366 

125 

393 

145 

65 

637 

121 

69 

6 

YEAR ROUND 

148 

46 

222 

92 

31 

434 

85 

63 

. « « 

SOUND OR deteriorating 

122 

41 

168 

81 

23 

369 

84 

59 

. • • 

AVAILABLE 

62 

9 

45 

53 

4 

150 

39 

4 

. . . 

FOR SALE ONLY 

7 

3 

9 

fi 

. • . 

65 

a 

2 

. . . 

FOR RENT 

55 

6 

36 

45 

4 

85 

31 

2 

. . . 

RENTED OR SOLD » AWAITING OCCUPANCY , 

12 

2 

6 

8 

. . * 

23 

19 

* . . 

. . * 

HELD FOR OCCASIONAL USE 

12 

15 

23 

7 

1 

7 

3 

14 

« . . 

HELD FOR OTHER REASONS 

36 

15 

94 

13 

18 

189 

23 

41 

. . . 

DILAPIDATED 

26 

5 

54 

11 

a 

65 

1 

4 

. . * 

SEASONAL . 

218 

79 

171 

53 

34 

203 

36 

6 

6 

CONDITION AND PLUMBING 










ALL UNITS. ... 

2 039 

1 196 

2 529 

2 318 

443 

5 293 

1 053 

563 

11 

SOUND 

1 381 

1 010 

2 020 

1 802 

270 

4 235 

998 

469 

a 

WITH ALL PLUMBING FACILITIES ...... 

1 246 

866 

1 693 

1 694 

225 

3 724 

840 

368 

a 

LACKING ONLY HOT WATER ......... 

a 

... 

a 

4 

. « t 

19 

4 

. . « 

. « « 

LACKING OTHER PLUMBING FACILITIES. . , . 

127 

124 

319 

104 

45 

492 

154 

101 

. « . 

DETERIORATING 

453 

142 

397 

390 

115 

752 

47 

81 

. . * 

WITH ALL PLUMBING FACILITIES 

244 

71 

203 

280 

37 

412 

9 

13 

. « . 

LACKING ONLY HOT WATER 

... 

* . . 

4 

a 

3 

» . . 

* » . 

* . t 

. . . 

LACKING other PLUMBING FACILITIES, . , . 

209 

71 

190 

102 

75 

340 

38 

68 

. . . 

DILAPIDATED 

205 

44 

il2 

126 

58 

306 

8 

13 

... 

Vacant available for sale 

7 

3 

9 

8 

. * . 

65 

6 

2 

. . . 

WITH ALL PLUMBING FACILITIES 

4 

1 

8 

6 

... 

35 

2 

... 

... 

VACANT AVAILABLE FOR RENT 

55 

6 

36 

45 

4 

65 

31 

2 

... 

WITH ALL plumbing FACILITIES . 

34 

6 

20 

41 

3 

47 

21 

2 

... 

ALL housing units 

2 039 

1 196 

2 529 

2 351 

443 

5 293 

1 053 

563 

17 

WATER SUPPLY 










HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 626 

1 008 

2 068 

2 116 

291 

4 372 

935 

408 

a 

ONLY COLD PIPED WATER INSIDE STRUCTURE . • 

82 

61 

71 

75 

43 

138 

! 55 

13 

. • . 

PIPED WATER OUTSIDE STRUCTURE 

12, 

6 

27 

12 

29 

5 

4 

• . . 

. . . 

NO PIPED WATER 

319 

119 

363 

115 

80 

778 

59 

142 

... 

TOILET FACILITIES 










FLUSH TOILETi EXCLUSIVE USE 

1 546 

979 

1 963 

2 063 

280 

4 246 

861 

385 

a 

FLUSH TOlLETt SHARED 

121 

17 

49 

67 

6 

150 

60 

8 

. . . 

OTHER TOILET FACILITIES OR NONE 

481 

200 

517 

lae 

157 

897 

132 

170 

, . ♦ 

BATHING FACILITIES 










bathtub or SHOWER! EXCLUSIVE USE 

1 537 

972 

1 955 

2 054 

279 

4 198 

866 

381 

a 

BATHTUB OR SHOWER! SHARED . 

20 

13 

49 

75 

6 

168 

52 

12 

. . » 

NO bathtub or shower .... 

482 

211 

525 

189 

158 

927 

135 

170 

, « » 

ROOMS 










1 ROOM 

81 

25 

130 

72 

11 

25B 

47 

8 

... 

2 ROOMS 

102 

63 

155 

138 

28 

481 

52 

16 

t . . 

3 ROOMS 

279 

183 

343 

257 

59 

933 

144 

50 

. . * 

4 ROOMS 

504 

222 

581 

570 

135 

i 427 

266 

123 

4 

5 ROOMS 

499 

273 

559 

623 

92 

1 110 

246 

120 

3 

6 ROOMS. ... 

320 

215 

392 

351 

41 

636 

127 

111 

* * • 

7 ROOMS 

114 

165 

220 

167 

45 

269 

89 

86 

4 

8 ROOMS OR MORE 

140 

50 

149 

140 

32 

179 

82 

49 

« . • 

MEDIAN* 










ALL UNITS 

4.6 

4.9 

4.6 

4.7 

4.4 

4.2 

' 4,6 

5,2 

. . . 

OWNER OCCUPIED 

5.0 

5.2 

5.1 

5. 1 

4.7 

4.4 

5.1 

5.B 

. . * 

RENTER OCCUPIED 

4.4 

4.6 

3.8 

3.9 

... 

4.0 

3.9 

... 

... 

UNITS IN STRUCTURE 











1 896 

1 148 

2 287 

1 965 

405 

3 407 

854 

479 

10 


31 

5 

31 

61 

7 

490 

65 

27 

• * . 

3 AND 4 

26 

. , . 

57 

94 

3 

277 

35 

5 

« . • 

5 TO 9 

9 

5 

86 

49 

4 

215 

44 

31 

. . • 

10 OR MORE 

35 

5 

16 

40 

. • • 

168 

35 

5 

. • • 

TRAILER* ON PERMANENT FOUNDATION. . . ♦ . 

22 

8 

16 

36 

. . * 

24 

a 

4 

. « « 

MOBILE , 

20 

25 

36 

81 

24 

712 

12 

12 

..« 

Year structure built 










1959 TO MARCH 1960 

42 

25 

49 

84 

11 

650 

24 

11 

. . « 

1955 TO 1958 

79 

84 

165 

231 

36 

975 

40 

32 

• . . 

1950 TO 1954 

175 

100 

215 

268 

42 

411 

64 

51 

. * . 

1940 TO 1949 

345 

113 

462 

205 

35 

421 

77 

76 

• • « 

1930 TO 1939 

202 

82 

415 

458 

56 

1 010 

51 

20 

« . « 

1929 OR EARLIER 

1 196 

792 

1 223 

982 

263 

1 826 

797 

373 

11 

BASEMENT 










BASEMENT 

922 

634 

1 098 

1 109 

189 

2 110 

532 

446 

10 

CONCRETE SLAB 

150 

96 

82 

122 

113 

746 

86 

11 

• . • 

OTHER 

967 

466 

1 349 

1 095 

141 

2 437 

433 

106 

... 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s; I960 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

He.iting Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

BEAVERHEAD 

BIG HORN 

BLAINE 

BROADWATER 

CARBON 

CARTER 

CHOUTEAU 

CUSTER 

DANIELS 

DAWSON 

ALL HOUSING UNITS 

2 865 

2 842 

2 940 

946 

3 321 

884 

3 022 

4 665 

1 301 

3 895 

HEATING EQUIPMENT 

! 










STEAM OR HOT WATER 

375 

131 

181 

29 

214 

3 

230 

634 

116 

470 

WARM AIR FURNACE 

727 

581 

870 

209 

936 

150 

1 030 

1 906 

711 

2 038 

FLOOR! WALL! OR PIPELESS FURNACE 

105 

355 

220 

54 

510 

217 

341 

591 

145 

388 

BUILT-IN electric UNITS 

96 

21 

8 

18 

4 

4 

61 

* . . 

4 

4 

OTHER MEANS WITH FLUE 

1 550 

1 684 

1 316 

604 

1 630 

497 

1 274 

1 241 

339 

B25 

OTHER MEANS WITHOUT FLUE .... 

20 

49 

238 

27 

13 

4 

34 

257 

4 

154 

NONE * 

12 

21 

107 

5 

14 

9 

32 

36 

62 

16 

POPULATION 











population in HOUSING UNITS! 

6 596 

10 051 

7 887 

2 627 

8 380 

2 394 

7 490 

13 032 

3 762 

12 065 

PER OCCUPIED UNIT 

2.8 

4,0 

3.5 

3.1 

3,1 

3.2 

3.4 

3,2 

3,3 

3.5 

OWNER. 

3.0 

4,1 

3.5 

3.2 

3,1 

3.2 

3.3 

3,4 

3.2 

3.7 

renter 

2.6 

3.8 

3.4 

3.0 

3.1 

3,2 

3.6 

2.7 

3.4 

3,0 

population IN DWELLING UNITS. 1950 .... 

6 301 

9 670 

8 352 

2 890 

10 142 

2 766 

6 876 

11 915 

3 900 

9 022 

PER occupied UNIT 

2.9 

3.9 

3,6 

3.3 

3.2 

3,4 

3,3 

3.2 

3.4 

3.4 

ALL OCCUPIED UNITS . , 

2 343 

2 532 

2 278 

842 

2 732 

753 

2 IBB 

4 127 

1 145 

3 469 

PERSONS 











1 PERSON . ..... 

580 

316 

477 

149 

499 


362 

821 

246 

505 

2 PERSONS 

662 

575 

503 

245 

787 

1 192 

532 

1 057 

245 

794 

3 PERSONS 

357 

339 

364 

136 

473 

162 

343 

680 

1B7 

587 

4 PERSONS 

328 

438 

272 

134 

432 

1 133 

338 

61B 

177 

583 

5 PERSONS I 

229 

292 

245 

98 

294 

' 77 

309 

461 

136 

513 

6 PERSONS 1 

93 

212 

196 

42 

142 

50 

146 

285 

02 

259 

7 PERSONS 

42 

132 

90 

18 

1 47 

18 

70 

116 

25 

124 

8 PERSONS OR MORE. ..... . . 

32 

228 

131 

20 

58 

8 

80 

89 

47 

104 

MEDIAN* 











ALL OCCUPIED 

2.4 

3.6 

2.9 

2.7 

2.7 

2.9 

3.1 

2.8 

2.9 

3.2 

OWNER , 

2.5 

3.7 

3,1 

2.6 

2.6 

3.0 

2.9 

3.1 

2.6 

3,6 

renter 

2.2 

3.4 

2.6 

2.9 

2.8 

2.9 

3,5 

2.2 

3.2 

2.8 

PERSONS PER ROOM 











1.00 OR LESS 

2 117 

1 792 

1 1 798 

723 

2 497 

609 

1 891 

3 607 

1 002 

1 2 832 

1.01 OR MORE 

226 

740 

1 480 

119 

235 

144 

297 

520 

143 

! 637 

YEAR MOVED INTO UNIT 











OWNER OCCUPIED 

1 343 

1 487 

1 402 

558 

1 942 

539 

1 476 

2 562 

858 

2 193 

1958 TO MARCH 1960 

274 

259 

218 

114 

318 

61 

154 

597 

99 

423 

1954 TO 1957 

280 

330 

297 

90 

329 

80 

252 

582 

140 

563 

1940 TO 1953 

534 

605 

581 

259 

709 j 

251 

681 

1 011 

404 

817 

1939 OR EARLIER. .... 

255 

293 

306 

95 

586 1 

147 

389 

372 

215 

390 

RENTER OCCUPIED 

1 000 

1 045 

876 

284 

790 

214 

712 

1 565 

287 

1 276 

1958 TO MARCH 1960 

599 

623 

515 

166 

460 

130 

318 

1 024 

154 

899 

1954 TO 1957 

258 

201 

225 

67 

115 

36 

199 

266 

38 

196 

1940 TO 1953 

126 

169 

94 

38 

115 

28 

162 

235 

58 

155 

1939 OR EARLIER 

17 

52 

42 

11 

80 

20 

33 

40 

37 

26 

heating fuel 











UTILITY GAS 

... 

976 

1 275 

. « • 

1 731 


IB 

3 081 

... 

2 463 

FUEL OIL. KEROSENE! ETC 

887 

542 

377 

414 

175 

215 

1 857 

405 

751 

385 

COAL OR COKE 

805 

451 

215 

121 

659 

53 

99 

375 

130 

289 

WOOD 

309 

122 

174 

147 

. . « 

IB 

19 

58 

« . . 

* . . 

ELECTRICITY. . 

120 

• f . 

• . • 

22 

20 

18 

59 

... 

. . • 

. • . 

BOTTLED! TANK! OR LP GAS 

199 

420 

129 

138 

147 

449 

118 

208 

256 

314 

OTHER FUEL 

23 

21 

108 




IB 

... 

« . . 

IB 

NONE 

... 

•T 

... 

... 

... 

... 


... 

... 

... 

WATER HEATING FUEL 











UTILITY GAS 

35 

702 

1 197 

... 

1 651 

... 


2 953 

... 

2 327 

ELECTRICITY 

1 389 

848 

363 

659 

569 

288 

1 680 

489 

770 

554 

COAL OR COKE . 

228 

22 

37 

* « * 

80 

. * • 

... 

20 

. » « 

. . . 

WOOD 

142 

. . * 

... 

. • • 

... 

■ ■ . 

... 

. • ( 

* . . 

. . 1 

BOTTLED! TANK! OR LP GAS 

141 

197 

36 

58 

128 

251 

62 

217 

79 

198 

FUEL OIL! KEROSENE! ETC 

36 

20 

18 

41 

... 

... 

118 

... 

* • « 

53 

OTHER FUEL 

• • t 

21 

30 


• • . 

• • * 


• • • 

• . * 

. . • 

NONE 

372 

722 

597 

84 

284 

214 

308 

448 

296 

537 

COOKING FUEL 











UTILITY GAS 

35 

583 

780 

18 

1 155 

... 

... 

2 018 

21 

1 334 

ELECTRICITY 

1 223 

1 195 

971 

674 

1 064 

216 

1 707 

1 477 

829 

1 637 

BOTTLED! TANK. OR LP GAS ........ . 

310 

421 

16B 

44 

236 

448 

355 

459 

274 

437 

FUEL OIL! KEROSENE! ETC 

. • . 

45 

, , , 

22 

. • • 

36 

44 

38 

. * . 

24 

COAL OR COKE 

398 

146 

84 

22 

257 

18 

41 

80 

• • • 

37 

WOOD 

323 

121 

207 

62 

. . * 

35 

IB 

55 

• • . 

. . . 

OTHER FUEL 

23 

21 

18 

... 

20 

... 


* • • 

. , , 

. . * 

NONE 

31 

... 

30 

... 

... 

... 

23 

... 

21 

... 


Montana 


28-37 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type oe Fuel, for Counties 

Outside SMS As: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Hearing Equipment Year Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 


ALL HOUSING UNITS. 


heating equipment 


STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR I WALL! OK PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE .... 
NONE 


753 

73 

950 

529 

941 

16 

1 324 

346 

2 149 4 

732 2 

981 

155 

1 071 

238 

295 

589 1 

224 

218 

38 

8 

62 

589 

34 

4 

2 559 

595 

1 217 5 

862 3 

702 

314 

14 

8 

5B 

153 

86 

4 

9 

20 

41 

56 

106 

18 


population IN HOUSING UNITS* I960, 

PER OCCUPIED UNIT 

OWNER 

RENTER 

population in dwelling UNITS* 1950 
PER OCCUPIED UNIT. . . 


ALL OCCUPIED UNITS 


16 272 

3 927 

13 898 

33 037 

25 601 

2 066 

11 385 

1 080 

3 030 

3.2 

3.4 

3.3 

3,3 

3.3 

3.5 

3.6 

2.9 

3.2 

3.5 

3.5 

3.5 

3.3 

3,6 

3.4 

4.1 

3.0 

3.1 

2.8 

3.1 

2.9 

3.1 

3.0 

. . * 

3,4 

. . * 

3,2 

13 566 

3 617 

13 588 

30 789 

20 361 

2 121 

9 364 

1 330 

2 729 

3.2 

3.6 

3,2 

3.2 

3.2 

3.2 

3.6 

3.2 

3.0 


1 PERSON 

2 PERSONS 

3 PERSONS. . . . . 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

a PERSONS OR MORE. 
MEDIAN* 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
195B TO MARCH I960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . , . 
1939 OR earlier. . • 


HEATING FUEL 


utility gas 

FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD 

electricity 

BOTTLED* TANK* OR LP GAS 

OTHER FUEL 

NONE 


2 048 

40 

5 837 

.*• 

1 623 

1 008 

6 611 

963 

313 

496 

621 

162 

261 

124 

* * t 

147 

1 760 

304 

... 

493 

75 

494 

43 

* • ■ 

60 

2b0 

712 

300 

155 

330 

• • • 

142 

20 

• • • 

* • • 

20 

• . • 

. * • 

... 

• . • 


WATER HEATING FUEL 


utility gas 

ELECTRICITY 

COAL OR COKE 

WOOD . 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

OTHER FUEL 

NONE 


3 B54 

688 

1 126 

682 

228 

2 163 

• . * 

19 

18 

39 

» • • 

. . • 

192 

97 

269 

20 

18 

59 

20 

• * • 

• . . 

207 

114 

564 


COOKING FUEL 


UTILITY GAS. . 

ELECTRICITY 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD 

OTHER FUEL 

NONE 


1 748 

647 

246 

39 

2 008 

2 921 

325 

3 082 

a 353 

4 917 

152 

153 

444 

735 

272 


. , , 

*38 

40 

40 

• , * 

39 

186 

* * * 

173 

173 

■ * , 

185 

916 

153 

20 

• • • 

• * * 

. • • 

* • . 

* . • 

. . . 

IB 

38 

165 



Table 29. — Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Popul.ition 
Persons 
Persons per 
Room 


Ye.u- Moved into 
Unit 

Heating Fuel 
Wiiccr Hc.iting Fuel 
Cooking Fuel 


SUBJECT 

HILL 

JEFFERSON 

JUDITH 

basin 

LAKE 

LEWIS AND 
CLARK 

LIBERTY 

LINCOLN 

MC CONE 

MADISON 

ALL HOUSING UNITS 

5 742 

1 283 

1 197 

5 394 

10 442 

783 

4 245 

1 150 

2 076 

HEATING equipment 










STEAM OR HOT WATER . . * . 

623 

74 

102 

192 

2 719 

42 

139 

16 

72 

WARM AIR FURNACE 

2 627 

250 

457 

1 111 

2 637 

319 

978 

588 

356 

FLOOR 1 WALLi OR PIPELESS FURNACE 

857 

137 

170 

322 

1 262 

100 

220 

71 

98 

built-in ELECTRIC UNITS. , , 

49 

43 

24 

342 

58 

20 

72 

. • • 

25 

OTHER MEANS WITH FLUE 

1 437 

779 

409 

3 223 

3 572 

277 

2 636 

441 

1 411 

OTHER MEANS WITHOUT FLUE ......... 

83 

• , . 

13 

142 

83 

B 

146 

16 

106 

NONE 

66 

• . . 

22 

62 

111 

17 

54 

16 

8 

POPULATION 










population IN HOUSING UNITS* 1960, .... 

18 686 

3 330 

3 115 

12 372 

27 498 

2 462 

12 575 

3 258 

5 240 

PER OCCUPIED UNIT 

3.6 

3.1 

3.3 

3,2 

3.1 

3.4 

3.5 

3.5 

3.1 

OWNER 

3.9 

3.3 

3.1 

3,2 

3,3 

3.4 

3.5 

3.6 

3.2 

RENTER 

3,1 

2.7 

3.8 

3,0 

2.7 

... 

3.4 

. . * 

3,1 

POPULATION IN DWELLING UNITS* 1950 .... 

13 784 

3 387 

3 155 

13 674 

22 721 

2 174 

8 645 

3 228 

5 740 

PER OCCUPIED UNIT 

3.3 

3,1 

3.3 

3.4 

3.0 

3.4 

3.2 

3.4 

3,1 

ALL OCCUPIED UNITS . ^ . 

— 

5 225 

1 081 

947 

3 877 

8 947 

726 

3 611 

918 

1 672 

PERSONS 










1 PERSON 

747 

216 

125 

622 

1 751 

93 

467 

113 

33C 

2 PERSONS 

1 214 

356 

309 

1 232 

2 505 

189 

878 

223 

44G 

3 PERSONS 

864 

110 

157 

663 

1 517 

139 

555 

191 

25C 

.4 PERSONS 

844 

177 

110 

488 

1 233 

114 

723 

129 

281 

5 PERSONS 

654 

107 

114 

390 

1 068 

92 

496 

92 

194 

6 PERSONS. 

446 

43 

75 

224 

504 

65 

285 

99 

91 

7 PERSONS. .......... 

238 

33 

30 

125 

197 

16 

116 

33 

3^ 

8 PERSONS OR MORE 

218 

39 

27 

133 

172 

18 

91 

38 

3' 

MEDIANS 










ALL OCCUPIED ^ . . . 

3.3 

2.4 

2.8 

2.6 

2.6 

3,1 

3.3 

3.1 

2.’ 

OWNER 

3.6 

2.5 

2,6 

2.7 

3.0 

3.1 

3.4 

3.2 

2,' 

renter 

2.8 

2. i 

3.9 

2.5 

2.3 

... 

3.2 

... 

2.£ 

PERSONS PER ROOM 










1.00 OR LESS . 

4 302 

959 

847 

3 267 

7 966 

592 

2 892 

741 

1 50( 

l.Oi OR MORE 

923 

122 

100 

610 

981 

134 

719 

177 

17J 

''EAR MOVED INTO UNIT 










OWNER OCCUPIED 

3 126 

762 

691 

2 913 

5 300 

530 

2 553 

739 

1 I4t 

1958 TO MARCH i960 . 

615 

175 

94 

722 

1 217 

120 

577 

136 

21’ 

1954 TO 1957 

850 

135 

163 

627 

1 387 

104 

655 

132 

23: 

1940 TO 1953 

1 053 

295 

256 

1 122 

1 715 

192 

1 008 

313 

47( 

1939 OR EARLIER 

608 

157 

17B 

442 

981 

114 

313 

15B 

22f 

RENTER OCCUPIED 

2 099 

319 

256 

964 

3 647 

196 

1 058 

179 

52 ‘ 

1958 TO march 1960 

1 267 

187 

137 

558 

2 175 

132 

733 

107 

24' 

1954 TO 1957 

489 

64 

57 

215 

785 

22 

231 

16 

121 

1940 TO 1953 

281 

53 

39 

182 

569 

23 

73 

33 

ii: 

1939 OR EARLIER 

62 

15 

23 

29 

118 

19 

21 

21 

3' 

HEATING FUEL 










utility gas . . . . 

4 013 

410 

... 

... 

7 670 

429 

87 

. . . 

, , 

FUEL OIL* KEROSENE* ETC 

833 

335 

542 

2 060 

693 

191 

1 897 

565 

9o: 

COAL OR COKE 

106 

151 

230 

289 

126 

21 

41 

270 

45< 

WOOD 

60 

130 

19 

946 

240 

... 

1 268 

21 

26 

ELECTRICITY 

95 

37 

38 

383 

87 

21 

49 

. . • 

1' 

BOTTLED* TANK. OR LP GAS 

118 

... 

98 

IBO 

129 

64 

228 

62 

3 

OTHER fuel 

* • . 

18 

20 

19 

• • . 

. . . 

41 

• . . 

« • 

NONE 

... 

... 

... 


... 

... 

... 

... 

• * 

WATER HEATING FUEL 










UTILITY GAS 

3 565 

204 

... 

... 

6 944 

299 

69 

. . . 


ELECTRICITY 

1 150 

503 

676 

3 095 

1 205 

300 

2 319 

583 

1 10 

COAL OR COKE 

. . • 

19 

19 

* * . 

. . . 

... 

. • . 

. • . 

5 

WOOD 

• . . 

57 

20 

100 

43 

... 

340 

. . . 

4 

BOTTLED* TANK* OR LP GAS 

99 

18 

59 

79 

107 

21 

118 

83 

5 

FUEL OIL. KEROSENE. ETC 

18 

19 

39 

78 

43 

21 

182 

. * * 

5 

OTHER FUEL 

... 

18 

. * . 

21 

... 

• • • 

• . * 

• . . 

. • 

NONE 

393 

243 

134 

504 

605 

85 

583 

252 

36 

COOKING FUEL 










utility gas 

1 946 

112 

... 

42 

2 911 

193 

128 

21 


ELECTRICITY 

2 731 

670 

715 

2 872 

5 225 

385 

1 976 

605 

1 05 

BOTTLED* TANK* OR LP GAS . . . 

425 

55 

97 

442 

314 

146 

798 

230 

6 

FUEL OIL. KEROSENE* ETC 

20 

38 

. * . 

40 

22 


... 

• . * 

3 

COAL OR COKE 

33 

94 

96 

... 

42 

* , , 

18 

41 

30 

WOOD 

30 

112 

20 

462 

324 

. • . 

655 

21 

16 

other fuel 

• . • 

. . • 

• . , 

... 

. . . 

« • • 

18 

. . * 

■ . 

NONE 

40 

••• 

19 

19 

109 

... 

18 

... 

3 


Table 29. — Occupancy Characteristics, Heating Equipment, and Type op Fuel, for Counties 

Outside SMS As: 1960 — Con. 

[Based on sample; see text Median not shown where base is less than 200] 


HcMting Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Pleating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

MEAGHER 

MINERAL 

MISSOULA 

MUSSELSHELL 

PARK 

PETROLEUM 

PHILLIPS 

PONDERA 

POWDER 

RIVER 

ALL HOUSING UNITS 

842 

953 

15 232 

1 713 

4 597 

333 

2 206 

2 415 

850 

HEATING EQUIPMENT 










STEAM OR HOT WATER 

93 

17 

1 538 

102 

581 

12 

136 

99 

8 

WARM AIR FURNACE 

125 

186 

7 801 

831 

1 330 

40 

421 

833 

228 

FLOORt WALLt OR PIPELESS FURNACE 

33 

283 

1 518 

66 

051 

80 

446 

444 

49 

BUILT-IN ELECTRIC UNITS. . . 

8 

39 

190 

, * . 

39 

16 

9 

16 

4 

OTHER MEANS WITH FLUE 

571 

425 

4 001 

685 

1 698 

160 

1 141 

1 000 

545 

OTHER MEANS WITHOUT FLUE 

12 

3 

137 

23 

64 

25 

9 

12 

16 

NONE 

... 

... 

47 

6 

20 

... 

44 

11 

... 

population 










POPULATION IN HOUSING UNiTSi I960. • , . , 

2 512 

2 952 

43 168 

4 774 

13 173 

932 

6 105 

7 328 

2 436 

PER OCCUPIED UNIT 

3.1 

3.4 

3,2 

3,1 

3.1 

3.4 

3.3 

3.5 

3.4 

OWNER 

3.2 

3.5 

3,4 

3.0 

3,1 

3.2 

3.4 

3.7 

3.4 

RENTER 

3.0 

3.1 

2.8 

3,2 

2.9 

. « • 

3,3 

3.1 

. . • 

population IN DWELLING UNlTSf 1950 .... 

1 937 

2 067 

33 047 

5 324 

11 626 

1 010 

6 267 

6 246 

2 675 

PER OCCUPIED unit 

2.9 

2.9 

3.2 

3,0 

3.1 

3,3 

3.3 

3.6 

3.4 

ALL OCCUPIED UNITS ... 

807 

881 

13 505 

1 548 

4 318 

274 

1 825 

2 083 

723 

PERSONS 










I PERSON * . 

169 

115 

2 243 

269 

811 

53 

338 

296 

86 

2 PERSONS 

198 ' 

243 

3 711 

519 

1 242 

47 

497 

484 

202 

3 PERSONS 

120 

168 

2 199 

216 

715 

59 

251 

317 

134 

4 PERSONS 

146 

lift 

2 297 

236 

668 

51 

246 

411 

101 

5 PERSONS 

93 

117 

1 644 

146 

463 

25 

182 

297 

115 

6 PERSONS 

53 

69 

772 

64 

284 

IB 

156 

139 

48 

7 PERSONS 

20 

40 1 

387 

62 

76 

7 

79 

64 

24 

8 PERSONS OR MORE 

a 

13 

252 

36 

59 

14 

76 

75 

13 

MED I AM 










ALL OCCUPIED 

2.8 

3,0 

2.9 

2.5 

2.6 

3.1 

2.8 

3,3 

3.0 

OWNER 

2.9 

3.2 

3.2 

2,5 

2.7 

3.0 

2.8 

3.6 

3.0 

RENTER 

2.6 

2,6 

2.3 

2.6 

2.6 

... 

2.9 

2.9 

. . . 

PERSONS PER ROOM 










1.00 OR LESS 

656 

726 

11 59B 

1 361 

3 790 

240 

1 472 

1 716 

575 

1.01 OR MORE 

151 

155 

1 907 

187 

528 

34 

353 

367 

148 

year MOVED INTO UNIT 










OWNER OCCUPIED 

510 

574 

0 743 

1 129 

2 708 

208 

1 229 

1 438 

546 

1958 TO MARCH 1960 

175 

232 

2 347 

146 

543 

1 25 

255 

259 

50 

1954 TO 1957 

103 

127 

2 402 

193 

620 

55 

186 

350 

133 

1940 TO 1953 / . . * 

166 

144 i 

2 942 

498 

985 

82 

503 

555 

222 

1939 OR EARLIER 

66 

71 : 

1 052 

290 

560 

46 

285 

274 

141 

RENTER OCCUPIED 

297 

307 

4 762 

419 

1 610 

66 

596 

645 

177 

1958 TO MARCH I960 

213 

198 

3 362 

275 

933 

27 

363 

353 

106 

1954 TO 1957 

40 

81 

797 

84 

370 

12 

106 

130 

37 

1940 TO 1953 

40 

28 

479 

43 

247 

24 

86 

136 

22 

1939 OR EARLIER 

4 

... 

124 

17 

60 

3 

41 

26 

12 

HEATING FUEL 










UTILITY GAS 

. • . 

... 

9 910 


3 116 

17 

1 152 

1 239 

21 

FUEL OILi KEROSENEf ETC 

376 

451 

1 597 

276 

472 

103 

354 

540 

144 

COAL OR COKE 

37 

81 

626 

1 200 

76 

102 

125 

119 

229 

WOOD 

178 

174 

752 

• . • 

454 

. • • 

42 

47 

« » . 

ELECTRICITY 

• . * 

59 

226 

... 

48 

35 

. . * 

19 

... 

BOTTLED! TANK! OR LP GAS , , . . 

201 

116 

152 

72 

144 

17 

152 

102 

329 

OTHER FUEL 

15 

• * • 

242 

. * • 

. • . 

. * . 

. • • 

. . i 

. . . 

NONE 

... 

... 

... 

. . . 

• .« 

. . . 

. . i 

17 

• • • 

WATER HEATING FUEL 










UTILITY GAS . 

... 

... 

6 721 

. I * 

2 781 

• . • 

893 

1 065 

... 

ELECTRICITY 

514 

606 

5 498 

1 018 

760 

137 

374 

714 

165 

COAL OR COKE 

• . * 

41 

137 

73 

38 

• . . 

. * . 

• . • 

42 

WOOD * 

• • . 

58 

343 

* . . 

216 

• . » 

24 

• • t 

. . . 

BOTTLED! TANK! OR LP GAS 

101 

116 

252 

68 

200 

. . . 

44 

50 

289 

FUEL OILi KEROSENE! ETC. . 

70 

• • • 

39 

« . . 

62 

52 

. * • 

17 

21 

OTHER FUEL 

. • * 

... 

43 

24 

. . * 

• . , 

. « • 

* * * 

... 

NONE 

122 

60 

472 

345 

253 

85 

490 

237 

206 

COOKING FUEL 










UTILITY GAS 

... 

... 

2 586 

24 

1 350 

... 

813 

661 

... 

electricity 

401 

452 

9 301 

876 

2 279 

206 

735 

1 099 

267 

BOTTLED! TANK! OR LP GAS 

173 

233 

682 

253 

267 

34 

193 

139 

435 

FUEL OILf KEROSENEf ETC 

55 

19 

20 

. « . 

23 

17 

21 

17 

a » * 

COAL OR COKE 

19 

82 

79 

372 

81 

17 

21 

84 

21 

WOOD 

159 

95 

670 

23 

292 

. . . 

42 

47 

• » . 

OTHER FUEL 

... 

■ • • 

. . • 

... 

* • • 

. • • 

t . • 

. . * 

• • . 

NONE 

... 

... 

167 

... 

18 

... 

• • • 

36 

, • . 



Table 29. — Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSAs: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fue 
Cooking Fuel 


SUBJECT 

POWELL 

PRAIRIE 

RAVALLI 

RICHLAND 

ROOSEVELT 

ROSEBUD 

SANDERS 

SHERIDAN 

ALL HOUSING UNITS , . . . 

2 456 

878 

4 518 

3 580 

3 584 

1 989 

2 850 

2 315 

HEATING equipment 









STEAM OR HOT WATER 

196 

33 

254 

213 

280 

133 

153 

179 

WARM AIR FURNACE 

448 

312 

1 163 

1 525 

1 391 

671 

468 

1 196 

FLOOR, wall, or PIPELESS FURNACE 

346 

162 

454 

516 

636 

133 

117 

231 

BUILT-IN ELECTRIC UNITS 

68 

* • * 

148 

20 

12 

9 

163 

12 

OTHER MEANS WITH FLUE 

1 343 

359 

2 330 

1 213 

1 109 

995 

1 871 

667 

OTHER MEANS WITHOUT FLUE . . 

22 

• • . 

153 

35 

122 

35 

70 

. , . 

NONE 

33 

12 

16 

58 

34 

13 

8 

30 

population 









POPULATION IN HOUSING UNITS. 1960 

6 515 

2 488 

12 510 

10 781 

11 272 

5 923 

7 012 

6 718 

PER OCCUPIED unit 

3.2 

3.4 

3,2 

3.5 

3.7 

3.4 

3.1 

3.5 

OWNER 

3.3 

3.5 

3,2 

3.5 

3,8 

3.4 

3.1 

3.5 

renter 

3.0 

3.4 

3.1 

3.5 

3.4 

3.3 

3.0 

3.6 

POPULATION IN DWELLING UNITS. 1950 , , . , 

5 536 

2 353 

13 002 

10 262 

9 363 

6 322 

6 B77 

6 616 

PER OCCUPIED UNIT 

3.1 

3.3 

3.2 

3.5 

3.6 

3.6 

3.1 

3.4 

ALL OCCUPIED UNITS . , , 

2 023 

724 

3 956 

3 049 

3 071 

1 749 

2 256 

1 899 

PERSONS 









I PERSON 

343 

160 

640 

420 

487 

341 

446 

278 

2 PERSONS 

577 

131 

1 259 

735 

667 

459 

709 

454 

3 PERSONS 

288 

101 

556 

500 

442 

237 

309 

289 

4 PERSONS 

346 

100 

600 

485 

487 

242 

278 

313 

5 PERSONS 

220 

114 

463 

420 

441 

156 

247 

250 

6 PERSONS 

137 

65 

217 

244 

237 

141 

116 

162 

7 PERSONS 

65 

33 

133 

144 

158 

88 

92 

79 

a PERSONS OR MORE 

47 

20 

88 

101 

152 

85 

59 

74 

MEOIANI 









ALL OCCUPIED 

2.8 

3,2 

2,6 

3.2 

3.4 

2.6 

2.5 

3.3 

OWNER 

3.0 

3,1 

2.6 

3.1 

3,5 

2.9 

2.5 

3,1 

renter 

2.4 

3.5 

2.8 

3.5 

3,2 

2.6 

2.4 

3,6 

PERSONS PER ROOM 









1.00 OR LESS 

1 752 

612 

3 450' 

2 504 

2 336 

1 328 

1 901 

1 663 

1.01 OR MORE 

271 

il2 

506 

545 

735 

421 

355 

236 

YEAR MOVED INTO UNIT 

i 








OWNER OCCUPIED «... 

1 244 

517 

3 046 

1 963 

2 012 

1 088 

1 566 

1 379 

1958 TO MARCH I960 

249' 

68 

763 

428 

314 

207 

271 

152 

1954 TO 1957 

347 

77 

660 

365 

458 

234 

401 

216 

1940 TO 1953 «... 

404 

252 

1 203 

756 

891 

39B 

642 

646 

1939 OR EARLIER 

244 

120 

420 

414 

349 

249 

252 

365 

RENTER OCCUPIED 

779 

207 

910 

1 086 

1 059 

661 

690 

520 

1958 TO MARCH I960 

394 

100 

549 

617 

681 

362 

415 

230 

1954 TO 1957 

211 

46 

177 

240 

231 

147 

148 

81 

1940 TO 1953 

160 

44 

156 

193 

90 

143 

110 

111 

1939 OR EARLIER 

14 

17 

28 

36 

57 

9 

17 

96 

HEATING FUEL 




f 





UTILITY GAS 

1 250 

403 

1 359 ' 

2 139 

1 588 

784 

29 

18 

FUEL OILi kerosene 1 ETC 

349 

60 

701 , 

252 

604 

218 

976 

914 

COAL OR COKE 

40 

100 

233 

423 

417 

563 

180 

574 

WOOD 

237 

« . « 

1 026 

• . . 

58 

... 

901 

. « « 

ELECTRICITY 

81 

... 

121 : 

• « « 

22 

. • . 

89 

... 

BOTTLED! TANK! OR LP GAS 

66 

141 

384 

235 

382 

184 

81 

393 

OTHER FUEL 

« « . 

« « • 

132 





♦ 4 . 

NONE 

... 

... 


• *,. 

.!. 

... 

... 

... 

WATER HEATING FUEL 









UTILITY GAS ........ 

1 093 

361 

527 

1 877 

1 442 

651 

... 


ELECTRICITY 

527 

160 

2 334 

640 

772 

552 

1 481 

1 272 

COAL OR COKE .... 

23 

, • • 

42 

... 

... 

51 

. * . 

54 

WOOD 

85 

« « . 

311 

• « . 

• • . 

. * • 

112 

• . • 

BOTTLED! TANK! OR LP GAS 

46 

101 

226 

110 

237 

107 

21 

143 

FUEL OIL! KEROSENE! ETC. 

23 

* « « 

110 

20 

62 

21 

71 

108 

OTHER fuel 

. « . 

. « • 

79 

• • . 

. * • 

• • . 

• • • 

, . • 

NONE 

226 

102 

327 

402 

558 

367 

571 

322 

COOKING FUEL 









UTILITY GAS 

504 

283 

484 

1 216 

621 

220 

99 

16 

ELECTRICITY 

1 207 

260 

2 423 

1 466 

1 739 

1 121 

1 431 

1 450 

BOTTLED! TANK! OR LP GAS 

69 

161 

284 

237 

459 

133 

99 

323 

FUEL OIL! KEROSENE! ETC 

. « « 

, « • 

53 


20 


50 

36 

COAL OR COKE 

40 

« . « 

32 

110 

50 

’ 144 

29 

36 

WOOD 

183 

t « • 

601 

20 

116 

131 

548 

... 

OTHER FUEL 

1 . . 

. . • 

63 

. • * 

• « • 


• . . 

... 

NONE 

20 

20 

16 

... 

66 

« « • 

... 

36 


SILVER BO' 


18 22 


4 07 
2 95 
4 41 
4 

6 51 
14 
6 


47 36 

3, 

3. 

2 * 

45 93 

2 . 


15 33 


3 34 

4 21 
2 47 
2 00 
1 44 

94 

44 

45 


2 . 

2. 

2. 


13 3! 
2 OJ 


9 et 
1 22 

1 92 
3 72 

2 9J 

5 4^ 
2 a* 
1 1^ 
1 1‘ 
3C 


14 4J 
2 ( 
I! 
1< 

2' 

K 


14 0: 
6‘ 

( 

I 

2 ' 


6 T 
6 0 
1 


I 


1 



Montana 
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Table 29. — Occupaxcv Characteristics, Heatin'G Equipment, and Type or Fuel, for Counties 

Outside SMSA’s: 1960 — Con. 

[Based on sample; see text. Median not shown where base is leas than 200} 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

STILLWATER 

sweet GRASS 

TETON 

TOOLE 

TREASURE 

VALLEY 

WHEATLAND 

WIBAUX 

YELLOWSTONE 

NATIONAL 

PARK 

(PART) 

ALU HOUSING UNITS, . , ♦ . 

2 039 

1 196 

2 529 

2 351 

443 

5 293 

1 053 

563 

17 

HEATING equipment 










STEAM OR HOT WATER 

109 

62 

111 

128 

24 

282 

177 

80 

7 

WARM AIR FURNACE 

456 

265 

B90 

947 

78 

2 540 

464 

171 

. • . 

FLOOR t WALL. OR PIPELESS FURNACE 

32a 

93 

414 

573 

51 

701 

63 

61 

, • * 

BUILT-IN ELECTRIC UNITS 

4 

13 

37 

B 

13 

15 

17 

. . . 

• . • 

OTHER MEANS WITH FLUE 

1 081 

644 

978 

533 

271 

1 610 

328 

251 

4 

OTHER MEANS WITHOUT FLUE 

41 

58 

21 

129 

6 

46 

4 

. . , 

• . • 

NONE 

20 

61 

78 

... 

... 

99 

... 

... 

... 

POPULATION 










POPULATION IN HOUSING UNiTSt 1960 

5 481 

3 127 

7 283 

7 638 

1 260 

16 526 

2 861 

1 598 

45 

PER OCCUPIED UNIT 

3.3 

2.9 

3,4 

3.5 

3,3 

3.5 

3.1 

3.2 

. , f 

OWNER 

3.2 

2.8 

3.5 

3.6 

2.9 

3.6 

3,2 

3.2 

. . * 

RENTER 

3,4 

3.1 

3.3 

3.2 

. . . 

3.5 

2,9 

. . • 

• « * 

population in dwelling UNITSi 1950 .... 

5 402 

3 543 

7 161 

6 668 

1 402 

11 120 

3 062 

1 890 

41 

PER OCCUPIED unit 

3.4 

3.4 

3.5 

3.3 

3,6 

3.4 

3.2 

3.6 

... 

all occupied units 

1 673 

1 071 

2 136 

2 206 

378 

4 656 

932 

494 

11 

PERSONS 










1 PERSON 

211 

230 

325 

327 

68 

595 

202 

77 

* . . 

2 PERSONS 

492 

320 

517 

527 

66 

1 047 

221 

147 

* . * 

3 PERSONS 

310 

132 

351 

404 

SB 

878 

171 

102 

7 

4 PERSONS 

250 

179 

358 

312 

65 

801 

137 

49 

. . . 

5 PERSONS 

205 

14a 

295 

270 

37 

620 

89 

54 

. * . 

6 PERSONS 

133 

44 

150 

218 

33 

383 

BO 

22 

4 

7 PERSONS 

47 

8 

as 

79 

18 

164 

15 

33 

• • • 

a PERSONS OR MORE 

25 

10 

52 

69 

3 

168 

17 

10 

• . . 

MEDIAN* 










ALL OCCUPIED 

2.9 

2,5 

3,1 

3.1 

3.1 

3.3 

2.8 

2.7 

• . . 

OWNER 

2.7 

2.4 

3.2 

3.2 

2.8 

3.4 

2,9 

2.6 

» « , 

RENTER 

3.3 

2.9 

3.0 

2.9 

... 

3.2 

2.5 

... 

. . . 

PERSONS PER ROOM 










1.00 OR LESS 

1 457 

962 

1 799 

1 892 

305 

1 3 627 

616 

423 

11 

1.01 OR MORE 

216 

109 

337 

314 

73 

1 029 

116 

71 

« . . 

YEAR MOVED INTO UNIT 










OWNER OCCUPIED 

1 113 

746 

1 4B4 

1 420 

228 

2 678 

597 

346 

• . . 

1958 TO MARCH 1960 

204 

172 

212 

325 

70 

860 

125 

56 

• . . 

1954 TO 1957 

203 

111 

272 

1 331 

31 

566 

124 

39 

• .*• 

1940 TO 1953 

487 

306 

708 

481 

88 

801 

219 

146 

. * . 

1939 OR EARLIER 

219 

157 

292 

2S3 

39 

431 

129 

105 

... 

RENTER OCCUPIED 

560 

325 

652 

786 

150 

1 978 

335 

148 

11 

1958 TO march 1960 

246 

181 

294 

564 

90 

1 412 

179 

76 

7 

1954 TO 1957 . . . « 

176 

61 

172 

127 

21 

318 

76 

30 

. . . 

1940 TO 1953 

119 

70 

170 

87 

36 

162 

65 

33 

4 

1939 OR EARLIER 

19 

13 

16 

8 

3 

66 

15 1 

9 

. I . 

HEATING FUEL 










UTILITY GAS 

692 

633 

1 136 

1 873 

22 

2 836 

372 

247 

... 

FUEL OILt KEROSENE t ETC . . . 

267 

149 

673 

238 

156 

1 413 

206 

38 

19 

COAL OR COKE 

245 

I * * 

126 

17 

132 

42 

293 

114 

» * . 

WOOD 

22 

112 

17 

* . . 

22 

151 

17 


• . , 

ELECTRICITY 

. • • 

* . . 

• . . 

. • . 

46 

• . . 

42 


. « . 

BOTTLED » TANK. OR LP GAS 

247 

136 

184 

78 

, • . 

196 

* • ■ 

95 

. . . 

OTHER FUEL 

. • • 

• . • 

. . . 

* * . 

* . ■ 

18 

, • • 

. . • 

• • . 

NONE 

» . . 

41 

... 

. • , 

. . . 

. . . 

... 

... 

. . i 

WATER HEATING FUEL 










UTILITY GAS 

829 

564 

842 

1 568 

t • • 

2 427 

225 

247 

• * . 

ELECTRICITY 

429 

244 

908 

367 

268 

1 106 

599 

114 

19 

COAL OR COKE 

86 

* . « 

. • . 

17 

• * • 

• • . 

18 

. . * 

« ( . 

WOOD 

, . « 

■ • . 

• • . 

• • * 

t . * 

■ . • 

• • • 

• . « 

, • 1 

BOTTLED. TANK. OR LP GAS 

204 

70 

112 

• * ■ 

• • . 

222 

24 

38 

• . . 

FUEL OIL. KEROSENE. ETC 

* • . 

41 

55 

• « . 

• . • 

38 

24 

. . • 

. • » 

OTHER FUEL 

. . * 

. . * 

... 

. . . 

* • * 

• • . 

. • ■ 

• . . 

a . . 

NONE 

125 

144 

219 

254 

110 

863 

42 

95 

« . , 

COOKING FUEL 










UTILITY GAS 

492 

242 

435 

1 187 

22 

1 930 

42 

171 

... 

ELECTRICITY 

845 

655 

1 389 

931 

246 

1 031 

794 

247 

19 

BOTTLED. TANK. OR LP GAS 

208 

84 

170 

60 

aa 

746 

42 

76 

1 . . 

FUEL OIL. KEROSENE. ETC 

• . . 

16 

55 

« . • 

* . • 

42 

. . * 

• . • 

• , . 

COAL OR COKE 

87 

• ■ . 

19 

t . . 

• > . 

22 

36 

. • , 

. . . 

WOOD 

20 

74 

17 

. * ■ 

22 

67 

, « • 

. » , 

• « * 

OTHER FUEL 

■ . * 

• • « 

. • . 

• . • 

• • . 

• • . 

. . * 

f . . 

. • * 

NONE 

21 

... 

51 

28 

... 

18 

IB 

. . • 

. . . 


Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

1960 


[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail, 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


ALL OCCUPIED UNITS .... 
CLOTHES washing MACHINE 


BEAVERHEAD 


2 278 


BROADWATER 


CUSTER DANIELS 


WRINGER OR SPINNER . . . • . 
AUTOMATIC OR SEMI-AUTOMATIC 
WASHER-DRYER COMBINATION . 
NONE 


i 047 
657 
54 
585 


I 384 
746 
38 
364 


900 

742 

37 

599 


300 

364 

176 


1 516 
899 
20 
297 


358 

1 048 

1 522 

270 

857 

1 483 

. . • 

78 

40 

125 

205 

1 082 


611 

354 

180 


1 262 
I 450 
79 
678 


CLOTHES DRYER 


GAS HEATED . . . . ^ 
ELECTRICALLY HEATED 
NONE 


326 
2 017 


40 
547 
1 945 


48 
665 
1 565 


191 

651 


20 
510 
2 202 


36 

126 

591 


1 093 
1 095 


155 
509 
3 463 


... 103 

454 916 

691 2 450 


HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


921 1 202 

1 422 1 330 


698 
1 380 


243 1 402 

599 I 330 


413 1 607 

340 581 


1 510 

2 617 


511 

634 


1 533 
1 936 


TELEPHONE AVAILABLE 


YES 

NO 


1 641 
702 


1 450 
1 082 


I 308 
970 


560 2 012 

282 720 


337 

416 


1 719 3 295 

469 032 


882 3 008 

263 461 


AUTOMOBILES AVAILABLE 


1 . . . . . 
2 . . . . 

3 OR MORE 
NONE . * < 


AIR CONDITIONING 


i 232 
378 
106 
627 


1 460 
471 
243 
338 


1 142 
466 
206 
464 


411 

150 

112 

169 


1 701 
541 
20 
470 


431 

1 294 

2 102 

214 

625 

915 

54 

1 59 

205 

54 

210 

905 


773 

176 

39 

157 


1 868 
926 
152 
523 


ROOM UNIT: 

U . . . . . 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE 


2 343 


152 
20 
53 
2 307 


30 

18 
2 230 


22 

820 


40 

*20 
2 672 


18 


735 


18 
18 
19 
2 133 


616 
63 
277 
3 171 


20 
1 125 


243 
57 
76 
3 093 


TELEVISION SETS 

. , . 

2 OR MORE 

NONE 


1 416 
927 


I 618 
21 
893 


1 23B 
1 040 


583 

259 


2 086 
47 
599 


412 

341 


1 672 
136 
380 


2 542 
63 
1 522 


849 

296 


2 538 
24 
907 


RADIO SETS 

1 

2 OR MORE 

NONE 


VALUE 

OWNER OCCUPIED ... 

LESS THAN $5»000 . . . 

55 1 000 TO 57 >400 

57.500 TO 59.900 

510.000 TO $12,400 

512.500 TO 514f900 

515.000 TO $17,400 ........... 

517. 500 TO $19,900 

520.000 TO $24,900 .... 

525.000 TO $34,900 

$35,000 OR MORE 

MEDIAN .... DOLLARS 

VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN $20 

520 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 

$60 TO $69 * . . . . 

$70 TO $79 . 

$80 TO $99 

$100 TO S119 

$120 OR MORE 

NO CASH rent 

MEDIAN . DOLLARS 


CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED DOLLARS 


534 

491 

318 


798 

139 

140 
113 
107 

81 

74 

40 

52 

52 

12 

10 200 


17 


767 

53 

97 

71 
51 

72 
105 

66 

133 

12 

8 

99 

59 


668 

43 


642 

660 

230 


790 

238 

122 

88 

117 

65 

76 

44 

28 


500 

4 


785 

20 

28 

69 

74 

76 

118 

38 

84 

16 

24 

238 

61 


547 

48 


462 

628 

188 


726 

162 

123 

120 

136 

56 

49 

17 

29 

8 

6 

8 700 


737 

50 

60 

69 

61 

49 

103 

32 

65 

29 

12 

207 

55 


530 

48 


476 

308 

58 


339 

107 

84 

51 

42 

22 

a 

12 

9 

* *4 

6 900 


225 

6 

4 

19 

24 

28 

35 

24 

21 

6 

58 


1 853 
832 
47 


1 151 
326 
324 
218 
141 
56 
46 
12 
12 
12 
4 

6 900 


35 


582 

18 

31 

78 

99 

94 

63 

64 
23 

4 

13 

95 
52 


487 

39 


538 

144 

71 


167 

98 

40 

29 


1 156 
991 
41 


672 

127 

125 

69 

105 

103 

55 

20 

25 

19 

4 

900 

18 


445 

9 

32 
29 
17 
26 
45 

33 
83 
37 

B 

126 

70 


319 

51 


2 486 
1 477 
164 


1 870 
191 
233 
423 
278 
212 
182 
171 
81 
82 
17 

10 000 
40 


1 421 
31 
85 
127 
182 
217 
203 
125 
172 
67 
54 
158 
60 


1 263 
54 


868 

190 

79 


534 

190 

91 

50 

66 

57 

38 

21 


224 

a 

35 

19 

16 

32 
7 

33 
39 
24 

11 

59 


213 

39 


2 378 
979 
112 


1 336 
164 

132 
202 
223 
147 
225 

74 

133 
20 
16 

11 900 


196 

4 

50 

20 

97 

104 

203 

177 

213 

100 

104 

108 

73 


1 008 
66 


133 


Montana 


28-43 


Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSA's: 

1960 — Coa 

[Based on sample; see text. Median not shown where base is less than 200; plus (H-) or minus ( — ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

DEER LODGE 

FALLON 

FERGUS 

FLATHEAD 

GALLATIN 

GARFIELD 

GLACIER 

GOLDEN 

VALLEY 

GRANITE 

ALL OCCUPIED UNITS 

5 014 

1 164 

4 199 

10 121 

7 728 

592 

3 002 

377 

961 

CLOTHES WASHING MACHINE 










WRINGER OR SPINNER 

1 955 

514 

1 878 

4 375 

2 582 

403 

1 313 

210 

427 

AUTOMATIC OR SEMI-AUTOMATIC 

2 16B 

423 

1 396 

4 353 

3 732 

47 

958 

21 

323 

washer-dryer COMBINATION ......... 

88 

■ . . 

59 

177 

127 

16 

63 

21 

a • * 

NONE 

783 

227 

866 

1 216 

1 287 

126 

668 

125 

211 

CLOTHES DRYER 










GAS HEATED 

23 

96 

123 

59 

37 

... 

63 

• •• 

» • • 

ELECTRICALLY HEATED 

1 288 

307 

1 136 

3 7B9 

2 192 

185 

829 

21 

256 

NONE 

3 703 

761 

2 940 

6 273 

5 499 

407 

2 no 

356 

705 

HOME FOOD FREEZER 










1 OR MORE 

1 262 

690 

2 013 

4 877 

3 071 

312 

1 063 

210 

357 

NONE 

3 752 

474 

2 186 

5 244 

4 657 

280 

1 939 

167 

604 

telephone AVAILABLE 











4 229 

819 

3 183 

B 623 

6 790 

300 

1 951 

182 

723 


785 

345 

1 016 

1 498 

938 

292 

1 051 

195 

238 

AUTOMOBILES AVAILABLE 











2 372 

568 

1 801 

5 112 

4 515 

296 

1 539 

272 

491 


1 301 

267 

1 265 

3 094 

1 B75 

125 

634 

21 

282 

3 OR MORE 

324 

39 

440 

616 

586 

94 

197 

21 

76 

NONE 

1 017 

270 

693 

1 299 

752 

77 

632 

63 

112 

AIR CONDITIONING 

ROOM UNITJ 











23 

20 

256 

79 

128 

30 

• . • 

. . * 

• • • 

2 OR MORE 

18 

19 

• . • 

20 

t . t 

15 

19 

21 

• < « 

CENTRAL SYSTEM 

62 

• * • 

137 

158 

105 

32 

22 

• « « 

961 

NONE 

4 911 

1 125 

3 806 

9 064 

7 495 

515 

2 961 

356 

TELEVISION SETS 











4 269 

788 

2 732 

7 894 

5 765 

139 

1 929 

230 

792 

2 OR MORE 

130 

19 

57 

160 

143 

... 

61 

a 4 • 

169 

NONE 

615 

357 

1 410 

2 067 

1 820 

453 

1 012 

147 

RADIO SETS 

2 725 

723 

2 275 

6 124 

4 578 

342 

1 853 

209 

759 

2 OR MORE 

1 940 

308 

1 797 

3 679 

2 980 

234 

806 

147 

120 

NONE ......... . . 

349 

133 

127 

318 

170 

16 

343 

21 

82 

VALUE 










OWNER OCCUPIED 

2 713 

379 

1 732 

5 519 

2 870 

105 

1 273 

124 

399 

LESS THAN $5i000 

252 

95 

257 

871 

250 

34 

262 

50 

114 

$5 1 000 TO $7 f 400 

397 

84 

243 

913 

326 

15 

164 

12 

134 

$7 1 500 TO $9,900 

660 

55 

287 

1 029 

486 

24 

140 

25 

60 

$10,000 TO $12f400 

523 

63 

335 

1 069 

446 

16 

175 

20 

39 

$12,500 TO $14,900 . 

273 

39 

239 

560 

285! 

4 

131 

8 

24 

$15,000 TO $17,400 

283 

19 

165 

460 

303 

» • . 

164 

5 

16 

$17,500 TO $19,900 

152 

12 

72 

214 

307 

8 

111 

* . * 

6 

$20,000 TO $24,900 

117 

4 

83 

175 

243 

. • • 

51 

• • « 

. • » 

$25,000 TO $34,900 

39 

4 

43 

146 

172 

4 

58 

• . • 

4 

$35,000 OR MORE 

17 

4 

6 

82 

52 

... 

17 

4 

. • • 

MEDIAN • . DOLLARS , 

10 200 

B 000 

10 600 

9 900 

12 100 

. • * 

11 000 

... 

6 600 

VACANT AVAILABLE FOR SALE 

36 

5 

47 

163 

108 

... 

11 

2 

... 

MEDIAN PRICE ASKED . . DOLLARS . 

... 


« . • 

• « . 

. . * 

. . • 

. ♦ • 


... 

GROSS RENT 










RENTER OCCUPIED 

1 900 

298 

1 209 

2 554 

3 113 

102 

1 113 

54 

280 

LESS THAN 

55 

4 

20 

28 

50 

4 

44 

* • « 

• • . 

$20 TO $29 

136 

■ . . 

60 

130 

145 

4 

37 

• • • 

26 

$30 TO $39 

229 

30 

117 

154 

214 

... 

91 

5 

22 

$40 TO $49 . 

278 

40 

88 

226 

470 

9 

89 

• a • 

42 

$50 TO $59 

373 

16 

102 

262 

373 

5 

122 

• . . 

18 

$60 TO * 

292 

77 

197 

387 

396 

* a « 

128 

5 

45 

$70 TO $79 

165 

30 

177 

271 

363 

12 

72 

• . • 

44 

$60 TO $99 

174 

35 

194 

397 

446 

14 

213 

5 

23 

$100 TO $119 . . . • . 

24 

4 

69 

175 

294 

8 

81 

5 

5 

$120 OR MORE 

16 

4 

29 

94 

147 

... 

28 

• • a 

. • . 

NO CASH RENT 

158 

58 

156 

410 

215 

46 

208 

34 

53 

MEDIAN • • DOLLARS . 

55 

64 

67 

67 

65 

. •• 

65 


61 

CONTRACT RENT 










RENTER OCCUPIED 

1 742 

240 

1 053 

2 144 

2 89B 

56 

905 

20 

221 

MEDIAN DOLLARS . 

43 

51 

55 

51 

53 

« .. 

55 

• •• 

4C 

VACANT AVAILABLE FOR RENT 

453 

10 

125 

242 

140 

17 

22 


2: 

MEDIAN RENT ASKED DOLLARS . 

37 

* . . 

** . 

43 

1 

. .. 

a . • 

. • * 

• • 1 


Table 30, — Financial Characteristics and Selected Equipment, for Counties Outside SMSAs: 

1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

HILL 

JEFFERSON 

JUDITH 

BASIN 

LAKE 

lewis AND 
CLARK 

liberty 

LINCOLN 

MC CONE 

MADISON 

ALL OCCUPIED UNITS 

5 225 

1 081 

947 

3 877 

8 947 

726 

3 611 

918 

i 672 

CLOTHES washing MACHINE 










WRINGER OR SPINNER 

2 075 

393 

581 

1 779 

2 402 

233 

1 431 

563 

1 054 

automatic or semi-automatic 

2 277 

445 

231 

1 555 

4 336 

278 

1 744 

20B 

551 

washer-dryer combination 

21 

. . . 

t • * 

42 

125 

86 

48 

* . t 

* . * 

NONE ... 

852 

243 

135 

501 

2 084 

129 

38B 

147 

67 

CLOTHES DRYER 










GAS HEATED 

39 

• • i 

« t • 

• fl a 

124 

21 

18 

• at 


ELECTRICALLY HEATED 

1 963 

223 

364 

1 190 

2 271 

279 

1 138 

313 

484 

NONE * 

3 223 

858 

583 

2 687 

6 552 

426 

2 455 

605 

1 188 

HOME FOOD FREEZER 










1 OR MORE 

2 431 

523 

404 

1 660 

2 034 

448 

1 556 

563 

1 052 

NONE 

2 794 

558 

543 

2 217 

6 913 

1 278 

2 055 

355 

620 

TELEPHONE AVAILABLE 











4 257 

761 

739 

2 805 

7 006 

587 

1 956 

593 

i 116 


968 

320 

208 

1 072 

1 141 

139 

1 655 

325 

556 

AUTOMOBILES AVAILABLE 











2 719 

446 

388 

2 360 

4 923 

430 

1 849 

437 

1 635 


1 225 

298 

213 

828 

2 176 

190 

967 

230 

584 

3 OR MORE. 

564 

150 

173 

244 

403 

... 

317 

146 

285 

NONE ..... 

717 

187 

173 

445 

1 445 

106 

478 

105 

160 

AIR CONDITIONING 










ROOM UNIT* 











164 

. ( ■ 

19 

20 

126 

42 

... 

21 

16 

a OR MORE 

19 

! 

... 

... 

41 

« * t 

... 

21 

* . * 

CENTRAL SYSTEM • 

97 

' 65 

39 

61 

105 

43 

68 

1 . t 

51 

NONE 

4 945 

1 008 

889 

3 796 

8 675 

641 

3 543 

1 876 

1 605 

TELEVISION SETS 











4 046 

780 

637 

3 033 

6 676 

590 

2 564 

606 

i ^3a 

2 OR MORE 

195 

19 

• • . 

40 

246 

• • • 

68 

• . . 

17 

NONE . 

984 

282 

310 

804 

2 025 

128 

979 

312 

217 

RADIO SETS 











3 034 

764 

543 

2 522 

5 203 

513 

2 276 

605 

1 071 

2 OR MORE 

1 910 

242 

347 

1 133 

3 270 1 

192 

872 

271 

500 

NONE 

281 

75 

57 

222 

474 

21 

463 

42 

101 

VALUE 










OWNER OCCUPIED 

2 165 

420 

315 

1 451 

4 210 

283 

1 819 

242 

553 

LESS THAN $5»000 ..... 

162 

169 

119 

352 

495 

53 

342 

48 

219 

SSiOOO TO $7.A00 , 

158 

119 

79 

277 

429 

16 

343 

61 

134 

S7.500 TO S9f900 

192 

49 

26 

262 

617 

51 

354 

25 

67 

SlOfOOO TO Sl2f400 

330 

50 

49 

210 

511 

52 

329 

38 

65 

S12f500 TO S14t900 .... 

312 

16 

12 

76 

470 

21 

166 

16 

20 

$15,000 TO $17,400 . 

392 

11 

13 

51 

625 

34 

131 

28 

24 

$17,500 TO $19i900 

259 

3 

4 

24 

379 

13 

78 

17 

10 

$20,000 TO $24,900 

192 

... 

5 

96 

345 

25 

48 

9 

4 

$25,000 TO $34,900 

66 

3 

B 

51 

268 

13 

24 


10 

$35,000 OR MORE 

72 



52 

71 

5 

4 

! * * 


MEDIAN ..... DOLLARS . 

14 200 

5 900 

6 200 

6 400 

12 800 

11 000 

9 100 

8 700 

6 100 

VACANT AVAILABLE FOR SALE 

15 1 

... 

9 

33 

47 


25 

4 


MEDIAN PRICE ASKED . . DOLLARS , 

... 

... 





• • . 



GROSS RENT 










RENTER OCCUPIED 

1 926 

266 

139 

876 

3 543 

167 

1 051 

98 

399 

LESS THAN $20. ... 

8 

9 

3 

16 

82 


31 


31 

$20 TO $29 

39 

10 

. ■ . 

42 

108 

4 

48 

• . * 

15 

$30 TO $39 ..... 

170 

5 

4 

45 

306 

12 

60 

... 

19 

$40 TO $49 

145 

34 

27 

85 

416 

17 

104 

... 

54 

$50 TO $59 

269 

43 

11 

107 

473 

11 

87 

14 

32 

$60 TO $69 

283 

14 

16 

101 

458 

11 

161 

15 

28 

$70 TO $79 

251 

22 

19 

67 

■ 401 

25 

155 

19 

43 

$80 TO $99 

333 

20 

IB 

116 

538 

11 

165 

16 

30 

$100 TO $119 

171 

5 

3 

25 

307 

14 

55 

4 

5 

$120 OR MORE 

97 

... 

4 

12 

192 

8 

16 


5 

NO CASH RENT 

160 

104 

34 

260 

262 

54 

169 

*26 

137 

median DOLLARS . 

69 

... 

... 

61 

66 

* • * 

67 


54 

CONTRACT RENT 










RENTER OCCUPIED 

1 766 

162 

105 

616 

3 281 

113 

882 

70 

262 

MEDIAN DOLLARS , 

59 

... 

... 

45 

56 

... 

48 


31 

Vacant available for rent 

126 

15 

23 

92 

394 


133 

11 

12 

MEDIAN RENT ASKED DOLLARS , 

... 

... 



46 

. • * 



a a a 



Montana 


28-45 


Table 30 . — Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

I 960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-H) or minus (-) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rene 
Contract Rent 


SUBJECT 

MEAGHER 

mineral 

MISSOULA f 

MUSSELSHELL 

PARK 

PETROLEUM 

PHILLIPS 

PONDERA 

POWDER 

RIVER 

ALL OCCUPIED UNITS 

a07 

881 

13 505 

1 548 

4 318 

274 

1 825 

2 083 

723 

CLOTHES WASHING MACHINE 










WRINGER OR SPINNER 

372 

374 

4 185 

1 049 

1 560 

103 

1 203 

872 

353 

automatic or SEMI-AUTOMATIC 

209 

354 

6 126 

277 

1 823 

103 

440 

837 

186 

WASHER-DRYER COMBINATION , 

» * ■ 

19 

409 

« • • 

43 

. . . 

21 

54 

20 

NONE 

226 

134 

2 785 

222 

876 

68 

153 

320 

164 

CLOTHES DRYER 










GAS heated 

19 

19 

60 

... 

63 

• . * 

88 

52 

21 

ELECTRICALLY HEATED 

107 

334 

3 880 

290 

776 

87 

527 

767 

83 

NONE 

681 

528 

9 665 

1 256 

3 471 

187 

1 210 

1 264 

619 

HOME FOOD FREEZER 










1 OR MORE 

394 

316 

4 310 

690 

1 696 

103 

912 

1 121 

269 

NONE ... 

413 

565 

9 195 

858 

2 614 

171 

913 

962 

454 

TELEPHONE AVAILABLE 











422 

483 

11 523 

1 044 

3 370 

60 

1 177 

1 720 

352 


385 

398 

1 982 

504 

940 

214 

648 

363 

371 

AUTOMOBILES AVAILABLE 











572 

660 

6 519 

866 

2 805 

137 

1 328 

1 221 

350 


105 

141 

4 395 

427 

855 

103 

276 

4B7 

229 

3 OR MORE . « . 

19 

20 

743 

25 

81 

17 

. . . 

68 

62 

NONE 

111 

60 

1 848 

230 

569 

17 

221 

307 

82 

AIR CONDITIONING 

ROOM UNIT: 









40 


t • . 

19 

123 

68 

BL 

• « * 

68 

50 

2 OR MORE 

> * ■ 

f • 1 

39 

* • . 

• • . 

... 

21 

17 

21 

CENTRAL SYSTEM 

31 

■ * * 

333 

73 

66 

17 

. • • 

. • • 

20 

NONE 

776 

862 

13 010 

1 407 

4 161 

257 

1 736 

2 016 

642 

TELEVISION SETS 

497 

724 

10 237 

1 051 

3 237 

137 

962 

1 622 

290 

2 OR MORE 

« • • 

. . • 

320 

« * . 

62 

17 

... 

86 

433 

NONE 

310 

157 

2 946 

497 

1 011 

120 

863 

375 

RADIO SETS 











654 

547 

7 632 

1 028 

2 540 

189 

1 109 

1 087 

495 

2 OR MORE 

103 

197 

5 003 

365 1 

1 611 

85 

624 

077 

146 

NONE 

50 

137 

870 

155 

159 

... 

92 

119 

82 

VALUE 










OWNER OCCUPIED 

252 

320 

7 290 

805 

1 933 

71 

666 

B62 

128 

LESS THAN SSiOOO . • « 

80 

105 

484 

306 

226 

44 

124 

154 

0 

$5r000 TO $7f400 

52 

63 

707 

234 

299 

18 

173 

153 

30 

$7f500 TO S9i900 

32 

46 

1 000 

139 

419 

4 

121 

165 ' 

29 

SlOrOOO TO SI2t400 

38 

67 

1 307 

81 

420 

. . ( 

90 

113 

12 

Sl2i500 TO Si4i900 . . * . 

9 

11 

965 

21 

169 

... 

58 

105 

28 

SlSfOOO TO $i7f400 

20 

10 

1 005 

12 

135 

... 

68 

71 

13 

Sl7t500 TO $19(900 

17 

3 

664 

8 

51 

• . « 

16 

32 

. . • 

$20(000 TO $24(900 

4 

e 

604 

* • * 

115 

• • « 

12 

42 

... 

$25(000 TO $34(900 . . • • 

. • • 

7 

419 

4 

75 

... 

4 

19 

. « . 

$35(000 OR MORE 

• • . 

• • « 

135 

• • • 

4 

5 

. . . 

B 

. . « 

MEDIAN DOLLARS • 

7 200 

7 200 

12 900 

6 000 

10 100 

... 

0 200 

9 400 

... 

VACANT AVAILABLE FOR SALE 

... 

. • • 

115 

8 

15 

... 

14 

5 

... 

MEDIAN PRICE ASKED DOLLARS . 

... 

... 

• • • 

• •• 

• • • 

« . . 

... 

* . • 

... 

GROSS RENT 










renter OCCUPIED. 

253 

307 

4 713 

397 

1 511 

45 

462 

492 

107 

LESS THAN $20 

16 

5 

72 

19 

12 

9 

*49 

B 

. » • 

$20 TO $29 

24 

5 

124 

29 

87 

... 

14 

8 

$30 TO $39 

2B 

14 

343 

27 

139 

3 

27 

31 

4 

$40 TO $49 

12 

31 

446 

31 

194 

3 

44 

24 

9 

$50 To $59 • • . * 

24 

19 

520 

80 

202 


71 

61 

a 

$60 TO $69 

33 

34 

692 

56 

275 

... 

68 

68 

25 

$70 TO $79 

20 

18 

689 

53 

243 

6 

40 

72 

8 

$80 TO $99 

20 

61 

830 

36 

151 

. . « 

53 

58 

16 

$100 TO $119 

24 

22 

403 

15 

36 

3 

10 

45 

4 

$120 OR MORE 

• * ■ 

5 

193 

• • • 

32 

3 

• • • 

19 

. • » 

NO CASH RENT 

. 52 

93 

401 

51 

140 

18 

100 

92 

25 

MEDIAN dollars . 

59 

70 

69 

58 

62 

. .. 

59 

69 

• « . 

CONTRACT RENT 










RENTER OCCUPIED 

201 

214 

4 312 

346 

1 371 

27 

362 

[ 40C 

) 02 

MEDIAN DOLLARS . 

48 

49 

57 

49 

50 

... 

4e 

. ■ 5^ 

> ... 

VACANT AVAILABLE FOR RENT 

• • t 

13 

585 

31 

49 

. .. 


^ i: 

J 12 

MEDIAN RENT ASKED DOLLARS • 

... 

.. . 

38 

... 

... 

... 

... 


. ... 


Tabic 30. — Financial Characteristics and Selected Equipment, por Counties Outside SMSA’s; 

1960— Con. 


[Based on sample; see text. Median not shown where base is less than 200; plus (4-) or rdnus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

POWELL 

PRAIRIE 

RAVALLI 

RICHLAND 

ROOSEVELT 

ROSEBUD 

SANDERS 

SHERIDAN 

SILVER 

BOW 

i 

ALL OCCUPIED UNITS ......... 

2 

023 

724 

3 

956 

3 

1 

049 

3 

071 

1 

749 

2 

256 

1 

899 

15 

334 

CLOTHES washing MACHINE 



















WRINGER OR SPINNER ... 

• 


935 

502 

2 

085 

1 

762 

1 

465 


879 


916 

1 

323 

5 

178 

automatic or semi-automatic 

, 


BOO 

161 

1 

594 


872 

1 

113 


440 


BOB 


360 

6 

816 

WASHER-DRYER COMBINATION 



19 

• ■ . 


. * • 


40 


41 


45 


69 


36 


177 

NONE 

* 


269 

61 


277 


375 


452 


385 


463 


180 

3 

163 

CLOTHES DRYER 



















GAS HEATED 



f • • 

40 


126 


60 


41 


21 


. . • 


a « ■ 


39 

ELECTRICALLY HEATED 

• 


593 

100 


704 


759 

1 

241 


350 


397 


770 

2 

693 

NONE 

• 

1 

430 

584 

3 

046 

2 

230 

1 

789 

1 

378 

1 

859 

1 

129 

12 

602 

HOME FOOD FREEZER 



















1 OR MORE 



912 

442 

1 

741 

1 

454 

1 

502 


756 

1 

038 

1 

092 

2 

084 

NONE 

• 

1 

111 

282 

2 

215 

1 

595 

1 

569 


993 

1 

210 


807 

13 

250 

TELEPHONE AVAILABLE 





















1 

531 

564 

3 

235 

2 

385 

2 

235 


931 

1 

430 

1 

533 

12 

242 

NO 

• 


492 

160 


721 


664 


836 


818 


826 


366 

3 

092 

AUTOMOBILES AVAILABLE 





















1 

230 

402 

2 

559 

2 

060 

1 

934 

1 

Oil 

1 

682 

1 

310 

B 

196 


• 


481 

100 


605 


414 


655 


363 


92 


269 

3 

U9 

3 OR MORE 

• 


84 

41 


163 


86 


113 


124 


21 


’36 


191 

NONE • * . . 

• 


228 

181 


629 


489 


369 


251 


461 


284 

3 

B2B 

AIR CONDITIONING 



















ROOM UNiTi 



















. 



t • . 

60 


42 


36 


62 


66 


43 


18 


75 

2 OR MORE 

• 


. . t 

101 


. . . 


• « f 


50 


20 


. . • 


• * * 


20 

CENTRAL SYSTEM 

« 


23 

20 


79 


... 


20 


51 


40 


* . • 


235 

NONE 

• 

2 

000 

543 

3 

835 

3 

013 

2 

939 

1 

612 

2 

173 

1 

881 

1 15 

004 

TELEVISION SETS 





















1 

484 

321 

3 

083 

2 

344 

2 

469 

1 

006 

1 

292 

1 

576 

12 

332 

2 OR MORE 



22 

t . • 


21 


39 i 


. . . i 


41 


• • • 


« « • 


743 

NONE 

• 


517 

403 


852 


666 


602 


702 


964 


323 

2 

259 

RADIO SETS 








i 

1 


i 











1 

201 

463 

2 

703 

2 

135 

1 

841 

1 

140 

1 

509 

1 

145 

10 

061 

2 OR MORE 

. 


598 

221 


795 


827 : 


983 


396 


378 


682 

4 

035 

NONE 

* 


224 

40 


458 


87 


247 


213 


369 


72 

1 

238 

VALUE 



















OWNER OCCUPIED ... 



912 

321 

1 

629 

1 

188 

1 

263 


659 


806 


768 

a 

953 

LESS THAN S5.000 



150 

140 


269 


220 


389 


255 


260 


240 

2 

314 

$5»000 TO $7 1 400 



133 

52 


345 


148 


176 


106 


161 


140 

1 

333 

$7*500 TO $9 *900 • . « . 



204 

57 


388 


190 


164 


123 


114 


100 

1 

460 

$10*000 TO $12*400 . 



176 

44 


295 


186 


196 


81 


143 


100 

1 

297 

$12*500 TO $14*900 . 



82 

8 


132 


142 


108 


38 


47 


44 


768 

$15*000 TO $17*400 



81 

12 


86 


123 


101 


44 


37 


44 


408 

$17*500 TO $19*900 ... 



47 

4 


65 


73 


48 


4 


12 


36 


301 

$20*000 TO $24*900 ........... 



35 

4 


41 


05 


41 


4 


12 


44 


308 

$25*000 TO $34*900 



4 

. * . 


4 


8 


28 


4 


16 


20 


121 

$35*000 OR MORE 



* . . 

. * . 


4 


13 


12 


t . * 




* . » 


63 

MEDIAN ..... DOLLARS 


9 

600 

6 000 

B 

800 

10 

500 

B 

500 

6 

800 

7 

200 

7 

600 

8 

100 

VACANT AVAILABLE FOR SALE 



3 

25 


20 


20 


32 




42 


15 


134 

MEDIAN PRICE ASKED DOLLARS 



... 

... 


... 


... 


... 


... 


... 


... 


... 

GROSS RENT 



















RENTER OCCUPIED. . . 



742 

143 


826 


881 


968 


522 


664 


334 

5 

463 

LESS THAN $20 



14 

4 


20 


12 


5 


24 


30 


. * * 


79 

$20 TO $29 



24 

5 


64 


23 


66 


36 


21 


4 


640 

$30 TO $39 



61 

14 


36 


60 


74 


32 


48 


30 


568 

$40 TO $49 



93 

27 


120 


70 


74 


52 


89 


4 


832 

$50 TO $59 



72 

13 


148 


142 


106 


79 


72 


11 


804 

$60 TO $69 



103 

4 


113 


115 


131 


44 


87 


48 


719 

$70 TO $79 



87 

20 


100 


124 


131 


45 


53 


35 


478 

$60 TO 



85 

• . • 


36 


122 


168 


65 


102 


40 


471 

$100 TO $119 

. 


10 

... 


4 


59 


48 


14 


17 


31 


267 

$120 OR MORE 

. 


. • . 

5 


8 


27 


33 


4 


21 


17 


148 

NO CASH rent 

• 


193 

51 


177 


127 


132 


127 


124 


114 


477 

MEDIAN DOLLARS 

• 


61 

... 


56 


66 


67 


57 


61 


74 


55 

contract RENT 



















RENTER OCCUPIED. ... 



549 

92 


649 


754 


836 


395 


540 


220 

5 

006 

MEDIAN DOLLARS 

• 


44 

... 


43 


53 


57 


45 


44 


55 


42 

VACANT available FOR RENT 



29 

46 


48 


69 


98 


40 


320 


123 

1 

699 

MEDIAN RENT ASKED. ....... DOLLARS 



... 

... 


... 


... 


... 


. • . 


50 


... 


36 


Montana 


28-47 


Table 30. — Financial Characteristics and Selected Equipment, tor Counties Outside SMSA’s: 

I960— Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

STILLWATER 

SWEET GRASS 

TETON 

TOOLE 

TREASURE 

VALLEY 

WHEATLAND 

'1 

WIBAUX 

^EULOWSTONF 

NATIONAL 

PARK 

(part) 

ALL OCCUPIED UNITS 

1 673 

1 071 

2 136 

2 206 

378 

4 656 

932 

494 

11 

CLOTHES WASHING MACHINE 










WRINGER OR SPINNER 

878 

509 

995 

621 

222 

1 824 

386 

228 

• . • 

AUTOMATIC OR SEMI-AUTOMATIC 

669 

431 

875 

1 174 

90 

1 475 

416 

226 

19 

WASHER-DRYER COMBINATION 

41 

• . . 

19 

. . • 

■ « . 

lOO 

« • « 

. . . 

. . * 

NONE 

as 

131 

247 

411 

66 

1 257 

130 

38 

... 

CLOTHES DRYER 










GAS HEATED 

21 


72 

129 

t * . 

179 

. • ♦ 

19 

. i • 

ELECTRICALLY HEATED 

506 

191 

766 

1 129 

90 

1 396 

220 

152 

19 

NONE . 

1 146 

B80 

1 298 

948 

288 

3 081 

712 

323 

... 

HOME FOOD FREEZER 










1 OR MORE 

1 012 

523 

1 105 

1 193 

179 

1 821 

469 

304 

19 

NONE . 

661 

548 

1 031 

1 013 

199 

2 835 

463 

190 

... 

telephone available 











1 175 

807 

1 719 

1 753 

212 

3 300 

626 

293 

11 


498 

264 

417 

453 

166 

1 356 

306 

201 

... 

AUTOMOBILES AVAILABLE 











1 130 

629 

1 228 

1 149 

244 

2 970 

468 

361 

19 


297 

237 

503 

533 

67 

1 105 

260 

57 

. . . 

3 OR MORE 

82 

21 

279 

193 

... 

99 

42 

19 

. * * 

NONE 

164 

184 

126 

331 

67 

482 

142 

57 

. * » 

AIR CONDITIONING 










ROOM UNITr 











60 

16 

19 

• . . 

... 

204 

• . . 

19 

« * * 

2 OR MORE 

. . . 

* . • 

. . . 

. • . 

... 

. « . 

« • . 

« . • 

* . • 

CENTRAL system 

* . • 

. . • 

* • • 

« . . 

22 

41 

48 

. . . 

« . . 

NONE « 

1 593 

1 055 

2 117 

2 206 

35^5 

4 411 

884 

475 

19 

TELEVISION SET? 











1 507 

594 

1 695 

1 762 

246 

3 037 

648 

380 

19 

2 OR MORE 

• . . 

« * . 

76 

61 

... 

37 

... 

. * . 

« . . 

NONE 

166 

477 

365 

3B3 

132 

1 582 

284 

114 

• . • 

RADIO SETS 











960 

717 

1 134 

1 229 

245 

3 041 

633 

342 

19 

2 OR MORE 

652 

330 

893 

904 

89 

1 264 

299 

152 

. * • 

NONE 

61 

16 

109 

73 

44 

351 

. . • 

. . • 

. * » 

VALUE 










OWNER OCCUPIED 

602 

446 

693 

925 

96 

1 213 

449 

135 

. . • 

LESS THAN SStOOO . 

97 

63 

132 

88 

22 

260 

146 

11 

« . • 

$5 f 000 TO $7 • 400 

127 

69 

66 

169 

27 

1B8 

96 

29 

. * . 

$7t500 TO $9t900 ' 

98 

145 

144 

158 

20 

205 

77 

24 

. . * 

$10*000 TO $12*400 

IBB 

107 

156 

158 

12 

133 

69 

28 

* • * 

$12*S0Q TO $14*900 

48 

38 

44 

88 

... 

78 

16 

18 

. . » 

$15*000 TO $17*400 

32 

16 

79 

120 

5 

171 

24: 

. . . 

« . » 

$17»500 TO $19*900 

B 

4 

12 

47 

... 

69 

B 

. t . 

« . » 

$20*000 TO $24*900 

4 

* * t 

48 

56 

10 

73 

5 

11 

. • » 

$25*000 TO $34*900 

• • • 

* • . 

12 

29 


32 

4 

14 

. • * 

$35*000 OR MORE 

. • . 

4 

• . . 

12 

• • 4 

4 

4 

. . . 

» » » 

MEDIAN DOLLARS . 

9 600 

9 100 

10 100 

10 800 

... 

9 400 

7 000 

. . . 

... 

VACANT AVAILABLE FOR SALE 

• •. 

5 

4 

. • . 

... 

50 

9 

... 

... 

MEDIAN PRICE ASKED DOLLARS . 



* . . 

... 

• t • 

• • • 

. * • 

... 

... 

gross RENT 










RENTER OCCUPIED 

404 

220 

462 

700 

66 

1 854 

312 

110 

11 

LESS THAN 

13 

6 

• . * 

12 

4 

14 

11 

« • . 

» • . 

$20 TO $29 

14 

13 

24 

20 

... 

53 

16 

• . * 

11 

$30 TO $39 

19 

33 

20 

99 

... 

64 

27 

8 

* . • 

$40 TO $49 

68 

36 

39 

74 

3 

164 

33 

20 

« • . 

$50 TO $59 

71 

39 

60 

93 

9 

172 

32 

17 


$60 TO $69 

33 

27 

78 

92 

13 

173 

51 

24 


$70 TO $79 

43 

20 

44 

82 

... 

177 

46 

a 

... 

$80 TO $99 

22 

12 

85 

85 

14 

311 

35 

4 

. * • 

$100 TO $119 

21 

• . . 

16 

32 

3 

187 

3 

* • • 

* • . 

$120 OR MORE 

5 

• • . 

12 

4 

• • • 

139 

. * * 

• . . 

» • • 

NO CASH RENT 

95 

32 

84 

107 

20 

420 

58 

29 

. • * 

MEDIAN DOLLARS • 

56 


66 

60 

• •• 

75 

62 

* . . 

. . • 

CONTRACT RENT 










RENTER OCCUPIED 

309 

188 

378 

593 

46 

1 434 

254 

81 

11 

MEDIAN DOLLARS . 

43 

. .. 

54 

53 

... 

64 

50 

. . • 

. • . 

VACANT AVAILABLE FOR RENT 

61 

4 

17 

27 

5 

101 

39 

... 

... 

median rent asked DOLLARS . 

• • » 

• . « 

... 

... 

• •• 

. • • 

» . • 

* • * 

.. . 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 
[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

BEAVERHEAD 

BIG HORN 

BLAINE 

BROADWATER 

CARSON 

carter 

CASCADE 

CHOUTEAU 

CUSTER 

DANIELS 

ALL HOUSING UNITS 

877 

1 148 

2 252 

719 

2 500 

479 

3 900 

2 051 

624 

1 044 

tenure, color, and vacancy STATUS 











OCCUPIED 

540 

886 

1 590 

615 

1 911 

348 

2 939 

1 217 

422 

808 

OWNER OCCUPIED 

330 

460 

853 

390 

1 329 

212 

1 628 

772 

289 

584 

white 

330 

229 

741 

390 

1 329 

212 

1 604 

772 

285 

584 

NONWHITE 

... 

231 

112 

. . . 

. • • 

. . . 

24 

. . . 

4 

, . . 

RENTER OCCUPIED. ... 

210 

426 

737 

225 

582 

136 

1 311 

445 

133 

224 

WHITE 

210 

267 

560 

225 

578 

136 

1 250 

437 

130 

224 

NONWHITE 

... 

159 

177 

... 

4 

... 

61 

8 

3 

... 

VACANT 

337 

262 

662 

104 

589 

131 

961 

834 

202 

236 

YEAR ROUND 

99 

115 

332 

51 

199 

93 

413 

358 

136 

an 

SOUND OR DETERIORATING 

85 

90 

242 

31 

174 

80 

352 

206 

105 

170 

AVAILABLE 

22 

30 

127 

10 

67 

36 

62 

83 

58 

49 

FOR SALE ONLY. .......... 

6 

9 

20 

1 

32 

8 

21 

25 

18 

13 

FOR RENT 

16 

21 

107 

9 

35 

28 

41 

58 

40 

36 

RENTED OR SOLD, AWAITING OCCUPANCY . 

5 

2 

11 

5 

30 

2 

140 

3 

4 

3 

HELD FOR OCCASIONAL USE 

7 

18 

46 

• . • 

36 

29 

24 

28 

12 

27 

held for OTHER REASONS 

51 

40 

58 

16 

39 

13 

126 

172 

31 

91 

dilapidated 

14 

25 

90 

20 

25 

13 

61 

72 

31 

41 

SEASONAL 

238 

147 

330 

53 

390 

38 

548 

476 

66 

25 

CONDITION and PLUMBING 











ALL UNITS 

877 

1 148 

2 252 

719 

2 500 

479 

3 900 

2 051 

624 

1 044 

SOUND 

496 

550 

1 332 

506 

2 033 

277 

3 001 

i 494 

446 

747 

WITH ALL PLUMBING FACILITIES 

347 

333 

990 

415 

1 653 

199 

2 350 

1 090 

376 

602 

LACKING ONLY HOT WATER 

... 

8 

9 

a 


. . • 

37 

10 

. . 1 

5 

LACKING other PLUMBING FACILITIES. . . . 

149 

209 

353 

83 

380 

78 

606 

394 

70 

140 

DETERIORATING 

317 

400 

519 

133 

396 

166 

703 

433 

143 

139 

WITH ALL PLUMBING FACILITIES 

106 

86 

173 

66 

276 

79 

409 

174 

44 

54 

LACKING ONLY HOT WATER 

. » . 

12 


* • a 

U 

. . . 

5 

4 

* . * 

* * . 

LACKING OTHER PLUMBING FACILITIES. . . , 

211 

302 

346 

67 

107 

B7 

289 

255 

99 

85 

DILAPIDATED 

64 

198 

401 

SO 

71 

36 

196 

124 

35 

158 

renter OCCUPIED. .... 

210 

426 

737 

1 225 

582 

136 

1 311 

445 

133 

224 

SOUND 

98 

202 

412 

147 

454 

92 

954 

301 

91 

131 

WITH ALL PLUMBING FACILITIES 

76 

132 

281 

128 

349 

61 

869 

224 

80 

100 

LACKING SOME OR ALL FACILITIES 

22 

70 

131 

19 

105 

31 

85 

77 

11 

31 

DETERIORATING 

103 

170 

190 

55 

114 

30 

307 

IIB 

38 

51 

WITH ALL PLUMBING FACILITIES 

43 

45 

79 

27 

96 

20 

243 

58 

10 

32 

lacking some or all facilities .... * 

60 

125 

lU 

28 

18 

10 

64 

60 

28 

19 

DILAPIDATED 

9 

54 

135 

23 

14 

14 

50 

26 

' 4 

42 

ALL HOUSING UNITS. . , 

877 

1 148 

2 252; 

719 

2 500 

479 

3 900 

2 051 

624 

1 044 

WATER SUPPLY 











HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

522 

404 

1 410, 

528 

2 127 

293 

2 948 

1 448 

477 

779 

ONLY cold piped WATER INSIDE STRUCTURE . . 

63 

98 

96 i 

88 

104 

76 

315 

137 

* . • 

40 

PIPED WATER OUTSIDE STRUCTURE 

27 

41 

29 1 

7 

118 

13 

73 

a 

11 

• • . 

NO PIPED WATER . . . . ' 

265 

525 

717 

96 

151 

97 

564 

458 

136 

225 

TOILET FACILITIES 











FLUSH TOILET, EXCLUSIVE USE 

469 

459 

1 208 

506 

2 008 

287 

2 862 

1 334 

429 

760 

FLUSH TOILET* SHARED 

30 

21 

199 

31 

87 

11 

19 

78 

13 

8 

OTHER TOILET FACILITIES OR NONE 

378 

66B 

845 

182 

405 

181 

1 019 

639 

182 

276 

BATHING FACILITIES 











BATHTUB OR SHOWER* EXCLUSIVE USE 

469 

456 

1 191 

496 

1 960 

286 

2 854 

1 333 

440 

736 

BATHTUB OR SHOWER* SHARED 

30 

21 

211 

27 

92 

7 

12 

83 

4 

a 

NO bathtub or SHOWER ... 

378 

671 

850 

196 

448 

1B6 

1 034 

•635 

180 

300 

SOURCE OF WATER 











PUBLIC SYSTEM OR PRIVATE COMPANY 

239 

28B 

1 271 

405 

1 717 

289 

2 073 

1 216 

115 

719 

INDIVIDUAL WELL 

443 

342 

361 

231 

579 

124 

1 002 

193 

459 

261 

OTHER 

182 

530 

597 

71 

212 

74 , 

835 

639 

70 

71 

SEWAGE DISPOSAL 











PUBLIC SEWER 

46 

249 

1 167 

453 

1 499 

221 

1 274 

1 090 

122 

646 

SEPTIC tank OR CESSPOOL 

498 

254 

251 

117 

654 

73 

1 612 

417 

356 

241 

OTHER OR NONE 

320 

657 

ail 

137 

355 

193 

1 024 

541 

166 

164 

ROOMS 











1 ROOM * 

134 

152 

378 

53 

49 

32 

167 

243 

75 

54 

2 ROOMS 

147 

172 

323 

63 

114 

58 

293 

217 

52 

59 

3 ROOMS 

125 

247 

330 

117 

375 

73 

665 

286 

91 

145 

4 ROOMS 

200 

274 

467 

174 

583 

197 

1 302 

458 

165 

317 

5 ROOMS 

123 

156 

364 

lei 

702 

71 

933 

445 

113 

226 

6 ROOMS. 

120 

55 

185 

B1 

369 

33 

381 

210 

77 

105 

7 ROOMS 

8 

33 

119 

27 

124 

8 

102 

137 

26 

109 

8 ROOMS OR MORE 

20 

59 

86 

23 

184 

7 

57 

55 

23 

29 

MEDIAN! 











ALL UNITS 

3.7 

3.5 

3.7 

4,2 

4,7 

3.9 

4.1 

4.1 

4.1 

4,3 

OWNER OCCUPIED 

4.3 

3.6 

4.6 

4.8 

4.9 

4.1 

4.3 

4.8 

4.3 

4.7 

RENTER OCCUPIED 

3.7 

3,7 

3.3 

3,6 

4.2 


4.3 

4.0 

... 

3.7 

YEAR structure BUILT 











1955 TO MARCH I960 

120 

91 

151 

67 

146 

28 

7B3 

206 

107 

87 

1950 TO 1954 

53 

87 

113 

36 

157 

58 

1 054 

181 

49 

95 

1940 TO 1949 

62 

144 

270 

104 

125 

36 

412 

158 

74 

107 

1930 TO 1939 

81 

248 

332 

79 

171 

84 

326 

103 

56 

52 

1929 OR earlier 

561 

578 

1 386 

433 

1 901 

273 

1 325 

1 403 

338 

703 


Table 31. — Tenuri;, Vacancy Status, Condition and Peumring Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Ttmurc by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Room.s 

Year Struct. Built 


SUBJECT 

DAWSON 

DEER LODGE 

FALLON 

FERGUS 

•FLATHEAD 

GALLATIN 

GARFIELD 

GLACIER 

GOLDEN 

VALLEY 

GRANITE 

ALL HOUSING UNITS, 

L oia 

1 385 

989 

1 134 

6 587 

3 698 

371 

1 580 

266 

1 041 

TENURE! COLOR! AND VACANCY STATUS 











OCCUPIED 

767 

1 101 

865 

794 

4 633 

2 606 

234 

1 272 

206 

768 

OWNER OCCUPIED 

590 

766 

567 

495 

3 525 

1 482 

132 

702 

154 

488 

WHITE 

590 

766 

567 

495 

3 518 

1 482 

132 

316 

154 

488 

NONWHITE 

« • . 

. • . 

. . . 

• . • 

7 

. . . 

. . . 

386 

. • . 

. . ■ 

RENTER OCCUPIED 

177 

335 

298 

299 

1 108 

1 124 

102 

570 

54 

280 

WHITE . . « 

177 

327 

298 

299 

1 108 

1 111 

102 

301 

54 

275 

NONWHITE 

... 

8 

... 

... 

... 

13 

... 

269 

... 

5 

VACANT . . * . 

251 

284 

124 

340 

1 954 

1 092 

137 

308 

58 

273 

YEAR ROUND 

211 

137 

91 

190 

690 

226 

97 

86 

35 

80 

SOUND OR DETERIORATING 

177 

78 

71 

163 

519 

188 

71 

66 

26 

39 

AVAILABLE 

35 

44 

28 

41 

277 

115 

21 

28 

5 

25 

FOR SALE ONLY 

8 

11 

13 

6 

121 

58 

6 

10 

3 

9 

FOR RENT 

27 

33 

15 

33 

156 

57 

15 

18 

2 

16 

RENTED OR SOLDi AWAITING OCCUPANCY . 

1 

7 

10 

9 

35 

21 

• • . 

1 

• . . 

2 

HELD FOR OCCASIONAL USE 

48 

5 

6 

35 

54 

21 

18 

9 

2 

4 

HELD FOR OTHER REASONS 

93 

22 

27 

78 

153 

31 

32 

28 

19 

8 

DILAPIDATED 

34 

59 

20 

27 

171 

38 

26 

20 

9 

41 

SEASONAL 

40 

147 

33 

150 

1 264 

866 

40 

222 

23 

193 

CONDITION AND PLUMBING 











ALL UNITS 

1 018 

1 385 

989 

1 134 

6 587 

3 698 

371 

1 580 

266 

1 041 

SOUND- « . 

749 

812 

647 

929 

5 020 

2 411 

232 

790 

231 

427 

WITH ALL PLUMBING FACILITIES 

607 

724 

599 

663 

4 143 

2 150 

129 

604 

134 

394 

LACKING ONLY HOT WATER 

. . . 

7 

. . * 

7 

27 

0 

4 

. . . 

5 

. . * 

LACKING other PLUMBING FACILITIES. , . , 

142 

31 

48 

259 

850 

253 

99 

186 

92 

33 

DETERIORATING 

195 

348 

259 

135 

1 163 

1 116 

85 

477 

27 

434 

WITH ALL PLUMBING FACILITIES 

56 

214 

187 

55 

671 

680 

22 

169 

. . . 

289 

LACKING ONLY HOT WATER . 

• . . 

16 

. • . 

12 

7 

12 

4 

12 

. . . 

• • * 

LACKING OTHER PLUMBING FACILITIES. , , , 

139 

118 

72 

68 

485 

424 

59 

276 

27 

145 

DILAPIDATED 

74 

225 

83 

70 

404 

171 

54 

313 

a 

100 

RENTER OCCUPIED 

177 

335 

29B 

299 

1 108 

1 124 

102 

570 

54 

280 

SOUND 

142 

169 

179 

262 

725 

560 

56 

299 

49 

125 

WITH ALL PLUMBING FACILITIES 

121 

162 

148 

204 

633 

500 

29 

243 

20 

116 

LACKING SOME OR ALL FACILITIES 

21 

7 

31 

58 

92 

60 

27 

56 

29 

9 

DETERIORATING 

13 

91 

103 

33 

1 302 

495 

30 

136 

5 

117 

WITH ALL PLUMBING FACILITIES 

4 

67 

86 

16 

185 

443 

17 

68 

. . . 

81 

LACKING SOME OR ALL FACILITIES 

9 

24 

17 

17 

117 

52 

13 

60 

5 

36 

DILAPIDATED 

22 1 

75 

16 

4 

81 

69 

16 

135 

... 

38 

ALL HOUSING UNITS 

1 OIB 

1 305 

909 

1 134 

6 587 

3 690 

371 

1 580 

266 

1 041 

water supply 











HOT AND COLD PIPED WATER INSIDE STRUCTURE- 

719 

1 105 

885 

781 

5 239 

3 015 

197 

889 

134 

756 

ONLY COLD PIPED water INSIDE STRUCTURE . • 

70 

128 

45 

88 

436 

157 

20 

86 

49 

103 

PIPED WATER OUTSIDE STRUCTURE 

8 

31 

4 

6 

93 

45 

3 

13 

. . . 

36 

NO PIPED WATER 

221 

121 

55 

257 

819 

481 

151 

592 

83 

144 

TOILET FACILITIES 











FLUSH toilet 1 EXCLUSIVE USE 

699 

1 128 

843 

753 

5 060 

2 942 

176 

848 

143 

741 

FLUSH TOILETi SHARED 

4 

12 

31 

11 

32 

42 

21 

34 

. . . 

30 

OTHER toilet FACILITIES OR NONE. - . . • . 

315 

245 

115 

370 

1 495 

714 

174 

698 

123 

270 

BATHING FACILITIES 











BATHTUB OR SHOWER! EXCLUSIVE USE 

604 

1 106 

031 

756 

4 982 

2 914 

171 

836 

139 

731 

BATHTUB OR SHOWER » SHARED 

4 

6 

31 

11 

36 

39 

30 

38 

. . . 

34 

NO BATHTUB OR SHOWER . . - 

330 

273 

127 

367 

1 569 

745 

170 

706 

127 

276 

SOURCE OF Water 











PUBLIC SYSTEM OR PRIVATE COMPANY 

377 

105 

673 

434 

2 578 

1 490 

103 

676 

89 

436 

INDIVIDUAL WELL 

592 

1 073 

09 

553 

2 575 

1 676 

206 

389 

109 

445 

OTHER 

58 

192 

29 

166 

1 403 

557 

62 

514 

62 

160 

sewage disposal 











PUBLIC SEWER ..... 

417 

54 

841 

212 

213 

1 156 

173 

589 

50 

524 

SEPTIC tank or cesspool. ... 

340 

962 

96 

636 

5 133 

1 826 

33 

335 

110 

290 

OTHER OR NONE 

270 

354 

54 

305 

1 210 

741 

165 

655 

100 

227 

ROOMS 











1 ROOM 

24 

59 

42 

72 

349 

373 

21 

219 

a 

110 

2 ROOMS 

75 

109 

63 

40 

570 

256 

42 

302 

23 

115 

3 ROOMS . 

164 

313 

179 

178 

1 210 

501 

107 

267 

29 

183 

4 ROOMS. ..... 

298 

440 

232 

252 

i 844 

996 

63 

344 

80 

241 

5 ROOMS 

245 

276 

251 

289 

1 227 

737 

69 

262 

67 

232 

6 ROOMS. 

126 

133 

108 

170 

797 

441 

36 

99 

26 

76 

7 ROOMS 

53 

28 

72 

93 

379 

211 

12 

45 

13 

41 

a ROOMS OR MORE 

33 

19 

42 

40 

211 

183 

21 

42 

20 

43 

MEDIAN* 











ALL UNITS 

4.3 

4.0 

4.4 

4.6 

4.1 

4.2 

3.7 

3.5 

4.4 

4.0 

OWNER OCCUPIED 

4.6 

4.3 

4.7 

4.9 

4.7 

5.0 

. * • 

3.9 

. « « 

4.6 

renter occupied . . • 

... 

3.8 

3.8 

4.3 

4.1 

4.2 

... 

3.2 

. .. 

3.6 

YEAR STRUCTURE BUILT 











1955 TO MARCH I960 

357 

349 

130 

128 

1 160 

659 

33 

199 

17 

94 

1950 TO 1954 

106 

214 

114 

69 

1 051 

318 

35 

143 

5 

58 

1940 TO 1949 

BO 

246 

87 

114 

1 921 

817 

37 

210 

B 

104 

1930 TO 1939 

73 

112 

70 

63 

954 

395 

40 

399 

5 

100 

1929 OR EARLIER 

402 

464 

568 

760 

1 501 

1 509 

226 

629 

231 

685 



Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties; I960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vuancy Sr.itus 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing F.icilitics 
Source of Water 
Scw.ige Disposal 
Rooms 

Ye.ir Struct. Built 


SUBJECT 

HILL 

JEFFERSON 

JUDITH 

BASIN 

LAKE 

lewis and 

CLARK 

LIBERTY 

LINCOLN 

MC CONE 

MADISON 

MEAGHER 

all housing units 

1 

571 

1 

033 

737 

4 

229 

2 

716 

612 

3 

092 

630 

1 

501 

645 

tenure* color* and vacancy status 

















OCCUPIED 

1 

277 


831 

487 

2 

712 

1 

796 

555 

2 

504 

398 

1 

L97 

610 

OWNER OCCUPIED 


808 


565 

348 

1 1 

836 

1 

227 

388 

1 

756 

300 


698 

357 

WHITE 


753 


562 

348 

! 1 

709 

1 

223 

388 

1 

756 

300 


695 

353 

NONWHITE 


55 


3 

• . . 


127 


4 

. . • 


* . , 

. . • 


3 

4 

RENTER OCCUPIED 


469 


266 

139 


876 


569 

167 


748 

98 


399 

253 

white 


389 


266 

139 


770 


560 

167 


744 

98 


399 

253 

NONWHITE 


80 


... 

... 


106 


9 

... 


4 

... 


... 

... 

VACANT 


294 


202 

250 


517 


920 

57 


588 

232 


404 

35 

YEAR ROUND 


216 


72 

114 


450 


271 

15 


346 

108 


130 

31 

SOUND OR DETERIORATING 


166 


65 

96 


353 


247 

12 


253 

73 


81 


available. 


45 


23 

41 


149 


97 

5 


150 

24 


17 

11 

FOR SALE ONLY 


21 


7 

24 


52 


34 

4 


28 

17 


7 

1 

FOR RENT . . * 


24 


16 

17 


97 


63 

i 


122 

7 


10 

10 

RENTED OR SOLD* AWAITING OCCUPANCY , 


3 


. • * 

4 


22 


8 

. . * 


14 

8 


8 

... 

HELD FOR OCCASIONAL USE 


71 


5 

8 


55 


77 

1 


39 

9 


14 

1 

HELD FOR OTHER REASONS | 


47 


37 

43 


127 


65 

6 


50 

32 


42 

6 

DILAPIDATED ' 


50 1 


7 

16 


97 


24 

3 


93 

35 


49 

13 

SEASONAL * 


78 


130 

136 

1 

067 


649 

42 


242 

124 


274 

4 

CONDITION AND PLUMBING i 

















ALL UNITS 

1 

571 

1 

033 

737 

4 

229 

2 

716 

612 

3 

092 

630 

1 

501 

645 

SOUND 

1 

037 


867 

562 

3 

315 

2 

106 

478 

i 

789 

458 


911 

306 

WITH ALL plumbing FACILITIES 


909 


678 

439 

2 

673 

1 

506 

411 

1 

533 

354 


756 

237 

lacking ONLY HOT WATER ......... 


4 


f . . 

3 


4 


... 

4 


9 

4 


4 


LACKING OTHER PLUMBING FACILITIES. . . . 


124 


189 

120 


638 


600 

63 


247 

100 


151 

69 

DETERIORATING . . . 


330 


126 

145 


588 


525 

126 


893 

113 


395 

203 

WITH ALL PLUMBING FACILITIES 


133 


58 

30 j 


294 


183 

64 


444 

56 


144 

156 

lacking only hot water 


• . . 


. . • 

4 


. 


4 

• • • 


9 

. . • 


. • • 


LACKING other PLUMBING FACILITIES. . . . 


197 


6B 

111 ' 


294 


338 

62 


440 

57 


251 

45 

dilapidated 


204 


40 

50 , 


326 


85 

8 


410 

59 


195 

136 

renter OCCUPIED 


469 


266 

139 


876 


569 

167 


748 

98 


399 

253 

SOUND 


267 


241 

105 


664 


419 

105 


290 

56 


244 

as 

WITH all plumbing FACILITIES 


240 


169 

85 1 


566 


333 

75 


254 

51 


179 

44 

LACKING SOME OR ALL FACILITIES 


27 


72 

20 1 


98 


86 

30 


36 

5 


65 

44 

DETERIORATING 


131 


25 

30 


171 


119 

5B 


322 

37 


78 

80 

WITH ALL PLUMBING FACILITIES 


72 


15 

16 j 


113 


69 

37 


197 

32 


34 

52 

LACKING SOME OR ALL FACILITIES 


59 


10 

12 


58 


50 

21 


125 

5 


44 

23 

DILAPIDATED 


71 


... 

4 




31 

4 


136 

5 


77 

85 

ALL HOUSING UNITS . , . . 

1 

571 

1 

033 

737 

4 

229 

2 

716 

612 

3 

092 

630 

1 

501 

645 

Water supply 

















HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

1 

123 


all 

515 

3 

182 

1 

816 

502 

2 

199 

415 

1 

026 

498 

ONLY COLD PIPED WATER INSIDE STRUCTURE , , 


77 


74 

41 


291 


299 

B 


290 

32 


116 

53 

PIPED WATER OUTSIDE STRUCTURE 


1 . . 


12 

13 ; 


95 


116 

7 i 


177 

4 


29 

13 

NO PIPED WATER . * . 


371 


136 

168 


661 


485 

95 


426 

179 


330 

Bl 

TOILET FACILITIES 

















FLUSH toilet, EXCLUSIVE USE 

1 

081 


784 

501 : 

3 

037 

1 

765 

487 

2 

136 

427 


990 

457 

FLUSH toilet, SHARED 


15 


18 

16 


47 


34 

11 


9 

7 


9 

45 

other toilet facilities or none 


475 


231 

220 ' 

1 

145 


917 

114 


947 

196 


502 

143 

BATHING facilities 

















bathtub OR SHOWER, EXCLUSIVE USE 

1 

070 


750 

492 

3 

024 

i 

720 

4B3 

2 

079 

423 


956 

449 

BATHTUB OR SHOWER, SHARED 


15 


18 

16 


47 


29 

3 


12 

3 


9 

45 

NO BATHTUB OR SHOWER 


486 


265 

229 , 

1 

158 


967 

126 

1 

001 

204 


536 

151 

SOURCE OF water 

















public system or private COMPANY 


457 


555 

277 ' 

1 

937 


880 

342 

1 

291 

362 


557 

433 

INDIVIDUAL WELL. .... 


843 


407 

319 


732 

1 

272 

174 


979 

175 


618 

139 

OTHER 


264 


69 

146 ^ 

i 

575 


565 

87 


831 

96 


335 

80 

sewage DISPOSAL 

















public sewer ♦ 


532 


285 

307 

1 

375 


532 

327 


241 

362 


30 

289 

SEPTIC tank or CESSPOOL. . , 


555 


525 

243 

1 

847 

1 

495 

167 

2 

069 

113 


947 

206 

OTHER OR NONE 


477 


221 

192 

1 

022 


690 

109 


791 

158 


533 

157 

ROOMS 

















1 ROOM . . 


82 


62 

58 


484 


364 

22 


298 

50 


125 

64 

2 ROOMS 


223 


94 

46 


446 


362 

33 


374 

61 


116 

58 

3 ROOMS 


243 


150 

106 


706 


416 

102 


440 

114 


228 

111 

4 ROOMS. . . . . 


413 


270 

153 

1 

072 


674 

112 


777 

161 


300 

145 

5 ROOMS 


272 


220 

189 


770 


474 

153 


631 

122 


323 

125 

6 ROOMS. . 


138 


139 

104 


455 


276 

98 


347 

49 


203 

50 

7 ROOMS 


119 


51 

40 


178 


87 

54 


166 

52 


114 

59 

a ROOMS OR MORE. ....... 


81 


47 

41 


lie 


61 

38 


59 

21 


92 

33 

MEDIAN* 

















ALL UNITS 


4.1 


4,3 

4,5 


3.9 


3.8 

4.7 


4.1 

4.1 


4.4 

4.1 

OWNER OCCUPIED 


4,7 


4.7 

4,8 


4.6 


4.6 

5.2 


4.6 

4.8 


4.7 

4.4 

RENTER OCCUPIED. ........... 


3.8 


3,5 

... 


4.0 


3.8 



3.7 



4,4 

3.3 

YEAR STRUCTURE BUILT 

















1955 TO MARCH i960 


379 


76 

70 


526 


529 

132 


684 

111 


98 

123 

1950 TO 1954 


181 


64 

57 


508 


271 

47 


615 

52 


126 

44 

1940 TO 1949 ..... 


177 


101 

35 


854 


381 

53 


453 

126 


110 

75 

1930 TO 1939 


215 


69 

30 


797 


285 

68 


304 

62 


152 

37 

1929 OR EARLIER. . 


619 


723 

545 

1 

544 

1 

250 

312 

1 

036 

279 

1 

015 

366 



Montana 


28-51 


Table 31. — TiiNURM, VacalNTCy Status, Conditjon axd PlumbinTi Facilities, and Structural 
Characteristics or Ruraj.-Noni-arm Housing Units, roR Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacincy Sc.icus 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


MINERAL 


MISSOULA 


MUSSELSHELL 


PETROLEUM 


PHILLIPS 


PONDERA 


POWDER 

RIVER 


POWELL 


ALL HOUSING UNITS . . 

TENURE I COLORf AND VACANCY STATUS 


A73 


773 


OCCUPIED .... 
OWNER OCCUPIED 
WHITE. . . . 
NONWHITE . . 
RENTER OCCUPIED 
WHITE. . . . 
NONWHITE . . 


830 

523 

523 


3 366 
2 343 
2 335 


307 

307 


1 023 
1 015 
B 


396 

299 

299 


I 003 
672 
672 


331 

331 


133 

88 

88 

45 

45 


1 232 
770 
747 
23 
462 
436 
26 


633 

428 

371 

57 

205 

197 

6 


267 

160 

160 


471 

232 

232 


107 239 

103 235 

4 4 


VACANT ... 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE . 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLD. AWAITING OCCUPANCY , 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS ....... 

DILAPIDATED 

SEASONAL 


72 

34 

30 

21 

6 

15 

3 
2 

4 
4 

38 


970 

516 

436 

245 

58 

187 

76 

48 

67 

80 

454 


77 

181 

46 

93 

38 

72 

7 

21 

5 

a 

2 

13 

> . * 

26 

10 

4 

21 

21 

6 

21 

31 

88 


59 

16 

a 


2 

6 

8 

43 


381 

250 

242 

136 

19 

117 

3 

49 

54 

16 

123 


259 

149 

134 

18 

5 

13 

*20 

96 

15 

110 


127 

84 

67 

27 

9 

18 

4 

12 

24 

17 

43 


302 

74 

54 

25 

7 

18 

* *2 

27 

20 

228 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND. ... 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING other PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . , . . . 

LACKING ONLY HOT WATER 

LACKING other PLUMBING FACILITIES. , . 

DILAPIDATED . . 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . • 

DETERIORATING . . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES , . . . 
DILAPIDATED 


ALL HOUSING UNITS 

WATER supply 

HOT and COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED water 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE 

FLUSH toilet. SHARED * . . 

other TOILET FACILITIES OR NONE 


902 

645 

603 

*42 

229 

154 

*75 

26 


4 336 
3 223 
2 BB6 
4 

333 

906 

523 

16 

367 

207 


473 

318 

202 

4 

112 

129 

43 

3 

03 

26 


1 190 
807 
720 

87 

210 

122 

4 

84 

173 


192 

59 

59 


1 613 
1 332 
959 
7 

366 

237 

61 


892 

721 

522 

199 

136 

15 


394 

261 

209 

4 

48 

92 

48 


773 

485 

328 

19 

138 

229 

79 


36 

41 


a 

148 

44 


121 

35 


150 

59 


307 

189 

166 

23 
94 
65 
29 

24 


1 023 
698 
657 
41 
284 
186 
98 
41 


97 

67 

35 

32 

25 

10 

15 

5 


331 

192 

166 

24 

72 

42 

30 

67 


45 

15 

15 

21 

15 

6 

9 


902 


4 336 


473 


1 184 


192 


797 

67 

2i 

17 


3 584 
192 
70 
490 


304 

31 

14 

124 


913 

70 

36 

171 


134 

23 

*35 


462 

374 

264 

90 

74 

29 

45 

14 


1 613 


1 197 
98 
24 
294 


205 

194 

152 

42 

11 

4 

7 


892 


603 

45 

244 


107 

75 

67 

a 

28 

16 

12 

4 


394 


289 

16 

13 

76 


239 

137 

85 

52 

72 

50 

22 

30 


773 


472 

71 

97 

133 


770 

3 508 

265 

19 

32 

. * . 

113 

796 

208 


897 

10 

283 


125 1 108 

4 119 

63 306 


565 

15 

312 


269 

12 

113 


443 

19 

311 


BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . . . 
NO BATHTUB OR SHOWER 


769 

3 477 

266 

19 

35 

. . * 

114 

824 

207 


891 

9 

290 


130 


1 067 
117 
429 


555 

15 

322 


273 

12 

109 


456 

19 

298 


SOURCE OF water 

PUBLIC system or PRIVATE COMPANY 

INDIVIDUAL WELL 

other 


525 

1 532 

103 

246 

1 993 

302 

124 

775 

52 


446 

566 

196 


151 I 106 

6 264 

34 244 


442 

168 

287 


197 

ISO 

46 


50 

540 

174 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC Tank or cesspool 
OTHER OR NONE 


236 

208 

79 

569 

3 428 

213 

90 

664 

165 


142 

836 

230 


142 1 034 

4 205 

45 375 


278 

306 

313 


192 

115 

86 


36 

442 

286 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS. ..... 

B ROOMS OR MORE. . 
MEDIAN* 

ALL UNITS. . . . 
OWNER OCCUPIED 
renter OCCUPIED 


34 

40 

174 

298 

210 

103 

26 

17 


204 
396 
795 
1 019 
1 013 
529 
214 
166 


11 

44 

75 

131 

126 

56 

15 

15 


46 

96 

291 

267 

226 

90 

88 

86 


11 

19 

30 

57 

55 

15 

5 


143 

174 

328 

374 

312 

158 

74 

50 


79 

50 

186 

264 

136 

123 

43 

11 


2B 

45 

94 

95 
44 
56 
12 
20 


49 

112 

108 

182 

139 

79 

39 

65 


4.2 4.3 
4.4 4.6 
3.9 3.9 


4.3 4.1 

4.4 4.3 

... 3.8 


3.9 4.0 3.8 4.1 

4.6 4.3 ... 4.7 

3.8 4.0 ... 4.6 


YEAR structure bUILT 


1955 TO march I960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


208 

1 501 

18 

138 

512 

19 

119 

874 

53 

121 

477 

11 

316 

972 

372 


195 

114 

123 

175 

583 


4 

7 

14 

24 

143 


162 

65 

142 

266 

978 


102 

66 

08 

145 

491 


45 

23 

67 

103 

136 


104 

97 

75 

74 

423 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Cfiaracteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample ; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
W.'iter Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

PRAIRIE 

RAVALLI 

RICHLAND 

ROOSEVELT 

ROSEBUD 

SANDERS 

SHERIDAN 

SILVER BOW 

STILLWATER 

ALL HOUSING UNITS 

638 

3 386 

1 235 

1 863 

1 514 

2 358 

1 618 

2 017 

1 472 

TENURE 1 COLOR* AND VACANCY STATUS 











484 

2 824 

824 

1 431 

1 274 

1 764 

1 202 

1 821 

1 106 

OWNER OCCUPIED 

341 

1 990 

534 

897 

752 

1 100 

868 

1 442 

702 


341 

1 998 

534 

641 

57S 

1 077 

840 

1 438 

702 

NONWHITE 

... 

i . • 

... 

256 

177 

23 

28 

4 

• . . 

RENTER OCCUPIED. . 

143 

826 

290 

534 

522 

664 

334 

379 

404 

WHITE. . 

143 

826 

290 

409 

450 

604 

334 

372 

399 

NONWHITE 

... 

... 

... 

125 

72 

60 

... 

7 

5 


154 

562 

411 

432 

240 

594 

416 

196 

366 

YEAR ROUND 

108 

262 

263 

288 

133 

440 

297 

162 

148 

SOUND OR DETERIORATING 

104 

194 

225 

230 

102 

414 

276 

131 

122 

AVAILABLE. 

68 

79 

82 

119 

53 

312 

108 

52 

62 

FOR SALE ONLY 

20 

27 

28 

35 

... 

28 

15 

24 

7 

FOR RENT 

48 

52 

54 

84 

53 

284 

93 

28 

55 

RENTED OR SOLD* AWAITING OCCUPANCY . 

21 

23 

1 

10 

10 

15 

15 

6 

12 

HELD FOR OCCASIONAL USE 

4 

26 

20 

11 

16 

54 

10 

22 

12 

HELD FOR OTHER REASONS 

11 

66 

122 

90 

23 

33 

143 

51 

36 

DILAPIDATED. . . 

4 

68 

38 

58 

31 

26 

21 

31 

26 

SEASONAL 

46 

300 

148 

144 

107 

154 

119 

34 

218 

CONDITION AND PLUMBING 










ALL UNITS 

638 

3 386 

1 235 

1 063 

1 514 

2 358 

1 610 

2 017 

1 472 

SOUND • 

559 

2 556 

764 

1 101 

1 016 

1 840 

1 171 

1 475 

1 032 

WITH ALL PLUMBING FACILITIES 

414 

2 291 

580 

938 

834 

1 354 

917 

1 389 

943 

LACKING ONLY HOT WATER 

... 

8 

4 

9 

3 

13 

... 

4 

4 

LACKING OTHER PLUMBING FACILITIES. . . . 

145 

257 

180 

154 

179 

473 

254 

82 

85 

DETERIORATING 

69 

637 

317 

519 

207 

406 

383 

437 

316 

WITH ALL PLUMBING FACILITIES 

8 

425 

69 

168 

92 

250 

172 

356 

172 

LACKING ONLY HOT WATER . 

4 

16 

20 

8 

• • • 

4 

8 

... 

. * « 

LACKING OTHER PLUMBING FACILITIES. . . . 

57 

196 

228 

343 

115 

152 

203 

81 

144 

DILAPIDATED 

10 

193 

154 

243 

291 

112 

64 

105 

124 

RENTER OCCUPIED 

143 

826 

290 

534 

522 

664 

334 

379 

404 

SOUND • • . 

133 

590 

214 

359 

382 

468 

265 

252 

310 

WITH ALL PLUMBING FACILITIES 

91 

530 

174 

337 

291 

377 

195 

224 

306 

LACKING SOME OR ALL FACILITIES 

42 

60 

40 

22 

91 

91 

70 

28 

4 

DETERIORATING. .... . 

... 

196 

40 

128 

72 

148 

61 

119 

69 

WITH ALL PLUMBING FACILITIES 

... 

124 

16 

77 

46 

93 

35 

99 

46 

LACKING SOME OR ALL FACILITIES 

... 

72 

24 

51 

26 

55 

26 

20 

23 

DILAPIDATED 

10 

40 

36 

47 

68 

40 

8 

8 

25 

ALL HOUSING UNITS 

638 

3 386 

1 235 

1 863 

1 

1 514 

2 358 

1 618 

2 017 

1 472 

WATER supply 










HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

496 

2 912 

734 

1 205 

1 025 

1 811 1 

1 220 

1 666 

1 175 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

74 

180 

123 

90 

47 

311 

88 

05 

53 

PIPED WATER OUTSIDE STRUCTURE. 

4 

93 

12 

68 

14 

61 

... 

14 

6 

NO PIPED water 

64 

201 

366 

500 

428 

175 

310 

52 

236 

TOILET FACILITIES 










FLUSH TOILET. EXCLUSIVE USE 

442 

2 836 

702 

1 168 

956 

1 912 

1 162 

1 874 

1 140 

FLUSH TOILET. SHARED 

42 

72 

36 

52 

55 

38 

61 

4 

12 

OTHER TOILET FACILITIES OR NONE 

154 

478 

497 

643 

503 

408 

395 

139 

320 

BATHING FACILITIES 










BATHTUB OR SHOWER. EXCLUSIVE USE 

431 

2 804 

689 

1 142 

944 

1 658 

1 133 

1 610 

1 127 

BATHTUB OR SHOWER. SHARED 

46 

76 

32 

52 

60 

34 

58 

8 

20 

NO bathtub or SHOWER 

161 

506 

514 

669 

510 

666 

427 

199 

325 

SOURCE OF water 










PUBLIC SYSTEM OR PRIVATE COMPANY • . . • . 

10 

1 409 

352 

1 124 

891 

1 726 

1 000 

1 648 

841 

INDIVIDUAL WELL 

581 

.1 715 

701 

363 

263 

446 

346 

293 

529 

OTHER 

35 

293 

189 

376 

363 

187 

272 

78 

113 

SEWAGE DISPOSAL 










PUBLIC SEWER 

387 

820 

357 

1 006 

811 

559 

928 

1 414 

686 

SEPTIC tank OR CESSPOOL , . • • 

70 

2 161 

409 

235 

177 

1 483 

291 

504 

388 

OTHER OR NONE 

169 

436 

476 

622 

529 

317 

399 

101 

409 

ROOMS 










1 ROOM 

60 

124 

47 

128 

185 

174 

53 

28 

76 

2 ROOMS 

76 

253 

117 

294 

220 

361 

128 

90 

84 

3 ROOMS . . 

81 

406 

194 

349 

188 

477 

294 

267 

218 

^ ROOMS 

146 

961 

369 

402 

357 

550 

472 

645 

418 

5 ROOMS 

130 

907 

245 

364 

321 

419 

302 

539 

377 

6 ROOMS 

58 

435 

151 

160 

107 

22B 

183 

278 

187 

7 ROOMS 

44 

156 

70 

75 

58 

98 

109 

84 

59 

8 ROOMS OR MORE 

43 

144 

42 

91 

78 

51 

77 

86 

53 

MEDIAN* 










ALL UNITS 

4.2 

4,4 

4.2 

3.9 

4.0 

3.8 

4.2 

4.5 

4.4 

OWNER occupied 

4.6 

4.7 

4,7 

4.4 

4,3 

4.4 

4.5 

4.7 

4,8 

RENTER OCCUPIED. . . 

... 

4.0 

4,3 

3.5 

3.7 

3,7 

3,9 

4.1 

4.2 

YEAR STRUCTURE BUILT 










1955 TO MARCH 1960 ..... 

29 

320 

110 

193 

136 

348 

126 

116 

96 

1950 TO 1954 

12 

332 

146 

312 

112 

306 

133 

52 

151 

1940 TO 1949 .... 

83 

502 

142 

252 

209 

429 

172 

103 

264 

1930 TO 1939 . . . . . 

69 

556 

245 

197 

137 

397 

102 

60 

175 

1929 OR EARLIER 

445 

1 676 

592 

909 

920 

878 

1 005 

1 686 

786 


XaDiC lENUIU-, VACANCY ^JTATUS, LONDiTJON AND ri.UMDING rACJLiTJES, AND STRUCTURAL 

Character isTics of RuRAL-NoNrARM Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


tenure ny color. 
Vacancy Status 
Condition & Plumb. 
Water Sujiply 
Toilet Facilities 


Datning racuicics 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

SWEET GRASS 

TETON 

TOOLE 

TREASURE 

VALLEY 

WHEATLAND 

WIBAUX 

YELLOWSTONE 

YELLOWSTONE 

NATIONAL 

PARK 

(PART) 

ALL HOUSING UNITS 

832 

1 637 

684 

262 

2 479 

942 

339 

3 096 

17 

tenure » COLOR f AND VACANCY STATUS 










OCCUPIED . * . . 

707 

1 244 

619 

197 

1 946 

821 

270 

2 376 

11 

OWNER OCCUPIED 

487 

782 

359 

131 

953 

509 

160 

1 653 

• • • 

WHITE 

487 

778 

359 

131 

916 

509 

160 

1 641 

• . * 

NONWHITE 

• ■ ■ 

4 

• • • 


37 

... 


12 

... 

RENTER OCCUPIED 

220 

462 

260 

66 

993 

312 

110 

723 

11 

WHITE 

220 

462 

256 

66 

920 

312 

110 

723 

11 

NONWHITE 

... 

• •• 

4 

... 

73 

... 

... 

... 

... 

VACANT . • . , . 

125 

393 

65 

65 

533 

121 

69 

720 

6 

YEAR ROUND 

46 

222 

36 

31 

364 

as 

63 

352 

... 

SOUND OR deteriorating 

41 

168 

29 

23 

309 

84 

59 

259 

« . • 

AVAILABLE. . 

9 

45 

16 

4 

105 

39 

4 

92 

... 

FOR SALE ONLY 

3 

9 

6 

... 

37 

8 

2 

32 


FOR RENT 

6 

36 

10 

4 

68 

31 

2 

60 


RENTED OR SOLD. AWAITING OCCUPANCY , 

2 

6 

3 

• a • 

17 

19 

■ • • 

24 

• « » 

HELD FOR OCCASIONAL USE. ..... . 

15 

23 

3 

1 

7 

3 

14 

48 

• « • 

HELD FOR OTHER REASONS 

15 

94 

7 

18 

180 

23 

41 

95 

• • ft 

DILAPIDATED 

5 

54 

7 

a 

55 

1 

4 

93 

... 

SEASONAL 

, 

171 

29 

34 

169 

36 

6 

368 

6 

CONDITION AND PLUMBING 










ALL UNITS 

832 

1 637 

651 

262 

2 479 

942 

339 

3 096 

11 

SOUND 

699 

1 224 

548 

148 

1 910 

887 

299 

1 978 

11 

WITH ALL PLUMBING FACILITIES 

639 

1 057 

508 

131 

1 639 

749 

252 

1 697 

11 

LACKING ONLY HOT WATER 


4 

• , » 


4 

4 

• « • 

4 

ft « • 

LACKING other PLUMBING FACILITIES. . . , 

1 60 

163 

40 

17 

267 

134 

47 

277 

ft ft ft 

DETERIORATING 

93 

314 

71 

80 

364 

47 

30 

685 

... 

WITH all PLUMBING FACILITIES ...... 

1 31 

173 

44 

29 

237 

9 

3 

353 

t ft « 

LACKING ONLY HOT WATER 

• « * 

4 

« • • 

3 

• . * 

... 

... 

12 

ft ft ft 

LACKING other PLUMBING FACILITIES. . . . 

1 62 

137 

27 

48 

127 

38 

27 

320 

... 

dilapidated 

, ^0 

99 

32 

34 

205 

8 

10 

433 

ft ft ft 

RENTER OCCUPIED 

220 

462 

260 

66 

993 

312 

110 

723 

11 

SOUND 

1 172 

340 

187 

46 

814 

304 

97 

441 

11 

with all PLUMBING FACILITIES 

i 146 

292 

170 

40 

737 

249 

81 

368 

11 

LACKING SOME OR ALL FACILITIES 

26 

48 

17 

6 

77 

55 

16 

73 

... 

DETERIORATING 

43 

80 

44 

12 

106 

8 

13 

214 

... 

WITH ALL PLUMBING FACILITIES 

23 

72 

26 

9 

72 

. • • 

t • • 

173 

... 

LACKING SOME OR ALL FACILITIES 

20 

8 

16 

3 

34 

6 

13 

41 

... 

dilapidated 

5 

1 .“i 

29 

8 

73 

... 

... 

68 

... 

ALL HOUSING UNITS 

832 

1 637 

684 

262 

2 479 

942 

339 

3 096 

17 

Water supply 




i 






HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

701 

1 361 

579 

1 175 

1 968 

832 

270 

i 2 245 

11 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

40 

46 

14 

36 

50 

55 

5 

115 

. . * 

PIPED WATER OUTSIDE STRUCTURE. ...... 

4 

4 

4 

13 

5 

4 

... 

103 

... 

NO PIPED water . 

87 

226 

54 

38 

456 

51 

64 

633 

... 

TOILET FACILITIES 










FLUSH TOILET, EXCLUSIVE USE 

668 

1 281 

556 

172 1 

1 939 

770 

259 

2 172 

11 

FLUSH toilet, SHARED 

17 

45 

27 

6' 

17 

60 

B 

24 

• • * 

OTHER toilet FACILITIES OR NONE. ..... 

127 

311 

68 

84 , 

523 

112 

72 

900 

... 

BATHING facilities ^ 










BATHTUB OR SHOWER. EXCLUSIVE USE 

680 

1 277 

556 

171 

1 899 

771 

255 

2 168 


bathtub or SHOWER, SHARED ' 

13 

45 

27 

6 

35 

52 

12 

24 

... 

NO BATHTUB OR SHOWER 

139 1 

315 

66 

05 

545 

119 

72 

904 

... 

SOURCE OF WATER 










PUBLIC system OR PRIVATE COMPANY 

667 

990 

397 

177 

1 663 

766 

212 

799 

10 

INDIVIDUAL WELL 

131 1 

465 

136 

36 

518 

180 

111 

1 764 

... 

OTHER 

21 

170 

123 

40 

292 

... 

15 

544 

... 

SEWAGE DISPOSAL 










PUBLIC SEWER ....... 

545 ' 

1 060 

274 

155 

1 617 

721 

185 

171 

10 

SEPTIC tank OR CESSPOOL 

159 

319 

297 

14 

501 

122 

81 

2 071 

1 . • 

OTHER OR none 

115 

246 

85 

84 

355 

103 

72 

865 

... 

ROOMS 










1 ROOM 

17 

54 

27 

7 

135 

47 

6 

177 


Z ROOMS 

51 

134 

22 

24 

217 

52 

16 

229 

. . » 

3 ROOMS 

159 

299 

53 

42 

415 

140 

32 

478 

... 

4 ROOMS 

160 

441 

177 

74 

715 

255 

103 

733 

4 

5 ROOMS 

198 

344 

201 

SO 

640 

194 

87 

765 

3 

6 ROOMS 

156 

190 

105 

23 

248 

119 

54 

403 

a ■ * 

7 ROOMS . 

78 

110 

58 

17 

64 

77 

29 

157 

4 

8 ROOMS OR MORE 

13 

65 

8 

25 

45 

58 

10 

154 

• * . 

MEDlANt 










ALL UNITS 

4.6 

4.3 

4.7 

4.3 

4.2 

4.4 

4.6 

4.4 

• * . 

OWNER OCCUPIED 

5,0 

4.8 

5.0 

• • • 

4.0 

5,0 


4.8 

... 

renter OCCUPIED 

3,9 

3.9 

4.3 

... 

4.4 

3.7 

• • 0 

4.4 

... 

YEAR structure BUILT 










1955 TO MARCH i960 

73 

153 

73 

35 

982 

56 

36 

686 

• . • 

1950 TO 1954 

71 

126 

46 

28 

200 

56 

39 

511 

... 

1940 TO 1949 

70 

283 

48 

22 

167 

69 

47 

440 

. • « 

1930 TO 1939 

57 

236 

214 

43 

542 

43 

4 

383 

■ « • 

1929 OR EARLIER 

561 

839 

270 

134 

588 

718 

213 

1 076 

11 




Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960 

[Based on sample; see text. Median not shown where base is less than 200; plus (-|-) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


^^llue 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

BEAVERHEAD 

BIG HORN 

BLAINE 

BROADWATER 

-■ r 

CARBON 

carter 

CASCADE 

CHOUTEAU 

CUSTER 

DANIELS 

ALL housing units 

877 

1 148 

2 252 

719 

2 500 

479 

3 900 

2 051 

624 

i 044 

HEATINQ EQUIPMENT 











STEAM OR HOT WATER 

11 

48 

181 

24 

197 

3 

97 

216 

22 

116 

WARM air FURNACE . • . 

174 

no 

626 

153 

756 

71 

1 630 

613 

146 

503 

BUILT-IN ROOM UNITS . 

48 

76 

177 

64 

409 

104 

465 

273 

171 

137 

OTHER MEANS WITH FLUE 

628 

864 

934 

454 

1 115 

288 

1 622 

895 

203 

222 

OTHER MEANS WITHOUT FLUE 

12 

33 

227 

19 

9 

4 

27 

22 

60 

4 

NONE 

4 

17 

107 

5 

14 

9 

59 

32 

22 

62 

ALL OCCUPIED UNITS 

540 

886 

1 590 

615 

1 911 

348 

2 939 

1 217 

422 

608 

PERSONS 

1 PERSON 

134 

137 

415 

122 

411 

77 

238 

262 

54 

186 

2 PERSONS 

157 

174 

358 

184 

610 

86 

676 

307 

128 

182 

3 PERSONS 

81 

91 

204 

96 

319 

85 

510 

154 

56 

123 

4 PERSONS 

82 

116 

156 

97 

275 

50 

573 

188 

66 

129 

5 PERSONS 

45 

107 

165 

70 

166 

24 

447 

166 

55 

94 

6 PERSONS 

20 

78 

137 

20 

59 

19 

312 

64 

42 

54 

7 PERSONS 

5 

44 

55 

15 

30 

3 

114 

39 

16 

12 

8 PERSONS OR MORE 

16 

139 

100 

11 

41 

4 

69 

37 

5 

28 

MEDIAN* 











ALL OCCUPIED 

2.4 

3.9 

2.6 

2,5 

2.4 

2.6 

3,6 

2.8 

3.0 

2.8 

OWNER* 

2.3 

4.1 

2.6 

2.4 

2,4 

2,8 

3.3 

2,7 

2,7 

2,6 

RENTER 

2,5 

3.3 

2.6 

2.8 

2.3 

... 

3.9 

3,0 

... 

3.0 

PERSONS PER ROOM 











1.00 OR LESS ...» 

466 

529 

1 199 

521 

1 786 

290 

2 202 

1 038 

342 

717 

1.01 OR MORE 

74 

357 

391 

94 

125 

58 

737 

179 

80 

91 

year moved into UNIT 











owner OCCUPIED 

330 

460 

853 

390 

1 329 

212 

1 628 

772 

209 

584 

1958 TO MARCH 1960 

82 

86 

125 

92 

229 

40 

537 

116 

95 

83 

1954 TO 1957 

63 

112 

189 

61 

253 

52 

369 

164 

70 

116 

1940 TO 1953 

115 

170 

367 

172 

494 

107 

462 

356 

96 

282 

1939 OR EARLIER 

70 

92 

172 

65 

353 

13 

260 

136 

28 

103 

renter occupied 

210 

426 

737 

225 

502 

136 

1 311 

445 

133 

224 

1958 TO MARCH I960 

125 

251 

443 

154 

411 

92 

948 

249 

86 

150 

1954 TO 1957 

55 

89 

196 

42 

75 

22 

223 

127 

13 

20 

1940 TO 1953 

30 

62 

86 

22 

58 

11 

107 

65 

24 

43 

1939 OR EARLIER 

... 

24 

12 

7 

38 

11 

33 

4 

10 

11 

HOME FOOD FREEZER 











1 OR MORE 

194 

265 

490 

145 

778 

144 

1 265 

737 : 

208 

275 

NONE 

413' 

559 1 

L 240 

519 

1 U4 

197 

1 631 

480 

165 

473 

VALUE 











OWNER OCCUPIED 

223 

322' 

726 

339 

1 151 

167 

1 221 

672 

176 

534 

LESS than $5 1 000 

86 

214 

162 

107 

326 

98 

344 

127 

28 

190 

SSfOOO TO S7»400 ..... 

63 

74 

123 

84 

324 

40 

222 

125 

17 

91 

$7(500 TO $9i900 .... 

24 

12 

120 

51 

218 

29 

190 

89 

72 

50 

SlOiOOO TO $12(400 

18 

14 

136 

42 

141 

. . . 

185 

105 

13 

66 

$12(500 TO $14(900 

8 

4 

56 

22 

56 

• . . 

67 

103 

14 

57 

$15(000 TO $19(900 

8 

... 

66 

20 

58 

. • . 

126 

75 

27 

59 

$20(000 TO $24(900 

4 

4 

29 

9 

12 

. . . 

47 

25 

. • • 

8 

$23(000 OR MORE 

12 

. . i 

14 

4 

16 

• • . 

40 

23 

5 

13 

MEDIAN ..... DOLLARS . 

6 000 

5 000- 

8 700 

6 900 

6 900 

... 

8 100 

9 900 

... 

7 100 

vacant AVAILABLE FOR SALE 


. . 1 

17 

... 

35 

9 

23 

18 

... 

• • . 

MEDIAN PRICE ASKED DOLLARS , 

... 

... 

... 

... 

... 

... 

... 

... 

... 

. . . 

GROSS RENT 











RENTER OCCUPIED 

210 

426 

737 

225 

502 

136 

1 311 

445 

133 

224 

LESS THAN $20 

13 

20 

50 

6 

18 

. • . 

9 

9 

3 

6 

$20 TO $39 

64 

81 

129 

23 

109 

26 

69 

61 

4 

54 

$40 TO $59 

24 

53 

110 

52 

193 

16 

100 

43 

26 

48 

$60 TO $79 

21 

38 

135 

59 

127 

17 

268 

78 

10 

40 

$B0 IQ $99 ................ 

9 

16 

65 

21 

23 

25 

492 

83 

7 

39 

$100 TO $119 

a 

4 

29 

6 

4 

8 

109 

37 

• « • 

24 

$120 OR MORE 

. , • 

a 

12 

. . . 

13 

* . • 

102 

B 

4 

« . • 

NO CASH RENT 

71 

206 

207 

58 

95 

44 

162 

126 

79 

11 

MEDIAN . DOLLARS . 

... 

43 

55 

... 

52 

... 

91 

70 

... 

59 

CONTRACT rent 











RENTER OCCUPIED . . 

139 

220 

530 

167 

487 

92 

1 149 

319 

54 

213 

MEDIAN DOLLARS . 

... 

31 

48 

... 

39 

... 

88 

51 

... 

39 

VACANT AVAILABLE FOR RENT 

12 

13 

124 

... 

30 

17 

24 

80 

24 

20 

MEDIAN RENT ASKED DOLLARS . 

... 

... 

... 

... 

... 

... 

... 

... 

... 

... 

ACRES IN THE PLACE 











ALL VACANT UNITS 

337 

262 

662 

104 

589 

131 

961 

834 

202 

236 

10 ACRES OR MORE 

198 

168 

319 

25 

237 

56 

264 

543 

102 

142 

LESS THAN 10 ACRES . 

139 

94 

343 

79 

352 

75 

697 

291 

100 

94 

AVAILABLE VACANT UNITS 

23 

13 

145 

. . • 

75 

26 

55 

111 

45 

33 

10 ACRES OR MORE 

11 

• , « 

. • . 

. . * 

10 

. . . 

8 

13 

9 

8 

LESS THAN 10 ACRES . . . . 

12 

13 

145 

... 

65 

26 

47 

98 

36 

25 


Montana 


Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960 — Con. 

on sample; see text Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 
* or below that number] 


Hr-tinu Ec:i;:r:iiLr.i 
Pcr>on> 

Pcrym- per RiA>m 
Ycir Moved :r.t ^ I'm: 
Hnmr Frcrrt-r 


Ktr:' 


A.tc- :■ 


SUBJECT 


all housing units. . , , 
HEATING EQUIPMENT 


STEAM OR HOT WATER • • • 
WARM air furnace .... 
built-in room UNITS. » . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


DAWSON 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON 

2 PERSONS 

3 PERSONS 

U PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIAN! 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


PERSONS PER ROOM 


1. 00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR earlier. . 


renter OCCUPIED. 
1958 TO MARCH I960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. » • 


HOME FOOD FREEZER 


I OR MORE. 
NONE . . . 


VALUE 


OWNER OCCUPIED 

LESS THAN $5f000 

$5i000 TO $7,400 

$7*500 TO $9,900 

$10,000 TO $12,400 

$12,500 TO $14,900 

$15,000 TO $19,900 

$20,000 TO $24,900 

$25,000 OR MORE 

MEDIAN 

VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED 


DOLLARS 


dollars 


GROSS RENT 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $39 ... . 
$40 TO $59 . . • • 
$60 TO $79 .... 
$80 TO $99 .... 
$100 TO $119 . . . 
$120 OR MORE . . . 
NO CASH RENT . . . 
MEDIAN •••*.. 


dollars 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN 


VACANT AVAILABLE FOR RENT. 
median RENT ASKED 


ACRES IN THE PLACE 


dollars 

DOLLARS 


ALL VACANT UNITS 
10 ACRES OR MORE . . * 
LESS THAN 10 ACRES . • 


AVAILABLE VACANT UNITS 

10 ACRES OR MORE 

LESS THAN 10 ACRES .... 


12 

435 

149 

296 

no 

16 


79 

101 

119 

158 

149 

77 

64 

20 

4.0 

4.2 


552 

215 


590 

211 

200 

135 

44 

177 

118 

39 

20 


245 

507 


135 

249 

98 

903 


443 

136 

67 

24 

36 

44 

112 

16 


177 

*22 

13 

28 

13 

16 

5 

80 


251 

187 

64 

32 

8 

24 


65 

255 

227 

418 

4 

20 


106 

238 

147 

172 

182 

111 

62 

83 

3.8 

4.2 

3.1 


751 

350 


766 

272 

230 

207 

57 

335 

222 

50 

51 
12 


520 

628 


589 

139 

81 

147 

116 

53 

32 

18 

3 

8 BOO 


17 


335 

15 

59 

78 

62 

23 


237 

41 


284 

23 

261 

81 

81 


52 

361 

113 

548 

19 

41 


160 

249 

122 

114 

lOB 

72 

23 

17 

2.7 

2.9 

2.4 


690 

175 


567 

113 

155 

252 

47 

298 

225 

56 

17 


461 

398 


379 

95 

84 

55 

63 

39 

31 

4 


298 

4 

30 

56 

107 

35 

4 

4 

58 

64 


240 

51 


124 

40 

84 


105 
1 692 
701 
3 946 
91 
52 


Gallatin , garfie^d 


O.Li.N 'j-s.*-*!” 


125 

214 

120 

136 

88 

46 

53 

12 

3,0 

2.5 

3.6 


659 

135 


495 

94 

98 

186 

117 

299 

176 

58 

48 

17 


336 

418 


402 

121 

93 

77 

57 

16 

34 

4 

' 200 


28 

20 

69 

36 

9 

5 

132 


167 

15 


340 

230 

110 


193 
867 
332 
2 140 
65 
ICl 


16 
24 i 
114 1 
195 1 


506 

244 

711 

854 

648 

343 

191 

136 

3.3 

3.3 

3.5 


3 791 
842 


3 525 
785 
I 105 
1 267 
368 

1 108 
720 
229 
133 
26 


2 719 
2 068 


2 760 
551 
521 
456 
471 
250 
308 
67 
136 
9 200 


107 


108 

12 

60 

200 

265 

124 

92 

24 

331 

67 


777 

49 


1 954 

276 
1 678 

277 
24 

253 


I 

250 
574 
451 
540 
390 
239 I 
76 I 

3.6 ! 

3.7 
3.3 


2 206 
400 


1 4B2 
477 
373 
492 
140 

1 124 1 
745 
293 
66 


I 059 1 
1 449 1 


124 i 

12 j 
80 i 

364 : 
280 
97 1 
69 , 
63 i 
159 1 
62 ' 


39 

37 ! 

29 I 


12 

2.9 


1B5 } 
49 1 


l?i 


76 I 

9 i 

... j 


:»9 

2-.2 

E£ 

33 

163 

3,-’ 

3.2 


310 

96“' 


S-'O 
56 
61 : 


C92 ' 
229 t 
363 ' 

15 i 


3I£ ' 
139 ; 


21 i 


15*. 

25 

16 

52 

61 

5^ 

39 


238 1 

161 1 

105 ! 
*34 

502 

23S ' 

.24 

50 

209 

15 ] 

95 . 

25 

285 ! 

24 1 

60 


165 ! 

16 } 

32 

s 

112 i 

•4 i 

2 1 

173 ; 

8 { 

ft ' 


60 i 

... 1 



73, 

700 i 

... 1 

5 300 

... 


j 

3 . 

2 

53 ; 

... j 


... 


9:. 


-5*. 

fc. 




Table 32. — Occupantcy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Baaed on sample; see texL Me^an not shown where "base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


JEFFERSON JUDITH 
BASIN 


LEWIS AND LIBERTY 
CLARK 


MC CONE MADISON MEAGHER 


ALL HOUSING UNITS. 


HEATING equipment 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE ...» 
BUILT-IN ROOM UNITS. . • 

other means with flue. • 

OTHER MEANS WITHOUT FLUE 
NONE 


ALL OCCUPIED UNITS 


1 PERSON 

2 PERSONS. • . . . 

3 PERSONS 

4 PERSONS. . . . . 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIAN* 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 . • . 
1940 TO 1953 , . . 
1939 OR earlier. . 


RENTER OCCUPIED 
1958 TO march I960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER- . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


OWNER OCCUPIED 
LESS THAN $5,000 . 
S5.000 TO $7,400 . 
$7f500 TO $9,900 . 
$10 I 000 TO $12,400 
$12,500 TO $14,900 
$15,000 TO $19,900 
$20,000 TO $24,900 
$25,000 OR MORE. - 
MEDIAN 


VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 

GROSS RENT 


617 

420 

315 

123 

169 

119 

120 

119 

79 

74 

49 

26 

95 

50 

49 

44 

16 

12 

110 

14 

17 

28 


5 

23 

3 

8 

9 700 

5 900 

6 200 


1 451 

943 

283 

1 316 

352 

250 

53 

334 

277 

160 

16 

263 

262 

153 

51 

235 

210 

128 

52 

221 

76 

78 

21 

86 

75 

129 

47 

141 

96 

25 

25 

28 

103 

20 

IB 

8 

8 400 

8 500 

11 000 

B 100 

33 

20 

... 

20 


renter occupied. 

LESS THAN $20. . . . 

$20 TO $39 

$40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $119 . . . • 

$120 OR MORE . . . . 

NO CASH RENT . . . . 

MEDIAN 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN 


VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED 


acres in THE PLACE 


all VACANT UNITS . . 

10 ACRES OR MORE 

LESS THAN 10 ACRES .... 

available vacant UNITS 

10 ACRES OR MORE 

less than lO ACRES .... 


342 

162 

105 

616 

409 

52 

... 

... 

45 

44 

24 

15 

23 

92 

40 


294 

202 

250 

1 517 

164 

97 

160 

443 

130 

105 

90 

1 074 

48 

22 

32 

149 

24 

7 

• * » 

24 

24 

15 

32 

125 


609 

70 

262 

44 

... 

31 

102 

11 

12 


588 

232 

404 

145 

142 

167 

443 

90 

237 

149 

30 

16 

27 

15 

4 

122 

15 

12 


Montana 
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Table 32.~Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 


[Based on 


; see text Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rtnr 
Qmrract Rent 
Acres in t’hc 
Place 


SUBJECT 


MINERAL 


MISSOULA 


MUSSELSHELL 


petroleum 


PHILLIPS 


POWDER 

RIVER 


all HOUSING UNITS. , , , 
heating equipment 


STEAM OR HOT WATER • . » 

v/arm air furnace .... 

built-in ROOM UNITS. . . 
other means with FLUE. . 

OTHER MEANS WITHOUT FLUE 
NONE 


all occupied units 

PERSONS 


PERSON 

PERSONS 

PERSONS 

persons 

PERSONS 

PERSONS 

PERSONS 

8 PERSONS OR MORE. 
median: 

all occupied . . 
OWNER 

renter . . . . 


persons per room 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR earlier. • 


RENTER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. • 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


VALUE 


OWNER OCCUPIED 
LESS THAN »5i000 . 
$5,000 TO $7,400 . 
$7,500 TO $9,900 . 
$10,000 TO $12,400 
$12,500 TO $14,900 
$15,000 TO $19i900 
$20,000 TO $24,900 
$25,000 OR MORE. • 
MEDIAN 


VACANT AVAILABLE FOR SALE* 
MEDIAN PRICE ASKED 

GROSS RENT 


DOLLARS 


DOLLARS 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 To $39 .... 
$40 TO $59 . . • . 
$60 TO $79 • • • • 
$80 TO $99 . . • . 
$100 TO $119 . . . 
$120 OR MORE . . . 
NO CASH rent . . . 
MEDIAN 


DOLLARS 


CONTRACT RENT 


renter OCCUPIED • • ; 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR RENT. • • • • • 
median RENT ASKED DOLLARS 

ACRES IN THE PLACE 


ALL VACANT UNITS 
10 ACRES OR MORE . . • 
LESS THAN lO ACRES . . 


AVAILABLE VACANT UNITS 

10 ACRES OR MORE 

LESS THAN 10 ACRES . . . • 


17 

183 

319 

380 

3 


ill 

221 

164 

113 

110 

66 

32 

13 

3.0 

3.2 

2.6 


683 

147 


523 

224 

112 

134 

53 

307 

198 

81 

28 


316 

546 


320 

105 

63 

46 

67 

11 

13 

8 

7 

7 200 


307 

5 

19 

50 

52 

61 

22 

5 

93 

70 


214 

49 


72 

13 

59 

19 

6 

13 


292 
1 638 
413 
1 813 
137 
43 


346 

734 

569 

697 

560 

232 

137 

91 

3.5 

3.6 
3.4 


2 693 
673 


8 

137 

19 

288 

15 

6 


50 

228 

194 

665 

33 

20 


343 

903 

658 

622 

160 

, 023 
752 
167 
64 
40 


1 521 
1 957 


1 889 
159 
201 
104 
19B 
163 
444 
281 
259 
15 400 


52 


I 023 
ZB 
62 
313 
211 
146 
42 
33 
188 
62 


835 

46 


970 

189 

781 

245 

20 

225 


76 

94 

73 

71 

33 

28 

12 

9 

2.9 

2.7 


335 

61 


299 

41 

41 

139 

78 


260 

215 


262 

172 

69 

12 

5 


5 000 - 


76 


21 

42 

100 

21 


202 

254 

150 

174 

128 

60 

19 

16 

2.6 

2.6 

3.1 


818 

185 


672 

210 

163 

220 

79 

331 

204 

71 

40 

16 


383 

517 


457 

141 

100 

75 

40 

28 

38 

17 

18 
7 200 


331 

8 

46 

92 

86 

27 

16 

4 

52 

58 


279 

37 


187 

118 

69 

32 

13 

19 


121 

12 


132 

334 

329 

769 

5 

44 


19 

147 

207 

508 

11 


34 

120 


45 I 
9 : 
3 
3 
6 

*'3 

3 

18 


279 

354 

150 

167 

119 

77 

38 

48 

2.5 

2.5 

2.4 


1 020 
212 


770 

178 

150 

305 

137 

462 

313 

85 

51 

13 


547 

680 


666 

124 

173 

121 

90 

58 

84 

12 

4 

i 200 
14 


462 

*76 

115 

108 

53 

10 

100 

59 


362 

46 


381 

147 

234 

140 

32 

108 


115 

140 

110 

107 

94 

31 

12 

24 

3.1 

3.0 

3.1 


492 

141 


428 

97 

119 

146 

66 

205 

122 

43 

36 

4 


298 

317 


363 

127 

114 

64 

23 

15 

12 


205 

8 

19 

24 

55 

15 

B 

7 

69 


136 


259 

171 


4 * 
129 : 
16 ! 
245 i 


12 


39 
52 
63 • 

44 : 

45 

e 

12 ! 

4 I 

i 

i 

3.2 ! 


21c ' 

57 :• 


46 

9C 

60S 


IOC 

58 

8^ 

54 

35 

16 

24 

3.2 

3*; 

5.3 


2C i 

58 

49 • 

55 

78 1 

81 


38 

107 ) 

239 

82 1 

104 

12 


13! 

5-^ 

• * • i 

... 

j 

41 j 

252 

248 

i 

279 

128 

1*^5 

8 

74 

36 

26 

29 

43 

12 

2C 

28 


13 

10 

• a * 

. ■ * 


. . * 

« • • 


« « « 

... 



107 

239 

... 

4 

12 

6 

17 

57 

33 

45 

16 

13 

4 

a • « 

*25 

132 

... 

... 

82 

j 107 

. .. 

I ... 

12 

, 1 

. . . 

! 

121 

7< 

r 302 

. 78 

5: 

1 i 224 

U 

i 26 

6 

1: 

2 2= 


Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


He.iting Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

PRAIRIE 

RAVALLI 

RICHLAND 

ROOSEVELT 

ROSEBUD 

SANDERS 

SHERIDAN 

SILVER BOW 

STILLWATER 

ALL HOUSING UNITS 

638 

3 386 

1 235 

1 863 

1 514 

2 358 

1 618 

2 017 

1 472 

HEATING EQUIPMENT 










STEAM OR HOT WATER 

29 

210 

57 

182 

117 

145 

114 

62 

87 

WARM AIR FURNACE 

182 

900 

398 

459 

508 

389 

813 

284 

290 

BUILT-IN ROOM UNITS 

142 

443 

236 

354 

120 

257 

119 

737 

286 

OTHER MEANS WITH FLUE 

273 

1 676 

466 

724 

721 

1 503 

542 

077 

748 

OTHER MEANS WITHOUT FLUE 

• • • 

141 

20 

110 

35 

56 

• • . 

26 

41 

NONE 

12 

16 

58 

34 

13 

8 

30 

31 

20 

ALL OCCUPIED UNITS , , 

484 

2 824 

824 

1 431 

1 274 

1 764 

1 202 

1 821 

1 106 

PERSONS 










1 PERSON 

134 

572 

101 

264 

250 

394 

240 

265 

168 

2 PERSONS 

99 

873 

201 

270 

304 

520 

334 

519 

331 

3 PERSONS 

57 

350 

139 

221 

186 

215 

185 

311 

202 

4 PERSONS • . 

59 

414 

127 

238 

173 

222 

167 

231 

162 

5 PERSONS 

57 

317 

79 

161 

105 

193 

119 

199 

116 

6 PERSONS 

37 

157 

75 

88 

113 

94 

83 

155 

86 

7 PERSONS, . 

29 

85 

69 

77 

62 

74 

39 

85 

30 

8 PERSONS OR MORE 

12 

56 

33 

112 

81 

52 

35 

56 

9 

MEDIAN* 










ALL OCCUPIED . 

2.7 

2.5 

3.3 

3.3 

2.9 

2*4 

2.6 

2.9 

2*8 

OWNER 

2.3 

1 2.4 

3.1 

3.5 

3.1 

2.4 

2.5 

2.8 

2,4 

RENTER 

... 

2,7 

3.7 

3.0 

2.6 

2.4 

3.1 

3.1 

3.2 

PERSONS PER ROOM 










1.00 OR LESS 

413 

2 463 

624 

1 029 

913 

1 473 

1 058 

1 507 

953 

1.01 OR MORE 

71 

361 

200 

402 

361 

291 

144 

314 

153 

YEAR MOVED INTO UNIT 










OWNER OCCUPIED 

341 

1 998 

534 

B97 

752 

1 100 

868 

1 442 

702 

1958 TO MARCH I960 

52 

566 

185 

158 

166 

225 

128 

180 

139 

1954 TO 1957 . . 

49 

443 

93 

242 

184 

302 

156 

214 

159 

1940 TO 1953 

176 

738 

177 

400 

264 

436 

437 

454 

287 

1939 OR EARLIER 

64 

251 

79 

97 

138 

137 

147 

594 

117 

RENTER OCCUPIED. . . 

143 

826 

290 

534 

522 

664 

334 

379 

404 

1958 TO march 1960 

88 

509 

177 

350 

307 

403 

210 

160 

185 

1954 TO 1957 

29 

165 

69 

111 

105 

146 

62 

88 

144 

1940 TO 1953 

26 

132 

40 

53 

101 

100 

46 

68 

75 

1939 OR EARLIER 

... 

20 

4 

20 

9 

13 

16 

43 

... 

HOME FOOD FREEZER 










1 OR MORE 

281 

1 037 

424 

580 

411 

761 

448 

308 

528 

NONE . 

242 

1 663 

379 

BB8 

835 

975 

753 

1 500 

533 

VALUE 










OWNER OCCUPIED 

321 

1 629 

430 

745 

659 

806 

768 

1 247 

602 

LESS THAN $5t000 ........ 

140 

269 

154 

310 

255 

260 

240 

552 

97 

SSiOOO TO $7,400 

52 

345 

75 

112 

106 

161 

140 

38B 

127 

$7,500 TO $9,900 

57 

388 

63 

99 

123 

114 

100 i 

127 

98 

$10,000 TO $12,400 

44 

295 

45 

82 

81 

143 

100 i 

105 

188 

$12,500 TO $14,900 

S 

132 

31 

63 

38 

47 

44 ' 

16 

48 

$15,000 TO $19,900 . . . , 

16 

151 

46 

46 

48 

49 

00 

40 

40 

$20,000 TO $24,900 

4 

41 

12 

13 

4 

12 

44 

4 

4 

$25,000 OR MORE 

. • * 

a 

4 

20 

4 

20 

20 

15 

* . * 

MEDIAN DOLLARS , 

6 000 

a aoo 

7 000 

6 400 

6 800 

7 200 

7 600 

5 500 

9 500 

VACANT AVAILABLE FOR SALE 

25 

20 

20 

25 

... 

42 

15 

29 

* . • 

MEDIAN PRICE ASKED DOLLARS , 

... 

... 

... 


... 

... 


... 


gross RENT 










RENTER OCCUPIED 

143 

826 

290 

534 

522 

664 

334 

379 

404 

LESS THAN 

4 

20 

12 

5 

24 

30 

• • « 

8 

13 

$20 TO $39 

19 : 

100 

32 

108 

68 

69 

34 

22 

33 

$40 TO $59 

40 

268 

52 

103 

131 

161 

15 

91 

139 

$60 TO $79 

24 

213 

69 

113 

89 

140 

83 

loe 

76 

$80 TO $99 

... 

36 

25 

57 

65 

102 

40 

14 

22 

$100 TO $119 .... 

. . . 

4 

16 

27 

14 

17 

31 

B 

21 

$120 OR MORE 

5 

6 

... 

21 

4 

21 

17 

16 

5 

NO CASH RENT 

51 1 

177 

84 

100 

127 

124 

114 

112 

95 

MEDIAN DOLLARS . 

i 

56 

63 

60 

57 

61 

74 

62 

56 

CONTRACT RENT 










RENTER OCCUPIED 

92 

649 

206 

434 

395 

540 

220 

267 

309 

MEDIAN DOLLARS . 

... 

43 

45 

51 

45 

44 

55 

39 

43 

VACANT AVAILABLE FOR RENT 

46 

48 

23 

67 

40 

320 

123 

29 

61 

MEDIAN RENT ASKED DOLLARS . 

... 

■ • , 

... 

. . • 

... 

50 

... 

... 

... 

ACRES IN THE PLACE 










ALL VACANT UNITS 

154 

562 

411 

432 

240 

594 

416 

196 

366 

10 ACRES OR MORE 

50 

56 

209 

226 

130 

31 

137 

• • . 

147 

LESS THAN 10 ACRES 

104 

506 

202 

206 

110 

563 

279 

196 

219 

AVAILABLE VACANT UNITS 

71 

66 

70 

100 

47 

376 

138 

58 

61 

10 ACRES OR MORE ... 

. . . 

... 

27 

8 

7 

14 

■ • * 

• * * 

• ■ • 

LESS THAN 10 ACRES 

71 

68 

43 

92 

40 

362 

138 

58 

61 


Table 32. — Occupan'Cy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I 960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Pleating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

SWEET GRASS 

TETON 

TOOLE 

TREASURE 

VALLEY 

WHEATLAND 

WIBAUX 

YELLOWSTONE 

YELLOWSTONE 

NATIONAL 

PARK 

(PART) 

ALL HOUSING UNITS. • 

832 

1 637 

684 

262 

2 479 

942 

339 

3 096 

17 

HEATING EQUIPMENT 










STEAM OR HOT WATER 

54 

64 

32 

’ 21 

77 

177 

65 

98 

7 

WARM AIR FURNACE 

212 

530 

225 

50 

i 403 

424 

87 

1 006 

... 

BUILT-IN ROOM UNITS 

88 

386 

163 

52 

311 

72 

13 

530 

• . . 

OTHER MEANS WITH FLUE 

408 

567 

228 

133 

580 

265 

174 

1 372 

4 

OTHER MEANS WITHOUT FLUE 

21 

12 

3 

6 

17 

4 

* . . 

43 

« . • 

NONE 

49 

78 

... 

... 

91 

... 

... 

47 

... 

ALL OCCUPIED UNITS 

707 

1 244 

619 

197 

i 946 

821 

270 

2 376 

11 

PERSONS 










1 PERSON 

201 

252 

86 

54 

222 

198 

50 

215 

« • ■ 

2 PERSONS 

242 

309 

133 

43 

459 

197 

84 

502 

• • • 

3 PERSONS 

70 

190 

106 

40 

350 

143 

66 

346 

7 

4 PERSONS. . * 

94 

200 

120 

30 

362 

109 

19 

524 

... 

5 PERSONS. 

64 

149 

78 

15 

236 

81 

20 

407 

. . * 

6 PERSONS 

28 

81 

60 

6 

159 

64 

11 

202 

4 

7 PERSONS 

B 

47 

20 

9 

75 

12 

17 

96 

* • • 

8 PERSONS OR MORE 

• . • 

16 

16 

. ». 

83 

17 

3 

84 

... 

median* 










ALL OCCUPIED 

2.1 

2.8 

3.4 

. • . 

3.3 

2.6 

2.5 

3.7 

• • « 

OWNER 

2.1 

2.9 

3.1 

• » • 

3.1 

2.6 

. . . 

3.6 


RENTER 

2.1 

2.5 

3.6 

... 

3.6 

2.3 

... 

4.0 

... 

PERSONS PER ROOM 










1.00 OR LESS 

666 

1 081 

534 

172 

1 506 

720 

226 

1 874 

11 

1.01 OR MORE 

41 

163 

05 

25 

440 

101 

44 

502 

... 

YEAR MOVED INTO UNIT 










OWNER OCCUPIED 

487 

782 

359 

131 

953 

509 

L60 

1 653 

a • . 

1958 TO MARCH i960 

131 

146 

74 

38 

448 

109 

44 

540 

• • • 

1954 TO 1957 

75 

175 

107 

21 

188 

112 

23 

476 

• • « 

1940 TO 1953 

203 

379 

127 

60 

238 

175 

75 

509 

• . . 

1939 OR EARLIER 

78 

82 

51 

12 

79 

113 

16 

128 

. . . 

RENTER OCCUPIED 

220 

462 

260 

66 

993 

312 

110 

723 

11 

1958 TO MARCH 1960 . 

133 

239 

172 

40 

731 

164 

72 

462 

7 

1954 TO 1957 

29 

132 

45 

10 

142 

76 

17 

156 

• . . 

1940 TO 1953 

49 

07 

43 

16 

98 

61 

17 

85 

4 

1939 OR EARLIER 

9 

4 

... 

... 

22 

11 

4 

20 

• • • 

HOME FOOD FREEZER 










1 OR MORE 

267 

487 

305 

91 

579 

334 

133 

1 312 

19 

NONE 

479 

814 

325 

133 

1 391 

463 

152 

1 034 

... 

VALUE 










OWNER OCCUPIED 

446 

693 

296 

96 

457 

449 

135 

1 350 

... 

LESS THAN $5*000 

63 

132 

44 

22 

170 

146 

11 

172 

... 

$5 f 000 TO $7 1 400 

69 

66 

85 

27 

136 

96 

29 

132 

. . • 

$7 f 500 TO $9*900 

145 

144 

80 

20 

87 

77 

24 

186 

. . . 

$10*000 TO $12*400 

107 

156 

33 

12 

20 

69 

28 

208 

• . . 

$12*500 TO $14*900 

36 

44 

12 

... 

20 

16 

18 

229 

. . . 

$15*000 TO $19(900 

20 

91 

38 

5 

16 

32 

• * « 

269 

• « . 

$20*000 TO $24*900 

... 

48 

4 

10 

• . . 

5 

11 

100 

. • • 

$25*000 OR MORE 

4 

12 

. . 1 

... 

6 

8 

14 

54 

. . . 

MEDIAN DOLLARS . 

9 100 

10 iOO 

3 100 

... 

6 100 

7 000 

... 

12 200 

. . « 

VACANT AVAILABLE FOR SALE 

5 

4 

... 

. .. 

11 

9 

... 

22 

... 

MEDIAN PRICE ASKED DOLLARS . 

... 

... 

... 

. . . 

... 

. » . 

. . . 

• • ■ 

... 

gross rent 










RENTER OCCUPIED 

220 

462 

260 

66 

993 

312 

110 

723 

11 

LESS THAN $20 

6 

... 

12 

4 

14 

11 

... 

4 

... 

$20 TO $39 

46 

44 

61 

. . * 

56 

43 

8 

45 

11 

$40 TO $59 * • • 

75 

99 

S3 

12 

251 

65 

37 

157 

... 

$60 TO $79 

47 

122 

20 

13 

98 

97 

32 

164 

. . . 

$60 TO $99 

12 

85 

21 

14 

106 

35 

4 

125 

... 

$100 TO $119 .... 

. . . 

16 

• • • 

3 

50 

3 


40 

. • . 

$120 OR MORE .... 

... 

12 

• . • 

... 

38 

» . • 

1 . . 

40 


NO CASH RENT 

32 

84 

63 

20 

380 

58 

29 

148 

a a » 

MEDIAN • DOLLARS . 

... 

66 

... 

. . . 

59 

62 

. . » 

70 


CONTRACT RENT 










RENTER OCCUPIED 

186 

378 

197 

46 

613 

254 

81 

575 

11 

MEDIAN DOLLARS « 

... 

54 


... 

52 

50 

• • • 

56 

• • • 

VACANT AVAILABLE FOR RENT 

4 

17 

... 

5 

83 

39 

... 

35 

... 

MEDIAN RENT ASKED DOLLARS . 

... 

... 

... 

• . . 

. . . 

•• • 

. . . 

• • • 

... 

ACRES IN THE PLACE 










ALL VACANT UNITS 

125 

393 

32 

65 

533 

121 

69 

720 

... 

10 ACRES OR MORE 

78 

236 

32 

30 

198 

14 

69 

439 



47 

157 

... 

35 

335 

107 

. ■ . 

281 

... 


9 

21 


5 

ill 

48 

21 

83 

i 


. . . 

• . * 

• • • 

• . • 

13 

. . . 

21 

16 

1 ... 

LESS THAN 10 ACRES . 

9 

21 

t • • 

1 ® 

90 

48 


65 




28-60 


State and Small Areas 


Table 33» — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960 
[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . . 

OWNER OCCUPIED » 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE . * . 


CONDITION AND PLUMBING 
ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES t . . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, , , 

DETERIORATING * * 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, , , 
DILAPIDATED, , , 

RENTER OCCUPIED 

SOUND. . . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . . , 
LACKING SOME OR ALL FACILITIES , , . . 
DILAPIDATED 


ALL OCCUPIED UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
only COLD PIPED WATER INSIDE STRUCTURE , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE. ...... 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. .... 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE .... . 

BATHTUB OR SHOWER* SHARED 

NO BATHTUB OR SHOWER . . . , 

ROOMS 


1 ROOM . , . , . 

2 ROOMS. . . . 

3 ROOMS. . . , 

4 ROOMS, , , . 

5 ROOMS. , . , , 

6 ROOMS. . . . 

7 ROOMS. . , . 

8 ROOMS OR MORE 
MEDIAN! 

ALL OCCUPIED , 
OWNER. . . . 
RENTER . . ( 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 ...... 

1950 TO 1954 

1940 TO 1949 . . 

1930 TO 1939 

1929 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

other MEANS WITHOUT FLUE . . . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. . . 
OTHER OR NONE. . 

HOME FOOD FREEZER 


BEAVERHEAD 

BIG HORN 

BLAINE 

BROADWATER 

CARBON 

CARTER 

CASCADE 

CHOUTEAU 

CUSTER 

554 

774 

688 

227 

821 

405 

1 021 

971 

475 

321 

514 

549 

168 

613 

1 327 

027 

704 

331 

321 

387 

523 

168 

613 

327 

827 

700 

331 

• • « 

127 

26 

« • . 

■ . . 

• . . 

. . • 

4 

. • • 

233 

260 

139 

59 

208 

i 

194 

267 

144 

233 

256 

139 

59 

208 

1 74 

194 

263 

144 

* • • 

4 

... 

• , . 

. ■ ■ 

4 

k . • 

4 

• • • 

554 

774 

668 

227 

821 

405 

1 021 

971 

475 

478 

528 

476 

179 

704 

291 

855 

811 

379 

406 

368 

352 

160 

521 

1 186 

735 

664 

291 

4 

8 

» « • 

* * • 1 

* * . 

* * . 

5 

7 

5 

68 

152 

124 

19 

183 

105 

115 

140 

83 

76 

210 

187 

27 

86 

i 90 

103 

119 

81 

45 

50 

101 

20 

28 

1 32 

47 

68 

31 

f ■ « 

• « f 


i « • 

• • « 


« * • 

t « * 

• • • 

31 

160 

86 

7 

58 

66 

56 

51 

50 

... 

36 

25 

21 

31 

16 

63 

41 

15 

233 

260 

139 

59 

208 

78 

194 

267 

144 

192 

168 

80 

45 

172 

50 

140 

208 

88 

136 

112 

37 

34 

117 

18 

96 

147 

66 

56 

56 

43 

11 

55 

32 

44 

61 

22 

41 

68 

55 

10 

18 

28 

32 

42 

50 

25 

20 

38 

7 

• . * 

7 

18 

26 

IB 

16 

68 

17 

3 

18 

21 

14 

16 

32 

... 

4 

4 

4 

18 

... 

22 

17 

6 

554 

774 

688 

227 

621 

405 

1 021 

971 

475 

489 

504 

494 

196 

679 

244 

885 

817 

335 

4 

56 

21 

9 

54 

32 

51 

19 

37 

« * . 

16 

4 

4 

S 

20 

5 

f • t 

13 

61 

198 

169 

18 

83 

109 

80 

135 

90 

459 

433 

453 

192 

561 

225 

820 

751 

337 

• t « 

4 

• • • 

* . . ' 

... 

4 

5 


. * . 

95 

337 

235 

35 

260 

176 

196 

220 

138 

455 

459 

453 

196 

582 

230 

632 

767 

337 

* * « 

8 

... 

... 

« . % 

4 

9 

4 

« * • 

99 

307 

235 

31 1 

! 

239 

171 

180 

200 

138 

37 

15 

20 

4| 

8 

4 

27 

B 

11 

22 

69 

36 

4 ! 

5 

16 

14 

24 

17 

76 

71 

21 

18 

51 

57 

55 

83 

66 

77 

144 

129 

49 

159 

119 

224 

125 

81 

129 

177 

191 

371 

249 

92 

259 

257 

126 

92 

147 

108 

481 

226 

45 

207 

209 

96 

45 

96 

75 

20 

64 

39 

104 

117 

41 

76 

55 

108 

47 

57 

33 

131 

146 

37 

5.0 

5.0 

5.2 

5.5 

5.3 

4.6 

5.2 

5.5 

5,0 

5.4 

5.0 

5.4 

... 

5.3 

4.8 

5.5 

5.6 

5.1 

4.3 

5.0 

... 


4,9 

... 

... 

5.0 


73 

47 

65 

18 

20 

40 

94 

54 

55 

63 

87 

45 

a 

43 

55 

122 

90 

28 

58 

104 

84 

28 

68 

54 

163 

70 

92 

64 

98 

134 

9 

55 

24 

68 

44 

26 

296 

438 

360 

164 

635 

232 

554 

705 

274 

4 

11 


5^ 

17 


42 

14 

10 

164 

187 

244 

56 

180 

79 

403 

417 

148 

40 

71 

51 

8 

105 

117 

81 

149 

66 

338 

497 

302 

150 

515 

209 

466 

379 

205 

4 

e 

11 

B 

4 

• * . 

9 

12 

46 

4 

... 

. • . 

• . . 

« • . 

• * * 

... 


... 

26 

10 

94 

5 

10 

5 

5 

10 

6 

461 

564 

399 

199 i 

690 

283 

694 

345 

435 

60 

188 

218 

35 

113 

109 

312 

619 

14 

5 


4 

... 

5 

• • . 

... 


6 

474 

466 

466 

211 

579 

214 

811 

772 

298 

88 

296 

241 

28 

229 

183 

200 

202 

151 

300 

594 

408 

98 

624 

269 

645 

870 

309 

187 

242 

140 

80 

216 

143 

419 

101 

215 


I OR MORE 
NONE . , , 


Montana 


28-61 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties; I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

DANIELS 

DAWSON 

DEER LODGE 

FALLON 

FERGUS 

FLATHEAD 

GALLATIN 

GARFIELD 

GLACIER 

TENURE AND COLOR 










ALL OCCUPIED UNITS . . 

i 337 

544 

67 

299 

991 

1 085 

1 023 

358 

379 

OWNER OCCUPIED 

274 

464 

48 

230 

792 

1 000 

750 

304 

276 

WHITE 

274 

464 

48 

230 

792 

1 000 

750 

304 

192 

NONWHITE 


« . t 


. , , 

. . i 

. . . 

. . a 

... 

84 

RENTER OCCUPIED 

63 

80 

19 

69 

199 

85 

273 

54 

103 

WHITE 

63 

80 

19 

69 

199 

85 

273 

54 

63 

NONWHITE 


... 

... 

... 

... 

... 

... 

... 

40 

CONDITION AND PLUMBING 

i 









ALL OCCUPIED UNITS 

337 

544 

67 

299 

991 

1 085 

1 023 

358 

379 

SOUND 

321 

460 

33 

252 

900 

823 

839 

284 

2B3 

WITH ALL PLUMBING FACILITIES 

180 

331 

33 

201 

729 

730 

787 

173 

194 

LACKING ONLY HOT WATER 


• . . 

« . • 

. t . 

16 

a . a 

. * . 

4 

• . • 

LACKING OTHER PLUMBING FACILITIES. . . . 

141 

129 

• 1 • 

51 

155 

93 

52 

107 

89 

DETERIORATING . 

16 

70 

31 

43 

79 

199 

148 

64 

70 

WITH ALL PLUMBING FACILITIES ...... 

. • . 

29 

12 

20 

33 

117 

110 

8 

5 

LACKING ONLY HOT WATER ... 

1 « . 

. . r 

* . • 

. . ■ 

4 

. . . 

. . . 

... 

• . * 

LACKING OTHER PLUMBING FACILITIES. . . . 

16 

41 

19 

23 

42 

82 

38 

56 

65 

DILAPIDATED . . . 

... 

14 

3 

4 

12 

63 

36 

10 

26 

RENTER OCCUPIED 

63 

80 

19 

69 

199 

85 

273 

54 

103 

SOUND 

j 60 

44 

. . * 

64 

179 

44 

209 

42 

71 

WITH ALL PLUMBING FACILITIES 

1 26 

23 

• . * 

47 

130 

40 

185 

17 

47 

LACKING SOME OR ALL FACILITIES 

i 

21 

t . » 

17 

49 

4 

24 

25 

24 

DETERIORATING 

3 

22 

16 

5 

12 

29 

60 

12 

20 

WITH ALL PLUMBING FACILITIES 

. . . 

5 

8 

. . . 

4 

13 

42 

. ■ * 

. . • 

LACKING SOME OR ALL FACILITIES 

3 

17 

8 

5 

8 

16 

18 

12 

20 

DILAPIDATED 

1 « * 

14 

3 

» . * 

8 

12 

4 

» . • 

12 

ALL OCCUPIED UNITS 

337 

544 

67 

299 

991 

1 085 

1 023 

358 

379 

WATER SUPPLY 










HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

209 

3B6 

51 

232 

803 

932 

963 

224 

230 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

16 

21 

4 

20 

45 

71 

21 

20 

28 

PIPED WATER OUTSIDE STRUCTURE * . 

* * . 

4 

... 

. • . 

... 

19 

5 

4 

• * • 

NO PIPED WATER 

112 

133 

12 

47 

143 

63 

34 

110 

121 

TOILET FACILITIES 










FLUSH TOILETi EXCLUSIVE USE 

i IBS 

360 

48 

221 

782 

878 

905 

189 

199 

FLUSH TOILETi SHARED 

• • » 

• • . 

... 

• • . 

4 

... 

. . . 

• • . 

4 

OTHER TOILET FACILITIES OR NONE. ..... 

149 

184 

19 

70 

205 

207 

lie 

169 

176 

BATHING FACILITIES 










BATHTUB OR SHOWERi EXCLUSIVE USE 

184 

364 

48 

224 

786 

889 

918 

209 

199 

bathtub OR SHOWERi SHARED 

• . • 

. . . 

« . • 

. . . 

4 

. . . 

. a . 

... 

4 

NO BATHTUB OR SHOWER 

153 

180 

19 

75 

201 

196 

105 

149 

176 

ROOMS 










1 ROOM .... 

... 

12 

4 

4 

4 

B 

10 

15 

32 

2 ROOMS 

23 

25 

3 

8 

26 

28 

9 

12 

23 

3 ROOMS. 

17 

21 

4 

26 

57 

92 

16 

59 

76 

4 ROOMS 

79 

126 

31 

78 

156 

229 

lie 

121 

87 

5 ROOMS 

101 

130 

8 

44 

232 

286 

256 

58 

72 

6 ROOMS. ... 

57 

142 

. I 

57 

224 

206 

261 

31 

46 

7 ROOMS 

31 

52 

3 

35 

155 

177 

194 

32 

26 

8 ROOMS OR MORE. . . . 

29 

36 

14 

47 

137 

59 

159 

30 

17 

MEDIANJ 










ALL OCCUPIED 

5.0 

5.2 

1 . • 

5.3 

5.6 

5.1 

5.9 

4.3 

4.2 

OWNER 

5.0 

5.3 

» . ♦ 

5.5 

' 5.7 

5.2 

5.9 

4.3 

4,4 

RENTER 

... 

... 

... 

... 

... 

... 

5.9 

... 

. • « 

YEAR STRUCTURE BUILT 










1955 TO MARCH I960 

a 

24 1 

11 

17 

48 

58 

56 

36 

25 

1950 TO 1954 

26 

45^ 

11 

15 

86 

137 

65 

32 

48 

1940 TO 1949 

31 

85 

4 

47 

101 

191 

76 

38 

77 

1930 TO 1939 

3 

24 1 

3 

8 

63 

194 

99 

40 

79 

1929 OR EARLIER , 

267 

366 

38 

212 

693 

505 

727 

212 

150 

HEATING EQUIPMENT 










STEAM OR HOT WATER 

. * • 

12 

... 

8 

68 

18 

17 

. . . 1 

4 

WARM AIR FURNACE 

20B 

240 

21 

91 

453 

401 

315 

131 

35 

BUiLT-IN room UNITS 

12 

69 

4 

19 

90 

122 

117 

108 

40 

OTHER MEANS WITH FLUE 

117 

187 

42 

177 

375 

514 

574 

119 

266 

OTHER means WITHOUT FLUE 

. * ♦ 

36 

. « • 

4 

5 

30 

. . . 

• . . 

34 

NONE ! 


... 

... 

... 

. . . 

... 

• . . 

• . . 

• a . 

SOURCE OF water I 










PUBLIC SYSTEM OR PRIVATE COMPANY ..... 

... 

• . . 

lO 

... 

36 

14 

30 

7 

16 

individual well. . . 

330 

519 

53 

281 

740 

855 

830 

320 

238 

OTHER. , , 

... 

16 

19 

16 

196 

24? 

138 

31 

124 

SEWAGE DISPOSAL 










PUBLIC SEWER 


. • • 


22 

5 

. . • 


... 

... 

SEPTIC TANK OR CESSPOOL . . . 

184 

364 

64 

194 

731 

966 

869 

199 

207 

OTHER OR NONE 

146 

171 

18 

81 

236 

150 

109 

159 

173 

HOME FOOD FREEZER 










i OR MORE 

236 

454 

20 

229 

774 

712 

821 

235 

248 

NONE r - T • f • - 

161 

105 

. . • 

76 

257 

219 

300 

93 

126 




Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


subject 


GOLDEN 

VALLEY 


GRANITE 


HILL 


JEFFERSON 


JUDITH 

BASIN 


LAKE 


LEWIS AND 
CLARK 


LIBERTY 


LINCOLN 


TENURE AND COLOR 


ALL OCCUPIED UNITS 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 


169 

144 

144 

25 

25 


193 

157 

157 

*36 

36 


736 

563 

524 

39 

173 

165 

8 


250 

197 

197 

53 

53 


460 

343 

343 

;i; 

117 


1 165 
1 077 
1 023 
54 
88 
88 


402 

298 

294 

4 

104 

104 


171 

142 

142 


253 

246 

246 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS . 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, , . 

DILAPIDATED. 

RENTER OCCUPIED , . . 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . , , . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES , . . . 

DILAPIDATED 


ALL OCCUPIED UNITS , 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE^ 
only COLD PIPED WATER INSIDE STRUCTURE . ' 

PIPED WATER OUTSIDE STRUCTURE ^ 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOlLETi EXCLUSIVE USE 

FLUSH TOILET t SHARED 

other TOILET FACILITIES OR NONE 


169 

147 

92 

*55 

17 


193 

736 

250 

100 

611 

236 

96 

534 

178 

. . * 

4 

B 

4 

73 

50 

67 

86 

14 

50 

21 

6 


460 

1 165 

402 

449 

883 

320 

388 

792 

283 

61 

91 

*37 

11 

194 

58 

11 

115 

50 


171 

144 

133 


253 

131 

119 


12 

74 

25 


4 
13 

5 


49 

4a 


25 

20 

5 

15 

5 

*5 


173 

141 

102 

39 

28 

4 

24 

4 


53 

48 

19 

29 

5 


117 

114 

75 

39 

3 

3 


BB 

59 

43 

16 

12 


104 

91 

70 

21 

9 

9 


29 

22 

19 

3 

7 

7 


12 

17 4 


7 

7 

3 

4 


169 


108 

13 

*48 


193 


169 

8 

16 


736 

579 

36 

Vzi 


250 


206 

11 

33 


42B 

7 

7 

18 


990 

61 

20 

94 


349 

16 

4 

33 


171 


148 

11 

**12 


253 


176 

37 

16 

24 


96 


165 567 

*28 169 


192 

58 


399 

*61 


927 

238 


341 

4 

57 


148 


160 


*23 


BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE 
BATHTUB OR SHOWER* SHARED. . . . 
NO BATHTUB OR SHOWER 


100 


69 


165 


567 

4 


165 


195 


403 

57 


942 

223 


337 

B 

57 


144 


156 


*97 


ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . • 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 
a ROOMS OR MORE 
MEDIAN* 

ALL OCCUPIED 
OWNER. . . 
RENTER . . 


YEAR STRUCTURE BUILT 

1955 TO MARCH i960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


14 

* . . 

. . . 

, , 

4 

40 

8 

. . • 

69 

38 

30 

83 

33 

56 

153 

29 

47 

118 

21 

20 

144 

26 

36 

129 


17 

U 

4 


7 

32 

14 

22 

105 

52 

43 

282 

67 

122 

360 

49 

90 

179 

25 

94 

123 

26 

71 

80 


4 

21 

41 

62 

84 

60 

60 

70 


4 4 


24 

38 

23 

51 

17 

14 


24 

67 

62 

55 

4 

37 


5.7 

5.8 


5.1 


5.8 4.9 5.4 

5.9 5,0 5.5 


5.0 

5.1 


5 

5 

25 

4 

130 


12 

78 

15 

19 

68 

3 

36 

59 

11 

8 

47 

17 

118 

484 

204 


20 

64 

47 

43 

74 

31 

27 

212 

37 

24 

184 

49 

346 

631 

238 


22 

6 

35 

28 

78 


20 

27 

38 

32 

136 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE . . . . 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. , 
OTHER MEANS WITHOUT FLUE 
NONE 


SOURCE OF WATER 


9 

17 

131 

12 


. * • 

41 

4 

39 

320 

41 

28 

103 

33 

123 

264 

172 

3 

8 

... 


36 

7 

37 

225 

330 

71 

84 

72 

36 

111 

752 

250 

4 

4 

4 


4 


4 

74 

29 

64 


45 

IB 

182 

8 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

other 


142 

33 


10 

157 

26 


19 

602 

122 


195 

57 


358 

97 


12B 

673 

349 


11 

353 

37 


143 

37 


10 

110 

124 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC tank or cesspool 

OTHER OR NONE 


... 

106 

69 


146 

47 


19 

563 

161 


210 

42 


5 

345 

105 


15 

894 

241 


349 

52 


*145 

35 


150 

94 


HOME FOOD FREEZER 


84 

63 


162 537 

38 178 


205 

37 


251 

213 


735 

468 


253 

147 


151 


227 

90 


1 OR MORE, 
NONE . . 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of W.atcr 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

■' "1 
MC CONE 

MADISON 

MEAGHER 

MINERAL 

MISSOULA 

MUSSELSHELL 

PARK 

PETROLEUM 

PHILLIPS 

TENURE AND COLOR 

ALL occupied UNITS 

520 

575 

197 

51 

447 

219 

500 

141 

593 

OWNER OCCUPIED . . 

439 

450 

153 

51 

398 

197 

401 

120 

459 

WHITE 

439 

446 

153 

51 

382 

197 

401 

120 

449 

NONWHITE 

• * • 

4 

. f « 

> t . 

16 

• • • 

... 

• . ■ 

10 

RENTER OCCUPIED 

81 

125 

44 

• . . 

49 

22 

99 

21 

134 

WHITE 

81 

125 

44 

• t . 

49 

22 

99 

21 

124 

NONWHITE . . 

• . . 

■ . • 

• . t 

• .* 

• . • 

• *. 

• , t 

• . t 

10 


CONDITION AND PLUMBING 


ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . , . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, 

DETERIORATING . . 

WITH ALL PLUMBING FACILITIES . , , 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES , 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


ALL OCCUPIED UNITS 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH toilet, EXCLUSIVE USE. . . 

FLUSH TOILET, SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER, EXCLUSIVE USE 
BATHTUB OR SHOWER, SHARED. . . . 
NO BATHTUB OR SHOWER 


520 

575 

197 

51 

447 

219 

500 

141 

593 

445 

448 

164 

37 

312 

166 

338 

63 

435 

346 

401 

102 

25 

280 

135 

323 

58 

268 

4 

■ * • 

W # • 

• • • 

• . • 

. « , 

* < • 

. 1 . 

t • . 

95 

47 

62 

12 

32 

51 

15 

5 

167 

42 

99 

33 

10 

115 

29 

IIB 

63 

139 

6 

68 

4 

7 

86 

12 

70 

21 

28 

• • • 

4 

. • » 

• i • 

, • » 

. * • 

« . • 

. . • 

• • . 

34 

27 

29 

3 

29 

17 

48 

42 

ill 

33 

28 

... 

4 

20 

4 

44 

15 

19 

81 

125 

44 

• * • 

49 

22 

99 

21 

134 

64 

108 

32 

• . • 

24 

22 

64 

3 

102 

42 

89 

20 

* « • 

20 

22 

61 

3 

72 

22 

19 

12 

t . . 

4 

• » . 

3 

. . t 

30 

13 

13 

12 

* . , 

21 

• . • 

28 

12 

27 

• . • 

13 


* * « 

17 


12 

3 

8 

13 


'U 

* » * 

4 


16 

9 

19 

4 

*4 


**. 

4 

• • • 

7 

6 

5 

520 

575 

197 

51 

447 

219 

500 

141 

593 


362 

489 

110 

32 

366 

147 

417 

90 

300 

158 

86 

4 

03 

19 

*bI 

72 

03 

51 

293 


1 ROOM 

2 ROOMS 

3 ROOMS 

M ROOMS. . . . . 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. 
MEDIANi 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . , 
1940 TO 1949 , . , 
1930 TO 1939 , . , 
1929 OR EARLIER. , 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE, , 
OTHER MEANS WITHOUT FLUE 
NONE 


9 

14 

12 

17 

8 

17 

54 

34 

IB 

99 

90 

49 

99 

79 

40 

127 

131 

20 

75 

87 

25 

40 

132 

16 

5.3 

6.0 

t # • 

5.4 

6.3 



37 

37 

17 

89 

51 

29 

70 

40 

28 

32 

33 

1 29 

292 

414 

94 


4 

27 

i 

305 

147 

13 

59 

21 

' 5 

152 

361 

1 167 

. * . 

15 

1 * . • 


12 

4 

3 

32 

. , , 

12 

12 

12 

44 

53 

78 

70 

130 

49 

135 

94 

51 

96 

50 

13 

56 

64 

12 

84 

5.4 

4.8 

5.4 

5,4 

. * * 

1 5.4 


52 

16 

32 

40 

24 

39 

49 

43 

52 

74 

17 

24 

232 

119 

353 


4 

8 

12 

180 

87 

78 

28 

13 

111 

235 1 

107' 

284 

... 

4 

15 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

individual well 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC tank or CESSPOOL. 
OTHER OR NONE 


HOME FOOD freezer 


1 OR MORE. 

none , . . 


28-64 


State and Small Areas 


Table 33. — ^Tenuue, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 
tBased on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of water 
Sewage Disposal 
Home Food Freezer 


PONDERA 

POWDER 

RIVER 

POWELL 

PRAIRIE 

RAVALLI 

RICHLAND 

ROOSEVELT 

ROSEBUD 

SANDERS 

SHERIDAN 

625 

456 

240 

240 

1 132 

799 

592 

475 

492 

697 

472 

386 

203 

176 

i 048 

594 

501 

336 

466 

511 

456 

382 

203 

176 

1 048 

594 

465 

324 

455 

511 

16 

4 

ft 

t - T 

* . . 

• • * 

36 

12 

11 

... 

153 

70 

37 

64 

84 

205 

91 

139 

26 

186 

136 

70 

37 

64 

80 

205 

86 

139 

26 

182 

17 

... 

... 

ft ft ft 

4 

. • * 

6 

... 

ft ft ft 

4 

625 

456 

240 

240 

1 132 

799 

592 

475 

492 

697 

595 

329 

189 

212 

927 

632 

478 

363 

390 

615 

470 

237 

175 

167 

870 

475 

389 

255 

317 

471 

125 

4 

88 

« • ft 

14 

*45 

*57 

157 

4 

85 

108 

*73 

144 

26 

94 

40 

20 

153 

134 

85 

69 

92 

66 

4 

28 

36 

8 

97 

52 

16 

25 

31 

12 

ft* 

t • ft 

• t ft 

ft t ft 

ft ft ft 

4 

ft ft ft 

ft ft ft 

ft ft ft 

ft ft ft 

22 

66 

4 

12 

56 

78 

69 

44 

61 

54 

4 

33 

11 

8 

52 

33 

29 

43 

10 

16 

153 

70 

37 

64 

84 

205 

91 

139 

26 

186 

145 

46 

29 

56 

56 

152 

71 

108 

18 

160 

106 

29 

25 

47 

52 

10a 

55 

60 

14 

107 

39 

17 

4 

9 

4 

44 

16 

48 

4 

53 

4 

16 

8 

4 

24 

49 

12 

13 

8 

18 


B 

8 

. . . 

8 

16 

... 

9 

4 

. . . 

4 

B 


4 

16 

33 

12 

4 

4 

16 

4 

6 

• ft ft 

4 

4 

4 

8 

la 

... 

B 

625 

456 

240 

240 

1 132 

799 

592 

475 

492 

697 

482 

289 

233 

191 

1 031 

572 

444 

326 

389 

523 

12 

29 

• « • 

4 

40 

51 

25 

13 

51 

30 

8 

20 

3 

4 

16 

* * • 

23 

8 

4 

4 

123 

118 

4 

41 

45 

176 

100 

128 

48 

140 

474 

273 

222 

175 

983 

544 

409 

269 

356 

4S7 

■ . • 

• . . 

* « . 

. . . 

4 

. t . 

• . . 

... 

4 

... 

151 

183 

18 

65 

145 

255 

183 

186 

132 

210 

478 

273 

216 

179 

999 

535 

430 

305 

354 

491 

. . . 

... 

4 

. . • 

4 

4 

... 

. . . 

4 

■ * 4 

147 

183 

18 

61 

129 

260 

162; 

170 

134 

206 

4 

22 

4 

i 


13 

16 

40 

15 

... 

53 

17 

4 

■ * » 

*20 

13 

29 

30 

18 

e 

48 

62 

19 

12 

65 

66 

16 

46 

32 

23 

117 

155 

47 

54 

304 

171 

82 

100 

109 

102 

140 

85 

32 

56 

295 

201 

135 

92 

149 

141 

140 

61 

40 

45 

219 

170 

119 

57 

91 

198 

73 

29 

42 

28 

84 

98 

103 

42 

43 

103 

50 

25 

52 

45 

145 

67 

92 

68 

35 

122 

5.1 

4,3 

5,9 

5.5 

5, 1 

5.2 

5.7 

4,7 

5.0 

5.9 

5,4 

4.3 

6.2 

... 

5.1 

5.2 

5.6 

4.9 

5.0 

5.9 

... 

... 

• . . 

. .. 

. « . 

5.0 

... 

• . . 

... 


54 

42 

23 

16 

77 

45 

62 

34 

8 

36 

65 

48 

12 

25 

68 

37 

74 

45 

43 

55 

106 

62 

24 

33 

166 

124 

90 

72 

69 

50 

56 

67 

5 

24 

117 

103 

26 

55 

71 

36 

344 

237 

176 

142 

704 

490 

338 

269 

301 

520 

31 

4 

e 

4 

44 

28 

17 

16 

8 

65 

259 

99 

47 

130 

263 

306 

335 

163 

79 

383 

78 

37 

48 

20 

159 

100 

78 

22 

23 

124 

249 

300 

133 

86 

654 

357 

150 

274 

368 

125 

8 

16 

4 

■ • • 

12 

8 

12 

. • . 

14 

, • . 

. * . 

. . . 

... 

. . » 

. • . 


. . . 

... 


. • . 

25 


5 


41 


5 

15 

29 

... 

225 

442 

220 

221 

965 

707 

471 

379 

327 

571 

370 

15 

24 

31 

95 

06 

116 

78 

135 

126 

5 


5 


21 


6 

15 


... 

, 465 

288 

220 

188 

949 

560 

414 

249 

370 

500 

150 

169 

24 

64 

131 

232 

172 

208 

121 

197 

505 

228 

134 

161 

704 

603 

\ 513 

345 

277 

644 

138 

206 

46 

40 

1 552 

217 

1 42 

158 

243 

1 54 


TENURE AND COLOR 

ALL OCCUPIED UNITS 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE 

CONDITION AND PLUMBING 

ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . , 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . 

lacking ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES 
DILAPIDATED 

RENTER OCCUPIED. 

SOUND 

WITH ALL PLUMBING FACILITIES . , 
LACKING SOME OR ALL FACILITIES , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . , 
LACKING SOME OR ALL FACILITIES . 
DILAPIDATED 


ALL OCCUPIED UNITS . 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOILET. EXCLUSIVE USE. . . 

FLUSH TOILET, SHARED 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . . . 
NO BATHTUB OR SHOWER 


ROOMS 


ROOM 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS. . . . . 

ROOMS 

B ROOMS OR MORE. 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


YEAR STRUCTURE BUILT 

1955 TO MARCH i960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER . 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE .... 
NONE 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER. 

SEWAGE DISPOSAL 

PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 

OTHER OR NONE 

HOME FOOD FREEZER 

1 OR MORE 

NONE 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating E^ipment 
Source of Water 
Sewage Disposal 
Home Food Free2er 


SUBJECT 

SILVER BOW 

STILLWATER 

SWEET 

GRASS 

TETON 

TOOLE 

TREASURE 

VALLEY 

WHEATLAND 

WIBAUX 

YELLOW- 

STONE 

tenure and color 











ALL OCCUPIED UNITS 

70 

567 

364 

892 

38B 

101 

817 

111 

224 

1 260 

OWNER OCCUPIED 

60 

411 

259 

702 

302 

97 

693 

88 

186 

934 

WHITE 

60 

411 

259 

702 

302 

97 

689 

88 

186 

934 

NONWHITE 

• 1 . 


» • • 

• • * 


, . • 

4 



■ • • 

RENTER OCCUPIED 

10 

156 

105 

190 

86 

84 

124 

23 

38 

326 

WHITE 

10 

156 

105 

190 

86 

84 

115 

23 

38 

326 

NONWHITE 

... 


... 

... 


... 

9 

... 

... 

... 

CONDITION AND PLUMBING 











ALL OCCUPIED UNITS 

70 

567 

364 

892 

388 

181 

817 

ill 

224 

1 260 

SOUND 

70 

349 

311 

796 

264 

122 

664 

ill 

170 

887 

WITH ALL PLUMBING FACILITIES 

55 

303 

247 

636 

232 

94 

513 

91 

116 

782 

LACKING ONLY HOT WATER 

• . . 

4 

. . . 

4 

. . . 

. . . 

15 

. • • 

. . • 

... 

LACKING OTHER PLUMBING FACILITIES, . , , 

15 

42 

64 

156 

32 

28 

136 

20 

54 

105 

DETERIORATING 

• « • 

137 

49 

83 

92 

35 

124 

... 

51 

243 

WITH ALL PLUMBING FACILITIES 

*49 

72 

40 

30 

61 

a 

24 

• • • 

10 

112 

LACKING ONLY HOT WATER 

• t t 

■ . . 

* • . 

. . . 

* . • 

i . • 

... 

. . a 

. . . 

4 

LACKING OTHER PLUMBING FACILITIES. . , , 

• • f 

65 

9 

53 

31 

27 

100 

• ■ « 

41 

127 

DILAPIDATED 

• • • 

81 

4 

13 

32 

24 

29 

• 4 m 

3 

130 

RENTER OCCUPIED 

10 

156 

105 

190 

86 

84 

124 

23 

38 

326 

SOUND 

10 

60 

87 

166 

45 

53 

83 

23 

25 

210 

WITH ALL PLUMBING FACILITIES 

7 

59 

67 

79 

36 

42 

58 

23 

13 

170 

LACKING SOME OR ALL FACILITIES . . . , , 

3 

9 

20 

87 

9 

11 

25 


12 

40 

DETERIORATING 

* . . 

56 

18 

24 

16 

16 

32 

... 

13 

64 

WITH ALL PLUMBING FACILITIES 

• . . 

20 

18 

4 

8 

8 

• * . 


. . . 

40 < 

LACKING SOME OR ALL FACILITIES 

• . . 

36 

t . . 

20 

6 

10 

32 


13 

44 

DILAPIDATED 


32 

... 

... 

25 

13 

.9 


... 

32 

ALL OCCUPIED UNITS . 

70 

567 

364 

892 

388 

181 

817 

Ill 

224 

i 260 

WATER SUPPLY 











HOT and COLD PIPED WATER INSIDE STRUCTURE, 

59 

451 

307 

707 

316 

116 

549 

103 

138 

1 016 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

4 

29 

21 

25 

16 

7 

52 

. . . 

8 

54 

PIPED WATER OUTSIDE STRUCTURE 

* . . 

4 

4 

23 

4 

16 

« t • 

. • * 

* . . 

12 

NO piped water 

7 

83 

32 

137 

52 

42 

216 

8 

78 

178 

TOILET FACILITIES 











flush toilet. EXCLUSIVE USE 

55 

406 

291 

682 

309 

108 

552 

91 

126 

935 

FLUSH TOILET. SHARED . 


... 

* * . 

4 

. . . 

. » . 

5 

. . . 

. . . 

. . . 

OTHER TOILET FACILITIES OR NONE 

15 

161 

73 

206 

79 

73 

260 

20 

98 

325 

bathing FACILITIES 











BATHTUB OR SHOWER. EXCLUSIVE USE , , 

59 

410 

292 

678 

312 

10a 

556 

95 

126 

944 

BATHTUB OR SHOWER. SHARED 

t . • 

... 

. * • 

4 

... 

• . • 

5 

. . . 

. . . 

. . . 

NO BATHTUB OR SHOWER , , , . 

11 

157 

72 

210 

76 

73 

256 

16 

98 

316 

ROOMS 











1 ROOM . , . 

• . . 

5 

8 

76 


4 

16 

. . « 

. • • 

4 

2 ROOMS 

... 

18 

12 

21 

23 

4 

33 

... 

. • • 

34 

3 ROOMS 

8 

61 

24 

44 

19 

17 

75 

4 

la 

83 

ROOMS 

23 

86 

62 

140 

68 

61 

189 

11 

20 

221 

5 ROOMS. ... 

20 

122 

75 

215 

101 

42 

170 

52 

33 

322 

6 ROOMS. . . 

4 

133 

59 

202 

76 

IS 

165 

8 

57 

324 

7 ROOMS. . . 

4 

55 

87 

110 

49 

28 

97 

12 

57 

148 

B ROOMS OR more , 

11 

87 

37 

84 

52 

7 

72 

24 

39 

124 

MEDIAN! 











ALL OCCUPIED 

« . . 

5.4 

5.5 

5,3 

5.3 

. * » 

5.1 

. . . 

6.2 

5.4 

OWNER. ... 

• . . 

5.5 

5.5 

5.5 

5.5 

... 

5.2 

. * . 


5.5 

RENTER 

... 

... 

... 

... 

... 

... 

... 

... 

... 

5.1 

YEAR STRUCTURE BUILT 











1955 TO MARCH 1960 

12 

25 

36 

61 

72 

12 

103 

6 

7 

132 

1950 TO 1954 ...... 

4 

24 

29 

89 

35 

14 

60 

8 

12 

126 

1940 TO 1949 

12 

81 

43 

, 179 

45 

13 

1 115 

8 

29 

150 

1930 TO 1939 

11 

27 

25 

179 

35 

13 

96 

8 

16 

134 

1929 OR EARLIER . . . 

31 

410 

231 

384 

201 

129 

443 

79 

160 

718 

HEATING EQUIPMENT 











STEAM OR HOT WATER 

4 

22 

a 

47 

18 

3 

17 

. • . 

15 

25 

WARM AIR FURNACE . 

24 

166 

53 

360 

195 

2e 

307 

40 

84 

497 

BUiLT-IN ROOM UNITS 

8 

46 

18 

65 

53 

12 

175 

8 

48 

161 

OTHER MEANS WITH FLUE 

34 

333 

236 

411 

122 

138 

314 

63 

77 

569 

other means WITHOUT FLUE . 

• . . 

• . . 

37 

9 

. . . 

. . • 

... 

. • • 

. . . 

B 

NONE . . 

... 

... 

12 

... 

... 

... 

4 

••• 

... 

... 

SOURCE OF WATER 











PUBLIC SYSTEM OR PRIVATE COMPANY 

... 

5 

. . • 

53 

10 

7 

22 

• • . 

... 

263 

INDIVIDUAL WELL 

49 

475 

314 

651 

193 

13b 

705 

97 

219 

004 

other 

19 

76 

63 

200 

IBS 

45 

96 

10 

6 

102 

SEWAGE DISPOSAL 











PUBLIC SEWER , . 

• ■ . 

• • . 


6 

• . . 

... 

11 

. , . 

. • . 

5 

SEPTIC TANK OR CESSPOOL 

58 

382 

266 

678 

311 

105 

612 

83 

148 

903 

OTHER OR NONE. 

10 

174 

111 

220 

80 

85 

200 

24 

77 

341 

HOME FOOD FREEZER 











1 OR MORE 

62 

484 

256 

618 

327 

88 

634 

135 

171 

1 118 

NONE 

21 

128 

69 

217 

50 

66 

159 

. . . 

38 

172 


28-66 


State and Small Areas 


Table 34. — Occupan^cy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: I960 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 


BROADWATER 


cascade 


CHOUTEAU 


CUSTER 


ALL OCCUPIED UNITS 
PERSONS 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

B PERSONS OR MORE. , . . 
MEDIANi 

ALL OCCUPIED 

OWNER 

RENTER 


PERSONS PER ROOM 


227 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENT STATUS 


RENTER OCCUPIED 

RENT PAID 

NO CASH RENT . . . 


112 

137 

86 

80 

77 

29 

21 

12 

2.8 

3.2 

2.3 


493 

61 


321 

71 

56 

111 

83 

233 

144 

60 

16 

13 


233 

18 

215 


50 

153 

127 

143 

99 

77 

56 

69 

3.9 

4,0 

3,7 


545 

229 


514 

80 

81 

216 

137 

260 

116 

52 

68 

24 


260 

60 

180 


62 

145 

160 

116 

80 

59 

35 

31 

3.4 

3.5 


599 

89 


549 

93 

108 

214 

134 

139 

72 

29 
8 

30 


139 

16 

123 


27 
61 
40 
37 

28 
22 

3 

9 

3,1 


202 

25 


168 

22 

29 
87 

30 

59 

14 

25 

16 

4 


88 

177 

154 

157 

128 

83 

17 

17 

3.4 

3.2 

3,9 


711 

110 


613 

89 

76 

215 

233 

208 

69 

40 

57 

42 


208 

55 

153 


36 

106 

77 

83 

S3 

31 

15 

4 

3.3 

3.1 


319 

86 


327 

21 

28 

144 

134 

78 

30 

14 

17 

9 


90 

328 

163 

151 

138 

88 

33 

30 

3.1 

3.3 


896 

125 


027 

107 

140 

349 

231 

194 

76 

49 

64 

5 


194 

9 

185 


100 

225 

189 

150 

143 

82 

39 

43 

3.3 

3.1 

3.9 


853 

118 


704 

38 

88 

325 

253 

267 

69 

72 

97 

29 


267 

33 

234 


30 

116 

71 

100 

76 

52 

20 

10 

3.7 

3.7 


407 

68 


331 

48 

62 

140 

81 

144 

71 

29 

41 

3 


144 

34 

110 


SUBJECT 


DEER LODGE 


fallon 


GALLATIN 


GLACIER 


ALL OCCUPIED UNITS 
PERSONS 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. . . , 
MEDIANt 

ALL OCCUPIED 

OWNER 

RENTER 


PERSONS PER ROOM 


337 


299 


1 085 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
195B TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . , 

1939 OR EARLIER. , 

RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 

1940 TO 1953 , . . 
1939 OR EARLIER. . 


RENT STATUS 


RENTER OCCUPIED 

RENT PAID 

NO CASH RENT . . . 


60 

63 

64 
4B 
42 
28 
13 
19 

3.2 

3.1 


285 

52 


274 

16 

24 

122 

112 

63 

4 

18 

15 

26 


44 

138 

109 

ai 

65 

59 

20 

28 

3,3 

3,3 


450 

94 


464 

24 

60 

248 

112 

30 

26 

9 

27 

16 


16 

76 

53 

53 

40 

20 

21 

20 

3.6 

3,4 


246 

53 


230 

30 

23 

106 

71 

69 

17 

22 

9 

21 


50 

232 

172 

140 

184 

102 

62 

49 

3.8 

3,6 


816 

175 


792 

45 

118 

372 

257 

199 

62 

53 

52 

32 


199 

42 

157 


59 

368 

240 

160 

110 

76 

42 

30 

3.0 

2.9 


960 

125 


000 

lOl 

215 

445 

239 


46 

249 

149 

176 

133 

152 

68 

50 

3.9 

3.5 

4.7 


885 

138 


750 

96 

133 

316 

205 

273 

63 

73 

108 

29 


273 

107 

166 


47 

93 

53 

64 

31 

32 
26 
12 

3.2 

3.1 


295 

63 


304 

39 

60 

104 

101 

54 

33 


58 

76 

67 

40 

65 

35 

13 

17 

3,3 

3.8 


269 

110 


276 

30 

44 

112 

90 

103 

56 

19 

20 


103 

6 

95 


Montana 


28-67 


Table 34. — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, tor Counties: 1960 — Con. 

[Based on sample; see text Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

GOLDEN 

VALLEY 

GRANITE 

HILL 

JEFFERSON 

JUDITH 

Basin 

LAKE 

LEWIS and 
CLARK 

LIBERTY 

LINCOLN 

ALL OCCUPIED UNITS 

169 

193 

736 

250 

460 

1 165 

402 

171 

253 

PERSONS 










1 PERSON 

45 

4 

55 

24 

59 

95 

41 

’20 

20 

2 PERSONS 

34 

53 

137 

67 

122 

329 

85 

44 

74 

3 PERSONS 

16 

31 

139 

34 

86 

253 

65 

37 

58 

PERSONS 

2B 

50 

102 

58 

73 

162 

77 

26 

36 

5 PERSONS 

21 

36 

113 

39 

48 

145 

58 

24 

49 

6 PERSONS 

16 

8 

71 

3 

56 

64 

42 

8 

6 

7 PERSONS 

9 

11 

61 

3 

4 

60 

9 

3 

4 

6 PERSONS OR MORE 

. . • 

... 

58 

22 

12 

57 

25 

9 

4 

MEDIAN! 










ALL OCCUPIED . 

. . • 

. ■ . 

3.9 

3.5 

5.1 

3.1 

3.6 

... 

3.1 

OWNER 

... 

. . ■ 

3.9 

• . . 

3.0 

3.1 

3,4 

t r « 

3.1 

RENTER 

... 

... 

. • * 

• . . 

... 


... 

... 


PERSONS PER ROOM 










1.00 OR LESS . « . 

157 

178 

625 

2l2 

422 

974 

334 

156 

213 

1.01 OR MORE ...... 

12 

15 

111 

36 

38 

191 

68 

15 

40 

YEAR MOVED INTO UNIT 










OWNER OCCUPIED , 

144 

157 

563 

197 

343 

1 077 

298 

142 

246 

1958 TO MARCH 1960 

8 

4 

55 

33 

43 

188 

49 

9 

17 

1954 TO 1957 . 

24 

31 

97 

12 

52 

201 

45 

17 

20 

1940 TO 1953 

49 

83 

205 

ai 

126 

454 

123 

55 

156 

1939 OR EARLIER 

63 

39 

206 

71 

122 

234 

81 

61 

53 

RENTER OCCUPIED 

25 

36 

173 

53 

117 

88 

104 

29 

7 

195B TO MARCH 1960 

10 

22 

62 

28 

43 

34 

24 

11 

. 1 . 

1954 TO 1957 

5 

10 

31 

10 

30 

34 

36 

4 

4 

1940 TO 1953 

10 

4 

46 

10 

25 

12 

30 

7 

3 

1939 OR EARLIER 

... 

... 

34 

5 

19 

8 

14 

7 

... 

RENT STATUS 










RENTER OCCUPIED 

25 

36 

173 

53 

117 

88 

104 

29 

7 

RENT PAID 

... 

... 

15 

5 

19 

21 

13 

3 

. . • 

NO CASH RENT 

25 

36 

158 

48 

98 

67 

91 

26 

7 

SUBJECT 

MC CONE 

MADISON 

MEAGHER 

mineral 

MISSOULA 

MUSSELSHELL 

PARK 

petroleum 

PHILLIPS 

ALL OCCUPIED UNITS 

520 

575 

197 

51 

447 

219 

500 

141 

593 

PERSONS 










1 PERSON 

55 

57 

41 

4 

28 

25 

51 

17 

59 

2 PERSONS 

126 

163 

S3 

22 

124 

64 

134 

31 

143 

3 PERSONS. ... 

83 

108 

25 

4 

100 

20 

100 

25 

101 

4 PERSONS . . . . 

72 

96 

25 

3 

80 

55 

94 

19 

79 

5 PERSONS 

54 

85 

25 

7 

67 

35 

56 

19 

63 

6 PERSONS 

75 

21 

12 

3 

24 

8 

44 

15 

79 

7 PERSONS. .... 

21 

19 

8 

8 

24 

4 

B 

4 

41 

B PERSONS OR MORE 

34 

26 

B 

* • . 

• • • 

8 

13 

11 

28 

MEDIAN! 










ALL OCCUPIED 

3.5 

3.1 

... 

... 

3.2 

3.5 

3,2 

. . . 

3.4 

OWNER 

3.6 

3.1 

... 

... 

3.2 

. • • 

3.1 

• ■ . 

3.1 

RENTER 

... 

... 

... 

• . . 

... 

... 

... 

... 

. , . 

PERSONS PER ROOM 










1.00 OR LESS 

411 

518 

156 

43 

395 

199 

451 

119 

452 

1.01 OR MORE . 

109 

57 

41 

a 

52 

20 

49 

22 

141 

YEAR MOVED INTO UNIT 










OWNER OCCUPIED ... 

439 

450 

153 

51 

398 

197 

401 

120 

459 

195B TO MARCH 1960 

33 

59 

30 

8 

64 

24 

36 

17 

77 

1954 TO 1957 

68 

90 

29 

15 

73 

16 

94 

20 

36 

1940 TO 1953 . . 

217 

191 

61 

10 

154 

98 

175 

50 

198 

1939 OR EARLIER 

121 

110 

25 

18 

107 

59 

96 

33 

148 

RENTER OCCUPIED 

81 

125 

44 

• » . 

49 

22 

99 

21 

134 

1958 TO MARCH 1960 

27 

66 

32 

... 

24 

11 

33 

6 

50 

1954 TO 1957 

9 

45 

... 


12 

5 

19 

6 

21 

1940 TO 1953 

24 

10 

12 

... 

9 

6 

35 

6 

35 

1939 OR EARLIER 

21 

4 

... 

... 

4 

... 

12 

3 

28 

RENT STATUS 










RENTER OCCUPIED 

81 

125 

44 

■ . « 

49 

22 

99 

21 

134 

rent PAID 

9 

13 

4 


12 

• . . 

4 

6 

14 

NO CASH RENT 

72 

112 

40 

... 

37 

22 

95 

15 

120 
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Table 34, — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON . , . . , 

2 PERSONS. ... 

3 PERSONS. . . . , 

4 PERSONS. . . . . 

5 PERSONS. . . . , 

6 PERSONS. . . . < 

7 PERSONS. . . . > 

8 PERSONS OR MORE, 
MEDIAN! 

ALL OCCUPIED . 
OWNER. , . . , 
RENTER * . . , 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR more 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENT status 


RENTER OCCUPIED, 
rent PAID. . , , , , 
NO CASH RENT . . . , 


subject 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . • . 

6 PERSONS. . . . 

7 PERSONS. , . . 

B PERSONS OR MORE 
MEDIANi 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR more 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENT STATUS 


RENTER OCCUPIED 

RENT PAID 

NO CASH RENT . . . , 


PONDERA 

powder 

RIVER 

POWELL 

PRAIRIE 

RAVALLI 

RICHLAND 

ROOSEVELT 

ROSEBUD 

SANDERS 

SHERIDAN 

625 

456 

240 

240 

1 132 

799 

592 

475 

492 

697 

34 

47 

16 

26 

68 

66 

45 

91 

52 

38 

129 

150 

63 

32 

386 

173 

125 

155 

189 

120 

93 

71 

49 

44 

206 

153 

53 

51 

94 

104 

117 

57 

32 

41 

186 

113 

86 

69 

56 

146 

116 

70 

28 

57 

146 

149 

135 

51 

54 

131 

69 

40 

24 

28 

60 

81 

90 

2a 

22 

79 

32 

12 

20 

4 

48 

26 

50 

26 

10 

40 

35 

9 

8 

a 

32 

30 

8 

4 

7 

39 

4.0 

2.9 

3.3 

3.9 

3.0 

3.6 

4,3 

2,4 

2,6 

4.1 

3,9 

2.9 

3.2 

» • • 

3.0 

3.3 

4,3 

2.4 

2,5 

4.1 




• • « 


4.5 


... 

... 


481 

365 

209 

199 

987 

647 

477 

415 

428 

605 

144 

91 

31 

41 

145 

152 

115 

60 

64 

92 

472 

386 

203 

176 

1 048 

594 

501 

336 

466 

511 

35 

30 

28 

16 

197 

58 

43 

41 

46 

24 

79 

64 

42 

28 

217 

90 

67 

50 

99 

60 

197 

144 

46 

76 

465 

230 

231 

134 

206 

209 

161 

128 

87 

56 

169 

216 

160 

111 

115 

218 

153 

70 

37 

64 

84 

205 

91 

139 

26 

166 

53 

24 

8 

12 

40 

57 

30 

55 

12 

20 

26 

25 

9 

17 

12 

56 

16 

42 

t » . 

19 

55 

9 

16 

18 

24 

68 

12 

42 

10 

65 

19 

12 

4 

17 

B 

24 

33 

... 

4 

82 

153 

70 

37 

64 

84 

205 

91 

139 

26 

186 

12 

• * i 

• * • 

16 

32 

4 

8 

17 

13 

3 

141 

70 

37 

48 

52 

20 1 

83 

122 

13 

183 

SILVER BOW 

STILLWATER 

SWEET 

GRASS 

TETON 

TOOLE 

TREASURE 

VALLEY 

WHEATLAND 

WIBAUX 

YELLOW- 

STONE 

70 

567 

364 

892 

388 

181 

817 

111 

224 

1 260 

4 

43 

29 

73 

1 22 

14 

106 

4 

27 

108 

15 

161 

78 

208 

• 97 

23 

165 

24 

63 

221 

16 

108 

62 

161 

' 41 

4a 

126 

28 

36 

226 

3 

88 

85 

15B 

63 

35 

107 

28 

30 

248 

12 

89 

84 

146 

59 

22 

139 

8 

34 

239 

12 

45 

16 

69 

1 58 

27 

97 

16 

11 

128 

» • * 

17 

« • ■ 

41 

27 

9 

45 

3 

16 

53 

8 

16 

10 

36 

21 

3 

32 


7 

3T 

... 

3.2 

3.7 

3.5 

4,0 

... 

3.6 

... 

3.1 

3.8 

. » • 

3.0 

3.3 

3.5 

4.0 

• • • 

3,7 

• • . 


3.5 










4.3 

50 

504 

296 

718 

323 

133 

663 

96 

197 

1 058 

20 

63 

68 

174 

65 

40 

154 

15 

27 

202 

60 

411 

259 

702 

302 

97 

693 

88 

166 

934 

12 

65 

41 

66 

50 

32 

68 

16 

12 

142 

8 

44 

36 

97 

65 

10 

118 

12 

16 

120 

28 

200 

103 

329 

100 

28 

272 

44 

71 

446 

12 

102 

79 

210 

87 

27 

235 

16 

87 

226 

10 

156 

105 

190 

86 

64 

124 

23 

38 

326 

4 

61 

48 

55 

49 

50 

34 

15 

4 

125 

3 

32 

32 

40 

29 

11 

27 

13 

57 

» t i 

44 

21 

83 

B 

20 

31 

4 

16 

116 

3 

19 

4 

12 

... 

3 

32 

4 

5 

28 

10 

156 

105 

190 

86 

84 

124 

23 

38 

326 

3 

28 

27 

4 

4 

7 

26 

7 

56 

7 

128 

78 

186 

82 

77 

98 

16 

*38 

270 


Montana 

Table 35 .-S 0 URCE OP Water and Sewage Disposal, por Counties: 1960 

[Based on sample; see text] 
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the state. 

BEAVERHEAD. . . . 

BIG HORN 

BLAINE 

BROADWATER. . , . 

CARBON 

CARTER 

CASCADE 

CHOUTEAU 

CUSTER 

DANIELS 


DAWSON. . . . 
DEER LODGE. . 
FALLON. . . . 
FERGUS. . . . 
FLATHEAD. . . 
GALLATIN. . . 
GARFIELD. . . 
GLACIER . . . 
GOLDEN valley 
GRANITE . . . 


HILL 

JEFFERSON . . . 
JUDITH BASIN. . 

LAKE 

LEWIS AND CLARK 
LIBERTY .... 
LINCOLN .... 
MC CONE .... 
MADISON .... 
MEAGHER .... 


MINERAL . . . 
MISSOULA. . . 
MUSSELSHELL . 
PARK 

petroleum . . 

PHILLIPS. . . 
PONOERA . . . 
POWDER RIVER. 
POWELL. . . . 
PRAIRIE . . . 


RAVALLI . . 
RICHLAND. . 
ROOSEVELT . 

rosebud . . 

SANDERS . . 
SHERIDAN, . 
SILVER BOW. 
STILLWATER. 
SWEET GRASS 
TETON . . , 


TOOLE ...... ....... 

TREASURE. ........... 

VALLEY. 

WHEATLAND 

WIBAUX. 

YELLOWSTONE 

YELLOWSTONE NATIONAL PARK (PART) 


ALL 

HOUSING 

UNITS 


233 310 
2 885 
2 842 

2 940 
946 

3 321 
884 

24 086 

3 022 

4 665 
1 381 

3 895 

5 768 
1 288 

4 772 
12 510 

9 074 
729 

3 471 
435 

1 234 

5 742 
1 283 
1 197 
5 394 

10 442 
783 

4 245 

1 150 

2 076 
842 

953 
15 232 

1 713 
4 597 

333 

2 206 
2 415 

850 

2 456 
878 

4 518 

3 580 
3 584 

1 989 

2 850 
2 315 

18 222 
2 039 

1 196 

2 529 

2 351 
443 

5 293 
1 053 

563 

25 833 

17 


total! 


233 285 
2 885 
2 842 

2 940 
946 

3 321 
884 

24 086 

3 022 

4 665 
1 381 

3 895 

5 768 
1 288 

4 772 
12 510 

9 074 
729 

3 471 
435 

1 234 

5 742 
1 283 
1 197 
5 394 

10 442 
783 

4 245 

1 150 

2 076 
842 

953 
15 232 

1 713 
4 604 

333 

2 206 
2 415 

850 
2 456 
870 


518 

580 

504 

989 

850 

315 


18 222 
2 039 

1 196 

2 529 

2 326 
443 
5 293 
1 053 
563 
25 833 
10 


S 

DURCE OF WATER | 

PUBLIC 



SYSTEM 

INDIVIDUAL 


OR 

WELL 

OTHER 

PRIVATE 



COMPANY 



157 731 

53 111 

22 443 

1 606 

1 013 

266 

1 192 

906 

744 

1 365 

760 

815 

410 

430 

106 

1 727 

1 269 

325 

294 

407 

183 

21 006 

1 B44 

1 236 

1 226 

538 

1 253 

3 496 

1 025 

144 

719 

591 

71 

2 694 

1 116 

85 

4 415 

1 126 

227 

873 

370 

45 

3 056 

1 338 

378 

7 37S 

3 435 

1 696 

5 815 

2 515 

744 

110 

526 

93 

2 195 

627 

649 

89 

251 

95 

446 

602 

186 

3 886 

1 460 

396 

555 

602 

126 

277 

677 

243 

2 065 

1 405 

1 924 

8 100 

1 665 

677 

342 

317 

124 

2 195 

1 095 

955 

362 

654 

134 

562 

1 039 

475 

448 

214 

180 

525 

263 

165 

11 eia 

a 496 

918 

1 129 

507 

77 

3 349 

864 

391 

151 

114 

68 

1 116 

656 

434 

1 355 

403 

657 

197 

592 

61 

1 459 

789 

208 

10 

802 

66 

1 450 

2 680 

388 

1 595 

1 703 

282 

2 144 

884 

555 

906 

642 

441 

1 755 

773 

322 

1 000 

917 

398 

17 649 

431 

142 

846 

1 004 

189 

667 

445 

84 

1 043 

1 116 

370 

1 681 

329 

316 

184 

174 

85 

3 603 

1 242 

448 

766 

277 

10 

212 

330 

21 

22 206 

2 861 

766 

10 


... 


sewage disposal 


public 

SEWER 


133 724 
1 274 
1 143 
1 171 
453 
1 504 
221 
20 047 

1 090 

3 514 
646 

2 699 

4 338 
863 

2 738 

4 817 

5 362 
173 

2 076 

50 

524 

3 956 
285 
312 

1 390 
7 463 

327 

979 

362 

35 

294 

236 

6 012 
939 

2 927 
142 

1 034 
1 170 
192 
1 388 
387 

841 

1 874 

2 037 
826 
559 
928 

17 219 
666 
545 
1 066 

1 534 
155 

3 477 
721 
185 

16 508 
10 


SEPTIC 

Tank 

OR 

CESSPOOL 


70 018 
1 036 
720 

717 
328 

1 233 
287 

2 710 
1 189 

706 

425 

739 
1 026 
290 

1 437 

6 272 

2 809 
232 
561 
216 
436 

1 124 
735 
588 

2 741 
2 13C 

312 

2 376 
479 

1 437 
303 

601 
8 370 
499 
1 363 
86 
510 
771 
403 

718 
258 

3 110 
969 
654 

426 
1 853 

791 

793 

770 

425 

997 

608 
119 
1 143 
205 
229 

7 753 


other 

OR 

NONE 


29 543 
575 
979 
1 052 
165 
584 
376 
1 329 
743 
445 
310 

457 
404 
135 
597 
1 421 
903 
324 
834 
169 

274 

662 
263 
297 
1 263 
829 
144 
890 
309 
604 
245 

116 

850 

275 
314 
105 
662 
474 
255 
350 
233 

567 

737 

?93 

737 

438 

596 

210 

583 

226 

466 

184 
169 
673 
127 
149 
1 572 


! EXCLUDES UNITS IN PLACES OF 50,000 INHABITANTS OR M0RE1 SEE TEXT. 
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Table 36. — Characteristics of Housing Units With Non white Household Heads, for SMSA’s 
AND Places With 100 to 400 Such Units; 1960 

[Data shown for places of 2,600 inhabitants or more. “U” denotes an unincorporated place] 


Tenure 

Condition and 
Plumbing 


Rooms 

Persons 

Persons per Room 


SUBJECT 

SMSA'S 

PLACES 

SUBJECT 

SMSA’S 

PLACES 

BIL- 

LINGS 

GREAT 

FALLS 

BIL- 

LINGS 

GREAT 

FALLS 

BIL- 

LINGS 

GREAT 

FALLS 

BIL- 

LINGS 

GREAT 

FALLS 

ALU OCCUPIED UNITS 

21 9 

331 

186 

239 

PERSONS 





TENURE 





1 PERSON 

77 

53 

70 

48 






2 PERSONS. . . 

40 

73 

35 

56 

OWNER OCCUPIED 

65 

69 

45 

43 

3 PERSONS 

23 

52 

21 

40 

RENTER OCCUPIED 

154 

262 

141 

196 

4 PERSONS. . . 

20 

46 

15 

3^^ 






5 PERSONS * . . 

20 

45 

13 

33 

CONDITION AND PLUMBING 





6 PERSONS OR MORE. . 

39 

62 

32 

28 






MEDIAN . . 

2.3 

3.3 

2.2 

2.9 

SOUND 

73 

1 00 

55 

73 






WITH ALL PLUMBING FACILITIES , . . 

59 

78 

46 

55 

PERSONS PER ROOM 





LACKING SOME OR ALL FACILITIES . . 

14 

22 

9 

18 






DETERIORATING | 

S2 

138 

76 

112 

0.50 OR LESS . . 

80 

53 

72 

47 

WITH ALL PLUMBING FACILITIES . . . 

59 

90 

56 

73 

0.51 TO 0.75 

24 

46 

17 

30 

LACKING SOME OR ALL FACILITIES . . 

25 

4B 

20 

39 

0.76 TO 1 .00 

53 

91 

47 

75 

DILAPIDATED 

64 

93 

55 

54 

1 .01 TO 1 .50 

30 

64 

24 

50 






1 .51 OR MORE 

32 

77 

26 

39 

ROOMS 










1 ROOM 

25 

41 

21 

36 






2 ROOMS. .... 

59 

67 

57 

39 






3 ROOMS 

41 

93 

3‘^ 

63 






4 ROOMS 

37 

72 

31 

56 






5 ROOMS 

32 

30 

26 

20 






6 ROOMS 

15 

15 

1 1 

11 






7 ROOMS 

6 

11 

4 

10 






8 ROOMS OR MORE 

4 

4 

2 

4 






MEDIAN 

3.1 

3.1 

2.9 

3.2 




i 



(Tables 37 to 39 of the standard State series are omitted) 


APPENDIX 


Table A-1. — Percent of Allocation for Nonresponse or Inconsistency, for the State, by Size of Place: I960 

(Leaders (• • •) indicate that tlie item is not applicable or that it ia not published in this rcfiort for the given areas. The liaae on which the ix‘r(!cntagc is cmnjjuted is expressed as a code which appears in 

the first column. The legend for the codes follows tlie table] 


SUBJECT 

BASE 

(code) 

THE 

STATE 

1 INSIDE SMSA 

S 


PLACES OF 1,000 TO 50,000 INHABITANTS 

TOTAL 

PLACES OF 
50,000 
INHABIT- 
ANTS 

OR MORE 

BALANCE 

OUTSIDE 

SMSA'S 

25.000 

TO 

50.000 

10,000 

TO 

25,000 

2,500 

TO 

1 0,000 

1,000 

TO 

2,500 

OCCUPANCY CHARACTERISTICS 











TENURE 

2 

1.2 

1.2 

1.2 

1.1 

1.3 

1.4 

1.0 

1.3 

1.1 

YEAR MOVED INTO UNIT 

2 

0.9 

1,1 

1.2 

1.0 

0.9 

1.1 

0.9 

1.0 

... 

VACANCY STATUS* 











FOR SALE ONLY 


25,2 

17.3 

15.0 

27,0 

27.3 

19.1 

6.8 

11.3 

\ 9.2 

FOR RENT 

5 

3.5 

5,6 

4.S 

9.2 

3.1 

2.0 

3.4 

4,2 


OTHER 

6 

1.9 

1.B 

2.8 

1 . 1 

1.9 

4.1 

1.3 

2.8 


DURATION OF VACANCY 

3 

22.5 

26.4 

25. B 

29.2 

21.8 

23.9 


. . » 

... 

STRUCTURAL CHARACTERISTICS 











BASEMENT 

1 

M-,0 

3.5 

3.4 

3.6 

4.2 

4.8 

2.7 



BEDROOMS 

1 

5.9 

3.9 

3.9 

3.7 

6.5 

11.3 

5.7 

. . . 

. • . 

rooms 

1 

1.3 

1.0 

0.9 

1,4 

1.4 

1.3 

1.1 

1.1 

0.8 

TRAILERS* ON PERMANENT FOUNDATION OR MOBILE . 

7 

4.5 

4.6 

4.9 

4,4 

4.4 

. . . 


• . . 

. • • 

UNITS IN STRUCTURE 

1 

2.3 

1.7 

1 .7 

1.8 

2.5 

3.2 

1.5 

1.6 

. . . 

YEAR STRUCTURE BUILT 

1 

3.3 

2.6 

2.4 

3.2 

3.5 

2.7 

2.2 

2.8 

... 

CONDITION AND PLUMBING FACILITIES 











BATHING FACILITIES 

1 

1,5 

1.0 

0.9 

1.4 

1 .6 

1 .5 

1.5 

1.3 

... 

BATHROOMS 

1 

6.2 

5.1 

5.2 

4.9 

6.4 

7.1 

5.3 

5.2 

« . . 

CONDITION OF UNIT 

1 

1,7 

1.3 

1.1 

1.6 

1.8 

1 .7 

1.5 

1.4 

1.3 

SEWAGE DISPOSAL 

1 

3.2 

... 

• • • 

... 

. • • 

2.6 

1.6 

1.7 

* . . 

SOURCE OF WATER . . * 

1 

2.6 

• . • 

. * • 

... 

. . . 

2.6 

1.6 

1.6 

. . . 

TOILET FACILITIES 

1 

1 .4 

1.0 

0.8 

1 .4 

1.5 

1.4 

1.3 

1.1 

. . • 

WATER SUPPLY 

1 

1.8 

1.4 

1.5 

1 .2 

1.9 

1.9 

2.4 

2.0 

* • • 

EQUIPMENT 











AIR CONDITIONING 

2 

2,0 

2.0 

1.9 

2.2 

2.0 

2.6 




AUTOMOBILES AVAILABLE .... 

2 

4.9 

3.8 

4.2 

2.5 

5.2 

11.6 

. . • 

. • . 


CLOTHES DRYER 

2 

2.9 

2.9 

3.0 

2.5 

2.9 

, . . 

. . . 

. . * 


CLOTHES WASHING MACHINE 

2 

1 .7 

1.4 

1 .4 

1.6 

1.8 

... 

. « • 

« . . 


HEATING EQUIPMENT 

1 

' 2.5 

2.0 

1.8 

2.4 

2.6 

' 2.4 

1.3 

1.9 


HOME FOOD FREEZER 

2 

3.4 

3.1 

2.8 

3.9 

3.5 

* . • 

. . • 

. • . 


RADIO SETS 

2 

1.9 

1.7 

1.7 

1.9 

1.9 


* . . 

... 


TELEPHONE AVAILABLE 

2 

2.0 

1.9 

1.9 

1 .7 

2.1 


. . . 

. . . 


TELEVISION SETS 

2 

2.1 

2.3 

2.2 

2.5 

2.0 


... 

... 


FUELS 











COOKING FUEL 

2 

2.4 

1.5 

1.5 

1.4 

2.7 


... 

... 

... 

HEATING FUEL 

2 

3.6 

1.4 

1.3 

1.6 

4.3 

... 

. . . 

. . • 

. .. 

WATER HEATING FUEL 

2 

8.9 

3.4 

2.3 

6.8 

10.5 


* . , 

... 

• . * 

FINANCIAL CHARACTERISTICS 











CONTRACT RENT 

8 

10.9 

7.8 

6.8 

12.5 

12.2 

13.2 

8.3 

1 9.5 


VALUE 

9 

2,9 

2.2 

1.9 

3.5 

3.1 

1 5.5 

1.4 

1 2.8 

2*. 9 


CODE BASE 

1 ALL HOUSING UNITS 

2 OCCUPIED HOUSING UNITS 

3 VACANT AVAILABLE FOR RENT OR SALE 

M- VACANT AVAILABLE FOR SALE ONLY 

5 VACANT AVAILABLE FOR RENT 

6 VACANT YEAR-ROUND UNITS OTHER THAN AVAILABLE UNITS 

7 OCCUPIED TRAILERS 

8 RENTER-OCCUPIED AND VACANT AVA I LABLE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 

9 OWNER-OCCUPIED AND VACANT AVAI LABLE-FOR-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 
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STANDARD METROPOLITAN STATISTICAL AREAS AND THEIR CONSTITUENT PARTS 

Lincoln, Nebr.: Lancaster County, Nebr. 

Omaha, Nebr.-Iowa: Douglas and Sarpy Counties, Nebr. ; Pottawattamie County, Iowa. 

URBANIZED AREAS AND COUNTIES IN WHICH THEY ARE LOCATED 
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Table 1— Selected Characteristics, for the State, Standard Metropolitan Statistical Areas, 

AND Places of 10,000 Inhabitants or More: 1960 

[Some data based on sample; see text. “U" denotes an unincorporated plaee. Plus (+),“r ndn^s^(-) after number Mcatea median above or below that number. Per«mt not shown whem 


THE STATE. 

URBAN 

RURAL 

nonfarm. . . 

OCCUPIED farm 


INSIDE SMSA*S 

IN CENTRAL CITIES. . 
not in CENTRAL CITIES 
OUTSIDE SMSA»S .... 


STANDARD METROPOLITAN 
STATISTICAL AREAS 


LINCOLN 

OMAHA 

state portion. 


BEATRICE . . 
COLUMBUS . . 
FREMONT. . . 
GRAND ISLAND 
HASTINGS . • 
KEARNEY. . , 
LINCOLN. . . 
NORFOLK. . . 
NORTH PLATTE 
OMAHA. . . . 
SCOTTSBLUFF. 



ALL HOUSING UNITS 



PERCENT— 1 


MEDIAN 

IN 

IN 

SOUND 1 

TOTAL 

NUM- 

ONE- 

STRUC- 

WITH 

Number 

BER 

HOUS- 

TURES 

ALL 


OF 

ING 

built 

PLUMB- 


ROOMS 

UNIT 

1950- 

ING 



STRUC- 

1960 

FACIL- 


— 

TURES 



ITIES 

472 950 

5.1 

85.2 

18.6 

72,3 

253 334 

4.8 

75.3 

24.8 

60,1 

219 616 

5.6 

96.7 

11.5 

63.2 

133 733 

5.1 

94.7 

15,1 

62.8 

65 883 

6.3 

99.7 

5.9 

64.0 

167 937 

4.8 

74,0 

27,9 

79.3 

140 587 

4.8 

70.5 

23.4 

79.2 

27 350 

5,0 

91,7 

51,0 

79,6 

305 013 

5.3 

91,4 

13,5 

66.4 

50 522 

4.8 

71,4 

30,0 

75,6 

143 662 

4.8 

77,3 

26,1 

79,5 

117 415 

4.8 

75,1 

27.1 

60.6 

4 328 

4.9 

81,5 

14.4 

77,4 

4 017 

4.8 

84, Oj 

38. 3| 

86.1 

6 506 

4.7 

79,7; 

27 , 7 ! 

83.4 

6 656 

4.6 

81.1 ! 

21.6! 

81.0 

7 912 

4.7, 

69.2; 

18, 7| 

78.9 

4 559 

4.6* 

81.3 

20.6 

84. 8 

43 311 

4.7! 

68.91 

29.2 

77.0 

4 541 

4.8 

84.6 

21.5 

81,3 

5 993 

4,7 

79,2 

24.6 

80,6 

97 276 

4.6 

71.3 

20.9 

60.2 

4 937 

4.2 

70.2 
1 

17,9 

82.0 


OCCUPIED HOUSING UNITS 


OF OR MORE OUR- 
PER- PERSONS ING 


1958- NON- I 
1960 WHITE; 


10,3 37.8 

9.6 36,2 

13.6 46.1 

8.6 25,3 


8.0 39.8 
11,4 36.0 
11,2 36.9 


OWNER RENTER 
OCCU- OCCU- 
PIED PIED 


vacancy RATE 


median median HOME- 

VALUE GROSS OWNER RENTAL 

(dol- rent 

LARS) (DOL- 

LARS) 


4.9 62,6 37,4 
5.8 60.6 39.4 
0.5 73,2 26,8 
0,5 66,1 33.9 


1.4 61.0 39.0 

5.4 64,9 35,1 

6.4 63,3 36,7 
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State and Small Areas 


Table 2. — ^Tenure, Vacancy Status, and Condition and Plumbing Facilities, for the State, 
Inside and Outside SMS As, Urban and Rural: 1960 
[Some data based on sample; see text] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb, 


Water Supply 
Toilet Fac. 
Bathing Fac. 


SUBJECT 

THE STATE 

URBAN! 

RURAL 

TOTAL 

INSIDE 

SMSAtS 

OUTSIDE 

SMSAiS 

TOTAL 

TOTAL 

NONFARM 

ALL HOUSING UNITS 

472 950 

167 937 

305 013 

253 334 

219 616 

133 733 

TENURE! COLOR! AND VACANCY 







STATUS 







occupied . 

433 448 

159 331 

274 117 

240 089 

193 359 

107 476 

OWNER OCCUPIED 

280 867 

99 732 

181 135 

151 106 

129 681 

75 763 

PERCENT OF ALL OCCUPIED ........ 

64.8 

62,6 

66.1 

63.0 

67.1 

70,5 

WHITE 

276 646 

96 043 

100 603 

147 274 

129 372 

75 561 

NONWHITE . . * . 

4 221 

3 689 

532 

3 912 

309 

202 

RENTER OCCUPIED 

152 581 

59 599 

92 982 

88 903 

63 678 

31 713 

WHITE 

147 674 

55 439 

92 235 1 

84 489 

63 185 

31 345 

NONWHITE 

4 907 

4 160 

747 

4 414 

493 

360 

VACANT. . . 

39 502 

8 606 

30 896 

13 245 

26 257 

26 257 

YEAR ROUND 

31 239 

7 844 

23 395 

11 915 

19 324 

19 324 

SOUND OR DETERIORATING 

25 976 

7 039 

18 937 

10 603 

15 373 

15 373 

available . * . 

12 783 

5 525 

7 258 

8 203 

4 500 

4 580 

FOR SALE ONLY 

3 112 

1 224 

1 aae 

1 556 

1 556 

1 556 

HOMEOWNER VACANCY RATE. ...... 

1.1 

1.2 

1.0 

1,0 

1.2 

2.0 

FOR RENT 

9 671 

4 301 

5 370 

6 647 

3 024 

3 024 

RENTAL VACANCY RATE ... 

6.0 

6.7 

S.5 

7.0 

4.5 

8.7 

RENTED OR SOLD! AWAITING OCCUPANCY, , . 

2 146 

598 

1 548 

813 

1 333 

1 333 

HELD FOR OCCASIONAL USE ....... . 

1 740 

119 

1 621 

368 

1 372 

1 372 

HELD FOR OTHER REASONS. ........ 

9 307 

797 

a 510 

1 219 

B 088 

8 OBB 

DILAPIDATED , . . . 

5 263 

805 

4 458 

1 312 

3 951 

3 951 

SEASONAL * . 

a 263 

762 

7 501 

1 330 

6 933 

6 933 

CONDITION AND PLUMBING 







ALL UNITS . . . 

472 917 

167 904 

305 013 

253 308 

219 609 

133 726 

SOUND . . » 

382 545 

140 817 

241 728 

213 147 

169 398 

99 467 

WITH ALL PLUMBING FACILITIES 

341 885 

133 126 

208 759 

202 998 

138 887 

83 945 

LACKING ONLY HOT WATER . . 

3 254 

466 

2 788 

765 

2 489 

1 677 

LACKING OTHER PLUMBING FACILITIES 

37 406 

7 225 

30 181 

9 384 

28 022 

13 845 

DETERIORATING . . 

73 430 

22 120 

51 318 

32 428 

41 010 

26 788 

WITH ALL PLUMBING FACILITIES 

43 009 

16 272 

26 737 

24 784 

18 225 

12 006 

LACKING ONLY HOT WATER 

2 170 

477 

1 693 

801 

1 369 

1 041 

LACKING OTHER PLUMBING FACILITIES . . . . . 

28 259 

S 371 

22 888 

6 843 

21 416 

13 741 

DILAPIDATED 

16 934 

4 967 ; 

11 967 

7 733 

9 201 

7 471 

OWNER OCCUPIED 

280 867 

99 732 

lai 135 

151 106 

129 681 

75 763 

SOUND 

245 361 

89 888 ' 

155 473 

135 700 

109 661 

64 424 

WITH ALL PLUMBING FACILITIES 

229 538 

88 281 

141 257 

133 724 

95 814 

50 708 

LACKING SOME OR ALL FACILITIES 

15 823 

1 607 

14 216 

1 976 

13 847 

5 716 

DETERIORATING 

30 286 

a 186 

22 098 

12 880 

17 406 

9 744 

WITH ALL PLUMBING FACILITIES. 

20 986 

7 274 

13 712 

11 314 

9 672 

6 052 

LACKING SOME OR ALL FACILITIES 

9 300 

914 

a 386 

1 566 

7 734 

3 692 

DILAPIDATED 

5 220 

1 656 

3 564 

2 606 

2 614 

1 595 

RENTER OCCUPIED . . . 

152 581 

59 599 

92 982 

88 903 

63 678 

31 713 

SOUND 

116 284 

45 161 

71 123 

68 721 

47 563 

22 869 

WITH ALL PLUMBING FACILITIES 

98 714 

40 209 

58 505 

61 922 

36 792 

18 956 

LACKING SOME OR ALL FACILITIES 

17 570 

4 952 

12 618 

6 799 

10 771 

3 913 

DETERIORATING , , . . 

30 420 

11 893 

18 527 

16 458 

13 962 

7 402 

WITH ALL PLUMBING FACILITIES . . 

18 631 

8 104 

10 527 

11 015 

6 016 

4 217 

LACKING SOME OR ALL FACILITIES 

11 789 

3 789 

B 000 

4 643 

7 146 

3 185 

DILAPIDATED , 

5 877 

2 545 

3 332 

3 724 

2 153 

1 442 

VACANT AVAILABLE FOR SALE ........ 

3 112 

i 224 

1 888 

1 556 

1 556 

1 556 

WITH ALL PLUMBING FACILITIES 

2 272 

1 IBl 

i 091 

1 491 

781 

781 

LACKING SOME OR ALL FACILITIES. ....... 

840 

43 

797 

65 

775 

775 

VACANT available FOR RENT 

9 671 

4 301 

5 370 

6 647 

3 024 

3 024 

WITH ALL PLUMBING FACILITIES . . . 

6 029 

2 841 

3 188 

4 595 

1 434 

1 434 

LACKING SOME OR ALL FACILITIES 

3 642 

1 460 

2 182 

2 052 

1 590 

1 590 

ALL HOUSING UNITS 

472 950 

167 937 

305 013 

253 334 

219 616 

133 733 

WATER SUPPLY 







HOT AND COLD PIPED WATER INSIDE STRUCTURE . . 

416 310 

162 396 

253 914 

245 566 

170 744 

102 488 

ONLY COLD PIPED WATER INSIDE STRUCTURE, . . . 

24 115 

3 616 

20 499 

5 956 

18 159 

11 721 

PIPED WATER OUTSIDE STRUCTURE I 

3 087 

190 

2 897 

357 

2 730 

1 823 

NO PIPED WATER 

29 405 

1 702 

27 703 

1 429 

27 976 

17 694 

TOILET FACILITIES 







FLUSH TOILET! EXCLUSIVE USE 

402 197 

154 505 1 

247 612 

236 176 

166 021 

102 001 

FLUSH TOILET! SHARED 

15 297 

9 772 

5 525 

13 149 

2 148 

2 031 

other TOILET FACILITIES OR NONE 

55 423 

3 547 , 

51 876 

3 983 

51 440 

28 894 

BATHING FACILITIES 







BATHTUB OR SHOWER! EXCLUSIVE USE 

400 864 

153 582 

247 282 

233 930 

166 934 

101 402 

BATHTUB OR SHOWER! SHARED 

15 791 

10 001 

5 710 

13 577 

2 214 

2 071 

NO BATHTUB OR SHOWER 

56 262 

4 241 

52 021 

1 5 801 

50 461 

1 30 253 


OCCUPIED 

FARM 


65 883 


85 8B3 
53 916 
62.8 
53 all 
107 
31 965 
31 840 
125 


85 863 
69 931 
54 942 
812 
14 177 
14 222 

6 219 
328 

7 675 
i 730 

53 918 
45 237 
37 106 

8 131 
7 662 

3 620 

4 042 

1 019 

31 965 
24 694 
17 836 
6 868 
6 560 

2 599 

3 961 
711 


65 683 


68 256 
6 438 
901 

10 282 


63 22C 

in 

22 546 


65 532 
14 : 
20 20 E 
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Table 3. — Bathrooms, Rooms, and Bedrooms, por the State, Inside and Outside SMS As, Bathrooms Bedrooms 

Urban and Rural: I960 Rooms 

[Some data based on sample; see text] 


SUBJECT 

THE STATE 

URBAN 1 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA>S 

total 

NONFARM 

OCCUPIED 

FARM 

BATHROOMS 








ALL UNITS 

472 915 

167 902 

305 013 

253 306 

219 609 

133 595 

86 014 


324 616 

122 180 

202 436 

186 336 

138 280 

83 085 

55 195 

1 PLUS PARTIAL 

3a 047 

17 370 

20 677 

25 599 

12 448 

8 430 

4 010 

2 OR MORE . • 

27 509 

12 474 

15 115 

19 655 

7 934 

5 639 

2 295 

SHARED OR NONE 

B2 663 

IS 878 

66 785 

21 716 

60 947 

36 433 

24 514 

owner OCCUPIED 

2B0 856 

99 714 

181 142 

151 141 

129 715 

75 784 

53 931 


197 363 

70 834 

126 529 

107 653 

89 710 

53 918 

35 792 

MORE THAN 

55 099 

25 746 

29 353 

38 809 

16 290 

U 384 

4 906 

SHARED OR NONE. .... 

28 394 

3 134 

25 260 

4 679 

23 715 

10 482 

13 233 

RENTER OCCUPIED ... 

152 592 

59 617 

92 975 

88 948 

63 644 

31 561 

32 083 


111 100 

46 380 

64 720 

70 343 

40 757 

21 354 

19 403 

MORE THAN 1 

8 926 

3 310 

5 616 

5 385 

3 541 

2 142 

1 399 

SHARED OR NONE 

32 566 

9 927 

22 639 

13 220 

19 346 

8 065 

11 281 

ROOMS 








ALL UNITS . > « 

472 917 

167 904 

305 013 

253 308 

219 609 

133 726 

85 883 

1 ROOM 

n 363 

6 203 

5 160 

8 681 

2 682 

2 559 

123 

2 ROOMS . • . 

18 328 

9 094 

9 234 

13 028 

5 300 

4 904 

396 

3 ROOMS . 

43 166 

19 215 

23 951 

30 769 

12 397 

10 847 

1 550 

4 ROOMS .... 

91 189 

34 307 

56 682 

55 856 

35 333 

26 656 

8 677 

5 ROOMS . . • • 

120 968 

47 961 

73 007 

70 591 

50 377 

54 402 

15 975 

6 ROOMS 

87 282 

28 207 

59 075 

41 053 

46 229 

25 465 

20 764 

7 ROOMS • • . 

52 006 

13 353 

38 653 

19 185 

32 821 

15 659 

17 162 

a ROOMS OR MORE 

48 615 

9 564 

39 051 

14 145 

34 470 

13 234 

21 236 

median 

5.1 

4.8 

5.3 

4.6 

5.6 

5,1 

6.3 

OWNER OCCUPIED 

280 867 

99 732 

181 135 

151 186 

129 681 

75 763 

53 918 

I ROOM 

698 

156 

540 

283 

415 

333 

82 

2 ROOMS 

2 799 

732 

2 067 

1 220 

1 579 

1 207 

292 

3 ROOMS 

11 066 

3 725 

7 341 

6 001 

5 065 

4 154 

911 

4 ROOMS 

51 295 

19 174 

32 121 

31 737 

19 558 

14 320 

5 236 

5 ROOMS 

83 251 

34 974 

48 277 

51 617 

31 634 

21 700 

9 934 

6 ROOMS 

61 812 

22 130 

39 682 

32 502 

29 310 

16 305 

13 005 

7 ROOMS ••«... 

36 468 

11 019 

25 449 

15 882 

20 586 

9 811 

10 775 

a ROOMS OR MORE 

33 478 

7 820 

25 6SB 

11 944 

21 534 

7 853 

13 681 

MEDIAN 

5.4 

5.2 

5.5 

5.2 

5.7 

5,3 

6.3 

RENTER OCCUPIED 

152 581 

59 599 

92 902 

88 903 

63 678 

31 713 

31 965 

1 ROOM 

7 503 

4 763 

2 740 

6 545 

958 

917 

41 

2 ROOMS 

11 B64 

7 319 

4 545 

10 183 

1 681 

1 577 

104 

3 ROOMS 

26 137 

14 011 

12 126 

21 822 

4 315 

3 676 

639 

4 ROOMS , 

32 072 

13 729 

18 343 

21 658 

10 414 

6 975 

3 439 

5 ROOMS 

29 522 

11 177 

18 345 

16 471 

13 051 

7 010 

6 041 

6 ROOMS 

20 390 

5 150 

15 240 

7 463 

12 927 

5 168 

7 759 

7 ROOMS 

12 624 

1 976 

10 648 

2 926 

9 698 

3 311 

6 387 

6 ROOMS OR MORE 

12 469 

1 474 

10 995 

1 835 

10 634 

3 079 

7 555 

MEDIAN 

4.5 

3.8 

5.0 

3.8 

5.6 

4,9 

6.2 

VACANT AVAILABLE FOR SALE . 

3 112 

1 224 

1 868 

1 556 

1 556 

1 556 

• . . 

1 TO 3 ROOMS 

258 

44 

214 

94 

164 

164 

... 

4 ROOMS 

531 

145 

386 

258 

273 

273 

... 

5 ROOMS • • . 

1 142 

566 

576 

664 , 

478 

478 

... 

6 ROOMS 

671 

321 

350 

342 

329 

329 

... 

7 ROOMS OR MORE 

510 

148 

362 

198 

312 

312 

... 

MEDIAN 

5.2 

5.2 

5.1 

5.1 

5.2 

5.2 


VACANT AVAILABLE FOR RENT 

9 671 

4 301 

5 370 

6 647 

3 024 

3 024 

... 

1 ROOM 

1 501 

883 

618 

1 272 ' 

229 

229 

... 

2 ROOMS 

1 256 

666 

590 

1 003 

253 

253 

... 

3 ROOMS 

2 354 

997 

1 357 

1 895 1 

459 

459 

... 

4 ROOMS 

1 957 

804 

1 153 

1 271 

686 

686 

... 

5 ROOMS OR MORE 

2 603 

951 

1 652 

i 206 

1 397 

1 397 

. . . 

median 

3.4 

3.1 

3.6 

3.1 

4.3 

4.3 

... 

BEDROOMS 








ALL UNITS 

472 103 

167 249 

304 854 

252 661 

219 442 

133 929 

85 513 

NONE . • . 

17 304 

iO 491 

6 813 

14 130 

3 174 

2 970 

204 


73 284 

30 992 

42 292 

49 982 

23 302 

19 985 

3 317 


172 052 

61 888 

110 164 

97 671 

74 381 

53 145 

21 236 


137 191 

48 303 

68 888 

67 980 

69 211 

37 447 

31 764 

4 OR MORE 

72 272 

15 575 

56 697 

22 898 

49 374 

20 382 

28 992 

OWNER OCCUPIED 

280 755 

99 948 

180 807 

151 543 

129 212 

75 463 

53 749 

0 AND 1 

21 165 

7 013 ! 

14 152 

11 867 

9 298 

7 182 

2 116 


109 737 

41 374 

68 363 

65 456 

44 281 

31 560 

12 721 


99 546 

38 057 

60 689 

55 307 

44 239 

24 347 

19 892 

4 OR MORE .... 

50 307 

12 704 ; 

37 603 

18 913 

31 394 

12 374 

19 020 

RENTER OCCUPIED ... 

152 619 

59 309 

93 310 

68 495 

64 124 

32 360 

31 764 

NONE 

12 666 

B 631 

4 035 

11 538 

1 128 

1 027 

101 


41 724 

21 799 

19 925 

33 590 

8 134 

6 830 

1 304 


49 814 

18 583 

31 231 

29 178 

20 636 

12 121 

8 515 

3 OR MORE .... 

40 415 

10 296 

38 119 

14 169 

34 226 

12 382 

21 844 
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State and Small Areas 


Table 4. — Structural Characteristics and Heating Equipment, for the State, Inside and 
Outside SMSA’s, Urban and Rural: 1960 
[Based on sample; see text] 


Units in Structure Basement 

Trailer Heating Equipment 

Year Structure Built 



THE STATE 

URBAN f 

RURAL 


SUBJECT 





TOTAL 




TOTAL 


INSIDE 

OUTSIDE 


total 

NONFARM 

OCCUPIED 




SMSA'S 

SMSA>S 




FARM 

UNITS IN STRUCTURE 









ALL UNITS • • • 

472 

915 

167 902 

305 013 

253 306 

219 609 

133 595 

86 014 

1« DETACHED 

381 

677 

115 410 

266 267 

177 451 

204 226 

119 689 

84 537 

It ATTACHED • . 

14 

353 

6 193 

8 160 

10 126 

4 227 

3 665 

562 


23 

330 

12 714 

10 616 

20 574 

2 756 

2 572 

184 

3 AND 4 

16 

641 

8 735 

7 906 

14 716 

1 925 

i 849 

76 

5 OR MORE 

29 

799 

22 197 

7 602 

27 174 

2 625 

2 470 

147 

TRAILER* 

ON PERMANENT FOUNDATION • . 


987 

91 

896 

229 

758 

554 

204 

MOBILE. 

6 

128 

2 562 

3 566 

3 036 

3 092 

2 788 

304 

OWNER OCCUPIED 

280 

856 

99 714 

181 142 

151 141 

129 715 

75 784 

53 931 

It DETACHED 

259 

461 

90 507 

168 954 

136 339 

123 122 

70 203 

52 919 

it attached . . . 

3 

955 

1 367 

2 588 

2 354 

1 601 

1 246 

355 


7 

131 

3 558 

3 573 

6 160 

971 

857 

114 

3 AND 4 

2 

307 

1 115 

1 192 

1 997 

310 

284 

26 

5 OR MORE 

1 

539 

769 

770 

1 283 

256 

162 

94 

TRAILER 

6 

465 

2 398 

4 065 

3 008 

3 455 

3 032 

423 

RENTER OCCUPIED 

152 

592 

59 617 

92 975 

88 948 

63 644 

31 561 

32 083 

It DETACHED ........ 

92 

312 

20 703 

71 609 

35 283 

57 029 

25 411 

31 61B 

It ATTACHED 

9 

091 

4 431 

4 660 

6 971 

2 120 

1 913 

207 


14 

185 

a 234 

5 951 

12 824 

1 361 

1 291 

70 

3 AND 4 

12 

163 

6 904 

5 259 

10 982 

1 181 

1 131 

50 

5 TO 9 

11 

357 

a 566 

2 791 

10 237 

1 120 

1 077 

43 

10 TO 19. 

5 

806 

4 514 

1 292 

5 562 

244 

234 

10 

20 TO 49 

4 

137 

3 494 

643 

3 954 

183 

183 

• • . 

50 OR MORE 

2 

889 

2 516 

373 

2 870 

11 

11 

*85 

TRAILER 


652 

255 

397 

257 

395 

310 

VACANT available FOR RENT 

9 

632 

4 325 

5 307 

6 652 

2 980 

2 980 

• • ■ 


4 

076 

1 180 

2 896 

1 896 

2 180 

2 IBO 

• I * 

2 TO 4 

2 

692 

1 290 

1 402 

2 358 

334 

334 

• t ■ 

5 TO 9 

1 

203 

784 

419 

999 

204 

204 

. * • 

10 OR MORE 

1 

661 

1 071 

590 

1 399 i 

262 

262 

. . * 

YEAR STRUCTURE BUILT 









ALL UNITS 

472 

917 

167 904 

305 013 

253 308 

219 609 

133 726 

85 863 

1959 TO MARCH 1960 . . . . 

13 

273 

7 963 

5 310 

a 594 

4 679 

3 935 

744 

1955 TO 

33 

676 

19 134 

14 542 

24 594 

9 0B2 

7 455 

1 627 

1950 TO 1954 

41 

111 

19 824 

21 287 

29 633 

11 478 

8 745 

2 733 

1940 TO 

38 

637 

15 523 

23 114 

26 389 

12 248 

8 738 

3 510 

1930 TO 1939 

33 

976 

13 895 

20 081 

21 787 

12 189 

7 364 

4 825 

1929 OR EARLIER . . 

312 

244 

91 565 

220 679 

142 311 

169 933 

97 489 

72 444 

OWNER OCCUPIED 

280 

867 

99 732 

181 135 ' 

151 186 

129 681 

75 763 

53 918 

1955 TO MARCH 1960 , . 

36 

758 

21 040 

IS 718 

25 913 

10 845 

8 932 

1 913 

1950 TO 1954. ......... 

29 

954 

14 244 

15 710 

22 014 

7 940 

5 865 

2 075 

1940 TO 1949 

23 

733 

10 171 

13 562 

16 439 

7 294 

4 035 

2 459 

1939 OR earlier 

190 

422 

54 277 

136 145 

66 820 

103 602 

56 131 

47 471 

ALL HOUSING UNITS 

472 

950 

167 937 

305 013 

253 334 

219 616 

133 733 

85 883 

basement 









basement 

346 

389 

147 165 

199 224 

212 596 

133 793 

78 111 

55 682 

CONCRETE SLAB 

37 

978 

8 494 

29 484 

16 994 

20 984 

13 049 

7 935 

OTHER 

88 

548 

12 243 

76 305 

23 716 

64 832 

42 435 

22 397 

HEATING equipment 









STEAM OR HOT WATER 

38 

283 

23 432 

14 851 

31 386 

6 897 

5 710 

1 187 

WARM AIR FURNACE. ... 

250 

198 

126 347 

123 851 

176 905 

73 293 

46 412 

26 881 

FLOORf WALLt OR PIPELESS FURNACE 

34 

255 

4 556 

29 699 

13 681 

20 574 

12 502 

8 072 

BUILT-IN ELECTRIC UNITS 

1 

081 

220 

861 

280 

801 

374 

427 

OTHER MEANS WITH FLUE 

138 

595 

12 223 

126 372 

29 363 

109 232 

60 781 

48 451 

OTHER means WITHOUT FLUE 

3 

877 

660 

3 217 

1 134 

2 743 

1 940 

803 

NONE 

6 

628 

466 

6 162 

559 

6 069 

6 007 

62 


Nebraska 
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Table 5. — Occupancy Characteristics, for the State, Inside and Outside SMSA’s, 
Urban and Rural: I960 
[Based on sample; see text] 


Population Persons per Room 

Persons Year Moved into Unit 


SUBJECT 

THE STATE 

URBAN? 

TOTAL 

RURAL 

total 

INSIDE 

SMSA'S 

OUTSIDE 

SMSAtS 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

POPULATION 








POPULATION IN HOUSING UNITS? I960 . 

1 391 056 

511 006 

880 048 

747 508 

643 548 

326 462 

317 086 

PER OCCUPIED UNIT . . 

3.2 

3.2 

3.2 

3.1 

3.3 

3.0 

3,7 

OWNER 

3.2 

3.4 

3.1 

3.3 

3.1 

2.9 

3.4 

RENTER 


2.9 

3.5 

2.8 

3.8 

3.4 

4.1 

POPULATION IN DWELLING UNITSi 1950 


360 523 

090 490 

591 707 


296 122 

391 184 

PER OCCUPIED UNIT 


3.2 

3.3 

3.1 



3.0 

3.6 

ALL OCCUPIED UNITS . . . 



■m 





PERSONS 








OWNER OCCUPIED 

280 B67 

99 732 

IBl 135 

151 186 

129 681 

75 *763 

53 918 

1 PERSON 

33 211 

8 334 

24 877 

16 253 

16 958 

13 804 

3 154 

2 PERSONS « • . 

95 805 

30 013 

65 792 

40 550 

47 255 

28 439 

18 816 

3 PERSONS < * • 

48 950 

18 860 

30 090 

26 836 

22 114 

11 413 

10 701 

4 PERSONS 

43 619 

16 473 

25 146 

25 658 

17 761 

9 460 

0 301 

5 PERSONS 

29 780 

12 361 

17 419 

17 457 

12 323 

6 412 

5 911 

6 PERSONS 

16 510 

6 627 

9 883 

9 331 

7 179 

3 524 

3 655 

7 PERSONS 

6 903 

2 654 

4 249 

3 778 

3 125 

1 399 

1 726 

8 PERSONS OR MORE 

6 089 

2 410 

3 679 

3 123 

2 966 

1 312 

1 654 

MEDIAN 

2.7 

3.1 

2.5 

2.9 

2.5 

2,3 

3.0 

RENTER OCCUPIED ...» 

152 581 

59 599 

92 982 

88 903 

63 678 

31 713 

31 965 

1 PERSON 

28 306 

14 616 

13 690 

22 185 

6 121 

5 199 

922 

2 PERSONS . 

36 441 

16 297 

20 144 

24 017 

12 424 

7 127 

5 297 

3 PERSONS 

26 413 

10 230 

16 183 

15 591 

10 822 

5 258 

5 564 

4 PERSONS . 

25 656 

8 413 

17 243 

12 525 

13 131 

5 349 

7 782 

5 PERSONS 

17 873 

4 981 

12 892 

7 526 

10 347 

4 291 

6 056 

6 PERSONS 

9 983 

2 901 

7 082 

3 934 

6 049 

2 411 

3 638 

7 PERSONS 

4 307 

1 219 

3 086 

1 695 

2 612 

1 081 

1 531 

a PERSONS OR MORE ..... 

3 602 

942 

2 660 

1 430 

2 172 

997 

1 175 

MEDIAN 

2.9 

2.4 

3.3 

2.4 

3.7 

3.2 

4.0 

PERSONS PER ROOM 








OWNER OCCUPIED 

280 867 

99 732 

lai 135 

151 186 

129 681 

75 763 

53 918 

0.50 OR LESS 

151 546 

44 976 

106 570 

73 751 

77 795 

46 305 

31 490 

0.51 TO 0.75 

56 972 

23 083 

33 889 

33 151 

23 821 

12 774 

11 047 

0.76 TO 1.00 

51 145 

22 817 

28 328 

31 855 

19 290 

11 335 

7 955 

1.01 TO 1.50* . • 

17 404 

7 550 

9 854 

10 490 

6 914 

4 103 

2 811 

1.51 OR MORE 

3 800 

1 306 

2 494 

1 939 

1 B61 

1 246 

615 

renter^occupied 

152 581 

59 599 

92 982 

88 903 

63 678 

31 713 

31 965 

0.50 OR LESS. . . 

54 245 

19 619 

34 626 

30 213 

24 032 

12 391 

11 641 

0.51 To 0.75. ....... 

36 900 

13 960 

22 940 

20 824 

16 076 

7 155 

8 921 

0.76 TO 

42 704 

16 521 

24 163 

27 044 

15 660 

7 815 

7 845 

1.01 TO 1.50. ... 

14 093 

5 528 

8 565 

7 982 

6 111 

3 207 

2 904 

1.51 OR MORE . • . 

4 639 

1 971 

2 668 

2 840 

1 799 

1 145 

654 

Year moved into unit 








OWNER OCCUPIED 

2B0 667 

99 732 

181 135 

151 186 

129 681 

75 763 

S3 918 

1959 TO MARCH 1960. . 

31 209 

14 133 

17 076 

19 506 

11 703 

9 397 

2 306 

1958 

19 005 

8 969 

10 036 

12 421 

6 584 

5 159 

1 425 

1957 

16 404 

7 400 

9 004 

10 687 

5 717 

4 422 

1 295 

1954 TO 1956. 

42 855 

16 644 

24 211 

27 305 

15 550 

11 184 

4 366 

1950 TO 1953 

1 41 333 

14 831 

26 502 

23 628 

17 705 

11 266 

6 439 

1940 TO 

' 69 516 

19 236 

50 280 

32 742 

36 774 

20 760 

16 014 

1939 OR EARLIER .......... 

60 545 

16 519 

44 026 

24 897 

35 648 

13 575 

22 073 

RENTER OCCUPIED . 

152 581 

59 599 

92 962 

88 903 

63 678 

31 713 

31 965 

1959 TO MARCH 1960. ... 

59 242 

28 056 

31 106 

41 944 

17 298 

12 183 

5 115 

1958 

20 145 

9 001 

11 144 

13 151 

6 994 

4 585 

2 409 

1957 

13 626 

5 115 

B 511 

8 197 

5 429 

3 130 

2 299 

1954 TO 1956 

20 816 

7 075 

13 741 

11 061 

9 755 

4 707 

5 048 

1950 TO 1953 

13 970 

4 560 

9 410 

6 675 

7 295 

2 736 

4 559 

1940 To 1949 

15 656 

3 896 

11 760 

5 519 

10 137 

2 990 

7 147 

1939 OR EARLIER . . . 

9 126 

1 896 

7 230 

2 356 

6 770 

1 382 

5 388 
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State and Small Areas 


Table 6. — ^Type op Fuel and Selected Equipment, for the State, Inside and Outside SMSA's, 

Urban and Ruilal: 1960 
[Based on sample; see text] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 


subject 

THE STATE 

URBAN. 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSAtS 

OUTSIDE 

SMSArS 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

ALL OCCUPIED UNITS 

433 448 

159 331 

274 117 

240 069 

193 359 

107 476 

85 883 

HEATING FUEL 








UTILITY GAS 

260 056 

121 077 

138 979 

199 681 

60 375 

54 403 

5 972 

FUEL OiLf KEROSENEi ETC 

98 437 

28 730 

69 707 

29 407 

69 030 

31 541 

37 489 

COAL OR COKE 

23 975 

4 526 

19 449 

5 647 

18 328 

7 155 

11 173 

WOOD 

8 142 

260 

7 882 

487 

7 655 

2 282 

5 373 

ELECTRICITY 

1 174 

176 

990 

316 

858 

393 

465 

BOTTLED! TANKi OR LP GAS • . 

39 726 

3 774 

35 952 

3 516 

36 210 

11 622 

24 580 

OTHER FUEL 

1 647 

673 

974 

902 

745 

350 

395 

NONE 

217 

41 

176 

82 

135 

77 

58 

WATER HEATING FUEL 








UTILITY GAS * . . . 

254 000 

130 261 

123 739 

204 084 

49 916 

45 584 

4 332 

ELECTRICITY 

93 791 

16 959 

76 832 

21 292 

72 499 

31 913 

40 586 

COAL OR COKE* . 

1 615 

861 

754 

999 

616 

447 

169 

WOOD. 

486 

78 

408 

114 

372 

146 

226 

BOTTLED? TANK? OR LP GAS. ... 

38 231 

5 234 

32 997 

5 706 

32 525 

12 295 

20 230 

FUEL OIL. KEROSENEi ETC 

6 887 

1 141 

5 746 

1 243 

5 644 

2 869 

2 775 

OTHER fuel . 

526 

147 

379 

261 

265 

239 

26 

NONE 

37 838 

4 576 

33 262 

6 339 

31 499 

14 330 

17 169 

COOKING FUEL 








UTILITY GAS • . . 

196 109 

102 51B 

93 591 

153 035 

43 074 

37 968 

5 106 

ELECTRICITY 

154 820 

44 260 

110 560 

73 714 

81 106 

39 830 

41 276 

BOTTLED. TANK. OR LP GaS 

66 928 

10 034 

56 894 

9 689 

57 239 

24 297 

32 942 

FUEL OIL. KEROSENE. ETC 

2 666 

406 

2 260 

712 

1 974 

1 191 

783 

COAL OR COKE 

3 176 

406 

2 770 

477 

2 699 

1 493 

1 206 

WOOD 

6 495 

447 

6 048 

627 

5 868 

2 232 

3 636 

OTHER FUEL. .... 

1 091 

130 

961 

122 

969 

503 

466 

NONE 

2 069 

1 056 

1 013 

1 662 

407 

309 

98 

CLOTHES WASHING MACHINE 








WRINGER OR SPINNER 

210 620 

54 219 

156 401 

87 778 

122 842 

61 416 

61 426 

AUTOMATIC OR SEMI-AUTOMATIC 

144 544 

63 384 

81 160 

95 318 

49 226 

30 366 

18 860 

WASHER-DRYER COMBINATION 

7 831 

2 872 

4 959 

4 184 

3 647 

2 165 

1 482 

NONE 

70 379 

38 782 

31 597 

52 758 

17 621 

13 876 

3 745 

CLOTHES DRYER 








GAS HEATED 

28 604 

16 406 

12 198 

20 478 

6 126 

5 130 

2 996 

ELECTRICALLY HEATED . 

75 504 

27 586 

47 918 

41 004 

34 500 

16 789 

17 711 

NONE . 

329 266 

115 265 

214 001 

178 556 

150 710 

85 904 

64 806 

HOME FOOD FREEZER 








1 OR MORE 

132 241 

26 730 

105 511 

44 842 

87 399 

32 371 

55 02B 

NONE 

301 133 

132 527 

168 606 

195 196 

105 937 

75 452 

30 485 

TELEPHONE AVAILABLE 








YES 

366 855 

144 234 

222 621 

214 153 

152 702 

83 935 

68 767 


66 593 

15 097 

51 496 

25 936 

40 657 

23 541 

17 U6 

AUTOMOBILES AVAILABLE 









259 556 

95 638 

163 918 

140 348 

119 208 

64 123 

55 085 


93 170 

30 387 

62 783 

48 663 

44 507 

22 170 

22 337 

3 OR MORE 

14 421 

4 011 

10 410 

6 066 

e 355 

3 489 

4 866 

NONE * 

66 278 

29 272 

37 006 

45 012 

21 266 

18 041 

3 225 

AIR CONDITIONING 








ROOM UNITt 










65 789 

36 353 

29 436 

50 495 

15 294 

11 220 

4 074 

2 OR MORE 

14 901 

a 191 

6 710 

10 724 

4 177 

2 807 

1 370 

CENTRAL SYSTEM 

18 888 

10 161 

8 727 

14 431 

4 457 

3 307 

1 150 

NONE 

333 796 

104 552 

229 244 

164 388 

169 408 

90 489 

78 919 

TELEVISION SETS 



1 

! 






358 161 

130 622 

227 539 1 

197 327 

160 834 

' 86 825 

74 009 

2 OR MORE 

20 947 

14 463 

6 404 

17 241 

3 706 

2 841 

865 

NONE 

54 266 

14 172 

40 094 

1 

25 470 

28 796 

j 18 157 

10 639 

RADIO SETS 









288 485 

94 776 

193 709 1 

148 799 

139 686 

76 770 

62 916 

2 OR MORE . • . 

117 399 

51 567 

65 832 

73 411 

43 988 

23 927 

20 061 

NONE. . . . • 

27 490 

12 914 

14 576 1 

17 828 

9 662 

7 126 

2 536 


Table 7. — Financial Characteristics and Duration of Vacancy, for the State, Inside and 
Outside SMS As, Urban and Rural Nonfarm: 1960 
[Some data based on sample; see text. Plus (+) or minus ( — ) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


SUBJECT 

THE STATE 

URBAN* 

TOTAL 

RURAL 

NONFARM* 

total 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSAtS 

I 

VALUE 






owner occupied 

206 200 

88 847 

117 353 

138 203 

67 997 

LESS THAN $5f000 • • •! 

41 503 

6 351 

35 152 

12 805 

28 698 

$5i000 TO S7t400* • * * 

36 226 

11 201 

25 025 

20 387 

15 839 

$7f500 TO $9 (900 . ' 

33 409 

14 143 

19 266 

24 390 

9 019 

SLOiOOO TO $12i400 

33 046 

16 664 

16 382 

26 921 

6 125 

SL2t500 TO $14t900 

21 962 

13 130 

B 832 

19 147 

2 815 

$15(000 TO $17(400 

15 400 

9 601 

5 799 

13 199 

2 201 

$17(500 TO $19(900 1 

8 782 

6 298 

2 404 

7 658 

1 124 

$20(000 TO $24(900. 

e 267 

5 889 

2 378 

7 111 

1 156 

$25(000 TO $34(900 

4 917 

3 563 

1 354 

4 287 

630 

$35(000 OR MORE 

2 688 

2 007 

681 

2 298 

390 

MEDIAN dollars , 

9 400 

11 900 

7 400 

11 100 

5 800 

VACANT AVAILABLE FOR SALE 

2 607 

1 216 

1 391 

1 535 

1 072 

less than $5(000 

011 

69 

742 

164 

647 

$5(000 TO $9(900 

492 

177 

315 

301 

191 

$10(000 TO $14(900 

451 

272 

179 

390 

61 

$15(000 TO $19(900. 

560 

443 

117 

444 

116 

$20(000 TO $24(900 

118 

96 

22 

102 

16 

$25(000 OR MORE 

175 

159 

16 

134 

41 

MEDIAN PRICE ASKED DOLLARS , 

10 000 

16 OOO 

5 000- 

13 900 

5 000- 

GROSS RENT 






RENTER OCCUPIED 

120 616 

56 284 

62 332 

88 903 

31 713 

LESS THAN $20 

1 266 

304 

962 

538 

728 

$20 TO 

5 127 

1 954 

3 173 

3 376 

1 751 

$30 TO $39 

8 804 

3 224 

5 580 

5 618 

3 186 

$40 TO 

12 295 

4 468 

7 827 

8 520 

3 775 

$50 TO 

15 568 

6 054 

9 514 

11 273 

4 295 

$60 TO $69 • 

16 585 

7 710 

6 875 

12 655 

3 930 

$70 TO 

14 031 

7 218 

6 813 

11 110 

2 921 

SBO TO 

18 907 

11 386 

7 521 

15 986 

2 919 

$100 TO $119. ....... 

9 753 

7 184 

2 569 

8 772 

981 

$120 TO 

5 090 

4 237 

853 

4 645 

445 

$150 TO $199. 

1 887 

i 644 

243 

1 718 

169 

$200 OR MORE. ! 

502 

313 

109 

374 

128 

NO CASH RENT 

10 801 

2 568 

8 213 

4 316 

6 485 

median DOLLARS .| 

67 

76 

60 

70 

57 

CONTRACT RENT 






RENTER OCCUPIED * • • I 

120 616 

58 284 

62 332 

88 903 

31 713 

LESS THAN $20 ! 

4 540 

525 

4 015 

986 

3 554 

$20 TO 

9 489 

2 469 

7 020 

4 796 

4 693 

$30 TO 

14 224 

4 450 

9 774 

B 445 

5 779 

$40 TO $59 1 

34 110 

13 657 

20 453 

26 541 

7 569 

$60 TO 1 

27 960 

17 965 

9 975 

25 702 

2 256 

$80 TO $99 

11 291 

9 324 

1 967 

10 699 

592 

$100 TO $149. . , 

7 088 

6 415 

673 

6 499 

589 

$150 OR more 

1 113 

671 

242 

919 

194 

NO CASH RENT 

10 801 

2 588 

B 213 

4 316 

6 485 


56 

67 

46 

61 

38 

VACANT AVAILABLE FOR RENT 

6 823 

4 213 

4 610 

6 627 

2 196 

LESS THAN $30 . 

1 696 

361 

1 335 

795 

901 

$30 TO $39 

1 665 

614 

1 051 

1 218 

447 

$40 TO $59 

2 491 

1 013 

1 478 

1 999 

492 

$60 TO $79. . • 

1 509 

1 045 

464 

1 317 

192 

$80 TO 

661 

535 

126 

574 

87 

$100 TO 

392 

376 

16 

366 

26 

$120 OR MORE 

409 

269 

140 

358 

51 

MEDIAN RENT ASKED (DOLLARS)* 






VACANT AVAILABLE FOR RENT 

40 

62 

39 

53 

34 

WITH ALL UTILITIES IN RENT 

48 

53 

43 

46 

45 

WITH SOME OR NO UTILITIES IN RENT .... 

48 

69 

37 

56 

31 

DURATION OF VACANCY 






VACANT AVAILABLE FOR SALE 

3 041 

1 243 

1 798 

1 566 

1 475 

LESS THAN 4 MONTHS 

1 483 

912 

571 

1 101 

382 

4 UP TO 6 MONTHS 

335 

128 

207 

150 

177 

6 MONTHS OR MORE 

1 223 

203 

1 020 

307 

916 

VACANT AVAILABLE FOR RENT 

9 575 

4 363 

5 212 

6 714 

2 861 

LESS THAN 1 MONTH 

3 014 

2 012 

1 002 

2 520 

494 

1 UP TO 4 MONTHS 

2 744 

1 693 

1 051 

2 271 

473 

4 UP TO 6 MONTHS • . , 

643 

160 

483 

371 

272 

6 MONTHS OR MORE 

3 174 

498 

2 676 

1 552 

1 622 
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State and Small Areas 


Table 8 . — Selected Characteristics of Housing Units With Nonwhite Household Heads, for the State, SMSA’s, 

AND Places of 10,000 Inhabitants or More: I960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. "U” denotes an unincorporated place. Median not shown where base 
is less than 200; minus ( — ) after number indicates median below that number. Percent not shown where less than 0.1] 


AREA 

TOTAL 

OCCUPIED 

UNITS 

MEDIAN 

NUMBER 

OF 

ROOMS 

MEDIAN 

NUMBER 

OF 

PERSONS 



PERCENT 1 

5F ALL OCCUPIED— 



OWNER 

MEDIAN 

VALUE 

(DOL- 

LARS) 

RENTER 

MEDIAN 

GROSS 

RENT 

(DOL- 

LARS) 

IN ONE- 
HOUSINQ 
UNIT 
STRUC- 
TURES 

IN STRUC- 
TURES 
BUILT 
1950-1960 

SOUND * 
WITH ALL 
PLUMBING 
FACIL- 
ITIES 

WITH 1.01 
OR MORE 
PERSONS 
PER 
ROOM 

MOVED IN 
DURING 
1958- 
1960 

OWNER 

OCCU- 

PIED 

RENTER 

OCCU- 

PIED 

THE STATE 

9 128 

4.6 

3.3 

69.7 

8.2 

57.9 

24.6 

39.0 

46.2 

53.8 

6 200 

61 

URBAN 

8 326 

4.9 

3.2 

67.5 

7.7 

60.1 

22.3 

36.8 

47.0 

53.0 

6 300 

63 

RURAL 

802 

3.9 

4*2 

92.6 

13.7 

34.7 

47.6 

40.8 

38,5 

61.5 


35 

NONFARM 

570 

3.4 

4.3 

94.4 

17.9 

29.3 

56.1 

51,2 

35.4 

64.6 

ft* 

35 

FARM 

232 

... 

... 


... 

... 

• • • 

... 


... 

... 


INSIDE SMSA’S 

7 849 

4.9 

3.2 

66.5 

7.8 

6U7 

21.3 

38. 9 

47.0 

53.0 

6 300 

64 

IN CENTRAL CITIES 

7 725 

4.9 

3.2 

66.5 

7.2 

61.7 

21.4 

38.5 

47.1 

52.9 

6 300 

64 

NOT IN central cities .... 

124 

. . . 


* * * 


... 







OUTSIDE SMSA'Sa « • 

1 279 

4.0 


89.0 

lill 

34.3 

44.3 

39.4 

4116 

5814 

5 000- 

*41 

STANDARD metropolitan 













STATISTICAL AREAS 













LINCOLN 

683 

4.6 

3.4 

66.8 

6.1 

35.1 

20.1 

54.5 

37.0 

63.0 

5 800 

67 

OMAHA 

7 326 

4.9 

3.2 

66.8 

7.7 

63.4 

21.5 

37.2 

48.3 

51,7 

6 300 

64 

PLACES 













LINCOLN 

618 

4.9 

3.3 

67.3 

3.7 

33.7 

21.5 

51.6 

38.3 

61,7 

5 900 

66 

OMAHA 

7 107 

4.9 

3.2 

66.4 

7.5 

64.2 

21.4 

37.4 

47.9 

52.1 

! 6 400 

63 


(Tables 9 to 11 of the standard State series are omitted) 


Nebraska 
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Table 12. Tenure, Vacancy Status, and Condition and Plumbing Facilities, pcm SMS A s, Constituent 

Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, Water Supply 

Vacancy Status Toilet Fac. 

Condition and Plumb. Bathing Fac. 


SUBJECT 


STANDARD METROPOLITAN STATISTICAL AREAS 


LINCOLN 


THE 

AREA 

LAN- 

CASTER 

COUNTY 


ALL HOUSING UNITS 

TENURE » COLOR T AND VACANCY 
STATUS 


OCCUPIED • 

O'NNER OCCUPIED 

PERCENT OF ALL OCCUPIEDt 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE. . . 

NONWHITE 


VACANT * 

YEAR ROUND . . 

SOUND OR DETERIORATING • 

AVAILABLE 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE .... 

FOR RENT . « 

RENTAL VACANCY RATE 

RENTED OR SOLDi AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

held FOR OTHER REASONS 

DILAPIDATED. ...... 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 
LACKING ONLY HOT WATER ...... 

lacking other PLUMBING FACILITIES. 

DETERIORATING * • • 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, 
DILAPIDATED 


OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
lacking some or ALL FACILITIES 
DILAPIDATED. . . 


renter occupied 

SOUND. • 

WITH ALL plumbing FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING • • 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


VACANT AVAILABLE FOR SALE. 
WITH ALL PLUMBING FACILITIES . 
lacking SOME OR ALL FACILITIES 

VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 
lacking SOME OR ALL FACILITIES 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOILETi EXCLUSIVE USE. . . 

FLUSH TOILETi SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER i EXCLUSIVE USE 
bathtub or SHOWER 1 SHARED. . . • 

NO bathtub or shower ...... 


50 5ZZ 


LINCOLN 


n3 311 


47 582 
29 028 
61.0 
2B 775 
253 
16 554 
16 U4 
430 

2 940 
2 665 
2 374 
1 889 
334 
U1 
1 555 
7.7 
119 
66 
300 
291 
275 


50 499 
40 401 
38 215 
179 I 
2 007 
8 475 
6 607 
128 

I 740 

1 623 

29 028 
23 6B6 
25 045 
641 

2 902 

2 646 
256 
440 

10 554 
12 834 

II 619 
1 215 
4 819 

3 551 
1 266 

901 

334 

316 

18 

1 555 
1 211 
344 


URBAN 

BAL- 

ANCE 


2 370 


RURAL 


THE 

AREA 


50 522 


48 595 
1 059 
69 
776 


41 lOB 
25 091 
61.0 
24 854 
237 
16 017 
15 636 
381 

2 203 
2 008 
1 600 
1 500 
310 
U2 
1 190 
6,9 
103 
23 
174 
208 
195 


43 307 
34 681 
33 337 
lOi 

1 
7 
5 


243 

191 

817 

88 

266 

435 


25 091 
22 253 
22 030 
223 
2 434 

2 357 

77 

404 

16 017 
11 052 
10 120 
932 
4 147 

3 076 
1 071 

818 

310 
305 

5 

I 190 
879 

311 


42 576 
669 


2 046' 
875 
42.7 
863 
12 
1 173 
1 12S 
45 

322 

3141 

305* 

302 

1 

0.1 

301 

20,4 

1 

1 

1 


2 358 
2 039 
2 014 

25 

262 

247 

4 

11 

57 

875 

857 

853 

4 

18 

10 


1 173 
880 
872 
8 

240 

233 


143 662 


301 

299 

2 


2 370 


2 323 
14 


4 426 
3 062 

69.2 
3 058 
4 

1 364 
1 360 
4 

415 

343 

269 

87 

23 

0,7 

64 

4.5 

15 

42 

125 

74 

72 


4 834 
3 681 

2 864 

7B 
739 
1 022 
543 
36 
443 
131 

3 062 
2 576 
2 162 

414 I 
450 I 
279 
171 
36 

1 364 
902 
627 
275 
432 
242 
190 

30 

23 

10 

13 

64 

33 

31 


136 645 
88 643 
64.9 
85 104 
3 539 
48 002 
44 215 

3 787 

7 017 
6 399 
5 664 

4 197 
I 060 

1.2 
3 137 
6.1 
578 
101 
788 
735 
618 


143 652 
121 308 
114 141 
500 

6 667 
17 050 
12 419 

584 
4 855 
4 486 

88 643 
79 398 
77 833 
1 565 

7 489 
6 213 
1 276 

1 756 

4B 002 
37 327 
32 727 

4 600 

8 670 

5 576 
3 094 

2 005 

1 060 
1 010 
50 

3 137 
1 890 
1 247 


NEBRASKA PORTION 


total 


117 415 


111 749 
70 704 

63.3 
67 268 
3 436 
41 045 
37 315 
3 730 


COUNTIES 


DOUGLAS 


8 166 


4 841 


696 

376 

69 

693 


143 662 


666 

179 

665 

636 

890 

1.2 

746 

6.3 

479 

53 

497 

514 

487 


117 405 
100 416 
94 911 
287 
5 218 
13 645 
9 665 
349 
3 631 

3 344 

70 704 
64 202 
63 236 
966 
5 286 

4 628 
65B 

1 216 

41 045 
32 327 
28 590 

3 737 
7 074 

4 553 

2 521 

1 644 

890 
865 
25 

2 746 
1 630 
I 116 


103 969 
65 136 
62.6 
61 719 
3 417 
38 833 
35 123 

3 710 

5 280 

4 B26 
4 330 
3 420 

810 
1.2 
2 610 
6.3 
394 
41 
475 
496 
454 


109 239 
93 170 
87 979 
255 
4 936 
12 040 
9 125 
318 
3 397 

3 229 

65 136 
59 085 
58 272 1 
813' 

4 093 
4 369 

524 

1 158 

38 833 
30 498 
26 856 

3 642 
6 737 

4 290 

2 447 

1 598 

010 

791 

19 

2 610 
I 535 
1 075 


97 276 


7 780 
5 568 
71.6 
5 549 

19 

2 212 
2 192 

20 

386 

353 

335 

216 

80 

1.4 

136 

5.8 

85 

12 

22 

18 

33 


B 166 
7 246 
6 932 
32 
282 
805 
540 
31 
234 
115 


URBAN 

BAL- 

ANCE 


RURAL 


137 582 
3 989 
234 
1 847 


438 

40 534 

2 315 

3 509 

131 474 

645 

2 600 

8 

37 

8 136 

416 

173 

35 

1 208 

4 042 

326 

40 339 

i 2 319 

3 668 

130 257 

730 

2 689 

• 8 

33 

8 381 

443 1 

279 

. 31 

1 133 

5 014 


113 801 
2 557 
121 
926 


108 147 
7 127 
2 131 


107 256 
7 351 
2 798 


109 249 


568 

117 

964 

153 

393 

259 

134 

58 


2 212 
1 829 
1 734 
95 
337 
263 
74 
46 

80 

74 

6 

136 

95 

41 


93 066 
56 235 

60,4 
52 834 
3 401 
36 831 
33 125 

3 706 

4 210 
4 073 
3 643 
3 012 

530 
0.9 
2 482 
6,3 
223 
26 
302 
430 
137 


97 276 
02 701 
78 014 
202 
4 465 I 
11 767 
8 527 
265 
2 975 

2 aOB 

56 235 
50 850 
50 265 
505 
4 433 
4 071 
302 
932 

36 831 
29 070 
25 532 

3 538 
6 307 

4 028 
2 279 

1 454 

530 

514 

16 

2 482 
1 443 
1 039 


8 166 


106 158 
2 277 
79 
725 


100 533 
7 074 
I 632 


99 650 
7 298 
2 291 


9 913 

10 226 

9 464 

9 219 

7 976 

6 493 

84.3 

70.4 

7 949 

6 485 

27 

B 

1 488 

2 726 

1 476 

2 714 

12 

12 

449 

1 007 

439 

667 

413 

609 

278 

346 

197 

163 

2,4 

2.4 

81 

163 

5.2 

6,3 

100 

156 

7 

20 

28 

87 

26 

58 

10 

340 

9 903 

10 226 

9 193 

8 522 

9 022 

7 875 

48 

37 

123 

610 

455 

1 423 

317 

821 

24 

60 

114 

542 

255 

261 

7 976 

6 493 

7 610 

5 742 

7 502 

5 469 

108 

273 

220 

613 

156 

401 

6M 

212 

146 

, 138 

1 486 

[ 2 726 

1 IS"? 

r 2 070 

1 146 

» 1 912 

41 

158 

ZOi 

) 561 

15i 

^ 371 

51 

> 190 

91 

5 95 

19‘ 

1 163 

19< 

b 155 

1 8 

6 

1 183 

6 

6 121 

1 

5] 62 


97 276 


7 643 
280 
42 
201 


7 614 
53 
499 


606 

53 

507 


95 191 
1 827 
40 
218 


89 501 
7 002 
693 


88 750 
7 218 
1 308 


9 522 
237 
24 
120 


9 568 
29 
306 


9 538 
29 
336 


9 088 
493 
57 
588 


8 998 
96 
1 132 


8 968 
104 
1 154 
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State and Small Areas 


Table 12. — ^Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA's, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: I960 — Con. 

[Some data based on sample; see text. "U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Dathin/^ Fac. 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS—CON. 

URBANIZED AREAS 

OMAHA— CON . 

LINCOLN 

OMAHA 

IOWA PORTION 

TOTAL 

NEBRASKA 

PORTION 

TOTAL 

POTTAWATTAMIE 

COUNTY 

COUNCIL 

1 BLUFFS 

1 

URBAN 

BALANCE 

RURAL 

ALL HOUSING UNITS , , 

26 247 

17 595 

1 405 

7 247 

45 681 

123 859 

104 659 

TENURE 1 COLOR* AND VACANCY 








STATUS 








OCCUPIED 

24 896 

16 981 

1 313 

6 602 

43 156 

118 533 

100 239 

OWNER OCCUPIED . 

17 939 

12 2061 

1 155 

4 578 

25 966 

75 865 

62 504 

percent OF ALL OCCUPIED . 

72.1 

71.9, 

88.0 

69.3 

60,2 

64.0 

62,4 

WHITE 

17 836 

12 1031 

1 155 

4 578 

, 25 717 

72 334 

59 Q76 

nonwhite 

103 

103 1 

1 . . 

• . • 

! 249 

3 531 

3 428 

RENtER OCCUPIED 

6 957 

4 775 1 

158 

2 024 

17 190 

42 660 

37 735 

WHITE 

6 900 

4 718 

158 

2 024 

16 764 

38 897 

34 021 

nonwhite 

57 

57 

» , • 

• ♦ * 

426 

3 771 

3 714 

VACANT . . • . . 

1 351 

614 

92 

645 

2 525 

5 326 

4 620 

YEAR ROUND 

1 220 

586 

75 

559 

2 322 

5 134 

4 473 

SOUND OR deteriorating 

999 

489 

64 

446 

2 105 

4 571 

4 018 

AVAILABLE 

561 

360 

25 

176 

1 002 

3 650 

3 265 

FOR SALE ONLY . 

170 

90 

15 

65 

311 

816 

713 

HOMEOWNER VACANCY RATE 

0.9 

0.7 

1.3 

1.4 

1,2 

1. 1 

1*1 

FOR RENT , , 

391 

270 

IQ 

111 

i 491 

2 832 

2 552 

RENTAL VACANCY RATE 

5.3 

5.4 

. » * 

5.2 

B.O 

6.2 

6.3 

RENTED OR SOLD* AWAITING OCCUPANCY . 

99 

50 

19 

30 

104 

382 

313 

HELD FQR OCCASIONAL USE, 

4B 

13 

3 

32 

24 

49 

33 

HELD FOR OTHER REASONS 

291 

66 

Jr? 

208 

175 

490 

407 

dilapidated. , 

221 

97 

u 

113 

217 

563 

455 

SEASONAL 

131 


17 

86 

203 

192 

147 

CONDITION AND PLUMBING 








ALL UNITS. ....... 

26 247 

17 595 

1 405 

7 247 

45 665 

123 849 

104 849 

SOUND, . « 

20 892 

14 318 

1 090 

5 484 

36 720 

105 118 

89 710 

WITH ALL PLUMBING FACILITIES ...... 

19 230 

13 367 

1 059 

4 804 

35 351 

99 282 

84 856 

^ACKINS ONLY HOT WATER . . 

213 

112 

7 

94 

101 

369 

250 

LACKING OTHER PLUMBING FACILITIES. , . ♦ 

1 449 

839 

24 

586 

1 268 

5 467 

4 604 

DETERIORATING 

4 213 

2 546 

230 

1 437 

7 453 

14 879 

12 103 

WITH ALL PLUMBING FACILITIES . 

2 754 

1 881 

167 

706 

6 064 

10 780 

8 732 

LACKING ONLY HOT WATER 

235 

147 

12 

76 

92 

448 

289 

LACKING OTHER PLUMBING FACILITIES, , . , 

1 224 

518 

51 

655 

1 297 

3 651 

3 082 

OILAPIOATEO 

1 142 

731 

85 

326 

1 492 

3 852 

3 036 

OWNER OCCUPIED ....... 

17 939 

12 206 

1 155 

4 57B 

25 966 

75 B65 

62 504 

SOUND 

15 196 

10 4821 

927 

3 787 

23 110 

68 202 

56 793 

WITH ALL PLUMBING FACILITIES 

14 597 

10 209' 

919 

3 469 

22 883 

67 228 

56 100 

LACKING SOME OR ALL FACILITIES 

599 

273! 

8 

318 

227 

974 

693 

DETERIORATING. 

2 203 

1 400 

160 

643 

2 452 

6 209 

4 649 

WITH ALL PLUMBING FACILITIES . 

1 585 

1 1271 

116 

342 

2 367 

5 446 

4 203 

LACKING SOME OR ALL FACILITIES * . . . . 

618 

273 

44 

301 

85 

763 

446 

DILAPIDATED 

540 

324 1 

68 

148 1 

1 

404 

1 454 

I 062 

RENTER OCCUPIED 

6 957 

4 775 1 

158 

2 024, 

17 19Q 

42 668 

37 735 

SOUND 

5 000 

3 500 j 

80 

1 420 

11 932 

33 352 

29 772 

WITH ALL PLUMBING FACILITIES , 

4 137 

2 898 1 

77 

i 162 

10 992 

29 172 

26 197 

LACKING SOME OR ALL FACILITIES 

863 

6021 

3 

258 

940 

4 180 

3 575 

DETERIORATING 

1 596 

986 1 

61 

1 549 

4 387 

7 472 

6 425 

WITH ALL PLUMBING FACILITIES 

1 023 

649 1 

51 

! 323 

3 309 

4 794 

4 094 

LACKING SOME OR ALL FACILITIES 

573 

337 1 

10 

226 

1 078 

2 678 

2 331 

DILAPIDATED 

361 

289 j 

17 

55 

871 

1 844 

1 538 

VACANT AVAILABLE FOR SALE 

170 

90 

15 

65 

311 

818 

713 

WITH ALL PLUMBING FACILITIES 

145 

83' 

15 

47 

306 

794 

696 

LACKING SOME OR ALL FACILITIES 

25 

7 

... 

18 

5 

24 

17 

VACANT AVAILABLE FOR RENT 

391 

270 

10 

111 

1 491 

2 832 

2 552 

WITH ALL PLUMBING FACILITIES 

260 

193 

10 

1 57 

1 178 

1 703 

1 500 

lacking SOME OR ALL FACILITIES 

131 

77, 


j, 54. 

313 

1 129 

1 052 

ALL HOUSING UNITS • « . , 

26 247 

17 595 

1 405 

1 

1 7 247 

45 661 

123 859 

104 859 

water supply 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

23 781 

16 629 

1 286 

5 866 

44 899 

120 316 

102 401 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

1 432 

796 

76 

560 

683 

2 922 

2 050 

PIPED WATER OUTSIDE STRUCTURE 

113 

21 

. • . 

92 


B1 

60 

NO PIPED water 

921 

149 ^ 

43 

729 

83 

530 

338 

TOILET FACILITIES 

1 







FLUSH TOILET* EXCLUSIVE USE . 

23 327 

16 162 

1 302 

1 5 863 

42 849 

114 305 

96 84J 

FLUSH TOILET* SHARED 

1 009 

968 i 

, . « 

i 41 

2 608 

7 999 

7 031 

OTHER TOILET FACILITIES OR NONE 

1 911 

465 i 

1 

103 

1 343 

208 

1 545 

977 

bathing FACILITIES 








BATHTUB OR SHOWER* EXCLUSIVE USE 

23 001 

15 864 

1 284 

5 853 

42 658 

128 

95 980 

bathtub OR SHOWER* SHARED 

1 030 

989 

... 

! 41 

2 697 

a 236 

7 247 

NO BATHTUB OR SHOWER 

2 216 

742 

121 

' 1 353 

310 

2 485 

1 622 


Nebraska 
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Tabic 13. — Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 Bathrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 Rooms 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Bedrooms 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS 


LINCOLN 

1 OMAHA 

THE 

AREA 

LAN- 

CASTER 

COUNTY 

LINCOLN 

URBAN 

BAL- 

ANCE 

RURAL 

THE 

AREA 

NEBRASKA PORTION 

TOTAL 

II COUNTIES 

OMAHA 

URBAN 

BAL- 

ANCE 

rural 

DOUGLAS 

SARPY 

BATHROOMS 












ALL UNITS 

50 493 

43 301 

2 358 

4 834 

143 656 

117 409 

109 243 

S 166 

97 276 

9 907 

10 226 


36 430 

31 372 

2 135 

2 923 

105 472 

85 750 

79 632 

6 118 

72 637 

6 199 

6 914 

1 PLUS PARTIAL 

S 587 

5 106 

140 

341 

13 405 

11 783 

10 916 

867 

8 850 

1 797 

1 136 

2 OR MORE* • • • . . . 

3 736 

3 517 

35 

184 

9 868 

8 738 

8 laa 

550 

6 522 

1 439 

777 

SHARED OR NONE 

4 740 

3 306 

48 

1 386 

14 911 

11 138 

10 507 

631 

9 267 

472 

1 399 

OWNER OCCUPIED 

29 027 

25 077 

879 

3 071 

88 627 

70 687 

65 119 

5 568 

56 210 

7 966 

6 511 


20 033 

17 162 

832 

2 039 

64 904 

50 801 

46 788 

4 013 

41 661 

4 740 

4 400 


7 945 

7 489 

31 

425 

20 172 

17 801 

16 551 

1 250 

13 241 

2 962 

1 598 

SHARED OR NONE , 

1 049 

426 

16 

607 

3 551 

2 085 

1 780 

305 

1 308 

264 

513 

renter occupied 

18 555 

16 031 

1 169 

1 355 

48 018 

41 062 

30 850 

2 212 

36 656 

1 498 i 

2 708 


14 551 

12 680 

1 064 

807 

36 002 

31 829 

29 939 

1 890 

28 502 

1 204 

2 123 


1 171 

990 

88 

93 

2 473 

2 139 

2 016 

123 

1 835 

142 

162 

SHARED OR NONE 

2 633 

2 361 

17 

455 

6 743 

7 094 

6 895 

199 

6 519 

152 

423 

ROOMS 












ALL UNITS 

50 499 

43 307 

2 358 

4 834 

143 652 

117 405 

109 239 

6 166 

97 276 

9 903 

10 226 

1 ROOM 

1 652 

1 555 

29 

66 

5 197 

4 551 

4 457 

94 

4 249 

62 

240 

2 ROOMS 

2 552 

2 425 

74 

53 

7 710 

6 542 

6 356 

106 

6 072 

166 

304 

3 ROOMS 

6 110 

5 503 

373 

234 

15 606 

13 105 

12 443 

662 

11 432 

697 

986 

4 ROOMS 

10 840 

9 348 

805 

687 

28 759 

23 467 

21 083 

2 384 

19 122 

2 024 

2 321 

5 ROOMS * • « * 

13 325 

11 395 

851 

1 079 

42 613 

34 636 

32 040 

2 596 

28 072 

3 561 

3 003 

6 ROOMS 

a 509 

7 159 

165 

1 185 

24 125 

19 698 

18 495 

1 203 

15 767 

2 238 

1 693 


4 063 

3 263 

49 

751 

11 556 

9 290 

8 677 

613 

7 626 

753 

911 

8 ROOMS OR MORE , 

3 440 

2 659 

12 

777 

0 086 

6 116 

5 688 

426 

4 936 

412 

768 

MEDIAN ...« »**.*»• 

4.8 

4.7 

4.4 

5.7 

4,8 

4.8 

4.0 

4.6 

4,8 

5.1 

4.9 

OWNER OCCUPIED 

29 028 

25 091 

875 

3 062 

88 643 

70 704 

65 136 

5 568 

56 235 

7 976 

6 493 

1 ROOM * , 

48 

31 

5| 

12 

166 

110 

94 

16 

45 

33 

32 

2 ROOMS. , 

176 

99 

58 

19 

747 

556 

464 

92 

377 

68 

111 

3 ROOMS. 

1 184 

755 

3041 

125 

3 400 

2 541 

2 170 

363 

1 695 

307 

539 

4 ROOMS 

5 847 

5 061 

309 

477 

17 135 

13 327 

11 710 

1 617 

10 361 

1 485 

i 48i 

5 ROOMS. • • ...*.. 

9 37i 

8 457 

136 

778 

31 902 

25 603 

23 827 

1 776 

20 527 

3 007 

2 069 

6 ROOMS 

6 463 

5 683 

41 

739 

19 184 

15 667 

14 738 

929 

12 477 

2 012 

1 178 


3 237 

2 763 

18 

456 

9 616 

7 782 

7 287 

495 

6 464 

697 

621 

8 ROOMS OR MORE 

2 702 

2 242^ 

4 

466 

6 491 

5 118 

4 838 

zao 

4 289 

367 

462 

MEDIAN ......... , , 

5.3 

5.3; 

3.7 

5.7 

5.2 

5.2 

5.3 

4.9 

5.3 

5.2 

5.9 

RENTER OCCUPIED 

18 554 

16 017 

1 173 

1 364 

48 002 

41 045 

38 833 

2 212 

36 831 

1 466 

2 726 

1 ROOM 

1 290 

1 256 

11 

21 

3 962 

3 473 

3 452 

21 

3 390 

23 

60 

2 ROOMS, ... 

2 071 

2 034 

16 

21 

6 110 

5 248 

5 174 

74 

5 084 

85 

79 

3 ROOMS, . . , • , 

4 398 

4 254 

69 

75 

11 038 

9 613 

9 332 

281 

8 995 

337 

281 

4 ROOMS 

4 495 

3 897 

432 

166 

10 435 

9 234 

8 573 

661 

B 083 

478 

673 

5 ROOMS 

3 286 

2 524 

542 

220 

9 226 

7 891 

7 209 

682 

6 799 

369 

723 

6 ROOMS 

1 695 

1 257 

79 

359 

4 185 

3 455 

3 204 

251 

2 922 

127 

406 

7 ROOMS 

694 

460 

16 

218 

t 661 

1 282 

1 177 

105 

1 004 

39 

239 

B ROOMS OR MORE , . . , 

625 

333 

B 

284 

1 385 

649 

712 

137 

554 

30 

265 

MEDIAN . . . . 

3.B 

3.6 

4.6 

6.0 

3.B 

3.7 

3,7 

4.6 

3.6 

4.1 

4.9 

VACANT available FOR SALE 

334 

310 

1 

23 

i 060 

690 

aio 

80 

530 

197 

163 

1 TO 3 ROOMS 

11 

B 

* • 1 

3 

46 

33 

30 

3 

28 

1 

4 

4 ROOMS. .... 

61 

57 

1 

3 

124 

84 

75 

9 

71 

9 

4 

5 ROOMS 

131 

126 

$ W t 

5 

508 

435 

382 

53 

218 

123 

94 

6 ROOMS 

86 

79 

9 W $ 

7 

263 

235 

222 

13 

140 

48 

47 

7 ROOMS OR MORE 

45 

40 

9 9 9 

5 

119 

103 

101 

2 

73 

16 

14 

MEDIAN 

5.2 

5.2 

9 9$ 

... 

5.2 

5.3 

5,3 

5.0 

5,3 

5,2 

5.3 

VACANT available FOR RENT. ...... 

1 555 

1 190 

301 

64 

3 137 

2 746 

2 610 

136 

2 482 

61 

183 

1 ROOM 

206 

204 

. • . 

2 

723 

677 

660 

17 

657 

4 

16 

2 ROOMS 

223 

218 

2 

3 

499 

443 

432 

11 

423 

11 

9 

3 ROOMS. . 

358 

348 

3 

7 

730 

639 

615 

24 

590 

14 

35 

4 ROOMS 

319 

245 

60 

14 

577 

485 

438 

47 

384 

40 

61 

5 ROOMS OR MORE 

449 

175 

236 

38 

608 

502 

465 

37 

420 

12 

62 

MEDIAN ...... 

3.5 

3.0 

5.0 

5,0 

3.0 

2.9 

2.6 

3.8 

2,8 

3.8 

4,0 

BEDROOMS 










i 


ALL UNITS 

50 327 

43 192 

2 356 

4 779 

143 062 

116 922 

108 808 

a 114 

96 934 

1 

9 823 

10 165 

NONE • • . 

2 840 

2 753 

26 

61 

8 836 

7 651 

7 548 

103 

7 305 

93 

253 


10 156 

9 411 

336 

407 

24 784 

20 836 

20 0P5 

831 

18 863 

861 

1 112 


18 222 

15 695 

1 026 

1 501 

53 204 

43 666 

39 960 

3 706 

36 323 

3 132 

4 211 


13 623 

11 257 

851 

i 515 

42 823 

34 680 

31 015 

2 865 

26 128 

5 051 

3 501 

4 OR MORE. ^ 

5 486 

4 076 

115 

1 295 

13 415 

10 089 

9 480 

609 

8 315 

686 

1 088 

OWNER OCCUPIED 

29 045 

25 131 

925 

2 989 

89 039 

70 903 

65 465 

5 430 

56 476 

8 034 

6 393 


2 293 

1 773 

244 

276 

6 447 

4 720 

4 263 

452 

3 665 

467 

586 


H 791 

10 417 

493 

881 

36 713 

29 583 

27 160 

2 423 

24 444 

2 410 

2 729 


10 684 

9 541 

168 

975 

34 825 

28 173 

26 058 

2 115 

21 291 

4 512 

2 370 

4 OR MORE. * , • • • 

4 277 

3 400 

20 

857 

11 054 

8 427 

7 979 

448 

7 076 

645 

706 

RENTER OCCUPIED 

18 463 

15 926 

1 123 

1 414 

47 606 

40 846 

38 504 

2 342 

36 590 

1 430 

2 826 

NONE 

2 394 

2 376 

* . . 

18 

7 164 

6 237 

6 237 

f 9 P 

6 197 

16 

24 


6 999 

6 800 

94 

105 

16 818 

14 BOO 

14 434 

366 

14 036 

432 

332 


5 733 

4 827 

402 

504 

14 884 

12 850 

11 722 

1 128 

10 960 

672 

1 228 

3 OR MORE 

3 337 

1 923 

627 

787 

a 740 

6 959 j 

6 ill 

648 

5 407 

310 

1 242 
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State and Small Areas 


Table 13. — Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 Bathrooms Bedrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. '‘U” denotes an unincorporated place. Plus (4- ) after 

number indicates median above that number] 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS— CON. 

URBANIZED AREAS 

OMAHA— CON. 

LINCOLN 

OMAHA 

IOWA PORTION 

TOTAL 

NEBRASKA 

PORTION 

TOTAL 

POTTAWATTAMIE 

COUNTY 

COUNCIL 

BLUFFS 

URBAN 

balance 

RURAL 

bathrooms 








ALL UNITS. . . 

26 247 

17 595 

1 405 

7 247 

45 659 

123 853 

104 853 


19 722 

13 805 

1 071 

4 846 

33 507 

92 030 

77 154 

1 PLUS PARTIAL 

1 622 

1 014 

108 

500 

5 246 

11 425 

10 303 

2 OR MORE 

1 130 

756 

71 

303 

3 552 

a 509 

7 682 

SHARED OR NONE • 

3 773 

2 020 

155 

1 598 

3 354 

11 889 

9 714 

OWNER OCCUPIED 

17 940 

12 207 

1 155 

4 578 

25 956 

75 831 

62 469 


14 103 

9 962 

897 

3 244 

17 994 

56 124 

45 265 

MORE THAN I 

2 371 

1 562 

161 

648 

7 520 

17 360 

15 637 

SHARED OR NONE 

1 466 

683 

97 

686 

442 

2 347 

1 567 

RENTER OCCUPIED 

6 956 

4 774 

158 

2 024 

17 200 

42 702 

37 770 


4 973 

3 459 

117 

1 397 

13 744 

32 763 

29 187 

MORE THAN 1 

334 

194 

12 

128 

1 078 

a 132 

1 926 

SHARED OR NONE 

1 649 

1 121 


499 

2 378 

7 807 

6 657 

ROOMS 








ALL UNITS. . 

26 247 

17 595 

1 405 

7 247 

45 665 

123 849 

104 849 

1 ROOM 

646 

569 

6 

71 

1 584 

4 886 

4 311 

2 ROOMS 

1 16B 

1 021 

41 

106 

2 499 

7 253 

6 191 

3 ROOMS 

2 501 

1 997 

170 

334 

5 876 

14 087 

11 920 

4 ROOMS 

5 292 

3 077 

257 

1 158 

10 153 

24 657 

20 523 

5 ROOMS 

7 977 

5 765 

571 

1 641 

12 246 

37 275 

30 939 

6 ROOMS 

4 427 

2 585 

255 

1 507 

7 324 

20 316 

17 476 

7 ROOMS 

2 266 

1 111 

60 

1 095 

3 312 

9 378 

8 207 

B ROOMS OR MORE 

1 970 

670 

45 

1 255 

2 671 

5 997 

5 282 

MEDIAN 

4.9 

4.7 

4.9 

5,7 

4,7 

4,8 

4.8 

OWNER OCCUPIED 

17 939 

12 206 

1 155 

4 578 

25 966 

75 865 

62 504 

1 ROOM 

58 

36 

. t . 

22 

36 

114 

78 

2 ROOMS, ..... » 

191 

125 

19 

47 

157 

577 

433 

3 ROOMS 

859 

557 

140 

162 

1 059 

2 611 

1 914 

4 ROOMS. • , • , , 

3 808 

2 857 

204 

747 

5 370 

14 468 

11 407 

5 ROOMS 

6 299 

4 806 

476 

1 017 

8 593 

28 328 

23 046 

6 ROOMS 

3 517 

2 231 

228 

1 058 

5 724 

16 488 

14 029 

7 ROOMS 

1 834 

988 

56 

790 

2 781 

8 045 

7 001 

8 ROOMS OR MORE 

1 373 

606 

32 

735 

2 246 

5 234 

4 596 

MEDIAN .... 

5.1 

5.0 

5.0 

5,8 

5.2 

5.2 

5.3 

RENTER OCCUPIED. • 

6 957 

4 775 

158 

2 024 

17 190 

42 668 

37 735 

1 ROOM 

489 

463 

• 19 

26 

1 269 

3 876 

3 413 

2 ROOMS 

662 

828 

3 

31 

2 050 

5 965 

5 134 

3 ROOMS 

1 425 

1 283 

15 

127 

4 323 

10 526 

9 228 

4 ROOMS. . . 

1 201 

897 

47 

257 

4 329 

9 327 

8 383 

5 ROOMS 

1 335 

836 

62 

437 

3 066 

7 873 

6 975 

6 ROOMS 

730 

314 

21 

395 

1 336 

3 320 

2 993 

T ROOMS. . , 

379 

101 

4 

274 

476 

1 136 

1 031 

6 ROOMS OR MORE 

536 

53 

6 

477 

341 

637 

578 

MEDIAN . 

4.1 

3.4 

. « . 

5.8 

3,7 

3.6 

3.6 

VACANT AVAILABLE FOR SALE. ...... 

170 

90 

15 

65 

311 

816 

713 

1 TO 3 ROOMS ..... 

13 

7 

1 

5 

B 

37 

29 

4 ROOMS 

40 

25 

3 

12 

58 

107 

79 

5 ROOMS 

73 

37 

7 

29 

126 1 

376 

332 

6 ROOMS 

28 

16 

3 

9 

79 1 

203 

184 

7 ROOMS OR MORE 

16 

5 

1 

10 

40 

95 

69 

MEDIAN 

4.9 

4.9 


5.0 

5.2; 

5.2 

5.2 

VACANT AVAILABLE FOR RENT 

391 

270 

10 

111 

1 491 

2 832 

2 552 

1 ROOM 

46 

39 

* . • . 

7 

204 

699 

660 

2 ROOMS 

56 

48 

... 

8 

220 

479 

431 

3 ROOMS 

91 

77 

2 

12 

351 

680 

601 

4 ROOMS .1 

92 

61 

1 

30 

305 

482 

420 

5 ROOMS OR MORE 

106 

45 

7 

54 

411 

492 

440 

MEDIAN 

3.5 

3.1 

... 

4.5 

3,4 

2,9 

2.8 

BEDROOMS 








ALL UNITS. . . 

26 140 

17 595 

1 360 

7 185 

45 548 

123 421 

104 466 


1 185 

1 06B 

. • . 

117 

2 779 

8 466 

7 390 


3 948 

3 008 

217 

643 

9 749 

22 797 

19 492 


9 538 

6 615 

621 

2 302 

16 721 

45 738 

38 502 


8 143 

5 207 

482 

2 374 

12 108 

36 021 

30 252 

4 OR MORE 

3 326 

1 537 

40 

1 749 

4 191 

10 399 

8 822 

OWNER OCCUPIED 

18 136 

12 348 

1 136 

4 652 

26 056 

76 287 

62 803 

0 AND 1 

1 727 

1 173 

1 158 

396 

2 017 

5 366 

4 035 


7 130 

5 096 

524 

1 510 

10 910 

31 835 

26 215 


6 652 

4 687 

' 434 

1 531 

9 709 

30 109 

24 988 

4 OR MORE. . 

2 627 

1 392 

1 20 

1 215 

3 420' 

B 977 

7 565 

RENTER OCCUPIED 

6 760 

4 633 

177 

1 950 

17 049 1 

42 246 

37 436 

NONE , . , 

927 

870 

1 

57 

2 376 

7 083 

6 213 


2 018 

1 772 

40 

206 

6 894 

16 145 

14 333 


2 034 

1 394 

1 78 

562 

5 229 

12 780 

11 308 

3 OR MORE 

1 781 

597 

59 

1 125 

2 550 

6 238 

5 582 


Table 14. — Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960 

[Based on sample; see text. “U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


LINCOLN 


STANDARD METROPOLITAN STATISTICAL AREAS 

I OMAHA 


SUBJECT 

THE 

AREA 

LAN- 

CASTER 

COUNTY 

LINCOLN 

urban 

BAL- 

ANCE 

RURAL 

THE 

AREA 

NEBRASKA PORTION 

TOTAL 

1 COUNTIES 1 

OMAHA 

URBAN 

BAL- 

ANCE 

RURAL 

DOUGLAS 

SARPY 

UNITS IN STRUCTURE 



















ALL UNITS, . 

50 

493 

43 

301 

2 

358 

4 

834 

143 

656 

117 

409 

109 

243 

8 166 

97 276 

9 907 

10 226 

li DETACHED 

33 

327 

26 

559 


585 

4 

183 

103 

903 

82 

083 

75 

373 

6 710 

64 633 

9 030 

B 420 

li ATTACHED 

1 

693 


996 


331 


364 

5 

040 

4 

500 

4 

294 

206 

4 118 

167 

215 


5 

25a 

4 

677 


549 


32 

8 

555 

7 

456 

7 

327 

129 

7 138 

121 

197 

3 AND 4 

3 

172 

3 

093 


53 


26 

6 

564 

5 

563 

5 

550 

13 

5 389 

103 

71 

5 OR MORE 

5 

993 

5 

670 


261 


62 

17 

487 

16 

204 

15 

541 

663 

15 426 

122 

656 

TRAILER! 



















ON PERMANENT FOUNDATION 


43 


4 


. . . 


39 


72 


40 


40 

8 

17 

20 

11 

MOBILE 

i 

007 


300 


579 


126 

2 

035 

1 

555 

1 

118 

437 

555 

344 

656 

OVVNER OCCUPIED 

29 

027 

25 

077 


879 

3 

071 

88 

627 

70 

687 

65 

119 

5 568 

56 *210 

7 966 

6 511 

it DETACHED 

25 

528 

22 

641 


261 

2 

626 

01 

674 

64 

979 

59 

885 

5 094 

51 591 

7 571 

5 817 

If ATTACHED 


496 


182 


39 


275 

1 

047 


871 


835 

36 

802 

30 

39 


1 

396 

1 

375 


11 


10 

2 

517 

2 

162 

2 

137 

25 

2 086 

30 

46 

3 AND 4 


426 


412 


5 


9 


876 


689 


689 

• • * 

674 

10 

5 

5 OR MORE. . . 


192 


192 


■ « • 


. . . 


645 


577 


567 

10 

558 

• * « 

19 

TRAILER 


989 


275 


563 


151 

1 

868 

1 

409 

1 

006 

403 

499 

325 

585 

RENTER OCCUPIED , , . , 

18 

555 

16 

031 

1 

169 

1 

355 

48 

018 

41 

062 

38 

850 

2 212 

36 856 

1 49B 

2 708 

Li DETACHED 

6 

494 

5 

019 


271 

1 

204 

18 

260 

14 

209 

12 

901 

1 308 

11 427 

1 072 

1 710 

if ATTACHED . 

1 

028 


702 


247 


79 

3 

741 

3 

403 

3 

238 

165 

3 127 

137 

139 


3 

337 

2 

984 


331 


22 

5 

556 

4 

897 

4 

815 

82 

4 681 

80 

136 

3 AND 4 * 

2 

483 

2 

423 


43 


17 

5 

153 

4 

421 

4 

408 

13 

4 275 

80 

66 

5 TO 9 

2 

584 

2 

331 


253 


■ . « 

6 

505 

5 

982 

5 

385 

597 

5 341 

76 

565 

10 TO 19 

1 

192 

1 

183 


4 


5 

3 

640 

3 

322 

3 

317 

5 

3 308 

14 

... 

20 TO 49 


936 


924 


• • . 


12 

2 

715 

2 

558 

2 

558 


2 548 

• ■ • 

10 

50 OR MORE 


440 


436 


4 


. . . 

2 

209 

2 

076 

2 

076 

t • i 

2 076 

• • « 

* • • 

TRAILER 


61 


29 


16 


16 


239 


194 


152 

42 

73 

39 

82 

VACANT AVAILABLE FOR RENT 

1 

545 

1 

194 


293 


50 

3 

115 

2 

780 

2 

659 

121 

2 532 

81 

167 



450 


322 


81 


47 


684 


730 


682 

48 

608 

25 

97 

2 TO 4 . 


639 


427 


212 


■ . t 


783 


651 


629 

22 

612 

24 

15 

5 TO 


209 


203 


• . • 


6 


585 


575 


524 

51 

498 

26 

51 

10 OR MORE ..... 


247 


242 


• • . 


5 


863 


824 


824 

• • • 

814 

6 

4 

YEAR STRUCTURE BUILT 



















ALL UNITS 

50 

499 

43 

307 

2 

358 

4 

034 

143 

652 

117 

405 

109 

239 

8 166 

97 276 

9 903 

10 226 

1959 TO MARCH 1960 ..... 

2 

261 

1 

322 


801 


138 

6 

574 

5 

702 

4 

291 

1 411 

2 051 

1 970 

1 681 

1955 TO 1956 

6 

296 

5 

152 


797 


347 

15 

623 

12 

838 

11 

307 

1 531 

7 780 

3 404 

1 654 

1950 TO 1954 

6 

602 

6 

184 


192 


226 

15 

268 

13 

222 

11 

746 

1 476 

10 472 

1 315 

1 435 

1940 TO 1949 

4 

087 

3 

462 


363 


262 

12 

690 

11 

436 

10 

239 

1 197 

9 022 

1 432 

9B2 

1930 TO 1939 ... 

2 

992 

2 

739 


16 


237 

12 

877 

10 

903 

10 

511 

392 

9 707 

514 

662 

1929 OR EARLIER. . 

28 

261 

24 

446 


189 

3 

624 

80 

420 

63 

304 

61 

145 

2 159 

58 244 

1 268 

3 792 

OWNER OCCUPIED 

29 

026 

25 

091 


875 

3 

062' 

86 

643 

70 

704 

65 

136 

5 568 

56 235 

7 976 

6 493 

1955 TO MARCH 1960 

6 

020 

5 

034 


563 


423 

16 

115 

15 

020 

12 

540 

2 480 

7 685 

4 550 

2 785 

1950 TO 1954 

5 

166 

4 

834 


162 


170 

10 

759 

9 

078 

6 

384 

694 

7 319 

1 097 

662 

1940 TO 1949 

2 

592 

2 

379 


53 


160 

0 

608 

7 

579 

6 

742 

837 

5 952 

1 107 

520 

1939 OR EARLIER 

IS 

250 

12 

844 


97 

2 

309 

51 

161 

39 

027 

37 

470 

1 557 

35 279 

1 222 

2 526 

ALL HOUSING UNITS 

50 

522 

43 

311 

2 

370 

4 

841 

143 

662 

117 

415 

109 

249 

8 166 

97 276 

9 913 

10 226 

BASEMENT 



















BASEMENT 

43 

194 

38 

882 


876 

3 

436 

124 

547 

103 

971 

98 

033 

5 938 

88 067 

8 131 

6 973 

CONCRETE SLAB 

3 

023 

2 

169 


443 


411 

6 

809 

5 

471 

4 

959 

512 

4 325 

633 

513 

OTHER 

4 

276 

2 

250 

1 

039 


907 

12 

300 

7 

967 

6 

251 

1 716 

4 084 

1 143 

2 740 

HEATING EQUIPMENT 



















STEAM OR HOT WATER 

5 

733 

5 

316 


295 


122 

19 

331 

17 

699 i 

16 

809 

890 

16 477 

295 

927 

WARM AIR FURNACE 

30 

526 

34 

712 

1 

6'73 

2 

141 

104 

492 

87 

821 

82 

134 

5 687 

73 044 

8 617 

6 160 

FLOOR f WALLt OR PIPELESS FURNACE 

1 

732 

i 

441 


75 


216 

4 

850 

2 

624 

2 

490 

334 

2 060 

256 

508 

BUILT-IN ELECTRIC UNITS 


51 


32 


3 


16 


197 


169 


139 

30 

81 

44 

44 

OTHER MEANS WITH FLUE. . . 

4 

155 

1 

605 


295 

2 

175 

13 

565 

8 

066 

6 

931 

1 137 

5 079 

659 

2 330 

OTHER MEANS ’ WITHOUT FLUE 


140 


B2 


a 


58 


687 


512 


480 

32 

435 

25 

52 

NONE 


154 


39 


9 


106 


530 


312 


256 

56 

100 

7 

205 


29-18 


State and Small Areas 


Table 14. — Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960--Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Units in Structure 
Trailer 

Year Structure Built 


Basement 

Heating Equipment 


SUBJECT 

standard METROPOLITAN STATISTICAL AREAS— CON. 

URBANIZED AREAS 

OMAHA— CON. 

LINCOLN 

OMAHA 

IOWA PORTION 

TOTAL 

NEBRASKA 

PORTION 

TOTAL 

POTTAWATTAMIE 

COUNTY 

COUNCIL 

BLUFFS 

URBAN 

BALANCE 

RURAL 

UNITS IN STRUCTURE 








ALL UNITS 

26 247 

17 595 

1 405 

7 247 

45 659 

123 853 

104 853 

It DETACHED 

21 020 

13 705 

1 278 

6 837 

29 144 

06 598 

71 615 

It ATTACHED, 

540 

443 

9 

88 

1 329 

4 661 

4 209 


1 099 

975 

28 

96 

5 226 

8 227 

7 224 

3 AND 

1 001 

976 

* . ■ 

25 

3 146 

6 455 

5 479 

5 OR MORE. 

1 283 

1 274 

, « « 

9 

5 931 

16 780 

15 506 

TRAILERI 








ON Permanent foundation. ... 

24 

a 

. • . 

16 

4 

41 

33 

MOBILE . . 

480 

214 

90 

176 

879 

1 091 

7B7 

OWNER OCCUPIED ...... 

17 940 

12 207 

1 155 

4 578 

25 956 

75 831 

62 469 

it DETACHED 

16 695 

11 284 

1 067 

4 344 

22 902 

69 930 

57 579 

it ATTACHED 

176 

146 

5 

25 

221 

968 

817 


355 

325 

. « . 

30 

1 386 

2 436 

2 111 

3 AND 4 

187 

187 

. . . 

t . • 

417 

871 

684 

5 OR MORE 

68 

68 

• • . 

• 1 « 

192 

626 

558 

TRAILER 

459 

197 

83 

179 

838 

1 000 

720 

RENTER OCCUPIED 

6 956 

4 774 

158 

2 024 

17 200 

42 702 

37 770 

it DETACHED. ...... 

4 051 

2 043 

123 

1 885 

5 290 

14 232 

12 066 

It ATTACHED 

338 

292 

4 

42 

949 

3 499 

3 203 


659 

585 

24 

50 

3 315 

5 347 

4 738 

3 AND 4. 

732 

707 

• ft • 

25 

2 466 

5 049 

4 342 

5 TO 9 

523 

514 

• ft • 

9 

2 584 

5 889 

5 375 

10 TO 

318 

31S 

* ft • 

. ■ . 

1 187 

3 640 

3 322 

20 TO 49 

157 

157 

• ft • 

. * . 

924 

2 70S 

2 548 

50 OR MORE . 

133 

133 

• ft ft 

. * . 

440 

2 209 

2 076 

TRAILER 

45 

25 

7 

13 

45 

132 

100 

VACANT AVAILABLE FOR RENT 

335 

256 

4 

75 

1 487 

2 866 

2 606 


154 

95 

* • . 

59 

403 

728 

633 

2 TO 4 . . 

132 

112 

4 

16 

639 

745 

629 

5 TO 9 

10 

10 

. . . 

... 

203 

534 

524 

10 OR MORE . . 

39 

39 

... 

ft ft ft 

242 

059 

820 

YEAR STRUCTURE BUILT 








ALL UNITS 

26 247 

17 595 

1 405 

7 247 

45 665 

123 849 

104 049 

1959 TO MARCH i960 , 

872 

405 

197 

270 

2 123 

4 392 

3 790 

1955 TO 1958 

2 785 

1 895 

418 

472 

5 949 

12 840 

10 527 

1950 TO 1954 

2 046 

1 597 

156 

293 

6 376 

13 102 

U 349 

1940 TO 1949 

1 454 

1 032 

125 

297 

3 825 

10 904 

9 747 

1930 TO 1939 

1 974 

1 328 

156 

490 

2 755 

11 661 

10 197 

1929 OR EARLIER 

17 116 

11 338 

353 

5 425 

24 637 

70 930 

59 239 

OWNER OCCUPIED ... 

17 939 

12 206 

1 155 

4 578 

25 966 

75 865 

62 504 

1955 TO MARCH 1960 

3 095 

1 909 

540 

646 

5 597 

13 960 

n 511 

1950 TO 1954 

1 681 

1 344 

119 

218 

4 996 

9 563 

8 100 

1940 TO 1949 .... 

1 029 

719 

96 

214 

2 432 

7 367 

6 552 

1939 OR EARLIER 

12 134 

8 234 

400 

3 500 

12 941 

44 975 

36 341 

ALL HOUSING UNITS 

26 247 

17 595 

1 405 

7 247 

45 681 

123 859 

104 859 

BASEMENT 








BASEMENT 

20 576 

14 706 

742 

5 048 

39 758 

110 685 

95 157 

CONCRETE SLAB 

1 338 

850 

231 

257 

2 612 

1 5 755 

4 674 

OTHER 

4 333 

1 959 

432 

1 942 

3 289 

1 7 413 

5 022 

HEATING EQUIPMENT 








steam OR HOT WATER 

1 632 

1 350 

39 

243^ 

5 611 

16 065 

16 676 

WARM AIR FURNACE 

16 671 

12 480 

955 

3 236 

36 385 

92 991 

79 556 

floor t WALLt OR PIPELESS FURNACE 

2 026 

1 342 

138 

546 

1 516 

1 3 768 

2 288 

BUILT-IN ELECTRIC UNITS 

28 

24 

... 

4 

35 

' 141 

117 

OTHER MEANS WITH FLUE 

5 497 

2 269 

249 

2 979 

1 980 

8 178 

5 660 

OTHER MEANS WITHOUT FLUE 

175 

lOO 

4 

71 

90 

1 556 

452 

NONE 

218 

30 

20 

168 

48 

150 

100 


Nebraska 


29-19 


Tabic 15.- 


-Occupancy Charactijristics, for SMSA's. Constituent Counties, Places of 50,000 Inhabitants 
OR Mori-., Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. “U” denotes an unincorporated place] 


Population 

Pccsons 


Persons per Room 
Year Moved into Unit 


subject 


STANDARD METROPOLITAN STATISTICAL AREAS 


POPULATION 


POPULATION IN HOUSING UNiTSi i960, 

PER OCCUPIED UNIT 

OWNER . . • 

renter 

POPULATION IN DWELLING UNITSi 1950 
PER OCCUPIED UNIT • 


ALL OCCUPIED UNITS 
PERSONS 


THE 

AREA 

LAN- 

CASTER 

COUNTY 


OWNER OCCUPIED 
PERSON , , » , » 

PERSONS 

PERSONS. ...» 
PERSONS 

persons 

PERSONS 

PERSONS. 


a PERSONS OR MORE, 


MEDIAN 


RENTER OCCUPIED. 

PERSON 

PERSONS 

PERSONS. . . . . . 

PERSONS 

PERSONS 

PERSONS. 

PERSONS. 


a PERSONS OR MORE, 


MEDIAN 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . , , 
0,51 TO 0.75 . , . 
0,76 TO 1.00 . . . 
1.01 TO 1.50 . . , 
1,51 OR MORE . * , 


RENTER OCCUPIED. 
0,50 OR LESS . , , , 
0,51 TO 0.75 . « , , 
0,76 TO 1,00 . , , , 
1,01 TO 1.50 . . , , 
1,31 OR MORE , , , , 


146 899 

3.1 

3.2 
2.9 

109 578 
3.0 


123 939 
3.0 
3.2 
2.7 
91 908 
3.0 


URBAN 

BAL- 

ANCE 


7 666 
3.7 
3,3 
4.1 


29 028 
2 801 
9 267 
5 502 
5 411 
3 473 
1 657 
565 
352 

2.9 


18 5^4 
4 370 
4 961 
3 436 
2 6El 
i 574 
848 
337 
207 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 

1957 

1954 TO 1956 . , , 
1950 TO 1953 ♦ . , 
1940 TO 1949 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 

1959 TO march 1960 

1958 

1957 

1954 TO 1956 . . . 
1950 TO 1953 . . . 

1940 TO 1949 . . . 
1939 OR EARLIER. . 


2,5 


29 028 
14 102 
6 729 
6 322 
1 613 
262 


18 554 
6 163 

4 554 

5 897 
1 466 

454 


29 028 


067 

641 

071 

768 

653 

507 

321 


18 554 
9 659 
2 551 
1 544 
1 830 
1 364 
1 116 
490 


25 091 

2 497 
7 896 
4 676 
4 775 

3 016 
1 437 

498 

296 

3.0 


16 017 


15 294 
3.5 
3,2 
4,0 


THE 

AREA 


447 172 
3.3 
3.S 
2,9 
346 876 
3.3 


NEBRASKA PORTION 


4 426 


267 

576 

986 

149 

120 

535 

237 

147 

2.3 


25 091 
12 215 
5 927 
5 425 
1 352 
172 


16 017 
5 582 
3 917 
5 023 
1 099 
396 


25 091 

3 314 

2 293 
1 810 
5 230 

4 190 
4 771 

3 483 


16 017 
a 390 
2 304 
1 350 
I 608 
1 165 
902 
298 


875 

51 

229 

264 

165 

113 

32 

9 

12 

3,1 


173 

16 

158 

217 

350 

246 

142 

32 

12 

4.1 


875 

153 

263 

303 

103 

53 


1 173 
134 
258 
511 
243 
27 


875 

414 

152 

101 

101 

29 

44 

34 


173 

891 

114 

78 

33 

41 

10 

6 


136 645 


3 062 
253 
1 142 
562 
47 1 
344 
188 
58 
44 

2.7 


364 

87 

227 

233 

322 

208 

171 

68 

48 

3,9 


3 062 
1 734 
539 
594 
158 
37 


364 

467 

379 

363 

124 

31 


3 062 
339 
196 
160 
437 
434 
692 
804 


1 364 
378 
133 
116 
189 
158 
204 
186 


88 643 
7 244 
26 185 
16 521 
16 172 
11 154 
6 153 
2 688 
2 526 

3.2 


48 002 
11 734 
13 007 


364 109 

3.3 
3,5 
2.9 

278 945 

3.3 


COUNTIES 


DOUGLAS 


987 

669 

182 

462 

060 

901 

2.4 


88 643 
38 920 
20 082 
20 648 
7 538 
1 455 


48 002 
15 721 
10 955 
14 711 
4 833 
1 782 


BB 643 
12 513 
8 035 
6 502 
15 870 
12 521 
17 569 
15 633 


40 002 
21 276 
7 407 
4 161 
6 030 
3 909 
3 424 
1 795 


70 704 
5 533 
20 746 
13 358 
13 062 
B 868 
4 970 
2 009 
2 058 

J.2 


41 045 
10 246 
U 336 
6 794 


335 086 

3.2 
3.5 
2.8 

264 075 

3.3 


SARPY 


29 023 
3,7 
3.6 
4.0 
14 070 
3.5 


URBAN 

BAL- 

ANCE 


103 969 


592 

407 

053 

882 

735 

2.4 


70 704 
30 874 
16 354 
16 495 
5 937 
1 044 


41 045 
13 436 
9 406 
12 624 
4 062 
1 517 


70 704 
10 066 
6 328 
5 329 

12 876 
10 178 

13 729 
12 198 


41 045 
18 397 
6 450 
3 571 
5 245 
3 196 
2 780 
1 406 


65 136 
5 220 
19 333 
12 270 
11 865 
8 054 
4 519 
1 944 
1 931 

3,2 


38 833 
10 159 
10 982 
6 366 


040 

977 

807 

794 

700 

2.3 


65 136 
29 019 
15 054 
14 869 
5 256 
93B 


38 833 
12 998 
8 891 
11 864 
3 665 
1 415 


65 136 

8 330 
5 615 
4 654 

12 157 

9 647 
12 974 
11 559 


38 833 
17 353 
6 030 
3 335 
5 014 
3 089 
2 687 
1 317 


5 56B 
313 
1 413 


294 438 
3.2 
3.4 
2.8 
236 491 
3.2 


066 
197 I 
834 
451 
145 
127 

3.5 


2 212 
87 
354 
428 
544 
430 
246 
68 
35 


5 568 
I 855 
1 300 
1 626 
681 
106 


2 212 
43B 
515 
760 
397 
102 


5 568 
1 736 
713 
475 
719 
531 
755 
639 


2 212 
1 044 
412 
236 
231 
107 
93 
89 


36 153 

3.8 

3.9 
3.6 


9 464 


56 235 
4 060 
17 237 
10 540 
9 770 
6 686 
3 758 
1 706 
1 678 

3,1 


36 831 
10 037 
10 462 
6 000 
4 600 


713 

624 

747 

640 

2.3 


56 235 
26 023 
12 769 
12 281 
4 45B 
704 


36 831 
12 455 
8 385 
11 233 
3 420 
1 338 


56 235 
5 824 
4 282 
3 912 
10 521 
8 828 
12 051 
10 817 


36 831 
16 421 
5 724 

3 156 

4 825 
2 959 
2 500 
1 246 


33 518 
3.6 
3.5 
4.0 


9 219 


976 

2291 

732' 

502 

961 

342 

744 

240 

226 

3.8 


1 488 
89 
340 
303 
372 
243 
96 
30 
151 

3.5 


7 976 
2 350 
2 051 
2 603 
805 
159 


1 488 
279 
350 
592 
215 
52 


7 976 
2 405 
1 353 
905 
1 386 
750 
731 
416 


488 

919 

243 

105 

122 

48 

43 


6 493 
444 
1 777 
1 316 
1 331 
860 
468 
143 
154 

3.3 


2 726 
120 
534 
483 
620 
451 
333 
105 
80 


3,9 


6 493 
2 493 
1 534 
1 611 
674 
181 


2 726 
702 
671 
799 
427 
127 


6 493 
1 837 
663 
512 
969 
600 
947 
965 


2 726 
1 057 
483 
310 
296 
189 
237 
152 
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State and Small Areas 


Table 15. — Occupancy Characteristics, tor SMSA’s, Constituent Counties, Places of 50,000 Inhabitants Population Persons per Room 

OR More, Urban Balance, Rural Total, and Urbanized Areas; 1960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


SUBJECT 

standard metropolitan STATISTICAL AREAS— CON, 

URBANIZED AREAS 

OMAHA*— CON. 

LINCOLN 

OMAHA 

IOWA PORTION 

TOTAL 

NEBRASKA 

PORTION 

total 

POTTAWATTAMIE 

COUNTY 

COUNCIL 

BLUFFS 

URBAN 

BALANCE 

RURAL 

POPULATION 



! 





POPULATION IN HOUSING UNITS* I960 

83 063 

55 363 

1 5 084 

22 616 

131 605 

382 249 

321 802 

PER OCCUPIED UNIT, ... 

3.3 

3.3 

3.9 

3,4 

3,0 

3.2 

3.2 

OWNER 

3,4 

3.4 

3.9 

3,2 

3.2 

3.5 

3.5 

RENTER 

3.1 

2.8 

. • • 

3.9 

2.8 

2.8 

1 2.8 

POPULATION IN DWELLING UNITS* 1950 . . • . 

67 931 

44 180 

... 

... 

92 449 

294 386 


PER OCCUPIED UNIT 

3.3 

3.2 

... 

• . . 

3.0 

3.3 

... 

ALL OCCUPIED UNITS 

24 896 

16 981 

1 313 

6 602 

43 156 

118 533 

100 239 

PERSONS 







1 

OWNER OCCUPIED 

17 939 

12 206 

1 155 

4 578 

25 966 

75 665 

62 504 

i PERSON ..... 

1 711 

i 237 

43 

431 

2 548 

6 321 

! 5 041 

Z PERSONS 

5 439 

3 582 

244 

1 613 

8 125 

22 436 

1 18 610 

3 PERSONS 

3 163 

2 107 

216 

840 

4 940 

14 077 

, 11 754 

4 PERSONS 

3 UO 

2 099 

240 

771 

4 940 

13 606 

! 11 267 

5 PERSONS 

2 256 

1 527 

24B 

491 

3 129 

9 511 

1 7 736 

6 PERSONS 

1 183 

056 

92 

235 

1 469 

5 282 

' 4 334 

7 PERSONS 

599 

459 

44 

96 

507 

2 409 

1 1 906 

8 PERSONS OR MORE. . . 

468 

339 

28 

101 

308 

2 223 

1 1 856 

median . . 

3.1 

3.1 

3.8 

2.8 

3.0 

3,2 

3,1 

RENTER OCCUPIED 

6 957 

4 775 

158 

2 024 

17 190 

42 668 

1 37 735 

1 PERSON 

1 488 

1 338 

11 

139 

4 203 

11 451 

' 10 102 

Z PERSONS 

1 671 

1 273 

33 

365 

4 734 

' 11 993 

! 10 687 

3 PERSONS. . 

1 193 

777 

46 

368 

3 203 

1 7 001 

6 176 

4 PERSONS 

1 077 

631 

11 

435 

2 499 

1 5 460 

4 aia 

5 PERSONS 

775 

379 

17 

379 

1 366 

1 3 263 

2 B67 

6 PERSONS 

409 

194 

16 

199 

677 

1 865 

1 675 

7 PERSONS 

178 

94 

19 

65 

269 

871 

758 

8 PERSONS OR MORE 

166 

09 

3 

74 

159 

744 

652 

MEDIAN 

2.6 

2,3 

... 

3.8 

2.4 

2,3 

2.3 

PERSONS PER ROOM 








OWNER OCCUPIED 

17 939 

12 206 

1 155 

4 578 

25 966 

75 065 

62 504 

0.50 OR LESS 

8 046 

5 190 

207 

2 561 

12 368 

33 391 

27 906 

0.51 TO 0.75 .... 

3 72B 

2 523 

276 

929 

6 190 

17 163 

14 364 

0.76 TO 1.00 

4 153 

2 962 

400 

763 

5 728 

17 698 

14 30B 

1.01 TO 1.50 

1 601 

1 226 

140 

235 

1 455 1 

6 441 

5 075 

1.51 OR MORE 

411 

277 

44 

90 

225 

1 172 

851 

RENTER OCCUPIED 

6 957 

4 775 

158 

2 024 

i 

17 I90i 

42 668 

37 735 

0.50 OR LESS 

2 285 

1 498 

47 

740 

5 716 

14 193 

12 648 

0.51 TO 0.75 

1 549 

984 

42 

523 

4 175 ‘ 

9 609 

8 583 

0,76 TO 1.00 

2 007 

1 524 

24 

539 

5 534 

13 126 

11 578 

1.01 TO 1.50 

771 

551 

39 

181 

1 342 

4 137 

3 547 

1.51 OR MORE . . . , 

265 

218 

6 

41 

423 

1 603 

1 379 

year moved INTO UNIT 








OWNER OCCUPIED 

17 939 

12 206 

1 155 

4 578 

25 966 

75 865 

62 504 

1959 TO MARCH 1960 

2 447 

1 562 

324 

561 

3 728 

9 715 

7 029 

195B 

1 707 

1 190 

204 

313 

2 445 

6 683 

5 289 

1957 

1 173 

820 

107 

246 

1 911 

5 484 

4 557 

1954 TO 1956 ...... 

2 994 

2 223 

176 

595 

5 331 

14 046 

11 647 

1950 TO 1953 

2 343 

1 674 

124 

545 

4 219 

11 244 

9 446 

1940 TO 1949 

3 640 

2 520 

128 

1 192 

4 815 

15 211 

12 563 

1939 OR EARLIER 

3 435 

2 217 

92 

1 126 

3 517 

13 482 

11 173 

RENTER OCCUPIED 

6 957 

4 775 

158 

2 024 

17 190 

42 668 

37 735 

1959 TO MARCH i960 

2 879 

2 239 

87 

553 

9 261 

19 293 

16 967 

1958 

957 

715 

18 

224 

2 410 

6 604 

5 071 

1957 

590 

425 

10 

155 

1 428 

3 643 

3 208 

1954 TO 1956 ..... 

785 

498 

19 

268 

1 641 

5 437 

4 920 

1950 TO 1953 

713 

421 

6 

284 

1 206 

3 412 

2 983 

1940 TO 1949 

644 

351 

13 

280 

912 

2 896 

2 532 

1939 OR EARLIER 

309 

126 

3 

260 

304 

1 383 

1 254 



Table 16. — Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS 


SUBJECT 

LINCOLN 

OMAHA 

THE 

AREA 

LA^ 

CASTER 

COUNTY 

LINCOLN 

urban 

BAL- 

ANCE 

RURAL 

THE 

AREA 

NEBRASKA PORTION 

TOTAL 

1 COUNTIES 1 

OMAHA 

urban 

BAL- 

ANCE 

RURAL 

DOUGLAS 

SARPY 

ALL OCCUPIED UNITS ...» 

47 

582 

41 

108 

2 

046 

4 

426 

136 

645 

ill 

749 

103 

969 

7 

780 

93 

066 

9 464 

9 

219 

HEATING FUEL 






















UTILITY GAS 

41 

443 

39 

687 


972 


784 

98 

015 

79 

634 

75 

520 

4 

114 

69 

481 

6 253 

3 

900 

FUEL OIL. kerosene 1 ETC , 

3 

660 


707 


700 

2 

253 

28 

898 

25 

070 

22 

075 

2 

995 

18 

593 

2 497 

3 

980 

COAL OR COKE 

1 

030 


100 


295 


635 

4 

422 

3 

496 

3 

342 


154 

3 

014 

186 


296 

ELECTRICITY 


75 


35 


20 


20 


158 


101 


101 


L. . 


20 

67 


14 

BOTTLED t TANKf OR LP GAS 


826 


160 


41 


605 

4 

448 

2 

948 

2 

516 


432 

1 

630 

414 


904 

OTHER FUEL 


474 


348 


20 


106 


642 


459 


374 


85 


287 

.47 


125 

NONE 


... 


... 


... 


... 


62 


41 


41 


... 


41 

... 


V • ■ 

WATER HEATING FUEL ! 






















UTILITY GAS 

40 

564 

39 

017 


911 


636 

107 

356 

89 

697 

86 

429 

3 

268 

80 

964 

5 302 

3 

431 

ELECTRICITY 

3 

964 

1 

244 


681 

2 

039 

15 

773 

12 

995 

9 

718 

3 

277 

6 

040 

3 028 

3 

927 

COAL OR COKE 


379 


48 


295 


36 


569 


482 


482 


* • • 


464 

IB 


. . • 

BOTTLED » TANKt OR LP GAS ’ 


862 


180 


141 


541 

6 

610 

4 

372 

3 

719 


653 

2 

748 

752 


872 

FUEL OILf KEROSENEt ETC 


222 


81 


■ . . 


141 

1 

034 


919 


832 


87 


741 

68 


110 

OTHER FUEL 


105 


87 


• • t 


18 


120 


120 


120 


. • . 


120 

* » . 


« * « 

NONE 

1 

412 


400 


20 


992 

5 

183 

3 

164 

2 

669 


495 

1 

909 

296 


879 

COOKING FUEL 






















UTILITY GAS. ...... 

30 

293 

28 

616 


967 


708 

as 

500 

72 

225 

69 

662 

2 

563 

67 

361 

2 815 

2 

049 

ELECTRICITY 

13 

605 

11 

764 


140 

i 

701 

35 

332 

30 

655 

27 

003 

3 

652 

20 

362 

5 465 

4 

808 

BOTTLED t TANKt OR LP GAS 

2 

966 


382 


941 

i 

645 

10 

486 

7 

066 

5 

586 

1 

480 

3 

809 

1 132 

2 

125 

FUEL OlLi KEROSENEt ETC 


66 


24 


. . . 


42 


378 


340 


322 


18 


304 

■ . . 


36 

COAL OR COKE 


80 


22 


« • t 


58 


528 


326 


326 


• . . 


277 

17 


32 

OTHER FUEL 


317 


86 


. • . 


231 


481 


260 


242 


18 


122 

18 


120 

NONE . * 


179 


161 


... 


18 


940 


877 


B28 


49 


811 

17 


49 

CLOTHES WASHING MACHINE 






















WRINGER OR SPINNER 

15 

925 

12 

803 


302 

2 

820 

50 

581 

38 

294 

35 

822 

2 

472 

32 

350 

2 478 

3 

466 

AUTOMATIC OR SEMI-AUTOMATIC 

19 

902 

17 

84a 

1 

080 


974 

51 

382 

43 

482 

39 

656 

, 3 

826 

33 

030 

5 749 

3 

903 

WASHER-DRYER COMBINATION 


643 


519 


67 


57 

z 

972 

2 

229 

2 

086 

i 

143 

1 

764 

211 


254 

NONE 

11 

038 

9 

887 


599 


552 

31 

710 

27 

744 

26 

405 

1 

339 

25 

122 

1 026 

1 

596 

CLOTHES DRYER 






















GAS HEATED 

3 

358 

3 

101 


■ ■ f 


257 

16 

366 

13 

048 

12 

564 


484 

11 

372 

1 092 


504 

ELECTRICALLY HEATED. 

9 

582 

8 

107 


744 


731 

21 

860 

18 

004 

15 

653 

2 

351 

12 

026 

3 414 

2 

564 

NONE 

34 

568 

29 

849 

1 

304 

3 

415 

98 

419 

BO 

697 

75 

752 

4 

945 

69 

666 

4 958 

6 

071 

HOME FOOD FREEZER 






















1 OR MORE 

9 

262 

7 

122 


403 

1 

737 

23 

264 

17 

468 

14 

893 

2 

575 

11 

252 

2 973 

3 

243 

NONE 

38 

246 

33 

935 

1 

645 

2 

666 

113 

381 

94 

281 

69 

076 

5 

205 

81 

814 

6 491 

5 

976 

TELEPHONE AVAILABLE 














1 





1 




43 

038 

37 

454 

1 

790 

3 

794 

123 

600 

101 

196 

94 

049 

7 

147 

83 

941 

a 992' 

B 

263 


i ^ 

544 

3 

654 


258 


632 

13 

045 

iO 

553 

9 

920 


633 

9 

125 

472 


956 

AUTOMOBILES AVAILABLE 























29 

069 

24 

583 

1 

498 

2 

988 

82 

355 

66 

569 

61 

149 

5 

420 

54 

921 

5 546 

6 

102 


9 

869 

6 

396 


429 

1 

044 

25 

160 

20 

518 

IB 

620 

1 

898 

14 

854 

3 414 

2 

250 

3 OR MORE 

1 1 

252 

1 

074 


62 


116 

3 

248 

2 

7S9 

2 

558 


201 

2 

159 

185 


415 

NONE 

7 

369 

7 

055 


59 


255 

25 

862 

21 

903 

21 

642 


261 

21 

132 

319 


452 

AIR CONDITIONING 

i 





















ROOM UNITi 























1 11 

424 

10 

264 


552 


608 

28 

813 

24 

929 

22 

899 

2 

030 

20 

541 

2 519 

1 

869 

Z OR MORE 

1 

957 

1 

700 


237 


20 

6 

965 

6 

234 

5 

625 


609 

4 

971 

807 


456 

CENTRAL SYSTEM 


503 

4 

461 


20 


22 

6 

155 

5 

658 

5 

232 


426 

4 

177 

947 


534 



\ 29 

624 

24 

632 

1 

239 

3 

753 

94 

712 

74 

928 

! 70 

213 

4 

715 

63 

377 

5 191 

6 

360 

TELEVISION SETS 























1 

032 

34 

282 

1 

829 

3 

921 

111 

475 

90 

590 

83 

925 

6 

665 

74 

957 

7 706 

7 

927 

2 OR MORE 

3 

030 

2 

826 


138 


72 

13 

019 

11 

425 

10 

593 


832 

9 

072 

1 504 


849 

NONE 

1 4 

438 

3 

947 


81 


410 

12 

151 

9 

734 

9 

451 


263 

9 

037 

254 


443 

RADIO SETS 























26 

416 

24 

203 

1 

269 

2 

944 

81 

475 

66 

360 

61 

664 

4 

696 

55 

509 

5 418 

5 

1 433 

2 OR MORE 

16 

144 

14 

316 


692 

1 

136 

43 

386 

35 

423 

32 

834 

2 

589 

28 

748 

3 559 

2 

> 116 

NONE 

! 2 

948 

2 

538 


67 


323 

11 

784 

9 

966 

9 

471 


495 

8 

809 

1 487 1 

670 
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Table 16. — ^Type op Fuel and Selected Equipment, for SMSA s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; I960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Heucin^ Fuel 
W;itcr Hc:it. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Cloches Dryer 


Home Food Frce'/.cr 
Telephone Avail. 
Aucomohiles Avail. 
Air Conditioning 
Television Sct.s 
Radio Sets 


SUBJECT 

1 STANDARD METROPOLITAN STATISTICAL AREAS 

I— CON. 

URBANIZED AREAS 

OMAHA— CON. 

LINCOLN 

OMAHA 

IOWA PORTION 

total 

NEBRASKA 

PORTION 

total 

POTTAWATTAMIE 

COUNTY 

1 COUNCIL 

1 BLUFFS 

1 

urban 

BALANCE 

RURAL 

ALU OCCUPIED UNITS , , 

2M 896 

1 16 981 

1 313 

, 6 602 

43 156 

118 533 

100 239 

HEATING FUEL 








UTILITY GAS 

IB 381 

! 15 866 

722 

1 793 

40 659 

90 901 

74 313 

FUEL OIL* KEROSENE* ETC. ... . 

3 828 

432 

512 

2 804 

1 407 

21 183 

20 239 

COAL OR COKE 

926 

335 

40 

551 

395 

3 575 

3 200 

ELECTRICITY 

57 

42 

. • . 

15 

55 

129 

87 

BOTTLED* TANK* OR LP GAS » 

1 500 

242 

39 

i 219 

221 

2 306 

a 025 

OTHER FUEL . . 

103 

43 

. . * 

140 

368 

377 

334 

NONE 

21 

21 

... 

... 

... 

62 

41 

WATER HEATING FUEL 








UTILITY GAS. . . 

17 659 

15 209 1 

704 

1 746 

39 928 

101 088 

85 175 

ELECTRICITY 

2 778 

496 

493 

* 1 789 

1 925 

8 933 

7 944 

COAL OR COKE 

87 

43 

. . . 

1 44 

343 

525 

482 

BOTTLED* TANK* OR LP GAS 

2 236 

283 

39 

! 1 916 

321 

3 765 

3 443 

fuel oil* KEROSENE* ETC. . * 

115 

60 

* . • 

1 55 

81 

850 

790 

OTHER FUEL 

. » * 

. . * 

. . * 


87 

120 

120 

NONE 

2 019 

890 

77 

1 052 

1 420 

3 252 

a 285 

COOKING FUEL 




1 




UTILITY GAS 

16 275 

' 14 039 

684 

! 1 552 

29 585 

84 079 

69 356 

ELECTRICITY. ............... 

4 677 

2 365 

417 

1 1 895 

11 904 

27 318 

24 536 

BOTTLED* tank. OR LP GAS 

3 420 

471 

192 

! 2 757 

1 323 

5 444 

4 781 

FUEL OIL* KEROSENE* ETC 

38 

* . . 

20 

18 

24 

324 

304 

COAL OR COKE 

202 

43 

» . * 

159 

22 

337 

294 

OTHER FUEL 

221 

t • » 

. . . 

221 

86 

140 

140 

NONE . , 

63 

63 

... 

... 

161 

091 

826 

CLOTHES WASHING MACHINE 








WRINGER OR SPINNER 

12 287 

7 362 

528 

4 397 

13 105 

42 240 

34 350 

automatic or SEMI-AUTOMATIC 

7 900 

6 024 

476 

1 400 

18 926 

44 534 

38 034 

WASHER-DRYER COMBINATION .... 

743 

394 

98 

251 

586 

2 429 

1 937 

NONE 

3 966 

3 201 

211 


10 486 1 

29 330 

25 918 

CLOTHES DRYER 




1 




GAS HEATED 

3 318 

2 579 

96 

643 

3 101 

15 038 

12 363 

ELECTRICALLY HEATED. 

3 B56 

2 360 

436 

1 060 

8 851 

17 114 

14 3lB 

NONE 

17 722 

12 042 

781 

4 899 

31 153 

86 301 

73 558 

HOME FOOD FREEZER 








1 OR MORE 

5 796 

a 198 

273 1 

3 325 

7 525 

15 746 

13 275 

NONE 

19 100 

14 783 

1 040 1 

3 277 

35 580 

102 787 

86 964 

TELEPHONE AVAILABLE 








YES 

22 404 

15 226 

1 1B7 

5 939’ 

39 244 

107 130 

90 715 

NO 

2 492 

1 753 

126 

613i 

3 912 

11 403 

9 524 

AUTOMOBILES AVAILABLE 









15 786 

10 393 

1 020 

4 373 

26 081 

70 507 

59 094 


4 662 

2 603 

253 1 

1 606 

8 825 

20 488 

17 432 

3 OR MORE 

489 

331 

• . * 1 

158 

1 136 

2 635 

2 304 

NONE 

3 959 

3 454 

40 

465 

7 114 

24 903 

21 409 

AIR CONDITIONING 








ROOM UNIT: 









3 884 

3 172 

233 

479 

10 816 

25 728 

22 323 

2 OR MORE 

731 

613 

60 

58 

1 937 

6 115 

5 442 

CENTRAL SYSTEM 

497 

322 

30 

137 

4 481 

5 253 

4 893 


19 784 

12 874 

982 

5 928 

25 871 

81 437 

67 581 

TELEVISION SETS 









1 

20 885 

13 933 

1 157 

5 795 

36 111 

95 909 

80 819 

2 OR MORE 

1 594 

1 200 

98 

296 

2 966 

11 472 

10 174 

NONE 

2 417 

1 848 

58 

511 

4 028 

11 152 

9 246 

RADIO SETS 









15 115 

10 063 

802 

4 250 

25 472 

70 680 

59 815 

2 OR MORE 

7 963 

5 617 

413 

1 933 

15 008 

37 263 

31 233 

NONE 

1 818 

1 301 

98 

419 

2 625 

10 590 

9 191 


Table 17. — Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, Value Conmec Rene 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: Gross Rene Duration oi Vacancy 

1960 

[Some data based on sample; median not shown where base is insufficient; see text. *‘U" denotes an unincorpoi-ated place. Plus (-f ) or 
minus (-) after number indicates median above or below that number] 


standard metropolitan statistical areas 


subject 

LINCOLN 

OMAHA 

THE 

AREA 

LAN- 

CASTER 

COUNTY 

LINCOLN 

URBAN 

BAL- 

ANCE 

RURAL 

THE 

AREA 

NEBRASKA PORTION 

total 

COUNTIES 

OMAHA 

URBAN 

BAL- 

ANCE 

RURAL 

DOUGLAS 

SARPY 

VALUE 






















OWNER OCCUPIED 

..... 

24 

594 

22 

787 


282 

1 

525 

79 

166 

64 

253 

59 

658 

4 595 

52 100 

7 

566 

4 

587 

LESS THAN $5 r 000 . 

« « • • • 

2 

159 

1 

481 


136 


542 

5 

956 

4 

192 

3 

867 

325 

3 422 


312 


458 

SSiOOO TO $7 » 400 


3 

576 

3 

163 


85 


328 

10 

222 

7 

625 

7 

239 

386 

6 766 


360 


499 

*7, 500 TO $9, 900 


3 

973 

3 

703 


17 


255 

13 

413 

10 

170 

9 

34-0 

830 

8 862 


617 


691 

SiOiOOO TO $i2i400 


4 

640 

4 

442 


28 


170 

15 

171 

12 

024 

11 

249 

775 

10 572 


951 


501 

$12t500 TO S14»900 , 


3 

602 

3 

526 


4 


72 

11 

556 

9 

528 

8 

811 

717 

B 039 


969 


520 

SlStOOO TO S17»400 

9 $ •• • 

2 

47B 

2 

424 


4 


50 

8 

033 

7 

123 

6 

561 

562 

5 269 

1 

266 


586 

S17»500 TO S19»900 

• . . * ♦ 

1 

457 

1 

438 


. • . 


19 

5 

347 

4 

841 

4 

407 

434 

3 366 


986 


487 

SaOtOOO TO $24f900 

9 9 9 9 * 

1 

459 

1 

420 


4 


35 

4 

867 

4 

430 

4 

017 

413 

2 863 

1 

086 


481 

S25t000 TO $34 1 900 , 



842 


803 


4 


35 

2 

901 

2 

721 

2 

593 

128 

1 761 


723 


237 

$35*000 OR MORE 



408 


387 


... 


21 

1 

700 

1 

599 

1 

574 

25 

1 180 


292 


127 

median . . . . 

DOLLARS . 

11 

400 

11 

700 

5 

100 

6 

700 

11 

600 

12 

100 

12 

100 

12 400 

11 700 

16 

100 

13 

200 

VACANT AVAILABLE FOR SALE. . 

• « • • • 


324 


310 


• ft 


14 

1 

026 


892 


B12 

80 

530 


209 


153 

LESS THAN $5*000 

• t • • • 


26 


22 


i • • 


4 


76 


43 


34 

9 

31 


3 


9 

$5f000 TO $9*900 

9 9 9 9 9 


73 


66 


■ t • 


7 


140 


104 


104 

... 

95 


9 


. . . 

$10,000 TO $14*900 

9 9 9 9 9 


92 


92 


• • t 


. . ■ 


200 


180 


154 

26 

148 


19 


13 

$15*000 TO $19*900 

9 9 9 9 9 


66 


63 


t • * 


3 


399 


377 


339 

38 

161 


12B 


88 

$20*000 TO $24*900 

9 9 9 9 9 


33 


33 


i • « 


. . • 


71 


63 


56 

7 

36 


16 


11 

$25*000 OR MORE 

9 9 9 9 9 


34 


34 


■ • t 


... 


132 


125 


125 

... 

59 


34 


32 

MEDIAN PRICE ASKED . 

dollars . 

13 

400 

13 

600 


... 


... 

16 

100 

16 

600 

16 

700 

... 

14 700 

17 

200 


*99 

GROSS RENT 






















RENTER OCCUPIED 


17 

826 

16 

017 

1 

173 


638 

46 

328 

40 

456 

38 

478 

1 978 

36 831 

1 

488 

2 

137 

LESS THAN $20 



109 


96 


• t T 


13 


215 


195 


191 

4 

179 


4 


12 

$20 TO $29 



604 


588 


7 


9 

1 

490 

1 

350 

i 

347 

3 

1 316 


16 


18 

$30 TO $39 



949 


900 


. . . 


49 

2 

505 

2 

275 

2 

266 

9 

2 246 


16 


11 

$40 TO * . 


1 

588 

1 

338 


208 


42 

3 

364 

2 

880 

2 

852 

28 

2 760 


35 


85 

$50 TO $59 


1 

854 

1 

702 


75 


77 

5 

025 

4 

200 

4 

107 

93 

3 994 


71 


135 

$60 TO $69 . . 


2 

501 

2 

405 


49 


47 

6 

052 

5 

209 

5 

097 

112 

4 941 


81 


107 

$70 TO $79 


2 

365 

2 

081 


192 


92 

5 

605 

4 

853 

4 

653 

200 

4 517 


91 


245 

$80 TO $99 


3 

735 

3 

212 


421 


102 

a 

810 

7 

651 

7 

146 

505 

6 813 


240 


598 

$100 TO $119 


2 

121 

1 

927 


143 


51 

5 

670 

5 

063 

4 

714 

349 

4 499 


210 


354 

$120 TO $149 



919 


855 


56 


6 

3 

548 

3 

318 

2 

941 

377 

2 789 


314 


215 

$150 TO $199 



245 


237 


4 


4 

1 

444 

1 

399 

1 

243 

156 

1 091 


236 


72 

$200 OR MORE 



33 


25 


3 


5 


292 


260 


252 

28 

213 


44 


23 

NO cash RENT 



805 


651 


15 


139 

2 

300 

1 

783 

1 

669 

114 

1 471 


130 


182 

MEDIAN 

dollars . 


74 


73 


90 


71 


76 


77 


75 

99 

75 


114 


92 

CONTRACT RENT 






















RENTER OCCUPIED 


17 

828 

16 

017 

1 

173 


638 

46 

328 

40 

456 

38 

478 

1 978 

36 831 

1 

4B8 

2 

137 

LESS THAN $20 



182 


132 


3 


47 


423 


343 


331 

12 

289 


23 


31 

$20 TO $29 



724 


679 


4 


41 

2 

054 

1 

745 

1 

716 

29 

1 629 


39 


77 

$30 TO $39 


1 

223 

1 

115 


7 


101 

3 

677 

3 

227 

3 

179 

48 

3 066 


33 


128 

$40 TO 


4 

681 

4 

229 


297 


155 

10 

717 

8 

976 

8 

806 

170 

8 458 


154 


364 

$60 TO $79 


5 

768 

5 

383 


270 


115 

14 

050 

12 

217 

11 

774 

443 

11 450 


260 


507 

$dO TO $99 


2 

901 

2 

491 


309 


21 

7 

161 

6 

423 

5 

935 

488 

5 735 


282 


406 

$100 TO $149 


1 

438 

1 

243 


181 


14 

5 

156 

4 

977 

4 

365 

612 

4 113 


491 


373 

$150 OR MORE 



106 


94 


7 


5 


782 


765 


703 

62 

620 


76 


69 

NO CASH RENT 



805 


651 


15 


139 

2 

308 

1 

783 

1 

669 

114 

1 471 


130 


162 

MEDIAN 

dollars . 


66 


65 


80 


49 


67 


68 


67 

93 

67 


94 


75 

VACANT AVAILABLE FOR RENT. . 


1 

521 

1 

190 


295 


36 

2 

997 

2 

692 

2 

584 

108 

2 402 


83 


127 

LESS than $30 



117 


110 


4 


3 


255 


244 


244 


240 


4| 


. . . 

$30 TO $39 



142 


137 


• • . 


5 


525 


472 


472 


467 


it. 


5 

$40 TO $59 . 



362 


350 


* . . 


12 


753 


651 


630 

*21 

630 


... 


21 

$60 TO $79 . . . 



407 


366 


31 


10 


718 


638 


596 

42 

581 


13 


44 

$80 TO $99 



249 


137 


112 


* . • 


324 


286 


259 

27 

239 


21 


26 

$100 TO $119 



199 


51 


148 


t ■ . 


198 


177 


164 

13 

145 


14 


18 

$120 OR MORE 



45 


39 


* * * 


6 


224 


224 


219 

5 

180 


31 


13 

MEDIAN RENT ASKED (DOLLARS) 1 






















VACANT AVAILABLE FOR RENT. . . 



66 


60 


100 


( • » 


59 


59 


58 

... 

57 


t * . 


... 

WITH ALL utilities IN RENT . 



64 


51 


100 


... 


47 


46 


44 

■ • . 

44 


... 


... 

WITH some or no UTILITIES IN 

RENT. . . 


67 


68 




* • « 


69 


70 


69 

. . * 

68 


... 


... 

DURATION OF VACANCY 






















VACANT AVAILABLE FOR SALE. , 



355 


318 


... 


37 

1 

051 


eaa 


801 

87 

519 


209 


160 

LESS Than 4 months 



260 


256 


« • . 


4 


754 


652 


591 

61 

345 


193 


114 

4 UP TO 6 MONTHS 

• * . . « 


25 


22 


■ • . 


3 


no 


103 


93 

10 

70 


■ t . 


25 

6 MONTHS OR MORE . . 



70 


40 


... 


30 


187 


133 


117 

16 

96 


16 


21 

VACANT AVAILABLE FOR RENT. . 


1 

579 

I 

226 


295 


58 

3 

107 

2 

784 

2 

662 

122 

2 533 


83 


168 

LESS THAN 1 MONTH 



821 


518 


295 


8 

1 

322 

1 

191 

1 

111 

80 

1 067 


34 


90 

1 UP TO 4 MONTHS 



511 


488 


... 


23 

1 

291 

1 

182 

1 

151 

31 

1 081 


46 


55 

4 UP TO 6 MONTHS 



58 


58 


. * . 


. • • 


118 


102 


102 

... 

97 


. . . 


5 

6 MONTHS OR MORE 




189 


162 


... 


27 


376 


309 


29B 

11 

288 


3 


IB 


29-24 


State aad Small Areas 


Table 17 , — Financial Characteristics and Duration of Vacancy, for SMSAs, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960^Con. 

(Some data based on sample; median not shown where base is insufRcient; see text. “U" denotes an unincorporated place. Plus (-f-) or 
minus ( — ) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


SUBJECT 


VALUE 


OWNER OCCUPIED . . . . • 

LESS THAN $5t000 .... 

$5»000 TO $7 1 400 

$7i500 TO $9t900 

SlOtOOO TO Sl2r400 . 

512(500 TO 514(900 

515(000 TO 517(400 ... 

517(500 TO 519(900 .... * 

520(000 TO 524(900 

525(000 TO 534(900 

535(000 OR MORE 

MEDIAN dollars 


VACANT available FOR SALE. 

LESS THAN 55(000 ..... 

55(000 TO 59(900 . * 

510(000 TO £14(900 . 

515(000 TO £19(900 

£20(000 TO £24(900 

£25(000 OR MORE. 

MEDIAN PRICE ASKED DOLLARS 


GROSS RENT 

RENTER OCCUPIED. .... 

LESS THAN 520 

520 TO 529 

$30 TO 539 . » • 

540 TO 549 

550 TO 

560 TO 

570 TO £79 

$80 TO £99 

5100 TO 5119 

$120 TO $149 

5150 TO $199 

5200 OR more . 

NO CASH RENT ..... 

MEDIAN DOLLARS 


CONTRACT rent 

RENTER OCCUPIED 

LESS THAN 520 

520 TO 

530 TO $39 . 

$40 TO 

560 TO 579 

$80 TO 599 

5100 TO $149 

5150 OR MORE 

NO CASH RENT 

MEDIAN dollars 


VACANT AVAILABLE FOR RENT. . . . 

LESS THAN $30 

530 TO 539 
540 TO $59 
560 TO 579 
$80 TO 599 
$100 TO $119 

$120 OR MORE 

MEDIAN RENT ASKED (DOLLARS)* 

VACANT AVAILABLE FOR RENT 

WITH ALL UTILITIES IN RENT . . . 
WITH SOME OR NO UTILITIES IN RENT 


DURATION OF VACANCY 

VACANT available FOR SALE. 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE 


VACANT available FOR RENT 

less than 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 months or MORE 


STANDARD METROPOLITAN STATISTICAL AREAS— CON, 
OMAHA— CON. 


IOWA PORTION 


TOTAL 

POTTAWATTAMIE 

COUNTY 

COUNCIL 

BLUFFS 

URBAN 

BALANCE 

RURAL 

14 913 

11 430 

1 068 

2 415 

1 764 

1 033 

112 

619 

2 597 

1 891 

168 

538 

3 243 

2 697 

136 

410 

3 147 

2 599 

212 

336 

2 028 

1 637 

180 

211 

910 

723 

80 

107 

506 

359 

76 

71 

437 

278 

80 

79 

180 

136 

12 

32 

101 

77 

12 

12 

9 900 

10 100 

11 400 

7 800 

134 

68 

30 

36 

33 

12 

* . . 

21 

36 

30 

3 

3 

28 

10 

14 

4 

22 

12 

6 

4 

8 

4 

f * » 

4 

7 

... 

7 

... 

... 

... 

. • • 

. • . 

5 872 

4 775 

158 

939 

20 

9 

. . * 

11 

140 

124 

« * . 

16 

230 

211 

. i . 

19 

484 

387 

26 

71 

825 

644 

6 

173 

843 

745 

7 

91 

752 

584 

19 

149 

i 159 

979 

48 

132 

607 

552 

21 

34 

230 

215 

4 

U 

45 

26 

11 

8 

12 

8 

... 

4 

525 

291 

14 

220 

72 

72 

... 

68 

5 872 

4 775 

158 

939 

80 

41 

. * * 

39 

309 

205 

16 

90 

450 

258 

18 

174 

1 741 

1 430 

32 

279 

1 833 

1 684 

46 

103 

738 

702 

21 

15 

179 

153 

11 

15 

17 

13 

. . * 

4 

525 

291 

14 

220 

61 

63 

... 

44 

305 

242 

9 

54 

11 

7 

• . • 

4 

53 

35 

* . . 

18 

102 

70 

* • • 

32 

80 

77 

3 

... 

38 

35 

3 

. 1 . 

21 

18 

3 


... 

. . . 

• .* 

... 

58 

63 

... 

... 

. « . 

• • * 

. t . 

• • • 


... 



163 

83 

30 

50 

102 

53 

27 

22 

7 

7 

• . • 

... 

54 

23 

3 

28 

323 

242 

9 

72 

131 

103 

9 

19 

109 

90 

. • • 

19 

16 

9 

■ • t 

7 

67 

40 

• • • 

27 


URBANIZED AREAS 


OMAHA 


LINCOLN 



23 069 

70 573 

50 075 

1 617 

4 843 

3 698 

3 248 

9 133 

7 074 

3 720 

12 180 

9 347 

4 470 

13 926 

11 115 

3 530 

10 538 

8 721 

2 428 

7 140 

6 337 

1 438 

4 633 

4 198 

1 424 

4 051 

3 693 

807 

2 576 

2 428 

387 

1 553 

1 464 

11 600 

11 600 

12 000 

310 

817 

719 

22 

46 

34 

66 

137 

104 

92 

1B4 

160 

63 

301 

283 

33 

49 

45 

34 

100 

93 

13 600 

15 700 

16 100 

17 190 

42 668 

37 735 

96 

IBS 

179 

595 

1 456 

1 1 332 

900 

2 475 

' a 264 

1 546 

3 201 

2 780 

1 777 

4 703 

4 051 

2 454 

5 736 

4 984 

2 273 

5 170 

4 567 

3 633: 

8 001 

6 974 

2 070 

5 203 

4 630 

911 

3 143 

2 924 

241 

1 256 

1 219 

28 

249 

241 

666 

1 887 

1 582 

74 

75 

75 

17 190 

42 668 

37 735 

135 

345 

304 

683 

1 880 

1 661 

1 122 

3 371 

3 095 

4 526 

10 040 

8 586 

5 653 

13 323 

11 593 

2 880 

6 629 

5 906 

1 424 

4 504 

4 340 

101 

681 

668 

666 

1 887 

1 582 

66 

67 

67 

1 485 

2 810 

2 559 

114 

251 

244 

137 

502 

467 

350 

700 

630 

397 

674 

594 

249 

292 

254 

199 

180 

159 

39 

211 

211 

66 

59 

58 

64 

44 

44 

68 

69 

69 

318 

821 

708 

256 

611 

531 

22 

85 

78 

40 

125 

99 

1 521 

2 861 

2 610 

813 

1 207 

1 095 

488 

1 217 

1 127 

58 

106 

97 

162 

331 

291 


NEBRASKA 

PORTION 


Tabic 18. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
25,000 TO 50,000 Inhabitants: 1960 

[Some data baaed on sample; see text “U" denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac 
Bathrooms 


SUBJECT 

GRAND 

1 SLAND 

SUBJECT 

GRAND 

1 SLAND 

SUBJECT 

GRAND 

ISLAND 

ALL HOUSING UNITS 

8 656 

CONDITION AND PLUMBING 


ALL HOUSING UNITS 

8 656 

TENURE, COLOR, AND VACANCY 


ALL UNITS 

8 656 

WATER SUPPLY 


STATUS 


SOUND 

7 350 





WITH ALL PLUMBING FACILITIES 

7 009 

HOT t COLD PIPED WATER INSIDE STRUCTURE 

a 384 

OCCUPIED 

8 301 

LACKING ONLY HOT WATER. . 

13 

ONLY COLD PIPED WATER INSIDE STRUCTURE. 

212 

OWNER OCCUPIED 

5 240 

LACKING OTHER PLUMBING FACILITIES . . 

328 

PIPED WATER OUTSIDE STRUCTURE 

7 

PERCENT OF ALL OCCUPIED 

63,1 

DETERIORATING 

1 053 

NO PIPED WATER 

53 

WHITE 

5 213 

WITH ALL PLUMBING FACILITIES 

805 



NONWHITE 

27 

LACKING ONLY HOT WATER 

20 



RENTER OCCUPIED 

3 061 

LACKING OTHER PLUMBING FACILITIES . . 

226 

TOILET FACILITIES 


WHITE 


DILAPIDATED 

253 



NONWKITE 

13 



FLUSH TOILET, EXCLUSIVE USE 

8 093 



OWNER OCCUPIED 

5 240 

FLUSH TOILET, SHARED 

414 

VACANT 

355 

SOUND 

4 671 

OTHER TOILET FACILITIES OR NONE .... 

149 

YEAR ROUND 

332 

WITH ALL PLUMBING FACILITIES 

4 600 



SOUND OR DETERIORATING 

269 

LACKING SOME OR ALL FACILITIES. . . . 

71 



AVAILABLE 

178 

DETERIORATING 

443 

BATHING FACILITIES 


FOR SALE ONLY 

40 

WITH ALL PLUMBING FACILITIES 

383 



HOMEOWNER VACANCY RATE • . • . 

0.8 

LACKING SOME OR ALL FACILITIES. , . . 

60 

BATHTUB OR SHOWER, EXCLUSIVE USE. . . . 

a 005 

FOR .RENT 

138 

DILAPIDATED 

126 

BATHTUB OR SHOWER, SHARED * 

426 

RENTAL VACANCY RATE 

4.3 



NO BATHTUB OR SHOWER 

225 

rented or SOLD, AWAITING OCCUPANCY 

30 

RENTER OCCUPIED 

3 061 



HELD FOR OCCASIONAL USE 

B 

SOUND 

2 500 



HELD FOR OTHER REASONS 

53 

WITH ALL PLUMBING FACILITIES. . . , . 

2 242 

BATHROOMS 


DILAPIDATED 

63 

LACKING SOME OR ALL FACILITIES; . . . 

258 



SEASONAL 

23 

DETERIORATING 

486 

1 . . . . 

5 888 



WITH ALL PLUMBING FACILITIES 

357 

1 PLUS PARTIAL 

949 



LACKING SOME OR ALL FACILITIES. . . . 

129 

2 OR MORE 

1 080 



DILAPIDATED 

75 

SHARED OR NONE 

739 



VACANT AVAILABLE FOR SALE 

40 





WITH ALL PLUMBING FACILITIES 

34 





LACKING SOME OR ALL FACILITIES 

6 





VACANT AVAILABLE FOR RENT 

138 





WITH ALL PLUMBING FACILITIES 

B5 






LACKING SOME OR ALL FACILITIES 

S3 

1 



Table 19. — Structural Characteristics, for Places or 25,000 to 50,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insuifldent; see text “U'* denotes an unincorporated place. Plus (-b) after 

number indicates median above that number] 


Rooms 

Bedrooms 


Units in Structure 
Trailer 


SUBJECT 

GRAND 

ISLAND 

SUBJECT 

GRAND 

ISLAND 

SUBJECT 

GRAND 

ISLAND 

ROOMS 


ROOMS — CON. 


UNITS IN STRUCTURE 


ALL UNITS 

8 656 

VACANT AVAILABLE FOR RENT 

138 

ALL UNITS 

B 656 

1 ROOM 

276 

1 ROOM. 

27 

1 , DETACHED 

6 479 

2 ROOMS 

395 

2 ROOMS 

34 

1 , ATTACHED 

517 

3 ROOMS 

1 238 

3 ROOMS 

44 

2 . 

748 

4 ROOMS . . . . 

2 196 

4 ROOMS 

14 

3 AND 4 

417 

5 ROOMS 

2 377 

6 ROOMS OR MORE 

19 

5 OR MORE 

474 

6 ROOMS 

1 255 

MEDIAN 

2.7 

TRAILER 

21 

7 ROOMS 

469 





e ROOMS OR MORE 

450 



OWNER OCCUPIED 

5 240 

MEDIAN 

4.6 

BEDROOMS 


1 , DETACHED 

4 858 





1 , ATTACHED 

74 

OWNER OCCUPIED 

5 240 



2 OR MORE 

296 

1 TO 3 ROOMS 

309 

AU. UNITS 

8 656 

TRAILER 

12 

4 ROOMS. : 

1 476 

NONE 

281 



5 ROOMS. . . 

1 782 



2 219 

RENTER OCCUPIED 

3 061 

6 ROOMS 

939 



3 604 

1 , DETACHED 

1 396 

7 ROOMS 

375 

3 

1 958 

1 , ATTACHED 

396 

B ROOMS OR MORE 

359 

4 OR MORE 

594 



533 

MEDIAN 

5,0 



3 AND 4 

307 



OWNER OCCUPIED 

5 240 

5 TO 

206 

RENTER OCCUPIED 

3 061 

0 AND 1 

587 

10 TO 19 

66 

1 ROOM 

225 



2 658 

20 OR MORE 

146 

2 ROOMS 

321 



1 449 

TRAILER 

9 

3 ROOMS 

895 

4 OR MORE 

546 



4 ROOMS 

676 



VACANT AVAILABLE FOR RENT 

116 

5 ROOMS 

526 

renter OCCUPIED 

3 061 

1 

55 

6 ROOMS 

267 


221 

2 OR MORE 

63 

7 ROOMS OR MORE 

151 

1 

1 504 



MEDIAN 

3,6 


698 





3 OR MORE 

438 



VACANT AVAILABLE FOR SALE 

40 





I TO 3 ROOMS 

5 





4 AND 5 ROOMS 

25 





6 ROOMS OR MORE 

10 





MEDIAN 

... 
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Table 20. — Occupancy Characteristics, Year Built, and Heating Equipment, for Places of 
25,000 TO 50,000 Inhabitants: 1960 

[Based on sample; see text “U" denotes an unincorporated place] 


Year Struct. Built 
Basement 

Heating Equipment 
Source of Water 


Sewage Disposal 

Population 

Persons 

Persons per Room 


SUBJECT 


GRAND 

ISLAND 


SUBJECT 


GRAND 

ISLAND 


SUBJECT 


GRAND 

ISLAND 


ALL HOUSING UNITS. 


8 656 


SOURCE OF WATER 


ALL OCCUPIED UNITS 


0 301 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 195^ . , . 
19M-0 TO 19M-9 . . . 
1939 OR EARLIER. , 


BASEMENT 


BASEMENT . , 
CONCRETE SLAB 
OTHER. . . . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM AIR FURNACE 

FLOOR, WALL, OR PIPELESS FURNACE . . . 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE 

NONE 


583 
1 302 
995 
5 776 


PUBLIC SYSTEM OR PRIVATE COMPANY . , . 

INDIVIDUAL WELL 

OTHER * 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL, 
OTHER OR NONE 


6 803 
680 
1 173 


POPULATION 


616 
6 244 
625 
7 

1 097 
43 
24 


POPULATION IN HOUSING UNITS, 1960. , , 

PER OCCUPIED UNIT 

OWNER. . . « 

RENTER 

POPULATION IN DWELLING UNITS, 1950 . . 
PER OCCUPIED UNIT 


8 453 
171 
32 


8 398 
131 
127 


PERSONS 


OWNER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE 

MEDIAN • 


24 839 

3.0 

3.1 

2.8 

21 712 

3.1 


RENTER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS. .... 

7 PERSONS 

8 PERSONS OR MORE, 

MEDIAN 


PERSONS PER ROOM 


5 240 
673 
1 819 
887 
849 
498 
276 
133 
105 
2.6 


3 061 
826 
891 
442 
436 
248 
84 
68 
64 
2.3 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 1.00 . . , 
1.01 OR MORE . . . 


5 240 
2 666 
2 109 
465 


RENTER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 1.00 . , . 
1.01 OR MORE . . . 


3 061 
1 135 
I 592 
334 


Table 21. — Financial Characteristics, Year Moved into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants: 1960 

[Based on sample; see text “U" denotes an unincorporated place. Median not shown where base is less than 200; plus (+) or minus (— ) 
after number indicates median above or below that number] 


Year Moved into Unit 
Automobiles Avail. 
Air Conditioning 
Value 


Gross Rent 
Contract Rent 
Dumtion of 
Vacancy 


SUBJECT 

GRAND 

ISLAND 

SUBJECT 

GRAND 

ISLAND 

SUBJECT 

GRAND 

ISLAND 

ALL OCCUPIED UNITS . 

8 301 

VALUE 


CONTRACT RENT 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 

4 912 

RENTER OCCUPIED 

2 935 



less THAN *5,000 

627 

MEDIAN DOLLARS . 

51 

OWNER OCCUPIED 

5 240 

*5,000 TO *7,400 

968 



1959 TO MARCH 1960 

612 

*7,500 TO *9,900 i 

1 083 

VACANT available FOR RENT 

119 

1958 

358 

*10,000 TO *12,400 

965 

LESS THAN *30 

22 

1954 TO 1957 

1 156 

*12,500 TO *14,900 

543 

*30 TO *39 

44 

1940 TO 1953 

2 196 

*15,000 TO *17,400 , . . 

302 

*40 TO *59 

45 

1 939 OR EARLIER 

916 

*17,500 TO *19,900 

132 

*60 TO *79 

e 



*20,000 TO *24,900 . . 

151 

*80 TO *99 

. * . 

RENTER OCCUPIED 

3 061 

*25,000 TO * 34,900 

70 

*100 TO *119 

. . . 

1959 TO MARCH 1960 

1 295 

*35,000 OR MORE 

51 

*120 OR MORE 

1 . . 

1958 

480 

MEDIAN DOLLARS . 

9 400 

MEDIAN RENT ASKED (DOLLARS): 


1954 TO 1957 .. 

805 



VACANT AVAILABLE FOR RENT 

. . . 

1940 TO 1953 

416 

VACANT AVAILABLE FOR SALE 

57 

WITH ALL UTILITIES IN RENT . . , . 

. . . 

1939 OR EARLIER 

65 

MEDIAN PRICE ASKED DOLLARS . 


WITH SOME OR NO UTIL. IN RENT. . . 

... 

AUTOMOBILES AVAILABLE 


GROSS RENT 


DURATION OF VACANCY 



4 322 

RENTER OCCUPIED 

3 061 

VACANT AVAILABLE FOR SALE 

57 


2 138 

LESS THAN *20 

39 

LESS THAN 4 MONTHS 

35 

3 OR MORE 

205 

*20 TO *29 

225 

4 MONTHS OR MORE 

22 

flONE 

1 636 

*30 TO *39 

316 





*40 TO *49 

416 

VACANT AVAILABLE FOR RENT 

119 



*50 TO *59 1 

525 

LESS THAN 1 MONTH 

32 

AIR CONDITIONING 


*60 TO *69 

491 

1 UP TO 4 MONTHS 

44 



*70 TO *79 1 

367 

4 MONTHS OR MORE 

43 

ROOM UNITCs) 

2 145 

*80 TO *99 

416 



CENTRAL SYSTEM 

505 

*100 TO *149 i 

124 



NONE 

5 651 

*150 OR MORE 

16 





NO CASH RENT 

126 





MEDIAN DOLLARS . 

59 




Table 22. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, tor Places of 
10,000 TO 25,000 Inhabitants: I960 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


subject 

BEATRICE 

COLUMBUS 

FREMONT 

HASTINGS 

KEARNEY 

NORFOLK 

NORTH PLATTE 

SCOTTSBLUFF 

ALL HOUSING UNITS 

4 328 

4 017 

6 506 

7 912 

4 559 

4 541 

5 993 

4 937 

TENURE f COLOR* AND VACANCY 









STATUS 









OCCUPIED 

4 111 

3 aoi 

6 354 

7 092 

4 326 

4 378 

5 535 

4 430 

OWNER OCCUPIED 

2 717 

2 6B8 

4 072 

4 466 

2 622 

2 765 

3 550 

2 600 

PERCENT OF ALL OCCUPIED. ...... 

66.1 

70.7 

64.1 

63.0 

60.6 

63.2 

64.1 

56.7 

WHITE 

2 705 

2 668 

4 06B 

4 432 

2 622 

2 745 

3 517 

2 576 

nonwhite 

12 

. . . 

4 

34 

. * . 

20 

33 

24 

RENTER OCCUPIED 

1 394 

1 113 

2 262 

2 626 

1 704 

1 613 

1 985 

1 830 

WHITE 

1 390 

1 113 

2 278 

2 601 

1 700 

1 615 

1 973 

1 791 

nonwhite 

4 


4 

25 

4 

... 

12 

39 

VACANT . 

217 

216 

152 

820 

233 

163 

458 

507 

YEAR ROUND 

198 

196 

122 

743 

152 

136 

434 

498 

SOUND OR DETERIORATING 

150 

183 

107 

663 

134 

116 

390 

462 

available 

101 

142 

44 

574 

102 

79 

309 

241 

FOR SALE ONLY. . 

27 

36 1 

14 

39 

35 

18 

45 

34 

HOMEOWNER VACANCY RATE 

1.0 

1.3 

0.3 

0.9 

1.3 

0.6 

1.3 

1.3 

FOR RENT 

74 

106 

30 

535 

67 

61 

264 

207 

RENTAL VACANCY RATE 

5.0 

a.?! 

1*3 

16.9 

3.6 

3,6 

11.7 

10.2 

RENTED OR SOLD* AWAITING OCCUPANCY . 

11 

30 

38 

31 

10 

12 

29 

33 

HELD FOR OCCASIONAL USE. ...... 

1 

1 

2 

16 

6 

2 

12 

162 

HELD FOR OTHER REASONS 

37 

10 

23 

42 

16 

23 

40 

26 

DILAPIDATED 

48 

13 

15 

50 

18 

20 

44 

36 

SEASONAL 

19 

20 

30 

77 

81 

27 

24 

9 

CONDITION AND PLUMBING 









ALL UNITS 

4 328 

4 017 

6 506 

7 912 

4 559 

4 541 

5 993 

4 937 

SOUND 

3 522 

3 534 

5 639 

6 464 

4 092 

3 9B7 

5 054 

4 258 

WITH All PLUMBING FACILITIES 

3 350 

3 460 

5 428 

6 245 

3 B65 

3 690 

4 B31 

4 046 

LACKING ONLY HOT WATER 

28 

4 

13 

63 

. * * 

40 

4 

t • • 

LACKING OTHER PLUMBING FACILITIES. , . . 

144 

70 

198 

156 

227 

249 

219 

212 

DETERIORATING. .... 

655 

420 

730 

1 126 

301 

446 

815 

480 

WITH ALL PLUMBING FACILITIES 

505 

287 

592 

872 

199 

260 

713 

405 

LACKING ONLY HOT WATER , , 

16 

5 

B 

lie 

* * ■ 

26 

7 

... 

LACKING OTHER PLUMBING FACILITIES. , , . 

134 

128 

130 

136 

102 

160 

95 

75 

DILAPIDATED 

151 

63 

137 

322 

166 

108 

124 

199 

OWNER OCCUPIED 

2 717 

2 686 

4 072 

4 466 

2 622 

2 765 

3 550 

2 600 

SOUND 

2 350 

2 483 

3 720 

3 947 

2 438 

2 531 

3 150 

2 410 

WITH ALL PLUMBING FACILITIES 

2 278 

2 450 

3 686 

3 898 

2 397 

2 456 

3 137 

2 386 

LACKING SOME OR ALL FACILITIES 

72 

33 

32 

49 

41 

75 

13 

24 

DETERIORATING. .... 

315 

189 

312 

422 

160 

210 

359 

144 

WITH ALL PLUMBING FACILITIES 

250 

156 

296 

398 

112 

139 

315 

132 

LACKING SOME OR ALL FACILITIES 

65 

33 

16 

24 

48 

71 

44 

12 

DILAPIDATED 

52 

16 

40 

97 

24 

24 

41 

46 

RENTER OCCUPIED 

1 394 

1 113 

2 282 

2 626 

1 704 

1 613 

1 985 

1 830 

SOUND 

1 074 

895 

1 821 

1 999 

1 495 

1 359 

1 607 

1 500 

WITH ALL PLUMBING FACILITIES 

986 

862 

1 665 

1 919 

1 323 

1 169 

1 459 

1 379 

LACKING SOME OR ALL FACILITIES 

B8 

33 

156 

80 

172 

190 

148 

121 

DETERIORATING 

280 

192 

398 

469 

117 

190 

341 

227 

WITH ALL PLUMBING FACILITIES 

224 

109 

284 

384 

77 

116 

307 

203 

LACKING SOME OR ALL FACILITIES ..... 

56 

83 

114 

65 

40 

82 

34 

24 

DILAPIDATED 

40 

26 

63 

158 

92 

56 

37 

103 

VACANT AVAILABLE FOR SALE. 

27 

36 

14 

39 

35 

18 

45 

34 

WITH ALL PLUMBING FACILITIES . 

18 

35 

14 

36 

34 

17 

43 

31 

LACKING SOME OR ALL FACILITIES 

9 

1 

... 

1 

1 

1 1 

2 

3 

VACANT AVAILABLE FOR RENT 

74 

106 

30 

535 

67 

61 

264 

207 

WITH all plumbing FACILITIES 

61 

89 

18 

362 

49 

34 

101 

180 

LACKING SOME OR ALL FACILITIES ...... 

13 

17 

12 

173 

18 

27 

83 

27 

ALL HOUSING UNITS 

4 32B 

4 017 

6 506 

7 912 

4 559 

4 541 

5 993 

4 937 

water supply 









HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

4 056 

3 926 

6 385 

7 646 

4 409 

4 238 

5 787 

4 769 

only COLD PIPED WATER INSIDE STRUCTURE . . 

182 

41 

83 

254 

72 

240 

158 

134 

PIPED WATER OUTSIDE STRUCTURE 

24 

4 

. . • 

. * * 

21 

26 

8 

8 

NO PIPED WATER 

66 

46 

38 

12 

57 

37 

40 

26 

toilet FACILITIES 









FLUSH TOILETi EXCLUSIVE USE 

3 996 

3 840 

6 189 

7 611 

4 137 

4 158 

5 696 

4 681 

flush TOILET* SHARED 

128 

111 

242 

261 

267 

281 

210 

160 

OTHER TOILET FACILITIES OR NONE. • « . . . 

204 

66 

75 

40 

155 

102 

87 

96 

bathing FACILITIES 









BATHTUB OR SHOWER* EXCLUSIVE USE 

3 952 

3 790 

6 133 

7 543 

4 117 

4 069 

5 620 

4 555 

BATHTUB OR SHOWER* SHARED 

124 

124 

253 

289 

263 

293 

229 

172 

NO bathtub OR SHOWER 

252 

103 

120 

80 

159 

179 

144 

210 

BATHROOMS 










3 239 

2 940 

4 975 

5 940 

3 256 

3 185 

4 778 

3 669 

MORE THAN I 

632 

832 

1 131 

1 389 

836 

798 

846 

874 

SHARED OR NONE 

457 

245 

400 

583 

467 

558 

369 

394 
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Table 23. — Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of Water 
Sewage Disposal 


SUBJECT 

BEATRICE 

COLUMBUS 

FREMONT 

HASTINGS 

KEARNEY 

NORFOLK 

NORTH PLATTE 

SCOTTSBLUFF 

ROOMS 









ALL UNITS 

4 328 

4 017 

6 506 

7 912 

4 559 

4 541 

5 993 

4 937 

1 ROOM ....#«••• 

32 

121 

221 

147 

143 

161 

234 

205 

2 ROOMS • • 

178 

136 

276 

422 

327 

182 

252 

234 

3 ROOMS 

469 

360 

773 

1 232 

663 

515 

844 

937 

4 ROOMS 

1 063 

993 

1 701 

1 765 

982 

1 033 

1 414 

1 516 

5 ROOMS 

1 152 

1 170 

1 708 

2 033 

1 221 

1 398 

1 627 

1 075 

6 ROOMS . 

778 

668 

1 042 

1 295 

695 

658 

922 

469 

7 ROOMS 

375 

376 

489 

539 

279 

33B 

371 

248 

6 ROOMS OR MORE 

281 

193 

296 

479 

249 

256 

329 

251 

MEDIAN . • • 

4.9 

4,8 

4.7 

4.7 

4*6 

4.8 

4.7 

4.2 

OWNER OCCUPIED 

2 717 

2 688 

4 072 

4 466 

2 622 

2 765 

3 550 

2 600 

1 TO 3 ROOMS 

128 

106 

153 

170 

202 

204 

296 

183 

4 ROOMS 

555 

645 

1 101 

964 

600 

611 

793 

867 

5 ROOMS, . « *1 

879 

871 

1 303 

1 496 

905 

1 006 

1 168 

815 

6 ROOMS. . 

609 

571 

845 

1 018 

529 

474 

750 

344 

7 ROOMS OR MORE 

546 

495 

670 

818 

386 

470 

543 

391 

MEDIAN ' 

5.3 

5.2 

5,1 

5.2 

5.1 

5.1 

5.1 

4.8 

RENTER OCCUPIED. • *, 

1 394 

1 113 

2 282 

2 626 

1 704 

1 613 

1 985 

1 830 

1 ROOM . . . • 

32 

71 

182 

93 

104 

121 

170 

125 

2 ROOMS 

124 

75 

233 

321 

257 

140 

135 

loa 

3 ROOMS 

321 

255 

630 

713 

457 

311 

448 

6L2 

4 ROOMS 

444 

313 

574 

643 

337 

406 

532 

562 

5 ROOMS 

240 

244 

374 

445 

261 { 

370 

413 

206 

6 ROOMS . . 

153 

89 

181 

235 

156 

156 

163 

113 

7 ROOMS OR MORE 

80 

66 

100 

176 

132 

109 

124 

104 

MEDIAN * « 

4.0 

4.0 

3,7 

3.8 

3*6 

4.1 

4,0 

3.6 

VACANT available FOR SALE. ...... 

27 

36 

14 

39 

35 

18 

45 

34 

MEDIAN ........ 

... 

... 

... 

... 

... 

... 

... 

... 

VACANT AVAILABLE FOR RENT 

74 

106 

30 

535 

67 

61 

264 

207 

MEDIAN . . . . 

3.2 

2.6 

• • • 

3.2 

3.3 

3.0 

2,9 

2.9 

ALL housing units 

4 328 

4 017 

6 506 

7 912 

4 559 

4 541 

5 993 

4 937 

BEDROOMS 









0 AND 1. 

1 041 

BU 

1 408 

2 042 

I 1 091 

943 

1 706 

1 555 


1 623 

1 598 

2 593 

3 170 

2 086 

1 967 

2 642 

2 161 

3 OR MORE 

1 664 

1 608 

2 505 

2 700 

1 382 

1 631 

1 645 

1 221 

UNITS IN STRUCTURE 









ALL UNITS 

4 328 

4 017 

6 506 

7 912 

4 559 

4 541 

5 993 

4 937 


3 475 

3 365 

5 159 

5 433 

3 612 

3 787 

4 701 

3 413 


322 

294 

477 

587 

343 

293 

646 

8B5 

3 AND 4 

233 

238 

403 

1 155 

229 

192 

273 

292 

5 OR MORE 

246 

112 

443 

691 

279 

206 

327 

295 

TRAILER, , 

52 

8 

24 

46 

96 

63 

46 

52 

OWNER OCCUPIED 

2 717 

2 686 

4 072 

4 466 

2 622 

2 765 

3 550 

2 600 


2 516 

2 547 

' 3 859 

4 141 

2 373 

2 532 

3 262! 

2 102 

2 OR MORE 

149 

133 

189 

279 

165 

178 

242 

450 

TRAILER 

52 

8 

24 

46 

84 

55 

46 

48 

RENTER OCCUPIED 

1 394 

1 U3 

2 282 

2 626 

1 704 

1 613 

1 985 

L 830 


787 

666 

1 201 

1 144 

1 094 

1 148 

1 205 

1 067 


217 

175 

346 

390 

170 

149 

427 

325 

3 AND 4 

192 

177 

349 

550 

212 

116 

143 

207 

5 TO 

153 

50 

212 

306 

136 

88 

95 

125 

10 OR MORE 

45 

45 

174 

236 

80 

102 

115 

102 

TRAILER 

... 

• ■ • 

... 

... 

12 

8 

... 

4 

YEAR STRUCTURE BUILT 









1955 TO MARCH 1960 

290 

743 

814 

653 

633 

510 

509 

417 

1950 TO 1954 

333 

797 

986 

830 

305 

467 

966 

467 

1940 TO 1949 

332 

354 

768 

i 497 

370 

218 

949 

1 144 

1939 OR EARLIER 

3 373 

2 123 

3 93B 

4 932 

3 251 

3 346 

3 569 

2 909 

BASEMENT 









BASEMENT , 

3 627 

3 579 

5 717 

6 243 

3 619 

3 968 

2 612 

3 644 

CONCRETE SLAB 

223 

1S2 

397 

1 298 

326 

269 

1 178 

579 

OTHER 

478 

256 

392 

371 

614 

304 

2 203 

714 

HEATING EQUIPMENT 









STEAM OR HOT WATER 

333 

391 

498 

1 049 

335 

311 

614 

379 

WARM AIR FURNACE 

2 603 

2 971 

5 076 

4 942 

2 840 

3 552 

2 941 

2 597 

FLOOR! WALL! OR PIPELESS FURNACE 

512 

173 

238 

415 

353 

151 

1 235 

801 

BUILT-IN ELECTRIC UNITS 

. • • 

. * • 

4 

. « t 

4 

... 

... 

5 

OTHER MEANS WITH FLUE 

830 

474 

661 

1 298 

978 

507 

1 116 

1 044 

OTHER MEANS WITHOUT FLUE 

20 

4 

22 

23 

32 

14 

71 

89 

NONE .... 

30 

4 

7 

185 

17 

6 

16 

22 

SOURCE OF WATER 









PUBLIC SYSTEM OR PRIVATE COMPANY 

4 239 

3 686 

6 412 

7 881 

4 313 

4 448 

5 676 

4 845 

INDIVIDUAL WELL. . , 

52 

311 

75 

25 

225 

76 

292 

76 

OTHER 

37 

20 

19 

6 

21 

17 

25 

16 

SEWAGE DISPOSAL 









PUBLIC SEWER . . . 

3 814 

3 862 

6 412 

7 870 

4 358 

4 392 

5 726 

4 900 

SEPTIC TANK OR CESSPOOL 

322 

59 

20 

15 

92 

70 

211 

21 

OTHER OR NONE . .1 

192 

76 

74 

27 

109 

79 

56 

16 


Table 24. — OccupAisrCY and Financial Characteristics, for Places op 10,000 
TO Z 5,000 Inhabitants: 1960 

[Based on sample; see text. “U” denotes an unincorporated place. Median not shown where base is less than 200; plus (-|-) or minus (— ) 
after number indicates median above or below that number] 


Population 
Persons 
Persons per 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

BEATRICE 

COLUMBUS 

FREMONT 

HASTINGS 

KEARNEY 

NORFOLK 

1 

NORTH PLATTE 

1 

SCOTTSBLUFF 

POPULATION 









population in housing UNITSi 1960. . , . . 

11 678 

12 331 

19 500 

20 853 

13 064 

13 2^8 

17 168 

13 236 

PER OCCUPIED UNIT 



3,1 

2.9 


3.0 



OWNER 




3.0 


3.1 



RENTER * 




2.8 


2.9 



population in DWELLING UNITSf 1950 . . , . 









PER OCCUPIED UNIT. 

■■Bd 

HUHU 







ALL OCCUPIED UNITS 

4 111 


6 354 

7 092 

4 326 

4 370 

5 535 

4 430 

PERSONS 









OWNER OCCUPIED 

2 717 

2 688 

4 072 

4 466 

2 622 

2 765 

3 550 

2 600 

1 PERSON 

356 

344 

503 

559 

365 

302 

405 

342 

2 PERSONS 

1 125 

826 

1 226 

1 624 

937 

962 

1 301 

902 

3 PERSONS 

438 

447 

767 

820 

346 

400 

540 

472 

4 PERSONS 

401 

394 

732 

628 

413 

396 

470 

461 

5 PERSONS 

200 

310 

458 

466 

317 

338 

‘ 476 

225 

6 PERSONS, , 

96 

203 

238 

249 

160 

164 

196 

123 

7 PERSONS. .... 

65 

99 

96 

68 

48 

59 

93 

32 

8 PERSONS OR MORE 

36 

65, 

52 

52 

36 

44 

69 

43 

median 

2.4 

2.9 

2,9 

2.6 

2.5 

2.5 

2.6 

2.6 

RENTER OCCUPIED 

1 394 

1 113 

2 282 

2 626 

1 704 

1 613 

1 985 

1 830 

1 PERSON 

365 

235 

512 

710 

396 

364 

554 

467 

2 PERSONS 

408 

308 

618 

703 

440 

454 

389 

443 

3 PERSONS 

260 

196 

431 

416 

330 

240 

354 

321 

4 PERSONS. ..... . 

156 

144 

406 

386 

266 

245 

331 

278 

5 PERSONS 

112 

124 

180 

214 

140 

205 

185 

163 

6 PERSONS 

37 

39 

86 

106 

76 

69 

86 

88 

7 PERSONS 

28 

33 

20 

57 

28 

16 

53 

29 

8 PERSONS OR MORE 

26 

34 

29 

34 

28 

20 

33 

41 

MEDIAN 

2.3 

2.6 

2.5 

2.4 

2.5 

2.5 

2.6 

2.5 

PERSONS PER ROOM 









OWNER OCCUPIED 

2 717 

2 688 

4 072 

4 466 

2 622 

2 765 

3 550 

2 600 

0.50 OR LESS , , 

1 683 

1 299 

1 933 

2 500 

1 358 

1 412 

1 821 

1 341 

O.Si TO 1.00 . . 

890 

1 121 

1 824 

1 713 

1 084 

1 173 

1 426 

1 079 

1.01 OR MORE 

144 

268 

315 

253 

180 

180 

303 

180 

RENTER OCCUPIED 

1 394 

1 113 

2 262 

2 626 

1 704 

1 613 

1 985 

1 830 

0.50 OR LESS . 

653 

365 

660 

1 046 

536 

551 

697 

618 

0.51 TO 1.00 

613 

584 

1 364 

1 342 

955 

914 

1 060 

925 

i.Ol OR MORE ... 

128 

164 

258 

238 

213 

148 

228 

287 

YEAR MOVED INTO UNIT 









OWNER OCCUPIED 

2 717 

2 688 

4 072 

4 466 

2 622 

2 765 

3 550 

2 600 

1959 TO MARCH 1960 . 

244 

396 

511 

473 

393 

320 

468 

340 

1958 

196 

156 

351 

259 

240 

167 

341 

261 

1954 TO 1957 .... 

622 

651 

1 116 

1 038 

660 

736 

818 

645 

1940 TO 1953 

1 088 

920 

1 526 

2 022 

902 

1 113 

1 337 

1 995 

1939 OR EARLIER 

567 

565 

568 

674 

427 

429 

586 

359 

RENTER OCCUPIED 

1 394 

1 113 

2 282 

2 626 

1 704 

1 613 

1 905 

1 830 

1959 TO MARCH 1960 

577 

546 

1 054 

1 163 

903 

697 

1 000 

961 

1958 ... 

176 

144 

416 

402 

216 

222 

294 

, 216 

1954 TO 1957 * * 

381 

202 

448 

659 

329 

425 

479 

385 

1940 TO 1953 

216 

173 

292 

348 

224 

240 

187 

1 220 

1939 OR EARLIER. . . 

44 

48 

72 

54 

32 

29 

25 

48 

VALUE 









OWNER OCCUPIED 

2 500 

2 501 

3 875 

4 111 

2 349 

2 474 

3 233 

2 167 

LESS THAN $5 » 000 , 

446 

85 

170 

395 

360 

342 

533 

149 

SStOOO TO 47 t 400 ..... 

603 

257 

451 

834 

324 

481 

596 

260 

47 1 500 TO 49 1900 

488 

396 

741 

944 

441 

579 

585 

457 

SlOfOOO TO 412(400 

399 

615 

1 040 

822 

514 

479 

648 

446 

$12i500 TO 414(900 ...... 

260 

498 

551 

468 

306 

250 

359 

359 

$15fOOO TO 419(900 

176 

449 

601 

393 

251 

229 

379 

355 

$20(000 TO 424(900 

60 

119 

157 

96 

84 

70 

69 

70 

425(000 OR MORE 

68 

82 

164 

159 

69 

44 

64 

71 

median ..... dollars . 

8 500 

12 100 

11 400 

9 700 

10 200 

9 300 

9 600 

11 200 

VACANT AVAILABLE FOR SALE 

34 

51 

10 

24 

30 

27 

36 

16 

MEDIAN PRICE ASKED DOLLARS . 

(.. 

... 

... 

... 

... 

... 

... 

... 

GROSS RENT 









RENTER OCCUPIED 

1 394 

1 113 

2 282 

2 626 

1 704 

1 613 

1 985 

1 830 

LESS THAN 420, 

20 

4 

13 

20 

16 

24 

a 

4 

S20 TO $39 ... , 

164 

111 

213 

423 

200 

204 

258 

245 

440 TO $59 , 

549 

170 

544 

933 

472 

326 

622 

501 

$60 TO $79 

324 

251 

607 

737 

486 

394 

532 

541 

$80 TO $99 

180 

298 

378 

269 

312 

363 

337 

275 

$100 TO $119 

56 

175 

268 

105 

101 

175 

84 

104 

$120 OR MORE 

41 

41 

158 

33 

28 

53 

40 

36 

NO CASH RENT 

60 

63 

101 

106 

89 

74 

104 

124 

MEDIAN ..... DOLLARS • 

56 

79 

71 

58 

65 

72 

62 

63 

CONTRACT rent 









RENTER OCCUPIED 

1 334 

1 050 

2 181 

2 520 

1 615 

1 539 

1 881 

1 706 

MEDIAN DOLLARS • 

49 

64 

61 

51 

56 

56 

52 

54 

VACANT available FOR RENT 

39 

97 

17 

573 

84 

66 

243 

229 

MEDIAN RENT ASKED DOLLARS . 

• . • 

... 

... 

40 

... 

... 

42 

47 







29-30 


State and Small Areas 


Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
V.'ic.'incy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Jiatliin^ Facilities 
B.ttlirooms 
Source of Water 
Sewaj^e Disposal 
Rooms 

Units in Structure 


SUBJECT 


ALL HOUSING UNITS 

TENURE! COLOR! AND VACANCY STATUS 

OWNER OCCUPIED 

WHITE 

nonwhite 

renter occupied 

WHITE 

NONWHITE 

AVAILABLE VACANT 

FOR SALE ONLY* • 

FOR RENT 

OTHER VACANT . * 

CONDITION AND PLUMBING 

ALL UNITS 

SOUND . • . . 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER • « . . 

LACKING OTHER PLUMBING FACILITIES, , . , 
DILAPIDATED 

RENTER OCCUPIED 

SOUND. ... * 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . • . . • 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 
LACKING SOME OR ALL FACILITIES . . , . . 
DILAPIDATED 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 

PIPED water outside STRUCTURE 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH TOILET! EXCLUSIVE USE 

FLUSH TOILET! SHARED , 

OTHER TOILET FACILITIES OR NONE 

bathing FACILITIES 

BATHTUB OR SHOWER! EXCLUSIVE USE ... . 
BATHTUB OR SHOWER ! SHARED. ....... 

NO bathtub OR SHOWER 

BATHROOMS 




MORE THAN 1 

shared or none 

SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY . . . . 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC Tank or cesspool 

OTHER OR NONE. .... 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS* . . « . 

6 ROOMS 

7 ROOMS 

6 ROOMS OR MORE 

MEDIAN! 

ALL UNITS 

OWNER OCCUPIED 

renter OCCUPIED 

UNITS IN STRUCTURE 

l! INCL. TRAILER 

. . . 

3 AND 4 

5 OR MORE 


ALLIANCE 

AUBURN 

AURORA 

BELLEVUE 

BLAIR 

BROKEN 

BOW 

CHADRON 

COZAD 

CRETE 

FAIRBURY 

FALLS 

CITY 

2 B04 

1 230 

997 

2 330 

1 556 

1 202 

1 692 

1 091 

1 249 

2 110 

2 151 

1 553 

810 

685 

1 707 

1 013 

791 

993 

678 

804 

1 311 

1 166 

1 530 

810 

685 

1 706 

1 013 

791 

985 

67 B 

803 

1 304 

1 163 

23 

• • • 

... 

1 

. • * 

• * * 

8 

... 

1 

7 

3 

930 

339 

252 

584 

509 

365 

589 

344 

378 

715 

831 

S82 

339 

251 

583 

508 

364 

570 

343 

377 

715 

820 

48 


1 

1 

1 

1 

19 

1 

1 

. * . 

11 

185 

21 

22 

25 

15 

24 

33 

23 

34 

28 

61 

a 

7 

1 

14 

3 

6 

9 

3 

10 

7 

12 

177 

14 

21 

11 

12 

IB 

24 

20 

24 

21 

49 

136 

60 

38 

14 

19 

22 

77 

46 

33 

56 

93 

2 B04 

1 230 

997 

2 330 

1 556 

1 202 

1 692 

1 091 

1 249 

2 110 

2 151 

2 203 

662 

009 

2 157 

1 316 

1 093 

1 449 

651 

1 045 

1 347 

1 582 

2 067 

629 

779 

2 149 

1 229 

1 025 

1 370 

627 

906 

1 279 

1 516 

9 

2 

2 

1 

12 

5 

4 

3 

7 

14 

4 

127 

31 

26 

7 

75 

63 

75 

21 

52 

54 

62 

422 

475 

146 

146 

223 

100 

221 

371 

174 

739 

427 

328 

399 

115 

137 

174 

62 

179 

304 

138 

618 

338 

7 

15 

4 

2 

2 

7 

5 

1 

Z 

17 

4 

87 

61 

27 

7 

47 

31 

37 

66 

34 

104 

85 

179 

93 

42 

27 

17 

9 

22 

69 

30 

24 

142 

930 

339 

252 

584 

509 

365 

589 

344 

378 

715 

831 

654 

161 

183 

482 

398 

327 

482 

144 

305 

40 B 

53B 

568 

143 

164 

480 

349 

290 

431 

129 

275 

375 

492 

86 

18 

19 

2 

49 

37 

51 

15 

30 

33 

46 

197 

150 

60 

94 

101 

38 

100 

176 

69 

299 

229 

158 

121 

52 

92 

80 

25 

86 

138 

56 

243 

170 

39 

29 

8 

2 

21 

13 

14 

38 

13 

56 

95 

79 

28 

9 

B 

10 

... 

7 

24 

4 

a 

^ 

2 804 

1 230 

997 

2 330 

1 556 

1 202 

1 692 

1 091 

1 249 

2 no 

2 151 

2 607 

1 111 

949 

2 309 

1 479 

1 141 

1 623 

999 

1 189 

1 979 

2 064 

130 

87 

40 

16 

66 

52 

46 

44 

43 

104 

53 

28 

B 

4 

2 

2 

5 

6 

12 

10 

U 

. . t 

39 

24 

4 

3 

9 

4 

15 

36 

7 

16 

34 

2 518 

1 118 

931 

2 313 

1 450 

1 117 

1 598 

989 

1 167 

1 974 

1 989 

175 

24' 

20 

4 

56 

40 

45 

35 

40 

56 

lOi 

111 

88 

46 

13 

50 


49 

67 

42 

80 


2 491 

1 097 

922 

2 309 

1 431 

1 103 

1 572 

963 

1 150 

1 942 

1 972 

168 

21 

24 

2 

56 

42 

48 

38 

39 

56 

91 

145 

112 

51 

19 

69 

57 

72 

90 

60 

112 

as 

1 930 

919 

709 

1 682 

1 156 

859 

1 175 

859 

929 

1 677 

1 614 

559 

161 

204 

623 

285 

239 

372 

128 

201 

278 

388 

315 

150 

04 

25 

115 

104 

145 

104 

119 

155 

149 

2 731 

1 189 

992 

2 319 

1 551 

1 186 

1 677 

1 073 

1 23B 

2 095 

2 139 

42 

20 

5 

5 

5 

10 

... 

11 

11 

* • • 

4 

31 

21 

... 

6 


6 

15 

7 

... 

15 

8 

2 686 

1 142 

894 

2 300 

1 368 

1 126 

1 672 

1 071 

1 200 

1 994 

2 093 

58 

10 

94 

24 

146 

65 

, . * 

... 

10 

41 

41 

60 

78 

9 

6 

42 

11 

20 

20 

39 

75 

17 

123 

20 

21 

8 

51 

21 

32 

39 

16 

32 

78 

148 

23 

41 

47 

49 

48 

149 

57 

45 

87 

98 

385 

149 

58 

215 

212 

121 

263 

116 

124 

209 

197 

770 

289 

132 

627 

306 

287 

387 

302 

249 

413 

446 

758 

328 

243 

706 

399 

314 

397 

286 

364 

693 

603 

327 

213 

207 

479 

301 

200 

254 

171 

200 

389 

364 

158 

130 

151 

161 

136 

111 

112 

72 

138 

161 

199 

135 

70 

144 

87 

102 

100 

98 

48 

105 

126 

166 

4.5 

4.9 

5.5 

4.9 

4.9 

4,9 

4.5 

4.6 

5.0 

5.0 

4,9 

4.9 

5.3 

5.9 

5.1 

5.3 

5,2 

5.1 

5.0 

5.3 

5.2 

5,3 

3.9 

3.8 

4.6 

4.4 

3.7 

4.2 

3.6 

4.5 

4.2 

4.2 

4.4 

2 141 

1 054 

860 

2 240 

1 336 

1 02a 

1 418 

981 

1 010 

1 1 877 

1 733 

186 

86 

68 

35 

71 

82 

137 

33 

91 

108 

145 

191 

45 

33 

13 

130 

» 76 

, 60 

51 

93 

1 68 

98 

286 

45 

36 

42 

19 

16 

1 77 

26 

55 

1 57 

175 


iiiUic iJiMUKE, VACANCY C)TATUS, L.OND1TION AND rLUMBING FACILITIES, AND CjTRUCTURAL 

Characteristics, for Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-f) after 

number indicates median above that number] 


i enure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bat iiing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 


ALL HOUSING UNITS. . . 

TENURE T COLOR* AND VACANCY STATUS 

OWNER OCCUPIED 

WHITE 

NONWHITE . . . 

RENTER OCCUPIED . , . . 

WHITE 

NONWHITE 

AVAILABLE VACANT 

FOR SALE ONLY 

FOR rent 

OTHER VACANT 

CONDITION AND PLUMBING 

ALL UNITS . . . . 

SOUND , 

WITH ALL PLUMBING FACILITIES . • , . , 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. , . 

DETERIORATING , 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

lacking other PLUMBING FACILITIES, . . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . • . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . , . . 
DILAPIDATED 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 
PIPED WATER OUTSIDE STRUCTURE, 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH toilet* EXCLUSIVE USE 

FLUSH TOILET* SHARED 

OTHER TOILET FACILITIES OR NONE 

Bathing facilities 

bathtub or shower* EXCLUSIVE USE 

bathtub or shower* SHARED, , 

NO BATHTUB OR SHOWER 

BATHROOMS 


i 

MORE THAN i 

SHARED OR NONE 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER . . . , 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS, . 

5 ROOMS 

6 ROOMS 

7 ROOMS 

a ROOMS OR MORE 

MEDIANi 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN STRUCTURE 

1* INCL, TRAILER . 

2 

3 AND 4 

5 OR MORE 



GERING 

GOTHEN- 

BURG 

HOLDRE6E 

KIMBALL 

LEXINGTON 

MC COOK 

NEBRASKA 

CITY 

OGALLALA 

O'NEILL 

PLATTS- 

MOUTH 

RALSTON 


i 458 

1 140 

1 984 

1 343 

1 902 

2 891 

2 606 

1 454 

1 032 

1 924 

833 


930 

723 

1 157 

820 

1 149 

1 680 

1 557 

eao 

612 

1 170 

638 


930 

723 

1 157 

820 

1 148 

1 686 

1 553 

680 

612 

1 169 

637 


» » . 

f • , 

... 

... 

1 

2 

4 

• . r 

t . t 

1 

1 


475 

315 

596 

472 

617 

1 086 

669 

476 

352 

687 

154 


470 

314 

595 

470 

616 

1 085 

867 

474 

352 

683 

154 


5 

1 

1 

2 

1 

1 

2 

2 

. . ■ 

4 

• • . 


31 

58 

132 

37 

59 

60 

37 

23 

37 

52 

26 


4 

13 

9 

8 

6 

12 

6 

B 

B 

7 

9 


27 

45 

123 

29 

53 

48 

31 

15 

29 

45 

17 


22 

44 

99 

14 

77 

57 

143 

75 

31 

15 

15 


1 458 

1 140 

1 984 

1 343 

1 902 

2 891 

2 606 

1 454 

1 032 

1 924 

833 


1 255 

901 

i 751 

1 290 

1 613 

2 340 

2 064 

1 390 

978 

1 517 

786 


1 239 

863 

1 632 

1 255 

1 544 

2 243 

1 866 

1 349 

897 

1 441 

775 


, a • 

5 

3 

3 

7 

4 

12 

« t • 

13 

6 

1 


16 

33 

116 

32 

62 

93 

186 

41 

68 

66 

10 


137 

160 

213 

45 

194 

444 

405 

58 

38 

328 

35 


118 

116 

173 

38 

148 

381 

269 

47 

14 

245 

26 


1 

1 

4 

1 

• « • 

4 

17 

1 

6 

2 

... 


18 

43 

36 

6 

46 

59 

119 

10 

18 

81 

9 


66 

79 

20 

8 

95 

107 

137 

6 

16 

79 

12 


475 

315 

596 

472 

617 

1 086 

869 

476 

352 

607 

154 


370 

225 

501 

440 

503 

801 

659 

454 

339 

507 

130 


361 

207 

470 

422 

478 

738 

555 

423 

307 

483 

122 


9 

18 

31 

18 

25 

63 

104 

31 

32 

24 

a 


70 

74 

93 

28 

88 

239 

160 

22 

9 

138 

20 


61 

56 

75 

24 

71 

206 

98 

20 

1 

102 

12 


9 

18 

16 

4 

17 

33 

62 

2 

8 

36 

8 


35 

16 

2 

4 

26 

46 

50 

• • « 

4 

42 

4 


1 458 

1 140 

1 984 

1 343 

1 902 

2 891 

2 606 

1 454 

1 032 

1 924 

833 


1 411 

1 056 

1 937 

1 326 

1 792 

2 811 

2 347 

1 424 

939 

1 801 

826 


46 

42 

32 

13 

61 

51 

187 

22 

59 

71 

5 


1 

9 

1 

2 

4 

6 

23 

• • * 

15 

5 

• • • 


t •* 

33 

14 

2 

45 

23 

49 

8 

19 

47 

2 


1 442 

1 028 

1 871 

1 309 

1 778 

2 716 

2 272 

1 408 

953 

1 767 

817 


14 

50 

81 

27 

39 

97 

143 

26 

10 

38 

13 


2 

62 

32 

7 

85 

78 

191 

20 

69 

119 

3 


1 385 

1 013 

1 830 

1 301 

1 743 

2 697 

2 218 

1 402 

936 

1 741 

BIO 


13 

49 

85 

25 

40 

106 

135 

28 

10 

43 

15 


60 

78 

69 

17 

119 

88 

253 

24 

86 

140 

B 


1 008 

768 

1 429 

1 071 

1 426 

2 192 

1 836 

1 083 

749 

1 669 

567 


360 

244 

407 

245 

295 

484 

362 

315 

177 

106 

241 


90 

128 

148 

27 

161 

215 

408 

56 

106 

149 

25 


1 453 

1 076 

1 979 

1 343 

1 837 

2 861 

2 534 

1 397 

947 

1 651 

822 


5 

44 

5 

• • • 

45 

25 

15 

54 

80 

50 

11 


* * , 

20 

. . . 

« • • 

20 

5 

57 

3 

5 

15 

... 


1 453 

1 060 

1 949 

1 343 

1 B32 

2 749 

2 272 

1 398 

926 

1 648 

796 


5 

15 

20 

. • • 

26 

71 

180 

25 

25 

217 

37 


* , * 

65 

15 

» • . 

44 

71 

154 

31 

81 

59 

... 


21 

39 

141 

37 

57 

93 

151 

30 

16 

48 

12 


81 

58 

66 

91 

78 

155 

154 

61 

41 

03 

12 


232 

104 

183 

215 

257 

413 

290 

188 

94 

299 

47 


403 

231 

426 

412 

510 

669 

560 

429 

269 

529 

227 


334 

275 

516 

281 

483 

833 

687 

347 

277 

479 

301 


204 

206 

310 

147 

289 

404 

416 

183 

161 

259 

154 


105 

113 

179 

86 

136 

183 

177 

99 

88 

130 

53 


78 

114 

163 

74 

92 

141 

163 

109 

66 

97 

27 


4.5 

5.0 

4.6 

4.3 

4,6 

4.6 

4.7 

4.5 

4.8 

4.5 

4.9 


5.0 

5.6 

5,3 

4.9 

5.1 

5.1 

5.3 

5.0 

5.1 

5. 1 

5*1 


3.8 

4.4 

4.3 

3.8 

4.0 

3,9 

3.8 

4.0 

4.4 

3.B 

... 


1 239 

997 

1 511 

1 050 

1 503 

2 022 

2 116 

983 

992 

1 422 

753 


110 

98 

187 

150 

163 

427 

144 

47 

10 

154 1 

23 


44 

15 

99 

77 

113 

179 

180 

226 

30 

115 

32 

1 

65 

30 

187 

66 

43 

263 

166 

198 

i Lll 

233 

25 


29-32 


State and Small Areas 


Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-f-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

SCHUYLER 

SEWARD 

SIDNEY 

SOUTH 

SIOUX CITY 

SUPERIOR 

VALENTINE 

WAHOO 

WAYNE 

WEST 

POINT 

YORK 

ALL HOUSING UNITS . » 

X X77 

X 3X5 

2 561 

2 226 

1 154 

0 

0 

w 

1 247 

1 247 

995 

2 275 

TENURE f COLOR 1 AND VACANCY STATUS 











OWNER OCCUPIED 

890 

666 

X 545 

1 484 

644 

597 

890 

740 

684 

1 459 

WHITE 

889 

866 

X 538 

1 445 

644 

591 

890 

740 

664 

i 456 

NONWHITE 

1 

« • • 

7 

39 

. * . 

6 

... 

• ■ « 

. . ■ 

3 

RENTER OCCUPIED 

254 

389 

849 

634 

393 

318 

317 

459 

271 

705 

WHITE 

252 

389 

846 

606 

392 

309 

317 

459 

270 

701 

NONWHITE 

2 

. • « 

3 

28 

1 

9 

... 

• « « 

1 

4 

AVAILABLE VACANT 

Xi 

24 

52 

57 

61 

47 

15 

18 

15 

49 

FOR SALE ONLY 

X 

5 

12 

23 

6 

8 

10 

4 

2 

12 

FOR RENT . * 

xo 

19 

40 

34 

75 

39 

5 

14 

13 

37 

OTHER VACANT . 

22 

36 

115 

51 

36 

40 

25 

30 

25 

62 

CONDITION AND PLUMBING 











ALL UNITS 

X X77 

1 3X5 1 

2 561 

2 226 

1 154 

1 002 

1 247 

1 247 

995 

2 275 

SOUND . 

965 

1 102 

2 235 

1 695 

1 051 

892 

1 090 

1 034 

904 

2 118 

WITH ALL PLUMBING FACILITIES ...... 

890 

L 052 1 

2 193 

L 554 

1 014 

845 

1 058 

960 

829 

1 998 

LACKING ONLY HOT WATER 

11 

2 

4 

24 

6 

6 

e 

13 

15 

8 

LACKING OTHER PLUMBING FACILITIES. . . . 

64 

46 1 

38 

117 

31 

41 

24 

61 

60 

112 

DETERIORATING 

X60 

171 1 

26X 

335 

86 

97 

135 

198 

74 

132 

WITH ALL PLUMBING FACILITIES . 

94 

154 

233 

215 

68 

58 

105 

153 

42 

78 

LACKING ONLY HOT WATER • « « . 

7 

3 I 

. « I 

22 

2 

1 

5 

6 

1 

4 

LACKING OTHER PLUMBING FACILITIES. , . . 

59 

14 

28 

98 

16 

38 

25 

39 

31 

50 

DILAPIDATED 

52 

42' 

65 

196 

17 

13 

22 

15 

17 

25 

RENTER OCCUPIED. . * 

254 

389 

849 

634 

393 

318 

317 

459 

271 

705 

SOUND. ... 

X87 

3X2 1 

690 

410 

369 

270 

261 

548 

233 

649 

WITH ALL PLUMBING FACILITIES 

X62 

284 

667 

346 

349 

251 

243 

301 

205 

579 

LACKING SOME OR ALL FACILITIES 

25 

28 

23 

64 

20 

19 

18 

47 

28 

70 

DETERIORATING 

46 

61 

133 

133 

21 

42 

50 

104 

31 

49 

WITH ALL PLUMBING FACILITIES 

27 

54 

118 

90 

14 

27 

41 

79 

21 

31 

LACKING SOME OR ALL FACILITIES • . « . • 

21 

7 

15 

43 

7 

15 

9 

25 

10 

18 

DILAPIDATED 

19 

16 

26 

91 

3 

6 

6 

7 

7 

7 

ALL HOUSING UNITS. 

X X77 

1 315 

2 561 

2 226 

1 154 

1 002 

1 247 

1 247 

995 

2 275 

WATER SUPPLY 











HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

1 045 

1 283 

2 516 

1 889 

1 122 

933 

1 194 

1 195 

911 

2 180 

ONLY COLD PIPED WATER INSIDE STRUCTURE , , 

63 

25 

37 

216 

27 

47 

40 

42 

59 

65 

PIPED WATER OUTSIDE STRUCTURE 

5 

4 

1 

9 

1 

14 

5 

5 

5! 

5 

NO PIPED WATER 

64 

3 

5 

112 

4 

8 

8 

j 5 

20' 

25 

TOILET FACILITIES 











FLUSH TOILETi EXCLUSIVE USE 

X 032 

X 254 

2 486 

1 937 

1 112 

930 

1 199 

1 162 

919 

2 119 

FLUSH TOILETt SHARED 

32 

41 

57 

50 

29 

27 

15 

70 

15 

84 

OTHER TOILET FACILITIES OR NONE 

1X3 

20 

18 

239 

13 

45 

33 

15 

61 

72 

bathing FACILITIES 











bathtub or shower f EXCLUSIVE USE 

1 025 

X 247 

2 474 

1 868 

1 102 

911 

1 184 

1 139 

893 

2 103 

bathtub or shower t shared 

31 

43 

58 

49 

26 

23 

19 

78 

19 

86 

NO BATHTUB OR SHOWER 

X21 

25 

29 

309 

24 

68 

44 

30 

83 

86 

BATHROOMS 












862 

982 

1 938 

1 576 

857 

768 

803 

850 

684 

1 745 

MORE THAN 

X38 

292 

552 

207 

227 

139 

345 

275 

181 

315 

SHARED OR NONE , 

ill 

41 

71 

443 

70 

95 

99 

122 

130 

215 

SOURCE OF water 











PUBLIC SYSTEM OR PRIVATE COMPANY . , * . . 

909 

X 3X5 

2 536 

2 003 

1 154 

983 

1 235 

1 237 

974 

2 166 

INDIVIDUAL WELL 

244 

. » • 

21 

174 

• • « 

... 

12 

... 

6 

104 

OTHER 

24 

... 

4 

49 

• • • 

19 

... 

10 

15 

5 

SEWAGE DISPOSAL 











PUBLIC SEWER . . . 

986 

1 280: 

2 547 

1 877 

1 149 

963 

1 227 

1 198 

872 

2 105 

SEPTIC TANK OR CESSPOOL 

BX 

30 

5 

152 

• * . 

... 

... 

30 

66 

127 

OTHER OR NONE, ....... 

110 

5 I 

9 

197 

5 

39 

20 

19 

57 

4J 

ROOMS 











X ROOM 

25 

16' 

66 

60 

17 

23 

10 

33 

17 

58 

2 ROOMS 

26 

40 

105 

102 

29 

64 

45 

76 

34 

67 

3 ROOMS . . 

xxo 

1X8 

307 

330 

134 

135 

119 

133 

85 

269 

4 ROOMS . . . 

255 

267 

662 

729 

231 

257 

252 

224 

224 

357 

5 ROOMS 

301 

347 

650 

640 

384 

235 

308 

298 

250 

605 

6 ROOMS 

206 

233 

292 

235 

207 

157 

256 

243 

186 

446 

7 ROOMS. 

L49 

163 

130 

87 

78 

68 

169 

119 

109 

252 

8 ROOMS OR more 

103 

131 

149 

43 

74 

63 

68 

121 

90 

221 

MEDIAN! 











ALL UNITS 

s.x 

5.1 

4.4 

4.4 

4,9 

4.6 

5.1 

5.0 

5.1 

5.1 

OWNER OCCUPIED 

5.3 

5.3 

4.9 

4.6 

5.3 

5.0 

5.6 

5.7 

5.4 

5.6 

RENTER OCCUPIED 

4.6 

4.2 

4.0 

4.1 

4.6 

3.9 

4.4 

4.0 

4.6 

3.9 

UNITS IN structure 











Xi INCL. TRAILER 

X 022 

1 095 

2 061 

2 072 

976 

869 

1 153 

854 

862 

1 936 


106 

111 

177 

65 

44 

37 

59 

185 

99 

114 

3 AND 4 

29 

51 

198 

75 

85 

68 

25 

93 

25 

74 

5 OR MORE 

1 

20 

58 1 

125 

14 

49 

28 

10 

115 

9 

151 


labie 26. — Occupancy and Jt^iNANCiAL Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

ALLIANCE 

1 

AUBURN 

AURORA 

BELLEVUE 

BLAIR 

BROKEN 

SOW 

chadron 

COZAD 

CRETE 

FAIRBURY 

FALLS 

CITY 

ALL HOUSING UNITS 

2 B04 

1 230 

997 

2 330 

1 556 

1 202 

1 692 

1 091 

1 249 

2 110 

2 151 

YEAR STRUCTURE BUILT 












1955 TO MARCH 1960 

193 

64 

56 

888 

185 

55 

145 

75 

92 

71 

100 

1950 TO 1954 

194 

66 

44 

438 

160 

109 

139 

139 

68 

44 

92 

1940 TO 1949 

565 

135 

59 

707 

152 

129 

100 

. 160 

110 

77 

197 

1939 OR EARLIER 

1 852 

965 

B38 

297 

1 059 

909 

1 308 

717 

979 

1 910 

1 762 

HEATING EQUIPMENT 












STEAM OR HOT WATER 

356 

186 

82 

96 

108 

105 

1B2 

69 

168 

124 

244 

WARM Air furnace 

1 525 

593 

609 

2 105 

733 

822 

971 

362 

674 

1 050 

1 065 

built-in room units. .... , , 

346 

50 

99 

36 

196 

96 

85 

124 

92 

104 

387 

OTHER MEANS WITH FLUE 

543 

397 

207 

70 

512 

167 

438 

526 

302 

B20 

455 

OTHER MEANS WITHOUT FLUE 

23 

4 

. . . 

B 

7 

12 

16 

1 1 • 

13 

.12 

. « • 

NONE 

11 

... 

... 

7 

... 

... 

... 

10 



... 

POPULATION 












population in HOUSING UNITS* 1960 

7 790 

3 174 

2 500 

8 816 

4 474 

3 392 

4 704 

3 104 

3 278 

5 492 

5 493 

PER OCCUPIED unit, ..... 

3.1 

2.8 

2.7 

3.8 

2.9 

2,9 

3.0 

3,1 

2.8 

2.7 

2. a 

OWNER 

3.2 

2.7 

2.7 

3.9 

3.0 

2.9 

3.0 

3.0 

2.8 

2.8 

2.7 

renter 

3.0 

2.8 

2.7 

3.6 

2.9 

3,0 

2.9 

3.3 

2.8 

2.6 

2.B 

ALL OCCUPIED UNITS 

2 483 

1 149 

i 

937 

2 291 

1 522 

1 156 

1 582 

1 022 

1 182 

2 026 

1 997 

PERSONS 












1 PERSON 

444 

256 

230 

07 

292 

218 

284 

177 

243 

447 

465 

2 PERSONS 

775 

381 

335 

449 

471 

373 

512 

315 

446 

720 

672 

3 PERSONS 

385 

188 

1 136 

418 

253 

lai 

250 

158 

173 

299 

315 

4 PERSONS 

350 

161 

1 94 

632 

234 

158 

239 

155 

129 

260 

266 

5 PERSONS 

231 

79 

80 

376 

160 

146 

177 

123 

101 

175 

121 

6 PERSONS 

154 

51 

j 37 

209 

71 

50 

71 

41 

58 

66 

80 

7 PERSONS 

72 

20 

14 

76 

23 

IB 

29 

27 

19 

17 

54 

8 PERSONS OR MORE 

72 

13 

1 11 

44 

18 

12 

20 

26 

13 

22 

24 

MEDIAN! 












ALL OCCUPIED 

2*6 

2.3 

1 2.2 

3.8 

2.5 

2.5 

2.5 

2.6 

2.3 

2.3 

2.3 

OWNER 

2.6 

2.2 

1 2.2 

3.8 

2.5 

2.4 

2.S 

2.4 

2.3 

2.3 

2.3 

RENTER 

2.6 

2.3 

2.5 

3,6 

2.6 

2.9 

2.6 

3.3 

2.3 

2,5 

2.5 

PERSONS PER ROOM 



1 









1.00 OR LESS 

2 163 

1 066 

911 

1 985 

1 393 

1 074 

1 414 

916 

1 118 

1 931 

1 880 

1.01 OR MORE ............... 

300 

83 

26 

306 

129 

82 

168 

106 

64 

95 

117 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED 

1 553 

810 

685 

1 707 

1 013 

791 

993 

678 

804 

1 3U 

1 166 

1958 TO MARCH I960 

290 

128 

93 

776 

202 

145 

216 

124 

133 

192 

170 

1954 TO 1957 

332 

‘ 150 

162 

520 

174 

165 

250 

138 

150 

271 

160 

1940 TO 1953 

648 

361 

333 

351 

459 

343 

363 

318 

318 

572 

603 

1939 OR EARLIER 

283 

171 

97 

60 

178 

13B 

164 

98 

203 

276 

233 

RENTER OCCUPIED, . . 1 

930 

339 

252 

584 

509 

365 

589 

344 

370 

715 

831 

1958 TO MARCH 1960 

522 

181 

133 

469 

329 

24s 

407 

184 

217 

381 

392 

1954 TO 1957 

261 

97 

67 

00 

134 

1 64 

89 

83 

98 

174 

226 

1940 TO 1953 

127 

39 

40 

35 

39 

SO 

69 

67 

51 

136 

IBl 

1939 OR EARLIER 

20 

22 

12 

... 

7 

3 

24 

10 

12 

24 

32 

VALUE 












OWNER OCCUPIED 

1 309 

764 

636 

1 591 

943 

761 

889 

633 

744, 

1 204 

1 062 

LESS THAN $5*000 , 

182 

163 

160 

36 

98 

111 

141 

143 

160 

324 

146 

$5*000 TO $9*900 . , 

424 

354 

266 

184 

365 

444 

388 

274 

318 

604 

488 

$10*000 TO $14*900 

455 

217 

154 

695 

263 

163 

219 

115 

105 

192 

2B6 

$15*000 TO $19*900 I 

211 

16 

44 1 

356 1 

159 

21 

89 

71 

50 

76 

97 

$20*000 TO $24*900 I 

88 

3 

4 

256 : 

41 

13 

24 

20 

27 

. . • 

29 

$25*000 OR MORE 

29 

11 

8 

64 

17 

9 

26 

10 

4 

B 

16 

MEDIAN DOLLARS • i 

10 600 

8 100 

8 100 ; 

14 000 . 

10 100 

8 100 

a 800 

8 200 

8 100 

7 000 

8 800 

GROSS RENT 












RENTER OCCUPIED 

930 

339 

252 

584 

509 

365 

589 

344 

378 

715 

831 

LESS THAN $20 

8 

* • * 


4 

* * . 

8 

. • . 

5 

... 

9 

15 

$20 TO $39 

119 

58 

' 16 

• * • 

35 

42 

52 

29 

58 

140 

112 

$40 TO $59 ..... 

305 

103 

105 

21 

141 

111 

149 

118 

107 

229 

300 

$60 TO $79 

214 

62 

93 

79 

180 

83 

199 

IIB 

101 

177 

237 

$80 TO $99 

162 

69 

1 ... 

79 

82 

72 

38 

41 

64 

64 

107 

$100 TO $119 

71 

4 

• • * 

79 

31 

12 

32 

14 

4 

32 

4 

$120 OR MORE 

5 

• • * 


303 

15 

• • « 

4 

5 

17 

12 

16 

NO CASH RENT 

46 

43 

1 38 

19 

25 

37 

65 

14 

27 

52 

32 

MEDIAN . * DOLLARS . 

61 

58 

57 

123 

66 

61 

65 

62 

62 

56 

58 

CONTRACT RENT 












RENTER OCCUPIED 

884 

296 

214 

565 

484 

328 

524 

330 

351 

663 

799 

MEDIAN DOLLARS • 

49 

49 

45 

101 

54 

50 

53 

48 

48 

43 

47 
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Table 26 . — Occupancy and Financial Characteristics, Year Built, and Heating Ec^uipment, 

POR Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) or 
minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

GERING 

■ ■ ■■ n 

GOTHEN- 

BURG 

HOLDREGE 

KIMBALL 

LEXINGTON 

MC COOK 

NEBRASKA 

CITY 

OGALLALA 

O’NEILL 

PLATTS- 

MOUTH 

RALSTON 

ALL HOUSING UNITS 

1 458 

1 140 

1 984 

1 343 

1 902 

2 891 

2 606 

1 454 

1 032 

1 924 

833 

YEAR STRUCTURE BUILT 












1955 TO MARCH 1960 

175 

67 

237 

452 

169 

242 

169 

200 

99 

282 

259 

1950 TO 1954 * « 

208 

102, 

164 

224 

226 

400 

202 

233 

127 

148 

244 

1940 TO 1949 

340 

172 

211 

136 

270 

276 

190 

245 

131 

140 

132 

1939 OR EARLIER 

735 

799 1 

1 372 

531 

1 237 

1 973 

2 045 

776 

675 

1 354 

198 

HEATING equipment 












STEAM OR HOT WATER 

91 

68 1 

267 

101 

160 

330 

325 

92 

32 

179 

31 

WARM AIR FURNACE 

616 

514 ' 

1 066 

830 

587 

1 673 

1 108 

462 

562 

890 

745 

BUILT-IN ROOM UNITS 

306 

79 , 

240 

141 

461 

369 

340 

276 

72 

187 

35 

OTHER MEANS WITH FLUE. 

365 

465 

411 

263 

6S3 

491 

812 

594 

358 

664 

17 

OTHER MEANS WITHOUT FLUE 

. . • 

9 

. • . 

4 

8 

28 

12 

26 

8 

4 

5 

NONE 

... 

5 

... 

4 

3 

... 

9 

4 

... 

... 

... 

POPULATION 












POPULATION IN HOUSING UNITS» 1960 

4 529 

3 002 

5 163 

4 372 

5 457 

8 246 

7 042 

4 217 

3 120 

6 125 

2 977 

PER OCCUPIED UNIT 

3.2 

2.9 ' 

2.9 

3.4 

3.1 

3.0 

2,9 

3.1 

3.2 

3.3 

3.8 

OWNER 

3.2 

2.B 

2.9 

3.5 

3.1 

3.1 

2.9 

3.1 

3.1 

3.3 

3.9 

RENTER 

3,2 

3.1 , 

3.0 

3,2 

3.2 

2.8 

2,9 

3.1 

3.5 

3,4 

3.2 

ALL OCCUPIED UNITS 

1 405 

1 038 ' 

1 753 

1 292 

1 766 

2 774 

2 426 

1 356 

964 

1 857 

792 

PERSONS 












1 PERSON 

202 

209 

267 

157 

305 

501 

485 

210 

167 

224 

41 

2 PERSONS , 

379 

336 

627 

316 

530 

860 

790 

405 

288 

519 

149 

3 PERSONS 

274 

154 

319 

249 

273 

481 

400 

249 

148 

346 

163 

4 PERSONS 

24S 

165 

243 

262 

295 

440 

326 

230 

127 

363 

207 

5 PERSONS. ...... 

168 

89 

159 

159 

195 

260 

1 225 

137 

1 

214 

133 

6 PERSONS* • * 

B7 

56 

86 

90 

101 

152 

111 

70 

74 

98 

60 

7 PERSONS. .... 

23 

19 

29 

39 

47 

47 

47 

31 

33 

56 

22 

8 PERSONS OR MORE. * • 

24 

10 

23 

20 

20 

33 

42 

24 

! 

37 

17 

MED I AN 1 












ALL occupied 

2.9 

2.4 , 

2.5 

3.2 

2.7 

2.6 

2.4 

2.8 

2,7 

3.0 

3.7 

OWNER 

3.0 

2.3 

2.4 

3.7 

2.5 

2.5 

2.4 

2.7 

2.4 

3,0 

3.7 

RENTER 

2.9 

2.5 

2.8 

3.1 

3.1 

2.7 

2.5 

3.0 

3.0 

3,1 

... 

PERSONS per room 












1.00 OR LESS « . « . 

1 234 

959 

1 644 

1 079 

1 571 

2 523 

2 200 

1 215 

044 

1 551 

708 

1.01 OR MORE 

171 

79 

109 

213 

195 

251 

226 

141 

120 

306 

64 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED 

930 

723 

1 157 

820 

1 149 

1 6B8 

1 557 

B80 

612 

1 170 1 

638 

195B TO MARCH 1960 

164 

111 

222 

319 

217 

330 

233 

218 

100 

229 

250 

1954 TO 1957 

256 

164 

253 

220 

271 

385 

298 

225 1 

146 

280 

186 

1940 TO 1953 

413 

365 

515 

223 

521 

726 

648 

364 

256 

400, 

162 

1939 OR EARLIER 

97 

83 

167 

58 

140 

247 

378 

73 1 

no 

261 1 

40 

RENTER OCCUPIED 

475 

315 

596 

472 

617 

1 086 

869 

476 , 

352 

687 

154 

1958 TO MARCH i960 

310 

154 

353 

335 

383 

741 

497 

309 1 

215 

521 

106 

1954 TO 1957 

102 

92; 

188 

101 

142 

203 

203 

109 

84 

94 

38 

1940 TO 1953 

50 

61 

51 

36 

72 

124 

123 

58 

53 

56 

10 

1939 OR EARLIER. ... 

13 

8 ' 

4 

... 

20 

18 

46 

... 

... 

16 

... 

VALUE 












OWNER OCCUPIED 

789 

661 i 

1 062 

574 

1 044 

1 432 

1 481 

788 

504 

1 032 

626 

LESS THAN $5»000 

6i 

79 

135 

46 

174 

186 

370 

44 

145 

206 

4 

SSiOOO TO S9.900 

262 

270 

374 

72 

427 

482 

641 

170 

190 

517 

74 

SlOtOOO TO $14(900 

299 

170 i 

375 

274 

268 

553 

324 

320 

162 

251 

270 

$15(000 TO $19(900 

99 

82 

102 

12B 

108 

123 

103 

137 

71 

47 

131 

$20(000 TO $24(900 ....... 

46 

56, 

52 

25 

45 

36 

28 

40 

e 

3 

104 

$25(000 OR MORE. ....... 

22 

4 I 

24 

29 

22 

52 

15 

77 

8 

8 

35 

MEDIAN DOLLARS . 

11 200 

9 600 

10 200 

13 500 

9 100 

10 400 

7 900 

13 000 

0 600 

7 400 

14 100 

GROSS RENT 












RENTER OCCUPIED 

475 

315 

596 

472 

617 

1 006 

669 

476 

352 

687 

154 

LESS THAN $20 

3 

4 

. • « 

... 

3 

. • • 

13 

* • • 

4 

• • . 

• f . 

$20 TO $39 

46 

48 

31 

12 

46 

98 

103 

25 

32 

16 

5 

$40 TO $59 

167 

77 

177 

52 

IBS 

342 

242 

103 

78 

109 

15 

$60 TO $79 

143 

108 

197 

106 

203 

260 

269 

149 

144 

269 

5 

$60 TO 

80 

46 i 

84 

106 

85 

225 

115 

109 

74 

137 

42 

$100 TO $119 

9 

4 

51 

95 

28 

74 

29 

35 

8 

60 

30 

$120 OR MORE 

... 

• • ■ 1 

8 

77 

12 

9 

17 

15 

4 

52 

43 

NO CASH RENT 

22 

28 ' 

48 

24 

55 

78 

81 

40 

8 

44 

14 

MEDIAN DOLLARS . 

61 

62 

70 

89 

66 

65 

62 

71 

67 

75 


CONTRACT RENT 


1 










RENTER OCCUPIED 

453 

287 ' 

548 

44B 

562 

1 008 

780 

436 

344 

643 

140 

MEDIAN DOLLARS , 

49 

45 

56 

72 



57 

50 

59 

50 

65 

... 


Nebraska 
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Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants; 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (*-) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contmct Rent 


subject 


ALL HOUSING UNITS. • . • . 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 . , . , 

1940 TO 1949 . 

1939 OR EARLIER 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR furnace 

BUILT-IN ROOM UNITS. .... 
OTHER MEANS WITH FLUE. . , . 
OTHER MEANS WITHOUT FLUE . . 
NONE 


POPULATION 

POPULATION IN HOUSING UNITSi I960, 

PER OCCUPIED UNIT 

OWNER 

RENTER . 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON 

2 PERSONS 

3 PERSONS. . . . . 

4 PERSONS 

5 PERSONS. . . . . 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE, 
MEDIAN* 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH I960 ,,,,,, 

1954 TO 1957 

1940 TO 1953 , 

1939 OR EARLIER 

RENTER OCCUPIED. . , , . , 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 


VALUE 


OWNER OCCUPIED .... 

LESS THAN $5t000 

$5 1 000 TO S9?900 , , . 

$10t000 TO $14i900 

415i000 TO $l9i900 .... 

S20i000 TO $24f900 

saSiOOO OR MORE 

median DOLLARS 


GROSS RENT 

RENTER OCCUPIED. 

LESS THAN S20, . , 

*20 TO $39 

*40 TO *59 

*60 TO *79 .... . 

*80 TO *99 

*100 TO *119 

*120 OR more . 

NO CASH RENT » . 

median DOLLARS 


CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN . dollars 



SCHUYLER 

SEWARD 

SIDNEY 

SOUTH 

SIOUX CITY 

SUPERIOR 

VALENTINE 

WAHOO 

WAYNE 

WEST 

POINT 

YORK 

. 

1 177 

1 315 

2 561 

2 226 

1 154 

1 002 

1 247 

1 247 

995 

2 275 


104 

116 

367 

370 

47 

154 

101 

176 

65 

131 

• 

67 

04 

707 

365 

84 

55 

128 

121 

109 

208 

» 

118 

84 

485 

331 

86 

150 

111 

64 

105 

146 


888 

i 031 

1 002 

1 160 

937 

635 

907 

886 

716 

1 790 


33 

74 

310 

40 

20 

147 

97 

187 

105 

187 


477 

844 

1 710 

1 393 

546 

423 

365 

778 

490 

1 355 


295 

111 

146 

133 

206 

77 

16 

8 

40 

284 


364 

282 

379 

640 

366 

355 

752 

266 

332 

431 


• • ■ 

4 

4 

20 

16 

• ■ . 

4 

8 

16 

a 


e 

.. . 

4 

... 

... 

... 

13 

... 

12 

10 


3 044 

3 680 

7 963 

7 193 

2 928 

2 838 

3 457 

3 429 

2 763 

5 997 


2.7 

2.9 

3.3 

3.4 

2,B 

3.1 

2.9 

2.9 

2.9 

2.8 


2.6 

2.9 

3.4 

3.4 

2.0 

3.1 

2,8 

2.9 

2.6 

2.8 


3.0 

2.9 

3,2 

3.4 

2.0 

3.1 

3.2 

2.8 

3,2 

2.7 


1 144 

1 255 

2 394 

2 llB 

1 037 

915 

1 207 

1 199 

955 

2 164 


261 

247 

325 

292 

215 

167 

20B 

208 

201 

508 


44S 

414 

657 

611 

369 

246 

431 

424 

326 

698 


155 

183 

388 

329 

153 

162 

205 

212 

137 

330 


129 

190 

426 

336 

125 

158 

166 

161 

Z19 

293 


76 

110 

324 

257 

94 

94 

117 

112 

80 

179 


37 

63 

165 

152 

45 

51 

53 

55 

46 

101 


24 

30 

62 

64 

19 

22 

18 

17 

31 

26 


17 

18 

47 

77 

17 

15 

9 

10 

15 

27 


2,2 

2.4 

3,i 

3.0 

2.3 

2.B 

2.4 

2.4 

2.3 

2.3 


2.2 

2.3 

3,5 

3.1 

2.2 

2.6 

2.4 

2.6 

2.2 

2.3 


2.6 

2.5 

2.7 

3.4 

2.5 

2.8 

3,3 

2.7 

3.4 

2.3 


1 081 

1 190 

2 060 

1 707 

967 

804 

1 117 

1 lie 

875 

2 074 


63 

65 

334 

411 

70 

111 

90 

81 

80 

90 


890 

666 

1 545 

1 484 

644 

597 

890 

740 

684 

1 459 


133 

132 

358 

373 

126 

144 

166 

151 

89 

264 


137 

162 

437 

356 

117 

151 

148 

203 

101 

320 


435 

407 

614 

559 

272 

207 

376 

287 

321 

646 


185 

165 

136 

194 

127 

95 

200 

99 

173 

227 


254 

389 

049 

634 

393 

318 

317 

459 

271 

705 


122 

209 

493 

350 

215 

173 

180 

299 

86 

386 


46 

89 

249 

218 

lOi 

75 

67 

91 

108 

213 


76 

83 

90 

58 

61 

66 

63 

69 

63 

96 


10 

S 

17 

8 

16 

4 

7 

• • . 

12 

8 


708 

771 

1 311 

1 328 

616 

557 

833 

630 

648 

1 392 


154 

57 

20 

340 

199 

68 

73 

35 

132 

195 


354 

250 

363 

512 

311 

203 

316 

203 

230 

611 


205 

282 

653 

337 

94 

191 

299 

215 

160 

334 


59 

125 

175 

95 

12 

59 

84 

131 

102 

157 


16 

24 

36 

24 

. * • 

21 

37 

34 

12 

70 


• * . 

25 

64 

20 

. 1 . 

10 

24 

12 

12 

25 


7 800 

11 000 

12 100 

B 000 

6 900 

10 100 

10 300 

11 300 

9 100 

9 100 


254 

389 

049 

634 

393 

318 

317 

459 

271 

705 


9 

« • . 

... 

13 

. * 1 

4 


• . ■ 

4 

4 


22 

45 

57 

70 

65 

17 

28 

44 

16 

62 


68 

110 

268 

119 

155 

87 

61 

117 

83 

276 


73 

91 

248 

160 

136 

137 

86 

154 

72 

209 


28 

92 

124 

136 

8 

49 

63 

66 

40 

58 


« . . 

14 

60 

63 

• t . 

4 

16 

33 

20 

16 


... 

8 

30 

12 

4 

■ t . 

28 

37 

4 

11 


54 

29 

62 

61 

25 

20 

35 

8 

32 

69 


60 

64 

66 

72 

56 

65 

72 

67 

63 

58 


200 

360 

787 

573 

368 

298 

282 

451 

239 

636 


46 

50 

55 

54 

43 

52 

49 

55 

51 

51 
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Table 27. — Selected Characteristics ot Housing Units, por Places or 1,000 to 2,500 Inhabitants: 1960 
[Some data based on sample; average not shown where base is insufficient; see text. “U” denotes an unincorporated place] 


PLACE 


AINSWORTH. 
ALBION « . 
ALMA . . . 
ARAPAHOE . 
ASHLAND. . 
ATKINSON . 
BASSETT. . 
BAYARD . . 
BENKELMAN. 
BLOOMFIELD 


BRIDGEPORT . 
BURWELL. . . 
CAMBRIDGE. . 
CENTRAL CITY 
CHAPPELL . . 
CRAWFORD . . 
CREIGHTON. . 
DAVID CITY . 
FRANKLIN . . 
FRIEND . . . 


FULLERTON. 
GENEVA . . 
GENOA. . • 
GIBBON . . 
GORDON . . 
GRANT. . . 
HARTINGTON 
HARVARD. . 
HEBRON » . 
HUMBOLDT . 


IMPERIAL . 
LOUISVILLE 
LOUP CITY. 
MADISON. . 
MILFORD. . 
MILLARD. . 
MINDEN . . 
MITCHELL . 
NELIGH . . 
NORTH BEND 


OAKLAND * 

ORO 

OSHKOSH 

OXFORD 

PAPILLION. • « . . . 
PAWNEE CITY. • « • . 
PELL-LINCOLN HWY (U) 

PENDER 

PERU 

PIERCE 


PLAINVIEW. 
RANDOLPH . 
RAVENNA. . 
RED CLOUD. 
RUSHVILLE. 
ST PAUL. . 
SCRIBNER . 
STANTON. . 
STROMSBURG 
SUTTON . . 


SYRACUSE . . . 
TECUMSEH . . . 
TEKAMAH. . . . 

valley . . . . 

WAKEFIELD. • . 
WEEPING WATER, 
WILBER . . . . 
WISNER . . . . 
WYMORE . . . . 


i ALL HOUSING UNITS BY CONDITION AND PLUMBING 

OCCUPIED 

HOUSING 

UNITS 





SOUND 1 

DETERIORATING I 

DILAP- 

IDATED 


OWNER OCCUPI 

ED 

RENTE 

R OCCUP 

lED 

1,01 

OR 

MORE 

PER- 

SONS 

PER 

ROOM 

A 

A 

OCCU- V 
PIED H 
BY 

NON- U 

white 

TOTAL 

TOTAL 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 

ING 

SOME 

OR ALL 
FA- 
CILI- 
TIES 

TOTAL 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 

ING 

SOME 

OR ALL 
FA- 
CILI- 
TIES 

POPU- 

LATION 

IN 

HOUSING 

UNITS 

TOTAL 

AVERAGE 

VALUE 

(DOL- 

LARS) 

AVER- 

AGE 

NUM- 

BER 

OF 

ROOMS 

TOTAL 

AVER- 

AGE 

GROSS 

RENT 

(DOL- 

LARS) 

AVER- 

AGE 

NUM- 

BER 

OF 

ROOMS 

792 

467 

459 

8 

256 

229 

27 

69 

1 982 

472 

9 000 

5.1 

251 

67 

4.4 

49 

1 

747 

617 

560 

57 

108 

65 

43 

22 

1 969 

480 

7 000 

5.9 

228 

. • • 

4.4 

42 

... 

529 

466 

453 

13 

53 

42 

11 

10 

1 342 

366 

7 000 

5.6 

130 

... 

4,7 

23 

* t . 

402 

351 

330 

21 

33 

22 

11 

10 

1 072 

291 

5 000 

5.4 

85 

... 

4.9 

31 

« . * 

691 

526 

505 

21 

130 

93 

45 

27 

1 954 

479 

9 000 

5.6 

178 

. * . 

4.5 

64 

1 

498 

384 

323 

61 

97 

51 

46 

17 

i 311 

342 

7 500 

5.3 

124 

, . • 

4.3 

39 

1 

397 

350 

336 

14 

40 

18 

22 

7 

1 017 

257 

6 500 

5*1 

112 

• • • 

4.3 

26 

1 

554 

493 

425 

68 

37 

23 

14 

24 

1 509 

334 

7 000 

4.8 

189 


3.8 

59 

1 

539 

482 

453 

29 

44 

29 

15 

13 

1 361 

315 

6 500 

5.3 

176 

■ . • 

4.2 

40 

* ■ f 

502 

381 

333 

48 

83 

55 

28 

38 

i 341 

341 

6 500 

5.5 

136 

• • t 

4.7 

31 

1 

586 

515 

490 

25 

56 

31 

25 

15 

1 626 

352 

7 500 

5,2 

183 

t f t 

4.4 

58 

2 

531 

176 

172 

4 

292 

254 

38 

63 

1 400 

362 

8 000 

5.4 

127 

• • i 

4,5 

34 

. . . 

452 

270 

264 

6 

166 

146 

20 

16 

i 074 

302 

5 000 

5.5 

112 

... 

4.7 

15 

• f ■ 

902 

633 

605 

28 

234 

188 

46 

35 

2 339 

604 

7 500 

5.9 

246 

57 

4.2 

39 

1 

504 

448 

419 

29 

52 

37 

15 

4 

i 280 

335 

11 500 

5.4 

123 

. . • 

4,0 

25 

1 

604 

457 

412 

45 

99 

76 

23 

48 

1 571 

359 

6 000 

5.3 

183 

... 

3,9 

54 

15 

533 

465 

403 

62 

62 

25 

37 

6 

1 350 

362 

6 500 

5.6 

148 

. . . 

4.6 

29 

, * . 

888 

834 

735 

99 

44 

10 

34 

10 

2 226 

612 

a 000 

5.8 

197 


4,4 

52 

• . i 

503 

450 

422 

28 

44 

27 

17 

9 

1 194 

345 

7 000 

5,6 

112 

« • • 

4*6 

23 

• • * 

438 

352 

331 

21 

59 

31 

20 

27 

1 036 

322 

6 000 

5.9 

85 

• • • 

4.6 

16 

2 

552 

374 

332 

42 

161 

124 

37 

17 

1 425 

399 

7 000 

5.7 

116 

... 

5.1 

24 

» • i 

908 

791 

706 

85 

lOa 

77 

31 

9 

2 336 

564 

9 000 

5.7 

285 

53 

4,4 

43 

2 

365 

354 

316 

38 

9 

3 

6 

2 

904 

255 

7 500 

5.8 

83 

• « • 

5.0 

19 

... 

369 

347 

321 

26 

21 

12 

9 

1 

1 076 

227 

7 000 

5.5 

117 

... 

4.6 

32 

. * . 

811 

750 

691 

59 

54 

24 

30 

7 

2 203 

449 

10 500 

5.6 

257 

70 

4,2 

78 

34 

415 

410 

400 

10 

4 

3 

1 

1 

1 165 

282 

10 500 

5.7 

ill 

... 

4.5 

24 

. . . 

533 

368 

347 

21 

156 

111 

45 

9 

1 630 

356 

7 500 

5.9 

153 

• • « 

5.0 

40 

• . • 

439 

350 

333 

17 

BO 

67 

13 

9 

1 215 

325 

5 000 

6,1 

65 

• f • 

4.6 

28 

. * . 

667 

646 

595 

51 

21 

8 

13 

« t . 

1 792 

421 

8 500 

5.7 

202 

• , • 

4,5 

30 

... 

506 

296 

269 

7 

169 

136 

33 

41 

1 277 

330 

6 500 

5.5 

149 


4.8 

24 

1 

554 

519 

476 

43 

33 

10 

23 

2 

1 416 

347 

7 500 

5.5 

145 

... 

4.4 

46 

... 

423 

397 

358 

39 

24 

11 

13 

2 

1 194 

290 

8 000 

5.0 

112 

... 

3,8 

45 

, * * 

524 

430 

382 

48 

81 

37 

44 

13 

1 407 

356 

7 500 

5.5 

150 

• • . 

4.7 

40 

. * . 

590 

552 

49a 

54 

34 

17 

17 

4 

1 448 

420 

7 000 

5.8 

141 

• . * 

5.2 

IB 

. » . 

394 

359 

357 

2 

31 

3l' 

... 

4 

1 284 

234 

8 000 

5,7 

143 

... 

4.8 

47 

1 

310 

275 

273 

2 

23 

20 

3 

12 

987 

253 

* • . 

4.4 

47 

. « . 

* • * 

58 

. ♦ . 

905 

726 

697 

29 

141 

113 

28 

38 

2 304 

610 

9 500 

5.7 

253 

55 

4,3 

32 

t . . 

676 

554 

511 

43 

84 

68 

16 

38 

1 876 

404 

a 000 

4.9 

225 

49 

3.6 

74 

6 

654 

551 

501 

50 

76 

49 

27 

27 

1 734 

430 

7 500 

5.5 

181 

. . . 

4.5 

36 

. * . 

412 

337 

314 

23 

57 

49 

8 

18 

1 174 

315 

8 000 

5.B 

84 

,« • 

5.1 

21 

• . . 

566 

466 

411 

55 

84 

60 

24 

16 

1 406 

373 

8 000 

5.9 

159 


4.5 

15 

... 

911 

719 

671 

48 

160 

101 

59 

32 

2 387 

570 

7 500 

5.7 

295 

56 

4.4 

42 

• * i 

411 

389 

374 

15 

21 

16 

5 

1 

1 013 

235 

. . . 

5.2 

134 

. . • 

4.4 

27 

. . . 

411 

331 

302 

29 

74 

51 

23 

6 

1 083 

230 

5 500 

5.4 

141 

. . . 

4,6 

25 

. • . 

665 

527 

504 

23 

127 

119 

0 

11 

2 235 

479 

14 500 

5.3 

151 

. * . 

4.6 

70 

. « • 

547 

418 

401 

17 

ai, 

76 

35 

IB 

1 289 

377 

5 000 

6.2 

127 

. . . 

5.3 

20 

. « • 

516 

375 

341 

34 

101 

57 

44 

40 

1 709 

359 

8 500 

5.1 

72 


4.3 

87 

4 

425 

403 

396 

7 

20 

20 

* * . 

2 

1 121 

297 

8 500 

5,7 

120 

• • * 

4.3 

15 

. . 1 

341 

226 

190 

36 

82 

34 

48 

33 

844 

204 

4 500 

5.8 

96 


3.9 

22 

» * . 

445 

270 

264 

6 

169 

128 

41 

6 

1 204 

333 

8 000 

5.6 

100 

. . . 

5.0 

22 

• • . 

547 

417 

404 

13 

116 

06 

30 

14 

1 458 

398 

7 500 

5.4 

125 

t . • 

4,9 

29 

... 

392 

231 

219 

12 

154 

118 

36 

7 

1 052 

272 

10 000 

6.0 

105 

. . * 

4.8 

18 

» . . 

573 

480 

433 

47 

86 

59 

27 

7 

1 409 

417 

7 500 

5.1 

129 

. . . 

4,1 

31 

. * . 

600 

411 

388 

23 

162 

114 

48 

27 

1 492 

416 

6 500 

5.7 

158 

• . * 

4.8 

29 

1 . . 

437 

389 

361 

28 

43 

13 

30 

5 

1 193 

240 

9 500 

5,4 

158 

» » • 

4.3 

40 

7 

645 

540 

505 

35 

92 

44 

48 

13 

1 689 

45B 

0 000 

5.5 

147 

• . . 

4,7 

32 

. • . 

384 

355 

329 

26 

27 

13 

14 

2 

1 021 

303 

8 000 

5.8 

70 

• . . 

4.7 

17 

1 

520 

427 

366 

61 

77 

34 

43 

16 

1 317 

344 

6 000 

6.1 

146 

. . * 

5*1 

14 

. . » 

454 

302 

295 

7 

119 

104 

15 

33 

1 189 

378 

7 500 

> 6.2 

52 


5.7 

IB 

. a . 

517 

475 

448 

27 

27 

11 

16 

15 

1 238 

387 

7 000 

1 6.1 

99 

• . . 

5.1 

9 

... 

480 

425 

403 

22 

53 

30 

23 

2 

1 237 

358 

8 50C 

5.5 

109 

• « • 

4,8 

23 

; 1 

692 

395 

376 

19 

241 

207 

34 

56 

1 060 

466 

7 50C 

5.7 

204 

. . • 

4.5 

37 

1 

682 

467 

447 

20 

159 

119 

40 

56 

1 783 

503 

9 OOC 

5,7 

150 

* . . 

4.2 

31 

1 

464 

398 

373 

25 

66 

60 

6 

* • . 

1 452 

296 

I 10 50C 

5.1 

159 


4.2 

47 

» * . 

402 

386 

361 

25 

16 

5 

11 

* • . 

1 028 

i 294 

t 7 50C 

5,9 

1 98 


5.C 

13 

i **. 

368 

335 

299 

36 

27 

11 

16 

6 

985 

i 243 

i 5 50C 

5.7 

108 


4.5 

IE 

1 ... 

614 

411 

394 

17 

185 

123 

62 

18 

1 354 

466 

. 8 50C 

5.8 

1 109 

. . . 

4.2 

21 

. . » 

452 

412 

367 

45 

25 

11 

14 

15 

1 192 

: 315 

i 9 50C 

6.0 

1 124 

a . I 

5.C 

1 23 

1 • , . 

771 

613 

581 

32 

117 

67 

50 

1 41 

1 975 

i 561 

6 OOC 

5.7 

158 

i • . a 

4.8 

1 35 

> ... 


19 
18 
11 

3 

11 

9 
17 

15 

20 
3 

19 

3 
21 
19 

16 

29 
7 

40 

30 

4 

14 

9 

17 
1 

10 
6 

11 

26 

24 

11 

46 

18 
17 
13 

2 

5 

22 

27 

15 
1 

19 

16 
19 
26 

24 
16 
59 

7 

10 
7 

1 

10 

6 

3 
17 

25 
5 
5 

4 
9 


13 
3 
1 
5 

14 
7 

23 


Nebraska 
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Table 28, — Tknurr, Vacancy Status, Condition and Pi.umhing Facilitiks, and Structural 
C uARACTfiRlSTICS, FOR CoiTNTiKS OUTSIDI-, SMSAs: I960 
[Some data baaed on sample; see text. Median not shown where base is less than 200] 


ALL HOUSING UNITS. 


TENURE 1 COLOR! AND VACANCY STATUS 


OCCUPIED 

owner occupied . 

WHITE 

NONWHITE . . . 
RENTER OCCUPIED. 

WHITE 

NONWHITE . . . 


VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY , 

FOR RENT 

RENTED OR SOLDi AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES , . , 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES , . , 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


VACANT AVAILABLE FOR SALE. 
WITH ALL PLUMBING FACILITIES , 


VACANT AVAILABLE FOR RENT, 
WITH ALL PLUMBING FACILITIES . 


ALL HOUSING UNITS. 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 


Tenure by Color, Rooms 

Vacancy Status Units in Structure 

Condition 8c Plumb. Trailer 
Water Supply Year Structure 

Toilet Facilities Built 

Baching Facilities Basement 


HUR 

BANNER 

BLAINE 

247 

411 

387 

204 

353 

316 

125 

202 

220 

125 

202 

220 

79 

151 

96 

79' 

151 

* * • 

96 

’*1 

43 

5B 

71 

301 

41 

42 

18 1 

33 

26 


BOYD BROWN BUFFALO BURT BUTLER CASS 


15 

2B 

19 

12 

6 

16 

13 

17 

29 


2 719 

3 5S7 

1 358 

1 463 

8 031 

3 328 

3 251 

5 450 

1 828 

2 219 

999 

999 

5 083 

2 121 

2 295 

3 589 

1 824 

2 188 

999 

999 

5 083 

2 117 

2 295 

3 589 

4 

31 

• • t 

• ■ • 

• . . 

4 

. • . 

• . . 

891 

1 368 

359 

464 

2 940 

1 207 

956 

1 861 

891 

1 288 

355 

464 

2 944 

1 207 

956 

1 853 

... 

80 

4 

... 

4 

... 

... 

a 

404 

517 

150 

262 

679 

347 

473 

513 

367 

344 

122 

108 

466 

295 

422 

365 

323 

293 

97 

89 

350 

233 

331 

288 

66 

209 

31 

32 

140 

76 

102 

142 

29 

11 

11 

10 

50 

13 

37 

30 

37 

198 

20 

22 

90 

63 

65 

U2 

12 

5 

3 

7 

34 

8 

65 

10 

7 

4 

2 

5 

14 

9 

5 

27 

238 

75 

61 

45 

170 

140 

159 

109 

44 

51 

25 

19 

108 

62 

91 

77 

37 

173 

28 

154 

213 

52 

51 

148 


9 949 

3 646 

247 

411 

387 

3 123 

4 104 

1 508 

1 725 

8 710 

3 675 

3 724 

5 963 

7 983 

2 526 

156 

304 

298 

2 372 

3 297 

1 065 

1 254 

7 232 

2 828 

2 816 

4 779 

7 501 

2 027 

140 

289 

231 

1 836 

2 973 

790 

1 004 

6 550 

2 469 

1 969 

4 118 

71 

30 

... 

... 

5 

17 

22 

45 

24 

38 

29 

82 

16 

411 

469 

16 

15 

62 

519 

302 

230 

226 

644 

330 

765 

645 

1 548 

942 

65 

78 

67 

670 

601 

364 

354 

1 082 

702 

670 

963 

1 017 

360 

28 

21 

21 

326 

380 

120 

230 

558 

406 

218 

559 

130 

26 

. . . 

5 

■ . • 

52 

13 

12 

14 

34 

13 

32 

11 

401 

556 

37 

52 

46 

292 

208 

232 

110 

490 

283 

420 

393 

410 

178 

26 

29 

22 

81 

206 

79 

117 

396 

145 

238 

221 

52 

20 

i 

1 


29 

11 

11 

10 

50 

13 

37 

30 

46 

7 

1 

1 

... 

12 

9 

2 

6 

39 

8 

9 

14 

572 

51 

1 

1 

3 

37 

198 

20 

22 

90 

63 

65 

112 

384 

14 

... 

1 

. • . 

21 

152 

7 

17 

59 

33 

30 

63 

9 949 

3 646 

247 

411 

387 

3 123 

4 104 

1 508 

1 725 

8 710 

3 675 

3 724 

5 963 


9 209 

2 656 

189 

343 

284 

2 394 

3 634 

1 003 

1 349 

7 742 

3 091 

2 375 

5 037 

382 

437 

22 

32 

60 

379 

194 

167 

137 

364 

226 

373 

262 

12 

23 

• . . 

B 

* 1 . 

34 

36 

78 

11 

49 

43 

24 

28 

346 

530 

36 

28 

43 

316 

240 

260 

228 

555 

315 

952 

636 


FLUSH TOILET! EXCLUSIVE 

USE 

. , 9 060 

2 597 

175 

336 

265 

2 268 

3 514 

999 

1 363 

7 362 

3 047 

2 374 

4 818 

FLUSH TOILET! SHARED . 


. . 269 

44 

4 

. . « 

. » * 

49 

182 

16 

24 

325 

57 

30 

94 

OTHER TOILET FACILITIES 

OR NONE. . . , 

. . 620 

1 005 

68 

75 

122 

806 

408 

493 

338 

1 023 

571 

1 320 

1 051 


BATHING facilities' 


bathtub or 

SHOWER! EXCLUSIVE USE . . , 

. . 9 069 

2 538 

172 

336 

261 

2 261 

3 487 

987 

1 334 

7 382 

2 998 

2 491 

4 809 

bathtub or 

SHOWER! SHARED 

. , 293 

44 

4 

. i . 

, . . 

49 

164 

24 

24 

341 

65 

23 

110 

NO bathtub 

OR SHOWER 

. . 587 

1 064 

71 

75 

126 

813 

453 

497 

367 

987 

612 

1 210 

1 044 


1 ROOM 

2 ROOMS. 

3 ROOMS 

4 ROOMS. . 

5 ROOMS 

6 ROOMS 

7 ROOMS 

a ROOMS OR MORE, , . 
MEDIANi 

ALL UNITS 

OWNER OCCUPIED , 
RENTER OCCUPIED, 


159 

18 

9 

• * . 

« • . 

28 

130 

9 

37 

200 

70 

29 

95 

442 

39 

6 

12 

3 

60 

205 

28 

91 

421 

51 

32 

136 

1 289 

179 

29 

27 

27 

99 

521 

120 

174 

887 

173 

142 

532 

2 006 

522 

56 

74 

98 

353 

1 181 

266 

369 

1 815 

510 

556 

1 078 

2 3BB 

857 

53 

111 

95 

702 

997 

357 

426 

2 412 

741 

903 

1 543 

1 785 

794 

41 

72 

75 

692 

541 

301 

319 

1 597 

915 

83B 

1 080 

946 

598 

22 

48 

52 

505 

235 

200 

202 

701 

575 

568 

891 

932 

639 

31 

67 

37 

604 

294 

227 

107 

577 

640 

656 

BOB 

5.0 

5.8 

4.9 

5,3 

5.2 

6.0 

4,5 

5,4 

4,9 

4.9 

5.0 

5,7 

5,3 

5.4 

5.8 

. » • 

5.3 

5.5 

6.1 

5,0 

5.5l 

5.2 

5.2 

5.9 

5.9 

5.6 

4.2 

5.6 

. . . 

. . • 

« • • 

5,9 

4.1 

5,5 

5.0 

4.3 

5.6 

5,6 

4,7 


UNITS IN STRUCTURE 


2 

3 AND 4 

5 TO , , 

3.0 OR MORE 

TRAILER* ON PERMANENT FOUNDATION, 
MOBILE . • 


YEAR STRUCTURE BUILT 


1959 TO MARCH i960 
1955 TO 1958 , , , 
1950 TO 1954 . , , 
1940 TO 1949 . , . 
1930 TO 1939 . , , 
1929 OR EARLIER, . 


3 009 

3 274 

1 449 

1 595 

7 505 

3 439 

3 579 

5 218 

48 

223 

25 

32 

439 

99 

38 

169 

26 

211 

5 

37 

270 

30 

45 

151 

13 

93 

5 

... 

192 

47 

12 

133 

11 

212 

. . • 

15 

131 

39 

29 

127 

... 

29 

12 

19 

16 

4 

9 

17 

16 

62 

12 

27 

157 

17 

1 

148 


159 

20 

4 

4 

3 

12 

71 

6 

31 

201 

39 

20 

146 

599 

72 

16 

28 

13 

33 

202 

65 

69 

607 

74 

57 

402 

882 

127 

13 

35 

29 

52 

284 

92 

135 

449 

17B 

91 

348 

1 529 

108 

38 

39 

36 

47 

755 

76 

118 

535 

223 

103 

431 

597 

82 

48 

47 

32 

62 

442 

75 

112 

479 

148 

138 

393 

6 183 

3 237 

128 

258 

274 

2 917 

2 350 

1 192 

1 260 

6 439 

3 013 

3 315 

4 243 


BASEMENT . , . 
CONCRETE SLAB, 
OTHER 


7 

652 

2 486 

57 

219 

109 

2 127 

2 860 

757 

661 

6 

144 

2 204 

2 090 

4 351 

1 

328 

461 

• * . 

42 

273 

230 

360 

258 

403 


381 

84 

538 

300 


969 

699 

190 

150 

5 

766 

884 

493 

441 

2 

185 

1 387 

1 096 

1 312 
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State and Small Areas 


Table 28. — Tenure, Vacancy Status, Condition and Plumding Facilities, and Structural 
Characteristics, tor Counties Outside SMS As: I960' — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacincy Scacus 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilitie.s 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Ba.semenc 


SUBJECT 

CEDAR 

CHASE 

CHERRY 

CHEYENNE 

CLAY 

COLFAX 

CUMING 

CUSTER 

DAKOTA 

DAWES 

DAWSON 

DEUEL 

DIXON 

ALL HOUSING UNITS 

3 

878 

1 

658 

2 

788 

4 

744 

3 

160 

3 

473 

3 

947 

6 

114 

3 

748 

3 

319 

6 

820 

1 

154 

2 

723 

TENURE? COLOR? AND VACANCY STATUS 



























OCCUPIED . . . 

3 

574 

1 

413 

2 

461 

4 

304 

2 

857 

3 

186 

3 

667 

5 

270 

3 

477 

2 

974 

6 

049 

1 

016 

2 

431 

OWNER OCCUPIED ..... 

2 

339 


985 

1 

518 

2 

676 

2 

119 

2 

346 

2 

436 

3 

636 

2 

356 

1 

904 

3 

833 


689 

1 

696 

WHITE 

2 

339 


985 

1 

514 

2 

664 

2 

115 

2 

346 

2 

438 

3 

633 

2 

322 

1 

896 

3 

820 


689 

1 

696 

nonwmite 


Li ■ 


• . . 


4 


12 


4 


. • . 


i . . 


3 


34 


8 


13 


. . • 


■ • * 

RENTER OCCUPIED 

1 

235 


428 


943 

1 

628 


738 


840 

1 

229 

1 

634 

1 

121 

1 

070 

2 

216 


327 


735 

WHITE 

1 

235 


428 


914 

1 

620 


738 


840 

1 

229 

1 

634 

1 

085 

1 

039 

2 

212 


327 


735 

nonwhite 


... 


... 


29 


8 


... 


... 


... 


... 


36 


31 


4 


... 


... 

VACANT 


304 


245 


327 


440 


303 


287 


280 


844 


271 


345 


771 


138 


292 

YEAR ROUND 


289 


200 


249 


328 


234 


230 


232 


622 


214 


219 


504 


91 


251 

SOUND OR DETERIORATING 


262 


184 


245 


276 


177 


160 


196 


518 


172 


191 


375 


78 


205 

available 


78 


71 


79 


110 


72 


43 


55 


127 


97 


85 


184 


38 


47 

FOR SALE ONLY 


25 


30 


15 


23 


26 


15 


7 


57 


35 


20 


31 


14 


14 

FOR RENT 


53 


41 


64 


87 


46 


26 


48 


70 


62 


65 


153 


24 


33 

RENTED OR SOLD? AWAITING OCCUPANCY , 


51 


14 


9 


14 


16 


16 


24 


17 


20 


30 


28 


7 


11 

HELD FOR OCCASIONAL USE 


14 


24 


106 


10 


15 


11 


6 


43 


7 


24 


30 


4 


9 

HELD FOR OTHER REASONS 


119 


75 


51 


142 


74 


90 


111 


331 


48 


52 


133 


29 


139 

DILAPIDATED 


27 


16 


4 


52 


57 


70 


36 


104 


42 


28 


129 


13 


46 

SEASONAL 


15 


45 


78 


112 


69 


57 


48 


222 


57 


126 


267 


47 


41 

CONDITION AND PLUMBING 



























ALL UNITS 

3 

87 8 

1 

658 

2 

788 

4 

744 

3 

160 

3 

473 

3 

947 

6 

114 

3 

748 

3 

319 

6 

820 

1 

154 

2 

723 

SOUND 

3 

006 

1 

472 

2 

623 

4 

247 

2 

564 

2 

582 

3 

177 

5 

187 

2 

830 

2 

775 

5 

321 

1 

042 

2 

270 

WITH ALL PLUMBING FACILITIES ...... 

2 

192 

1 

304 

2 

197 

4 

075 

2 

305 

2 

119 

2 

822 

4 

097 

2 

423 

2 

496 

4 

638 


947 

1 

771 

LACKING ONLY HOT WATER 


59 


6 


29 


9 


34 


103 


59 


61 


41 


16 


19 


. * . 


73 

LACKING OTHER PLUMBING FACILITIES, , . , 


755 


160 


397 


163 


225 


360 


296 

I 

029 


366 


263 


464 


95 


426 

DETERIORATING 


811 


174 


153 


405 


450 


717 


637 


695 


614 


475 

1 

065 


100 


375 

WITH ALL PLUMBING FACILITIES 


392 


62 


54 


275 


237 


226 


293 


230 


336 


296 


720 


'50 


135 

LACKING ONLY HOT WATER 


26 


32 


* . . 


4 


19 


28 


34 


7 


52 


21 


13 


. • • 


16 

LACKING OTHER PLUMBING FACILITIES, , , , 


391 


80 


99 


126 


194 


461 


310 


458 


226 


158 


332 


50 


224 

dilapidated 


61 


12 


12 


92 


146 


174 


133 


232 


304 


69 


434 


12 


76 

VACANT AVAILABLE FOR SALE 


25 


30 


IS 


231 


26 


15 


7 


57 


35 


20 


31 


14 


14 

WITH ALL PLUMBING FACILITIES 


9 


i3| 


14 


17 


19 


5 


5 


21 


23 


17 


25 


a 


3 

VACANT AVAILABLE FOR RENT 


53 


41 


64 


87 


46 


26 


48 


70 


62 


65 


153 


24 


33 

WITH ALL PLUMBING FACILITIES . . 


19 


29 


35 


77 


28 


12 


22 


34 


36 


45 


102 


12 


6 

ALL HOUSING UNITS 

3 

B78 

1 

658 

2 

788 

4 

744 

3 

160 

3 

473 

3 

947 

6 

114 

3 

748 

3 

319 

6 

820 

1 

154 

2 

723 

WATER SUPPLY 



























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 

925 

1 

433 

2 

383 

4 

533 

2 

728 

2 

602 

3 

319 

4 

699 

2 

998 

2 

941 

6 

017 

1 

060 

2 

062 

ONLY COLD PIPED WATER INSIDE STRUCTURE . , 


419 


98 


192 


90 


192 


362 


348 


608 


399 


172 


324 


28 


336 

PIPED WATER OUTSIDE STRUCTURE, 


36 


16 


16 


8 


12 


89 


109 


93 


21 


25 


56 


5 


70 

NO PIPED WATER ... 


498 


111 


197 


113 


228 


420 


171 


714 


330 


181 


423 


61 


255 

TOILET FACILITIES 



























FLUSH TOILET? EXCLUSIVE USE 

2 

808 

1 

445 

2 

311 

4 

424 

2 

698 

2 

529 

3 

276 

4 

511 

3 

0331 

2 

888 1 

5 

662 


997 

2 

065 

FLUSH TOILET? SHARED 


43 


9 


60 


88 


27 


26 


38 


80 


63! 


79 


108 


34 


31 

OTHER TOILET FACILITIES OR NONE 

1 

027 


204 


417 


232 


435 


918 


633 

I 

523 


652 


352 


850 


123 


627 

BATHING FACILITIES 



























bathtub OR SHOWER? EXCLUSIVE USE 

2 

733 

1 

418 

2 

296 

4 

407 

2 

766 

2 

609 

3 

244 

4 

495 

2 

931 

2 

864 

5 

799 

1 

010 

2 

035 

BATHTUB OR SHOWER? SHARED 


56 


14 


56 


92 


34 


26 


46 


76 


71 


91 


125 


30 


31 

NO BATHTUB OR SHOWER 

1 

089 


226 


436 


245 


360 


838 


657 

1 

543 


746 


364 


896 


U4 


657 

ROOMS 



























1 ROOM . . . f 


27 


4 


45 


110 


13 


33 


25 


50 


115 


37 


183 


25 


5 

2 ROOMS 


88 


43 


127 


154 


41 


65 


51 


163 


129 


187 


274 


31 


51 

3 ROOMS 


157 


179 


308 


550 


95 


176 


154 


421 


438 


468 


672 


102 


87 

4 ROOMS 


426 


382 


613 

1 

466 


325 


448 


445 

i 

222 


930 


696 

1 

422 


221 


283 

5 ROOMS 


841 


383 


650 

1 

064 


637 


817 


802 

1 

511 

1 

040 


665 

1 

661 


266 


586 

6 ROOMS , 


708 


290 


462 


679 


760 


670 


874 

1 

322 


512 


524 

1 

303 


266 


643 

7 ROOMS 


759 


167 


241 


334 


578 


691 


720 


704 


316 


287 


709 


106 


512 

a ROOMS OR MORE 


872 


210 


342 


387 


711 


573 


876 


721 


268 


255 


596 


137 


554 

MED I AN t 



























ALL UNITS 


6.1 


5, 1 


5,0 


4.6 


6. 1 


5.8 


6,1 


5.3 


4.8 


4.8 


5,0 


5.2 


6.0 

OWNER OCCUPIED 


6.3 


5,4 


5,4 


5.0 


6.2 


5,9 


6,2 


5.5 


4.8 


5.2 


5.3 


5.6 


6.2 

RENTER OCCUPIED 


5.8 


5.1 


4,6 


4.2 


6.2 


5.8 


6.0 


5.1 


4.7 


4.1 


4.8 


4.7 


5.9 

UNITS IN STRUCTURE 




























3 

731 

1 

566 

2 

554 

3 

646 

2 

909 

3 

259 

3 

754 

5 

789 

3 

373 

2 

831 

6 

147 

1 

050 

2 

628 



29 


17 


46 


238 


89 


117 


130 


122 


93 


197 


304 


49 


40 

3 AND 4. . . 


24 


28 


82 


522 


112 


29 


30 


62 


75 


95 


192 


21 


U 

5 TO 9 


29 


. . . 


21 


55 


10 


35 


9 


11 


11 


63 


95 


30 


17 

10 OR MORE 


5 


32 


17 


127 


10 


5 


• • . 


5 


13 


56 


10 


* i . 


15 

TRAILERl ON PERMANENT FOUNDATION 


13 


8 i 


12 


8 


4 


4 


8 


34 


8 


16 


24 


* * * 


• • . 

MOBILE 


47 


7 


56 


148 


26 


24 


16 


71 


175 


61 


48 


4 


12 

YEAR STRUCTURE BUILT 



























1959 TO MARCH 1960 


46 


12 


95 


84 


12 


50 


23 


40 


133 


49 


154 


16 


25 

1955 TO 1958 


113 


62 


207 


462 


73 


135 


133 


184 


379 


186 


333 


40 


32 

1950 To 1954 


174 


127 


169 


900 


60 


138 


223 


266 


440 


257 


596 


80 


96 

1940 To 1949 


107 


236 


283 


942 


190 


183 


188 


299 


448 


284 


854 


103 


72 

1930 TO 1939 


84 


167 


274 


291 


52 


151 


157 


286 


316 


189 


690 


49 


75 

1929 OR EARLIER 

3 

354 

1 

054 

1 

760 

2 

065 

2 

773 

2 

816 

3 

223 

5 

037 

2 

030 

2 

354 

4 

193 


866 

2 

423 

BASEMENT 



























basement 

2 

898 


977 

1 

355 

3 

084 

2 

021 

2 

056 

3 

055 

3 

360 

2 

535 

2 

086 

2 

769 


827 

2 

015 

CONCRETE slab 


173 


231 


385 


B62 


166 


434 


145 


834 


253 


381 

1 

341 


290 


76 

OTHER 


807 


450 

1 

048 


798 


973 


983 


747 

1 

920 


960 


852 

2 

710 


37 


632 



Table 28. — TkiVurh, Vacancy Status, Condition and Pi.umiiing Facilities, and Structural 
Characteristics, i-or Counties Outside SMSA’s: .1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


DODGE DUNDY FILLMORE FRANKLIN FROM- FURNAS GAGE GARDEN GAR- GOSPER GRANT GREELEY HALL 

Tier field 


ALL HOUSING UNITS. 


TENURE I COLOR f AND VACANCY STATUS 


OCCUPIED 

OWNER OCCUPIED . 

WHITE. . . . . 

nonwhite . . . 

RENTER OCCUPIED. 
WHITE 

nonwhite . . . 


VACANT • . . . . 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

for sale only 

FOR RENT 

RENTED OR SOLOt AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

dilapidated , 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS. .......... 

SOUND . 

WITH ALL PLUMBING FACILITIES . . . 
LACKING ONLY HOT WATER ...... 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 
LACKING ONLY HOT WATER ...... 

LACKING OTHER PLUMBING FACILITIES, 
DILAPIDATED 


VACANT AVAILABLE FOR SALE, 
WITH ALL PLUMBING FACILITIES . 


10 239 

1 146 

3 

111 

1 889 

1 412 

2 613 

a 

160 

1 115 

838 

764 

337 

1 344 11 

277 

6 701 

749 

2 

127 

1 353 

967 

1 846 

5 

503 

726 

604 

497 

185 

991 7 

250 

6 773 

749 

2 

127 

1 349 

967 

1 848 

5 

491 

726 

604 

497 

185 

991 7 

223 

B 

• . . 


• . . 

4 

. • • 



12 

. • . 

• « • 

. . . 

... 

... 

27 

3 458 

397 


984 

536 

445 

765 

2 

657 

389 

234 

267 

152 

353 4 

027 

3 454 

397 


984 

536 

445 

765 

2 

653 

389 

234 

263 

152 

353 4 

014 

4 

... 


... 

... 

... 

... 


4 

... 

... 

4 

... 

... 

13 

493 

264 


279 

159 

222 

426 


691 

197 

120 

66 

71 

259 

673 

360 

237 


184 

118 

183 

333 


572 

129 

82 

61 

27 

238 

582 

289 

181 


170 

92 

152 

226 


463 

121 

67 

47 

23 

169 

441 

107 

36 


47 

46 

52 

71 


220 

43 

6 

21 

2 

28 

267 

>5 

a 


13 

15 

5 

19 


74 

18 

2 

16 

... 

12 

79 

72 

28 


34 

31 

47 

52 


146 

25 

4 

5 

2 

16 

188 

68 

6 


19 

15 

6 

7 


28 

6 

2 

4 

. . . 

7 

38 

16 

16 


23 

7 

21 

10 


24 

11 

3 

2 

... 

4 

12 

98 

123 


81 

24 

73 

140 


191 

61 

56 

20 

21 

130 

124 

71 

56 


14 

26 

31 

105 


109 

B 

15 

14 

4 

69 

141 

133 

27 


95 

41 

39 

95 


119 

66 

38 

5 

44 

21 

91 


VACANT AVAILABLE FOR RENT 
WITH ALL PLUMBING FACILITIES 


ALL HOUSING UNITS 


10 732 

1 410 

3 390 

2 048 

1 634 

3 041 

8 B51 

1 312 

9 222 

1 105 

2 462 

1 636 

969 

2 206 

7 387 

1 200 

8 608 

898 

2 035 

1 344 

831 

1 950 

6 200 

1 002 

41 

21 

55 

16 

... 

29 

87 

7 

573 

186 

372 

276 

13a 

227 

1 100 

191 

1 265 

236 

819 

323 

528 

668 

1 213 

105 

831 

72 

455 

125 

269 

397 

714 

46 

37 

* • • 

11 

16 

11 

21 

24 

. * . 

397 

164 

353 

182 

248 

250 

475 

57 

245 

69 

109 

89 

137 

167 

251 

7 

35 

a 

13 

15 

5 

19 

74 

16 

25 

4 

8 

4 

2 

12 

31 

10 

72 

28 

34 

31 

47 

52 

146 

25 



WATER supply 

HOT and cold piped WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 


TOILET FACILITIES 


FLUSH TOILET. EXCLUSIVE USE, . . 

FLUSH TOILET? SHARED . 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


bathtub or SHOWER? EXCLUSIVE USE 
BATHTUB OR SHOWER? SHARED. . . . 
NO BATHTUB OR SHOWER 


958 

830 

408 

515 

528 

362 

413 

455 

320 

4 

3 

. . . 

98 

70 

62 

382 

259 

21 

251 

186 

15 

3 

9 

. . • 

128 

64 

6 

61 

43 

5 

2 

16 

. . . 

1 

3 

... 

4 

5 

2 

i 

3 

2 

958 

830 

408 


1 177 li 207 
194 366 

51 32 

181 345 


1 131 10 775 

21 42B 

451 747 


1 122 10 717 

21 440 

460 793 


1 ROOM 

2 ROOMS. . 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

0 ROOMS OR MORE. . . 
MED I AN I 

ALL UNITS 

OWNER OCCUPIED . 
RENTER OCCUPIED, 


UNITS IN structure 


3 AND 4 

5 TO 

10 OR MORE ... 

TRAILER! ON PERMANENT FOUNDATION. 

mobile 


YEAR STRUCTURE BUILT 


1959 TO MARCH 1960 
1955 TO 1958 , . . 
1950 TO 1954 , , . 
1940 TO 1949 . , . 
1930 TO 1939 , . . 
1929 OR EARLIER. . 


251 

11 

55 

4 

65 

25 

36 

15 

. * . 

422 

61 

37 

30 

13 

85 

244 

83 

26 

1 022 

115 

151 

102 

75 

158 

581 

141 

41 

2 189 

332 

451 

399 

283 

518 

1 572 

249 

244 

2 579 

321 

731 

509 

413 

949 

2 182 

296 

239 

1 966 

297 

716 

401 

398 

555 

1 933 

236 

206 

1 225 

114 

645 

288 

205 

380 

1 172 

133 

109 

1 076 

159 

604 

315 

182 

371 

1 131 

159 

93 

5.1 

5.1 

5,9 

5.5 

5.4 

5.3 

5.4 

5.1 

I 5.2 

5.4 

5,4 

6.0 

5.6 

5.7 

5,5 

5,6 

5,3 

5.4 

4,3 

4.6 

5.6 

5.4 

5,3 

5,1 

4.9 

5,1 

5.1 


1 548 

2 922 

7 831 

1 200 

22 

32 

394 

46 

6 

24 

275 

17 

12 

28 

210 

4 

35 

11 

64 

4 

... 

8 

12 

7 

11 

16 

65 

34 


1 500 10 155 


BASEMENT . , . 
CONCRETE SLAB, 
OTHER 


902 6 507 
118 1 119 
503 2 324 


29-40 


State and Small Areas 


Table 28. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: I 960 — Con. 

[Some data baaed on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Sc.itus 
Condition &. Plumb. 
Water Supply 
Toilet F.icilities 
Baching Facilities 


Room.s 

Units in Structure 
Trailer 

Year Structure 
Built 
Ba.semcnt 


-• 

subject 

HAMILTON 

HARLAN 

HAYES 

HITCH- 

COCK 

HOLT 

HOOKER 

HOWARD 

JEFFER- 

SON 

JOHNSON 

KEARNEY 

KEITH 

KEYA 

PAHA 

KIMBALL 

ALL HOUSING UNITS. 

3 

025 

1 

971 

697 

1 

796 

4 

497 

418 

2 

445 

4 

213 

2 

308 

2 

229 

2 

748 

607 

2 

396 

TENURE 1 COLOR » AND VACANCY STATUS 
























OCCUPIED 

2 

733 

1 

678 

576 

1 

572 

4 

096 

352 

2 

117 

3 

925 

2 

086 

2 

061 

2 

458 

515 

2 

245 

OWNER OCCUPIED . 

i 

761 

1 

181 

375 

1 

046 

2 

912 

242 

1 

483 

2 

610 

1 

430 

1 

362 

1 

585 

379 

1 

488 

WHITE 

1 

761 

1 

181 

375 

1 

046 

2 

908 

242 

1 

483 

2 

610 

1 

430 

1 

362 

1 

585 

379 

1 

484 

* 


• • * 


. • • 

• t • 


• • • 


4 

. • . 


» • . 


• . • 


• . . 


. . * 


• . . 

* . . 


4 

RENTER OCCUPIED, , 


972 


497 

201 


526 

1 

184 

110 


634 

1 

315 


656 


699 


B73 

136 


757 

WHITE 


972 


497 

201 


526 

1 

177 

110 


634 

1 

315 


656 


695 


073 

136 


749 

NONWHITE 


... 


... 

... 


... 


7 

... 


... 


... 


. .. 


4 


• , , 

. . , 


8 

VACANT 


292 


293 

121 


224 


401 

66 


328 


288 


222 


168 


290 

92 


151 

YEAR ROUND * * 


253 


223 

97 


143 


331 

59 


281 


243 


158 


112 


140 

64 


138 

SOUND OR DETERIORATING . • • 


183 


187 

84 


126 


279 

35 


211 


203 


116 


78 


133 

40 


129 

AVAILABLE 


36 


92 

8 


32 


89 

4 


77 


75 


56 


34 


39 

B 


69 

FOR SALE ONLY 


5 


18 

8 


13 


34 

3 


18 


22 


28 


8 


15 

3 


15 

FOR RENT . . • . , 


31 


74 

• • • 


19 


55 

i 


59 


53 


26 


26 


24 

5 


54 

RENTED OR SOLD? AWAITING OCCUPANCY . 


22 


2 

41 


8 


18 

. . a 


25 


7 


8 


5 


7 

* . . 


12 

HELD FOR OCCASIONAL USE 


5 


9 

1 


9 


13 

1 


33 


13 


6 


4 


32 

5 


7 

HELD FOR OTHER REASONS 


120 


84 

34 


77 


159 

30 


76 


108 


46 


35 


55 

27 


41 

DILAPIDATED 


70 


36 

13 


17 


52 

24 


70 


40 


42 


34 


7 

24 


9 

SEASONAL * 


39 


70 

24 


81 


70 

7 


47 


45 


64 


56 


150 

28 


13 

CONDITION AND PLUMBING 
























ALL UNITS 

3 

025 

1 

971 

697 

1 

796 

4 

497 

418 

2 

445 

4 

213 

2 

308 

2 

229 

2 

748 

607 

2 

396 

SOUND. . • • 

2 

343 

1 

568 

593 

1 

649 

3 

656 

288 

1 

809 

2 

639 

1 

293 

1 

767 

2 

492 

255 

2 

227 

WITH ALL PLUMBING FACILITIES 

2 

016 

1 

392 

439 

1 

442 

2 

941 

264 

1 

385 

2 

269 

1 

042 

1 

626 

2 

287 

234 

2 

164 

LACKING ONLY HOT WATER 


20 


24 

2 


26 


80 

4 


43 


76 


12 


9 


18 

* « . 


. . • 

LACKING OTHER PLUMBING FACILITIES. , . , 


305 


152 

152 


181 


635 

20 


381 


294 


239 


132 


187 

21 


63 

DETERIORATING 


508 


313 

93 


121 


678 

85 


525 

1 

442 


782 


340 


226 

272 


155 

WITH ALL PLUMBING FACILITIES 


305 


173 

12 


50 


212 

69 


157 


BOl 


461 


203 


124 

157 


109 

LACKING ONLY HOT WATER 


e 


24 

2 


* t_t 


18 

• « « 


a 


60 


37 


26 


8 

4 


1 » « 

LACKING other PLUMBING FACILITIES. , . , 


195 


116 

79 


71 


446 

16 


360 


581 


284 


111 


94 

111 


46 

DILAPIDATED 


174 


90 

11 


26 


163 

45 


111 


132 


233 


122 


30 

80 


14 

VACANT AVAILABLE FOR SALE. . 


5 


18 

8 


13 


34 

3 


18 


22 


28 


8 


15 

3 


15 

WITH ALL PLUMBING FACILITIES 


4 


9 

1 


7 


17 

3 


9 

■ 


■ 

m 

■ 


■ 



■ 


VACANT AVAILABLE FOR RENT 


31 


74 



19 


55 

1 


59 

■ 


■ 

H 

■ 


■ 



■ 


WITH ALL PLUMBING FACILITIES , 


24 


53 

• • • 


13 


28 

1 


18 

■ 


■ 

■a 

■ 


■ 



■ 


ALL MOUSING UNITS. ... « 

3 

025 

1 

971 

697 

1 

796 

4 

497 

418 

2 

445 

■ 

B! 

■ 

■ 

m 

IB 

■ 



2 

396 

WATER SUPPLY 













■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 




HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 

562 

1 

656 

502 

1 

582 

3 

439 

370 

1 

714 

3 

280 

1 

727 

1 

953 

2 

501 

410 

2 

326 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


189 


134 

65 


93 


357 

24 


262 


394 


231 


112 


128 

54 


26 

PIPED WATER OUTSIDE STRUCTURE. 


22 


• * . 

3 


28 


65 

... 


34 


63 


24 


4 


29 

11 


4 

NO PIPED WATER 


252 


181 

127 


93 


636 

24 


435 


476 


326 


160 


90 

132 


40 

TOILET FACILITIES 
























FLUSH TOILETt EXCLUSIVE USE 

2 

446 

1 

673 

465 

1 

556 

3 

331 

371 

1 

629 

3 

269 

1 

689 

1 

949 

2 

489 

406 

2 

283 

FLUSH TOILET 1 SHARED . . . , 


19 


11 

... 


12 


33 

« • • 


25 


44 


31 


44 


19 

. , f 


20 

OTHER TOILET FACILITIES OR NONE. . , . , . 


560 


287 

232 


228 

1 

133 

47 


791 


900 


588 


236 


240 

201 


93 

BATHING FACILITIES 
























bathtub or SHOWER 1 EXCLUSIVE USE • » • • • 

2 

483 

1 

684 

469 

1 

549 

3 

330 

364 

1 

689 

3 

340 

1 

716 

1 

948 

2 

462 

406 

2 

287 

BATHTUB OR SHOWER. SHARED 


19 


19 

. . . 


15 


33 

4 


25 


55 


31 


43 


24 

f t • 


26 

NO bathtub or shower ... 


523 


268 

228 


232 

1 

134 

50 


731 


618 


561 


238 


262 

201 


83 

ROOMS 
























i ROOM . 


32 


B 

... 


56 


53 



35 


20 


4 


29 


29 

m m m 


24 

2 ROOMS . • . • 


47 


57 

19 


29 


89 

17 


28 


U7 


21 


43 


84 

12 


106 

3 ROOMS 


129 


83 

35 


172 


230 

24 


121 


203 


68 


86 


2B8 

29 


349 

4 ROOMS 


292 


382 

168 


364 


853 

76 


375 


719 


334 


293 


771 

131 


778 

5 ROOMS. ........ .... 


646 


508 

178 


506 

1 

081 

92 


622 

1 

149 


545 


513 


613 

154 


496 

6 ROOMS 


669 


422 

101 


293 


958 

121 


452 


940 


490 


520 


473 

143 


266 

7 ROOMS. 


558 


261 

70 


199 


664 

23 


396 


484 


435 


338 


247 

67 


218 

B ROOMS OR MORE 


652 


250 

126 


177 


561 

65 


416 


573 


411 


407 


243 

71 


159 

MEDIANi 
























ALL UNITS 


6.0 


5,4 

5.2 


5,0 


5.4 

5.5 


5,6 


5.4 


5,9 


5.8 


4.8 

5,4 


4.4 

OWNER OCCUPIED 


6.1 


5.5 

5.4 


5.2 


5.7 

5,7 


5.6 


5.5 


5.9 


5,9 


5.2 

5.7 


4,7 

RENTER OCCUPIED 


6.2 


5.6 

5,5 


5,1 


5.1 

... 


5,8 


5.1 


5.9 


5.0 


4.4 

... 


4.1 

UNITS IN STRUCTURE 




i 

1 





















2 

868 

1 

895 

675 

1 

680 

4 

366 

387 

2 

357 

3 

928 

2 

189 

2 

105 

2 

179 

607 

1 

541 



73 


15: 

12 


40 


30 

e 


22 


118 


25 


42 


57 



154 

3 AND 4 


33 


15 

• • ■ 


4 


46 

4 


21 


74 


44 


23 


232 



82 

5 TO 9 , . 


« « « 


5 I 

... 


4 


... 

4 


... 


48 


26 


21 


174 



52 

10 OR MORE 


36 


24 

• • I 


44 


14 

. . . 


22 


9 




26 


34 



36 

TRAILER 1 ON PERMANENT FOUNDATION 


• • # 


9 1 

5 


... 


13 

. * . 


7 


20 






30 



4 

MOBILE 


15 


6 

5 


24 


28 

15 


16 


16 


24 


12 


42 



527 

year structure BUILT 
























1959 TO MARCH 1960 


31 


8 

19 


12 


52 

11 


30 


22 


12 


16 


73 

e 


253 

1955 TO 1958 .... 


53 


54 

9 


65 


209 

30 


79 


78 


59 


138 


241 

9 


493 

1950 TO 1954 


102 


137 

26 


98 


306 

36 


115 


116 


87 


110 


336 

17 


339 

1940 TO 1949 


83 


150 

36 


148 


340 

38 


69 


170 


106 


130 


351 

18 


198 

1930 TO 1939 


125 


102 

78 


190 


385 

41 


133 


202 


189 


96 


551 

28 


201 

1929 OR EARLIER 

2 

631 

1 

520 

529 

1 

283 

3 

205 

260 

1 

999 

3 

625 

1 

855 

1 

739 

1 

196 

527 


912 

BASEMENT 
























BASEMENT 

2 

214 

1 

076 

420 

1 

124 

2 

452 

251 

1 

407 

3 

367 

1 

777 

1 

499 

1 

751 

205 

1 

308 

CONCRETE SLAB 


84 


107 

253 


69 


488 

10 


152 


113 


192 


67 


356 

9 


252 

OTHER 


727 


788 

24 


603 

1 

557 

157 


886 


733 


339 


663 


641 

393 


836 


Nebraska 


29-41 


Table 28. — Tenuri-:, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMSA’s; 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


ALL HOUSINS UNITS 

TENURE » COLOR » AND VACANCY STATUS 
OCCUPIED 

owner occupied 

WHITE 

nonwhite 

RENTER OCCUPIED 

WHITE 

NONWHITE . 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

POR SALE ONLY . . 

FOR REN I 

RENTED OR SOLDI AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED* 

SEASONAL . • 


CONDITION AND PLUMBING 
ALL UNITS , . . . 

SOUND* 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER . . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED. .... 

VACANT AVAILABLE FOR SALE 

WITH ALL PLUMBING FACILITIES 

VACANT available FOR RENT 

WITH ALL PLUMBING FACILITIES 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE * 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILETi E)tCLUSIVE USE 

FLUSH TOILETi SHARED 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER i EXCLUSIVE USE ... . 

BATHTUB OR SHOWER » SHARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS. ... 

5 ROOMS. ... 

6 ROOMS 

7 ROOMS. . . 

8 ROOMS OR MORE 

MEDIAN! 

ALL UNITS. . 

OWNER OCCUPIED 

RENTER OCCUPIED 

units in STRUCTURE 


1 

2 

3 AND 4. . • . 

5 TO 9 . . 

10 OR MORE 

TRAILER! ON PERMANENT FOUNDATION 
MOBILE 

YEAR STRUCTURE BUILT 

1959 TO MARCH I960 

1955 TO 1958 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


BASEMENT 


KNOX 

LINCOLN 

LOGAN 

LOUP 

MC- 

PHERSON 

MADISON 

MERRICK 

MORRILL 

NANCE 

NEMAHA 

NUCK- 

OLLS 

OTOE 

PAWNEE 

4 471 

10 191 

410 

400 

267 

8 381 

2 944 

2 524 

1 969 

3 476 

3 052 

5 902 

2 125 

4 044 

8 880 

336 

328 

216 

7 793 

2 654 

2 128 

1 743 

2 947 

2 6S9 

5 303 

1 775 

2 699 

5 021 

211 

214 

166 

5 026 

1 777 

1 272 

1 126 

1 981 

1 793 

3 361 

1 277 

2 6B5 

5 772 

211 

214 

166 

5 008 

1 773 

1 272 

1 126 

1 977 

1 793 

3 357 

1 277 

14 

49 

. . . 

• • . 

« « • 

20 

4 

1 . . 

• * . 

4 

... 

4 

t § B 

1 345 

3 059 

125 

114 

50 

2 765 

877 

856 

617 

966 

896 

1 942 

498 

1 287 

3 035 

125 

114 

50 

2 765 

877 

848 

617 

966 

696 

1 934 

498 

58 

24 

... 

... 

... 

... 

... 

B 

... 

... 

... 

B 

... 

427 

1 311 

74 

72 

51 

588 

290 

396 

226 

529 

363 

599 

350 

321 

1 025 

69 

48 

51 

471 

218 

152 

206 

372 

311 

455 

287 

266 

916 

54 

38 

34 

397 

154 

121 

160 

25B 

274 

346 

225 

45 

429 

14 

6 

9 

153 

57 

66 

44 

75 

142 

113 

36 

24 

7a 

6 

1 

. • . 

44 

14 

10 

18 

28 

22 

39 

15 

21 

351 

8 

5 

9 

109 

43 

56 

26 

47 

120 

74 

21 

30 

34 

3 

12 

3 

26 

6 

8 

15 

9 

34 

56 

16 

16 

236 

10 

1 

16 

9 

4 

8 

17 

13 

9 

33 

9 

175 

217 

27 

19 

6 

209 

87 

39 

104 

161 

89 

144 

164 

55 

109 

15 

10 

17 

74 

64 

31 

26 

114 

37 

109 

62 

106 

286 

5 

24 

• • • 

117 

72 

244 

20 

157 

52 

144 

63 

4 471 

10 191 

410 

400 

267 

8 301 

2 944 

2 524 

1 969 

3 476 

3 052 

5 902 

2 125 

3 604 

B 314 

212 

338 

119 

6 934 

2 047 

2 174 

1 616 

1 980 

2 670 

4 755 

1 325 

2 573 

7 430 

180 

281 

95 

6 218 

1 869 

1 780 

1 231 

1 622 

2 301 

3 971 

982 

78 

33 

4 

• 1 1 

3 

129 

22 

11 

33 

28 

48 

46 

19 

953 

851 

28 

57 

21 

587 

156 

383 

352 

330 

321 

738 

324 

698 

1 529 

192 

46 

97 

1 220 

733 

286 

309 

1 204 

319 

894 

693 

218 

99B 

109 

4 

48 

663 

453 

91 

143 

655 

106 

411 

227 

20 

11 


• • 1 

6 

68 

27 

• « • 

8 

56 

• • • 

51 

27 

460 

520 

83 

42 

43 

489 

253 

195 

150 

493 

213 

432 

439 

169 

348 

6 

16 

51 

227 

164 

64 

44 

292 

63 

253 

107 

24 

7B 

6 

1 

... 

44 

14 

10 

18 

28 

22 

39 

15 

9 

55 

2 

1 

... 

28 

11 

4 

10 

15 

14 

16 

7 

21 

351 

a 

5 

9 

109 

43 

56 

26 

47 

120 

74 

21 

7 

236 

4 

... 

1 

49 

26 

25 

8 

20 

90 

26 

9 

4 471 

10 191 

410 

400 

267 

8 381 

2 944 

2 524 

1 969 

3 476 

3 052 

5 902 

2 125 

3 216 

8 952 

322 

308 

153 

7 364 

2 522 

2 038 

1 523 

2 461 

2 521 

4 722 

1 309 

511 

454 

42 

8 

68 

637 

137 

157 

185 

284 

182 

354 

210 

74 

36 



3 

78 

12 

32 

8 

41 

30 

80 

24 

670 

749 

46 

*84 

43 

302 

273 

297 

253 

690 

319 

746 

582 

3 041 

a 700 

301 

289 

161 

7 340 

2 444 

1 930 

1 435 

2 479 

2 499 

4 589 

1 269 

116 

239 

4 

. . « 

... 

308 

41 : 

67 

28 

49 

39 

139 

12 

1 314 

1 252 

105 

111 

106 

733 

459 

527 

506 

948 

514 

1 174 

844 

3 018 

6 606 

293 

289 

159 

7 155 

2 464 

1 898 

1 467 

2 434 

2 494 

4 543 

1 324 

91 

258 

4 

... 


317 

41 

67 

28 

35 

43 

123 

12 

1 362 

1 327 

113 

Ill 

lOB 

909 

439 

559 

474 

1 007 

515 

1 236 

789 

45 

431 

7 



225 

57 

20 

9 

25 

16 

163 

9 

156 

528 

11 

**8 

*21 

250 

86 

153 

26 

76 

40 

210 

31 

21B 

1 222 

33 

4 

23 

649 

125 

272 

76 

295 

228 

414 

84 

626 

2 409 

98 

105 

106 

1 566 

342 

641 

281 

663 

437 

969 

207 

1 002 

2 599 

149 

97 

41 

2 171 

785 

609 

439 

701 

872 

i 466 

513 

964 

1 598 

59 

88 

33 

1 506 

657 

441 

437 

700 

718 

1 120 

504 

720 

731 

18 

44 

9 

1 047 

433 

223 

310 

439 

340 

790 

383 

740 

673 

35 

54 

32 

967 

459 

165 

391 

497 

401 

770 

394 

5.7 

4.7 

4.9 

5.4 

4.3 

5,2 

5,6 

4.8 

5.9 

5.4 

5.4 

5.3 

5.9 

5«9 

5.1 

5.1 

5,6 

... 

5,4 

5.6 

5.1 

6.0 

5.6 

5.6 

5.5 

6.1 

5.5 

4.3 


... 

... 

4,7 

5.6 

■ 4,6 

5.9 

5.3 

5.2 

5. 1 

6.2 

4 305 

B 685 

383 

381 

251 

7 514 

2 853 

2 291 

1 900 

3 191 

2 780 

5 313 

2 052 

102 

685 

19 

... 

4 

296 

46 

128 

40 

126 

87 

155 

17 

23 

292 

4 

... 

... 

197 

12 

45 

15 

05 

90 

185 

47 

... 

190 


* . * 

12 

109 

12 

24 

6 

34 

49 

101 

• . . 


226 

... 

. 1 * 

... 

163 

. • . 

20 

• • . 

21 

18 

76 

5 

4 

20 

• • • 

... 

• . * 

29 

12 

4 

« . . 

4 

16 

8 

* . • 

37 

93 

4 

19 

... 

71 

9 

12 

8 

15 

12 

64 

4 

48 

203 

7 

22 

14 

157 

32 

40 

41 

26 

13 

92 

8 

105 

802 

6 

20 

15 

523 

82 

60 

45 

105 

102 

234 

9 

166 

1 432 

18 

38 

32 

643 

90 

■ 162 

ae 

115 

128 

393 

58 

137 

1 482 

11 

28 

15 

310 

ae 

247 

47 

187 

134 

307 

40 

196 

1 350 

33 

12 

46 

406 

95 

2S3 

134 

151 

87 

420 

65 

3 819 

4 922 

333 

280 

145 

6 342 

2 557 

1 732 

1 614 

2 892 

2 588 

4 456 

1 1 945 

2 675 

4 109 

191 

234 

126 

6 831 

1 627 

1 294 

1 326 

2 422 

2 215 

4 OOE 

i 1 237 

477 

2 236 

181 

27 

16 

497 

109 

338 

96 

285 

242 

352 

1 9 

1 319 

3 846 

38 

139 

125 

1 053 

1 208 

892 

547 

769 

595 

1 542 

i 879 


BASEMENT . , 
CONCRETE SLAB, 

other. , . , , 


29-42 


State and Small Areas 


Table 28 . — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMSA’s: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vucancy Status 
Condition Plumb. 
Water Supply 
Toilet Fucilicies 
Baching Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

PERKINS 

PHELPS 

PIERCE 

PLATTE 

POLK 

RED 

WILLOW 

RICH- 

ARDSON 

ROCK 

SALINE 

SAUN- 

DERS 

SCOTTS 

BLUFF 

SEWARD 

SHERI- 

DAN 

ALL HOUSING UNITS 

1 

505 

3 

466 

2 

839 

7 

440 

2 

579 

4 

520 

5 

237 

921 

4 

897 

5 

945 

11 

747 

4 

475 

3 

196 

TENURE 1 COLOR 1 AND VACANCY STATUS 


























OCCUPIED 

1 

286 

3 

114 

2 

648 

6 

837 

2 

276 

4 

21B 

4 

638 

816 

4 

349 

5 

445 

10 

264 

4 

064 

2 

698 

OWNER OCCUPIED 


875 

1 

951 

1 

742 1 

4 

780 

1 

608 

2 

710 

2 

814 

547 

3 

139 

3 

793 

6 

010 

2 

728 

1 

723 

WHITE 


871 

1 

951 

1 

742 

4 

780 

1 

608 

2 

706 

2 

802 

543 

3 

139 

3 

793 

5 

971 

2 

724 

1 

708 

NONWHITE 


4 


• ■ ■ 


■ • • ' 


• . • 


• « t 


4 


12 

4 


. « * 


. * . 


39 


4 


15 

RENTER OCCUPIED 


411 

1 

163 


906 

2 

057 


666 

1 

508 

1 

824 

269 

1 

210 

1 

652 

4 

254 

1 

336 


975 

WHITE 


411 

1 

163 


906 

2 

057 


668 

1 

500 

1 

812 

265 

1 

206 

1 

652 

4 

154 

1 

336 


901 

NON WHITE 


... 


... 


... 1 


... 


... 


8 


12 

4 


4 


... 


100 


... 


74 

VACANT 


219 


372 


191 


603 


303 


302 


599 

105 


548 


500 

1 

483 


411 


496 

YEAR ROUND 


177 


270 


140 


461 


216 


246 


430 

91 


404 


387 


963 


331 


256 

SOUND OR DETERIORATING 


105 


252 


113 


365 


131 


190 


344 

79 


311 


276 


864 


259 


195 

AVAILABLE* .... 


27 


160 


37 


184 


25 


92 


128 

22 


112 


104 


415 


106 


58 

FOR SALE ONLY 


6 


20 


12 


46 


12 


23 


22 

10 


55 


39 


62 


50 


U 

FOR RENT 


21 


140 


25 


138 


13 


69 


106 

12 


57 


65 


333 


56 


47 

RENTED OR SOLD* AWAITING OCCUPANCY . 


27 


15 


9 


41 


11 


12 


16 

1 


11 


27 


69 


9 


6 

HELD FOR OCCASIONAL USE 


21 


15 


9 


12 


6 


10 


18 

2 


6 


34 


216 


17 


14 

HELD FOR OTHER REASONS 


30 


62 


58 


128 


89 


76 


182 

54 


182 


111 


164 


127 


117 

DILAPIDATED 


72 


18 


27 


96 


85 


56 


86 

12 


93 


111 


99 


72 


61 

SEASONAL 


42 


102 


51 


142 


87 


56 


169 

14 


144 


113 


520 


80 


242 

CONDITION AND PLUMBING 


























ALL UNITS 

1 

505 

3 

466 

2 

839 1 

7 

440 

2 

579 

4 

520 

5 

237 

921 

4 

897 

5 

945 

11 

747 

4 

475 

3 

196 

SOUND 

1 

216 

2 

930 

1 

971 

6 

058 

1 

996 

3 

185 

3 

868 

798 

3 

674 

4 

697 

9 

885 

3 

327 

2 

558 

WITH ALL PLUMBING FACILITIES 

1 

128 

2 

670 

i 

622 1 

5 

668 

1 

789 

3 

024 

3 

268 

667 

3 

048 

3 

894 

9 

004 

2 

857 

2 

221 

LACKING ONLY HOT WATER 


8 


4 


44' 


23 


41 


16 


36 

14 


84 


75 


32 


40 


35 

LACKING OTHER PLUMBING FACILITIES. , . . 


80 


256 


305 


367 


166 


145 


564 

117 


542 


728 


849 


430 


302 

DETERIORATING. ... 


186 


527 


ail 

1 

169 


432 

' 1 

093 

1 

075 

115 

1 

089 

1 

022 

1 

355 


932 


489 

WITH ALL PLUMBING FACILITIES 


121 


338 


391 


611 


236 


846 


575 

12 


541 


441 


802 


556 


256 

LACKING ONLY HOT WATER 


12 


12 


41 


27 


23 


18 


38 

3 


7 


45 


8 


19 


23 

LACKING OTHER PLUMBING FACILITIES. . . . 


53 


177 


379 


531 


173 


227 


462 

100 


541 


536 


545 


357 


210 

DILAPIDATED 


103 


29 


57 


213 


151 


242 


294 

8 


134 


226 


507 


216 


149 

VACANT AVAILABLE FOR SALE 


6 


20 


12 


46 


12 


23 


22 

10 


55 


39 


82 


50 


11 

WITH ALL PLUMBING FACILITIES 


3 


16 


4 


40 


8 


15 


15 

8 


19 


28 


66 


23 


7 

VACANT AVAILABLE FOR RENT . 


21 


140 


25 


138 


13 


69 


106 

12 


57 


65 


333 


56 


47 

WITH ALL PLUMBING FACILITIES . . 


10 


94 


6 


106 


5 


47 


39 

6 


29 


24 


247 


36 


25 

ALL HOUSING UNITS 

1 

505 

3 

486 

2 

839 

7 

440 

2 

579 

4 

520 

5 

237 

921 

4 

897 

5 

945 

11 

747 

4 

475 

3 

196 

WATER SUPPLY 


























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

356 

3 

238 

2 

176 

6 

653 

2 

159 

4 

124 

4 

167 

699 

3 

759 

4 

687 

10 

502 

3 

617 

2 

634 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


49 


102 


322 


300 


175 


155 


353 

109 


342 


517 


503 


239 


221 

PIPED WATER OUTSIDE STRUCTURE 


. . . 


4 


62 


23 


10 


33 


24 

• . • 


57 


50 


124 


35 


15 

NO PIPED WATER 


100 


142 


279 


464 


235 


208 


693 

113 


739 


691 


618 


584 


326 

TOILET FACILITIES 


























FLUSH TOILET* EXCLUSIVE USE 

1 

309 

3 

083 

2 

156 

6 

476 

2 

158 

4 

034 

4 

086 

715 

3 

730 

4 

615 

10 

295 

3 

597 

2 

622 

FLUSH TOILET* SHARED 


. * . 


96 


6 


111 


18 


99 


97 

... 


65 


56 


363 


21 


53 

OTHER TOILET FACILITIES OR NONE. . , . . . 


196 


307 


675, 


853 


403, 


387: 

1 

054 

206 

1 

102 

1 1 

274 

1 

089 


857 


521 

bathing FACILITIES 


























bathtub or SHOWER* EXCLUSIVE USE 

1 

318 

3 

076 

2 

130 

6 

453 

2 

176 

4 

047 

4 

120 

716 

3 

784 

4 

665 

10 

053 

3 

638 

2 

591 

BATHTUB OR SHOWER* SHARED 


. * * 


100 


B 


124 


18 


104 


86 

* . • 


69 


64 


371 , 


30 


53 

NO BATHTUB OR SHOWER | 


187 


310 


701 


863 


385 


369 

1 

031 

205 

1 

044 

1 

216 

1 

323 ' 


807 


552 

ROOMS 


























1 ROOM 


25 


163 


16 


154 


33 


86 


96 

4 


36 


54 


435 


52 


80 

2 ROOMS 1 


18 


52 


38 


215 


B 


IBB 


116 

23 


76 


138 


676 


58 


160 

J ROOMS 


135 


204 


109 


511 


72 


460 


309 

44 1 


302 


305 

1 

781 


268 


303 

4 ROOMS 


274 


682 


403 

1 

326 


255 

1 

042 


816 

192 


780 


926 

3 

391 


700 


646 

5 ROOMS 


321 


802 


619 

1 

805 


470 

1 

255 

1 

319 

261 

1 

157 

1 

174 

2 

643 

1 

044 


744 

6 ROOMS 


390 


670 


580 

1 

412 


574 


754 

1 

144 

199 


967 

1 

228 

1 

467 


879 


573 

7 ROOMS 


118 


547 


552 

1 

000 


554 


362 


650 

104 


745 

1 

163 


674 


810 


364 

a ROOMS OR MORE. . i 


224 


366 


522 

1 

017 


613 


373 


787 

94 


834 


957 


680 


664 


326 

MEDIANI 


























ALL UNITS : 


5.4 


5.3 


5.9 


5.3 


6.3 


4,9 


5.5 

5.3 


5.6 


5.8 


4.4 


5.6 


5.0 

OWNER OCCUPIED ..... 


5.8 


5.5 


5,8 


5,5 


6.3 


5,2 


5.7 

5,4 


5.8 


5.9 


4.9 


5.7 


5.3 

RENTER OCCUPIED. . . 


5.0 


5.2 


6.2 


5.0 


6.4 


4,3 


5.3 

5,1 


5.4 


5,9 


4.0 


5.6 


5,0 

UNITS IN STRUCTURE 



























1 

406 

2 

958 

2 

767 

6 

695 

2 

541 

3 

475 

4 

722 

906 

4 

589 

5 

684 

9 

515 

4 

159 

2 

750 



29 


192 


15 


317 


10 


441 


160 

* . « 


108 


95 

1 

068 


133 


50 

3 AND 4. . 


17 


109 


5 


253 


• » * 


189 


118 

« . , 


99 


41 


433 


56 


137 

5 TO 9 


6 


21 


* . • 


50 


6 


200 


48 

. * . 


33 


10 


279 


64 


184 

10 OR MORE 


16 


166 


... 


62 


10 


96 


137 

* • . 


34 


5 


289 


5 


19 

TRAILER! ON PERMANENT FOUNDATION 


14 


6 


12 


30 


4 


40 


21 

15 


4 


20 


28 


20 


28 

MOBILE 


17 


32 


40 


33 


8 


79 


31 

... 


30 


90 


135 


38 


28 

YEAR STRUCTURE BUILT 


























1959 TO MARCH i960 


24 


32 


8 


396 


23 


91 


68 

8 


47 


163 


335 


81 


75 

1955 TO 1958 


71 


262 


100 


783 


40 


266 


102 

19 


149 


173 


681 


183 


123 

1950 TO 1954 


119 


252 


140 


955 


104 


508 


lea 

84 


208 


298 

1 

014 


186 


247 

1940 TO 1949 


155 


284 


94 


480 


76 


359 


253 

61 


198 


333 

2 

142 


197 


361 

1930 TO 1939 * 


147 


249 


200 


380 


65 


341 


213 

47 


228 


212 

1 

965 


254 


318 

1929 OR EARLIER 


989 

2 

407 

2 

297 

4 

446 

2 

271 

2 

955 

4 

413 

702 

4 

067 

4 

766 

5 

610 

3 

574 

2 

072 

BASEMENT 


























BASEMENT 


871 

2 

687 

1 

778 

5 

871 

2 

123 

3 

139 

3 

717 

328 

3 

107 

3 

716 

7 

387 

3 

389 

1 

986 

CONCRETE SLAB 


302 


.144 


436: 


640 


126 


377 


300 

254 


359 


338 

1 

902 


257 


350 

OTHER 


332 


655 


625 1 


929 


330 

1 

004 

1 

220 

339 

1 

431 

1 

891 

2 

458 


829 


860 


Tabic 28. — ^TiiiNURH, Vacancy Status, Condition and Plumbing Facilities, and Structural Tenure by Color, Rooms 

Character isTics, nm Counties Outside SIVISA’s; 1960 — Con. ^ Vacancy Status Units in Structure 

Condition & Plumb. Trailer 

[Some data based on sample; see text. Median not shown where base is less than 200] Water Supply Year Structure 

Toilet Facilities Built 

Bathing Facilities Basement 


SUBJECT 

SHERMAN 

SIOUX 

STANTON 

THAYER 

THOMAS 

THURSTON 

VALLEY 

WASH- 

WAYNE 

WEBSTER 

WHEELER 

YORK 












INGTON 








ALL HOUSING UNITS 

2 018 

960 

1 

935 

3 344 

427 

2 

246 

2 

431 

3 

839 

3 

as 

2 

266 

496 

4 

822 

TENURE 1 COLOR* AND VACANCY STATUS 




















occupied 

1 662 

771 

1 

746 

3 000 

349 

2 

046 

2 

136 

3 

635 

2 

869 

2 

055 

373 

4 

483 

OWNER OCCUPIED . 

1 160 

527 

1 

096 

2 064 

264 

1 

232 

1 

442 

2 

404 

1 

614 

1 

475 

277 

2 

981 

WHITE. .... 

1 160 

527 

1 

096 

2 064 

264 

1 

099 

1 

442 

2 

400 

1 

614 

1 

475 

277 

2 

977 

NONWHITE . 

. 1 . 

. . . 


* 1 1 

■ • I 

, . t 


133 


1 i I 


4 


. . . 



4 

RENTER OCCUPIED. ... 

502 

244 


650 

936 

85 


814 


694 

1 

231 

1 

255 


580 

96 

1 

502 

NONWHITE 

502 

237 

7 


650 

936 

85 


666 

148 


694 

1 

231 

1 

255 


580 

96 

1 

487 

15 

VACANT 

356 

189 


189 

344 

78 


200 


295 


204 


246 


211 

123 


339 

YEAR ROUND 

349 

114 


149 

274 

45 


136 


277 


155 


194 


165 

34 


259 

SOUND OR DETERIORATING . 

267 

90 


134 

217 

38 


83 


199 


135 


173 


150 

31 


216 

available 

41 

11 


11 

73 

6 


28 


40 


59 


61 


35 

4 


77 

FOR SALE ONLY 

12 

10 


3 

23 

5 


5 




8 


12 


21 

1 


21 

FOR RENT . . 

29 

1 


a 

50 

3 


23 


23 


51 


49 


14 

3 


56 

RENTED OR SOLD* AWAITING OCCUPANCY . 

31 

4 


2a 

10 

2 


9 


15 


17 


10 


35 



29 

HELD FOR OCCASIONAL USE 

17 

26 


a 

19 

1 


7 


7 


9 


B 


22 

1 


22 

HELD FOR OTHER REASONS . , 

178 

49 


84 

115 

27 


39 


137 


50 


94 


58 

26 


88 

DILAPIDATED 

82 

24 


15 

57 

7 


53 


78 


20 


21 


15 

3 


43 

SEASONAL 

7 

75 


40 

70 

33 


64 


18 


49 


52 


46 

89 


BO 

CONDITION AND PLUMBING 




















ALL UNITS 

2 018 

960 

1 

935 

3 344 

427 

2 

246 

2 

431 

3 

839 

3 

115 

2 

266 

496 

4 

622 

SOUND. 

1 646 

732 

1 

492 

2 746 

341 

1 

515 i 

1 

832 

3 

151 

2 

566 

1 

751 

403 

4 

215 

WITH ALL PLUMBING FACILITIES 

1 044 

599 

1 

155 

2 367 

294 

1 

160 

1 

405 

2 

774 

2 

054 

1 

329 

318 

3 

726 

LACKING ONLY HOT WATER .... 

37 

11 


28 

67 

... 


4 


20 


21 


62 

45 

8 


65 

LACKING OTHER PLUMBING FACILITIES. , . , 

565 

122 


309 

312 

47 


351 1 


407 


356 


450 


377 

77 


424 

DETERIORATING 

301 

186 


376 

519 

79 


411 ' 


475 


570 


514 


499 

88 


510 

WITH ALL PLUMBING FACILITIES 

84 

94 


lU 

196 

12 


141 


201 


337 


192 


206 

13 


196 

LACKING ONLY HOT WATER .... 

18 

4 


7 

20 

« ■ • 


6 


27 


20 


27 


13 

S 


30 

LACKING OTHER PLUMBING FACILITIES, . , . 

199 

80 


257 

303 

67 


262 


247 


213 


295 


280 

70 


284 

dilapidated 

71 

42 


67 

79 

7 


320 


124 


118 


35 


16 

5 


97 

VACANT available FOR SALE, 

12 

10 


3 

23 

5 


5 


17 


B 


12 


21 

1 


21 

WITH ALL PLUMBING FACILITIES 

,2 

3 


5 

12 

... 


4 


14 


6 


7 


6 



18 

VACANT AVAILABLE FOR RENT. 

29 

1 


a 

50 

3 


23 


23 


SI 


49 


14 

3 


56 

WITH ALL PLUMBING FACILITIES . , 

8 

1 


2 

25 

3 


10 


6 


21 


16 


3 



36 

ALL HOUSING UNITS. 

2 018* 

960 

1 

935 

5 344 

427 

2 

246 

i 

2 

431 

3 

839 

3 

115 

2 

266 

496 

4 

822 

water supply 




















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 308 

727 

i 

453 

2 702 

330 

1 

432 

1 

796 

1 ^ 

395 

2 

4B4 

1 

643 

378 

4 

216 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

332 

102 


215 

290 

44 


236 


278 


194 


322 


241 

56 


269 

PIPED WATER OUTSIDE STRUCTURE 

28 

35 


47 

29 

5 


115 


31 


54 


79 



5 


56 

NO PIPED WATER . , 

350 

96 


220 

323 

48 


463 


326 


196 


230 


382 

57 


281 

TOILET FACILITIES 




















FLUSH TOILET* EXCLUSIVE USE 

1 209 

719 

1 

354 

2 690 

312 

1 

367 

1 

705 

3 

231 

2 

434 

1 

634 

351 

4 

092 

FLUSH TOILET* SHARED 

20 

. • . 


45 

34 

4 


26 


27 


47 


89 


17 

• « • 


87 

OTHER TOILET FACILITIES OR NONE 

789 

241 


536 

620 

111 


853 


699 


561 


592 


615 

145 


643 

Bathing facilities 




















BATHTUB OR SHOWER* EXCLUSIVE USE 

1 244 

717 

1 

375 

2 721 

306 

1 

353 

1 

741 

3 

286 

2 

382 

1 

679 

356 

4 

109 

bathtub or shower* SHARED. ... 

16 

4 


44 

37 

4 


22 


23 


50 


97 


8 

* • . 


95 

NO bathtub or SHOWER 

758 

239 


516 

586 

117 


871 


667 


503 


636 


579 

140 


618 

ROOMS 




















1 ROOM 

20 

... 


B 

19 

15 


79 


28 


86 


50 


13 

... 


57 

2 ROOMS 

41 

16 


36 

51 

20 


166 


48 


101 


80 


17 

48 


88 

3 ROOMS 

96 

86 


70 

129 

48 


231 


104 


322 


168 


54 

49 


330 

if ROOMS 

351 

232 


278 

425 

105 


396 


419 


560 


393 


302 

50 


607 

5 ROOMS 

454 

204 


371 

782 

82 


526 


619 


840 


604 


503 

142 

1 

033 

6 ROOMS 

533 

201 


487 

747 

97 


392 


548 


843 


698 


609 

87 

1 

076 

7 ROOMS. . . 

275 

90 


292 

610 

24 


219 


321 


533 


524 


382 

54 


885 

8 ROOMS OR MORE 

MEDIANI 

248 

131 


393 

581 

36 


237 


344 


554 


598 


386 

66 


746 

ALL UNITS, . 

5.6 

5.2 


5,9 

5,9 

4,8 


5.0 


5,5 


5.5 


5.9 


5,9 

5.2 


5.8 

OWNER OCCUPIED 

5,5 

5.8 


6.1 

5,9 

5,2 


5,3 


5.8 


5.7 


6,1 


5,9 

5.4 


6.0 

RENTER OCCUPIED. ... 

5.7 

4,9 


6,0 

5. a 

... 


4,7 


5.0 


5,1 


5.8 


6,0 

... 


5.5 

units IN STRUCTURE 

1 925 

926 

i 

819 

3 233 

406 

2 

131 

2 

386 

3 

531 

2 

673 

2 

202 

470 

4 

407 


39 

13 


44 

54 

5 


25 


14 


84 


195 


24 

... 


131 

3 AND 4 

31 

• . • 


22 

24 

• . . 


28 


5 


130 


97 


a 

• * • 


74 

5 TO 9 ... , 

... 

• . « 


30 

5 

• • . 


26 


5 


14 


45 


. . . 

6 


75 

10 OR MORE 

. . * 



... 

10 

• • • 


9 


10 


5 


81 


... 

... 


81 

traileri on permanent foundation 

7 

• . . 


8 

9 

12 


15 


4 


4 


6 


4 

8 


16 

MOBILE 

16 

21 


12 

9 

4 


12 


7 


71 


16 


25 

12 


38 

year structure built 




















1959 TO MARCH I960 

18 

e 


12 

26 

11 


4 


30 


10_ 


38 


16 

4 


84 

1955 TO 1958 

14 

31 


49 

70 

27 


70 


68 


233 


107 


29 

45 


171 

1950 TO 1954 . . 

53 

68 


55 

149 

29 


141 


111 


258 


161 


66 

87 


261 

1940 TO 1949 * 

66 

BB 


44 

163 

30 


134 


72 


264 


101 


54 

55 


174 

1930 TO 1939 

76 

123 


59 

126 

31 


115 


BO 


210 


233 


66 

32 


126 

1929 OR earlier 

1 791 

642 

1 

716 

2 806 

291 

1 

702 

2 

070 

' 2 

773 

2 

375 

2 

035 

273 

4 

006 

BASEMENT 




















BASEMENT 

1 320 

478 

1 

1S8 

2 505 

lee 

1 

119 

1 

641 

2 

651 

2 

360 

1 

412 

172 

3 

693 

CONCRETE SLAB. 

337 

94 


323 

54 

18 


60 


148 


216 


70 


449 

271 


291 

OTHER 

361 

386 


424 

785 

221 

1 

067 


642 


972 


685 


405 

53 


836 


^ State and Small Areas 

Table 29. Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s: I960 

[Based on sample; see text. Median not shown where base is less than 200] 


Hciicing Equipment Year Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 


ADAMS ANTELOPE ARTHUR BANNER BLAINE BOONE ^BOX^ BOYD BROWN BUFFALO BURT BUTLER CASS 


ALL HOUSING UNITS. 


411 387 3 123 4 104 1 508 1 725 8 710 3 675 3 724 5 963 


HEATING EQUIPMENT 


STEAM OR HOT WATER ....... 

WARM AIR FURNACE 

FLOOR* WALL* OR PiPELESS FURNACE 

built-in ELECTRIC UNITS 

OTHER MEANS WITH FLoE. . .... 
OTHER MEANS WITHOUT FLUE . . • • 
NONE 


POPULATION IN HOUSING UNITS* i960. 

PER .OCCUPIED UNIT . 

OWNER 

renter • * 

POPULATION IN DWELLING UNITS* 1950 
PER OCCUPIED UNIT. . • 


5 128 23 867 


ALL OCCUPIED UNITS 


316 2 719 3 587 


1 463 8 031 3 32b| 3 25i| 5 450 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS. . . . . 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIAN! 

ALL OCCUPIED . . 

OWNER. . . . • 

RENTER . . . * 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


277 2 533 

39 186 


1 375 7 314 

88 717 


3 152 2 976 

176 275 


year MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . , 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


HEATING FUEL 


UTILITY GAS 

FUEL OIL* KEROSENE* ETC. 
COAL OR COKE ...... 

WOOD 

ELECTRICITY. ...... 

BOTTLED* TANK* OR LP GAS 

OTHER FUEL . 

NONE 


7 600 

1 114 

476 

1 304 

280 

286 

60 

141 

476 

19 

I 326 


1 134 

1 233 

45 

23 

602 

1 642 

769 

683 

433 

164 

221 

107 

58 

2C 

12 

) ... 

102 

53 

25: 

5 53e 

> 221 

552 

u 


... 

45 


water HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

OTHER FUEL 

NONE 


1 051 26 

1 722 614 

21 


23 5 110 1 494 1 055 

800 I 774 1 062 1 134 

15 ... 19 16 

357 438 250 124 

39 104 59 46 

... 23 

229 582 444 876 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD 

OTHER FUEL 

NONE .......... 


Nebraska 
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Table 29.— Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


ALL HOUSING UNITS. 


HEATING EQUIPMENT 


STEAM OR HOT WATER ....... 

WARM AIR FURNACE 

FLOOR? WALL? OR PIPEUESS FURNACE 

BUILT-IN ELECTRIC UNITS 

other MEANS WITH FLUE. ..... 
other means WITHOUT FLUE .... 
NONE 


population in housing UNITS? 1960. . 

PER OCCUPIED UNIT 

OWNER 

RENTER 

POPULATION IN dwelling UNITS? 1950 . 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 


1 PERSON 

2 PERSONS 

3 PERSONS 

H PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS. . . . . 

8 PERSONS OR MORE. 
MED IAN I 

ALL OCCUPIED . . 
OWNER. . . . . 
RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . , . 
1939 OR EARLIER. . 


renter OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 . . . • 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


HEATING FUEL 


UTILITY GAS 

FUEL OIL? KEROSENE? ETC. 

COAL OR COKE 

WOOD 

ELECTRICITY 

BOTTLED? TANK? OR LP GAS 

OTHER FUEL 

NONE 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY, 

COAL OR COKE 

WOOD 

BOTTLED? TANK? OR LP GAS 
fuel OIL? KEROSENE? ETC. 

OTHER FUEL « • 

NONE 


COOKING FUEL 


UTILITY GAS, 

ELECTRICITY 

BOTTLED? tank? OR LP GAS 
FUEL OIL? KEROSENE? ETC. 

COAL OR COKE 

WOOD 

OTHER FUEL ....... 

NONE 


Heating Equipment Year Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 


CEDAR CHASE CHERRY CHEYENNE CLAY COLFAX CUMING CUSTER DAKOTA DAWES DAWSON DEUEL DIXON 


CEDAR 

CHASE 

CHERRY 

3 878 

1 658 

2 788 

143 

42 

194 

1 643 

496 

821 

137 

168 

204 

8 

4 

10 

1 910 

689 

1 522 

18 

187 

5 

19 

52 

32 

14 177 

4 501 

a 270 

4.0 

3,2 

3,4 

3.9 

2.9 

3.2 

4.1 

3.8 

3.7 

13 733 

5 161 

8 368 

3.7 

3.3 

3,5 

3 574 

1 413 

2 461 

452 

201 

288 

865 

429 

665 

48B 

232 

460 

472 

210 

451 

465 

200 

294 

300 

92 

177 

182 

42 

72 

350 

7 

54 

3.5 

2.B 

3,1 

3,1 

2.4 

2.8 

4.0 

3,9 

3,7 

3 072 

1 309 

2 133 

502 

104 

326 

2 339 

985 

1 518 

287 

117 

280 

338 

129 

276 

1 092 

525 

565 

622 

214 

397 

1 235 

428 

943 

449 

168 

479 

309 

124 

220 

366 

96 

199 

111 

40 

45 

1 053 

410 

83 

1 765 

662 

1 185 

331 

71 

139 

159 

. • • 

■ • * 

• * * 

16 

37 

266 

252 

1 017 

« t * 

656 

440 

80 

1 902 

472 

1 004 

*19 

!!! 

« t * 

237 

260 

1 122 

41 

119 

58 

18 

. • * 

* 1 • 

699 

122 

197 

638 

380 

175 

1 827 

617 

720 

935 

381 

1 4aa 

!!! 

35 

78 

151 

. . « 

• • « 

23 

, . • 

... 



3 667 

i 5 270 

3 477 

; 2 974 

6 049 


844 

1 390 

1 616 

2 199 

514 

3 877 

639 

1 929 

1 840 

1 247 

751 

1 462 

883 

106 

317 

166 

627 

246 

264 

140 

53 

21 

113 

219 

78 

160 

80 

, . . 

« • . 


* . * 

• * • 

i 43 

100 

' « * • 

57 

150 

1 540 

203 

531 

969 

204 

18 

* * * 

21 

• ■ * 

... 

• t • 

14 


2 639 1 577 

925 416 

25 


846 1 307 1 274 2 098 

1 356 1 640 1 460 541 

41 16 19 

21 16 ... 

159 214 1 639 324 

82 49 377 19 


098 446 3 447 

541 1 570 1 522 

... 93 


1 896 

1 304 

585 

919 

938 

1 995 

518 

2 168 

1 585 

1 072 

1 804 

2 106 

1 785 

559 

1 551 

2 703 

756 

43a 

366 

399 

2 252 

806 

832 

1 009 

* . • 

25 

39 


80 

22 

. . . 

22 

45 

• « • 

118 

16 

98 

IQ 

38 

• • t 

* . . 

• • i 

238 

144 

117 

49 

20 

79 

. . * 

R • • 

36 

66 

. • « 

. • • 

. . • 

« • • 

22 

IB 

. • • 

17 

• • « 

28 

15 

68 


391 769 
377 1 045 
248 573 
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Table 29. — Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMS As: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Pensons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS. 


HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR 1 WALL I OR PIPELESS FURNACE 
BUILT-IN ELECTRIC UNITS. . . . • 
OTHER MEANS WITH FLUE. . . * . * 
OTHER MEANS WITHOUT FLUE . . . . 
NONE 


POPULATION 


POPULATION IN HOUSING UNiTSf I960 

PER OCCUPIED UNIT 

OWNER 

RENTER 

POPULATION IN DWELLING UNiTSi 1950 , . , . 
PER OCCUPIED UNIT. ........... 


ALL OCCUPIED UNITS 

PERSONS 


1 PERSON . . • . . 

2 PERSONS. . . . . 

3 PERSONS 

4 PERSONS. . . . , 

5 PERSONS. . « . . 

6 PERSONS. . • * . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MED IAN I 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1. 00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

195B TO MARCH I960 ...... 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 


HEATING FUEL 


UTILITY GAS 

FUEL OILf KEROSENE* ETC. 

COAL OR COKE 

WOOD 

ELECTRICITY 

BOTTLED* tank* OR LP GAS 

OTHER FUEL 

NONE 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

OTHER FUEL 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

COAL OR COKE 

WOOD 

OTHER FUEL . 

NONE 


DODGE 

DUNDY 

FILLMORE 

FRANKLIN 

FRON- 

TIER 

FURNAS 

GAGE 

GARDEN 

GAR- 

FIELD 

GOSPER 

GRANT 

GREELEY 

HALL 

10 732 

1 410 

3 390 

2 048 

1 634 

3 041 

8 851 

1 312 

958 

830 

408 

1 603 

11 950 

616 

19 

168 

26 

74 

68 

435 

30 

23 

16 

6 

49 

731 

7 080 

284 

1 197 

467 

199 

789 

3 739 

173 

289 

218 

33 

322 

7 634 

368 

83 

270 

333 

217 

439 

1 224 

472 

48 

89 

122 

355 

986 

29 

8 


12 

11 

5 

12 

12 

4 

14 

. . . 

4 

10 

2 458 

715 

1 725 

i 192 

1 119 

1 615 

3 204 

621 

550 

493 

216 

769 

2 397 

77 

213 

6 

B 

. . . 

9 

44 

4 

14 

. ■ . 

. . . 

4 

73 

84 

88 

24 

a 

14 

116 

193 

... 

30 

... 

29 

100 

119 

32 990 

3 628 

9 482 

5 439 

4 544 

7 832 

24 882 

3 579 

2 823 

2 502 

1 029 

4 478 

34 772 

3.2 

3.2 

3,0 

2.9 

3.2 

3,0 

3.0 

3.2 

3,4 

3.3 

3.1 

3,3 

3.1 

3.2 

3.0 

2.8 

2,6 

3,0 

2.6 

2.9 

2.9 

3,2 

2.6 

... 

3.3 

3.1 

3.3 

3.5 

3.5 

3,6 

3.6 

3.6 

3.3 

3.7 

3.8 

4.2 

. . . 

3,4 

3,0 

25 634 

4 329 

9 382 

7 076 

5 255 

9 330 

26 093 

4 lOB 

2 903 

2 734 

1 043 

5 510 

31 076 

3.1 

3.3 

3.0 

3,1 

3.3 

3,1 

3.1 

3.3 

3.3 

3.3 

3.4 

3.6 

3.2 






2 613 

B 160 

1 115 

838 

764 

337 

1 344 

11 277 

1 464 

127 

53i 

296 

224 

449 

1 241 

177 

115 

95 

71 

204 

1 792 

2 972 

386 

909 

694 

420 

934 

2 813 

310 

212 

221 

96 

397 

3 630 

1 794 

234 

491 

355 

186 

393 

1 330 

173 

154 

127 

52 

241 

1 B7B 

1 793 

146 

475 

238 

239 

326 

1 183 

202 

154 

132 

32 

165 

1 776 

1 089 

144 

331 

166 

181 

2*68 

829 

122 

97 

112 

66 

130 

1 129 

669 

67 

175 

68 

101 

111 

418 

89 

60 

46 

3 

94 

554 

255 

31 

61 

36 

41 

73 

218 

26 

23 

28 

12 

25 

295 

203 

11 

38 

16 

20 

59 

128 

14 

23 

3 

5 

68 

223 

2.9 

2.8 

2.6 

2.4 

2.8 

2.4 

2.5 

2.9 

3.1 

3.0 

2.5 

2.8 

2.6 

2.8 

2.5 

2,3 

2.3 

2.5 

2.3 

2.4 

2.4 

2.9 

2.4 

. . . 

2.6 

2,7 

3.0 

3.2 

3,6 

3.6 

3.7 

3,3 

2.9 

3,7 

3,8 

4,4 

... 

3.3 

2.5 

9 330 

1 039 

2 957 

1 777 

1 303 

2 431 

7 675 

1 010 

749 

712 

265 

1 258 

10 205 

909 

107 

154 

112 

109 

182 

485 

105 

09 

52 

52 

86 

1 072 

6 781 

749 

2 127 

1 353 

967 

1 848 

5 503 

726 

604 

497 

185 

991 

7 250 

1 364 

128 

231 

176 

132 

228 

775 

101 

104 

39 

26 

76 

1 352 

1 525 

88 

302 

221 

171 

296 

1 013 

165 

112 

83 

35 

156 

1 636 

2 583 

322 

864 

595 

44b 

879 

2 228 

293 

278 

199 

67 

481 

2 097 

1 309 

211 

730 

361 

216 

443 

1 4B7 

167 

110 

176 

57 

278 

I 365 

3 458 

397 

984 

536 

445 

765 

2 657 

389 

234 

267 

152 

353 

4 027 

1 946 

176 

347 

196 

158 

323 

1 151 

190 

109 

93 

03 

119 

2 111 

661 

125 

197 

123 

120 

174 

628 

66 

53 

66 

33 

99 

1 03B 

643 

81 

290 

151 

125 

213 

655 

82 

40 

62 

26 

94 

717 

208 

15 

150 

66 

42 

55 

223 

51 

24 

46 

10 

41 

161 

7 048 

85 

1 571 

911 

125 

1 704 

5 106 

586 

452 

201 


144 

9 529 

2 036 

541 

491 

535 

535 

76 

1 357 

94 

112 

40 

140 

557 

634 

624 

157 

253 

113 

65 

38 

497 

19 

64 

40 

21 

339 

275 

57 

17 

68 

83 

16 

124 

249 

... 

33 

60 

. . * 

... 

219 

60 

. . . 

. . . 

20 

. . . 

. • . 

• . . 

. . . 

. . . 

. . • 

. • . 

* . * 

22 

393 

312 

710 

227 

632 

671 

929 

416 

177 

423 

168 

286 

556 

21 

17 

18 

• - . 

39 

. . . 

22 

... 

... 

. . • 

... 

18 

24 

• * * 

17 

. . • 

• • . 

... 

. •• 

... 

... 

... 

... 

. • . 

... 

16 

6 029 

260 

1 422 

892 

87 

1 549 

4 826 

586 

339 

00 


36 

8 955 

3 332 

277 

449 

505 

305 

306 

1 666 

57 

145 

221 

*63 

540 

1 239 

20 

. . * 

• 1 1 

• - . 

16 

. . . 

20 

. . . 

. • ■ 

... 

. * . 

• • . 

36 

20 

. . t 

■ . . 

... 

... 

19 

• . . 

. . . 

... 

... 

... 

... 

36 

254 

435 

663 

229 

619 

459 

695 

359 

129 

363 

189 

411 

407 

57 

17 

59 

• ■ . 

119 

19 

149 

19 

161 

... 

42 

107 

57 

* . . 

. . . 

. • • 

■ ■ . 

22 

* * * 

22 

. . . 

... 

... 

... 

... 

24 

527 

157 

49B 

263 

244 

101 

782 

94 

64 

100 

43 

250 

523 

3 631 

209 

1 283 

785 

87 

1 302 

4 202 

492 

210 

40 


144 

7 116 

5 682 

310 

790 

738 

515 

711 

2 581 

356 

257 

321 

*43 

414 

3 166 

647 

592 

803 

256 

778 

459 

1 129 

248 

339 

343 

252 

645 

617 

40 

■ . . 

105 

90 

. • . 

20 

62 

... 

16 

... 

. . ■ 

53 

160 

78 

. . . 

41 

... 

16 

37 

84 

19 

... 

20 

. . . 

35 

37 

98 

18 

67 

20 

16 

65 

82 

■ . . 

16 

40 

. . . 

• . . 

100 

• . . 

17 

22 

* ■ . 

. • * 

19 

. • . 

... 

... 

... 

. * . 

18 

. ■ . 

63 

... 

... 

... 

... 

... 

... 

... 

... 

• . . 

42 

35 

73 


Table 29. — Occupantcy Characteristics, Heating Equipment, and Type or Fuel, for Counties 

Outside SMSA’s: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Hciitinj; Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

HAMILTON 

HARLAN 

HAYES 

HITCH- 

COCK 

HOLT 

HOOKER 

HOWARD 

JEFFER- 

SON 

JOHNSON 

KEARNEY 

KEITH 

KEVA 

PAHA 

KIMBALL 

ALL HOUSING UNITS. . . 

3 

025 

1 

971 

697 

1 796 

4 

497 

418 

2 

445 

4 

213 

2 

308 

2 

229 

2 

748 

607 

2 396 

HEATING EQUIPMENT 

























STEAM OR HOT WATER 


137 


12 


4 

49 


58 


16 


75 


178 


72 


59 


127 



123 

WARM AIR furnace 

1 

306 


444 


42 

636 

1 

427 


147 


817 

1 

586 


455 

1 

174 


614 


41 

1 322 

FLOOR 1 WALLt OR PIPELESS FURNACE 


laa 


403 


226 

170 


256 


a 


92 


239 


143 


175 


456 


211 

212 

BUILT-IN ELECTRIC UNITS 


12 


• . . 


5 

32 


12 


. ■ . 


13 


4 






15 



7 

OTHER MEANS WITH FLUE 

1 

290 

1 

082 


365 

881 

2 

503 


233 

1 

244 

2 

170 

1 

601 


772 

1 

469 


307 

675 

OTHER MEANS WITHOUT FLUE 


12 


4 


10 

4 


191 


. • • 


168 


26 


3 


. . . 


26 


4 

25 

NONE ..... 


80 


26 


45 

24 


50 


14 



36 


10 


34 


49 


39 


44 

32 

POPULATION 

























POPULATION IN HOUSING UNITS? I960, . , . « 

a 

8B5 

5 

186 

1 

919 

4 960 

13 

960 

1 

257 

6 

454 

11 

762 

6 

475 

6 

363 

7 

992 

1 

511 

8 240 

PER OCCUPIED UNIT 


3.3 


3.1 


3,3 

3.2 


3.4 


3.6 


3.0 


3.0 


3.1 


3.1 


3.3 


2.9 

3.7 

OWNER 


3.0 


3,0 


3.2 

3.0 


3.3 


3.5 


2.8 


2.9 


2.9 


2.9 


3.1 


2.6 

3.7 

RENTER ... ....... 


3, a 


3,4 


3,6 

3.6 


3.7 


« « * 


3,6 


3.2 


3.6 


3.4 


3.6 


• . « 

3.7 

population IN DWELLING UNITS? 1950 . . . . 

a 

699 

7 

105 

2 

404 

5 852 

14 

751 

1 

061 

7 

217 

13 

480 

7 

167 

6 

145 

7 

405 

2 

160 

4 242 

PER OCCUPIED UNIT 


3.1 


3.2 


3,5 

3,3 


3.5 


3.2 


3,2 


3.1 


3.1 


3.1 


3.4 


3,5 

3.3 

ALL OCCUPIED UNITS .... 

2 

733 

1 

678 

576 

1 572 

4 

096 

352 

2 

117 

3 

925 

2 

086 

2 

061 

2 

458 

515 

2 245 

PERSONS 

























I PERSON 


422 


229 


49 

180 


515 


31 


343 


625 


237 


298 


268 


65 

189 

2 PERSONS 


849 


604 


195 

516 

1 

339 


87 


668 

1 

343 


742 


714 


710 


IBl 

52B 

3 PERSONS. 


400 


274 


86 

329 


651 


49 


383 


691 


383 


318 


489 


100 

369 

4 PERSONS 


375 


239 


116 

229 


535 


85 


314 


571 


322 


320 


451 


102 

467 

5 PERSONS 


341 


162 


49 

162 


382 


59 


188 


354 


235 


249 


267 


49 

377 

6 PERSONS 


182 


86 


58 

89 


318 


25 


117 


222 


69 


45 


157 


9 

186 

7 PERSONS 


ea 


47 


9 

34 


158 


12 


40 


44 


65 


72 


62 


. . . 

80 

a PERSONS OR MORE 


76 


37 


12 

31 


196 


4 


44 


75 


33 


45 


34 


9 

49 

MEDIAN! 

























ALL OCCUPIED 


2.7 


2.5 


3.0 

2.8 


2.8 


3.6 


2.6 


2.5 


2.7 


2.6 


3.0 


2.6 

3.6 

OWNER 


2.4 


2,4 


2.8 

2.5 


2.5 


3.3 


2.3 


2.4 


2.4 


2.4 


2.6 


2.3 

3.6 

RENTER 


3,7 


3.2 


3,3 

3.4 


3.5 


. .. 


3.4 


3.0 


3.3 


3.3 


3.4 


... 

3.5 

PERSONS per room 

























I. 00 OR LESS 

2 

596 

1 

583 


534 

1 464 

3 

629 


316 

1 

995 

3 

721 

1 

997 

1 

942 

2 

215 


491 

1 782 

I. 01 OR MORE , 


137 


95 


42 

108 


467 


36 


122 


204 


89 


119 


243 


24 

463 

YEAR MOVED INTO UNIT 

























OWNER OCCUPIED 

1 

761 

1 

lai 


375 

1 046 

2 

912 


242 

1 

403 

2 

610 

1 

430 

1 

362 

1 

585 


379 

1 486 

1958 TO MARCH 1960 


195 


131 


58 

111 


366 


40 


147 


327 


191 


135 


324 


38 

572 

1954 TO 1957 


339 


194 


45 

153 


527 


23 

1 

193 


433 


218 


264 


329 


44 

371 

1940 TO 1953 


au 


573 


169 

515 

1 

282 


129 


629 

1 

214 


604 


622 


684 


131 

412 

1939 OR EARLIER 


416 


2B3 


103 

267 


737 


50 

1 

514 


636 


417 


341 


248 


166 

133 

RENTER OCCUPIED 


972 


497 


201 

526 

1 

184 


110 


634 

1 

315 


656 


699 


873 


136 

757 

1958 TO MARCH I960 


329 


2il 


38 

242 


555 


50 


185 


556 


255 


232 


432 


46 

466 

1954 TO 1957 


229 


131 


33 

86 


308 


32 


212 


296 


156 


195 


219 


40 

147 

1940 TO 1953 


294 


105 


104 

137 


258 


16 


165 


347 


197 


216 


174 


30 

113 

1939 OR EARLIER 


120 


50 


26 

61 


63 


10 

1 

72 


116 


4a 


56 


48 


20 

31 

HEATING FUEL 

























UTILITY GAS 

1 

442 


966 


138 

93 


943 


« « « 


536 

2 

191 


092 

1 

225 

1 

684 


. . • 

734 

FUEL OIL? KEROSENE? ETC 


577 


18B 


231 

784 

1 

842 


142 


985 


717 


770 


366 


167 


181 

681 

COAL OR COKE 


192 


93 


46 

348 


284 


... 


354 


411 


1351 


186 


107 


• « • 

92 

WOOD 


60 


61 


... 



449 


• ■ • 


74 


212 


111' 


... 


. . . 


... 

26 

ELECTRICITY 


... 


25 


... 

. • • 


21 


, , • 


19 


. . • 


• . . 1 


• . . 


22 


• « • 

16 

BOTTLED? TANK? OR LP GAS 


462 


319 


161 

347 


538 


210 


111 


394 


178' 


284 


459 


334 

680 

OTHER FUEL 


• « * 


26 


• . • 

• * . 


19 


■ ■ • 


38 


• • . 


• • • 


. . . 


19 


t ♦ • 

16 

NONE .... 


... 


... 


... 

... 


... 


... 


... 


... 


... ' 


... 


. . . 


... 

... 

WATER HEATING FUEL 

























UTILITY GAS 

1 

247 


B72 


92 

70 


669 


• • . 


463 

1 

926 


846 


908 

1 

402 


. • * 

739 

ELECTRICITY 


754 


374 


346 

765 

1 

573 


47 


858 


759 


516 


625 


526 


78 

516 

COAL OR COKE 


18 


• • . 


• • » 

18 


. • • 


. • . 


• • « 


20 


• • • 


... 


... 


. . * 

... 

WOOD 


• » • 


« • . 


• . . 

• * . 


• 9 V 


. . . 


t » • 


• . . 




. • • 


• • • 


. • • 

• . • 

BOTTLED? TANK? OR LP GAS 


372 


139 


92 

415 


881 


187 


221 


369 


179 


204 


401 


308 

923 

FUEL OIL? KEROSENE? ETC 


39 


IB 


. ■ . 

201 


203 


95 


111 


60 


22 


... 


21 


52 

51 

OTHER FUEL 


. , . 


26 


« . * 

18 


21 


. • • 


19 


. . . 


... 


• . * 


• ■ . 


• i . 

• ■ * 

NONE 


303 


249 


46 

65 


749 


23 


445 


791 


521 


244 


108 


77 

16 

COOKING FUEL 

























UTILITY GAS 

1 

037 


673 


139 

58 


525 




351 

1 

577 


781 


755 


797 


» . . 

392 

ELECTRICITY. 

1 

115 


593 


138 

710 

1 

240 


46 

1 

173 

1 

519 


712 


992 

1 

071 


77 

560 

BOTTLED? TANK? OR LP GAS 


485 


301 


299 

748 

1 

901 


306 


371 


633 


504 


277 


525 


438 

1 257 

FUEL OIL? KEROSENE? ETC 


21 


• . . 


■ • . 

34 


59 


... 


92 


60 


23 


19 


21 


... 

... 

COAL OR COKE .... 


21 


25 


. • * 

22 


124 


• . « 


55 


60 


... 


18 


44 


. • « 

... 

WOOD .... 


36 


43 


i ■ . 

• . . 


226 


... 


18 


60 


44 


... 


... 


• • * 

• • • 

OTHER FUEL 


18 


43 


... 

. . . 


21 


... 


57 


. • ■ 


22 


... 


... 


... 

16 

NONE 


... 


... 


■ ■ • 

... 


... 


... 


... 


16 


... 


... 


... 


... 

20 
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State and Small Areas 


Table 29 .— Occupancy- Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS 


HEATING EQUIPMENT 

steam or hot water • • 

WARM AIR furnace 

FLOOR I WALLt OR PIPELESS FURNACE . 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE. . 

OTHER MEANS WITHOUT FLUE 

NONE 


POPULATION 


POPULATION IN HOUSING UNITSi 
PER OCCUPIED UNIT 

owner. 

RENTER 

POPULATION IN DWELLING UNITS i 
PER OCCUPIED UNIT. .... 


1960, 


1950 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON . . . . 

2 PERSONS. • 

3 PERSONS 

4 PERSONS 

5 PERSONS • • 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE 

MEDIANi 

ALL OCCUPIED 

OWNER 

RENTER ....... 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 . 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

195B TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 


HEATING FUEL 


UTILITY GAS 

FUEL OIL I KEROSENE! ETC 

COAL OR COKE 

WOOD 

ELECTRICITY 

BOTTLED f TANKf OR LP GAS . . . . 

OTHER FUEL * • 

NONE . . 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD 

BOTTLED f TANKt OR LP GAS . . • 
FUEL 01 L» KEROSENE! ETC. . . . 

OTHER FUEL . . 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED! TANK! OR LP GAS . . . 
FUEL OIL! KEROSENE! ETC. . . . 

COAL OR COKE 

WOOD ............. 

OTHER FUEL 

NONE 


143 

1 430 
194 

la 

2 588 

24 

80 


LINCOLN 


693 
3 962 
1 778 
39 
3 409 
95 
215 


13 422 

3.3 
3.0 
3.9 

14 755 

3.4 


564 
1 244 
708 
535 
432 
288 
125 
148 


3 709 
335 


2 699 
2B8 
345 
1 336 
730 


410 


60 

45 

4 

267 


LOUP 


MC- 

PHERSON 


29 120 
3.3 
3.3 
3.3 
27 057 
3.3 


8 880 


1 241 

2 614 
1 491 
1 395 
1 132 

547 

246 

212 


2*9 

2.8 

3.1 


7 868 
1 012 


5 821 
1 220 

1 350 

2 205 
1 046 


345 

467 

302 

427 

149 


3 059 
1 738 
700 
487 
134 


912 
1 952 
531 
260 
22 
367 


629 

879 

22 

37 

328 

67 


98 

11 

4 

284 

3 


1 074 
3.2 
2.9 


357 

3.6 


36 

129 

53 

26 

47 

33 

12 


2,6 

2,4 


298 

38 


211 

10 

42 

80 

79 


9 

43 

3 

187 


MADISON 


MERRICK MORRILL NANCE 


492 
5 479 
284 
15 
2 034 
26 
51 


1 152 
3.5 
3.2 


1 348 
3.5 


23 

96 

64 

53 

47 

29 

6 


739 

3.4 


825 

3.5 


122 
1 055 
303 
17 
1 331 
4 

112 


2 524 


24 805 

3.2 

3.1 

3.3 
22 411 

3.2 


96 

475 

420 

16 

470 

15 

32 


8 555 

3.2 
3.0 
3.7 

8 767 

3.2 


3,2 

2.7 


296 

32 


214 

50 

26 

95 

43 


125 

40 

45 

16 

24 


6 764 
633 
395 
100 


950 

38 


714 

118 

41 

652 


160 

16 


128 

16 


709 
1 899 
951 
87 
103 
■ 252 
21 
22 


19 

100 


80 

224 


114 

35 

41 

35 


26 

59 

36 

44 

23 

6 

16 

6 


1B4 

32 


1 176 
2 484 
1 189 
1 163 
958 
427 
231 
165 


2.7 

2.6 

3,0 


354 

888 

428 

401 

272 

142 

82 

87 


NEMAHA 1 NUCK- 
OLLS 


1 969 3 476 


44 

764 

71 


1 045 
35 
10 


275 
1 334 
iia 
3 

1 535 
8 

203 


003 

3.3 

3.2 

3.5 

214 

3.5 


7 207 
586 


2.7 

2.4 

3.5 


292 

645 

294 

384 

274 

140 

55 

44 


5 552 
3.2 
2.9 
3.6 

6 487 
3,4 


2.9 

2.7 

3.5 


220 

615 

257 

275 

162 

107 

32 

55 


8 863 

3.0 
2 

3.3 

10 681 

3.1 


3 052 


60 

946 

462 

8 

1 514 
24 
38 


2 125 


166 

19 

16 

95 

36 


146 

19 

18 


163 

37 


54 

255 

19 


5 028 
807 

1 083 

2 155 
963 


2 765 
1 415 
699 
534 
117 


2 459 
195 


I 777 
190 
303 
747 
457 


15 

201 


4 409 
2 054 
914 
121 
39 
217 
20 
19 


877 

369 

187 

235 

86 


1 879 
249 


1 272 
148 
230 
631 
263 


856 

381 

220 

209 

46 


2.6 

2.4 

3.3 


1 636 
107 


126 

148 

179 

503 

296 


444 
1 065 
441 
467 
267 
171 
47 
45 


2.5 

2,3 

3.2 


B 464 
3.1 

3.1 
3.3 

9 557 

3.2 


442 
217 
561 
22 
; 455 
77 
128 


24 

364 

282 

9 

. 308 
31 
107 


16 156 
3.0 
2.9 
3.2 
16 865 
3.2 


5 303 


386 

807 

440 

400 

276 

ISO 

72 

48 


2 772 
175 


3 542 
3 082 
39 


341 

179 


236 

714 

176 

115 


393 

20 


I 096 
841 


617 

216 

198 

163 

40 


981 

243 

336 

821 

581 


1 234 
241 
81 
20 


531 

21 


1 177 
319 


610 


2 482 
4 150 
849 
57 


157 

39 

59 


271 

117 

20 

309 


895 
1 101 
500 


930 

453 

152 

56 


133 

19 


966 

410 

245 

212 

99 


2.7 

2,5 

3.2 


2 492 
197 


793 

256 

267 

812 

458 


831 

715 

899 

854 

528 

290 

105 

81 


348 

3.0 
2.8 
3.6 

I 693 

3.1 


2.6 

2,4 

3.1 


4 912 
391 


368 

675 

253 

125 


482 

44 


896 

369 

253 

205 

69 


1 356 
636 
127 
63 
21 
464 


3 361 
485 
591 
I 330 
955 


300 

611 

292 

245 

138 

103 

54 

32 


2.5 

2.3 

3.4 


1 696 
79 


1 942 
832 

430 

431 
249 


22 


2 628 
1 568 
175 
233 
63 
436 


277 

129 

199 

540 

409 


498 

158 

136 

125 

79 


570 

445 

103 

338 


319 


606 

015 


953 

502 

611 


21 


1 160 
660 


317 

124 


474 

872 

378 


896 

086 

820 

40 


1 247 
594 


132 

855 

615 

21 


2 679 
1 151 

17 

18 
524 
201 


713 


516 

405 


261 

21 


43 


2 095 
1 706 


253 

44 

17 

145 


495 

665 

53S 

43 


iiiiAXlNti EQUIPMENT, AND XYPE OP rUEL, FOR BOUNTIES 

Outside SMSA’s; 1960 — Con. 

[Based on sample; sec text. Median not shown where base is less than 200] 


ricaumg nquipraent i car iviovca into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 


PERKINS PHELPS PIERCE PLATTE POLK RED RICH- ROCK SALINE SAUN- SCOTTS SEWARD SHERI- 

WILLOW ARDSON DERS BLUFF DAN 


ALL HOUSING UNITS. 


2 839 7 440 2 579 4 520 5 237 


921 1 4 897 1 5 945 11 747 4 475 3 196 


HEATING EQUIPMENT 


STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR f WALLt OH PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE. ..... 
OTHER MEANS WITHOUT FLUE .... 
NONE ... 


population in HOUSING UNiTSi I960. , 
PER OCCUPIED UNIT. ........ 

OWNER 

RENTER 

population in DWELLING UNITSt 1950 , 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIANi 

ALL OCCUPIED . . 

OWNER 

RENTER . » . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 « . . . 
1940 TO 1953 « . . . 
1939 OR EARLIER. . . 


875 

1 951 

1 742 

4 780 

1 608 

i 2 710 

1 2 814 

1 547 

3 139 

3 793 

6 010 

2 728 

1 723 

112 

278 

174 

889 

159 

501 

384 

52 

395 

562 

1 278 

382 

254 

159 

i 397 

245 

951 

268 

559 

375 

1 96 

437 

510 

1 437 

381 

310 

410 

868 

662 

1 697 

683 

1 179 

1 283 

272 

1 261 

1 525 

2 370 

1 158 

753 

194 

388 

641 

1 243 

498 

1 471 

772 

j 127 

1 046 

1 196 

925 

807 

406 

411 

1 163 

906 

2 057 

668 

j 1 508 

1 824 

269 

1 210 

1 652 

4 254 

1 336 

975 

137 

545 

264 

957 

173 

1 904 

750 

' 105 

496 

639 

2 369 

497 

460 

117 

282 

247 

422 

154 

j 316 

439 

j 86 

292 

331 

948 

316 

260 

122 

277 

255 

490 

225 

1 217 

473 

1 53 

1 267 

471 

770 

374 

200 

35 

59 

140 

186 

116 

i 71 

162 

i 25 

153 

211 

167 

149 

55 


HEATING FUEL 


UTILITY GAS. ...... 

FUEL QlLf KEROSENE I ETC. 
COAL OR COKE ...... 

WOOD 

ELECTRICITY 

BOTTLED? TANK? OR LP GAS 

OTHER FUEL . . 

NONE 


. • . 

2 366 

839 

4 266 

959 

j 3 014 

2 505 

92 

j 2 306 

: 1 615 

7 647 

1 834 

* * • 

490 

246 

1 372 

1 648 

626 

1 558 

982 

344 

' 978 

' 2 666 

1 132 

' 1 130 

1 697 

113 

39 

245 

520 

299 

i ' 53 1 

286 

* • a 

371 

532 

270 

392 

234 

... 

... 

110 

41 

56 

1 18 

221 

91 

296 

1 301 

41 

1 137 

1 78 

... 

... 

19 

21 

... 

22 

19 

... 

• I * 

61 

63 

• • • 

* . 1 

683 

442 

63 

229 

336 

1 535 ' 

606 

271 

39 B 

250 

1 072 

1 571 

1 689 

• » . 

21 

. » . 

112 

... 

18 1 

... 

18 

• ■ • 

20 

39 



... 

... 

* . . 

... 

... 


19 

. • • 


• t * 

. . • 




water heating fuel 


UTILITY GAS 

ELECTRICITY. 

COAL OR COKE 

WOOD 

BOTTLED? TANK? OR LP GAS 
FUEL OIL? KEROSENE? ETC. 

OTHER FUEL 

NONE 


• • . 

2 165 

365 

4 004 

804 

2 716 

2 243 

93 

2 165 

1 604 

7 461 

1 696 

801 

465 

1 411 

1 930 

781 

771 

1 084 

199 

1 084 

2 49B 

922 

1 123 

... 

... 

t • . 

• . t 

15 

. ■ t 

• . « 

• • . 

41 

* . » 

43 

• . « 

... 

... 

20 

• a . 

... 

... 

59 

... 

• • • 

19 

22 

43 

461 

285 

167 

188 

282 

435 

451 

361 

239 

234 

1 174 

588 

... 

... 

209 

151 

20 

... 

75 

18 1 

19 

59 

108 

86 

... 

. • • 

... 

26 

... 

... 

. . « 

. . • 

* t • 

21 

. • * 

* . . 

24 

199 

476 

538 

294 

296 

726 

145 

801 

1 010 

534 

528 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED? TANK? OR LP GAS 
FUEL OIL? KEROSENE? ETC. 
COAL OR COKE *«,... 

WOOD ..... 

OTHER FUEL ....... 

none 


16 

1 160 

585 

2 531 

669 

1 856 

1 643 

165 

1 676 

1 201 

4 893 

1 309 

59 

735 

1 631 

1 059 

3 453 

i 002 

1 741 

1 962 

90 

1 782 

2 855 

3 976 

1 536 

1 459 

535 

283 

813 

593 

435 

450 

787 

543 

493 

771 

1 316 

830 

1 043 

• t 9 

19 

* ■ • 

21 

14 

24 

20 

. • . 

140 

42 

20 

59 

42 

« • • 

« f • 

19 

20 

86 

^ ... 

38 

... 

62 

74 

* . * 

124 

62 

» ■ w 

• • % 

112 

148 

55 

{ 64 

166 

10 

196 

402 

19 

206 

33 

• • • 

21 

60 

20 

• . * 

1 38 

... 

* . • 

... 

100 

. . t 

• . . 

■ . * 


• * . 

• • ■ 

51 

15 

j 45 

22 

... 

* « • 

■ • . 

40 

. . • 

. ■ • 
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Table 29. — Occupancy Characteristics, Heating Equipment, and Type op Fuel, for Counties 

Outside SMSA’s: 1960 — Con. 

(Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

SHERMAN 

SIOUX 

STANTON 

THAYER 

THOMAS 

THURSTON 

VALLEY 

WASH- 

INGTON 

WAYNE 

WEBSTER 

WHEELER 

ALL HOUSING UNITS. ......... 

2 018 

960 

1 935 

3 344 

427 

2 246 

2 431 

3 839 

3 115 

2 266 

496 

heating equipment 












STEAM OR HOT WATER ....•• 

27 

30 

47 

64 

26 

95 

123 

175 

207 

53 

13 

WARM AIR furnace ........ 

547 

330 

763 

1 267 

93 

486 

772 

1 651 

1 600 

582 

91 

FLOOR. WALL. OR PIPELESS FURNACE 

141 

173 

81 

400 

23 

133 

297 

347 

48 

303 

4 

BUILT-IN ELECTRIC UNITS 

12 

. « • 

• ■ . 

e 

12 

3 




a • . 


OTHER MEANS WITH FLUE 

1 156 

371 

1 004 

1 503 

250 

1 366 

1 207 

1 620 

1 231 

1 110 

326 

OTHER MEANS WITHOUT FLUE .... 

15 

. ■ . 

8 

4 

19 

59 

8 

26 

12 

157 


NONE •....* 

120 

56 

32 

98 

4 

102 

20 

5 

13 

6 1 

... 

POPULATION 












population in housing UNITS. I960 

5 510 

2 687 

5 881 

9 103 

1 060 

7 312 

6 632 

11 877 

9 501 

6 427 

1 205 

PER OCCUPIED UNIT. . . 

3.3 

3,5 

3.4 

3.0 

3.0 

3.6 

3.1 

3,3 

3,3 

3, 1 

3, 2 

OWNER ....*• ... 

3.2 

3.4 

3.1 

2.8 

3,0 

3,3 

2,9 

3.1 

3, 1 

2.9 

3.2 

RENTER 

3.7 

3.6 

3.8 

3,5 

. . . 

3.9 

3,5 

3,6 

3.6 

3,7 

... 

POPULATION IN DWELLING UNiTSi 1950 .... 

6 392 

3 124 

6 387 

10 507 

1 206 

8 427 

7 232 

11 234 

9 448 

7 336 

1 526 

PER OCCUPIED UNIT 

3.4 

3.4 

3.4 

3.2 

3.2 

3.7 

3.2 

3,3 

3.4 

3. 1 

3.6 

ALL OCCUPIED UNITS . . 

1 662 

771 

1 746 

3 000 

349 

2 046 

2 136 

3 635 

2 869 

2 055 

373 

PERSONS 












1 PERSON * 

217 

86 

255 

475 

65 

292 

324 

442 

285 

282 

34 

2 PERSONS 

494 

201 

458 

1 074 

97 

579 

712 

1 059 

887 

739 

144 

3 PERSONS 

331 

124 

343 

477 

78 

274 

323 

668 

534 

329 

58 

4 PERSONS 

232 

149 

264 

381 

45 

323 

290 

643 

507 

236 

6 1 

5 PERSONS . . 

151 

87 

179 

260 

28 

241 

282 

443 

351 

271 

28 

6 PERSONS 

133 

87 

137 

204 

e 

133 

124 

246 

178 

94 

23 

7 PERSONS * 

55 

25 

63 

70 

25 

76 

58 

74 

75 

54 

17 

8 PERSONS OR MORE 

49 

12 

47 

59 

3 

128 

23 

60 

52 

50 

8 

MEOIANt 












ALL OCCUPIED ......... 

2.9 

3.3 

3.0 

2,5 

2.7 

3.1 

2.6 

3,0 

3,0 

2,5 

2.6 

OWNER. 

2.6 

3.3 

2.6 

2.3 

2.4 

2,6 

2.4 

2.7 

2.6 

2.3 

2,5 

RENTER 

3.5 

3.4 

3,5 

3.1 

... 

3,8 

3,5 

3.6 

3.4 

3,6 

... 

PERSONS per ROOM 












1.00 OR LESS * 

1 473 

698 

1 624 

2 832 

307 

1 696 

1 992 

3 274 

2 705 

1 948 

343 

1.01 OR MORE 

189 

73 

122 

16S 

42 

350 

144 

361 

164 

107 1 

30 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED 

1 160 

527 

1 096 

2 064 

264 

1 232 

1 442 

2 404 

1 614 

1 475 

277 

1958 TO MARCH 1960 

99 

58 

84 

255 

23 

128 

178 

379 

215 

186 

27 

1954 TO 1957 

173 

96 

152 

309 

68 

217 

215 

440 

352 

207 

53 

1940 TO 1953 . . . , 

596 

180 

460 

947 

111 

601 

734 

959 

646 

700 

124 

1939 OR EARLIER . . . 

292 

193 

400 

553 

62 

286 

315 

626 

401 

382 

73 

RENTER OCCUPIED 

502 

244 

650 

936 

85 

814 

694 

1 231 

1 255 

580 

96 

1958 TO MARCH 1960 

233 

101 

235 

316 

30 

360 

280 

615 

510 

218 

46 

1954 TO 1957 

94 

76 

179 

285 

20 

156 

190 

322 

307 

123 

34 

1940 TO 1953 

135 

54 

161 

209 

30 

221 

194 

202 

325 

165 

8 

1939 OR EARLIER 

40 

13 

75 

126 

5 

77 

30 

92 

113 

74 

6 

heating fuel 












UTILITY GAS. 

527 

84 

500 

1 236 

... 

1 019 

1 163 

1 522 

1 248 

989 

... 

FUEL OIL. KEROSENE. ETC * . . . 

526 

. • • 

896 

558 

204 

600 

424 

1 412 

1 090 

201 

94 

COAL OR COKE 

144 

102 

196 

319 

« . . 

81 

211 

180 

356 

361 

57 

WOOD 

60 

... 

116 

170 

42 

248 

66 

154 

31 

81 

19 

ELECTRICITY 

18 

• . • 

. • . 

67 

• . • 

... 

• . . 

22 

. * • 

... 

. . ■ 

bottled, tank, or lp gas 

351 

585 

20 

650 

103 

59 

229 

345 

144 

423 

203 

OTHER FUEL 

36 

... 

16 

. 1 . 

. . . 

39 

22 

* . . 

■ • . 

... 

* . • 

NONE ... 

. . • 


... 

... 

• * • 

• • • 

21 

• • • 

. • • 

• . . 

. • . 

WATER HEATING FUEL 












utility gas 

436 

84 

403 

1 216 

• * ■ 

940 

577 

1 496 

1 094 

822 

... 

ELECTRICITY . . 

518 

84 

865 

734 

123 

322 

892 

1 388 

1 114 

354 

93 

COAL OR COKE . . 

... 

21 

• . . 

• . . 

• . • 

. • . 

a . • 

. • . 

• • • 

19 

• 1 • 

WOOD . . 

... 

* • • 

... 

... 

... 

. . t 

a . . 

19 

... 

... 

* ■ . 

BOTTLED. TANK. OR LP GAS 

295 

418 

96 

621 

143 

100 

184 

245 

176 

256 

149 

FUEL OlLf KEROSENE. ETC. . 

. . • 

20 

* • « 

60 

. . . 

20 

40 

22 

* • . 

85 

36 

OTHER FUEL 

... 

. * • 

■ • • 

... 

20 

* • » 


... 

• • • 

... 

... 

NONE 

413 

144 

3B0 

369 

63 

664 

443 

465 

485 

519 

93 

COOKING FUEL 












UTILITY GAS 

432 

84 

351 

862 

21 

759 

496 

1 092 

504 

731 

19 

ELECTRICITY 

483 

82 

992 

1 026 

102 

621 

999 

1 926 

1 507 

677 

131 

BOTTLED. TANK. OR LP GAS ......... 

655 

502 

270 

964 

226 

419 

451 

515 

756 

487 

223 

FUEL OIL. KEROSENE. ETC . 

21 

• . • 

... 

41 

• I « 

19 

* * ■ 

• . . 

20 

18 

. . . 

COAL OR COKE 

36 

103 

20 

. * . 

« • « 

• . • 

63 

. • . 

. ■ . 

105 


WOOD * 

35 

• . . 

95 

107 


226 

106 

82 

66 

37 


OTHER FUEL 

• • • 

. . ■ 

18 

. . . 

• • • 

. . . 

21 

. .. 

16 

• • • 


NONE 

. . . 

• . . 

• * * 

... 

i • • 

• . . 


• . • 

* * * 

. . . 



YORK 


4 822 


234 
2 469 
442 
17 

1 570 
16 
74 


13 462 

3.0 
2.6 
3.3 

13 885 

3.1 


4 483 


750 
1 446 
787 
647 
477 
239 
76 
61 


2.6 

2.4 

3.1 


4 281 
202 


2 981 
454 
549 
1 27B 
700 

1 502 
661 
398 
309 
134 


2 498 
1 024 
373 
20 
21 
510 
37 


2 164 
1 244 


456 

41 

578 


1 569 

2 147 
596 

8B 

21 

62 


Table 30. Financial Characteristics and Selected Equipment, for Counties Outside SMSAV 

1960 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


CLOTHES DRYER 


HOME FOOD FREEZER 


TELEPHONE AVAILABLE 


AUTOMOBILES AVAILABLE 


TELEVISION SETS 


ADAMS ANTELOPE ARTHUR BANNER 


BLAINE BOONE BOX 
BUTTE 


BROWN BUFFALO BURT BUTLER CASS 


ALL OCCUPIED UNITS 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC, 
WASHER-DRYER COMBINATION . , 
NONE ... 


8 932 

3 173 

204 

353 

316 

2 719 

3 587 

1 358 

1 463 

8 031 

3 328 

3 251 

5 450 

3 632 
3 746 
99 
1 455 

2 470 
395 
39 
269 

103 

87 

14 

148 

168 

• , • 

37 

271 

45 

1 938 
528 
59 
194 

1 755 
1 087 
272 
473 

1 130 
202 
26 

748 

484 

23 

208 

4 198 
2 664 
267 
902 

2 002 
957 
19 
350 

2 379 
590 
31 
251 

3 219 
1 387 
124 
720 


GAS HEATED 

ELECTRICALLY HEATED, 
NONE ........ 


3B3 182 
1 507 291 
6 962 2 700 


... 195 103 

22 429 570 

294 2 095 2 914 


92 471 

207 1 544 

1 164 6 016 


226 46 303 

923 669 980 

2 179 2 536 4 087 


1 OR MORE. 

none , . . 


2 596 1 197 
6 336 1 976 


159 1 352 1 008 
157 1 367 2 499 


1 379 I 353 1 004 
1 949 1 898 3 566 


7 703 2 421 
1 229 752 


21B 2 209 3 026 

98 510 561 


1 134 5 978 

329 2 053 


2 382 4 528 

869 922 


3 OR MORE. 
NONE . . . 


5 246 2 116 

1 871 573 

363 80 

1 452 404 


158 1 65B 2 202 

90 669 770 

46 97 181 

22 295 434 


698 4 644 
389 1 940 
123 493 
253 954 


1 695 2 122 3 485 

826 650 994 

188 75 137 

619 404 834 


AIR CONDITIONING 


ROOM UNIT! 

1 

2 OR MORE. , 
CENTRAL SYSTEM 
NONE ..... 


... 297 148 

... 59 83 

... 79 

316 2 204 3 356 


326 216 

134 61 

57 125 

2 Bll 2 849 


2 OR MORE. 
NONE , . . 


159 2 308 2 943 

... ... 82 

157 411 562 


2 OR MORE. 
NONE . . . 


293 1 996 2 422 

... 512 1 124 

23 211 41 


2 404 2 414 

730 690 

194 139 


OWNER OCCUPIED , 
LESS THAN $5»000 . , 
SStOOO TO $7 .400 . , 
$7 1 500 TO $9*900 . , 
$10*000 TO $12i400 , 
$12*500 TO $14*900 . 
$15*000 TO $17*400 , 
$17*500 TO $19*900 , 
$20*000 TO $24*900 ,* 
$25*000 TO $34*900 , 
$35*000 OR MORE. . , 
MEDIAN 


VACANT AVAILABLE FOR SALE 

MEDIAN PRICE ASKED DOLLARS 


..5 000- 10 300 


7 000 5 000- 


RENTER OCCUPIED, 
LESS THAN $20, . , . 

$20 TO $29 

$30 TO 

$40 TO $49 

$50 TO $59 

$60 TO $69 , 

$70 TO $79 

$80 TO $99 , 

$100 TO $119 . . . . 

$120 OR MORE . . . . 

NO CASH RENT . . . . 

median 


2 429 

719 

510 

1 320 

24 

72 

27 

12 

131 

32 

49 

8 

202 

49 

52 

55 

321 

65 

51 

100 

340 

92 

80 

192 

324 

116 

49 

108 

321 

92 

26 

224 

370 

80 

17 

250 

121 

16 

17 

84 

28 

4 

* . • 

64 

247 

toi 

142 

135 

62 

60 

51 

71 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN 


VACANT available FOR RENT, 
MEDIAN RENT ASKED. 


252 2 182 618 

43 52 38 


366 1 185 

33 56 


DOLLARS 
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Table 30 Financial Characteristics and Selected Equipment, tor Counties Outside SMSAs: 

1960— Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (~) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gro.ss Rent 
Contract Rent 


ALL OCCUPIED UNITS . . • . 

clothes washing machine 


WRINGER OR SP INNER t . . . ♦ 
AUTOMATIC OR SEMI-AUTOMATIC. 
washer-dryer combination . « 
NONE • 


cedar 

CHASE 

CHERRY C 

HEYENNE 

clay ' 

COLFAX < 

;UM1NG ' 

CUSTER ( 

DAKOTA 1 

DAWES 

DAWSON 1 

DEUEL 1 

DIXON 

3 574 

1 413 

2 461 

4 304 

2 857 

3 186 

3 667 

5 270 

3 477 

2 974 

6 049 

1 016 

2 431 















1 335 2 660 

I 109 2 506 

17 i31 

513 752 


450 1 801 

S09 381 

57 

... 249 


CLOTHES dryer 


gas heated . • • 

ELECTRICALLY HEATED. 
NONE ........ 


72 306 

447 1 393 

2 455 4 350 


78 109 
270 406 
668 1 916 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


976 2 166 

1 990 3 883 


503 1 184 
433 1 247 


TELEPHONE AVAILABLE 


2 525 5 094 

449 955 


913 1 975 

103 456 


automobiles available 


3 OR MORE. 
NONE . . . 


1 623 3 719 

715 1 565 

94 95 

542 670 


700 1 471 

210 602 

34 107 

72 251 


AIR CONDITIONING 


ROOM UNIT* 



2 OR MORE. * 
CENTRAL system 
NONE 


388 268 

90 50 

115 77 

3 7U 2 442 


324 360 343 

17 IBO 74 

34 157 98 

3 292 4 573 2 962 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


3 296 2 706 

217 50 

791 101 


3 108 3 987 3 139 

17 80 155 

542 1 203 183 


2 OR MORE. 
NONE . . . 


2 425 1 733 

1 641 1 019 

238 105 


2 761 4 090 2 608 

756 1 003 551 

150 177 318 


OWNER OCCUPIED . . 

LESS THAN $5 1 000 

$5»000 TO $7»400 

$7t500 TO S9i900 .... 

SlOiOOO TO fl2t400 • . * 

$12*500 TO $14*900 ...... 

$15*000 TO $17*400 

$17*500 TO $19*900 

$20 1 000 TO $24*900 ••«•••....* 

$25*000 TO $34*900 

$35*000 OR MORE 

MEDIAN dollars 

VACANT available FOR SALE. ..... 

MEDIAN PRICE ASKED DOLLARS 


4 

12 

21 

4 

21 

6 200 

4 

5 900 

7 

3 

7 800 

25 

40 

16 


412 165 

25 1 

195 

403 54 

202 

153 

367 18 

92 

108 

175 30 

54 

73 

48 

21 

45 

51 12 

20 

24 

48 ... 

• . • 

20 

24 

13 

19 

11 300 5 000- 

7 100 

7 400 

29 43 

10 

... 


7 400 5 000- 7 400 


1 290 

2 709 

462 

302 

627 

60 

337 

552 

79 

225 

530 

71 

167 

394 

112 

93 

176 

32 

73 

188 

36 

20 

77 

12 

33 

121 

24 

24 

36 

36 

16 

8 

... 

7 600 

8 300 

10 500 

13 

29 

21 


RENTER OCCUPIED 

LESS THAN 

$20 TO $29 

$30 TO $39 ... . 

$40 TO 

$50 TO 

$60 TO $69 

$70 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN dollars 


CONTRACT RENT 


RENTER OCCUPIED 

MEDIAN DOLLARS 


VACANT AVAILABLE FOR RENT. 
MEDIAN rent ASKED. ...... 


38( 

5( 

& 1 201 
D 4' 

5 303 

9 33 

390 

40 

521 

43 

718 

39 

707 

49 

750 

50 

1 422 

47 

180 

... 

7! 

5 a: 

3 20 

9 

30 

38 

51 

43 

* • * 

126 

... 

25 


Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMS As: 

1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL OCCUPIED UNITS .... 
CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION « . . . 
NONE 


CLOTHES DRYER 


GAS HEATED . . » . < 
ELECTRICALLY HEATED 
NONE 


HOME FOOD FREEZER 


I OR MORE, 
NONE . . , 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1. * . . 

2 . « . . 

3 OR MORE, 
NONE . . 


AIR CONDITIONING 


ROOFf unit: 

1 

2 OR MORE. , 
CENTRAL SYSTEM 
NONE . • . . . 


TELEVISION SETS 


1 . . . . , 

2 OR MORE, 
NONE . ♦ , 


RADIO SETS 


L. . . . 

2 OR MORE 
NONE . . 


VALUE 


OWNER OCCUPIED 

LESS THAN $5*000 

$5*000 TO $7*400 

$7*500 TO $9*900 

$i0*000 TO $12*400 

$12*500 TO $14*900 

$15*000 TO $17*400 

$17*500 TO $19*900 

$20*000 TO $24*900 

$25*000 TO $34*900 

$35*000 OR MORE* 

median 

VACANT AVAILABLE FOR SALE 
MEDIAN PRICE ASKED 


GROSS RENT 

RENTER OCCUPIED. . . • 

LESS THAN $20 

$20 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 . . • 

$60 TO $69 * 

$70 TO 

$60 TO 

$100 TO 

$120 OR MORE .•.«.*• 

NO CASH RENT 

MEDIAN 


CONTRACT RENT 
RENTER OCCUPIED 

median 

VACANT AVAILABLE FOR RENT 
median RENT ASKED 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DODGE 

DUNDY 

FILLMORE 

FRANKLIN 

FRON- 

FURNAS 

GAGE 

GARDEN 

GAR- 

GOSPER 

GRANT 

GREELEY 

HALL 








TIER 






FIELD 






10 

239 

1 146 

3 

111 

1 

889 

1 

412 

2 

613 

8 

160 

1 115 

838 

764 

337 

1 

344 

11 277 

4 

971 

728 

1 

769 

1 

532 


990 

1 

443 

4 

995 

417 

533 

523 

147 


933 

5 259 

3 

688 

313 


830 


233 


343 


845 

2 

115 

562 

209 

221 

63 


322 

4 352 


140 

• • * 


125 


21 


16 


20 


79 

39 

16 

. . . 

• . . 


• • * 

210 

1 

440 

105 


387 


103 


55 


305 


971 

97 

80 

20 

127 


89 

1 456 


616 

17 


306 


45 


80 


96 


343 

134 

80 

20 

42 


54 

635 

2 

466 

13B 


355 


175 


249 


382 

1 

IBl 

261 

112 

261 

... 


180 

2 274 

7 

157 

991 

2 

450 

1 

669 

1 

083 

2 

135 

6 

636 

720 

646 

483 

295 

1 

UO 

8 368 

3 

856 

501 

1 

058 


712 


732 


634 

2 

260 

622 

305 

362 

105 


431 

3 460 

6 

381 

645 

2 

053 

1 

177 


680 

1 

979 

5 

900 

493 

533 

402 

232 


913 

7 817 

9 

292 

907 

2 

232 

1 

446 

1 

12B 

2 

117 

6 

802 

788 

615 

676 

227 


945 

9 669 


947 

239 


879 


443 


284 


496 

1 

358 

327 

223 

68 

110 


399 

1 60S 

6 

049 

610 

2 

Oil 

1 

133 


942 

1 

636 

4 

961 

719 

597 

422 

127 


629 

6 002 

2 

422 

311 


503 


454 


243 


517 

1 

936 

109 

112 

201 

105 


412 

3 132 


338 

34 


95 


40 


65 


77 


162 

112 

32 

40 

63 


37 

338 

1 

430 

191 


502 


262 


162 


383 

1 

101 

95 

97 

101 

42 


266 

1 805 

2 

069 

140 1 


332 


266 


93 


173 

1 

085 

111 

! 

113 

60 




2 131 


198 

34 1 


63 


20 


. • . 


229 


394 

37 

. * . 

81 

* * * 


54 

364 


421 

17 ' 


175 


. . . 


16 


76 


98 

• . • 

* . * 

20 

* • . 


a . » 

645 

7 

551 

955 

2 

541 

1 

603 

1 

303 

2 

135 

6 

583 

967 

725 

603 

337 

1 

290 

8 137 

8 

923 

920 

2 

679 

1 

657 

1 

209 

2 

014 

6 

890 

717 

645 

684 

190 


933 

9 691 


614 

» » • 


60 


• • . 


16 


19 


219 

. . . 

... 

20 

a . . 


36 

449 


702 

226 


352 


232 


187 


580 

1 

051 

398 

193 

60 

147 


375 

1 137 

7 

105 

766 

2 

312 

1 

611 

1 

012 

1 

767 

6 

317 

! 

681 

629 

523 

1 210 


9B6 

6 all 

2 

570 

293 


597 


127 


368 


788 

1 

504 

395' 

176 

221 

63 


251 

3 685 


564 

87 


202 


151 


32 


58 


339 

39, 

33 

20 

64 


107 

781 

5 

594 

415 

1 

293 


829 


461 

1 

261 

3 

925 

346 

393 

226 

111 


486 

6 034 


722 

224 


586 


468 


238 


659 

1 

214 

107 

01 

721 

45 


289 

1 016 


890 

103 


285 


197 


128 


247 


978 

110 

143 

73 

21 


97 

, 1 168 


960 

40 


140 


76! 


39 


100 


650 

66 

62 

25' 

4 


58 

1 197 

1 

213 

32 


153 


56, 


26 


36 


447 

24 

43 

30 

18 


34 

1 086 


689 

6 


80 


. t . 


4 


7 


304 

31 

30 

8 

9 


4 

64B 


523 

4 


28 


16 


15 


4 


124 

... 

15 

5 

5 


• • . 

364 


212 

. • ■ 


4 


12 


4 


4 


66 

. . • 

4 

8 

5 


4 

172 


193 

4 


12 


4 


7 


• • . 


72 

a 

4 

... 

4 


... 

193 


168 

» • • 


5 


♦ • . 


. * • 


4 


44 

. . • 

4 

5 

... 


... 

lie 


24 



... 


» a . 


* t • 


. * . 


24 

. . • 

7 

... 

... 


t • . I 

72 

10 

500 

5 OOol 

5 

500 

5 

ooo- 

5 

000- 

5 

000- 

6 

900 

6 500 

7 000 

6 400 

... 

5 

000- 

9 200 


26 

5 


• . • 


14 


t . • 


25 


45 

4 

• . * 

... 

* ** 


11 

76 


• * . 

• • • 


• • * 


* • . 


* * . 





... 

... 

... 




... 

2 

023 

235 


629 


314 


212 


467 

1 

899 

184 

105 

98 

54 


162 

3 574 


17 

« • • 


8 


8 


5 


a 


24 

14 

* • . 

* ■ . 

* * « 


e 

59 


99 

3 


24 


16 


21 


41 


75 

. * i 

8 

7 

« * • 


6 

263 


178 

14 


92 


91 


30 


64 


208 

20 

4 

7 

3 


32 

360 


259 

34 


82 


35 


16 


78 


346 

31 

12 

21 

9 


17 

465 


433 

42 


88 


71 


63 


65 


333 

27 

4 

17 

6 


33 

603 


352 

31 


88 


12 


29 


75 


256 

28 

28 

9 

6 


17 

536 


365 

23 


70 


12 


4 


36 


174 

13 

8 

10 

3 


B 

402 


458 

26 


47 


7 


... 


22 


202 

27 

12 

4 

U 


13 

470 


288 

3 


4 


• * ■ 


9 


. * t 


64 

7 

. t • 

. ■ • 

3 


4 

105 


177 

. . . 


7 


• . . 


• . . 


* * i 


41 

* ■ . 

4 

* * * 

• . . 


■ . . 

38 


197 

59 


119 


62 


35 


78 


176 

17 

25 

23 

13 


42 

265 


69 

• . • 


56 


43 


. • » 


51 


56 

... 

* * • 

. « . 



* * * 

58 

2 

626 

176 


510 


252 


177 


389 

1 

723 

167 

60 

75 

41 


140 

3 309 


58 

... 


40 


29 


... 


36 


45 

• . * 

... 

... 

... 


... 

50 


31 

32 


36 


32 


53 


64 


77 

17 

8 

... 

... 


7 

124 


••• 

... 


... 


... 


» • ♦ 


, . . 


... 

• • • 

.. . 

.. . 

... 


. a . 

... 
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Table 30 . — Financial Characteristics and Selected Equipment, for Counties Outside SMSAs. 

1960~Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


Clothes Wiishing 
Machine 
Clothes Dryer 
Home Food Fceerxc 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


HAMILTON 


ALL OCCUPIED UNITS . . . . 

clothes washing machine 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . , . . 
NONE ... 

CLOTHES dryer 

GAS HEATED . • 

ELECTRICALLY HEATED 

NONE 

HOME FOOD FREEZER 

1 OR MORE 

NONE 

TELEPHONE AVAILABLE 

YES 

NO 

AUTOMOBILES AVAILABLE 

1 

2 

3 OR MORE. ... 

NONE 


2 733 


air conditioning 


ROOM UNIT* 


1 609 
SAB 
60 
216 


80 
496 
2 157 


1 131 
1 602 


HARLAN 


HITCH- 

COCK 


2 OR MORE. . 
CENTRAL SYSTEM 
NONE 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


RADIO SETS 



2 OR MORE 

NONE 


OWNER OCCUPIED 
LESS than SSiOOO . 
SStOOO TO S7»400 . 
$7,500 TO $9,900 . 
$10,000 TO $12,400 
$12,500 TO $14,900 
$15,000 TO $17,400 
$17,500 TO $19,900 
$20,000 TO $24,900 
$25,000 TO $34,900 
$35,000 OR MORE. . 
MEDIAN 


VACANT AVAILABLE FOR SALE 
MEDIAN PRICE ASKED 


dollars 


1 971 
391 
35 
336 


234 
58 
116 
2 323 


2 444 
21 
260 


1 947 
684 
102 


1 036 
427 
212 
155 
137 
37 
40 
8 

12 

4 

4 

6 100 


GROSS RENT 


RENTER OCCUPIED 
LESS THAN $20, 

$20 TO $29 . . 

$30 TO $39 . . 

$40 TO $49 . . 

$50 TO $59 . 

$60 TO $69 . 

$70 TO $79 . 

$00 TO $99 . 

$100 TO $119 
$120 OR MORE 
NO CASH RENT 
MEDIAN . . . 


CONTRACT RENT 

RENTER OCCUPIED. . . . . . 
MEDIAN 

VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED 


dollars 


dollars 

DOLLARS 


299 

41 


953 

520 

26 

179 


43 
351 
1 284 


643 
1 035 


2 447 1 379 

286 299 


1 113 
334 
26 
205 


214 
155 
17 
1 292 


1 473 
205 


1 275 
386 
17 


681 

407 

135 

89 

17 

12 

9 


5 000- 
27 


314 

8 

20 

31 

67 

61 

48 

16 

12 


263 

32 


323 

207 


138 

438 


300 

276 


428 

14B 


369 

161 


46 

23 

507 


461 

23 

92 


415 

138 

23 


983 

503 

18 

66 


40 
314 
I 218 


599 

973 


1 330 
242 


HOLT 


HOOKER 


4 096 352 


2 614 
1 072 


146 
657 
3 293 


1 625 

2 471 


069 

355 

41 

107 


70 
1 351 


1 388 
18 
166 


228 

299 

45 


601 

330 

179 

48 

28 

4 

8 


2 427 
1 116 
ao 

473 


190 
42 
40 
3 824 


2 597 
1 499 


342 

12 

4 

39 

35 

72 

66 

38 

15 

11 

3 

47 

58 


295 

35 


022 

827 

247 


550 

583 

344 

202 

195 

95 

72 

34 

17 

4 

4 

, 400 
12 


715 

16 

55 

55 

61 

95 

119 

89 

95 

11 

16 

83 

61 


632 

41 


43 

... 


JEFFER- 

SON 


282 

70 


47 

305 


211 

141 


248 

104 


JOHNSON 


212 

93 

47 


148 

26 

26 

24 

43 

7 


1 484 
373 
38 
222 


242 
1 875 


1 022 
1 095 


1 494 
623 


I 393 
464 
75 
185 


130 
56 
56 
1 875 


I 744 
37 
336 


2 484 
819 
63 
559 


54 
564 
3 307 


1 201 
2 724 


3 062 
863 


2 314 
622 
62 
927 


326 
126 
35 
3 438 


594 

355 

168 


745 

389 

99 

83 

107 

16 

35 

16 


5 000. 
10 


301 

16 

32 

24 

21 

36 

44 

36 

20 

8 

4 

60 

58 


241 

35 


304 

20 

601 


2 955 
610 
360 


1 795 
742 
450 
2B4 
175 
52 
48 
28 

dt! 

5 900 


924 

12 

80 

102 

133 

155 

142 

60 

67 

32 

16 

125 

55 


799 

39 


1 348 
488 


44 
296 
1 746 


755 
1 331 


1 732 
354 


121 

698 

45 

222 


201 
44 
22 
1 819 


I 750 
22 
314 


1 093 
581 
102 
285 


57 
389 
1 615 


904 
1 157 


KEITH 


2 450 


KEYA 

PAHA 


636 

403 

47 


700 

284 

241 

154 

38 

27 

16 

8 

8 

4 

6 100 
4 


400 

13 

13 

65 

66 

38 
40 
42 
59 
12 
13 

39 
56 


796 

265 


2B8 

452 

83 

238 


300 
38 
72 
1 651 


I 878 
92 
91 


1 598 
398 
65 


824 

172 

215 

155 

130 

59 

54 

B 

11 

16 

4 

7 900 
18 


391 

13 

26 

34 

45 
66 

46 
50 
39 

5 

65 

57 


730 
1 369 
22 
337 


101 
607 
1 670 


1 063 
1 395 


2 148 
310 


1 530 
639 
90 
199 


570 
40 
144 
1 704 


2 1S8 
69 
231 


1 760 
616 
82 


I 103 
177 
117 
175 
161 
172 
111 
52 
44 
44 
50 

11 300 


646 

*10 

23 

59 

61 

104 

90 

121 

39 

19 

120 

71 


361 

36 


326 

39 


526 

57 


KIMBALL 


129 

78 


25 

52 

438 


258 

257 


310 

205 


360 

78 


77 


401 
1 209 
116 
519 


113 
423 
1 709 


B26 
L 419 


1 836 
409 


413 

102 


3B5 

130 


495 

585 

93 

72 


220 
21 
91 
1 905 


2 074 
46 
125 


I 513 
640 
92 


718 

76 

72 

82 

124 

174 

100 

32 

29 

B 

21 

12 600 


30 


4 

3 

15 

50 

62 

87 

152 

102 

84 

77 

86 


564 

68 


Tilble 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (4-) or minus {— ) after number indicates median above 

or below that number] 


Cloches Washing 
Machine 
Cloches Dryer 
Home Food Freezer 
Telephone Avail. 
Auromobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


subject 

KNOX 

LINCOLN 

LOGAN 

LOUP 

MC- 

PHERSON 

MADISON 

MERRICK 

MORRILL 

NANCE 

NEMAHA 

NUCK- 

OLLS 

OTOE 

PAWNEE 

ALL OCCUPIED UNITS . • . . 


4 

044 

S 

680 

336 

328 

216 

7 

793 

2 

654 

Z 

128 

1 

743 

2 

947 

2 

689 

5 

303 

1 

775 

clothes WASHING MACHINE 

























WRINGER OR SPINNER 


3 

220 

3 

640 

208 

163 

170 

4 

250 

1 

483 

1 

098 

1 

270 

1 

678 

1 

761 

3 

059 

1 

214 

AUTOMATIC OR SEMI-AUTOMATIC. . . 



502 

3 

590 

32 

147 

• . . 

2 

349 


784 


689 


322 


781 


647 

1 

311 


372 

WASHER-DRYER COMBINATION . , . , 

..... 


• . * 


180 

32 

« • t 

16 


39 


60 


21 


19 


20 


44 


90 


16 

NONE , 



322 

1 

470 

64 

18 

30 

1 

155 


327 


320 


132 


468 


237 


843 


173 

CLOTHES DRYER 

























GAS HEATED ... 



44 


462 

16 

18 

• • * 


573 


99 


63 


76 


103 


147 


158 


54 

ELECTRICALLY HEATED 



479 

2 

045 

16 

36 

. * t 

1 

266 


371 


507 


227 


472 


356 


831 


217 

NONE 

...... 

3 

521 

6 

373 

304 

274 

216 

5 

954 

2 

184 

1 

558 

1 

440 

2 

372 

2 

186 

4 

314 

1 

504 

HOME FOOD freezer 

























1 OR MORE • . . 


1 

744 

2 

980 

192 

109 

123 

2 

931 

1 

172 


919 


796 

1 

074 


943 

1 

627 


788 

NONE ... 



2 

300 

5 

900 

144 

219 

93 


862 

1 

482 

1 

209 


947 

1 

873 

1 

746 

3 

676 


987 

TELEPHONE AVAILABLE 

























YES 


2 

793 

7 

273 

267 

266 

163 

6 

716 

2 

165 

1 

515 

1 

289 

2 

424 

2 

078 

4 

579 

1 

448 

NO 



1 

251 

1 

607 

69 

62 

53 

1 

077 


489 


613 


454 


523 


611 


724 


327 

AUTOMOBILES AVAILABLE 



























2 

402 

4 

627 

176 

164 

139 

4 

717 

1 

598 

1 

371 

i 

191 

1 

468 

1 

732 

3 

510 

1 

230 


r f ♦ • r 


735 

2 

465 

80 

164 

45 

1 

737 


803 


424 


304 


768 


436 


978 


266 

3 OR MORE 




67 


678 

64 

. • f 

. * « 


315 


100 


99 


152 


125 


89 


133 


43 

NONE 



840 

1 

no 

16 

... 

32 

1 

024 


153 


234 


96 


586 


432 


682 


236 

AIR CONDITIONING 

























ROOM UNlTt 

























1 

* - . • t 


196 

1 

114 

48 

18 

16 


861 


217 


166 


57 


362 


367 


653 


80 

2 OR MORE 

. t t * * 


. . • 


203 

16 

37 

. . . 


158 


19 


21 


. . * 


40 


44 


225 


* . • 

CENTRAL SYSTEM 

T T t * t 


44 


284 

. . • 

• « . 

* . . 


217 


20 


41 


19 


61 


41 


142 


22 

NONE 



3 

804 

7 

279 

272 

273 

200 

6 

557 

2 

398 

1 

900 

1 

667 

2 

484 

2 

237 

4 

283 

1 

673 

TELEVISION SETS 



























2 

019 

7 

591 

224 

274 

124 

6 

184 

2 

248 

1 

570 

1 

401 

2 

412 

2 

143 

4 

557 

1 

294 

2 OR MORE. ... 



22 


183 

... 

... 

15 


80 


. t . 


40 


19 


61 


21 


173 


21 

NONE 


1 

203 

1 

106 

112 

54 

77 

1 

529 


406 


518 


323 


474 


525 


573 


460 

RADIO SETS 



























3 

077 

5 

693 

128 

236 

138 

1 5 

506 

1 

955 

1 

441 

1 

403 

2 

298 

2 

046 

3 

803 

1 

392 

2 OR MORE 

• . • 


755 

2 

676 

192 

92 

78 

, 1 

994 


509 


568 


225 


460 


598 

1 

169 


361 

NONE 



212 


511 

16 

... 

... 

1 

i 

293 


190 


119 


115 


189 


45 


331 


22 

VALUE 

























owner OCCUPIED 


1 

512 

4 

420 

83 

69 

36 

3 

756 

1 

052 


697 


685 

1 

318 

1 

088 

2 

369 


679 

LESS THAN $5»000 , 



635 

1 

053 

43 

39 

21 


809 


402 


208 


207 


536 


517 


692 


483 

»5i000 TO $7!400 . . 



435 


924 

16 

27 

15 


768 


289 


206 


228 


302 


241 


551 


136 

«7t500 TO $9i900 



226 


740 

14 

. . « 

. « « 


780 


186 


156 


119 


221 


20B 


479 


24 

$10i000 TO $12»400 



126 


720 

7 

3 

... 


635 


117 


91 


83 


171 


95 


296 


24 

$1 2 t 500 TO *14! 900 



46 


399 

* . • 

... 

... 


291 


22 


20 


32 


58 


15 


164 


4 

SlSiOOO TO *17»400 



32 


250 

3 

... 

• • . 


212 


9 


4 


16 


12 


8 


93 


8 

*17!500 to *19i900 ....... 



• * . 


185 

• t 9 

• • . 

... 


83' 


. . * 


B 


. . • 


4 


4 


43 


. ■ . 

*20(000 TO *24(900 . , . . , , , 



8 


81 

■ • • 


. • . 


86 


12 


4 


* . • 


3 


. * » 


32 


. # . 

*25(000 TO *34(900 



4 


40 

• • « 

... 

• 1 . 


56 


10 


* * • 


. . . 


7 


... 


15 


... 

*35(000 OR MORE. • 



t . . 


28 

• • I 

... 

. 1 . 


36 


5 


. * * 


. • • 


4 


... 


4 


... 

MEDIAN 

DOLLARS . 

5 

700 

8 

300 

... 

... 

... 

8 

500 

6 

100 

6 

700 

6 

500 

6 

000 

5 

300 

1 7 

200 

5 , 

000- 

VACANT AVAILABLE FOR SALE. . 

..... 


17 


58 

• • . 

... 



35 


19 


16 


24 


22 


a 

1 

5 


13 

MEDIAN PRICE ASKED 

DOLLARS . 


• » • 


... 

• . . 

... 



... 


* * • 


... 


... 


. . . 


• • . 




... 

GROSS RENT 

























RENTER OCCUPIED . 



615 

2 

476 

65 

29 


2 

285 


498 


448 


258 


605 


599 

1 

270 


230 

LESS THAN *20 



13 


28 

4 

* . . 



52 


4 


e 


8 


. . . 


3 


16 


3 

*20 TO 529 . . 



16 


130 

I . . 

t • . 

... 


116 


29 


34 


16 


44 


46 


67 


24 

$30 TO $39 ... . 



95 


181 

4 

7 

B 


190 


84 


59 


32 


69 


58 ! 


128 


31 

$40 TO 549 • 



76 


364 

12 

7 

• t . 


196 


37 


63 


36 


96 


100, 


155 


26 

$50 TO 559 



103 


410 

8 

... 

... 


304 


115 


65 


31 


109 


90 


222 


39 

*60 TO 569 



59 


345 

17 

4 

4 


263 


81 


55 


28 


67 


119' 


194 


25 

570 TO 579 , 



66 


298 

... 

. « • 

• * . 


303 


32 


43 


32 


35 


46 


124 


19 

*80 TO $99 



42 


390 

4 

4 

... 


431 


43 


15 


11 


73 


23 


146 


18 

*100 TO *119 



3 


84 

* . I 

. . • 



187 


4 


• • * 


« . . 


12 


• . • 


32 


. • « 

*120 OR MORE 



• • • 


44 

4 

3 



73 


3 


12 


• . ■ 


... 


4 


33 


• * . 

NO CASH RENT . 



142 


202 

12 

4 



170 


66 


94 


64 


100 


110 


153 


43 

MEDIAN . . 

dollars . 


54 


61 

... 

... 

... 


68 


55 


52 


. • . 


54 


54 


59 


• • • 

CONTRACT RENT 

























RENTER OCCUPIED . 

.... 


473 

2 

274 

53 

25 

12 

2 

115 


432 


354 


194 


505 


489 

1 

117 


187 

MEDIAN 

DOLLARS . 


35 


50 

... 

... 

... 


52 


39 


41 


... 


42 


41 


45 


... 

VACANT AVAILABLE FOR RENT. . 




13 


328 

6 

. • • 

13 


118 


29 


44 


28 


25 


122 


49 


25 

MEDIAN RENT ASKED 

dollars . 


... 


43 

• • . 

... 

• » . 


• . . 


* * t 


... 


. •• 


• . . 


. • . 


• . • 
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State and Small Areas 


Table 30. — ^Financial Characteristics and Selected Equipment, for Counties Outside SMS As: 

1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus {+) or minus ( — ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Cloches Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Secs 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

PERKINS 

PHELPS 

PIERCE 

PLATTE 

POLK 

RED 

WILLOW 

RICH- 

ARDSON 

ROCK 

SALINE 

SAUN- 

DERS 

SCOTTS 

BLUFF 

ALL OCCUPIED UNITS . . . , 


1 

286 

3 

il4 

2 

648 

6 

837 

2 

276 

4 218 

4 638 

816 

4 

349 

5 

445 

10 

264 

clothes washing machine 





















WRINGER OR SPINNER 



507 

1 

429 

1 

888 

3 

915 

1 

426 

1 843 

3 115 

364 

3 

060 

3 

905 

4 

096 

AUTOMATIC OR SEMI-AUTOMATIC, . . 



714 

1 

197 


633 

2 

099 


591 

1 658 

1 081 

344 


860 

1 

043 

4 

523 

WASHER-DRYER COMBINATION « , . . 

• f t • ■ 


17 


179 


22 


82 


no 

103 

» . * 

18 


78 


42 


229 

NONE 



48 


309 


105 


741 


149 

614 

442 

90 


351 


455 

1 

416 

CLOTHES DRYER 
























88 


239 


66 


232 


129 

171 

205 

55 


179 


120 


98 

ELECTRICALLY HEATED. 



438 


803 


422 

1 

259 


322 

596 

671 

108 


513 


736 

1 

841 

NONE 




760 

2 

072 

2 

160 

5 

346 

1 

825 

3 451 

3 762 

653 

3 

657 

4 

589 

8 

325 

HOME FOOD FREEZER 





















1 OR MORE* *,,,•«••••* 



935 

1 

393 

1 

138 

3 

215 

1 

153 

1 181 

2 067 

509 

1 

810 

2 

138 

3 

213 

NONE 



351 

i 

721 

1 

510 

3 

622 

1 

123 

3 037 

2 571 

307 

2 

539 

3 

307 

7 

051 

TELEPHONE AVAILABLE 





















YES. 


1 

008 

2 

856 

2 

094 

5 

543 

1 

937 

3 557 

3 854 

635 

3 

153 

3 

868 

8 

422 

NO 

..... 


278 


258 


554 

1 

294 


339 

661 

704 

181 

1 

196 

1 

577 

i 

B42 

AUTOMOBILES AVAILABLE 























1 

026 

1 

832 

1 

527 

4 

179 

1 

479 

2 236 

2 839 

617 

2 

570 

3 

415 

6 

052 




186 


851 


741 

1 

451 


357 

1 044 

921 

72 


951 

1 

202 

2 

567 

3 OR MORE* * 



25 


138 


62 


207 


69 

205 

96 

18 


160 


278 


222 

NONE 



49 


293 


310 

1 

000 


351 

733 

702 

109 


668 


550 

1 

423 

AIR CONDITIONING 





















ROOM UNiTt 

























156 


433 


89 


916 


220 

619 

750 

36 


441 


458 


185 

2 OR MORE 



56 


139 


22 


57 


* . * 

186 

77 

36 


99 


118 


115 

central SYSTEM 

..... 


189 


216 


44 


401 


35 

244 

78 

18 


60 


175 


178 

NONE 




885 

2 

326 

2 

493 

5 

463 

2 

021 

3 167 

3 733 

726 

3 

749 

4 

664 

9 

786 

TELEVISION SETS 























1 

na 

2 

701 

2 

251 

5 

872 

2 

139 

3 602 

3 799 

635 

3 

754 

4 

714 

8 

274 

2 OR MORE 

..... 


65 


216 


43 


253 


. ■ . 

95' 

116 

. * • 


38 


200 


291 

NONE 




49 


197 


354 


712 


137 

521' 

723 

181 


557 


531 

1 

699 

RADIO SETS 
























782 

2 

061 

2 

013 

4 

636 

1 

671 

2 795 

3 173 

690 

3 

550 ! 

3 

790 

6 

565 

2 OR MORE . . . 

..... 


479 


875 


552 

1 

474 


570 

1 129 

1 338 

108 


635’ 

1 

391 

3 

316 

NONE • • . , 



25 


178 


83 


727 


35 

294 

127 

18 


1641 


264 


383 

VALUE 





















OWNER OCCUPIED 



447 

1 

396 


953 

3 

450 


996 

1 875 

1 823 

272 

2 

158 

2 

299 

4 

389 

less than $5 1 000 



140 


254 


295 


350 


412 

475 

600 

144 


760 


634 


641 

SSfOOO TO $7t400 ........ 

• « • « 1 


86 


264 


280 


447 


367 

274 

403 

28 


555 


535 


684 

S7t500 To $9t900 

• t • • • 


64 


243 


lai 


515 


ill 

330 

293 

64 


290 


363 


822 

SlOtOOO TO 512*400 , 

• • • • « 


76 


302 


121 


727 


40 

308 

213 

16 


310 


367 


750 

512*500 TO 514*900 

« • • • • 


25 


131 


48 


580 


26 

261 

116 

4 


119 


154 


626 

$15*000 TO 517*400 

• t • « • 


21 


86 


16 


399 


24 

103 

84 

16 


68 


117 


391 

$17*500 TO 519*900 

■ • ■ • • 


4 


20 


8 


197 


12 

32 

21 

* * * 


7 


36 


194 

$20*000 TO $24*900 

• B • • « 


16 


52 


4 


127 


4 

36 

29 

# . • 


45 


49 


160 

$25*000 TO $34*900 

• • B • • 


* * * 


20 


... 


59 


... 

32 

6 

* . * 


« * • 


36 


77 

$35,000 OR MORE 

• • • « • 


15 


4 


• . . 


41 


a • « 

24 

56 

. . * 


4 


8 


36 

MEDIAN 

DOLLARS • 

7 

400 

9 

100 

6 

600 

11 

400 

5 

600 

8 900 

6 900 

5 000- 

6 

400 

7 

400 

10 

200 

VACANT AVAILABLE FOR SALE. . 

• • • B « 




... 


... 


61 


22 

11 

14 

15 


27 


25 


55 

MEDIAN PRICE ASKED 

dollars • 


... 


... 


... 


... 


... 

... 

... 

... 


... 


... 


• • • 

GROSS RENT 





















RENTER OCCUPIED 

• ••• 9 


190 


730 


507 

1 

489 


259 

1 295 

1 283 

152 


792 


986 

3 

300 

LESS THAN $20 

• 9 9 • • 


. * • 


a 


36 


a 


4 

4 

19 

3 


13 


4 


28 

$20 TO 

• 9 9 9 9 


... 


26 


52 


103 


15 

49 

60 

10 


72 


24 


200 

$30 TO $39 

• * • ■ • 


14 


36 


96 


86 


10 

84 

151 

3 


80 


123 


292 

$40 TO $49 

$••99 


16 


114 


68 


114 


64 

148 

211 

7 


84 


79 


513 

$50 TO $59 

$ t • • $ 


41 


110 


47 


132 


24 

242 

217 

23 


134 


90 


378 

$60 TO $69 

9 •• 9 9 


34 


84 


40 


162 


52 

162 

162 

9 


114 


146 


548 

$70 TO $79 . . . . 

9 9 9 9 9 


4 


129 


24 


169 


22 

140 

134 

22 


86 


132 


375 

$80 TO $99 

0 • 9 9 9 


10 


BB 


16 


333 


6 

235 

127 

28 


81 


138 


386 

$100 TO $119 

9 9 9 9 9 


17 


55 


... 


195 


7 

77 

12 

11 


14 


27 


125 

$120 OR MORE . . . 

• 999$ 


4 


8 


B 


49 


11 

9 

16 

« • • 


17 


39 


48 

NO CASH RENT .......... 

9 9 9 9 9 


50 


72 


120 


138 


44 

145 

174 

36 


97 


182 


407 

MEDIAN ............. 

dollars , 


... 


64 


41 


74 


56 

63 

55 

• . * 


57 


66 


61 

CONTRACT RENT 





















RENTER OCCUPIED 

. . . . . 


140 


658 


387 

1 

351 


215 

1 150 

1 109 

116 


695 


804 

2 

893 

MEDIAN ........ 

dollars . 


... 


54 


20- 


61 


35 

54 

44 

... 


41 


43 


50 

VACANT available FOR RENT. . 




32 


153 


5 


111 


6 

55 

64 

22 


39 


34 


422 

MEDIAN RENT ASKED 

dollars . 


... 




... 


... 


... 

... 

... 

... 


... 


... 


39 


SEWARD 


SHERI- 

DAN 


4 064 


2 698 


2 590 
933 
BO 
4f>l 


i 271 
1 045 
20 
362 


264 
407 
3 393 


65 
5B5 
2 046 


1 678 I 302 

2 386 1 396 


3 385 
679 


2 126 
572 


2 792 
614 
101 
557 


I 686 
330 
136 
546 


470 
108 
107 
3 379 


123 

101 
2 474 


3 263 2 145 

21 62 

780 49L 


3 037 
795 
232 


1 863 
684 
ISi 


1 729 
568 
252 
297 
269 
139 
87 
58 
34 
17 

a 

7 900 


902 

211 

167 

141 

163 

98 

48 

32 

15 

23 

4 

8 800 


24 8 


924 

17 
84 
74 1 
123 
158 
72 
134 
31 
8 

223 

63 


576 

4 

35 

24 

42 

64 

80 

107 

68 

60 

12 

80 

70 


701 

47 


496 

48 


41 

* f « 


Nebraska 
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Table 30 . — Financial Characteristics and Selected Equipment, tor Counties Outside SMSA’s: 

1960 ---Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-f ) or minus (-) after number indicates median above 

or below that number] 


Cloches Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Secs 
Radio Sets 
Value 
Gross Rent 
Contmet Rent 


SUBJECT 


ALL OCCUPIED UNITS . . . . 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . , 
NONE 


CLOTHES dryer 


GAS HEATED 

ELECTRICALLY HEATED. 
NONE 


HOME FOOD freezer 


1 OR MORE 
NONE . , 


TELEPHONE AVAILABLE 


YES 
NO , 


AUTOMOBILES AVAILABLE 


1. • . • 

2 . • • . < 

3 OR MORE 
NONE • . 


AIR CONDITIONING 


ROOM UNITt 

1 ■ • » • . . 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE • . . . . 


TELEVISION SETS 


1 . . . . . 

2 OR MORE 
NONE • . . 


RADIO SETS 


1 . . * . . 

2 OR MORE 
NONE • . 


VALUE 


OWNER OCCUPIED 

LESS than $5»000 , 

$5tOOO TO $7(400 

$7t500 TO $9 (900 ....... . 

SlOiOOO TO S12»400 

$12i500 TO $14f900 

SlSrOOO TO $17(400 

$17(500 TO $19»900 

$20(000 TO $24 » 900 

$25 f 000 TO $34 t 900 

$35t000 OR MORE 

MEDIAN 

VACANT available FOR SALE. . 
MEDIAN PRICE ASKED 


GROSS RENT 

RENTER OCCUPIED 

LESS THAN $20 

$20 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 

$60 TO $69 .......... . 

$70 TO S79 

$60 TO 

$100 TO $119 

$120 OR MORE 

NO CASH RENT .......... 

MEDIAN 


CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN 

VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED 


DOLLARS 


DOLLARS 


DOLLARS 


DOLLARS 


dollars 


SHERMAN 

SIOUK 

STANTON 

THAYER 

THOMAS 

THURSTON 

VALLEY 

WASH- 

INGTON 

WAYNE 

WEBSTER 

WHEELER 

1 662 

771 

1 746 

3 000 

349 

2 046 

2 136 

3 635 

2 869 

2 055 

373 

1 328 

459 

1 436 

1 807 

186 

1 235 

1 358 

2 393 

1 999 

1 471 

223 

227 

188 

153 

734 

142 

480 

516 

836 

536 

373 

131 

53 

62 


155 

• . ■ 

* • . 

41 

15 

20 

56 

. a . 

54 

62 

157 

304 

21 

331 

221 

391 

314 

155 

19 

39 

21 


233 

20 

240 

103 

144 

81 

34 


146 

124 

326 

311 

61 

300 

349 

731 

610 

247 

94 

1 477 

626 

1 420 

2 456 

266 

1 506 

1 684 

2 760 

2 178 

1 774 

279 

608 

521 

757 

1 237 

162 

781 

705 

1 553 

1 245 

^91 

188 

1 054 

250 

989 

1 763 

187 

1 265 

1 431 

2 082 

1 624 

1 264 

185 

1 001 

564 

1 380 

2 194 

2L2 

1 396 

1 528 

3 219 

2 570 

1 634 

295 

661 

207 

366 

806 

137 

650 

608 

416 

299 

421 

78 

1 033 

333 

1 061 

i 900 

225 

854 

1 006 

2 426 

1 458 

1 281 

260 

277 

251 

403 

452 

62 

660 

641 

827 

1 058 

365 

75 

92 

145 

3B 

111 

. . . 

61 

146 

16 

163 

52 

19 

260 

42 

244 

537 

62 

451 

263 

366 

190 

357 

19 

113 

42 

60 

557 


120 

225 

431 

281 

209 



21 


89 

• t • 

20 

t • • 

152 

42 

76 

* • * 

36 

21 

20 

88 

■ . • 

20 

22 

42 

58 

15 

19 

1 513 

687 

1 666 

2 266 

, 349 

1 686 

1 889 

3 010 

2 468 

1 755 

354 

1 324 

605 

1 366 

2 538 

163 

1 677 

1 527 

3 306 

2 663 

1 794 

262 

17 


20 

1 22 

20 

40 

44 

146 

36 

48 

. * . 

321 

166 

358 

440 

166 

329 

565 

183 

170 

213 

ill 

1 273 

502 

1 210 

2 607’ 

288 

1 509 

1 499 

2 460 

1 975 

1 676 

280 

278 

248 

481 

255 

40 1 

361 

462 

883 

835 

270 

74 

111 

21 

55 

136 

2;i 

i 

176 

175 

284 

59 

109 

19 

513 

126 

468 

1 313 

167 

652 

841 

1 484 

917 

B85 

61 

241 

46 

160 

561 

84 

331 

303 

304 

190 

54B 

45 

118 

39 

188 

350 

46 

185 

304 

292 

124 

197 

12 

68 

29 

40 

212 

12 

50 

107 

290 

171 

75 

4 

43 

4 

44 

120 

17 

54 

60 

177 

174 

36 

. . . 

12 


16 

25 

• , , 

12 

39 

172 

65 

B 

* • . 

7 

8 

12 

12 

e 

... 

16 

120 

108 

9 

. * • 



4 

12 

* . « 

• • • 

• . . 

67 

39 

• • 1 

. • . 

4 



21 

• * • 

16 

12 

41 

34 

12 

t • . 


f $ • 

. * . 


. . • 

4 

• • . 

21 

8 

• • . 

. . . 



4 

... 

... 

... 

... 

* . » 

4 

• . * 

« « . 

5 300 

• • « 

6 000 

5 700 

... 

5 000- 

6 000 

8 800 

9 600 

5 OOO- 

... 

14 

6 

1 . ■ 

21 

4 

9 

16 

• . t 

4 

25 

4 

. . • 

... 

... 

... 




... 




248 

101 

342 

542 

45 

532 

395 

856 

616 

308 

16 

16 

4 

3 

16 

10 

43 

8 

4 

. « . 

« • . 

... 

32 

13 

11 

34 

• t ■ 

66 

48 

27 

16 

4 

. . . 

12 

3 

21 

76 

5 

93 

35 

40 

60 

45 

... 

16 

3 

73 

85 

5 

96 

45 

114 

61 

25 

* • • 

19 

6 

55 

106 

5 

43 

71 

109 

79 

00 

. . » 

55 

11 

39 

76 

15 

38 

51 

158 

124 

16 

... 

30 

... 

37 

38 

• • * 

29 

31 

111 

68 

29 

4 

12 

7 

30 

4 

• • « 

26 

44 

124 

82 

45 

8 

12 

... 

* * * 

3 

• • . 

3 

8 

43 

33 

4 

. « « 


* • • 

3 

3 

• . « 

4 

* . « 

23 

37 

« • . 

. . » 

44 

54 

70 

101 

5 

89 

54 

103 

56 

60 

4 

61 

. • ■ 

55 

51 

. . . 

42 

55 

65 

65 

56 


204 

47 

272 

441 

40 

443 

341 

753 

56C 

> 24e 

; 12 

41 

... 

31 

33 

... 

29 

35 

50 

52 

; 36 


27 

. • a 

* • t 

34 


12 

16 

42 

3! 

> 12 

s ... 

... 

... 

... 

... 

.. . 

• • . 

.. . 

. . . 

. . . 

• • 1 

* • • 


YORK 


4 483 


2 509 
1 195 
173 
606 


114 
61B 
3 551 


1 579 

2 904 


3 905 
578 


3 032 
788 
99 
564 


658 
249 
173 
3 403 


3 532 
114 
837 


3 043 
1 327 
113 


2 078 
607 
428 
357 
248 
122 
147 
44 
88 
33 
4 

7 500 
10 


968 

12 

56 
73 

154 

182 

148 

104 

70 

20 

15 

134 

57 


834 

47 

49 
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State and Small Areas 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics oe Rural-Nonfarm Housing Units, for Counties: 1960 
[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition ik Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Room.s 

Year Stniei. Built 


SUBJECT 

ADAMS 

ANTELOPE 

ARTHUR 

BANNER 

BLAINE 

BOONE 

BOX 

BUTTE 

BOYD 

BROWN 

BUFFALO 

BURT 

BUTLER 

ALL HOUSING UNITS 

973 

2 152 

149 

100 

190 

1 795 

618 

875 

1 240 

2 609 

2 554 

2 423 

TENURE 1 COLOR f AND VACANCY STATUS 













OCCUPIED 

776 

1 679 

106 

42 

119 

1 391 

422 

725 

978 

2 163 

2 207 

1 950 

OWNER OCCUPIED 

4B9 

1 217 

50 

28 

78 

978 

265 

553 

674 

1 438 

1 488 

1 440 

WHITE 

485 

1 217 

50 

20 

78 

978 

253 

553 

674 

1 43B 

1 488 

1 440 

NONWHITE . * . 

4 

. • . 

* T T 

. • . 

. . . 

... 

12 

• • . 

... 

... 

. , . 

1 • • 

RENTER OCCUPIED. .... 

287 

462 

56 

14 

41 

413 

157 

172 

304 

725 

719 

510 

WHITE 

283 

462 

56 

14 

41 

413 

144 

168 

304 

725 

719 

510 

NONWHITE .... ...... 

4 

... 

... 

... 

... 

... 

13 

4 

... 

... 

... 

... 

VACANT 

197 

473 

43 

58 

71 

404 

196 

150 

262 

446 

347 

473 

YEAR ROUND 

167 

363 

30 

41 

42 

367 

132 

122 

108 

314 

295 

422 

SOUND OR DETERIORATING 

134 

285 

18 

33 

26 

323 

99 

97 

89 

224 

233 

331 

available 

50 

71 

2 

2 

3 

66 

24 

31 

32 

38 

76 

102 

FOR sale ONLY 

13 

20 

1 

1 

... 

29 

3 

11 

10 

15 

13 

37 

FOR RENT 

37 

51 

1 

1 

3 

37 

21 

20 

22 

23 

63 

65 

RENTED OR SOLOf AWAITING OCCUPANCY . 

16 

42 

1 

. • * 

. . . 

12 

3 

3 

7 

24 

0 

65 

HELD FOR OCCASIONAL USE. , 

6 

18 

* « . 

3 

4 

7 

1 

2 

5 

8 

9 

5 

HELD FOR OTHER REASONS 

62 

154 

15 

26 

19 

238 

71 

61 

45 

154 

140 

159 

dilapidated. 

33 

78 

12 

8 

16 

44 

33 

25 

19 

90 

62 

91 

SEASONAL 

30 

no 

13 

17 

29 

37 

64 

28 

154 

132 

52 

51 

CONDITION AND PLUMBING 













ALL UNITS 

973 

2 152 

149 

100 

190 

1 795 

618 

875 

1 240 

2 609 

2 554 

2 423 

SOUND * 

661 

1 368 

79 

50 

126 

1 253 

462 

633 

820 

1 954 

1 945 

1 812 

WITH ALL PLUMBING FACILITIES .....* 

592 

1 106 

63 

46 

77 

1 033 

354 

497 

680 

1 749 

1 745 

1 330 

LACKING ONLY HOT WATER 

4 

15 

* . • 

t • • 

• * > 

4 

6 

33 

18 

21 

25 

66 

LACKING OTHER PLUMBING FACILITIES. . . , 

65 

245 

16 

4 

49 

216 

100 

103 

122 

184 

175 

416 

DETERIORATING 

244 

626 

47 

25 

49 

461 

114 

180 

311 

407 

481 

433 

WITH ALL PLUMBING FACILITIES 

64 

246 

18 

. . . 

17 

231 

22 

63 

222 

216 

267 

120 

LACKING ONLY HOT WATER , . 

* t . 

26 

. . * 

5 

. . . 

48 

. . . 

4 

14 

30 

13 

28 

LACKING OTHER PLUMBING FACILITIES, , , , 

160 

354 

29 

20 

32 

182 

92 

113 

75 

241 

201 

285 

DILAPIDATED. .... 

6B 

158 

23 

25 

15 

81 

42 

62 

109 

168 

128 

178 

RENTER OCCUPIED 

287 

462 

56 

14 

41 

413 

157 

172 

304 

725 

719 

510 

SOUND 

211 

263 

24 

14 

38 

241 

121 

118 

152 

527 

493 

455 

WITH ALL PLUMBING FACILITIES 

174 

208 

21 

14 

26 

191 

107 

105 

136 

455 

416 

288 

LACKING SOME OR ALL FACILITIES * . . . « 

37 

55 

3 


12 

50 

14 

13 

16 

72 

77 

167 

DETERIORATING, .... 

64 

167 

25 


3 

161 

36 

28 

120 

165 

190 

55 

WITH ALL PLUMBING FACILITIES 

36 

70 

14 

t • • 

• • • 

105 

9 

4 

92 

80 

134 

25 

LACKING SOME OR ALL FACILITIES . . , . . 

28 

97 

11 

W • • 

3 

56 

27 

24 

28 

85 

56 

30 

DILAPIDATED 

12 

32 



• • w 

... 

11 

... 

26 

32 

53 

36 

« t t 

ALL HOUSING UNITS 

973 

2 152 

149 

100 

190 

1 795 

618 

875 

1 240 

2 609 

2 554 

2 423 

WATER SUPPLY 





i 








HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

729 

1 509 

99 

67 

122 ' 

1 356 

402 

605 

978 

2 099 

2 149 

1 53B 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

56 

298 

14 

17 


241 

51 

82 

103 1 

177 

172 

260 

PIPED WATER OUTSIDE STRUCTURE. 

4 

6 

... 

B 

1 

• t t 

21 

8 

62 

11 ' 

24 

30 

15 

NO PIPED WATER 

184 

337 

36 

a 


177 

157 

126 1 

148 

309 1 

203 

610 

TOILET FACILITIES 













FLUSH TOlLETf EXCLUSIVE USE 

696 

1 549 

88 

64 

94 1 

1 341 

401 

625 

1 013 

2 094 

2 160 

1 593 

FLUSH TOILET » SHARED 

8 

44 

4 

. . . 

... 

49 

21 

16 

24 

49 

53 

30 

OTHER TOILET FACILITIES OR NONE. . , . . , 

269 

559 

57 

36 

96 

405 

196 

234 

203 

466 

341 

800 

BATHING FACILITIES 













BATHTUB OR SHOWER » EXCLUSIVE USE 

724 

1 471 

85 

64 

94 

1 321 

304 

601 

989 

2 082 

2 106 

1 623 

BATHTUB OR SHOWER t SHARED. 

4' 

44 

4 

* • • 

... 

49 

17 

24 

24 

45 

57 

23 

NO BATHTUB OR SHOWER 

245 

1 

637 

60 

36 

96 

425 

217 

250 

227 

482 

391 

777 

SOURCE OF WATER 

1 












PUBLIC SYSTEM OR PRIVATE COMPANY 

4261 

I 626 

... 

9 

35 

1 371 

279 

687 

945 

1 700 

2 137 

1 439 

INDIVIDUAL WELL 

545 1 

488 

159 

98 

148 

359 

296 

173 

232 

779 

369 

816 

OTHER 

30 

47 

... 

... 

5 

45 

37 

15 

59 

93 

60 

35 

SEWAGE DISPOSAL 













PUBLIC SEWER , , , . , 

395 

959 

... 


11 

1 088 

290 

370 

899 

1 454 

1 913 

1 123 

SEPTIC TANK OR CESSPOOL. . • 

375 

781 

132 

85 

89 

332 

128 

296 

194 

637 

375 

472 

OTHER OR NONE 

231 

421 

27 

22 

88 

355 

194 

209 

143 

481 

278 

695 

ROOMS 













I ROOM 

12 

18 

9 

... 


28 

19 

9 

37 

57 

66 

25 

2 ROOMS. 

20 

39 

6 

8 

. . . 

60 

75 

20 

88 

86 

42 

32 

3 ROOMS 

41 

159 

25 

8 

23 

92 

96 

90 

163 

180 

147 

lie 

4 ROOMS 

161 

369 

40 

35 

55 

253 

152 

201 

288 

622 

433 

471 

5 ROOMS . 

206 

582 

37 

16 

50 

460 

147 

240 

363 

769 

505 

621 

6 ROOMS. ........... 

221 

422 

16 

26 

37 

394 

77 

163 

153 

525 

617 

562 

7 ROOMS 

167 

304 

... 

3 

25 

256 

16 

75 

104 

166 

362 

333 

8 ROOMS OR MORE. . 

145 

259 

16 

4 

• . * 

252 

36 

77 

44 

204 

302 

261 

MED I AN 1 













ALL UNITS 

5,7 

5,3 


. . , 

• • . 

5.5 

4,3 

5.0 

4.6 

5,0 

5.5 

5.4 

OWNER OCCUPIED 

5.6 

5,3 

• . . 

* . . 

. . . 

5.7 

4.6 

5.1 

4.9 

5.1 

5,7 

5,7 

RENTER OCCUPIED 

5.6 

5.3 


... 

1 

5.1 

... 

... 

4,4 

4.6 

5.1 

5.0 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 

77 

76 

10 

12 

8 

36 

44 

65 

89 

146 

89 

65 

1950 TO 1954 

32 

91 

10 

11 

8 

35 

40 

56 

113 

124 

137 

61 

1940 TO 1949 

16 

64 

22 

3 

9 

35 

113 

36 

79 

136 

170 

70 

1930 TO 1939 

89 

46 

22 

a 

25 

42 

99 

29 

97 

119 

89 

71 

1929 OR EARLIER 

759 

1 B75 

85 

66 

140 

1 647 

322 

689 

862 

2 084 

2 069 

2 156 


Nebraska 


29-59 


Tabic 31.' — Tenure, Vacancy Status, Condition and Pjaimbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: I960 — Con. 

[Some data based on sample ; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition Sc Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

CASS 

CEDAR 

CHASE 

CHERRY 

CHEYENNE 

CLAY 

COLFAX 

CUMING 

CUSTER 

DAKOTA 

DAWES 

DAWSON 

ALL HOUSING UNITS 

2 515 

2 113 

1 157 

713 

1 415 

2 403 

1 176 

1 318 

2 871 

912 

982 

1 271 

TENURE. COLOR. AND VACANCY STATUS 













occupied . 

2 069 

1 809 

912 

473 

1 142 

2 100 

922 

1 078 

2 073 

749 

747 

807 

OWNER OCCUPIED 

1 436 

1 249 

651 

352 

661 

1 660 

678 

732 

1 520 

514 

458 

429 

WHITE 

1 436 

1 249 

651 

352 

661 

1 656 

678 

732 

1 517 

510 

450 

425 

nonwhite 

• . I 

• • . 




4 



3 

4 

6 

4 

RENTER OCCUPIED 

633 

560 

261 

121 

481 

440 

244 

346 

553 

235 

289 

378 

WHITE. ... 

633 

560 

261 

112 

473 

440 

244 

346 

553 

235 

282 

378 

nonwhite 

... 

... 


9 

3 

... 

... 

... 

... 


7 


VACANT 

446 

304 

245 

240 

273 

303 

254 

240 

798 

163 

235 

464 

YEAR ROUND 

298 

289 

200 

164 

230 

234 

206 

204 

587 

111 

152 

234 

SOUND OR DETERIORATING 

227 

262 

184 

163 

199 

177 

141 

175 

487 

88 

130 

170 

available 

90 

78 

71 

32 

58 

72 

32 

40 

103 

40 

52 

44 

FOR sale only 

23 

25 

30 

7 

11 

26 

14 

5 

51 

12 

11 

9 

FOR rent 

67 

53 

41 

25 

47 

46 

18 

35 

52 

28 

41 

35 

RENTED OR SOLD. AWAITING OCCUPANCY , 

9 

51 

14 

5 

6 

16 

15 

24 

17 

9 

26 

10 

HELD FOR OCCASIONAL USE 

26 

14 

24 

98 

7 

15 

a 

6 

42 

7 

20 

15 

HELD FOR OTHER REASONS 

102 

119 

75 

28 

128 

74 

86 

105 

325 

32 

32 

101 

DILAPIDATED. . 

71 

27 

16 

1 

31 

57 

6S 

29 

100 

23 

22 

64 

SEASONAL . . , , . 

148 

15 

45 

76 

43 

69 

48 

36 

211 

52 

83 

230 

CONDITION AND PLUMBING 













ALL UNITS . . . 

2 515 

2 113 

1 157 

713 

1 415 

2 403 

1 176 

1 318 

2 871 

912 

982 

1 271 

SOUND. 

2 023 

1 541 

1 005 

657 

1 224 

1 920 

827 

1 007 

2 236 

715 

764 

914 

WITH ALL PLUMBING FACILITIES 

1 629 

1 209 

897 

442 

1 140 

1 739 

613 

892 

1 720 

556 

636 

662 

LACKING ONLY HOT WATER 

12 

29 

4 

18 

9 

31 

70 

27 

31 

• • V 

B 

a 

LACKING OTHER PLUMBING FACILITIES. , . . 

382 

303 

104 

197 

75 

150 

144 

68 

485 

159 

120 

244 

DETERIORATING. . * . 

387 

516 

140 

56 

145 

360 

269 

249 

459 

145 

161 

241 

WITH ALL PLUMBING FACILITIES 

153 

292 

36i 

» t . 

76 

1B9 

52 

91 

91 

44 

89 

103 

LACKING 6NLY HOT WATER . , 

7 

26 

32 

. . t 

4 

14 

16 

13 

4 

8 

4 

5 

LACKING OTHER PLUMBING FACILITIES. , . , 

227 

196 

72 

56 

65 

157 

201 

145 

364 

93 

68 

133 

DILAPIDATED 

105 

56 

12 

... 

46 

123 

80 

62 

176 

52 

57 

116 

RENTER OCCUPIED 

633 

560 

261 

121 

461 

440 

244 

346 

553 

235 

289 

378 

SOUND 

480 

350 

257 

121 

413 

346 

172 

276 

430 

153 

213 

266 

WITH ALL PLUMBING FACILITIES 

420 

262 

220 

93 

385 

285 

126 

255 

321 

122 

173 

218 

LACKING SOME OR ALL FACILITIES . . . . . 

60 

88 

37 

28 

28 

61 

46 

21 

109 

31 

40 

48 

DETERIORATING 

106 

196 

4 


56 

72 

72 

62 

96 

67 

69 

69 

WITH ALL PLUMBING FACILITIES 

50 

114 

4i 

. , , 

28 

49 

13 

30 

34 

17 

41 

29 

LACKING SOME OR ALL FACILITIES 

56 

82! 

t • • 

. . . 

28 

23 

59 

32 

62 

50 

28 

40 

DILAPIDATED 

47 

14 

... 

... 

12 

22 

• ■ • 

6 

27 

15 

7 

43 

ALL HOUSING UNITS 

2 515 

2 113 

1 157 

713 

1 415 

2 403 

1 176 

1 318 

2 871 

912 

982 

1 271 

WATER supply 













HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 937 

1 581 

980 

491 

1 265 

2 061 

724 

1 030 

1 931 

647 

705 

B51 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

136 

255 

86 

87 

61 

166 

183 

127 

411 

92 

72 

174 

PIPED WATER OUTSIDE STRUCTURE 

21 

24 

12 

12 

4 

12 

69 

66 

71 

4 

20 

30 

NO PIPED WATER 

421 

253 

79 

123 

83 

164 

200 

95 

458 

169 

105 

216 

TOILET FACILITIES 













FLUSH TOILET. EXCLUSIVE USE 

1 844 

1 683 

1 008 

483 

1 245 

2 065 

789 

1 048 

1 947 

645 

764 

ail 

FLUSH TOILET. SHARED 

52 

31 

9 

19 

28 

23 

4 

13 

16 

16 

34 

4 

OTHER TOILET FACILITIES OR NONE 

619 

399 

140 

211 

142 

315 

383 

257 

908 

251 

184 

456 

bathing FACILITIES 













BATHTUB OR SHOWER. EXCLUSIVE USE 

1 840 

1 577 

973 

472 

1 238 

2 101 

772 

1 032 

1 889 

612 

749 

802 

BATHTUB OR SHOWER. SHARED 

60 

44 

14 

19 

28 

26 

4 

17 

15 

24 

38 

21 

NO BATHTUB OR SHOWER 

615 

492 

170 

222 

149 

276 

400 

269 

967 

276 

195 

448 

SOURCE OF Water 













PUBLIC SYSTEM OR PRIVATE COMPANY 

1 744 

1 655 

875 

410 

981 

1 884 

776 

955 

1 839 

468 

696 

483 

INDIVIDUAL WELL. 

527 

336 

257 

217 

331 

444 

360 

364 

945 

349 

255 

703 

OTHER. 

232 

109 

>.* 

63 

86 

70 

9 

28 

66 

74 

27 

84 

SEWAGE DISPOSAL 













PUBLIC sewer 

1 101 

1 391 

810 

... 

790 

1 700 

674 

843 

890 

263 

635 

136 

SEPTIC TANK OR CESSPOOL 

797 

391 

195 

528 

477 

448 

225 

227 

1 223 

415 

196 

882 

OTHER OR NONE 

605 

318 

127 

162 

131 

250 

246 

277 

737 

233 

145: 

252 

ROOMS 













1 ROOM 

48 

27 

4 

41 

41 

13 

10 

13 

17 

54 

12 

76 

2 ROOMS 

86 

75 

43 

53 

82 

41 

42 

12 

136 

58 

55 

85 

3 ROOMS 

207 

142 

167 

109 

249 

87 

65 

94 

227 

BO 

172 

157 

4 ROOMS 

428 

327 

296 

124 

420 

296 

178 

150 

667 

204 

226 

300 

5 ROOMS. ... 

593 

541 

289 

159 

266 

541 

296 

326 

783 

238 

244 

263 

6 ROOMS 

465 

363 

175 

110 

186 

562 

219 

308! 

529 

141 

115 

195 

7 ROOMS 

422 

369 

90 

61 

95 

371 

189 

223 

263 

95 

91 

107 

8 ROOMS OR MORE 

266 

249 

93 

56 

76 

472 

177 

192 

249 

42 

67 

88 

MEDIAN* 













ALL UNITS 

5,3 

5,4 

4,7 

4.7 

4,3 

5,9 

5,5 

5.7 

5.0 

4.8 

4.6 

4.6 

OWNER OCCUPIED 

5,4 

5,6 

5,2 

5,2 

4.7 

6.0 

5.6 

5.7 

5.1 

4.9 

5. 1 

5.2 

RENTER OCCUPIED 

4.7 

4.9 

4,4 

... 

4.1 

5.7 

5.7 

5.8 

4.8 

4.7 

4.2 

4.8 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 

219 

130 

39 

67 

146 

62 

61 

56 

115 

114 

50 

129 

1950 TO 1954 

149 

137 

108 

30 

158 

44 

43 

76 

123 

67 

64 

58 

1940 TO 1949 

245 

65 

187 

30 

417 

164 

24 

35 

133 

77 

119 

162 

1930 TO 1939 . 

191 

46 

137 

24 

55 

40 

38 

40 

85 

77 

74 

106 

1929 OR EARLIER 

1 711 

1 733 

666 

562 

637 

2 093 

1 010 

1 111 

2 415 

577 

675 

816 


29-60 


State and Small Areas 


Table 31. — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vaciincy Stiitus 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Baching Facilities 
Source of Water 
Sewage DisjXisal 
Rooms 

Year Struct. Built 


SUBJECT 

DEUEL 

DIXON 

DODGE 

DOUGLAS 

DUNDY 

FILLMORE 

FRANKLIN 

FRONTIER 

FURNAS 

GAGE 

GARDEN 

GARFIELD 

ALL HOUSING UNITS. . . 

862 

1 

600 

2 

761 

4' 

975 

954 

2 

369 

1 

358 

946 

2 

236 

2 

478 

79B 

625 

TENURE* COLOR* AND VACANCY STATUS 




















OCCUPIED * 

724 

1 

308 

2 

420 

4 

256 

690 

2 

090 

1 

199 

724 

1 

808 

2 

004 

601 

505 

OWNER OCCUPIED .... 

514 


963 

1 

879 

3 

316 

455 

1 

461 


885 

512 

1 

341 

1 

499 

417 

400 

WHITE 

514 


963 

1 

879 

3 

312 

455 

1 

461 


885 

512 

1 

341 

1 

499 

417 

400 

NONWHITE 

■ • . 


« . * 


. • « 


4 

. . * 


... 


, . * 

• « • 


. * a 


. ■ • 

« » • 

• . • 

RENTER OCCUPIED. 

210 


345 


541 


942 

235 


629 


314 

212 


467 


505 

184 

105 

WHITE 

210 


345 


541 


942 

235 


629 


314 

212 


467 


505 

184 

105 

NONWHITE 

... 


... 


... 


... 

... 


... 


... 

... 




... 

... 

... 

VACANT 

138 


292 


341 


717 

264 


279 


159 

222 


428 


474 

197 

120 

YEAR ROUND 

91 


251 


238 


410 

237 


184 


118 

183 


333 


374 

129 

82 

SOUND OR DETERIORATING 

78 


205 


182 


367 

181 


170 


92 

152 


228 


313 

121 

67 

available* . . 

38 


47 


63 


195 

36 


47 


46 

52 


71 


119 

43 

6 

FOR sale only 

14 


14 


21 


129 

a 


13 


15 

5 


19 


47 

18 

2 

FOR RENT 

24 


33 


42 


66 

28 


34 


31 

47 


52 


72 

25 

4 

RENTED OR SOLD* AWAITING OCCUPANCY , 

7 


11 


30 


93 

6 


19 


15 

6 


7 


17 

6 

2 

HELD FOR OCCASIONAL USE. * .... , 

4 


9 


14 


9 

16 


23 


7 

21 


10 


23 

11 

3 

HELD FOR OTHER REASONS 

29 


138 


75 


70 

123 


81 


24 

73 


140 


154 

61 

56 

DILAPIDATED 

13 


46 


56 


43 

56 


14 


26 

31 


105 


61 

8 

15 

SEASONAL 

47 


41 


103 


307 

27 


95 


41 

39 


95 


100 

66 

38 

CONDITION AND PLUMBING 




















ALL UNITS 

862 

i 

600 

2 

761 

4 

975 

954 

2 

369 

1 

358 

946 

2 

236 

2 

478 

798 

625 

SOUND. .... 

754 

1 

251 

2 

283 

4 

172 

743 

, 1 

798 

1 

087 

596 

1 

606 

1 

938 

709 

266 

WITH ALL PLUMBING FACILITIES . 

688 

1 

043 

2 

042 

3 

860 

630 

1 

529 


978 

510 

1 

457 

1 

548 

597 

229 

LACKING ONLY HOT WATER 

t . . 


45 


20 


12 

21 


51 


8 

... 


25 


51 

4 

* . « 

LACKING OTHER PLUMBING FACILITIES. . . . 

66 


163 


221 


300 

92 


218 


101 

86 


124 


339 

lOB 

37 

DETERIORATING 

96 


287 


398 


619 

150 


504 


195 

260 


483 


440 

82 

298 

WITH ALL PLUMBING FACILITIES ...... 

50 


110 


183 


334 

46 


301 


89 

106 


304 


170 

36 

233 

LACKING ONLY HOT WATER . . 

* . . 


16 


25 


25 

• • a 


11 


4 

4 


13 


4 

. . f 

3 

LACKING OTHER PLUMBING FACILITIES. . . . 

46 


161 


190 


260 

104 


192 


102 

150 


166 


266 

46 

62 

DILAPIDATED, . 

12 


62 


80 


184 

61 


67 


76 

90 


147 


100 

7 

61 

RENTER OCCUPIED. 

210 


345 


541 


942 

235 


629 


314 

212 


467 


505 

184 

105 

SOUND. . . . 

193 


256 


447 


647 

198 


457 


259 

114 


341 


417 

171 

24 

WITH ALL PLUMBING FACILITIES ...... 

164 


212 


378 


588 

172 


367 


220 

97 


288 


332 

154 

24 

LACKING SOME OR ALL FACILITIES 

29 


44 


69 


59 

26 


90 


39 

17 


53 


85 

17 

. . . 

DETERIORATING 

17 


75 


80 


244 

33 


165 


36 

61 


109 


81 

10 

65 

WITH ALL PLUMBING FACILITIES 

8 


34 


54 


156 

25 


lOB 


24 

34 


97 


46 

10 

57 

LACKING SOME OR ALL FACILITIES . . . , « 

9 


41 


26 


88 

a 


57 


12 

27 


12 


35 

... 

8 

DILAPIDATED 

... 


14 


14 


51 

4 


7 


19 

37 


17 


7 

3 

16 

ALL HOUSING UNITS 

862 

1 

600 

2 

761 

4 

975 

954 

2 

369 

1 

358 

946 

2 

236 

2 

478 

798 

625 

WATER supply 




















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

780 

1 

240 

2 

336 

4 

382 

708 

1 

989 

1 

087 

733 

1 

858 

1 

805 

675 

503 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

24 


167 


190 


237 

74 


169 


145 

68 


199 


217 

25 

52 

PIPED WATER OUTSIDE STRUCTURE. ...... 

5 


36 


13 


16 

14 


32 


15 

1 51 


13 


44 

4 

4 

NO PIPED WATER . 

53 


157 


222 


340 

158 


179 


111 

1 114 


166 


412 

94 

66 

TOILET FACILITIES 




















FLUSH TOILET* EXCLUSIVE USE. 

738 

1 

279 

2 

346 

4 

370 

714 

1 

946 

1 

132 

701 

1 

895 

1 

832 

660 

50a 

FLUSH TOILET* SHARED 

34 


31 


30 


59 



47 


4 

42 


30l 


36 

4 

19 

OTHER TOILET FACILITIES OR NONE 

90 


290 


385 


546 

237 


376 


222 

203 


311 


610 

134 

98 

bathing FACILITIES 




















BATHTUB OR SHOWER* EXCLUSIVE USE .... . 

746 

1 

230 

2 

332 

4 

327 

697 

1 

986 

1 

091 

673 

1 

8411 

1 

808 

641 

493 

bathtub or shower* SHARED 

30 


31 


34 


63 

3 


47 


4 

42 


30| 


32 

4 

19 

NO BATHTUB OR SHOWER 

86 


339 


395 


585 

254 


336 


263 

231 


365 


638 

153 

113 

SOURCE OF water 




















PUBLIC SYSTEM OR PRIVATE COMPANY 

685 

1 

247 

1 

889 

3 

499 

671 

i 

939 

1 

166 

752 

1 

900 

1 

731 

395 

468 

INDIVIDUAL WELL 

157 


334 


772 

1 

442 

230 


408 


131 

204 


269 


703 

418 

130 

OTHER 

10 


25 


87 


59 

54 


10 


22 

5 


45 ' 


52 

4 

9 

SEWAGE DISPOSAL 




















PUBLIC SEWER 

658 


939 

1 

853 

2 

158 

536 

1 

515 


614 

473 

1 

496 

1 

135 

538 

468 

SEPTIC TANK OR CESSPOOL 

124 


417 


570 

2 

353 

184: 


574 


568 

329 


507 1 


748 

182 

28 


70 


250 


325 


4 89 

235 i 


266 


157 

159 


211 


603 

97 

111 

ROOMS 




















1 ROOM 

25 


5 


26 


150 

11 


51 


4 

1 

65 


25 


4 

15 

. 1 . 

2 ROOMS 

31 


47 


142 


219 

61 


33 


26 

9 


77 


66 

71 

26 

3 ROOMS 

90 


87 


241 


678 

92 


134 


86 

52 


146| 


96 

104 

37 

4 ROOMS 

180 


211 


397 


931 

279 


380 


331 

212 


406 


376 

202 

183 

5 ROOMS 

218 


386 


694 

1 

500 

210 


594 


344 

237 


771 


744 

195 

159 

6 ROOMS 

177 


371 


583 


881 

171 


496 


227 

223 


3B0; 


602 

137 

120 

7 ROOMS 

69 


261 


395 


387 

60 


36B 


192 

66 


211 ' 


289 

40 

42 

6 ROOMS OR MORE 

72 


232 


283 


229 

70 


311 


148 

62 


220 


301 

34 

58 

MEDIANj 




















ALL UNITS . , 

5.0 


5,7 


5.3 


4.8 

4,7 


5.5 


5.2 

5.1 


5 . 1 ' 


5,4 

4,5 

4.9 

OWNER OCCUPIED 

5.4 


6.0 


5.5 


5.0 

5.2 


5.7 


5.3 

5.6 


5,3 


5,5 

4.8 

5,1 

RENTER OCCUPIED 

4.3 


4.7 


5,0 


4,4 

4.1 


5,0 


4.9 

4.5 


4.9 


5.4 

... 

... 

year STRUCTURE BUILT 




















1955 TO MARCH I960 

48 


49 


350 

2 

033 

26 


16L 


33 

12| 


64' 


94 

70 

37 

1950 TO 1954 

68 


76 


341 


526 

69 


69 


52 1 

43 


96 


50 

92 

48 

1940 TO 1949 

95 


48 


129 


585 

127 


93 


90 

56, 


79, 


104 

95 

57 

1930 TO 1939 

37 


30 


97 


311 

92 


142 


60 1 

38 1 


76! 


70 

131 

36 

1929 OR EARLIER 

614 

1 

397 

1 

844 

1 

520 

640 

1 

904 

1 

123 1 

797 

1 

1 

921 

2 

152 

410 

447 


Nebraska 


29-61 


Tabic 31.— Tenuri!, Vacancy Status. Cx)ndition and Pj.umbino Facilities andJtructural 
Characteristics or Rurae-Nonfarm Housino Units, tor Counties. 1960 Con. 

[Some data hascd on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supfily 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


all housing units 

TENURE I COLOR. AND VACANCY STATUS 


OCCUPIED 

OWNER OCCUPIED , 
WHITE. . . . . 
NONWHITE . . . 
RENTER OCCUPIED, 
WHITE. . . . . 
NONWHITE . . . 


GOSPER GRANT 


VACANT . . . • 

YEAR ROUND . 

SOUND OR DETERIORATING 

available. . • • 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLO. AWAITING OCCUPANCY 
held for OCCASIONAL USE. ..... 
HELD FOR OTHER REASONS 
dilapidated. 

SEASONAL 

CONDITION AND PLUMBING 

ALL UNITS 
SOUND 

WITH ALL PLUMBING FACILITIES 
LACKING ONLY HOT WATER . . • 

LACKING OTHER PLUMBING FACILITIES, 

DETERIORATING * • • • • ' 

WITH ALL PLUMBING FACILITIES . . . 
LACKING ONLY HOT WATER » . • » » 
LACKING OTHER PLUMBING FACILITIES 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


342 

182 

244 

128 

244 

128 

98 

54 

94 

54 

4 

... 

66 

71 ' 

61 

27 

47 

23 

21 

2 

16 

t . . 

5 

2 

4 

« , . 

2 

« « . 



ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE ' 
PIPED WATER OUTSIDE STRUCTURE 
NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE 
FLUSH TOILET. SHARED . . . 

OTHER TOILET FACILITIES OR NONE 


BATHTUB OR SHOWER. EXCLUSIVE USE 
bathtub or SHOWER. SHARED 

NO bathtub or shower 


PUBLIC SYSTEM OR PRIVATE COMPANY 
INDIVIDUAL WELL 
OTHER 


PUBLIC SEWER 
SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


ROOM 
ROOMS 
ROOMS 
ROOMS 
ROOMS 
ROOMS 
ROOMS 

8 ROOMS OR MORE 
MED I an I 

ALL UNITS. . . . 
OWNER OCCUPIED 
renter OCCUPIED 


1955 TO MARCH I960 
1950 TO 1954 
1940 TO 1949 
1930 TO 1939 
1929 OR EARLIER 


29-62 


State and Small Areas 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is leas than 200] 


Tenure by Color, 
Vacmey Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Sou tee of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


subject 

JOHNSON 

KEARNEY 

KEITH 

KEYA 

PAHA 

KIMBALL 

KNOX 

LAN- 

CASTER 

LINCOLN 

LOGAN 

LOUP 

MC- 

PHERSON 

MADISON 

ALL HOUSING UNITS 

1 

470 

1 

417 

739 

240 

735 

2 

626 

2 

862 j 

2 

675 

234 

178 

113 

2 489 

TENURE! COLOR! AND VACANCY STATUS 


















OCCUPIED , 

1 

248 

1 

249 

547 

148 

635 

2 

199 

2 

447 1 

1 

822 

160 

106 

62 

2 064 

OWNER OCCUPIED 


548 


850 

377 

103 

466 

1 

584 

1 

609 

1 

331 

95 

77 

45 

1 392 

WHITE 


848 


858 

377 

103 

462 

1 

577 

1 

805 

1 

323 

95 

77 

45 

1 392 

NONWHITE 


■ . * 


* * * 

. . . 

. • * 

4 


7 


4 


8 

• * * 

. * . 

• • * 

• .* 

RENTER OCCUPIED 


400 


391 

170 

45 

169 


615 


638 


491 

65 

29 

17 

672 

WHITE 


400 


387 

170 

45 

165 


571 


634 


487 

65 

29 

17 

672 

NONWHITE . 


... 


4 

... 

... 

4 


44 


4 


4 

••• 

... 

... 

... 

VACANT 


222 


168 

192 

92 

100 


427 


415 


853 

74 

72 

51 

425 

YEAR ROUND 


158 


112 

101 

64 

87 


321 


343 


591 

69 

48 

51 

335 

SOUND OR DETERIORATING 


116 


78 

94 

40 

80 


266 


269 


526 

54 

38 

34 

281 

available. . 


56 


34; 

16 

8 

32 


45 


87 


120 

14 

6 

9 

74 

FOR SALE ONLY 


28 


8 

7 

3 

7 


24 


23 


33 

6 

1 

■ t . 

26 

FOR RENT 


28 


26 1 

9 

5 

25 


21 


64 


87 

8 

5 

9 

4B 

RENTED OR SOLD! AWAITING OCCUPANCY . 


8 


5 

6 

* « ■ 

10 


30 


15 


5 

3 

12 

3 

14 

HELD FOR OCCASIONAL USE 


6 


4 

31 

5 

3 


16 


42 


224 

10 

i 

16 

7 

HELD FOR OTHER REASONS 


46 


35 

41: 

27 

35 


175 


125 


177 

27 

19 

6 

186 

dilapidated 


42 


34 

7 

24 

7 


55 


74 


65 

15 

10 

17 

54 

SEASONAL . . . . 


64 


56 

91] 

26 

13 


106 


72 


262 

5 

24 

... 

90 

CONDITION AND PLUMBING 


















ALL UNITS 

1 

470 

1 

417 

739 

240 

735 

2 

626 

2 

855 

2 

675 

234 

170 

113 

2 489 

SOUND* . . . . . 


812 

1 

111 

583 

72 

633 

2 

110 

2 

143 

1 

975 

116 

144 

46 

1 833 

WITH ALL PLUMBING FACILITIES 


700 

1 

034 

483 

63 

605 

1 

620 

1 

697 

1 

484 

88 

111 

40 

1 608 

LACKING ONLY HOT WATER **«...... 


e 


9 

a a * 

« • > 

t . « 


54 


49 


29 

* * * 

... 


65 

LACKING OTHER PLUMBING FACILITIES. , . . 


104 


60 

100 

9 

28 


436 


397 


462 

28 

33 

6 

160 

DETERIORATING 


522 


234 

130 

113 

92 


368 


593 


492 

112 

3« 

30 

554 

WITH ALL PLUMBING FACILITIES 


340 


149 

60 

63 

56 


131 


291 


202 

72 

4 

9 

287 

LACKING ONLY HOT WATER ......... 


21 


9 

3 

4 

• * . 


20 


28 


* * a 

... 

* * . 

6 

34 

LACKING OTHER PLUMBING FACILITIES. , . . 


161 


76 

67 

46 

36 


217 


274 


290 

40 

30 

23 

233 

DILAPIDATED 


136 


72 

26 

55 1 

10 


148 


119 


208 

6 

... 

29 

102 

RENTER OCCUPIED 


400 


391 

170 

45, 

169 


615 


638 


491 

65 

29 

17 

672 

SOUND 


196 


302 

12B 

20 ' 

125 


472 


391 


354 

37 

29 

9 

494 

WITH ALL PLUMBING FACILITIES 


153 


259 

110 

15 

125 


324 


311 


297 

33 

14 

9 

425 

LACKING SOME OR ALL FACILITIES 


43 


43 

16 

5, 

• . * 


148 


80 


57 

4 

15 

. « . 

69 

DETERIORATING 


170 


67 

38 

20 

40 


90 


225 


109 

28 

. . . 

4 

158 

WITH ALL PLUMBING FACILITIES 


113 


53 

26 

20 

25 


57 


124 


59 

20 

. . . 

. * « 

105 

LACKING SOME OR ALL FACILITIES 


57 


14 

12 


15 


33 


101 


50 

8 

• . f 

4 

53 

DILAPIDATED 


34 


22 

4 

5 

4 


53 


22 


28 

... 

... 

4 

20 

ALL HOUSING UNITS 

1 

470 

1 

417 

739 

240 j 

735 

2 

626 

2 

662 

2 

675 

234 

178 

113 

2 489 

water SUPPLY 


















HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

1 

175 

1 

250 

578 

137 

675 


923 

2 

124 

1 

869 

178 

123 

49 

1 996 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


127 


62 

69 

32 

20 


263 


273 


212 

26 

4 

29 

285 

PIPED WATER OUTSIDE STRUCTURE 


20 


4 

12 

7 

4 


38 


35 


12 

• * * 

* * • 

* * * 

36 

NO PIPED WATER 


148 


101 

80 

64 

36 


402 


423 


582 

28 

51 

35 

172 

TOILET FACILITIES 


















FLUSH TOILET! EXCLUSIVE USE 

1 

182 

1 

257 

580 

141 

667 

1 

945 

2 

121 

1 

798 

168 

115* 

55 

2 098 

FLUSH TO I LET 1 SHARED 


31 


36 

4 


... 


112 


33 


29 

* • . 

. * . 

. • * 

27 

OTHER TOILET FACILITIES OR NONE 


257 


124 

155 

99 

68 


569 


701 


848 

66 

63 1 

58 

364 

BATHING FACILITIES 


















bathtub or SHOWER I EXCLUSIVE USE 

1 

149 

1 

247 

554 

141 

661 

1 

869 

2 

140 

1 

761 

160 

115 

59 

2 006 

BATHTUB OR SHOWER. SHARED 


31 


35 

9 


6 


84 


29 


29 

• * * 


. * * 

24 

NO BATHTUB OR SHOWER ...... 


290 


135 

176 

99 

68 


653 


686 


885 

74 

63 

54 

459 

SOURCE OF WATER 


















PUBLIC SYSTEM OR PRIVATE COMPANY 

1 

123 

1 

131 

364 

133 

410 

2 

074 

1 

138 


780 

126 

... 


1 763 

INDIVIDUAL WELL 


317 


282 

319 

82 

317 


439 

1 

602 

1 

468 

88 

179 

112 

690 

OTHER 


19 


17 

57 

33 

5 


110 


93 i 


389 

25 

... 


30 

SEWAGE DISPOSAL 


















PUBLIC SEWER , 


9B7 


974 

308 

4 

438 

1 

816 


645 


187 

65 

... 

! 

1 620 

SEPTIC TANK OR CESSPOOL 


196 


336 

273 

152 

259 


402 

1 

560 j 

1 

746 

111 

123 

112 

565 

OTHER OR NONE , 


276 


120 

159 

92 

35 


405 


62b' 


704 

63 

56 

... 

298 

ROOMS 


















1 ROOM 


4 


29 

14 


8 


45 


60 


197 

7 

... 

* f * 

64 

Z ROOMS. . 


21 


39 

41 

**3 

25 


148 


53 


256 

4 

4 

13 

64 

3 ROOMS 


64 


82 

92 

12 

136 


179 


214 


330 

29 

4 

20 

122 

4 ROOMS . . 


287 


236 

206 

77 

295 


472 


547 


743 

67 

53 

43 

436 

5 ROOMS 


396 


385 

159 

59 

115 


632 


726 


583 

78 

56 

14 

602 

6 ROOMS 


308 


311 

109 

49 

72 


536 


629 


330 

23 

18 

6 

506 

7 ROOMS. 


225 


180 

53 

13 

56 


329 


351 


119 

8 

18 

* . * 

377 

8 ROOMS OR MORE 


165 


155 

65 

27 

28 


285 


275 


109 

18 

25 

17 

318 

MEOIANI 


















ALL UNITS 


5.4 


5.3 

4.6 

5,0 

4.2 


5.2 


5.3 


4.2 

4.6 

* . * 

* • « 

5.4 

OWNER OCCUPIED 


5.5 


5.4 

5.0 


4.1 


5.4 


5*2 


4.7 

... 

... 

* . * 

5.6 

RENTER OCCUPIED. .... 


5.0 


5.3 





4.B 


5.2 


4.3 

... 

... 

... 

5.2 

YEAR STRUCTURE BUILT 


















1955 TO MARCH 1960 


48 


147 

90 

a 

274 


125 


431 


377 

... 

11 

11 

162 

1950 TO 1954 


71 


82 

73 

B 

115 


142 


174 


386 

14 

22 

16 

142 

1940 TO 1949 


77 


83 

86 

9 

23 


103 


205 


466 

8 

a 

3 

66 

1930 TO 1939 


124 


57 

72 

12 

66 


112 


155 


283 

19 

4 

25 

83 

1929 OR EARLIER 

1 

150 

1 

048 

418 

203 

237 

2 

144 

1 

890 

1 

163 

193 

133 

58 

2 036 



Nebraska 
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Table 31. — TiiNURi-:, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

MERRICK 

MORRILL 

NANCE 

NEMAHA 

NUCKOLLS 

OTOE 

PAWNEE 

PERKINS 

PHELPS 

PIERCE 1 

PLATTE 

ALL HOUSING UNITS, , , 

1 

902 

1 

651 

1 204 

1 

335 

981 

1 

782 

1 

205 

912 

642 

1 

74B 

p- 

1 

807 

TENURE! COLOR! AND VACANCY STATUS 



















OCCUPIED 

1 

612 

1 

255 

978 


087 

735 

1 

363, 


935 

693 

501 

1 

557 

1 

420 

OWNER OCCUPIED . , • . 

1 

114 


807 

720 


621 

529 


962 


705 

503 

367 

1 

050 

1 

044 

WHITE 

1 

110 


807 

720 


617 

529 


962 


705 

503 

367 

1 

050 

1 

044 

NONWHITE 


4 


t - 1 

1 ■ t 


4 

... 


1 t r 









RENTER OCCUPIED 


498 


448 

258 


266 

206 


401 


230 

190 

134 


507 


376 



498 


440 

250 


266 

206 


401 


230 

190 

134 


507 


376 

NONVIHITE 


... 


a 

... 


... 

... 


... 


... 

... 






VACANT . 


290 


396 

226 


448 

246 


419 


350 

1 219 

141 


191 


387 

YEAR ROUND 


218 


152 

206 


326 

201 


331 


287 

1 177 

107 


140 


265 

SOUND OR DETERIORATING 


154 


121 

180 


225 

172 


253 


225 

; 105 

100 


113 


182 

AVAILABLE 


57 


66 

44 


54 

61 


76 


36 

27 

28 


37 


42 

FOR SALE ONLY. ... 


14 


10 

IB 


21 

16 


33 


15 

' 6 

11 


12 


10 

FOR RENT 


43 


56 

26 


33 

45 


43 


21 

21 

17 


25 


32 

RENTED OR SOLDt AWAITING OCCUPANCY , 


6 


8 

15 


6 

16 


39 


16 

27 

9 


9 


11 

HELD FOR OCCASIONAL USE, , 


4 


B 

17 


11 

7 


30 


9 

21 

B 


9 


11 

HELD FOR OTHER REASONS 


87 


39 

104 


152 

86 


108 


164 

30 

55 


58 


lie 

DILAPIDATED 


64 


31 

26 


101 

29 


70 


62 

72 

7 


27 


03 

SEASONAL 


72 


244 

20 


122 

45 


aa 


63 

42 

34 


51 


122 

CONDITION AND PLUMBING ' 



















ALL UNITS , , ,1 

1 

902 

1 

651 

1 204 

1 

335 

981 

1 

782 

1 

285 

912 

642 

1 

748 

1 

807 

SOUND 

1 

271 

1 

388 

922 


665 

772 

1 

276 


721 

717 

476 

1 

166 

1 

351 

WITH ALL PLUMBING FACILITIES 

1 

164 

1 

125 

764 


473 

643 

1 

047 


611 

693 

441 

1 

049 

1 

224 

LACKING ONLY HOT WATER 


22 


7 

25 


16 

16 


24 



8 



6 


15 

LACKING OTHER PLUMBING FACILITIES. . , .1 


85 


256 

133 


176 

113 


205 


ilo 

16 

35 


129 


112 

DETERIORATING 1 


510 


203 

250 


474 

170 


377 


468 

no 

153 


513 


338 

WITH ALL PLUMBING FACILITIES j 


339 


75 

140 


129 

24 


123 


165 

66 

72 


239 


143 

LACKING ONLY HOT WATER I 


22 


1 . ■ 

6 


36 

• ■ . 


19 


27 

12 

« « « 


33 


13 

LACKING OTHER PLUMBING FACILITIES. . , , 


149 


12B 

102 


309 

146 


235 


276 

32 

81 


241 


182 

DILAPIDATED 


121 


60 

32 


196 

39 


129 


96 

65 

13 


49 


118 

RENTER OCCUPIED 


498 


448 

258 


266 

206 


401 


230 

190 

134 


507 


376 

SOUND 


276 


393 

182 


172 

172 


286 


158 

16B 

68 


296 


256 

WITH ALL PLUMBING FACILITIES 


259 


317 

138 


133 

120 


194, 


135 

160 

64 


224 


229 

LACKING SOME OR ALL FACILITIES 


17 


76 

44 


39 

52 


94 1 


23 

6 

4 


72 


27 

DETERIORATING 


187 


47 

72 


76 

34 


95 


68 

18 

66 


199 


112 

WITH ALL PLUMBING FACILITIES 


133 


19 

40 


50 

8 


43 


29 

14 

32 


84 


60 

LACKING SOME OR ALL FACILITIES 


54 


28 

32 


2B 

26 


52' 


39 

4 

34 


115 


52 

DILAPIDATED 


35 


8 

4 


16 

... 


is. 


4 

4 

... 


12 


B 

ALL HOUSING UNITS. .... 

1 

902 

1 

651 

1 204 

1 

335 

981 

1 

782 

1 

285 

912 

642 

1 

748 

1 

807 

WATER SUPPLY 



















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

i 

569 

1 

299 

961 


695 

701 

1 

205 


BOO 

' 793 

543 

1 

355 

1 

430 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


101 


106 

101 


130 

09 


127 


114 


50 


170 


150 

PIPED WATER OUTSIDE STRUCTURE 


8 


20 

. , , 


28 

30 


19 


20 

1 

! 

... 


30 


» » * 

NO PIPED WATER 


204 


226 

142 


474 

161 


431 


351 

07 

49 


193 


227 

TOILET FACILITIES 



















flush TOILETi EXCLUSIVE USE 

1 

599 

1 

239 

945 


705 

703 

1 

249 


806 

805 

538 

1 

379 

1 

457 

FLUSH TOILETi SHARED 


41 


63 

26 


30 

15 


19 


12 

• * » 

14 


4 


* • . 

OTHER TOILET FACILITIES OR NONE 


262 


349 

231 


600 

263 


514 


467 

107 

90 


365 


370 

BATHING FACILITIES 













1 






BATHTUB OR SHOWERi EXCLUSIVE USE .... . 

1 

588 

1 

219 

945 


690 

694 

1 

229 


822 

801 

517 

1 

341 

1 

430 

BATHTUB OR SHOWERi SHARED 


41 


63 

26 


26 

15 


15 


12 

... 

18 


4 


* * * 

NO BATHTUB OR SHOWER 

1 

273 


369 

231 


619 

272 


538 


451 

Ill 

107 


403 


377 

SOURCE OF water 



















PUBLIC SYSTEM OR PRIVATE COMPANY 

1 

229 

1 

132 

975 


581 

622 

1 

201 


839 

734 

468 

1 

203 


805 

INDIVIDUAL WELL 


567 


487 

lea 


518 

357 


405 


401 

137 

155 


520 


938 

OTHER 


96 


59 

28 


217 

9 


100 


29 

41 

10 


25 


82 

SEWAGE DISPOSAL 



















PUBLIC SEWER . . 

1 

046 

1 

141 

802 


396 

301 


732 


520 

575 

322 

1 

151 


703 

SEPTIC TANK OR CESSPOOL 


602 


193 

158 


391 

474 


542 


336 

238 

232 


395 


795 

OTHER OR NONE 


244 


344- 

231 


530 

213 


512 


413 

99 

79 


202; 


327 

ROOMS 



















1 ROOM 


57 


16 

9 


4 

a 


21 


... 

25 

8 


16 


29 

2 ROOMS, . 


86 


153 

26 


46 

8 


45 


31 

13 

21 


34 


79 

3 ROOMS 


110 


246 

72 


127 

48 


112 


76 i 

88 

43 


101 


130 

4 ROOMS 


234 


416 

217 


317 

149 


344 


162 1 

206 

147 


323 


251 

5 ROOMS 


625 


399 

319 


318 

297 


498 


349 

104 

144 


449 


442 

6 ROOMS 


383 


231 

216 


210 

271 


346 


317 

237 

155 


356 


383 

7 ROOMS 


229 


104 

190 


140 

102 


249 


203' 

52 

65 


263 


231 

8 ROOMS OR MORE 


178 


66 

155 


173 

98 


167 


147, 

107 

59 


206 


262 

MED I AN 1 












1 







ALL UNITS 


5*2 


4.5 

5.4 


5.0 

5.4 


5.2 


5.6 

5.2 

5.2 


5,4 


5.4 

OWNER OCCUPIED 


5.5 


4.9 

5.6 


5.3 

5.6 


5.2 


5.8 

5.6 

5.1 


5.3 


5.4 

RENTER OCCUPIED 


5.0 


4.1 

5.1 


4.9 

5.2 


5.3 


5.4 

... 

... 


5.7 


5.6 

YEAR STRUCTURE BUILT 



















1955 TO MARCH i960 


86 


76 

62 


52 

47 


118 


# . • 

83 

45 


96 


40B 

1950 TO 1954 


65 


98 

60 


37 

24 


158 


42 

86 

48 


112 


137 

1940 TO 1949 


50 


101 

27 


24 

15 


87 


28 

81 

45 


B2 


75 

1930 TO 1939 


50 


19B 

64 


44 

4 


120 


26 

97 

13 


159 


95 

1929 OR EARLIER 

1 

651 

1 

098 

991 

1 

178 

891 

1 

299 

1 

169 

565 

491 

1 

299 

1 

092 


29-64 


State and Small Areas 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supfily 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


.K 

RED 

WILLOW 

RICH- 

ARDSON 

ROCK 

SALINE 

SARPY 

SAUNDERS 

601 

910 

1 765 

565 

2 382 

3 581 

2 723 

298 

725 

1 320 

460 

1 901 

3 291 

2 263 

039 

516 

868 

308 

1 487 

2 096 

1 594 

039 

516 

064 

304 

1 487 

2 092 

1 594 

. . . 

... 

4 

4 

... 

4 

. a * 

259 

209 

452 

152 

414 

1 195 

669 

259 

205 

452 

148 

414 

1 183 

669 


4 

... 

4 

... 

12 

... 

303 

IBS 

445 

105 

481 

290 

460 

216 

148 

336 

91 

339 

257 

356 

131 

105 

262 

79 

254 

242 

253 

25 

32 

67 

22 

78 

151 

89 

12 

11 

10 

10 

45 

34 

29 

13 

21 

57 

12 

33 

117 

60 

11 

7 

9 

1 

5 

63 

27 

6 

3 

14 

2 

2 

11 

30 

89 

63 

172 

54 

169 

17 

107 

65 

43 

74 

12 

85 

15 

103 

87 

37 

109 

14 

142 

33 

104 

601 

910 

1 765 

565 

2 382 

3 501 

2 723 

198 

399 

1 146 

486 

1 699 

3 056 

1 893 

103 

371 

873 

409 

1 424 

2 875 

1 600 

26 


16 

7 

55 

13 

43 

67 

28 

257 

70 

220 

168 

250 

291 

408 

476 

75 

566 

449 

648 

187 

312 

156 

12 

259 

272 

269 

18 

4 

27 

3 

4 

24 

37 

86 

92 

293 

60 

303 

153 

342 

112 

103 

143 

4 

117 

76 

182 

259 

209 

452 

152 

414 

1 195 

669 

194 

85 

267 

131 

306 

1 021 

419 

163 

81 

215 

120 

244 

973 

360 

31 

4 

52 

11 

62 

40 

59 

47 

102 

158 

17 

99 

147 

214 

37 

66 

68 

. . « 

64 

124 

127 

10 

16 

90 

17 

35 

23 

87 

le 

22 

27 

4 

9 

27 

36 

601 

910 

1 765 

565 

2 3B2 

3 581 

2 723 

385 

1 

723 

1 iOl 

433 

1 733 

3 231 

2 025 

97 

64 

223 

75 

201 

177 

315 

10 

16 

12 

■ t . 

21 

251 

34 

109 

107 

429 

57 

427 

148 

349 

. 394 

731 

1 131 

450 

1 777 

3 238 

2 061 

18 



• . . 

16 

37 

28 

189 

179 

634 

115 

589 

306 

634 

L 400 

729 

1 139 

435 

1 771 

3 215 

2 020 

18 

. . • 

• . . 

« • . 

16 

41 

36 

183 

181 

626 

130 

595 

325 

659 

L 333 

624 

1 086 

415 

1 73B 

2 90S 

1 971 

248 

305 

642 

136 

578 

643 

665 

44 

11 

55 

19 

64 

49 

126 

L 209 

261 

517 

333 

1 304 

2 113 

1 314 

292 

512 

819 

192 

646 

1 207 

836 

124 

167 

447 

45 

430 

280 

612 

33 

22 

8 

4 

9 

86 

46 

4 

27 

20 

15 

43 

81 

76 

56 

77 

113 

44 

144 

266 

197 

227 

218 

315 

147 

413 

1 222 

469 

334 

296 

482 

173 

582 

1 216 

665 

364 

153 

385 

102 

524 

363 

544 

297 

58 

202 

49 

33S 

186 

, 450 

286 

59 

240 

31 

332 

159 

' 276 

5,9 

4.9 

5.4 

4.9 

5.5 

4.6 

. 5.4 

5.9 

4.9 

5.5 

5.0 

5.7 

4.6 

5.4 

6.0 

4.6 

5.2 


5.5 

4.6 

1 5.2 

45 

83 

50 

23 

96 

> 1 212 

196 

68 

59 

68 

64 

loe 

1 838 

i 128 

48 

52 

20 

31 

35 

i 301 

178 

53 

54 

43 

20 

112 

1 216 

1 95 

1 387 

662 

1 584 

427 

2 031 

1 014 

2 126 


SCOTT S 
BLUFF 


ALL HOUSING UNITS . . . . 

TENURE 1 COLOR 1 AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED * 

WHITE 

NONWHITE . 

RENTER OCCUPIED 

WHITE 

NONWHITE 

VACANT 

YEAR ROUND • • 

SOUND OR DETERIORATING 

AVAILABLE 

for sale ONLY. .... 

for rent 

RENTED OR SOLDt AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE. , 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 

CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. , . 

DETERIORATING, ....... 

WITH ALL PLUMBING FACILITIES ..... 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND. 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES .... 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED 

ALL HOUSING UNITS . 

WATER SUPPLY 

HOT and cold PIPED WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE » 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER «... 


TOILET FACILITIES 


FLUSH TOILETt EXCLUSIVE USE, . , 

FLUSH TOILETi SHARED 

OTHER TOILET FACILITIES OK NONE. 

bathing facilities 

BATHTUB OR SHOWER* EXCLUSIVE USE 
bathtub or SHOWER* SHARED. . . . 
NO bathtub OR SHOWER 


SOURCE OF water 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER ...... 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


ROOM 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

8 ROOMS OR MORE. . . 
MED I AN I 

ALL UNITS 

OWNER OCCUPIED . 
RENTER OCCUPIED. 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . ♦ , 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


2 602 
1 607 
1 602 
5 

995 

974 

21 

923 

414 

360 

143 

44 

99 

28 

53 
136 

54 
509 


3 525 
2 710 
2 188 
32 
490 
618 
213 
4 

4011 

197 

995 

753' 

626 

127 

172 

97 

75 

70 


1 647 
1 112 
1 108 
4 

535 

535 


351 

276 

206 

82 

45 

37 

5 

13 

106 

70 

75 


3 525 


2 647 
240 
97 
541 


2 513 
186 
826 


481 

186 

858 


1 757 
1 566 
194 


832 

949 

736 


198 

362 

601 

990 

694 

361 

176 

143 

4.1 

4,8 

4,0 


368 
292 
459 
555 
1 851 


256 

086 

16 

154 

604 

321 

3 

280 

138 

535 

336 

290 

46 

179 

128 

51 

20 


480 

130 

18 

370 


1 485 
513 


1 590 
1 014 
1 006 
8 

576 

524 

52 

498 

256 

195 

58 

11 

47 

6 

14 

117 

61 

242 


OBB 

652 

453 

31 

168 

327 

168 

B 

151 

109] 

576 

473 

438 

35 

99 

59 

40 

4 


686 

170 

15 

217 


1 715 
53 
320 


968 

933 

109 


803 

697 

510 


44 

7 

115 

340 

486 

414 

377 

215 

5.5 

5.5 

5 


136 

73 

84 

79 

1 626 


680; 

53| 

355 


5951 

4231 

78' 


1 564 
262 
270 


69 

152 

235 

490 

454 

319 

220 

149 

4.7 

5.1 

4.6 


134 
156 
254 
232 
1 312 


816 

568 

568 

248 

248 


356 

349 

267 

41 

12 

29 

31 

17 

178 

82 

7 


1 172 
876 
637 
29 
210 
225 
81 
15 
129 
71 

246 

193 

129 

64 

51 

31 

20 

4 


776 

166 

13 

217 


769 

20 

383 


778 

16 

370 


770 

371 

42 


511 

330 

342 


20 

37 

77 

233 

290 

272 

143 

100 

5.3 

5.1 

5.2 


24 
38 
50 
57 
1 003 


Nebraska 


29-65 


Tabic 31. — TENURii, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rlirai.-Nontarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200J 


Tenure by Color, 
Vaciincy Status 
Condition 8c. Plumb. 
Water Supply 
Toilet Facilities 


Baching Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS 

TENURE* COLOR* AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

NONWHITE . 

RENTER OCCUPIED 

WHITE. 

nonwhite 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY. 

FOR RENT 

RENTED OR SOLD* AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS. ... 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. ... 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER . . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

•LACKING SOME OR ALL FACILITIES .... 

DETERIORATING. ... 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . ( 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER < 

TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE 

FLUSH TOILET* SHARED . 

OTHER TOILET FACILITIES OR NONE 

bathing FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE , 

BATHTUB OR SHOWER* SHARED 

NO BATHTUB OR SHOWER 

SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY .... 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL, 
OTHER OR NONE 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE. 

MEDIANI 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 ......... 

1930 TO 1939 

1929 OR earlier 


SIOUX 

STANTON 

THAYER 

THOMAS 

THURSTON 

valley 

WASH- 

INGTON 

WAYNE 

WEBSTER 

WHEELER 


477 

1 083 

Z 266 

302 

1 497 

1 570 

1 125 

662 

1 466 

223 


286 

894 

1 922 

224 

1 297 

1 275 

955 

464 

1 255 

100 


187 

552 

1 360 

179 

765 

880 

608 

307 

947 

84 


187 

552 

i 380 

179 

666 

aeo 

608 

307 

947 

84 


* * . 

... 

. • . 

. « . 

99 

. • . 

* « * 

. • * 

• . • 

• . • 


101 

342 

542 

45 

532 

395 

347 

157 

308 

16 


97 

342 

542 

45 

397 

395 

347 

157 

308 

16 


4 

... 

... 

... 

135 

... 

... 

... 

... 

... 


189 

189 

344 

78 

200 

295 

170 

198 

211 

123 


114 

149 

274 

45 

136 

277 

122 

158 

165 

34 


90 

134 

217 

38 

83 

199 

102 

139 

150 

31 


11 

11 

73 

B 

28 

40 

44 

43 

35 

4 


10 

3 

23 

5 

5 

17 

5 

8 

21 

1 


1 

B 

50 

3 

23 

23 

39 

35 

14 

3 


4 

28 

10 

2 

9 

15 

11 

7 

35 

• . * 


26 

11 

19 

1 

7 

7 

5 

6 

22 

1 


49 

84 

115 

27 

39 

137 

42 

83 

58 

26 


24 

15 

57 

7 

53 

78 

20 

19 

15 

3 


75 

40 

70 

33 

64 

18 

48 

40 

46 

89 


477 

1 083 

2 266 

302 

1 497 

1 570 

1 125 

662 

1 466 

223 


331 

827 

1 864 

221 

975 

1 170 

877 

492 

1 119 

146 


245 

638 

1 661 

186 

784 

959 

695 

353 

911 

93 


11 

20 

43 

• * • 

4 

20 

9 

28 

29 

• . • 


75 

169 

160 

35 

107 

191 

173 

111 

179 

53 


114 

212 

331 

74 

265 

304 

172 

161 

331 

72 


45 

70 

119 

12 

94 

145 

75 

8 

172 

9 


» . • 

7 

20 


8 

19 

12 

16 

13 

5 


69 

135 

192 

62 

163 

140 

85 

137 

146 

58 


32 

44 

71 

7 

257 

96 

76 

9 

16 

5 


101 

342 

542 

45 

532 

395 

347 

157 

308 

16 


65 

240 

465 

30 

317 

306 

244 

123 

198 

12 


63 

181 

382 

25 

235 

235 

182 

91 

165 

8 


22 

59 

83 

5 

62 

71 

62 

32 

33 

4 



99 


15 

130 


75 


98 


■ 


38 


T - • 



36 




■ 


61 


15 

87 


39 




■ 


3 


... 



28 

HHB9 

^ 


■ 








662 





807 

1 849 

222 

921 

1 195 

878 

387 

1 132 

137 


64 

128 

200 

31 

152 

175 

86 

149 

136 

44 


23 

24 

17 

5 

80 

20 

38 

29 

■ . * 

5 


80 

124 

200 

44 

344 

180 

123 

97 

198 

37 


305 

784 

1 863 

204 

936 

1 191 

827 

438 

1 166 

114 



38 

34 

4 

26 

27 

... 

18 

17 

. . * 


172 

261 

349 

94 

535 

352 

298 

206 

283 

109 


301 

770 

1 880 

198 

903 

1 183 

843 

405 

1 154 

115 



37 

37 

4 

22 

23 

3 

13 

8 

« . • 


176 

276 

349 

100 

572 

364 

279 

244 

304 

106 


202 

721 

1 910 

124 

1 027 

1 214 

606 

400 

972 

99 


277 

370 

321 

143 

278 

253 

488 

270 

505 

118 


7 

• # • 

34 

44 

201 

69 

27 

14 

21 

12 


11 

641 

1 404 

106 

737 

807 

245 

269 

746 

• ft 


289 

210 

541 

108 

251 

514 

627 

246 

546 

127 


186 

240 

320 

97 

518 

215 

249 

169 

206 

102 



B 

15 

15 

79 

28 

28 

B 

13 



16 

28 

51 

20 

157 

40 

44 

5 

17 

48 


79 

47 

129 

39 

211 

62 

85 

29 

54 

36 


132 

180 

356 

58 

290 

307 

218 

124 

236 

18 


104 

269 

596 

74 

360 

464 

240 

144 

326 

80 


75 

292 

510 

57 

200 

265 

237 

124 

372 

18 


34 

120 

335 

20 

117 

229 

167 

126 

243 

19 


37 

139 

274 

19 

83 

155 

106 

102 

205 

4 


4«6 

5.5 

5.5 

4.8 

4.5 

5.2 

5.3 

5.7 

5.7 

4.6 



5*7 

5*6 

• * • 

5.0 

5.5 

5.5 

5.7 

5.8 

. * • 



5.8 

5.1 

. .. 

3.7 

4.7 

5.2 

. * . 

5.6 



18 

35 

82 

30 

54 

79 

94 

41 

32 

32 


42 

36 

121 

11 

100 

83 

70 

2* 

62 

7<; 


49 

20 

134 

25 

106 

56 

57 

25 

32 

1£ 


58 

27 

89 

28 

70 

44 

44 

€ 

3C 

2 

L 

310 

965 

1 840 

208 

1 165 

1 308 

860 

1 56i^ 

1 30C 

72 



YORK 


1 242 


1 014 
751 
751 

263 

251 

12 


228 

160 

125 

28 

9 

19 

13 

12 

72 

35 

68 


1 242 
941 
803 

31 
107 
246 

63 

16 

167 

55 

263 

196 

164 

32 
63 
24 
39 

4 


I 242 


932 

118 

36 

156 


941 

5 

296 


941 

5 

296 


657 

540 

24 


308 

723 

190 


4 

36 

46 

185 

275 

293 

229 

174 


5.B 

5.9 

5.9 


107 
24 
24 
32 
1 055 
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State and Small Areas 


Table 32. — Occupancy and Financiai. Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960 

[Based on sample; see text. Median not shown where base is less than 200; plus (-h) or minus ( — ) after number indicates median above 

or below that number] 


Hearing Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


ADAMS ANTELOPE ARTHUR BANNER BLAINE 


BROWN BUFFALO 


ALL HOUSING UNITS. 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE . . • . 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. , 
OTHER MEANS WITHOUT FLUE 
NONE .......... 


ALL OCCUPIED UNITS 


36 

61 


8 

. . . 

161 

13 

17 

36 

120 

159 

97 

352 

755 

* . * 

30 

U 

512 

87 

255 

396 

740 

1 086 

735 

64 

188 

19 

4 

21 

212 

79 

S3 

216 

296 

170 

212 

517 

1 001 

109 

50 

153 

803 

333 

506 

494 

1 260 

1 056 

1 190 


25 

f t f 

4 

* . t 

12 

9 

12 

19 

101 

13 

17 

4 

122 

21 

£* 

4 

95 

97 

32 

79 

92 

70 

172 

776 

1 679 

106 

42 

119 

1 391 

422 

725 

978 

2 163 

2 207 

1 950 


1 PERSON 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 
MEDIAN J 

ALL OCCUPIED . . 

OWNER 

RENTER . . . * 


315 

66 

135 

228 

330 

420 

351 

432 

110 

238 

348 

774 

715 

686 

232 

67 

131 

147 

371 

399 

287 

173 

60 

99 

136 

312 

302 

220 

ill 

43 

66 

67 

158 

197 

196 

63 

46 

28 

28 

150 

109 

103 

33 

12 

12 

12 

28 

41 

38 

32 

18 

16 

12 

40 

24 

69 

2.4 

3.0 

2.5 

2,3 

2,5 

2,5 

2,4 

2.3 

2*6 

2.4 

2.1 

2.3 

2.3 

2.4 

2.8 

. . * 

* . . 

2.8 

3.0 

3.2 

2.6 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. • 


RENTER OCCUPIED. 
1958 TO MARCH I960 , 
1954 TO 1957 • . . . 
1940 TO 1953 * • . . 
1939 OR EARLIER. . . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


OWNER OCCUPIED 
LESS THAN $5t000 . 
$5 I 000 TO $7t400 . 
S7t500 TO S9t900 . 
SlOiOOO To $12*400 
$12i500 TO $14*900 
$15»000 TO $19*900 
$20 r 000 TO $24*900 
$25*000 OR MORE. . 
MEDIAN 


VACANT AVAILABLE FOR SALE 

median PRICE ASKED . . DOLLARS 


978 

265 

553 

674 

1 438 

1 488 

1 440 

135 

82 

61 

156 

286 

210 

167 

239 

59 

157 

166 

298 

262 

249 

440 

92 

249 

260 

623 

7Q2 

727 

164 

32 

86 

92 

231 

314 

297 

413 

157 

172 

1 304 

725 

719 

510 

181 

117 

66 

, 184 

434 

408 

214 

99 , 

28 

55 

! 68 

119 

174 

106 

119 

12 

47 

1 48 

126 

117 

141 

14 

t • . 

4 

4 

46 

20 

49 


194 

497 

572 

50 

217 

223 

44 

118 

94 

40 

96 

111 

44 

54 

75 

a 

a 

27 

8 

4 

31 

.. . 

, • . 

11 


... 

■ • • 

• . « 

5 700 

6 700 


RENTER OCCUPIED. 
LESS THAN $20. . . . 

$20 TO $39 

$40 TO $59 . . . . * 

$60 TO $79 

$80 TO $99 

SlOO TO $119 • . , * 

$120 OR MORE . . . . 

NO CASH RENT . . . . 

MEDIAN 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN ....... 


VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED , DOLLARS 


ACRES IN THE PLACE 


ALL VACANT UNITS 
10 ACRES OR MORE . . . 
LESS THAN 10 ACRES . . 


AVAILABLE VACANT UNITS 

10 ACRES OR MORE 

LESS than 10 ACRES .... 


41 

413 

157 

172 

, , 

6 

5 

5 

3 

68 

21 

34 

15 

113 

51 

42 

3 

103 

39 

44 


Nebraska 
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Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Heacing Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Horae Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

CASS 

CEDAR 

CHASE 

CHERRY 

CHEYENNE 

CLAY 

COLFAX 

CUMING 

CUSTER 

DAKOTA 

DAWES 

DAWSON 

ALL HOUSING UNITS 

2 515 

a 113 

1 157 

713 

1 415 

2 403 

1 176 

1 318 

2 871 

912 

982 

1 271 

HEATING EQUIPMENT 













STEAM OR HOT WATER , , 

115 

127 

38 

28 

32 

137 

76 

69 

57 


109 

12 

WARM AIR FURNACE .... 

997 

1 014 

299 

135 

527 

683 

376 

535 

693 

366 

301 

254 

BUILT-IN ROOM UNITS 

233 

62 

126 

60 

83 

299 

116 

20 

225 

59 

35 

99 

OTHER MEANS WITH FLUE 

1 102 

886 

455 

453 

601 

1 256 

544 

578 

1 583 

476 

487 

801 

OTHER MEANS WITHOUT FLUE .... 

30 

9 

187 

5 

60 

. • t 


73 

44 

4 

14 

13 

NONE 

38 

15 

52 

32 

112 

28 

64 

43 

269 

7 

36 

92 

ALL OCCUPIED UNITS 

2 069 

1 809 

912 

473 

1 142 

2 100 

922 

1 078 

1 

2 073i 

749 

747 

807 

PERSONS 













1 PERSON 

258 

395 

185 

108 

134 

366 

180 

199 

439' 

135 

155 

152 

2 PERSONS 

696 

544 

283 

148 

319 

836 

348 

429 

722 

173 

258 

247 

3 PERSONS. 

370 

261 

159 

59 

200 

279 

139 

144 

290 

120 

98 

117 

4 PERSONS 

329 

207 

124 

50 

182 

256 

107 

84 

297 

126 

93 

102 

5 PERSONS. , , , 

267 

191 

9B 

55 

134 

182 

77 

114 

163 

79 

56 

71 


86 

100 

46 

27 

63 

93 

54 

71 

97 

42 

61 

65 

7 PERSONS. • • • . . 

31 

41 

17 

11 

59 

39 

4 

29 

26 

23 

4 

39 

8 PERSONS OR MORE 

32 

70 


15 

51 

49 

13 

8 

37 

51 

22 

14 

MEDIANI 













ALL OCCUPIED 

2.7 

2,4 

2.5 

2.4 

3.1 

2.3 

2.3 

2.3 

2.3 

3.1 

2.3 

2.5 

OWNER 

2.5 

2.4 

2,3 

2.3 

2,7 

2.3 

2.1 

2.1 

2.2 

2,8 

2.3 

2.2 

RENTER ... 

3.3 

2.9 

3.1 

... 

3.5 

2.6 

3.6 

3.0 

3.2 

3.7 

2*3 

3,3 

PERSONS per ROOM 













1.00 OR LESS . 

1 875 

1 662 

861 

422 

914 

2 013 

896 

1 015 

1 926 

599 

671 

699 

1.01 OR MORE ...... 

194 

147 

51 

51 

226 

87 

26 

63 

147 

150 

76 

108 

year moved INTO UNIT 













OWNER OCCUPIED 

1 436' 

1 249 

651 

352 

661 

1 660 

678 

732 

1 520 

514 

458 

429 

1958 TO MARCH 1960 

225 

229 

78 

74 

175 

252 

74 

78 

274 

135 

85 

99 

1954 TO 1957 . , 

301 

224 

114 

57 

146 

529 

118 

164 

303 

132 

125 

82 

1940 TO 1953 .... 

616 

570 

367 

143 

277 

747 

300 

302 

683 

195 

162 

164 

1939 OR EARLIER 

292 

226 

92 

78 

63 

332 

186 

188 

260 

52 

86 

84 

RENTER OCCUPIED 

633 

560 

261 

121 

481 

440 

244 

346 

553 

235 

289 

378 

1958 TO march 1960 

324 

286 

128 

76 

270 

235 

109 

181 

305 

131 

138 

160 

1954 TO 1957 

164 

152 

78 

16 

132 

100 

57 

82 

150 

57 

117 

89 

1940 TO 1953 

137 

BB 

46 

20 

79 

79 

70 

50 

79 

47 

31 

99 

1939 OR EARLIER. 

8 

34 

9 

9 

... 

26 

6 

33 

19 


3 

22 

HOME FOOD FREEZER 













1 OR MORE. ...... 

671 

728 

361 

118 

267 

643 

481 

281 

639 

166 

115 

270 


1 472 

1 129 

650 

442 

936 

1 470 

537 

695 

1 517 

584 

649 

568 

VALUE 













OWNER OCCUPIED 

1 315 

1 120 

620 

287 

511 

1 490 

646 

665 

1 351 

426 

401 

371 

LESS THAN SSiOOO 

537 

439 

270 

195 

94 

861 

226 

203 

958 

170 

161 

231 

$5»000 TO $7*400 

383 

257 

110 

45 

112 

350 

174 

219 

266 

104 

130 

69 

$7i500 TO $9*900 

235 

203 

97 

19 

117 

165 

122 

87 

55 

68 

44 

42 

$10»000 TO $12*400 ..... 

80 

122 

88 

16 

82 

54 

60 

61 

27 

60 

29 

B 

$12*500 TO $14*900 

46 

24 

31 

• * . 

35 

16 

29 

40 

16 

16 

12 

9 

$15*000 TO $19*900 

30 

46 

a 

12 

48 

30 

16 

16 

19 

e 

4 

4 

$20*000 TO $24*900 

4 

4 

12 

• « ( 

15 

12 

i 

12 

e 

... 

9 

... 

$25*000 OR MORE , . 

• . • 

25 

4 

. * . 

8 

. . . 

13 

27 

. • . 

... 

12 

8 

median DOLLARS . 

5 800 

6 200 

5 900 

5 000- 

8 600 

5 000“ 

6 400 

6 500 

5 000- 

6 000 

5 800 

5 000- 

VACANT AVAILABLE FOR SALE 

5 

25 

40 

... 

9 

43 

10 

... 

20 

10 

... 

9 

MEDIAN PRICE ASKED . DOLLARS . 

... 

... 

... 

. a • 

... 

... 


... 


• . • 

... 

... 

GROSS rent 













RENTER OCCUPIED 

635 

560 

261 

121 

481 

440 

244 

346 

553 

235 

289 

378 

LESS THAN $20 

12 

2B 


8 

4 

7 

... 

13 

5 

... 

4 

12 

$20 TO $39 

47 

119 

8 

20 

97 

30 

17 

37 

64 

65 

55 

10 

$40 TO $59 

191 

187 

67 

32 

146 

153 

73 

93 

157 

59 

60 

125 

$60 TO $79 . 

143 

122 

73 

16 

110 

87 

71 

114 

102 

50 

73 

55 

$80 TO $99 

113 

39 

47 

8 

43 

19 

9 

12 

29 

28 

27 

11 

$100 TO $119 

24 

4 

10 

• • . 

11 

3 

4 

9 

12 

e 

7 

18 

$120 OR MORE 

12 

. . . 

5 

4 

7 

4 

16 

4 

21 

4 

... 

4 

NO CASH RENT 

91 

61 

51 

33 

63 

137 

54 

64 

163 

21 

63 

135 

median DOLLARS . 

63 

51 

67 

... 

49 

53 

... 

60 

57 

55 

59 

56 

CONTRACT RENT 













RENTER OCCUPIED 

542 

499 

210 

88 

418 

303 

190 

282 

390 

214 

226 

243 

MEDIAN DOLLARS . 

41 

33 

38 


39 

33 

... 

36 

31 

37 

37 

35 

VACANT AVAILABLE FOR RENT 

33 

25 

37 

43 

50 

20 

3 

16 

26 

20 

24 

19 

MEDIAN RENT ASKED . DOLLARS . 

... 

... 

... 

... 

... 

... 

... 






ACRES IN THE PLACE 













ALL VACANT UNITS 

446 

304 

245 

240 

273 

303 

254 

240 

798 

163 

235 

464 

10 ACRES OR MORE 

287 

199 

76 

165 

91 

104 

208 

188 

567 

82 

103 

152 

LESS THAN 10 ACRES 

159 

105 

169 

75 

182 

199 

46 

52 

231 

81 

132 

312 

AVAILABLE VACANT UNITS 

60 

60 

93 

43 

59 

67 

31 

31 

103 

37 

42 

41 

10 ACRES OR MORE 

22 

10 

4 

• • » 

■ . « 

4 

18 

13 

57 

7 

18 

13 

LESS THAN 10 ACRES 

38 

50 

89 

43 

59 

63 

13 

18 

46 1 

30 

24 

28 
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Table 32. — Occupancy and Financial Characteristics and Heating Equipment or Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-1-) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

DEUEL 

DIXON 

DODGE 

DOUGLAS 

DUNDY 

FILLMORE 

FRANKLIN 

FRONTIER 

FURNAS 

GAGE 

GARDEN 

GARFIELD 

ALL HOUSING UNITS 

862 

1 600 

2 761 

4 975 

954 

2 369 

1 358 

946 

2 236 

2 478 

79 a 

625 

HEATING EQUIPMENT 













STEAM OR HOT WATER 

62 

29 

no 

138 

15 

146 

24 

58 

64 

83 

22 

23 

WARM AIR FURNACE 

462 

460 

1 285 

3 238 

206 

B97 

355 

140 

623 

646 

71 

225 

BUILT-IN ROOM UNITS 

85 

387 

126 

289 

28 

209 

261 

124 

334 

402 

294 

U 

OTHER MEANS WITH FLUE. .......... 

233 

546 

1 116 

1 079 

443 

i 090 

706 

610 

1 094 

1 166 

407 

325 

OTHER MEANS WITHOUT FLUE 

. t • 

22 

47 

29 

178 

3 

4 

« « « 

5 

16 

4 

11 

NONE 

20 

156 

77 

152 

84 

24 

8 

14 

116 

163 

... 

30 

all occupied units 

724 

1 308 

2 420 

4 258 

690 

2 090 

1 199 

724 

1 808 

2 004 

601 

505 

PERSONS 













1 PERSON 

126 

229 

397 

271 

123 

454 

256 

190 

427 

431 

136 

99 

2 PERSONS 

214 

491 

606 

] 157 

264 

683 

479 

259 

663 

694 

188 

152 

3 PERSONS 

120 

223 

324 

852 

130 

330 

195 

58 

234 

264 

86 

85 

4 PERSONS. ......... . . 

120 

155 

328 

863 

77 

267 

119 

119 

183 

227 

91 

73 

5 PERSONS 

74 

110 

278 

544 

51 

197 

90 

53 

180 

177 

53 

46 

6 PERSONS 

49 

64 

187 

383 

30 

93 

36 

24 

50 

119 

32 

23 

7 PERSONS 

17 

8 

69 

71 

12 

48 

16 

13 

48 

67 

a 

12 

B PERSONS OR MORE. .... 

4 

28 

31 

117 

3 

18 

e 

8 

23 

25 

7 

15 

MEDIAN 1 













ALL OCCUPIED 

2.7 

, 2.4 

2,5 

3,3 

2.3 

2.4 

2.2 

2.2 

2.2 

2.3 

2.4 

1 2.5 

OWNER, 

2.6 

2.3 

2.4 

3.3 

2.2 

2.2 

2.1 

2. 1 

2, 1 

2,2 

2,2 

2.4 

RENTER . 

1 

2.5 

3,6 

3.3 

2,7 

3.1 

2.9 

2.3 

2.9 

2,8 

... 

* 

PERSONS PER ROOM 

! 





1 







1.00 OR LESS 

664 

1 232 

2 206 

3 614 

1 629 

1 977 

1 135 

699 

1 711 

1 862 

538 

451 

1.01 OR MORE 

60 

76 

214 

644 

61 

113 

64 

25 

97 

142 

63 

54 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED ...... 

514 

963 

1 879 

3 316 

455 

1 461 

885 

512 

1 341 

1 499 

417 

400 

1958 TO MARCH 1960 

76 

' 176 

466 

1 386 

100 

209 

152 

85 

206 

255 

72 

77 

1954 TO 1957 «... 

96 

1 212 

331 

962 

68 

247 

176 

103 

255 

267 

120 

82 

1940 TO 1953 

246 

1 404 

724 

704 

203 

615 

401 

222 

618 

656 

165' 

174 

1939 OR EARLIER. ............. 

96 

171 

358 

264 

84 

390 

156 

102 

262 

321 

601 

67 

RENTER OCCUPIED 

210 

! 345 

541 

942 

235 

629 

314 

212 

467 

505 

184 

105 

1958 TO MARCH i960 

125 

! 183 

311 

608 

147 

295 

148 

104 

269 

265 

121 

60 

1954 TO 1957 

52 

97 

107 

200 

62 

127 

84 

61 

98 

100 

351 

25 

1940 TO 1953 

25 

61 

106 

126 

19 

141 

60 

47 

78 

107 

20 

12 

1939 OR EARLIER 

8 

4 

17 

8 

7 

66 

22 

... 

22 

33 

b' 

e 

HOME FOOD FREEZER 










1 



1 OR MORE 

350 

446 

1 025 

1 252 

191 

411 

365 

238 

365 

1 

378, 

168 

160 

NONE 

395 

820 

1 462 

2 909 

487 

1 721 

940 

437 

1 540 

1 587 

360 

404 

VALUE 









1 




OWNER OCCUPIED 

462 

891 

1 719 

2 777 

415 

1 293 

829 

461 

1 261 

1 425 

346 

393 

LESS THAN SSiOOO 

60 

400 

552 

242 

224 

586 

468 

238 

859 

768 

107 

81 

SSiOOO TO $7t400 

79 

283 

439 

253 

103 

285 

197 

126 

247 

375 

110 

143 

$7t500 TO $9f900 . , 

71 

112 

219 

257 

40 

140 

76 

39 

100 

162 

66 

62 

S10»000 TO 5il2t400 

112 

60 

173 

314 

32 

153 

56 

26 

36 

48 

24 

43 

*12»S00 TO $l4i90Q ..... 

32 

12 

138 

349 

8 

BO 

... 

4 

7 

44 

31 

30 

SlStOOO TO S19»900 , . . 

48 

16 

134 

687 

4 

32 

28 

19 

8 

16 

... 

19 

«20»000 TO $24f900 

24 

8 

36 

368 

4 

12 

4 

7 

... 

12 

8 

4 

S25t000 OR MORE 

36 

... 1 

28 

307 

. * * 

5 

... 

. • • 

4 

. . • 

. • * 

11 

MEDIAN DOLLARS . 

10 500 

5 400 

6 800 

14 800 

5 000- 

5 500 

5 000- 

5 000- 

5 000- 

5 000- 

6 500 

7 000 

VACANT AVAILABLE FOR SALE. ...... 

21 

12^ 

16 

123 

5 


14 

... 

25 

11 

4 

, • » 

median price asked ....... DOLLARS . 

... 

... I 

I 


... 

... 

... 

... 

... 

... 

... 

... 

... 

GROSS RENT 


1 











RENTER OCCUPIED 

210 

345' 

541 

942 

235 

629 

314 

212 

467 

505 

104 

105 

LESS THAN $20 , 

. • • 

9 

4 

12 

. • , 

8 

8 

5 

8 

4 

14 

* , . 

$20 TO $39 

20 

57' 

64 

22 

17 

116 

107 

51 

105 

119 

20 

12 

$40 TO $59 . 

52 

104 

148 

14B 

76 

no 

106 

79 

143 

130 

58 

16 

$60 TO 

53 

73 

110 

229 

54 

158 

24 

33 

ill 

106 

41 

36 

$30 TO $99 

50 

21 

80 

206 

26 

47 

7 

« • • 

22 

22 

27 

12 

$100 TO $119 

• * • 

8 

20 

112 

3 

4 

... 

9 

• * . 

8 

7 

. « * 

$120 OR MORE 

5 

13 

19 

112 

. , * 

7 

... 

... 

• « « 

. . . 

« • , 

4 

NO CASH RENT 

30 

60 

96 

101 

59 

119 

62 

35 

78 

116 

17 

25 

median DOLLARS . 

... 

56 

61 

ai 

... 

56 

43 

... 

51 

50 

... 

« » • 

CONTRACT RENT 













RENTER OCCUPIED 

leo 

285 

445 

841 

176 

510 

252 

177 

389 

389 

167 

80 

MEDIAN DOLLARS . 

... 

33 

43 

59 

... 

40 

29 

... 

36 

33 

... 

. • * 

VACANT AVAILABLE FOR RENT 

25 

24 

14 

34 

32 

36 

32 

53 

64 

38 

17 

8 

MEDIAN RENT ASKED. ....... DOLLARS . 

... 

... 


... 

... 

... 

... 

... 

... 


... 

... 

ACRES IN THE PLACE 













ALL VACANT UNITS 

138 

292 

341 

717 

264 

279 

159 

222 

428 

474 

197 

120 

10 ACRES OR MORE 

54 

196 

134 

220 

147 

77 

49 

107 

157 

259 

108 

89 

less than 10 acres 

84 

96 

207 

497 

117 

202 

110 

115 

271 

215 

89 

31 

AVAILABLE VACANT UNITS . 

50 

52 

46 

184 

37 

40 

50 

53 

93 

86 

42 

15 

10 ACRES OR MORE 

4 

16 

16 

27 

• « . 

4 

4 

• • . 

4 

37 

13 

7 

LESS THAN 10 ACRES 

46 

36 

30 

157 

37 

36 

46 

53 

69 

49 

29 

8 


Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

I-lousiNG Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-H) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gro.ss Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

GOSPER 

GRANT 

GREELEY 

HALL 

HAMILTON 

HARLAN 

HAYES 

HITCH- 

COCK 

HOLT 

HOOKER 

HOWARD 

JEFFER- 

SON 

ALL HOUSING UNITS 

406 

253 

979 

2 128 

828 

1 326 

301 

1 254 

1 743 

308 

1 409 

o 

o 

HEATING EQUIPMENT 













STEAM OR HOT WATER 

16 

4 

40 

107 

47 

12 

4 

38 

26 

16 

59 

23 

WARM AIR furnace 

156 

21 

216 

944 

218 

313 

15 

441 

506 

125 

487 

251 

BUILT-IN ROOM UNITS 

40 

71 

175 

255 

37 

296 

77 

147 

99 

4 

61 

87 

OTHER MEANS WITH FLUE 

196 

128 

444 

708 

434 

679 

150 

604 

1 005 

149 

666 

684 

OTHER MEANS WITHOUT FLUE , , 

t . • 

. * . 

4 

19 

12 

4 

10 

• * . 

57 

• • . 

100 

5 

NONE 

... 

29 

100 

95 

80 

22 

45 

24 

50 

14 

36 

10 

ALL OCCUPIED UNITS 

342 

182 

720 

1 810 

596 

1 033 

lao 

1 030 

1 410 

242 

1 oai 

856 

PERSONS 













1 PERSON 

87 

58 

186 

232 

136 

197 

36 

173 

258 

31 

260 

136 

2 PERSONS 

95 

55 

229 

556 

203 

381 

74 

349 

575 

61 

347 

310 

3 PERSONS 

57 

21 

107 

329 

52 

173 

25 

200 

177 

33 

176 

151 

4 PERSONS 

46 

19 

73 

282 

58 

121 

27 

145 

150 

61 

144 

111 

5 PERSONS 

32 

23 

49 

202 

86 

84 

5 

86 

86 

34 

79 

67 

6 PERSONS • 

la 

. . • 

42 

123 

21 

32 

13 

51 

69 

18 

63 

48 

7 PERSONS 

7 

6 

8 

53 

20 

25 

. 1 * 

11 

32 

4 

12 

9 

8 PERSONS OR MORE, . 

» . . 


24 

33 

20 

20 

• . . 

15 

63 

... 

. • . 

24 

MEDIAN* 













ALL OCCUPIED . 

2.4 

• . » 

2.3 

2,9 

2,3 

2.3 

« * • 

1 2.5 

2.3 

3.4 

2.3 

2.4 

OWNER 

2.1 

• * • 

2.2 

2.7 

2.2 

2.2 

• 1 . 

! 2.3 

2.2 

. . * 

2.2 

2.4 

RENTER 

... 

... 

... 

3.1 

... 

2.9 

... 

3.2 

2.7 

... 

3.0 

3.0 

PERSONS PER ROOM 













1.00 OR less 

316 

166 

6sa 

1 613 

560 

976 

170 

968 

1 274 

221 

1 038 

805 

1.01 OR MORE 

26 

16 

32 

197 

36 

57 

10 

62 

136 

21 

43 

51 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

244 

128 

536 

1 297 

450 

719 

121 

668 

1 047 

168 

780 

647 

1958 TO MARCH 1960 , 

31 

13 

52 

325 

59 

103 

30 

88 

127 

28 

119 

85 

1954 TO 1957 

61 

26 

106 

3B0 

107 

146 

18 

101 

231 

11 

146 

109 

1940 TO 1953 . 

97 

54 

258 

436 

206 

359 

45 

388 

485 

106 

345 

332 

1939 OR EARLIER 

55 

35 

122 

156 

78 

111 

26 

111 

204 

23 

170 

121 

RENTER OCCUPIED 

98 

54 

182 

513 

146 

314 

59 j 

342 

363 

74 

301 

209 

1958 TO MARCH 1960 

49 

35 

79 

230 

64 

, 151 

30; 

213 

218 

38 

96 

92 

1954 TO 1957 

28 

12 

54 

135 

50 

92 

13 

59 

81 

26 

124 

59 

1940 TO 1953 

10 

7 

33 

126 

26 

57 

16 

62 

38 

7 

65 

46 

1939 OR EARLIER 

11 

... 

16 

22 

4 

14 

... 

S 

26 

3 

16 

12 

HOME FOOD FREEZER 













1 OR MORE 

121 

‘21 

126 

670 

157 

207 

23 

227 

356 

165 

297 

197 

NONE 

221 

148 

715 

1 069 

381 

804 

138 

800 

1 063 

70 

744 

584 

VALUE 













OWNER OCCUPIED 

226 

111 

486 

1 122 

400 

681 

94 

601 

966 

148 

745 

591 

LESS THAN SStOOO 

72 

45 

289 

389 

267 

407 

42 

330 

438 

28 

389 

418 

SStOOO TO $7t400 

73 

21 

97 

IBO 

87 

135 

38 

179 

230 

26 

99 

102 

$7t500 TO $9*900 , 

25 

4 

58 

114 

14 

89 

9 

40 

126 

24 

83 

28 

SlOiOOO TO $12*400 

30 

18 

34 

121 

16 

17 

. f * 

28 

92 

43 

107 

31 

$12*500 TO $14*900 

B 

9 

4 

105 

4 

12 

• . . 

4 

36 

7 

16 

4 

$15*000 TO $19*900 

13 

10 

4 

102 

4 

9 

5 

8 

35 

8 

51 

, • . 

$20*000 TO $24*900 

. . • 

4 

... 

42 

8 

4 

. t « 

4 

9 

12 

• « * 

• • . 

$25*000 OR MORE. 

5 

. « . 

t • » 

69 ' 

* f « 

B 

. » * 

« . . 

• . » 

... 

» • . 

8 

MEDIAN dollars • 

6 400 


5 000- 

7 400 

5 000- 

5 000- 

... 

5 000- 

5 500 

... 

5 000- 

5 000- 

VACANT AVAILABLE FOR SALE 

... 

. 4 * 

11 

19 

• * . 

27 

3 

6 

8 

. * . 

10 

... 

MEDIAN PRICE ASKED DOLLARS . 

... 

... 

... 

... 

... 

. . . 

... 

• • * 

... 

. . . 

* . • 

. • . 

GROSS RENT 













RENTER OCCUPIED 

96 

54 

182 

513 

146 

314 

59 

342 

363 

74 

301 

209 

LESS THAN $20 

... 

. * * 

8 

20 

. . * 

8 

. • • 

12 

12 

* . « 

16 

3 

$20 TO $39 

14 

3 

40 

90 

20 

51 

a 

43 

78 

10 

56 

42 

$40 TO $59 

38 

15 

50 

127 

41 

128 

12 

107 

98 

12 

57 

59 

$60 TO $79 

19 

9 

25 

80 

16 

64 

17 

104 

64 

26 

00 

25 

$80 TO $99 

4 

11 

13 

54 

8 

12 

. . • 

15 

21 

14 

20 

3 

$100 To $119 

... 

3 

4 

3 

... 

... 

... 

ll 

3 

3 

B 

. . * 

$120 OR MORE 

... 

... 

... 

* * * 

* . . 

... 

* . • 

3 

12 

* . * 

4 

4 

NO CASH RENT . • 

23 

13 

42 

139 

61 

51 

22 

47 

75 

9 

60 

73 

MEDIAN DOLLARS . 

... 

... 

... 

54 

... 

51 

... 

58 

51 

... 

50 

» . • 

CONTRACT RENT 













RENTER OCCUPIED 

75 

41 

140 

374 

85 

263 

37 

295 

288 

65 

241 

136 

MEDIAN dollars . 

... 

... 

... 

36 

... 

32 

... 

35 

33 

... 

35 

. . • 

VACANT available FOR RENT 

* • • 

... 

7 

5 

4 

78 

« • * 

6 

15 

. .. 

45 

10 

MEDIAN RENT ASKED. DOLLARS . 

... 


... 

... 

... 

... 

.. . 

. . • 

• • • 

• * • 

• . • 

• •• 

ACRES IN THE PLACE 













ALL VACANT UNITS «... 

66 

71 

259 

318 

232 

293 

121 

224 

333 

66 

328 

204 

10 ACRES OR MORE 

44 

36 

183 

159 

169 

100 

93 

94 

235 

19 

229 

174 

LESS THAN 10 ACRES 

22 

35 

76 

159 

63 

193 

28 

130 

98 

47 

99 

30 

AVAILABLE VACANT UNITS 

. . . 

... 

22 

82 

9 

116 

6 

18 

34 

• • . 

68 

25 

lO ACRES OR MORE 

« . * 

... 

4 

58 

5 

11 

3 

6 

11 

* • . 

13 

15 

LESS THAN 10 ACRES 

... 

... 

18 

24 

4 

105 

3 

12 

23 

... 

55 

10 


29-72 


State and Small Areas 


Table 32. — Occupancy and Financial Characteristics and Heating Equipment oe Rural-Nonfarm 

Housing Units^ por Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus ( — ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

POLK 

RED 

WILLOW 

RICH- 

ARDSON 

ROCK 

SALINE 

SARPY 

SAUNDERS 

5C0TTS 

BLUFF 

SEWARD 

SHERIDAN 

SHERMAN 

ALL HOUSING UNITS. .... 

1 601 

910 

1 765 

565 

2 382 

3 581 

2 723 

3 525 

1 998 

2 088 

1 172 

HEATING EQUIPMENT 












STEAM OR HOT WATER 

43 

41 

a 

19 

84 

745 

87 

232 

12 

106 

23 

WARM AIR FURNACE 

919 

125 

405 

64 

903 

1 901 

857 

942 

748 

717 

411 

BUILT-IN ROOM UNITS 

91 

160 

241 

73 

140 

184 

286 

513 

136 

135 

71 

OTHER MEANS WITH FLUE 

452 

531 

1 029 

376 

1 116 

682 

1 312 

1 624 

952 

1 050 

540 

OTHER MEANS WITHOUT FLUE 

30 

4 

. • . 

4 

24 

20 

4 

108 

4 

19 

7 

NONE * 

66 

49 

82 

27 

115 

49 

177 

106 

146 

61 

120 

ALL OCCUPIED UNITS 

1 298 

725 

1 320 

460 

1 901 

3 291 

2 263 

2 602 

' 

1 647 

1 590 

1 616 

PERSONS 












1 PERSON 

282 

87 

262 

112 

460 

194 

429 

369 

311 

290 

179 

2 PERSONS. . 

488 

246 

397 

140 

701 

686 

751 

572 

477 

451 

262 

3 PERSONS 

172 

122 

224 

62 

270 

658 

524 

442 

237 

249 

137 

4 PERSONS 

162 

116 

158 

79 

226 

713 

317 

460 

239 

236 

95 

5 PERSONS 

80 

59 

135 

38 

136 

567 

217 

367 

182 

209 

52 

6 PERSONS 

65 

34 

76 

19 

68 

319 

116 

218 

112 

76 

47 

7 PERSONS . * * . 

30 

31 

36 

7 

13 

90 

61 

70 

54 

40 

20 

6 PERSONS OR MORE. 

19 

30 

32 

3 

27 

64 

48 

104 

35 

39 

4 

MEDIANi 












ALL OCCUPIED 

2.3 

2.7 

2,5 

2.3 

2,2 

3,7 

2.4 

3.3 

2.6 

2,7 

2.3 

OWNER 

2.1 

2.5 

2.3 

2.2 

2.1 

3,3 

2.2 

3.1 

2.3 

2,4 

2.3 

RENTER 

3.2 

3.4 

3.0 

... 

2.9 

4.1 

3,4 

3.6 

3,8 

3.6 

2.5 

PERSONS PER ROOM 












1.00 OR less 

1 223 

630 

1 220 

424 

1 837 

2 643 

2 065 

2 095 

1 540 

1 398 

750 

1.01 OR MORE • . . 

75 

95 

100 

36 

64 

648 

198 

507 

107 

192 

66 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED 

1 039 

516 

868 

308 

1 487 

2 096 

1 594 

1 607 

1 112 

1 014 

568 

1958 TO MARCH 1960 

134 

131 

154 

44 

234 

1 008 

323 

409 

2051 

179 

79 

1954 TO 1957 

205 

110 

171 

84 

227 

384 

263 

373 

169 ' 

219 

103 

1940 TO 1953 ..... 

467 

225 

363 

144 

694 

458 

681 

634 

472 

443 

276 

1939 OR earlier. , , . 

233 

50 

180 

36 

332 

246 

327 

191 

266' 

173 

110 

RENTER OCCUPIED 

259 

209 

452 

152 

414 

1 195 

669 

995 

535 ' 

576 

248 

1958 TO MARCH 1960 

115 

101 

248 

77 

195 

779 

338 

591] 

219| 

336 

145 

1954 TO 1957 

72 

66 

110 

54 

115 

314 

147 

210 

133 

144 

55 

1940 TO 1953 

51 

25 

67 

21 

63 

71 

152 

166 

133i 

84 

36 

1939 OR EARLIER. 

21 

17 

27 

... 

41 

31 

32 

26 

50 

12 

12 

HOME FOOD FREEZER 








1 




1 OR MORE , . • 

468 

200 

487 

201 

532 

042 

523 

728 

585 

420 

183 


7271 

400 

773 

234 

1 346 

2 359 

1 575 

1 923 1 

1 015 

1 157 

581 

VALUE 












OWNER OCCUPIED 

996 

443 

761 

272 

1 414 

1 610 

1 466 

1 433 ' 

956 

902 

513 

LESS THAN $5»000 

412 

289 

454 

144 

600 

216 

561 

4311 

511 

211 

241 

$5»000 TO $7i400 

367 

86 

136 

28 

375 

246 

390 

310 

152 

167 

118 

S7f500 TO S9»900 . , , , 

111 

36 

72 

64 

152 

434 

192 

217i 

139 

141 

68 

SlOiOOO TO $12f400 

40 

8 

31 

16 

187 

187 

152 

164 

89 

163 

43 

$12»500 TO Sl4t900 ....... 

26 

a 

12| 

4 

57 

171 

70 

116 

37 

98 

12 

SlSfOOO TO Sl9i900 . 

36 

12 

8 

16 

25 

386 

69 

131 

20 

80 

7 

S20i000 TO S24i900 , , 

4 

. ■ 1 

... 


18 

113 

12 

441 

10 

15 

4 

S25»000 OR MORE. . . . . 

* . . 

4 

48 

• . * 

. • « 

57 

20 

20, 


27 

. « i 


5 600 

5 000- 

5 000- 

5 000- 

5 700 

10 100 

6 100 

7 300' 

5 000- 

B 600 

5 300 

VACANT AVAILABLE FOR SALE. ...... 

22 

6 

... 

15 

18 

30 

16 

37 ' 

16 

8 

14 

MEDIAN PRICE ASKED DOLLARS . 

... 

... 

... 









GROSS rent 












RENTER OCCUPIED. ... 

259 

209 

452 

152 

414 

1 195 

669 

995 

535 

576 

248 

LESS THAN S20 

4 

4 

4 

3 

13 


4 

161 


4 

16 

S20 TO 

25 

35 

99 

13 

94 

7 

119 

201 1 

*56 

59 

44 

$40 TO $59 

88 

48 

120 

30 

111 

72 

108 

223 1 

87 

106 

35 

$60 TO $79 

74 

42 

59 

31 

99 

203 

194 

239 

139 

187 

85 

$80 TO $99 

6 

10 

20 

28 

17 

392 

75 

31, 

42 

66 

12 

$100 TO $119 ..... 

7 

3 

8 

11 

10 

242 

11 

12 

17 

60 

12 

$120 OR MORE 

11 

... 

* * . 

. * * 

. . . 

198 

11 

12 


12 


NO CASH RENT 

44 

67 

142 

36 

70 

81 

147 

261 ' 

194 

80 

44 

MEDIAN DOLLARS . 

56 

■ . • 

49 

... 

53 

96 

63 

49 

63 

70 

61 

CONTRACT rent 












RENTER OCCUPIED 

215 

142 

310 

116 

344 

1 114 

522 

734 

341 

496 

204 

MEDIAN DOLLARS . 

35 

... 

29 

• . * 

34 

92 

38 

39 

43 

48 

41 

VACANT AVAILABLE FOR RENT 

6 

10 

33 

22 

20 

93 

34 

154 

4 

41 

27 

MEDIAN RENT ASKED DOLLARS . 

... 

... 

••• 

... 

* * * 


... 





ACRES IN THE PLACE 












ALL VACANT UNITS 

303 

185 

445 

105 

481 

290 

460 

923 

351 

49 B 

356 

10 ACRES OR MORE . 

136 

96 

236 

53 

310 

43 

279 

444 

193 

229 

212 

LESS THAN 10 ACRES 

167 

89 

209 

52 

171 

247 

181 

479 

158 

269 

144 

AVAILABLE VACANT UNITS 

28 

26 

33 

37 

54 

144 

77 

223 

29 

49 

59 

10 ACRES OR MORE 

. . * 

10 

. * . 


16 

21 

27 

24 

9 


9 

LESS THAN 10 ACRES 

20 

16 

33 

*37 

38 

123 

50 i 

199 

20 

49 

50 
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Table 32. — Occupaintcy and Financial Character istics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-|-) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Pctsons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. . . 

HEATING EQUIPMENT 


STEAM OR HOT \WATER . . . 
WARM AIR FURNACE . . . . 
BUILT-IN ROOM UNITS, . . 
OTHER MEANS WITH FLUE. , 
OTHER MEANS WITHOUT FLUE 
NONE . . 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON . . • . < 

2 PERSONS. , . . 

3 PERSONS. . , . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS, . . . 

7 PERSONS. . . . 

B PERSONS OR MORE 
MEDIAN1 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

193.9 OR EARLIER 

RENTER OCCUPIED 

1958 TO MARCH 1960 

1954 TO 1957 . 

1940 TO 1953 ... 

1939 OR EARLIER . 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


VALUE 


OWNER OCCUPIED ..... 

LESS THAN SStOOO 

SSiOOO TO $7 f 400 

$7»500 TO $9f900 

SlOiOOO TO S12»400 ..... 
*121500 TO *14i900 . . , , , 
SlSiOOO TO S19r900 . . • , , 

*20 1 000 TO *24 f 900 

$25 t 000 OR MORE. ...... 

MEDIAN 

VACANT AVAILABLE FOR SALE 
MEDIAN PRICE ASKED 

GROSS RENT 

renter occupied 

LESS THAN *20 

$20 TO $39 

*40 TO *59 

$60 TO *79 . 

$80 TO *99 

*100 TO $119 

*120 OR MORE . 

NO CASH RENT 

MEDIAN 


CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN ..... 

VACANT available FOR RENT. 
MEDIAN RENT ASKED 

ACRES IN THE PLACE 

ALL VACANT UNITS . . , . 

10 ACRES OR MORE 

LESS THAN 10 ACRES ...... 

AVAILABLE VACANT UNITS . . 

10 ACRES OR MORE 

LESS THAN 10 ACRES 


dollars 


DOLLARS 


DOLLARS 


dollars 


DOLLARS 


SIOUX 

STANTON 

THAYER 

THOMAS 

THURSTON 

VALLEY 

WASH- 

INGTON 

WAYNE 

WEBSTER 

WHEELER 

YORK 

477 

1 083 

2 266 

302 

1 497 

1 570 

1 125 

662 

1 466 

223 

1 242 

26 

35 

52 

19 

91 

111 

52 

12 

49 

9 

31 

121 

466 

905 

60 

333 

592 

381 

* 281 

399 

12 

458 

64 

26 

274 

30 

79 

179 

68 

21 

254 


ill 

210 

496 

933 

174 

837 

660 

60B 

335 

592 

144 

57a 

. • . 

a 

4 

15 

55 

8 

11 

• ■ • 

111 

58 

... 

56 

32 

98 

4 

102 

20 

5 

13 

61 

... 

64 

2B8 

894 

1 922 

224 

1 297 

1 275 

955 

464 

1 255 

100 

1 014 

57 

209 

450 

56 

256 

262 

98 

56 

242 

23 

179 

B9 

285 

734 

79 

349 

497 

278 

189 

482 

37 

349 

45 

130 

240 

38 

151 

153 

177 

77 

178 

16 

143 

42 

114 

1GB 

23 

17B 

142 

172 

67 

117 

'20 

147 

18 

81 

145 

16 

143 

146 

100 

24 

148 

... 

95 

24 

26 

109 

. . . 

76 

44 

87 

31 

24 

... 

60 

4 

26 

24 

9 

45 

27 

28 

a 

34 

4 

20 

9 

23 

32 

3 

99 

4 

15 

12 

30 

... 

21 

2.5 

2.3 

2.2 

2.2 

2.B 

2.3 

3,1 

2.4 

2.3 

• « • 

2.4 

. . , 

2.0 

2.1 

• « t 

2.6 

2.2 

2,5 

2.3 

2.2 

» • • 

2.2 

« « • 

3.3 

2.4 

• 6 • 

3.4 

2.6 

4.1 

t . • 

2.9 

• « • 

3.5 

251 

844 

1 813 

208 

1 023 

1 206 

830 

440 

1 189 

96 

944 

37 

50 

109 

16 

274 

69 

125 

24 

66 

4 

70 

187 

552 

1 380 

179 

765 

880 

608 

307 

947 

84 

751 

21 

56 

197 

19 

112 

135 

107 

44 

162 

4 

153 

54 

104 

253 

52 

156 

163 

171 

68 

166 

32 

129 

53 

256 

671 

73 

405 

446 

216 

134 

439 

32 

313 

59 

136 

259 

35 

92 

136 

114 

61 

160 

16 

156 

101 

342 

542 

45 

532 

395 

347 

157 

308 

16 

263 

59 

152 

252 

25 

286 

200 

205 

84 

185 

4 

144 

25 

U9 

148 

5 

96 

107 

98 

35 

54 

6 

68 

14 

60 

103 

15 

121 

76 

40 

23 

53 

. t . 

39 

3 

U 

39 

... 

27 

1 

12 

4 

15 

16 

4 

12 

125 

156 

555 

61 

359 

295 

376 

152 

351 


337 

104 

709 

1 399 

145 

909 

1 115 

563 

244 

787 

*75 

738 

126 

466 

1 313 

1 

167 

652 

841 I 

541 

287 

B85 

61 

686 

46 

160 

561 

1 B4 

331 

303 

206 

155 

548 

45 

412 

39 

186 

350 

' 46 

185 

304 

117 

76 

197 

12 

117 

29 

40 

212 

12 

50 

107 

100 

16 

75 

4 

57 

4 

44 

120 

17 

54 

60 

35 

20 

36 

... 

27 

... 

16 

25 

« . . 

12 

39 

51 

4 

* a 

. . * 

9 

e 

16 

24 

8 

... 

16 

26 

16 

9 

• . . 

34 

... 


21 

* . . 

16 

12 

... 

... 

12 

• . * 

16 

... 

4 

... 

... 

4 

... 

4 

... 

... 

... 

12 

... 

6 000 

5 700 

... 

5 000- 

6 000 

6 400 

5 000- 

5 000- 

... 

5 000- 

6 

... 

21 

4 

9 

16 

... 

4 

25 

4 

3 

... 

. . • 

* * * 

... 

« . . 

• « « 

... 

... 

« • • 

... 


101 

342 

542 

45 

532 

395 

347 

157 

308 

16 

263 

4 

3 

16 

10 

43 

8 

4 

... 

. . . 

... 

B 

16 

32 1 

110 

5 

159 

83 

32 

32 

49 

... 

67 

9 

128 1 

191 

10 

139 

116 

82 

23 

105 

... 

60 

11 

76 

114 

15 

67 

82 

89 

38 

45 

4 

43 

7 

30 

4 


28 

44 

42 

16 

45 

B 

12 


... 

3 

• . . 

3 

8 

12 

• ■ ■ 

4 

. . . 

4 

♦ • • 

3 

3 

... 

4 

. . . 

a 

. . . 

. . . 

... 

4 

54 

70 

101 

5 

. 89 

54 

78 

48 

60 

4 

65 

... 

55 

51 

... 

42 

55 

64 

. . • 

56 

... 

... 

47 

272 

441 

40 

443 

341 

269 

109 

246 

12 

198 

... 

31! 

33 

• • I 

29 

35 

38 

... 

36 

... 

... 

... 

... 

34 

... 

12 

16 

27 

23 

13 

... 

7 

• « . 


. . . 


... 

* . • 

* • . 

• . . 



... 

189 

189 

344 

78 

200 

295 

170 

198 

211 

123 

; 228 

143 

139 

160 

32 

118 

194 

100 

154 

107 

1C 

1 135 

46 

50 

184 

46 

82 

101 

70 

44 

lOM 

113 

1 93 

6 

16 

59 

4 

21 

36 

43 

44 



; 22 

* . » 

16 

4 

... 

• « « 

4 

16 

n 

le 

} • . t 

, 12 

6 

... 

55 

4 

21 

32 

27 

21 

' 3£ 

J n 

^ 10 
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Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 
[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by tlolor 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . . 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE • 

NONWHITE 


CONDITION AND PLUMBINS 

ALL OCCUPIED UNITS 

SOUND 

WITH ALL plumbing FACILITIES 

LACKING only HOT WATER ........ 

LACKING OTHER PLUMBING FACILITIES, . . 

DETERIORATING. ... 

WITH ALL PLUMBING FACILITIES 

lacking only hot water • 

LACKING OTHER PLUMBING FACILITIES, . . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND * 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES , , . • 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . , . . 
LACKING SOME OR ALL FACILITIES . . • • 
DILAPIDATED • • 


ALL OCCUPIED UNITS . 

WATER SUPPLY 

HOT and COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLO PIPED WATER INSIDE STRUCTURE * 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOlLETi EXCLUSIVE USE 

FLUSH TOILET* SHARED . • • 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE . . , . 

BATHTUB OR SHOWER* SHARED 

NO bathtub OR SHOWER 

ROOMS 


1 ROOM , . . . . 

2 ROOMS, . . • < 

3 ROOMS. . . • . 

4 ROOMS, . . • . 

5 ROOMS. • . • . 

6 ROOMS. • . , , 

7 ROOMS. . . . , 

8 ROOMS OR more, 

MED I AN I 

ALL OCCUPIED , 
’ OWNER. . . , 
RENTER . . , 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER. . * 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

«fARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER. ... 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. . . 
OTHER OR NONE 

HOME FOOD freezer 


1 OR MORE 
NONE . . , 



ADAMS 

ANTELOPE 

ARTHUR 

BANNER 

BLAINE 

BOONE 

BOX 

BUTTE 

BOYD 

BROWN 

BUFFALO 

BURT 



1 064 

1 494 

98 

311 

197 

1 328 

682 

633 

485 

1 542 

1 121 



697 

934 

75 

174 

142 

850 

401 

446 

325 

1 023 

633 



697 

934 

75 

174 

142 

846 

401 

446 

325 

1 023 

629 



■ It 

W • • 

^ t * 

f « • 

0 t 9 

4 

• « « 

0 9 0 

9 9 9 

9 9 9 

4 



367 

560 

23 

137 

55 

478 

281 

187 

160 

519 

488 



367 

560 

23 

137 

55 

478 

268 

187 

160 

519 

488 






... 

**• 

• • • 

13 

« . * 

• . . 

. • » 

» . . 



1 064 

1 494 

98 

311 

197 

1 328 

6B2 

633 

405 

1 542 

1 121 



658 

1 158 

77 

254 

172 

1 119 

594 

432 

434 

1 186 

883 



664 

919 

77 

243 

154 

803 

515 

293 

324 

936 

724 



4 

15 


. . ■ 

5 

13 

* . . 

12 

6 

17 

4 



190 

224 

f . . 

U 

13 

303 

79 

127 

104 

233 

155 



178 

316 

18 

53 

10 

209 

76 

184 

43 

294 

221 



61 

114 

10 

21 

4 

95 

44 

57 

8 

143 

139 



12 



. . ■ 

* * • 

4 

• • . 

B 

... 

4 

. . . 



105 

202 

8 

32 

14 

110 

32 

119 

35 

147 

82 



28 

20 

3 

4 

7 

... 

12 

17 

8 

62 

17 



367 

560 

23 

137 

55 

478 

281 

187 

160 

519 

400 



2B5 

382 

13 

103 

48 

390 

248 

98 

128 

346 

331 



191 

245 

13 

96 

48 

261 

212 

61 

80 

256 

266 



94 

137 


7 

■ . • 

129 

36 

37 

48 

90 

65 



70 

170 

7 

30 

4 

88 

29 

76 

28 

135 

145 



17 

45 

3 

18 

• . . 

36 

12 

21 

4 

70 

88 



53 

125 

4 

12 

4 

52 

17 

55 

24 

65 

57 



12 

8 

3 

4 

3 

... 

4 

13 

4 

38 

12 

_ 


1 064 

1 494 

98 

311 

197 

1 328 

682 

633 

485 

1 542 

1 121 



834 

— 

1 147 

90 

276 

162 

1 038 

597 

398 

371 

1 234 

942 



72 

139 

6 

15 

23 

138 

24 

85 

34 

115 

54 



8 

15 

. » • 

« * • 

. . . 

13 


16 

... 

4 

13 



150 

193 


20 

12 

139 

61 

134 

80 

189 

112 



753 

1 048 

87 

272 

171 

927 

559 

374 

350 

1 131 

887 



f - t 

“ • t 

- • f 

0 9* 

t t • 

• » * 

• • • 

* f • 

t * • 

9 

4 



311 

446 

11 

39 

26 

401 

123 

259 

135 

402 

230 



802 

1 067 

87 

272 

167 

940 

576 

386 

345 

1 183 

892 






... 

. » . 

* . . 

« * . 

... 

... 

13 

B 



262 

427 

*11 

39 

30 

388 

106 

247 

140 

346 

221 








... 

5 



... 

4 



. • • 

« * • 

... 

4 

3 

• • • 

... 

a 

**3 

8 

9 



16 

20 

4 

19 

4 

7 

29 

30 

11 

44 

26 



80 

153 

16 

39 

43 

100 

170 

65 

61 

211 

77 



149 

275 

16 

95 

45 

242 

158 

117 

63 

422 

156 



269 

372 

25 

46 

38 

29B 

136 

138 

166 

377 

298 



242 

294 

22 

45 

27 

329 

83 

125 

98 

256 

213 



308 

380 

15 

63 

37 

352 

101 

150 

63 

224 

338 



6.6 

6,3 

... 

5,5 

... 

6.6 

5.4 

6,2 

6.0 

5.7 

6.5 



6,6 

6,4 

... 

. . . 

t * . 

6.7 

5.5 

6,2 

6.0 

5,6 

6.4 



6.6 

6.1 

... 

... 

... 

6.4 

5.1 

... 

. . . 

5,9 

6,6 



28 

16 

10 

20 

8 

9 

36 

B 

11 

29 

24 



20 

36 

3 

24 

21 

17 

50 

36 

22 

20 

41 



16 

44 

16 

36 

27 

12 

77 

40 

39 

29 

53 



44 

36 

26 

39 

7 

20 

87 

46 

15 

72 

59 



956 

1 362 

43 

192 

134 

1 270 

432 

503 

398 

1 392 

944 



20 

8 


0 


10 

4 

4 

4 

22 

12 



399 

505 

. • ■ 

111 

*46 

339 

239 

101 

99 

367 

323 



45 

144 

7 

38 

16 

49 

92 

40 

74 

134 

121 



596 

821 

91 

154 

133 

918 

347 

488 

304 

1 015 

665 



4 

16 

• . . 

• • . 

• * . 

6 

.. . 

• • . 

4 

4 

. . t 



... 


... 

• « * 

* • * 

4 

■ . « 

. a . 

* • . 


... 



15 

30 




27 


11 

15 

11 

42 



1 011 

1 446 

88 

304 

195 

1 316 

682 

577 

450 

1 553 

1 057 


• 

10 

9 


... 

4 

5 

6 

45 

24 

15 

10 



15 

5 


5 




11 

11 

10 

15 



669 

1 206 

83 

255 

170 

800 

598 

406 

367 

1 058 

899 


• 

352 

274 

5 

44 

29 

546 

90 

216 

111 

511 

195 



687 

887 

74 

186 

113 

801 

442 

286 

313 

939 

691 


* 

468 

608 

42 

148 

66 

451 

216 

342 

145 

455 

468 



butler 


1 301 
855 
855 

446 

446 


I 301 
1 004 
639 
16 
349 
237 
98 
4 

135 

60 

446 

317 

193 

124 

Ul 

63 

58 

8 


1 301 


837 

113 

9 

342 


781 

520 


866 

433 


4 

*24 

85 

262 

276 

235 

395 


6.4 

6.4 

6.4 


12 
30 
33 
67 
1 159 


35 

211 

208 

835 

12 


12 
1 399 
23 


889 

545 


595 

357 
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Table 33. — Tenure, Condition and Plumimng Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 

[Based on sample; sec text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . . 

OWNER occupied 

WHITE 

NONWHITE . 

RENTER OCCUPIED* ....** 

WHITE 

NONWHITE 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS . • 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING only HOT WATER ..*.*... 
LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING only HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . . 
DILAPIDATED * * • 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES .... * 
LACKING SOME OR ALL FACILITIES .... 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED 


ALL OCCUPIED UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
only cold piped WATER INSIDE STRUCTURE , . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET? EXCLUSIVE USE 

FLUSH TOILET? SHARED 

OTHER TOILET FACILITIES OR NONE. .... 

BATHING FACILITIES 

bathtub or shower? EXCLUSIVE USE ... . 

BATHTUB OR SHOWER? SHARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM 

2 ROOMS. 

3 ROOMS 

^ ROOMS 

5 ROOMS. 

6 ROOMS 

7 ROOMS . • . 

a ROOMS OR MORE 

MEDIAN! 

ALL OCCUPIED 

OWNER 

RENTER ... 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE 

NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC tank or CESSPOOL. . • 
OTHER OR NONE 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . 



CASS 

CEDAR 

CHASE 

CHERRY 

CHEYENNE 

CLAY 

COLFAX 

CUMING 

CUSTER 

DAKOTA 

DAWES 

DAWSON 


1 524 

1 765 

501 

1 073 

766 

757 

1 120 

1 634 

2 041 

610 

645 

1 416 


983 

1 090 

334 

569 

470 

459 

778 

1 022 

1 325 

358 

453 

854 


983 

1 090 

334 

569 

470 

459 

778 

1 022 

1 325 

350 

453 

849 



■ ■ ■ 


- r • 

■ ft « 

9 • • 

... 

• ■ « 

• • • 

• • • 

• • ■ 

5 


541 

675 

167 

504 

298 

29 B 

342 

612 

716 

252 

192 

562 


541 

675 

167 

492 

298 

296 

342 

612 

716 

252 

192 

562 


... 

... 

• • • 

12 

. . . 

. . • 

• • ■ 

t • • 

. . . 

• t # 




1 524 

1 765 

501 

1 073 

768 

757 

1 120 

1 634 

2 041 

610 

645 

1 416 


1 225 

1 465 

467 

1 049 

700 

644 

616 

1 303 

1 802 

483 

567 

1 211 


1 014 

9B3 

407 

682 

645 

566 

634 

1 119 

t 312 

376 

493 

1 097 



30 

4 

8 

ft. 

3 

16 

16 

13 

a 

4 

4 


211 

452 

56 

159 

55 

75 

168 

168 

477 

99 

70 

110 


247 

295 

34 

24 

64 

90 

276 

284 

186 

93 

78 

155 


139 

100 

26 

12 

32 

48 

75 

146 

103 

26 

26 

100 


4 




ft. 

5 

8 

21 

... 

8 

... 

... 


104 

195 

8 

12 

32 

37 

193 

117 

83 

59 

52 

55 


52 

5 


... 

4 

23 

26 

47 

53 

34 

• , , 

50 


541 

675 

167 

504 

290 

298 

342 

612 

716 

252 

192 

562 


405 

489 

145 

496 

270 

225 

222 

452 

608 

188 

159 

470 


305 

245 

132 

427 

231 

lao 

143 

354 

370 

125 

137 

437 


100 

244 

13 

69 

39 

45 

79 

98 

238 

63 

22 

33 


108 

166 

22 

B 

28 

59 

111 

152 

74 

42 

33 

67 


60 

65 

16 

4 

24 

30 

18 

63 

57 

10 

18 

41 


48 

12l 

4 

4 

4 

29 

93 

89 

17 

32 

15 

26 


28 



... 

... 

14 

9 

8 

34 

22 

... 

25 


1 524 

1 765 

501 

1 073 

768 

757 

1 120 

1 634 

2 041 

610 

645 

1 416 


1 261 

1 344 

453 

944 

732 

667 

851 

1 394 

1 615 

463 

543 

1 294 


75 

164 

12 

66 

4 

26 

115 

149 

154 

79 

38 

30 


v’ 

12 

4 

4 

4 

. • . 

12 

35 

19 

9 

. . • 

4 


181 

245 

32 

59 

26 

64 

142 

56 

253 

59 

64 

BB 


1 177 

1 125 

437 

902 

677 

633 

733 

1 317 

1 440 

437 

523 

1 228 



IP 


4 

4 

4 

• • • 

13 

12 

« • • 

* t • 



347 

628 

64 

167 

87 

120 

387 

304 

589 

173 

122 

188 


i 184 

1 156 

445 

906 

660 

665 

614 

1 317 

1 478 

431 

538 

1 245 



12 


4 

4 

8 

• • • 1 

13 

16 

* * * 

... 

... 


340 

597 

*56 

163 

64 

84 

306 

304 

547 

179 

107 

171 


3 

13 

... 

16 

4 

5 

... 

’*4 

*11 

4 

16 

**4 


*9 


23 

15 

12 

68 

12 

6 

a 

4 

62 

16 

32 

24 


lie 

99 

36 

211 

121 

29 

36 

51 

256 

52 

121 

202 


255 

300 

94 

211 

179 

96 

173 

207 

433 

112 

180 

298 


367 

325 

115 

208 

177 

178 

256 

360 

564 

120 

150 

372 


311 

390 

77 

138 

129 

207 

346 

397 

335 

131 

7 6 

261 


447 

623 

117 

221 

138 

239 

297 

604 

371 

175 

70 

250 


6.5 

6*8 

6.0 

5.6 

5.8 

6.8 

6,7 

7.0 

5.9 

6.5 

5.4 

6,0 


6.5 

7.1 

5.9 

6.1 

5.8 

7.0 

6.0 

7.1 

6,0 

6.2 

5.4 

5.9 


6.4 

6.4 


5.1 

5.9 

6.6 

6.6 

6.7 

5.8 

6.7 

... 

6.1 


47 

29 

35 

81 

31 

23 

20 

35 

54 

28 

40 

47 


51 

37 

19 

84 

35 

16 

28 

38 

36 

• 0 

54 

71 


46 

42 

49 

95 

40 

26 

41 

48 

37 

40 

65 

90 


130 

36 

30 

113 

50 

12 

74 

85 

110 

45 

36 

93 


1 242 

1 621 

368 

700 

604 

680 

957 

1 428 

1 804 

489 

450 

1 115 


64 

16 

4 

19 

16 

30 

8 

32 

28 

16 

17 

32 


621 

629 

197 

263 

452 

265 

406 

710 

418 

260 

241 

472 


114 

83 

66 

77 

92 

70 

106 

19 

233 

20 

62 

178 


725 

1 024 

234 

714 

184 

384 

600 

756 

1 327 

314 

309 

' 730 



9 


. . I 

24 

. . • 

• • • 

105 

31 

« • . 

16 

4 


... 

4 

.. . 

.. . 

.. . 

. . . 

• . • 

4 

4 

. • . 

* . . 



38 

10 


4 

9 

5 

27 

15 

35 

10 

1 , ^ ^ 

4 


1 493 

1 646 

526 

1 079 

776 

747 

1 076 

1 590 

1 991 

586 

1 60E 

1 1 366 

* 

5 

122 

, . . 

13 

. • • 

10 

48 

« • • 

36 

> 15 

; 41 

47 


9 

5 



4 


11 

5 

iC 

) • 

... 

, 4 


1 086 

1 365 

458 

950 

708 

620 

833 

1 225 

1 51J 

461 

f 44f 

7 1 262 

• 

441 

400 

6B 

146 

73 

142 

307 

375 

54] 

L 14t 

[ 2 Qi 

\ 151 


809 

1 047 

255 

844 

566 

425 

i 771 

1 372 

! 1 ii: 

5 32! 

3 46- 

4 878 

• 

641 

670 

147 

142 

139 

' 319 

' 252 

1 362 

f 84! 

5 28 

1 16' 

4 507 


29-76 


State and Small Areas 


Table 33. Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 

Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tciuire hy (.‘olof 
Conti icioti atul 
Plunihin^ 
W;jtcr Supply 
Toilet Ric. 

F.ic. 


Koorns 

Yf.tr Struct, liiiiir 

Mf.ii iiig JuiLiipinci 

Sonrff dl' W.itcr 
Sc\v.iii;c Disposii! 

Hoiuf I'tKu! !‘'rtc?« 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS • . 

OWNER OCCUPIED 

WHITE 

NONWHITE 

renter occupied 

WHITE 

NONWHITE 


CONDITION AND PLUMBING 
ALL occupied UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . # 

deteriorating 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

dilapidated 

RENTER OCCUPIED. ... 

SOUND. . . 

WITH ALL PLUMBING FACILITIES « . . • * 
LACKING SOME OR ALL FACILITIES • . * « 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . • * 

dilapidated 


ALL OCCUPIED UNITS < 

WATER SUPPLY 

HOT AND cold PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 

PIPED water outside STRUCTURE 

NO PIPED water , 

TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE 

FLUSH TOILETi SHARED . . . , 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER f EXCLUSIVE USE .... , 

bathtub or shower f SHARED 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . , . 

4 ROOMS. . . . 

5 ROOMS, . . . 

6 ROOMS. . . . 

7 ROOMS, . . . 

8 ROOMS OR MORE 
MEDIAN! 

ALL OCCUPIED 
OWNER. . . 
RENTER . . 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 . 

1929 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER , 

SEPTIC tank or cesspool. . . , 

OTHER OR NONE. 

HOME FOOD freezer 


DEUEL 

DIXON 

DODGE 

DOUGLAS 

DUNDY 

FILLMORE 

FRANKLIN 

FRONTIER 

FURNAS 

gage 

GARDEN 

292 

1 123 

1 465 

995 

456 

1 021 

690 

686 

805 

2 045 

514 

175 

733 

030 

640 

294 

666 

468 

455 

507 

1 287 

309 

175 

733 

826 

640 

294 

666 

464 

455 

507 

1 207 

309 

• • ft 


4 

m. f m. 

ft * ft 

ft ft ft 

4 

0 0 0 

• 0 0 

0 0 0 

0 0 0 

117 

590 

635 

355 

162 

355 

222 

233 

298 

758 

205 

117 

390 

635 

355 

162 

355 

222 

233 

290 

758 

205 

. • • 

. . . 

« . . 

• . • 

• . * 

... 

■ • . 

4 . » 

. • . 

... 


292 

1 123 

1 465 

995 

456 

1 021 

690 

688 

805 

2 045 

514 

288 

1 019 

1 300 

776 

362 

664 

549 

373 

600 

1 927 

491 

259 

728 

1 138 

704 

268 

506 

366 

321 

493 

1 302 

405 

. . . 

28 

8 

6 

• • 0 

4 

6 

... 

4 

a 

3 

29 

263 

154 

64 

94 

154 

175 

52 

103 

617 

83 

4 

88 

137 

198 

86 

315 

128 

268 

185 

na 

23 

. . . 

25 

56 

115 

26 

154 

36 

163 

93 

39 

12 

. « . 

... 

4 

. 4 

... 

. ■ • 

12 

7 

6 

4 

* . » 

4 

63 

77 

79 

60 

161 

80 

98 

84 

75 

11 

... 

16 

28 

21 

8 

42 

13 

47 

20 

... 

. . , 

117 

390 

635 

355 

162 

355 

222 

233 

290 

758 

205 

113 

334 

555 

233 

123 

198 

158 

90 

195 

701 

194 

88 

207 

489 

220 

93 

137 

95 

81 

146 

420 

163 

25 

127 

66 

13 

30 

61 

63 

9 

49 

281 

31 

4 

52 

72 

105 

39 

150 

60 

131 

91 

57 

U 

■ . • 

9 

20 

60 

7 

61 

20 

75 

36 

15 

4 

4 

43 

52 

45 

32 

89 

40 

56 

55 

42 

7 

... 

4 

a 

17 

... 

7 

4 

12 




*** 

292 

1 123 

— 

1 465 

995 

456 

1 021 

690 

686 

* 

005 

2 045 

514 

280 

822 

1 326 

897 

349 

735 

456 

546 

643 

1 500 

442 

4 

169 

66 

32 

48 

74 

107 

52 

66 

124 

23 

* . . 

34 

20 

a 

3 

8 

16 

... 

4 

37 

• t . 

8 

98 

53 

58 

56 

204 

109 

90 

92 

384 

49 

259 

786 

1 225 

843 

302 

668 

422 

510 

606 

1 369 

420 

• ■ • 

* • 0 

• I 0 

• 0 W 

t » 0 

0 0 0 

« 0 0 

0 0 0 

0 0 t 

8 

0 0 0 

33 

337 

240 

152 

154 

353 

268 

170 

199 

668 

9M 

264 

805 , 

1 293 

859 

309 

757 

481 

535 

640 

1 445 

427 

... 

« . * 

... 

• * * 

... 

... 

. * • 

... 

... 

8 

0 0 0 

28 

318 , 

172 

136 

147 

264 

209 

153 

165 

592 

07 



4 

4 


4 






. * * 

**4 

4 

4 

* * * 

4 

4 

' *4 

**a 

• » • 

*12 

12 

... 

8 

28 

23 

17 

16 

23 

lei 

16 

37 

41 

72 

91 

89 

53 

71 

68 

71 

112 

133 

47 

48 

202 

177 

199 

111 

137 

165 

176 

178 

286 

101 

89 

272 

343 

233 

126 

218 

174 

175 

175 

553 

99 

37 

251 

341 

171 

54 

277 

96 

119 

169 

506 

93 

65 

322 

497 

217 

89 

293 

167 

120 

151, 

549 

125 

6.0 

6,5 

6.8 

6.1 

3.8 

6.7 

6.0 

5,9 

6.0 

6.6 

6.1 

. . . 

6.5 

6.7 

5.9 

5.7 

6*6 

6.0 

5,9 

6.2 

6.6 

6.6 

. . . 

6.6 

7.0 

6.5 

... 

7,0 

6.3 

5.9 

5.6 

6.5 

5.7 

8 

8 

29 

74 

16 

17 

13 

32 

15 

40 

36 

12 

20 

49 

40 

28 

27 i 

6 

7 

28 

44 

24 

8 

24 

83 

hif 

39 

20 

21 

19 

29 

103 

33 

12 

45 

74 

116 

50 

12 

24 

32 

3F 

143 

55 

252 

1 026 

i 230 

701 

323 

945 

624 

596 

702 

1 715 

366 


13 1 

s 

28 

4 

22 

4 

16 

4 

19 

e 

125 

379 

719 

591 

78 

300 

112 

59 

166 

488 

102 

40 

65 

49 

35 

63 

61 

84 

104 

no 

322 

190 

127 

654 : 

681 

334 

272 

635 

486 

509 

521 

1 208 

214 

• • . 

12 

a 

3 

35 

3 

4 

t • 0 

4 

a 


■ . . 

... 

• « • 

4 

4 

• • • 

* . . 

■ 00 

... 


... 

5 

20 

20 

65 


30 

98 

11 

5 

43 


297 

1 087 

1 444 

890 

426 

998 

611 

657 

822 

1 964 

495 

... 

10 

14 

IS 

29 

5 

. » i 

5 


10 


5 

1 

30 

... 

... 

5 

5 

10 

5 

5 


256 

799 

1 250 

839 

291 

706 

562 

442 

640 

1 210 

452 

41 

318 

198 

131 

164 

322 

142 

221 

182 

822 

43 

233 

738 

984 

646 

310 

647 

347 

494 

269 

1 Ola 

454 

38 

427 

414 

446 

158 

332 

237 

243 

439 

1 066 

133 


GAHFIE 


3 

2 

1 

1 


1 


I 


: 


j 


] 


j 


1 OR MORE 
NONE . . 


J 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con, 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condi cion and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac, 


Rooms 

ye.ar Struct, Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Horae Food Freezer 


SUBJECT 


GOSPER 

GRANT 

GREELEY 

HALL 

HAMILTON 

HARLAN 

HAYES 

HITCH- 

COCK 

HOLT 

HOOKER 

HOWARD 

422 

155 

624 

1 166 

1 200 

645 

398 

542 

1 722 

110 

1 036 

253 

57 

453 

713 

626 

462 

254 

358 

1 253 

74 

703 

253 

57 

453 

713 

626 

462 

254 

358 

1 249 

74 

703 

t . - 

• < r 

t • t 

... 

. • • 


... 

. « * 

4 


... 

169 

98 

171 

453 

574 

183 

142 

184 

469 

36 

333 

169 

96 

171 

455 

574 

183 

142 

184 

469 

36 

333 

, . . 

« • . 

... 

• , • 

• , • 

• * * 

... 


. . , 



422 

155 

624 

1 166 

1 200 

645 

396 

542 

1 722 

110 

1 036 

269 

ISO 

511 

860 

992 

530 

377 

526 

1 367 

71 

805 

252 

124 

366 

768 

815 

449 

295 

458 

986 

71 

597 



4 

4 

6 

8 

. . . 

* • • 

29 

... 

23 

37 

26 

141 

108 

169 

73 

82 

68 

352 

. . . 

185 

115 


101 

272 

188 

90 

19 

16 

328 

23 

219 

85 

1 1 , 

52 

125 

136 

40 

4 

a 

114 

20 

68 


t • • 

4 

6 

4 

4 

* « * 

• • t 

3 

... 

B 

30 

, • • 

45 

139 

48 

46 

15 

8 

211 

? 

143 

18 

5 

12 

14 

20 

25 

... 

... 

27 

16 

12 

169 

98 

171 

453 

574 

163 

142 

154 

469 

36 

333 

107 

98 

159 

286 

437 

139 

133 

176 

353 

36 

237 

86 

76 

100 

235 

340 

104 

105 

139 

187 

36 

141 

21 

22 

59 

51 

97 

35 

28 

37 

166 

• • « 

96 

48 


12 

161 

125 

40 

9 

8 

106 

f • • 

96 

34 

• • « 

4 

63 

85 

16 

4 

8 

16 

t • « 

24 

14 

t f 1 

e 

98 

40 

24 

5 

• • ■ 

90 

• t « 

72 

14 

... 


6 

12 

4 

... 

• * # 

10 

... 

... 

422 

155 

624 

1 166 

1 200 

645 

396 

542 

1 722 

110 

1 036 

370 

136 

484 

1 025 

1 051 

540 

335 

496 

1 281 

103 

776 

ll 

11 

71 

46 

64 

32 

26 

16 

133 

7 

105 



8 

4 

8 

• . * 

* . * 

4 

32 

t • • 

4 

41 

6 

6 1 

91 

77 

73 

35 

26 

276 

... 

151 

348 

128 

434 

917 

971 

509 

304 

466 

1 144 

103 

696 


♦ » ■ 

« 1 # 

• • • 

t t • 

• f • 

• • • 

i • t 

• • « 

• » • 

4 

74 

27 

190 

249 

229 

136 

92 

76 

578 

7 

336 

353 

134 

434 

950 

1 011 

552 

313 

489 

1 186 

103 

764 

*69 

*z\ 

190 

216 

189 

*93 

*83 

... 

53 

536 

*7 

4 

268 


13 



4 


... 


... 

... 

i , , , 


12 

4 

• . « 

7l 

**5 

**5 

• * . 

13 

... 

4 

, 7 

6 

8 

12 

8l 

. » * 

5 

24 

33 

7 

16 

68 

36 

56 

162 

40 

52 

64 

67 

195 

21 

115 

91 

34 

96 

270 

179 

149 

lie 

132 

339 

33 

227 

, 72 

24 

130 

285' 

277 

214 

69 

UB 

470 

25 

201 

1 114 

20 

171 

177 

300 

116 

48 

81 

338 

e 

212 

, 70 

10 

159 

260 1 

385 

109 

97 

120 

334 

16 

261 

I 6.1 

... 

6,6 

6.0 

6.8 

6.0 

5,6 

5.9 

6.1 

... 

6.3 

1 6.3 

. . . 

6.5 

5.9 

6.8 

5.9 

5.7 

6.0 

6.1 

... 

6.2 


.. . 


6.1 

6*8 

• » . 

• • * 

... 

6.0 

... 

6.5 

I B 

19 

4 

48 

20 

13 

19 

23 

77 

10 

29 

, 15 

6 

6 

47 

27 

20 

17 

37 

71 

7 

27 

> 19 

18 

12 

48 

20 

43 

23 

19 

101 

3 

28 

, 9 

40 

13 

44 

31 

38 

35 

47 

105 

B 

60 

: 371 

72 

587 

979 

1 102 

531 

302 

416 

1 36B 

82 

892 


4 

9 

8 

8 



11 

... 


16 

! 62 

12 

106 

446 

479 

131 

*27 

195 

359 

22 

330 

. 63 

51 

164 

109 

64 

107 

154 

55 

97 

4 

44 

, 297 

88 

325 

592 

649 

403 

215 

277 

1 140 

84 

578 


... 


11 

. * * 

. • . 

t . * 

4 

126 

. . • 

68 

, ... 

... 

• •• 

, . « 

• * • 

4 

. . » 

... 

. . * 

... 

• • • 



28 

5 

20 

15 


5 

IS 

5 

15 

, 420 

150 

614 

1 140 

1 161 

619 

393 

525 

1 663 

105 

975 

, 5 

4 


14 

5 

5 

• • * 

11 

57 

. . * 

36 


. * • 

11 

5 

* . ■ 



* . » 

10 

1 e 

1 5 

! 353 

132 

403 

969 

941 

505 

319 

410 

1 236 

1 92 

: 661 

, 72 

22 

228 

185 

245 

134 

74 

131 

489 

1 12 

i 360 

, 241 

64 

305 

846 

770 

i 436 

277 

372 

: 1 10< 

> 4< 

) 725 

. 161 

84 

198 

371 

1 480 

231 

138 

i 173 

i 60^ 

' 71 

L 351 


SON 


TENURE AND COLOR 

ALL OCCUPIED UNITS 

OWNER OCCUPIED • . * 

white 

NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWMITE 

CONDITION AND PLUMBING 

ALL OCCUPIED UNITS > 

SOUND 

WITH ALL PLUMBING FACILITIES . , 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES 
DILAPIDATED 

RENTER OCCUPIED. . 

SOUND 

WITH ALL PLUMBING FACILITIES . , 
LACKING SOME OR ALL FACILITIES , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . , 
LACKING SOME OR ALL FACILITIES . 
DILAPIDATED 


ALL OCCUPIED UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
only COLD PIPED WATER INSIDE STRUCTURE , . 

PIPED Water outside structure 

NO PJPED water , . , , 

toilet facilities 

FLUSH TOILETt EXCLUSIVE USE 

FLUSH TOILET I SHARED . 

OTHER TOILET FACILITIES OR NONE 

BATHING facilities 

BATHTUB OR SHOWERi EXCLUSIVE USE 

BATHTUB OR SHOWERi SHARED 

NO bathtub or SHOWER ... 


ROOM 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

8 ROOMS OR MORE. 
MED IAN I 

ALL OCCUPIED . 
OWNER. . . • 
RENTER . . . 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 . . 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

IWARM air FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE .... 
NONE 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER. ... 

SEWAGE DISPOSAL 

PUBLIC SEWER . • 

SEPTIC TANK OR CESSPOOL 

OTHER OR NONE 

HOME FOOD FREEZER 


1 043 
652 
652 

391 

391 


1 043 
723 
507 
33 
183 
301 
78 
7 

216 

19 

391 

266 

190 

96 

102 

12 

90 

3 


673 

132 

12 

226 


625 

418 


695 

3 

345 


116 

186 

256 

180 

298 

6.3 

6.3 
6.5 


21 

45 

35 

62 

880 


31 

205 

52 

666 

9 


37 

963 

26 


5 

543 

478 


676 

442 


1 OR MORE 
NONE , • . 
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State and Small Areas 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Based on sample ; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Baching Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

JOHNSON 

KEARNEY 

KEITH 

KEYA 

PAHA 

KIMBALL 

KNOX 

LAN- 

CASTER 

LINCOLN 

LOGAN 

LOUP 

MC- 

PHERSON 

MADISON 

TENURE AND COLOR 













ALL OCCUPIED UNITS 

838 

612 

555 

367 

318 

1 845 

1 979 

1 523 

176 

222 

154 

1 351 

OWNER OCCUPIED 

562 

504 

328 

276 

202 

1 115 

1 253 

940 

116 

137 

121 

871 

WHITE 

582 

504 

328 

276 

202 

1 108 

1 253 

932 

116 

137 

121 

871 

NONWHITE . 

. . . 

. . . 

1 . . 

. • . 

. ■ « 

7 

• . . 

. 8 

... 

... 

. • * 

. a . 

RENTER OCCUPIED. ....... 

256 

308 

227 

91 

116 

730 

726 

583 

60 

85 

33 

480 

WHITE . . « « 

256 

308 

227 

91 

116 

716 

726 

575 

60 

85 

33 

480 

NONWHITE 

... 

... 

... 

. . , 

... 

14 

. • . 

8 

• • • 

t f • 

. • . 

i • . 

CONDITION AND PLUMBING 













ALL OCCUPIED UNITS • • « . 

830 

812 

555 

367 

318 

1 045 

1 979 

1 523 

176 

222 

154 

1 351 

SOUND. • . . 

461 

656 

525 

163 

292 

1 494 

1 538 

1 285 

96 

194 

73 

1 114 

WITH ALL PLUMBING FACILITIES 

342 

592 

456 

171 

277 

953 

1 167 

1 115 

92 

170 

55 

920 

LACKING ONLY HOT WATER 

4 

• , . 

13 

. • * 

• • • 

24 

29 

* • • 

4 

* » . 

3 

16 

LACKING OTHER PLUMBING FACILITIES, . . , 

135 

64 

56 

12 

15 

517 

342 

170 

• a . 

24 

15 

178 

DETERIORATING 

260 

106 

30 

159 

26 

330 

429 

222 

BO 

12 

59 

220 

WITH ALL PLUMBING FACILITIES 

121 

54 

8 

94 

16 

87 

252 

83 

37 

• • t 

39 

116 

LACKING ONLY HOT WATER 

16 

17 

• • « 

■ . • 

* * * 

• . . 

8 

4 

... 

... 

• ♦ . 

B 

LACKING OTHER PLUMBING FACILITIES, . . . 

123 

35 

22 

65 

10 

243 

169 

135 

43 

12 

20 

96 

DILAPIDATED 

97 

50 

• i « 

25 

... 

21 

12 

16 

... 

16 

22 

17 

RENTER OCCUPIED 

256 

308 

227 

91 

116 

730 

726 

583 

60 

85 

33 

480 

SOUND 

116 

245 

218 

25 

99 

565 

511 

493 

36 

81 

17 

368 

WITH ALL PLUMBING FACILITIES 

67 

200 

192 

20 

92 

317 

316 

395 

32 

65 

9 

263 

LACKING SOME OR ALL FACILITIES 

49 

45 

26 

5 

7 

248 

195 

98 

4 

1 ^6 

8 

105 

DETERIORATING 

94 

41 

9 

61 

17 

165 

207 

78 

24 

4 

16 

104 

WITH ALL PLUMBING FACILITIES 

31 

17 

4 

40 

! 7 

35 

118 

31 

12 

1 ... 

8 

40 

LACKING SOME OR ALL FACILITIES ' 

63 

24 

5 

21 

1 

130 

89 

47 

12 

1 

8 

64 

DILAPIDATED | 

46 

22 

* « • 

5 

• • . 

• • . 

8 

12 

. • . 


. . . 

8 

ALL OCCUPIED UNITS 

836 

812 

1 555 

367 

318 

1 

1 845 

1 

1 979 

i 523 

176 

222 

1 154 

1 351 

WATER SUPPLY 













HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

552 

703 

500 

273 

308 

1 293 

1 572 

1 296 

144 

185 

104 

1 130 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

104 

50 

34 

22 

6 

248 

103 

84 

14 

4 

39 

112 

PIPED WATER OUTSIDE STRUCTURE. 

4 

... 

17 

4 

* . * 

36 

34 

16 

• . . 

• . . 

3 

16 

NO PIPED WATER . 

178 

59 

4 

68 

4 

268 

270 

127 

18 

33 

B 

93 

TOILET FACILITIES 













FLUSH TOILET t EXCLUSIVE USE . • 

507 

692 

481 

265 

293 

1 096 

1 46B 

1 206 

133 

174 

106 

1 084 

FLUSH TOILET 1 SHARED 

. * , 

8 

. . . 

t . . 

... 

4 

4 

... 

4 

• * * 

• . . 

. . 1 

OTHER TOILET FACILITIES OR NONE, . . , . . 

331 

112 

74 

102 

25 

745 

507 

317 

39 

48 

48 

267 

BATHING FACILITIES 













BATHTUB OR SHOWER i EXCLUSIVE USE 

567 

701 

490 

265 

307 

1 129 

1 528 

1 225 

133 

174 

100 

1 OBO 

BATHTUB OR SHOWER t SHARED . 

. * . 

8 

. • . 

* . . 

. * . 

7 

4 

• • . 

4] 

. • ■ 

... 

• . • 

NO BATHTUB OR SHOWER 

271 

103 

65 

102 

11 

709 

447 

298 

39 

48 

54 

271 

ROOMS 









1 

1 




1 ROOM 

. # * 

. . • 

. . * 

• . • 

... 

... 

6 

• . • 


. . . 

* . • 

• ** 

2 ROOMS . 

. . « 

4 

. . . 

9 

. , • 

8 

. • . 

20 

7 ' 

4 

8 

4 

3 ROOMS. 

4 

4 

19 

17 

... 

39 

20 

40 

4 

... 

3 

12 

4 ROOMS 

47 

57 

88 

54 

82 

154 

140 

252 

31 

52 

65 

97 

5 ROOMS . 

149 

128 

138 

95 

75 

370 

353 

309 

71 

41 

27 

171 

6 ROOMS. 1 . 

182 

209 

141 

94 

59 

428 

556 

346 

36 

70 

27 

342 

7 ROOMS . t . 

210 

158 

103 

54 

Si 

391 

400 

241 

10 

26 

9 

332 

8 ROOMS OR MORE 

246 

252 

66 

44 

51 

455 

502 

235 

17 

29 

15 

393 

MEOIANi 













ALL OCCUPIED 

6.7 

6.5 

5.7 

5.6 

5,5 

6.3 

6.3 

5.7 

... 

5.7 

• * . 

6.6 

OWNER 

6.5 

6.9 

5.8 

5.B 

5.9 

6.4 

6.3 

5.8 

. * • 

. . . 

■ . . 

6.7 

RENTER 

7.0 

6.2 

5.6 

... 

... 

6.2 

6.4 

5.5 

... 

... 

... 

6.6 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 .... 

23 

7 

24 

9 

20 

28 

54 

119 

15 

31 

18 

8 

1950 TO 1954 

16 

28 

30 

9 

« * • 

24 

52 

80 

4 

16 

16 

34 

1940 TO 1949 . . 

29 

47 

20 

9 

39 

34 

57 

67 

3 

20 

12 

26 

1930 TO 1939 . . 

65 

39 

57 

16 

27 

84 

82 

125 

14 

8 

21 

61 

1929 DR EARLIER * . 

705 

691 

424 

324 

232 

1 675 

i 734 

1 134 

140 

147 

87 

1 202 

HEATING EQUIPMENT 













STEAM OR HOT WATER . . * 

4 

15 

16 

. . . 

7 

12 

20 

28 

• • • 

• . • 

• t • 

9 

WARM AIR FURNACE . . . . 

137 

395 

81 

41 

158 

565 

917 

405 

14 

34 

9 

692 

BUILT-IN ROOM UNITS 

37 

46 

162 

151 

31 

45 

65 

199 

32 

15 

35 

45 

OTHER MEANS WITH FLUE 

657 

356 

296 

175 

116 

1 215 

968 

887 

130 

170 

110 

605 

OTHER MEANS WITHOUT FLUE . 

3 

* • « 

. . . 

, , . 

6 

8 

9 

t • * 

. • • 

3 

* a . 

• « • 

NONE 

... 

... 

... 

... 

... 

... 

... 

4 

... 

... 

. , . 


SOURCE OF WATER 













PUBLIC SYSTEM OR PRIVATE COMPANY . . . . . 

49 

10 

5 

B 

... 

45 

5 

43 

* * • 


... 

25 

INDIVIDUAL WELL • • 

796 

774 

539 

330 

321 

1 769 

1 960 

1 478 

167 

211 

155 

1 327 

OTHER 

4 

15 

10 

21 

... 

34 

36 

40 

4 

10 

... 

5 

SEWAGE DISPOSAL 













PUBLIC SEWER 

15 

, * . 

5 

. ■ ■ 

• . ■ 

25 

11 

29 

• • • 

... 

. . • 

20 


502 

698 

511 

246 

299 

1 154 

1 420 

1 265 

134 

170 

155 

1 130 


332 

101 

38 

113 

22 

669 

570 

267 

37 

51 

... 

207 

HOME FOOD FREEZER 














401 

622 

488 

232 

210 

1 116 

1 033 

910 

126 

109 

123 

981 


407 

233 

64 

180 

84 

704 

869 

435 

64 

127 

30 

336 


Nebraska 
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Table 33. Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 

Occupied Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS 

OWNER OCCUPIED 



NONWHITE . 

RENTER OCCUPIED 

WHITE 

NONWHITE 


CONDITION AND PLUMBIN6 

ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . . . 

DETERIORATING. . 

WITH AlL PLUMBING FACILITIES 

LACKING only HOT WATER 

LACKING OTHER PLUMBING FACILITIES, , . . 
DILAPIDATED 

RENTER OCCUPIED , . , , 

SOUND « * , , 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES , . . . . 
LACKING SOME OR ALL FACILITIES , , « * 
DILAPIDATED 


ALL OCCUPIED UNITS 

WATER SUPPLY 

HOT AND cold PIPED WATER INSIDE STRUCTURE! 
ONLY COLD PIPED WATER INSIDE STRUCTURE , 1 
PIPED water outside STRUCTURE. ...... 

NO PIPED Water ' 

TOILET FACILITIES 

FLUSH TOlLETi EXCLUSIVE USE 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE 

bathing FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE ... . 
BATHTUB OR SHOWER. SHARED. ....... 

NO BATHTUB OR SHOWER 

ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS. ... 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIANi 

ALL OCCUPIED 

OWNER 

RENTER 


YEAR STRUCTURE BUILT 

1955 TO MARCH i960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 * 

1929 OR earlier 

heating EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE • • 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE 

NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. . . 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER - 

SEPTIC TANK OR CESSPOOL. • • ■ 
OTHER OR NONE 

HOME FOOD FREEZER 


1 OR MORE 
NONE • . 


MERRICK 

MORRILL 

NANCE 

NEMAHA 

NUCKOLLS 

OTOE 

PAWNEE 

PERKINS 

1 042 

873 

765 

911 

917 

1 514 

840 

593 

663 

465 

406 

550 

620 

842 

572 

372 

663 

465 

406 

550 

620 

842 

572 

368 

. f 1 

. . 1 

* * . 

. . ■ 

. • * 

. . • 

• . • 

4 

379 

408 

359 

361 

297 

672 

268 

221 

379 

408 

359 

361 

297 

672 

268 

221 

• • • 

... 

• . . 

. • * 

* . . 

... 



1 042 

873 

765 

911 

917 

1 514 

840 

593 

776 

786 

694 

60B 

835 

1 352 

604 

499 

70S 

655 

467 

483 

643 

957 

371 

435 


4 

6 

3 

12 

11 

19 

■ i « 

71 

127 

219 

117 

180 

384 

214 

64 

223 

83 

59 

294 

78 

154 

225 

76 

114 

16 

3 

140 

23 

46 

62 

55 

5 



• • t 

12 

• I • 

a 

• • f 

• t f 

104 

67 

56 

142 

55 

100 

163 

21 

43 

4 

12 

9 

4 

8 

11 

18 

379 

408 

359 

361 

297 

672 

268 

221 

232 

365 

312 

197 

264 

571 

169 

162 

194 

301 

197 

140 

163 

344 

113 

136 

3B 

64 

115 

57 

101 

227 

56 

26 

131 

39 

39 

159 

33 

97 

96 

45 

59 

6 

3 

65 

11 

26 

18 

29 

72 

31 

36 

94 

22 

71 

78 

16 

16 

4 

a 

5 

... 

4 

3 

14 

1 042 

873 

765 

911 

917 

1 514 

040 

593 

933 

739 

562 

671 

706 

1 149 

509 

563 

36 

51 

04 

44 

57 

64 

96 

17 

4 

12 

8 

4 

* . • 

24 

4 

* . 1 

69 

71 

111 

192 

154 

277 

231 

13 

845 

691 

490 

651 

678 

1 033 

463 

504 


4 

» t * 

i « • 

4 • * 

$99 

« • t 

• • • 

197 

170 

275 

260 

239 

481 

377 

89 

076 

679 

522' 

663 

694 

1 037 

502 

517 


4 

... 

• • * 

* . • 

... 

. • • 

... 

166 

190 

243 

246 

223 

477 

336 

76 


4 




4 

9 

* « . 



• • * 

4 

4 

B 

... 

5 

15 

26 

4 

4 

12 

3 

a 

47 

loa 

225 

64 

81 

84 

103 

45 

60 

160 

210 

120 

132 

177 

263 

164 

137 

274 

210 

221 

262 

255 

367 

107 

153 

204 

119 

120 

179 

150 

338 

180 

66 

281 

79 

236 

249 

235 

428 

247 

117 

6.4 

5.4 

6,4 

6.4 

6.2 

6.5 

6.5 

5.8 

6.4 

5.5 

6.6 

6.2 

6.2 

6.5 

6.4 

6*0 

6.4 

5.2 

6.2 

6.7 

6.2 

6.5 

6.8 

5.3 

28 

24 

24 

15 

21 

39 

17 

12 

25 

64 

28 

12 

20 

33 

16 

33 

30 

66 

20 

26 

33 

30 

12 

74 

45 

65 

70 

52 

42 

104 

39 

50 

906 

634 

623 

804 

001 

1 308 

756 

424 

s 

4 


32 

20 

47 

8 

4 

400 

162 

186 

347 

168 

433 

109 

174 

57 

112 

24 

43 

125 

101 

130 

236 

577 

591 

553 

489 

580 

891 

577 

179 


4 

. . * 

. . . 

• . . 

3B 

16 

■ • . 

... 


. .. 

• . • 

4 

4 


... 

12 

2C 

1 25 

10 

40 

I 57 

16 

15 

993 

i 816 

! 753 

905 

870 

> 1 416 

, 776 

572 

47 

' 1C 

1 . * • 

15 

. » * 

37 

64 

6 

12 

1 2C 

) 2C 

1 4 



11 

. » . 

89C 

) 65C 

) 272 

62e 

i 662 

L 959 

) 492 

i 510 

15C 

) 176 

, 4B6 

► 298 

1 242 

J 55J 

1 35; 

5 83 

73£ 

1 632 

5 55C 

) 572 

> 57: 

> 60( 

) 46: 

5 514 

252 

• 33'S 

> 161 

' 251 

' 38( 

) 77] 

L 32: 

1 57 


PHELPS 

PIERCE 

PLATTE 

860 

1 091 

1 616 

427 

692 

1 048 

427 

692 

1 048 

a . • 

• . • 

. . . 

433 

399 

568 

433 

399 

568 

... 

■ • • 


860 

1 091 

1 616 

696 

785 

1 173 

584 

573 

984 

... 

36 

4 

112 

176 

185 

160 

298 

411 

83 

152 

181 

. • * 

8 

9 

77 

138 

221 

4 

8 

32 

433 

399 

568 

339 

251 

405 

271 

151 

319 

68 

100 

86 

94 

148 

151 

46 

64 

75 

40 

84 

76 

* • « 

... 

12 

860 

1 091 

1 616 

751 

821 

1 297 

20 

152 

109 

4 

32 

19 

85 

86 

191 

671 

777 

V 199 

... 

4 

. a . 

189 

310 

417 

703 

789 

1 233 

... 

4 

. a . 

157 

298 

3B3 

5 


4 

• • * 

*4 

« • . 

16 

B 

21 

56 

BO 

82 

123 

170 

193 

208 

224 

361 

282 

289 

393 

170 

316 

562 

6,6 

6.7 

6.9 

6.6 

6,7 

6.8 

6.5 

6,7 

7,1 

12 

12 

26 

40 

28 

21 

28 

12 

51 

24 

41 

69 

756 

998 

1 447 

B 


28 

136 

420 

) 665 

301 

12 

1 12 

407 

647 

' 870 

a 

, 12 

1 32 


• . a 

, 9 


K 

) 21 

66^ 

^ 1 05: 

> 1 508 


> 2‘ 

? 69 



5 6 

74J 

3 87‘ 

7 1 054 

12, 

1 20 

9 538 

57 

2 73 

7 1 339 

26 

2 36 

7 342 
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State and Small Areas 


Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Frec2er 


SUBJECT 

POLK 

RED 

WILLOW 

RICH- 

ARDSON 

ROCK 

saline 

SARPY 

SAUNDERS 

SCOTTS 

BLUFF 

SEWARD 

SHERIDAN 

SHERMAN 

tenure and color 













ALL OCCUPIED UNITS 

978 

719 

1 

321 

356 

1 266 

675 

1 975 

1 827 

1 162 

1 108 

846 

OWNER OCCUPIED . . . 

569 

506 


780 

239 

848 

441 

1 309 

873 

750 

709 

592 

WHITE 

569 

506 


772 

239 

848 

441 

1 309 

863 

750 

702 

592 

NONWHITE 

t . . 

1 • • 


B 

. . . 

t * t 

• . . 

• $ 9 

10 

... 

7 

. . . 

RENTER OCCUPIED 

409 

213 


541 

117 

418 

234 

666 

934 

412 

399 

254 

WHITE 

409 

213 


541 

117 

418 

234 

666 

914 

412 

377 

254 

NONWHITE 

... 

... 


... 

... 

... 

... 

... 

40 

... 

22 

... 

CONDITION AND PLUMBING 













ALL OCCUPIED UNITS . • » . . . * « . 

978 

719 

L 

32L 

356 

1 266 

675 

1 975 

1 827 

1 162 

1 108 

B46 

SOUND 

798 

408 

1 

127 

312 

935 

518 

1 705 

1 649 

990 

906 

770 

WITH ALL PLUMBING FACILITIES 

686 

371 


051 

258 

638 

436 

1 244 

1 525 

711 

768 

407 

LACKING only HOT WATER 

13 

. . . 


20 

7 

22 

4 

20 

... 

24 

4 

a 

LACKING OTHER PLUMBING FACILITIES. . . . 

99 

37 


256 

47 

275 

78 

441 

124 

255 

134 

355 

DETERIORATING 

141 

267 


170 

40 

327 

157 

242 

134 

156 

162 

76 

WITH ALL PLUMBING FACILITIES 

49 

184 


79 

. . . 

140 

100 

65 

82 

83 

88 

3 

LACKING only HOT WATER 

5 

9 


11 

• • » 

« • . 

7 

... 

4 

4 

15 

3 

LACKING OTHER PLUMBING FACILITIES. . . . 

87 

74 


80 

! 40 

187 

50 

157 

48 

69 

59 

70 

dilapidated. . . 

39 

44 


24 

4 

4 

... 

28 

44 

16 

40 

... 

RENTER OCCUPIED 

409 

' 213 


541 

117 

418 

234 

666 

954 

412 

399 

254 

SOUND . . . 

333 

114 


454 

109 

323 

169 

553 

858 

339 

320 

226 

WITH ALL PLUMBING FACILITIES ...... 

271 

85 


313 


189 

131 

382 

797 

215 

245 

96 

LACKING SOME OR ALL FACILITIES ..... 

62 

29 


141 

' 18 

134 

38 

171 

61 

124 

75- 

130 

DETERIORATING. . . 

61 

76 


79 

1 ^ 

95 

65 

101 

71 

69 

51 

28 

WITH ALL PLUMBING FACILITIES ...... 

24 

51 


32 

• « . 

36 

31 

39 

39 

28 

20 

... 

LACKING SOME OR ALL FACILITIES 

37 

25 


47 

4 

59 

34 

62 

32 

41 

31 

28 

DILAPIDATED 

15 

23 


8 

4 

... 

... 

12 

25 

4 

28 

... 

ALL OCCUPIED UNITS . . 

978 

719 

1 

321 

356 

1 266 

675 

1 975 

1 827 

1 162 

1 108 

846 

WATER SUPPLY 













HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

774 

605 

i 

002 

266 

842 

578 

1 493 

1 680 

855 

948 

532 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

78 

28 


84 

34 

104 

47 

138 

77 

80 


166 

PIPED WATER OUTSIDE STRUCTURE 

... 

9 



. * . 

17 

8 

12 

19 

13 

1 

15 

NO PIPED water . . . 

126 

77 


223 

56 

303 

42 

332 

51 

21U 

j 109 

133 

TOILET FACILITIES 

i 












FLUSH TOILET 1 EXCLUSIVE USE. ....... 

764' 

589 


961 

265 

BOO 

547 

1 369 

1 660 

826 

907 

440 

FLUSH TOILETi SHARED . . . . 

. . 1 

... 


... 

. • . 

. . t 

... 

8 

. • t 

... 

... 

. . . 

OTHER TOILET FACILITIES OR NONE 

214 

130 1 


360 

91 

466 

128 j 

598 

167 

336 

201 

406 

BATHING FACILITIES 






i 







bathtub OR SHOWER t EXCLUSIVE USE 

776' 

613 

1 

000 

2B1 

871 ' 

567 ' 

1 472 

1 647 

883 

911 

466 

bathtub or showeri shared. ........ 

... 1 

... 


• • * 

• 1 1 

. « « 

i • * ' 

8 

* . « 

« . • 

. . « 

. « . 

NO BATHTUB OR SHOWER 

202 1 

106 


321 

75 

395 

108 

495 

180 

279 1 

197 

3B0 

ROOMS 

! 












1 ROOM 

... 

... 


4 

. . . 

9 

... 



... 

11 

... 

2 ROOMS . . • 

4 

4 


. * , 

8 

. • . 

. t * 

17 

*12 

4 ' 

8 

4 

3 ROOMS 

16 

16 


B 

. . . 

13 

12 

21 

55 

13 

68 

19 

4 ROOMS 

26 

87 


66 

45 

85 

79 

177 

456 

75 

156 

lie 

5 ROOMS. . * « • • 

136 

146 


263 

88 

217 

88 

265 

491 

205 

290 

164 

6 ROOMS 

210 

179 


333 

97 

266 

166 

388 

438 

282 

254 

261 

7 ROOMS 

257 

135 


275 

55 

293 

167 

532 

164 

273 

144 

132 

8 ROOMS OR MORE 

327 

152 


372 

63 

383 

163 

577 

211 

310 

177 

148 

MEOIANI 













ALL OCCUPIED ... 

6.9 

6*1 


6,5 

5.9 

6.6 

6.5 

6.7 

5.3 

6.5 

5.6 

6.0 

OWNER 

7.0 

6.2 


6.6 

6.0 

6.6 

6,6 

6.7 

5.4 

6.6 

5,6 

6.0 

RENTER ...... 

6,7 

5.8 


6.4 

... 

6.7 

6,2 

6.9 

5.2 

6,4 

5,5 

6.0 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 

18 

32 


20 

4 

B 

16 

39 

56 

12 

64 

6 

1950 TO 1954 

36 

49 


2S 

20 

32 

31 

42 

47 

29 

91 

15 

1940 TO 1949 . . 

28 

31 


36 

30 

53 

32 

44 

199 

29 

107 

16 

1930 TO 1939 * 

12 

54 


20 

27 

49 

39 

76 

322 

71 

B6 

19 

1929 OR EARLIER. 

884 

553 

1 

217 

275 

1 124 

557 

1 774 

1 203 

1 021 

760 

788 

HEATING EQUIPMENT 













STEAM OR HOT WATER 

4 

5 


20 

4 

12 

16 

64 

60 

4 

4 

4 

WARM AIR FURNACE . 

410 

109 


491 

25 

449 

380 

533 

392 

424 

331 

136 

BUILT-IN ROOM UNITS 

71 

210 


151 

50 

07 

44 

250 

313 

109 

146 

82 

OTHER MEANS WITH FLUE 

489 

395 


651 

277 

709 

235 

1 124 

1 035 

625 

619 

616 

OTHER MEANS WITHOUT FLUE 

4 



4 

• i • 

* • . 

• • . 

4 

27, 

... 

6 

8 

NONE 

... 

... 


4 

... 

9 

... 

... 

... 

... 

• •• 

. . , 

SOURCE OF WATER 













PUBLIC SYSTEM OR PRIVATE COMPANY 

... 

49 


40 

* . • 

25 

20 

30 

13 

16 

20 

15 

INDIVIDUAL WELL 

907 

640 

1 

243 

326 

1 221 

636 

1 834 

1 797 

1 124 

1 055 

810 

OTHER 

47 

... 


20 

25 

22 

... 

72 

25 

10 

25 

10 

SEWAGE DISPOSAL 













PUBLIC sewer . 

... 

15 


20 

, • • 

62 

t • • 

5 

14 

• • * 

25 

... 

SEPTIC TANK OR CESSPOOL. ......... 

786 

568 


902 

316 

745 

481 

1 313 

1 606 

779 

893 

396 

OTHER OR NONE 

16B 

106 


381 

35 

461 

175 

618 

213 

371 

182 

439 

HOME FOOD FREEZER 













1 OR MORE 

6B5 

449 


997 

308 

90 1 

503 

1 238 

1 183 

872 

682 

425 


396 

395 


304 

73 

388 

282 

902 

595 

337 

239 

473 


Nebraska 
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Table 33, Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 

OccLTPiED Rural-Farm Housing Units, for Counties: I960 Con. 

[Based on sample; see text. Median not shown where base is leas than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


THOMAS 

THURSTON 

VALLEY 

WASH- 

INGTON 

125 

749 

861 

1 158 

85 

467 

562 

783 

85 

433 

562 

779 

... 

34 

« « « 

4 

40 

262 

299 

375 

40 

269 

299 

373 

... 

13 

* • . 


125 

749 

861 

1 158 

120 

540 

662 

978 

lOa 

376 

446 

046 


. . . 

• • f 

6 

12 

164 

216 

124 

5 

146 

171 

165 


47 

56 

68 

... 

* « a 

a 

8 

5 

99 

107 

89 

... 

63 

28 

15 

40 

282 

299 

375 

35 

202 

220 

295 

35 

108 

135 

234 

• • t 

94 

85 

61 

5 

69 

67 

73 


27 

12 

32 

5 

42 

55 

41 

... 

U 

12 

7 

125 

749 

861 

1 158 

106 

5U 

601 

1 010 

13 

04 

103 

66 


35 

11 

12 

4 

119 

146 

70 

108 

431 

514 

945 

t ■ t 

• • « 

t ff • 

4 • 9 

17 

318 

347 

213 

108 

450 

558 

t 996 


... 

... 

... 

*17 

299 

303 

162 




8 

... 

9 

8 

• • . 

9 

20 

22 

32 

47 

106 

112 

44 

6 

166 

155 

189 

40 

192 

263 

311 

4 

102 

92 

218 

17 

154 

189 

356 

... 

5,9 

6,0 

6.5 

. . * 

5.7 

6.1 

6.5 

• , . 

6.1 

5.7 

6.5 

8 

20 

19 

55 

18 

41 

28 

28 

13 

26 

16 

55 

3 

45 

36 

, 40 

83 

617 

762 

980 

7 

4 

12 

15 

33 

155 

180 

1 537 

5 

57 

122 

I 98 

76 

529 

547 

500 

4 

4 

• . . 

a 

■ • . 

• • • 

• • * 


, * . 

5 

i 1C 

> 29 

105 

702 

: 84c 

} 1 128 

11 

3: 

i 4f 

5 5 

. > . 


, c 

> s 

106 

> 53i 

i 57; 

3 953 

1C 

1 20< 

) 3i; 

5 204 

101 

42: 

2 41( 

0 061 

42 

> 35< 

i M, 

6 313 


SUBJECT 


TENURE AND COLOR 


ALL OCCUPIED UNITS 
OWNER OCCUPIED 
WHITE. . . . 

NONWHITE . . 

RENTER OCCUPIED. 

WHITE. . . 

NONWHITE . 


CONDITION AND PLUMBINS 


ALL OCCUPIED UNITS . 

SOUND 

WITH ALL PLUMBING FACILITIES . • . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

dilapidated 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. . . 


ALL OCCUPIED UNITS 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
only COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED water outside STRUCTURE 

NO PIPED water 


TOILET FACILITIES 


FLUSH TOILETi EXCLUSIVE USE. . . 

FLUSH TOlLETf SHARED 

OTHER toilet FACILITIES OR NONE. 

BATHING facilities 

BATHTUB OR SHOWER. EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . . . 
NO BATHTUB OR SHOWER 


ROOMS 


ROOM . . . . . 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS 

ROOMS OR MORE. 

MED I AN I 

ALL OCCUPIED . 

OWNER. . . . 

RENTER . . . 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . , 
1929 OR EARLIER. . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE • • . . 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE ... 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE 


HOME FOOD FREEIER 


1 OR MORE. 
NONE . * • 


STANTON 


483 

340 

340 

143 

140 

3 


483 

401 

354 

*47 

72 

49 

4 

19 

10 

143 

124 

106 

18 

13 

10 

3 

6 


417 

38 

12 

16 


414 

69 


416 

4 

63 


7 

100 

100 

126 

56 

94 

5.8 

6.0 


21 

26 

39 

65 

332 


4 

209 

109 

161 


454 

20 


315 

159 


396 

146 


THAYER 


852 

544 

544 

300 

300 


852 

665 

517 

6 

140 

164 

42 

[zz 

23 

308 

217 

157 

60 

84 

22 

62 

7 


852 


1 078 
684 
6B4 

394 

394 


1 078 
682 
706 
24 
152 
188 
77 

In 

8 

394 

289 

194 

95 

97 

22 

75 

B 


WAYNE 


1 078 


646 

87 

23 

96 


570 

7 

275 


605 

7 

240 


23 

98 

102 

195 

172 

254 

6.5 

6.8 

6.1 


26 

19 

24 

32 

751 


12 

277 

55 

508 


839 

5 


592 

252 


601 

200 


853 

90 

12 

123 


807 

271 


841 

237 


69 

186 

237 

275 

307 

6.7 

6.7 

6.6 


16 

28 

29 

37 

968 


12 

362 

134 

570 


83 

986 

10 


40 

563 

476 


682 

364 


206 

567 

567 

639 

639 


206 I 
041 
743 
34 
264 
157 
28 

129 

a 

639 

527 

318 

209 

108 

20 


1 206 


800 

528 

528 

272 

272 


800 

632 

418 

16 

198 

168 

34 


272 

196 

106 

90 

76- 

12 

64 


WHEELER 


892 

139 

46 

129 


832 

374 


838 

368 


47 

170 

321 

265 

391 

6.7 

6.9 

6.5 


8 

36 

12 

40 

1 110 


8 

541 

23 

630 

4 


5 

1 174 
5 


5 

866 

313 


815 

459 


511 

105 


468 

332 


525 

2^; 


66 

177 

237 

139 

181 

6,2 

6.1 

6,3 


12 

4 

21 

28 

735 


4 

183 

49 

518 

46 


32 

736 


542 

226 


440 

477 


273 

193 

193 

80 

80 


273 

257 

225 

6 

24 

16 

4 

12 


273 


241 

12 


237 

36 


241 

32 


305 

771 

771 

534 

534 


1 305 
1 172 
960 
15 
197 
125 
45 

*80 


534 

438 

321 

117 

68 

29 

59 

6 


37 

U 

201 


4 

79 

8 

182 


4 

263 


226 

41 


188 

110 


1 305 


1 124 
63 
16 
102 


1 025 
280 


1 080 
225 


9 

66 

173 

312 

357 

368 

6.8 

6.8 

6.7 


17 

29 

4 

33 

222 


16 

656 

64 

561 

6 


21 
1 305 


157 

169 


770 

474 
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State and Small Areas 


Table 34. — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

ADAMS 

ANTELOPE 

ARTHUR 

BANNER 

BLAINE 

BOONE 

BOX 

BUTTE 

BOYD 

BROWN 

1 

! BUFFALO 

BURT 

BUTLER 

ALL OCCUPIED UNITS 

1 064, 

1 494 

98 

311 

197 

1 328 

682 

633 

485 

1 542 

1 121 

i 301 

PERSONS 










1 



1 PERSON 

65' 

76 

7 

24 

13 

71 

32 

25 

12 

i 95 

61 

85 

2 PERSONS 

341 1 

442 

26 

91 

40 

382 

178 

131 

119 

551 

335 

314 

3 PERSONS 

238 

299 

25 

68 

36 

201 

122 

97 

113 

' 258 

210 

230 

4 PERSONS 

158 

255 

15 

70 

45 

196 

137 

138 

85 

1 244 

211 

224 

5 PERSONS 

112 

188 

9 

34 

37 

183 

92 

77 

71 

200 

158 

215 

6 PERSONS 

78 

90 

12 

8 

11 

158 

83 

58 

59 

1 110 

73 

115 

7 PERSONS . , . , 

32 

80 

4 

12 

11 

75 

29 

' 36 

15 

1 72 

37 

45 

a PERSONS OR MORE* » . . 

40 

64 

... 

4 

4 

62 

9 

71 

11 

1 

36 

73 

MED I AN 1 

ALL OCCUPIED 

3.0 

3.3 

• • 1 

3.1 

* * * 

3.6 

3,6 

4.0 

3.5 

, 3,0 

3.3 

3.6 

OWNER 

2.8 

2.8 

. . . 

1 1 * 

. • * 

2,9 

3,0 

3,8 

3.3 

' 2,4 

2,6 

3.2 

RENTER 

3.7 

i 

4.0 

••• 

... 

... 

4.6 

4,1 

... 

' ... 

! 4.1 

3.9 

4.6 

PERSONS PER ROOM 













1*00 OR LESS 

988 

1 359 

87 

299 

183 

1 208 

595 

1 543 

! 449 

1 1 424 

1 056 

1 188 

1.01 OR MORE 

76 

135 

11 

12 

14 

120 

87 

90 

36 

118 1 

65 

113 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

697, 

934 

75 

174 

142 

850 

401 

446 

325 

1 023 

633 

855 

1958 TO MARCH 1960 

40 

73 

4 

16 

14 

55 

48 

8 

' 42 

50 1 

46 

22 

1954 TO 1957 

53 1 

92 

IB 

20 

5 

67 

36 

60 

1 22 

75 I 

71 

55 

1940 TO 1953 

272, 

357 

28 

51 

89 

459 

194 

242 

147 

480 1 

286 

331 

1939 OR EARLIER 

332 

412 

25 

^7 

34 

249 

123 

136 

! 114 

418 

230 

447 

RENTER OCCUPIED 

367, 

560 

23 

137 

55 

478 

281 

187 

1 160 

519, 

488 

446 

195B TO MARCH 1960 

57' 

128 

6 

46 

21 

135 

61 

36 

1 ^2 

145* 

121 

105 

1954 TO 1957 

94, 

147 

4 

18 

16 

139 

89 

50 

40 

124 1 

lOl 

96 

1940 TO 1953 

167 

229 

13 

42 

18 

171 

98 

75 

44 

163, 

184 

171 

1939 OR EARLIER 

49' 

56 

... 

31 

... 

33 

33 

26 

24 

87 ' 

82 

74 

RENT STATUS 













RENTER OCCUPIED 

367' 

560 

23 

137 

55 

478' 

281 

187 

160 

519' 

488 

446 

RENT PAID 

157, 

317 

10 

. . ■ 


112| 

24 

121 

68 1 

212 ; 

106 

109 

NO CASH RENT 

210 

243 

13 

137 

“‘i 

366 

1 

257 

66 

92 

307 

382 

337 

SUBJECT 

CASS 

CEDAR 

CHASE 

CHERRY 

CHEYENNE 

1 

CLAY i 

1 

COLFAX 

CUMING 

CUSTER 

DAKOTA 

1 

DAWES 1 

DAWSON 

ALL OCCUPIED UNITS 

1 524' 

1 765 

501 

1 073 

768 

757 i 

1 120 

1 634 

2 041 ' 

610 

645 

1 416 

PERSONS 

1 

1 












1 PERSON 

761 

57 

16 

45 

19 

9 

37 

70 

118 

16 

32 i 

54 

2 PERSONS 

481 

321 

146 

250 

185 

217 

319 

3101 

634 

159 

238 

437 

3 PERSONS. 

329' 

227 

73 

218 

87 

134 

234 

294' 

375 

120 

96' 

250 

4 PERSONS 

255, 

265 

86 

239 

178 

159 

104 

312i 

408 

123 

129: 

269 

5 PERSONS 

247 

274 

102 

148 

132 

120 

173 

277 

286 

55 

82 

213 

6 PERSONS 

90 

200 

46 

103 

112 

74 

105 

158' 

135 

56 

41' 

106 

7. PERSONS. 

24 

141 

25 

43 

43 

31 

44 

106, 

52 

39 

16 

48 

8 PERSONS OR MORE 

medianj 

20 

260 

7 

27 

12 

13 

24 

107 

33 

42 

U 

39 

ALL OCCUPIED 

3.1 

4,5 

3.7 

3.6 

4,0 

3.6 

3,4 

4.0 

3.2 

3.6 

3.0 

3.4 

OWNER. . • . 

2,7 

4,5 

2.8 

3.0 

3.7 

3.3 

3,2 

3.7 

2.8 

3.1 

2,5 

2.7 

RENTER • . 

3.7 

4.6 

... 

4,2 

4.4 

3.9 

4.0 

4.2 

3.9 

4,2 

'** ! 

4,3 

PERSONS PER ROOM 













1.00 OR LESS . « 

1 460 

1 410 

448 

911 

683 

727 

1 072 

1 500 

1 902 

550 

509 

1 301 

1.01 OR MORE 

64 

355 

53 

162, 

85 

30 

48 

134 

139 

60 

56 

115 

year MOVED INTO UNIT 













owner occupied ..... 

983 

1 090 

334 

569 

470 

459 

778 

1 022 

1 325 

358 

453 

854 

1958 TO MARCH I960 

78 

58 

39 

62 

23 

32 

8 

35 

76 

32 

40 

69 

1954 TO 1957 

94 

114 

15 

66 

36 

35 j 

82 

102 

170 

42 

68 

108 

1940 TO 1953 

341 

522 

158 

215 

237 

229 

309 

312 

544, 

136 

202 

341 

1939 OR EARLIER 

470 

396 

122 

224 

174 

163 1 

379 

573 

535 1 

148 

143 

336 

RENTER OCCUPIED 

541 

675 

167 

504 

298 

296 

342 

612 

716 

252 

192 

562 

1958 TO MARCH 1960 

128, 

163 

40 

230 

59 

80 1 

42 

121 

2l0l 

48 

70 

110 

1954 TO 1957 ... 

111 

157 

46 

129 

43 

7l| 

63 

131 

203, 

40 

49 

150 

1940 TO 1953 ..... 

192' 

278 

50 

113 

147 

97 

156 

210 

206 

117 

55 

224 

1939 OR EARLIER 

110 

77 

31 

32 

49 

50 

81 

150 

95 i 

47 

18 

78 

RENT STATUS 






1 







RENTER OCCUPIED 

541 

675 

167 

504 

296 

1 

2981 

342 

612, 

716 

252 

192 

562 

RENT PAID 

67 

375 

5 

56 

28 

112 

201 

122 

289 

141 

42 

40 

NO CASH RENT 

454 

300 

162 

44B 

270 

1061 

1 

141 

490 i 

427 

111 

150 

522 


Nebraska 


29-83 


Table 34. — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties; I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unic 

Persons per Room Rent Status 


subject 

DEUEL 

DIXON 

DODGE 

DOUGLAS 

1 

1 DUNDY 

FILLMORE 

FRANKLIN 

FRONTIER 

FURNAS 

GAGE 

GARDEN 

GARFIELD 

ALL OCCUPIED UNITS . 

292 

1 123 

1 465 

995 

456 

1 021 

690 

688 

805 

2 045 

514 

333 

PERSONS 













J. PERSON 

20 

44 

52 

57 

4 

77 

40 

34 

22 

89 

41 

16 

2 PERSONS 

47 

352 

322 

278 

1 122 

306 

215 

161 

271 

586 

122 

60 

3 PERSONS. .... 

49 

203 

272 

145 

104 

161 

160 

128 

159 

368 

87 

69 

4 PERSONS 

98 

231 

327 

269 

69 

208 

119 

120 

143 

399 

111 

81 

5 PERSONS. 

29 

132 

173 

119 

93 

134 

76 

128 

ee 

340 

69 

51 

6 PERSONS 

41 

79 

158 

55 

37 

82 

52 

77 

61 

166 

57 

37 

7 PERSONS 

4 

16 

70 

40 

19 

33 

20 

28 

25 

58 

20 

11 

8 PERSONS OR MORE 

4 

66 

91 

32 

6 

20 

B 

12 

36 

39 

7 

8 

MEDIAN! 













ALL OCCUPIED 

3.8 

3,3 

3.8 

3.6 

' 3,5 

3.3 

3.1 

3.7 

3.2 

3,4 

3.6 

3,8 

OWNER 

... 

2,9 

3,3 

3,1 

3,2 

2.6 

2,6 

3,3 

2.6 

2.9 

3,1 

3.5 

RENTER 

... 

3.9 

4.3 

4.1 

... 

4.1 

4,2 

4.4 

3.B 

4*2 

4.0 

... 

PERSONS PER ROOM 













1.00 OR LESS 

280 

1 029 

1 343 

928 

' 410 

980 

642 

604 

720 

1 974 

472 

298 

1.01 OR MORE 

12 

94 

122 

67 

46 

41 

48 

84 

85 

71 

42 

35 

year moved INTO UNIT 













OWNER OCCUPIED * 

175 

733 

630 

640 

1 294 

666 

468 

455 

507 

1 287 

309 

204 

195B TO MARCH 1960 

12 

64 

36 

71 

28 

22 

24 

47 

22 

00 

29 

27 

1954 TO 1957 

16 

50 

70 

72 

1 20 

55 

45 

68 

43 

124 

45 

30 

1940 TO 1953 ...... 

72 

347 

333 

252 

1 119 

249 

194 

226 

261 

464 

128 

104 

1939 OR EARLIER 

75 

272 

383 

245 

127 

340 

205 

114 

181 

599 

107 

43 

RENTER OCCUPIED 

117 

390 

635 

355 

162 

355 

222 

233 

298 

758 

205 

129 

1950 TO MARCH 1960 . 

21 

112 

165 

99 

29 

52 

48 

54 

54 

133 

69 

49 

1954 TO 1957 

. • . 

91 

106 

55 

1 ^>5 

1 70 

39 

59 

76 

147 

31 

2B 

1940 TO 1953 

71 

132 

245 

146 

1 62 

149 

91 

78 

135 

332 

62 

36 

1939 OR EARLIER 

as 

55 

119 

55 

6 

84 

44 

42 

33 

146 

43 

16 

RENT status 













RENTER OCCUPIED 

117 

390 

635 

355 

162 

355 

222 

233 

298 

758 

205 

129 

RENT PAID 

21 

243 

240 

95 

. . « 

50 

35 

23 

37 

192 

39 

65 

NO CASH RENT . . 

96 

147 

395 

260 

162 

305 

187 

210 

261 

566 

166 

64 

subject 

(50SPER 

GRANT 

GREELEY 

HALL 

HAMILTON 

HARLAN 

HAYES 

HITCH- 

HOLT 

HOOKER 

HOWARD 

JEFFER- 









COCK 




SON 

ALL OCCUPIED UNITS . . , 

422 

155 

624 

1 166 

1 200 

645 

396 

542 

1 722 

110 

1 036 

1 043 

PERSONS 













1 PERSON . 

8 

13 

16 

61 

72 

32 

13 

7 

71 


83 

37 

2 PERSONS . . 

126 

41 

168 

364 

311 

223 

121 

169 

473 

26 

341 

347 

3 PERSONS 

70 

31 

134 

220 

202 

101 

63 

129 

321 

16 

207 

192 

4 PERSONS 

B6 

13 

112 

207 

227 

IIB 

89 

84 

281 

24 

170 

208 

5 PERSONS 

80 

43 

61 

181 

191 

78 

44 

76 

197 

25 

109 

115 

6 PERSONS 

28 

3 

52 

71 

121 

54 

45 

38 

177 

7 

54 

94 

7 PERSONS 

21 

6 

17 

41 

40 

22 

9 

23 

87 

e 

28 

27 

B PERSONS OR MORE 

3 

5 

44 

21 

36 

17 

12 

16 

115 

4 

44 

23 

MEDIAN! 













ALL OCCUPIED 

3.6 

« « • 

3,5 

3.2 

3,6 

3.2 

3.5 

3.2 

3,5 

• ■ . 

3.0 

3*2 

OWNER 

2.7 

« . • 

3.3 

2.6 

3,0 

2,7 

3.5 

3,0 

3.2 

• * • 

2«5i 

2.6 

RENTER 

... 

... 

... 

4,0 

4.0 

, .. 

. . . 

. • , 

4.0 

* • . 

3.8 

4.0 

PERSONS PER ROOM 













1.00 OR LESS 

396 

119 

570 

1 090 

1 135 

607 

364 

496 

1 490 

95 

957 

9B6 

1.01 OR MORE 

26 

36 

54 

76 

65 

38 

32 

46 

232 

15 

79 

57 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED 

253 

57 

453 

713 

626 

462 

254 

358 

1 253 

74 

703 

652 

1958 TO MARCH 1960 

6 

13 

24 

57 

43 

28 

28 

23 

139 

12 

28 

50 

1954 TO 1957 

22 

9 

50 

100 

70 

48 

27 

52 

150 

12 

47 

53 

1940 TO 1953 

102 

13 

223 

263 

272 

214 

124 

127 

541 

23 

284 

310 

1939 OR EARLIER 

121 

22 

156 

293 

241 

172 

75 

156 

423 

27 

344 

239 

RENTER OCCUPIED 

169 

98 

171 

453 

574 

183 

142 

184 

469 

36 

333 

391 

1958 TO MARCH 1960 

44 

40 

40 

106 

132 

60 

3 

29 

122 

12 

89 

83 

1954 TO 1957 

38 

21 

45 

98 

112 

39 

20 

27 

143 

6 

88 

63 

1940 TO 1953 

52 

19 

61 

175 

226 

48 

88 

75 

167 

11 

100 

165 

1939 OR EARLIER 

35 

10 

25 

74 

104 

36 

26 

53 

37 

7 

56 

80 

RENT STATUS 













RENTER OCCUPIED 

169 

98 

171 

453 

574 

1B3 

142 

104 

469 

36 

333 

391 

RENT PAID 

76 

• • • 

108 

155 

209 

8 

• . • 

7 

244 

4 

196 

125 

NO CASH RENT 

93 

98 

63 

298 

365 

175 

142 

177 

225 

32 

137 

266 


29-84 


State and Small Areas 


Table 34. — Occupan-cy Characteristics and Rent Status oe Occupied Rural-Farm Housing 

Units, tor Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Satus 


SUBJECT 

JOHNSON 


KEARNEY 


KEITH 

KEYA 

, 

' KIMBALL 

KNOX 

LAN- 


[ 

LINCOLN 

LOGAN 


LOUP 

MC- 

MADISON 







PAHA 

! 

1 

! 



CASTER 

1 





PHERSON 


ALL OCCUPIED UNITS 

838 

1 

812 

555 

367 

^ 318 

1 

845 

1 979 

1 523 

176 

222 

154 

1 351 

PERSONS 


r 



















1 PERSON 

41 


16 


33 


32 


5 


68 


99 

48 

17 

12 

7 

45 

a PERSONS 

263 

1 

259 

1 

136 


131 


71 


409 

610 

414 

68 

53 

31 

352 

3 PERSONS 

161 


137 


121 


83 


62 


392 

405 

250 

24 

41 

31 

249 

4 PERSONS 

164 


175 


99 


78 


53 


331 

316 

316 

16 

41 

34 

253 

5 PERSONS 

112 

1 

141 


92 


30 


73 


286 

270 

262 

29 

33 

23 

231 

6 PERSONS 

36 


26 


52 

1 

9 


31 


188 

195 

126 

18 

26 

6 

U3 

7 PERSONS 

45 


34 


22 


. . . 


9 


78 


52 

54 

t 

\ 

8 

16 

64 

8 PERSONS OR MORE 

16 


24 


. * . 

! 

4 


14 


93 


32 

43 

■ , 1 


8 

6 

44 

MEDIAN! 






1 















ALL OCCUPIED 

3.2 


3.5 


3,4 


2,7 


3,9 


3.7 

3 

1.2 

3. 

.6 

• , . 


3.6 

. • * 

3.6 

OWNER. .... 

2.7 


2,9 


2.9 


2.4 


3,5 


3,3 

2 

1,7 

3. 


• • . 


, . . 

. * « 

3,2 

RENTER ........ 

4.1 


3,9 


4.3 


... 


... 


4.2 


M 

4. 

.0 



... 

, . . 

4.3 

PERSONS PER ROOM 


1 

1 



















1.00 OR LESS 

B14 


758 


521 


353 


275 

1 

641 

1 886 

1 335 

154 

194 

122 

1 243 

1.01 OR MORE 

24 


54 


34 


14 


43 


204 


93 

186 

22 

28 

32 

loa 

YEAR MOVED INTO UNIT 





















OWNER OCCUPIED 

582 


504 


328 


276 

1 

202 

1 

115 

1 253 

940 

116 

137 

121 

871 

1958 TO MARCH 1960 

38 

1 

18 


31 


19 

1 

8 


41 

120 

84 

' 10 

30 

7 

89 

1954 TO 1957 

61 


40 


18 


32 


41 


122 

123 

180 

1 ^0 

11 

10 

B6 

1940 TO 1953 . 

250 


248 


157 


83 


103 


506 

492 

360 


56 

74 

372 

1939 OR EARLIER 

233 


198 


122 


142 


50 


446 

518 

316 

1 55 

40 

30 

324 

RENTER OCCUPIED « . 

256 


308 


227 


91 


116 


730 

726 

583 

60 

85 

33 

480 

1958 TO MARCH I960 

32 


46 


43 


26 


19 


151 

149 

157 

16 

28 

9 

141 

1954 TO 1957 

84 


94 


81 


20 


17 


176 

132 

113 

16 

25 

8 

117 

1940 TO 1953 

105 


116 


78 


25 


62 


2741 

280 

216 

i £ 

J 

29 

8 

154 

1939 OR EARLIER 

35 


52 


25 


20 


16 


129 

165 

97 

1 20 

3 

8 

68 

RENT STATUS 


1 

1 














1 





renter OCCUPIED, .... 

256 

! 

308 


227 


■ 

91 


116 


730 

726 

583 

60 

85 

33 

480 

RENT PAID 

175 


115 


21 


40 


3 


548 

347 

138 

! 16 

3 

8 

197 

NO cash rent * , , 

81 

L 

193 


206 


51 


113 


182 

379 

445 

j 44 

82 

25 

283 

SUBJECT 

MERRICK 1 

MORRILL 

NANCE 

NEMAHA 

NUCKOLLS 

OTOE 

PAWNEE 

PERKINS 

PHELPS 

PIERCE 

PLATTE 

ALL OCCUPIED UNITS . 

1 042' 

873 

765 

911 

917 

1 514 

840 

1 

593 

860 

1 091 

1 616 

PERSONS 








1 






1 


1 





1 PERSON 

60 

71 

I 

24 


49 


39 


73 


56 


23 


33 

28 

58 

2 PERSONS. 

324 

215 

229 


330 


254 


423 


258 


161 


268 

291 

317 

3 PERSONS 

180 

135 

115 


152 


191 


312 


166 


84 


143 

277 

306 

4 PERSONS 

222 

202 

1 160 


160 


182 


371 


149 


lie 


166 

148 

296 

5 PERSONS 

116 

126 

119 


118 


86 


180 


78 


76 


136 

151 

244 

6 PERSONS 

59 

80 


71 


78 


101 


107 


71 


72 


71 

104 

179 

7 PERSONS 

33 

32 


20 


12 


32 


25 


42 


21 


31 

56 

101 

a PERSONS OR MORE 

48 

12 


27 


12 


32 


23 


20 


38 


12 

36 

115 

MED I AN 1 





















ALL OCCUPIED 

3,2 

> 

3. 

■ 6 


1.6 


3,0 


3,4 


3,3 


3,1 


3.7 


3,4 

3.3 

3,9 

OWNER 

2,<i 

> 

3. 

1 


1.2 


2,4 


2.9 


2.9 


2,7 


3.5 


2.6 

3.1 

3,5 

RENTER 

3,? 

> 

3, 

i9 


1.1 


3,9 


4,2 


3.7 


3,9 


4.1 


4.1 

3.9 

4,4 

PERSONS per room 





















1.00 OR LESS 

971 ' 

769 

710 


866 


835 


1 451 


785 


492 


813 

999 

1 465 

1.01 OR MORE 

7li 

104 


55 


45 


82 


63 


55 


101 


47 

92 

151 

YEAR MOVED INTO UNIT 


1 



















OWNER OCCUPIED 

663 

465 

406 


550 


620 


842 


572 


372 


427 

692 

1 048 

1958 TO MARCH 1960 

71 

28 


36 


39 


51 


73 


45 


21 


20 

44 

50 

1954 TO 1957 

82 

£ 

18 


44 


47 


57 


69 


83 


30 


66 

81 

64 

1940 TO 1953 

255 

190 

190 


192 


273 


302? 


225 


181 


169 

280 

433 

1939 OR EARLIER 

255 

159 

136 


272 


239 


398 


219 


140 


172 

287 

501 

renter occupied 

379 

408 

359 


361 


297 


672 


268 


221 


433 

399 

568 

1958 TO MARCH 1960 

93 

146 

1 

97 


90 


37 


128 


41 


56 


118 

68 

no 

1954 TO 1957 

66 

100 

1 


73 


98 


117 


68 


45 


70 

131 

124 

1940 TO 1953 

142 

131 

i 120 

1 

133 


116 


239 




90 


194 

124 

202 

1939 OR EARLIER 

76 

31 


36 


65 


46 


188 


73 


30 


51 

76 

132 

RENT STATUS 







1 














RENTER OCCUPIED 

379 

408 

359 


361 


297 


672 


266 


221 


433 

399 

568 

RENT PAID 

209 

48 


60 


52 


71 


112 


57 


22 


117 

187 

328 

NO CASH RENT 

170 

360 

299 1 


309 


226 1 


560 


211 


199 


316 

212 

240 



Nebraska 
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Tabic 34, — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

POLK 

RED 

WILLOW 

RICH- 

ARDSON 

ROCK 

SALINE 

SARPY 

SAUNDERS 

i 

SCOTTS 

BLUFF 

SEWARD 

SHERIDAN 

SHERMAN 

ALL OCCUPIED UNITS 

978 

719 

1 321 

356 

1 266 

675 

i 975 

1 827 

1 162 

1 108 

846 

PERSONS 












1 PERSON 

63 

47 

39 

16 

108 

42 

94 

84 

61 

58 

38 

2 PERSONS. . . 

229 

215 

500 

87 

476 

190 

543 

469 

391 

281 

212 

3 PERSONS. ... 

195 

130 

268 

38 

265 

144 

423 

371 

240 

164 

194 

H PERSONS. ... 

169 

112 

210 

81 

194 

106 

368 

331 

248 

235 

137 

5 PERSONS . . . 

130 

132 1 

146 

67 

99 

81 

254 

340 

82 

176 

99 

6 PERSONS 

113 

43! 

107 

45 

92 

44 

128 

132 

ill 

116 

86 

7 PERSONS 

30 

24 

32 

7 

e 

47 

77 

61 

25 

54 

35 

a PERSONS OR MORE 

29 

16 

19 

15 

4 

21 

86 

39 

4 

24 

45 

MEDIANi 












ALL OCCUPIED . • 

3.5 

3.3 

3,0 

4.0 

2.7 

3.2 

3,3 

3.5 

3,0 

3.7 

3.4 

OWNER 

2.9 

2.7 : 

2.6 

3.5 

2.4 

2.8 

2.9 

2.7 

2.6 

3.2 

3.0 

RENTER 

4.3 

4.0i 

3.7 

... 

3.3 

3.9 

4,1 

4.1 

3.8 

4,3 

4.1 

PERSONS PER ROOM 












1.00 OR less 

924 

673 1 

1 266 

326 

1 240 

625 

1 794 

1 606 

1 111 

961 

723 

1.01 OR MORE . 

54 

46’ 

55 

30 

26 

50 

181 

221 

51 

147 

123 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED 

569 

506 

780 

239 

848 

441 

1 309 

873 

730 

709 

592 

1956 TO MARCH i960 

25 

40 

60 

a 

26 

1 35 

73 

104 

45 

75 

20 

1954 TO 1957 

63 

64 

44 

12 

60 

! 63 

99 

163 

50 

91 

70 

1940 TO 1953 

216 

228 

317 

128 

249 

133 

466 

328 

279 

310 

320 

1939 OR EARLIER 

265 

174 

359 

91 

511 

210 

669 

278 

376 

233 

182 

RENTER OCCUPIED 

409 

213 

541 

117 

418 

234 

666 

954 

412 

399 

254 

1958 TO MARCH 1960 

58 

62 

no 

28 

86 

' 54 

121 

291 

69 

124 

80 

1954 TO 1957 

82 

47 

103 

32 

79 

39 

117 

251 

94 

116 

39 

1940 TO 1953 

174 

68 

225 

32 

153 

83 

256 

334 

158 

116 

99 

1939 OR earlier 

95 

36 

103 

25 

100 

58 

172 

78 

91 

43 

28 

RENT STATUS 












RENTER OCCUPIED. . 

409 

213 

541 

117 

418 

234 

666 

954 

412 

399 

254 

RENT PAID. . 

176 

16 

105 

40 

208 

69 

267 

17 

144 

40 

160 

NO CASH RENT 

233 

197 

436 

77 

210 

165 

399 

937 

268 

359 

94 

SUBJECT 

SIOUX 

STANTON 

THAYER 

THOMAS 

1 

THURSTON 

valley 

WASH- 

INGTON 

WAYNE 

WEBSTER 

WHEELER 

YORK 

ALL OCCUPIED UNITS 

483 

852 

1 076 

125 

749 

861 

1 156 

1 206 

800 

273 

1 305 

PERSONS 












1 PERSON ... 

29 

46 

25 

9 

36 

62 

52 

44 

40 

11 

109 

2 PERSONS 

112 

173 

340 

IB 

230 

215 

316 

345 

257 

107 

341 

3 PERSONS 

79 

213 

237 

40 

123 

170 

261 

242 

151 

42 

305 

4 PERSONS. ...» 

107 

150 

193 

22 

145 

148 

236 

247 

119 

41 

233 

5 PERSONS 1 

69 

98 

115 

12 

98 

136 

154 

180 

123 

28 

199 

6 .PERSONS 

63 

111 

95 

e 

57 

80 

86 

73 

70 

23 

62 

7 PERSONS 

21 

37 

46 

16 

31 

31 

27 

51 

20 

13 

40 

6 PERSONS OR MORE I 

3 

24 

27 

• t . 

29 

19 

24 

24 

20 

8 

16 

MEDIANI 












ALL OCCUPIED 

3.7 

3.5 

3.2 

• 99 

3.4 

3.4 

3,3 

3.4 

3.2 

2.9 

3,2 

OWNER 

3.7 

3.4 

2.9 

• • 9 

2.8 

3.0 

3.0 

2.7 

2,7 

... 

2.6 

RENTER - 

... 

3.8 

3.9 

« 9 9 

4.0 

4.1 

3.6 

3.9 

4,0 

• # . 

3.7 

PERSONS PER ROOM 












1.00 OR LESS 

447 

780 

1 019 

99 

673 

786 

1 067 

1 151 

759 

247 

1 253 

1.01 OR MORE 

36 

72 

59 

26 

76 

75 

91 

55 

41 

26 

52 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED 

340 

544 

684 

85 

467 

562 

783 

567 

52B 

193 

771 

1958 TO MARCH 1960 

37 

28 

58 

4 

16 

43 

70 

20 

24 

23 

37 

1954 TO 1957 

42 

48 

56 

16 

61 

52 

95 

81 

41 

21 

100 

1940 TO 1953 

127 

204 

276 

36 

196 

288 

284 

225 

261 

92 

317 

1939 OR EARLIER 

134 

264 

294 

27 

194 

179 

334 

241 

202 

57 

317 

RENTER OCCUPIED 

143 

308 

394 

40 

282 

299 

375 

639 

272 

80 

534 

1956 TO MARCH 1960 

42 

83 

64 

5 

72 

80 

81 

127 

33 

42 

131 

1954 To 1957 

51 

60 

137 

15 

60 

83 

90 

181 

69 

26 

117 

1940 TO 1953 

40 

101 

106 

15 

100 

118 

123 

233 

112 

8 

172 

1939 OR EARLIER 

10 

64 

87 

5 

50 

18 

81 

98 

58 

4 

114 

RENT STATUS 












RENTER OCCUPIED 

143 

308 

394 

40 

282 

299 

375 

639 

272 

80 

534 

rent PAID 

1 19 

92 

239 

• . * 

41 

147 

40 

27 

143 

12 

193 

NO CASH RENT 

124 

216 

155 

40 

241 

152 

335 

612 

129 

68 

341 
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Table 35. — Source of Water and Sewage Disposal, for Counties: 1960 

[Based on sample; see text] 


COUNTY 

ALL 

HOUSING 

UNITS 


SOURCE OF water | 

total’* 

PUBLIC 

SYSTEM 

OR 

private 

COMPANY 

INDIVIDUAL 

WELL 

OTHER 

THE STATE . • * 

472 950 

332 338 

199 549 

125 803 

6 986 

ADAMS 

9 949 

9 949 

a 322 

1 581 

46 

ANTELOPE * • . 

3 64-6 

3 646 

1 656 

1 934 

56 

ARTHUR 

247 

247 

. * * 

247 

• • • 


411 

411 

9 

402 

1 • . 

BLAINE. 

387 

387 

35 

343 

9 

BOONE 

3 123 

3 123 

1 398 

1 675 

50 


4 104 

4 104 

3 010 

1 020 

74 

BOYD 

1 508 

1 508 

696 

750 

60 

ipOWN 

1 725 

1 725 

960 

682 

83 

BUFFALO 

8 710 

8 710 

6 024 

2 557 

129 

BURT. . 

3 675 

3 675 

2 179 

1 426 

70 

BUTLER. .. 

3 724 

3 724 

1 451 

2 215 

58 

CASS ■ t 

5 963 

5 963 

3 633 

2 078 

252 

CEDAR 

3 878 

3 878 

1 665 

1 982 

231 

CHASE • 

1 658 

1 658 

875 

783 

* • • 

CHERRY. «...• 

2 788 

2 788 

1 397 

1 296 

95 

CHEYENNE • 

4 744 

4 744 

3 526 

1 128 

90 

CLAY. 

3 160 

3 160 

1 889 

1 191 

00 

COLFAX * 

3 473 

3 473 

1 712 

1 680 

81 

CUMING 

3 947 

3 947 

1 944 

1 960 

43 


6 114 

6 114 

3 060 

2 946 

108 

DAKOTA* 

3 748 

3 748 

2 501 

1 109 

138 


3 319 

3 319 

2 373 

863 

83 

DAWSON * 

6 620 

6 620 

4 473 

2 169 

178 

DEUEL ... 

1 154 

1 154 

690 

454 

10 


2 723 

2 723 

1 267 

1 421 

35 


10 732 

10 732 

8 321 

2 291 

120 

DOUGLAS 

109 249 

11 967 

9 on 

2 842 

114 


1 410 

1 410 

671 

656 

83 

FILLMORE. ... 

3 390 

3 390 

1 969 

1 406 

15 


2 048 

2 048 

1 284 

742 

22 

FRONTIER. 

1 634 

1 634 

763 

861 

10 

FURNAS 

3 041 

3 041 

1 905 

1 091 

45 

gage. 

a 851 

a 851 

6 013 

2 739 

99 

GARDEN 

1 312 

1 312 

395 

913 

4 

GARFIELD 

958 

950 

472 

472 

14 

GOSPER 

B30 

830 

231 

540 

59 

GRANT 

408 

408 

148 

252 

8 

GREELEY 

1 603 

1 603 

753 

840 

10 

HALL 

11 950 

11 950 

9 250 

2 592 

108 

HAMILTON 

3 025 

3 025 

1 453 

1 545 

27 

HARLAN • . 

1 971 

1 971 

1 099 

843 

29 

HAYES 

697 

697 

113 

579 

5 

HITCHCOCK ... ....... 

1 796 

1 796 

1 059 

697 

40 

HOLT 

4 497 

4 497 

1 858 

2 533 

106 

HOOKER 

418 

418 

276 

131 

11 

HOWARD 

2 445 

2 445 

976 

1 338 

131 

JEFFERSON 

4 213 

4 213 

2 622 

1 500 

91 

JOHNSON 

2 30B 

2 308 

1 172 

1 113 

23 

KEARNEY 

2 229 

2 229 

1 141 

1 056 

32 

KEITH .... 

2 748 

2 740 

! 1 766 

912 

70 

KEYA PAHA. 

607 

607 

141 

412 

54 

KIMBALL 

2 396 

2 396 

1 753 

63B 

5 

KNOX 

4 471 

4 471 

2 119 

2 208 

144 1 

LANCASTER . . . 

50 522 

7 192 

3 282 

3 777 

133 i 

LINCOLN •••*«. 

10 191 

10 191 

6 499 

3 238 

454 

LOGAN * 

410 

410 

126 

255 

29 

LOUP 

400 

400 

* * . 

390 

10 

MG PHERSON 

267 

267 

. * * 

267 

. * 1 

MADISON 

6 381 

B 381 

6 236 

2 093 

52 

MERRICK ... 

2 944 

2 944 

1 241 

1 560 

143 

MORRILL 

2 524 

2 524 

1 152 

1 303 

69 

NANCE * « . . . 

1 969 

1 969 

1 000 

941 

26 

NEMAHA. * • • • . 

3 476 

3 476 

1 780 

i 443 

253 

NUCKOLLS 

3 052 

3 052 

1 816 

1 227 

9 

OTOE. ..... 

5 902 

5 902 

3 792 

1 916 

194 

PAWNEE. • . 

2 125 

2 125 

855 

1 177 

93 

PERKINS 

1 505 

1 505 

749 

709 

47 

PHELPS. 

3 486 

3 486 

2 447 

1 024 

15 

PIERCE . . . 

2 839 

2 839 

1 213 

1 572 

54 

PLATTE 

7 440 

7 440 

4 512 

2 757 

171 

POLK 

2 579 

2 579 

1 333 

1 155 

91 

RED WILLOW 

4 520 

4 520 

3 534 

970 

16 

RICHARDSON 

5 237 

5 237 

3 265 

1 089 

83 

ROCK 

921 

921 

415 

462 

44 

SALINE 

4 097 

4 897 

3 001 

1 810 

86 

SARPY 

8 166 

a 166 

6 742 

1 359 

65 

SAUNDERS • 

5 945 

5 945 

3 236 

2 511 

196 

SCOTTS BLUFF. ... 

11 747 

11 747 

8 068 

3 444 

235 


4 475 

4 475 

2 299 

2 057 

119 

SHERIDAN. 

3 196 

3 196 

1 615 

1 478 

103 

SHERMAN 

2 018 

2 018 

785 

1 181 

52 

SIOUX 

960 

960 

202 

731 

27 

STANTON 

1 935 

1 935 

721 

1 209 

5 


3 344 

3 344 

1 993 

1 307 

44 

THOMAS 

427 

427 

124 

248 

55 

THURSTON 

2 246 

2 246 

1 032 

980 

234 

VALLEY 

2 431 

2 431 

1 224 

1 093 

114 

WASHINGTON 

3 839 

3 839 

2 186 

1 621 

32 


3 115 

3 U5 

1 642 

1 444 

29 

WEBSTER 

2 266 

2 266 

1 004 

1 241 

21 


496 

496 

103 

351 

12 

YORK 

4 822 

4 822 

2 844 

1 949 

29 


^ EXCLUDES UNITS IN PLACES OF 50,000 INHABITANTS OR MOREl SEE TEXT. 


SEWAGE DISPOSAL 


PUBLIC 

SEWER 

SEPTIC 

TANK 

OR 

CESSPOOL 

OTHER 

OR 

NONE 

172 234 

no 654 

49 250 

8 280 

1 059 

610 

964 

1 987 

695 

■ • . 

215 

32 

5 

340 

66 


259 

117 

1 088 

1 132 

903 

2 976 

784 

344 

381 

702 

425 

910 

561 

254 

5 822 

1 787 

1 101 

1 928 

1 274 

473 

1 123 

1 361 

1 240 

2 758 

2 100 

1 105 

1 396 

1 756 

726 

810 

653 

195 

963 

1 478 

347 

3 341 

1 190 

213 

1 700 

1 068 

392 

1 671 

1 139 

663 

1 720 

1 518 

709 

2 026 

2 799 

1 289 

2 140 

1 034 

574 

2 307 

643 

369 

4 103 

2 165 

532 

663 

300 

ni 

939 

1 216 

568 

a 295 

1 840 

597 

5 892 

5 232 

843 

536 

475 

399 

1 520 

1 280 

590 

619 

1 130 

299 

483 

771 

380 

1 501 

1 147 

393 

4 954 

2 280 

1 617 

538 

634 

140 

468 

248 

242 

168 

495 

167 

1 1 1 

352 

56 

590 

556 

457 

9 107 

2 193 

650 

894 

1 649 

482 

894 

831 

246 

6 

568 

123 

952 

562 

282 

1 745 

1 718 

1 034 

272 

122 

24 

567 

1 108 

770 

2 208 

1 041 

964 

1 002 

698 

606 

974 

1 034 

221 

1 711 

809 

228 

4 

398 

205 

1 781 

558 

57 

1 841 

1 556 

1 074 

2 751 

3 214 

1 227 

5 942 

3 222 

1 027 

65 

245 

100 

• . . 

293 

107 

• . • 

267 

« « « 

6 032 

1 765 

504 

1 050 

1 492 

394 

1 161 

643 

520 

022 

430 

717 

1 541 

1 029 

906 

1 455 

1 136 

461 

3 004 

1 681 

1 217 

531 

828 

766 

575 

748 

102 

2 271 

1 000 

215 

1 156 

1 272 

411 

4 591 

1 908 

941 

1 209 

1 078 

292 

3 025 

1 151 

344 

2 630 

1 762 

845 

333 

508 

80 

2 566 

1 401 

930 

5 041 

2 643 

482 

2 546 

2 149 

1 250 

8 199 

2 583 

965 

2 083 

1 506 

686 

1 589 

1 155 

452 

511 

726 

781 

11 

604 

345 

641 

602 

492 

1 444 

1 104 

796 

106 

214 

107 

737 

785 

724 

812 

1 089 

530 

1 618 

1 726 

495 

1 472 

1 142 

501 

746 

1 088 

432 


353 

143 

2 413 

2 007 

402 


Nebraska 
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(Talile 36 of the standard State series is omitted) 


Table 37. — Characteristics of Housing Units With Nonwhite Household Heads, for SMSA’s 
AND Places With 400 to 2,000 Such Units: I960 

[Data shown for places of 2,600 inhabitants or more. Some data based on sample ; see text. “U” denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 

Value 

Gross Rent 


SUBJECT 

LINCOLN 

SMSA 

LINCOLN 

CITY 

SUBJECT 

LINCOLN 

SMSA 

LINCOLN 

CITY 

ALL OCCUPIED UNITS 

715 

645 

YEAR STRUCTURE BUILT 



TENURE 



1955 TO MARCH 1960 

36 

12 




1950 TO 1954 

19 

11 

OWNER OCCUPIED t « 

261 

254 

1940 TO 1949 

35 

10 

RENTER OCCUPIED 

454 

391 

1939 OR EARLIER 

593 

505 

CONDITION AND PLUMBING 



PERSONS 






1 PERSON 

69 

69 

SOUND. .......... 

272 

236 

2 PERSONS 

161 

153 

WITH ALL PLUMBING FACILITIES 

240 

208 

3 PERSONS 

128 

116 

LACKING SOME OR ALL FACILITIES 

32 

28 

4 PERSONS 

106 

77 

DETERIORATING 

308 

304 

5 PERSONS 

1 62 

66 

WITH ALL PLUMBING FACILITIES 

238 

238 

6 PERSONS 

1 69 

69 

LACKING SOME OR ALL FACILITIES ..... 

70 

66 

7 PERSONS * 

31 

31 

DILAPIDATED 

103 

78 

e PERSONS OR MORE. . . 

37 

37 

WATER SUPPLY 



PERSONS PER ROOM 



HOT and cold PIPED WATER INSIDE STRUCTURE. 

631 

574 

0.50 OR LESS 

168 

160 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

46 

38 

0.51 TO 0.75 .... 

165 

153 

PIPED WATER OUTSIDE STRUCTURE. 

* * * 

• t « 

0.76 TO 1.00 

213 

172 

NO PIPED WATER 

6 

6 

1.01 TO 1.50 

99 

95 




1.51 OR MORE 

38 

38 

TOILET FACILITIES 









VALUE 



FLUSH TOILETi EXCLUSIVE USE 

' 594 

537 




FLUSH TOTLETt SHARED 

75 

75 

OWNER OCCUPIED 

235 

219 

OTHER TOILET FACILITIES OR NONE 

14 

6 

LESS THAN i5 * 000 .... 

94 

82 




$5*000 TO $9*900 ..... 

96 

92 

BATHING FACILITIES 



$10*000 TO $14*900 ..... 

41 

41 




$15*000 TO $19(900 . 

4 

4 

BATHTUB OR SHOWER r EXCLUSIVE USE 

587 

526 

$20*000 TO $24*900 . . . , 

* . t 

... 

BATHTUB OR SHOWER* SHARED 

75 

75 

$25*000 OR MORE 

t . » 

■ • . 

NO BATHTUB OR SHOWER 

21 

17 







GROSS RENT 



ROOMS 






I ROOM 

41 

41 

RENTER OCCUPIED 

430 

381 

a ROOMS. ...» 

27 

27 

LESS THAN $20 ' 

• . * 

* . . 

3 ROOMS 

108 

108 

$20 TO 

19 

19 

4 ROOMS 

119 

78 

$30 TO $39 

15 

15 

S ROOMS 

150 

130 

$40 TO 

68 

39 

6 ROOMS. * , . . 

130 

134 

$50 TO $59 ... * 

61 

61 

7 ROOMS* 

69 

69 

$60 TO $79 ...... . . . 

107 

103 

B ROOMS OR MORE. * 

31 

31 

$80 TO $99 

124 

112 




$100 OR more 

23 

19 

UNITS IN STRUCTURE 



NO CASH RENT 

13 

13 

1» INCL. TRAILER ,i 

456 

416 





109 

99 




3 AND 4 

72 

56 




5 OR MORE 

71 

60 
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Table 38 . — Characteristics of Housing Units With Nonwhite Household Heads, for SMSA’s 
AND Places With 2,000 or More Such Units: 1960 
[Some data based on sample; see text. "U” denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Water Su|3ply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Trailer 

Year Structure 
Built 
Persons 

Persons per Room 


SUBJECT 

OMAHA 

SMSA 

OMAHA 

CITY 

SUBJECT 

OMAHA 

SMSA 

OMAHA 

CITY 

ALL OCCUPIED UNITS . 

7 323 

7 083 

UNITS IN STRUCTURE 



TENURE 



1. DETACHED. . * . . 

4 248 

4 077 




1. ATTACHED, ... 

647 

642 

OWNER OCCUPIED 

3 515 

3 356 


772 

767 

RENTER OCCUPIED 

3 808 

3 727 

5 TO 

549 

62B 

549 

617 

condition and plumbing 



10 OR MORE 

434 

434 




TRAILER 

... 

« » * 

OWNER OCCUPIED 

3 539 

3 401 




SOUND 

2 590 

2 529 

YEAR STRUCTURE BUILT 



WITH ALL PLUMBING FACILITIES 

2 509 

2 455 




lacking some or all FACILITIES 

61 

74 


7 326 

7 107 

DETERIORATING 

672 

630 

1959 TO MARCH 1960 

8 

4 

WITH ALL PLUMBING FACILITIES 

570 

552 

1955 TO 195B 

50 

42 

LACKING SOME OR ALL FACILITIES . . . « • 

102 

78 

1950 TO 1954 ... 

505 

485 

DILAPIDATED • 

277 

242 

1940 TO 1949 •«.... 

420 

393 




1930 TO 1939 

677 

665 

RENTER OCCUPIED. . 

3 787 

3 706 

1929 OR EARLIER 

5 666 

5 518 

SOUND * 

2 365 

2 337 




WITH ALL PLUMBING FACILITIES 

2 135 

2 107 

OWNER OCCUPIED 

3 539 i 

3 401 

LACKING SOME 01? ALL FACILITIES ..... 

230 I 

230 

1955 TO MARCH 1960 • . . 

40 

32 

DETERIORATING 

1 057 ' 

1 024 

1950 TO 1954 

83' 

75 

WITH ALL PLUMBING FACILITIES 

714 1 

694 

1940 TO 1949 . 

78 

63 

LACKING some OR ALL FACILITIES 

343 

330 

1939 OR EARLIER 

3 338 

.3 231 

DILAPIDATED 

365' 

345 

PERSONS 



water SUPPLY 



1 PERSON 

1 022 

964 




2 PERSONS. • • • . 

1 840' 

1 791 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

6 940 

6 796 

3 PERSONS 

1 129i 

1 085 

ONLY COLO PIPED WATER INSIDE STRUCTURE , . 

341 

285 

4 PERSONS 

1 095 

1 072 

PIPED WATER OUTSIDE STRUCTURE 

5 

5 

5 PERSONS. ..... 

740 ' 

727 

NO PIPED WATER 

40 

21 

6 PERSONS 

588 

569 




7 PERSONS. 

372 

372 

TOILET FACILITIES 



8 PERSONS OR MORE 

540 

507 




MEDIAN 

3,2 

3.2 

FLUSH TOlLETt EXCLUSIVE USE 

6 603 

6 411 




FLUSH TOILET* SHARED 

63S 

638 

PERSONS PER ROOM 



OTHER TOILET FACILITIES OR NONE 

85 

56 







0.50 OR LESS 

2 758 

2 671 

BATHING FACILITIES 



0.51 TO 0.75 

1 432 

1 388 




0.76 TO 1.00 

1 561 

1 529 

BATHTUB OR SHOWER. EXCLUSIVE USE 

6 480 

6 324 

1.01 TO 1.50 

1 067 

1 044 

BATHTUB OR SHOWER. SHARED 

632 

652 

1.51 OR MORE 

508 

475 

NO bathtub OR SHOWER 

214 

151 




ROOMS 






I ROOM 

102 

102 




Z ROOMS. 

461 

445 




3 ROOMS 

1 070 

1 051 




4 ROOMS 

1 236 

1 166 




5 ROOMS. 

1 675 

1 798 




6 ROOMS 

1 178 

1 159 




7 ROOMS 

937 

925 




8 ROOMS OR MORE 

467 

459 




MEDIAN 

4.9 

4.9 





Table 39. — Financial Characteristics of Housing Units With Nonwhite Household Heads, 
FOR SMSA’s AND Places With 2,000 or More Such Units: I960 

[Based on sample; see text. denotes an unincorporated place. Minus (—) after number indicates median below that number] 


Value 
Gross Rent 


SUBJECT 

OMAHA 

SUSA 

OMAHA 

CITY 


SUBJECT 

OMAHA 

SMSA 

OMAHA 

CITY 

ALL OCCUPIED UNITS 

7 323 

7 083 ' 


; GROSS RENT 



VALUE 




RENTER OCCUPIED 

3 787 

3 706 

! 




less THAN $20. ....... 

6 

6 





$20 TO 

184 

180 

OWNER OCCUPIED 

3 243 

3 109 , 


$30 TO $39 .... 

346 

346 

LESS THAN $5,000 , 

1 053 

978 ' 


$40 TO $49 ... . 

427 

427 

S5.000 TO $7,400 

1 077 

1 063 1 


$50 TO 

603 

567 

$7,500 TO $9,900 

715 

696 1 


$60 TO $69 ... 

729 

729 

$10,000 TO $12,400 

, 277 

266 


$70 TO $79 

511 

491 

$12,500 TO $14,900 

68 

57 i 


$60 TO $99 ...... 

575 

559 

$15,000 TO $17,400 

41 

41 , 


$100 TO $119 

198 

194 

$17,500 TO $19,900 

6 

8 


$120 TO $149 

64 

60 

$20,000 TO $24,900 

• • » 

... 1 


$150 TO $199 

17 

17 

$25,000 TO $34,900 

• . • 



$200 OR MORE 


. ■ * 

$35,000 OR MORE 

4 

... 1 


NO CASH RENT 

127 

no 

MEDIAN DOLLARS . 

6 300 

6 400 1 


median DOLLARS . 

64 

63 


APPENDIX 


Table A-1. — Percent of Allocation for Nonresponse or Inconsistency, for the State, by Size of Place: 1960 

[Loadors (• • ^ indicate tlnit the item is not applicable or that it is not published in this report for the Kivcn iireaH, The base on which the percentage is compute<l is expressed as a code which appears in 

the first column. The legend for the codes follows the table] 





1 INSIDE SMSA'S 


PLACES OF 1,000 TO 50,000 INHABITANTS 

SUBJECT 

BASE 

(code) 

THE 

STATE 

TOTAL 

PLACES OF 
50,000 
INHABIT- 
ANTS 

OR MORE 

BALANCE 

OUTSIDE 

SMSA’S 

25.000 

TO 

50.000 

10,000 

TO 

25,000 

2,500 

TO 

10,000 

1 ,000 
TO 

2,500 

OCCUPANCY CHARACTERISTICS 











TENURE 

2 

1.3 

1.7 

1 .8 

0,8 

1.0 

1 .4 

1.1 

1.0 

1.2 

YEAR MOVED INTO UNIT 

2 

1.7 

2,7 

2.9 

1.7 

1,1 

1.3 

1.2 

1.4 

... 

VACANCY STATUS: 











FOR SALE ONLY * 

4- 

23.9 

11.8 

15.7 

3.4 

31.0 

25,0 

14,5 

15.0 

\ 9.1 

FOR RENT 

5 

6.6 

9.1 

10,3 

1.7 

4.6 

3.6 

2.4 

6.1 

J 

OTHER 

6 

1.6 

4.1 

5.5 

1.1 

1.3 

0.6 

1.7 

2.1 

. . . 

DURATION OF VACANCY 

3 

22.6 

20.4 

21 .2 

16,5 

24.5 

27,8 

• • . 


... 

STRUCTURAL CHARACTERISTICS 











BASEMENT 

1 

2.8 

2.8 

3.0 

1 .9 

2.8 

2.7 

2.2 

• • • 

. . • 

BEDROOMS 

1 

M-.5 

5,1 

5.4 

3.5 

4.2 

5.0 

5.8 

• « • 

... 

ROOMS 

1 

1.0 

0.8 

0.9 

0.4 

1.1 

2.1 

1.0 

0,9 

1.0 

TRAILERS* ON PERMANENT FOUNDATION OR MOBILE . 

7 

6.6 

6.3 

8.8 

5.1 

6.0 

... 

• • • 

. « . 

« . • 

UNITS IN STRUCTURE 

1 

1.9 

2,6 

2.9 

1 .2 

1.5 

1.4 

1.2 

1.6 

« * • 

YEAR STRUCTURE BUILT 

1 

2.7 

3.1 

3.2 

2.5 

2.4 

2.0 

1.0 

2.4 


CONDITION AND PLUMBING FACILITIES 











BATHING FACILITIES 

1 

i 1.2 

1.0 

1 .1 

0.7 

1.3 

2.1 

1.2 

0.9 

... 

BATHROOMS 

1 

7,1 

7.4 

8.0 

4.4 

6.9 

5.6 

5.5 

5.9 

• • • 

CONDITION OF UNIT 

1 

1.^ 

1.0 

1.1 

0,5 

1.6 

2.5 

1.3 

2.9 

1.9 

1 « 9 

SEWAGE DISPOSAL 

1 

3.0 

* • > 

... 

. . * 

• • • 

1.5 

1.4 

... 

SOURCE OF WATER 

1 

1.8 

• • « 

. . * 

• . • 

... 

2.3 

1.5 

1.7 

... 

TOILET FACILITIES 

1 

1.0 

0.8 

O.B 

0.6 

1.2 

2.2 

1.3 

0.8 

... 

WATER SUPPLY 

1 

1.3 

1.1 

1 .2 

0.7 

1.5 

2.1 

1.5 

1 .0 


EQU 1 PMENT 











AIR CONDITIONING 

2 

2.1 

2,9 

3.0 

2.2 

1.7 

3.2 

... 

. . . 


AUTOMOBILES AVAILABLE 

2 

4.7 

5.2 

5.2 

5.2 

4.4 

4,9 

* • . 

. * . 


CLOTHES DRYER . 

2 

3.2 

4.0 

4.0 

3.8 

2,7 

• • • 

... 

. « . 


CLOTHES WASHING MACHINE 

2 

1.8 

2,7 

2.8 

2,1 

1.3 

... 

* • . 

• • • 


HEATING EQUIPMENT * * 

1 

2.1 

2.6 

2.9 

1 .6 

1.9 

2,1 

1 . 5 

1.9 


HOME FOOD FREEZER 

2 

3.7 

4,5 

4.B 

3.0 

3.3 

. B • 

... 

... 


RADIO SETS 

2 

2.0 

2.9 

3.1 

2.1 

1 . 5 

. . • 

. • . 

• • * 


TELEPHONE AVAILABLE . . 

2 

1.8 

2.4 

2.6 

1 .4 

1 ,4 

. , . 

. . . 

1 • * • 


TELEVISION SETS 

2 

2.2 

3.2 

3,4 

2,4 

1.6 





FUELS 











COOKING FUEL 

2 

2.5 

3.2 

3.5 

1.8 

2.1 

... 

. . • 

. .. 

... 

HEATING FUEL 

2 

2.9 

3.1 

3.2 

2.4 

2.B 

... 

. • • 

• • . 

... 

WATER HEATING FUEL 

2 

8,6 

5.6 

5.1 

8.3 

10,4 





FINANCIAL CHARACTERISTICS 











CONTRACT RENT 

8 

7.8 

3.3 

2,9 

8.0 

12.3 

9,7 

9.6 

10.9 

... 

VALUE 

9 

2.3 

1.2 

1.0 

2.3 

3.2 

2,4 

1.9 

2.7 

2.4 


COPE BASE 

1 ALL HOUSING UNITS 

2 OCCUPIED HOUSING UNITS 

3 VACANT AVAILABLE FOR RENT OR SALE 

»+ VACANT AVAILABLE FOR SALE ONLY 

5 VACANT AVAILABLE FOR RENT 

6 VACANT YEAR-ROUND UNITS OTHER THAN AVAILABLE UNITS 

7 OCCUPIED TRAILERS 

8 RENTER-OCCUPIED AND VACANT AVAI LABLE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 

9 OWNER-OCCUPIED AND VACANT AVA I LABLE-FOR-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 


29-89 


☆ U.S. OOVERNMENT PRINTINO OFFICE: 1961 6l277o/l9e 


29-90 


State and Small Areas 

URBANIZED AlREAS— NEBRAS kA 


ILINCOLNI 


Hazel Dell 



COMPON ENTS OF URBANIZED AREA 
Incorporated Places 
Unincorporated Area 


BOUNDARY SYMBOLS 

— State Line 

County Line 


Maps showing! boundaries in detail are available at cost on request to the Bureau of the Census, 


Minor Civil Division Line 











Nevada 


LIST OF TABLES 

[Page numbers listed here omit the State prefix number which appears as part of the page number for each page. 

The prefix for this State is 30] 


THE STATE 

Table 

1 , — Selected characteristics, for the State, standard metropolitan statis- 

tical areas, and places of 10,000 inhabitants or more: 1960 

2, — Tenure, vacancy status, and condition and plumbing facilities, for 

the State, inside and outside SMSA’s, urban and rural: 1960 

3. — Bathrooms, rooms, and bedrooms, for the State, inside and outside 

SMSA's, urban and rural: 1960 

4. — Structural characteristics and heating equipment, for the State, 

inside and outside SMSA’s, urban and rural; 1960 

6. — Occupancy characteristics, for the State, inside and outside SMSA’s, 
urban and rural: 1960 - 

6. — Type of fuel and selected equipment, for the State, inside and 

outside SMSA’s, urban and rural: 1960 - 

7. — Financial characteristics and duration of vacancy, for the State, 

inside and outside SMSA’s, urban and rural nonfarm: 1960 

8. — Selected characteristics of housing units with nonwhite household 

heads, for the State, SMSA’s, and places of 10,000 inhabitants 
or more: 1960. 

9. — Tenure, condition and plumbing facilities, and structural char- 

acteristics of housing units with nonwhite household heads, for 
the State, inside and outside SMSA's, urban and rural: 1960 

10. — Occupancy characteristics, units in structure, and year structure 

built for housing units with nonwhite household heads, for the 
State, inside and outside SMSA’s, urban and rural: 1960. .. 

11. — Selected equipment and financial characteristics of housing units 

with nonwhite household heads, for the State, inside and outside 
SMSA's, urban and rural: 1960 


Pago 

3 

4 

5 

6 

7 

8 
9 

10 


STANDARD METROPOLITAN STATISTICAL AREAS, PLACES OF 
50,000 INHABITANTS OR MORE, AND URBANIZED AREAS 

12. — Tenure, vacancy status, and condition and plumbing facilities, for 
SMSA’s, constituent counties, places of 50,000 inhabitants or 


more, urban balance, rural total, and urbanized areas: 1960 11 

13. — Bathrooms, rooms, and bedrooms, for SMSA’s, constituent counties, 

places of 50,000 inhabitants or more, urban balance, rural total, 
and urbanized areas: 1960 - 12 

14. — Structural characteristics and heating equipment, for SMSA’s, 

constituent counties, places of 50,000 inhabitants or more, urban 
balance, rural total, and urbanized areas: 1960 13 

15. — Occupancy characteristics, for SMSA's, constituent counties, places 

of 50,000 inhabitants or more, urban balance, rural total, and 
urbanized areas: 1960 - 14 

16. — Type of fuel and selected equipment, for SMSA’s, constituent 

counties, places of 50,000 inhabitants or more, urban balance, 
rural total, and urbanized areas: 1960. 15 

17. — Financial characteristics and duration of vacancy, for SMSA’s, 

constituent counties, places of 50,000 inhabitants or more, urban 
balance, rural total, and urbanized areas: 1960 16 


PLACES OF 1,000 TO 50,000 INHABITANTS 

18. — Tenure, vacancy status, and condition and plumbing facilities, for 

places of 25,000 to 50,000 inhabitants; 1960 

19. — Structural characteristics, for places of 25,000 to 50,000 inhabitants: 

1960 


PLACES OF 1,000 TO 50,000 INHABITANTS-Con. 

Table 

20. — Occupancy characteristics, year built, and heating equipment, for 

places of 25,000 to 50,000 inhabitants: 1960. 

21. — Financial characteristics, year moved into unit, and duration of 

vacancy, for places of 25,000 to 50,000 inhabitants: 1960 

22. — Tenure, vacancy status, and condition and plumbing facilities, for 

places of 10,000 to 25,000 inhabitants: 1960 

23. — Structural characteristics and selected equipment, for places of 

10.000 to 25,000 inhabitants: 1960 

24. — Occupancy and financial characteristics, for places of 10,000 to 

25.000 inhabitants: 1960 

25. — Tenure, vacancy status, condition and plumbing facilities, and 

structural characteristics, for places of 2,500 to 10,000 inhabitants: 
1960 

26. — Occupancy and financial characteristics, year built, and heating 

equipment, for places of 2,500 to 10,000 inhabitants: 1960 

27. — Selected characteristics of housing units, for places of 1,000 to 2,500 

inhabitants: 1960 


Page 


17 

18 

19 

20 
21 
22 


COUNTIES 


28. — Tenure, vacancy status, condition and plumbing facilities, and 

structural characteristics, for counties outside SMSA’s: 1960 23 

29. — Occupancy characteristics, heating equipment, and type of fuel, for 

counties outside SMSA’s: 1960 25 

30. — Financial characteristics and selected equipment, for counties out- 

side SMSA's: 1960.... : 27 

31. — Tenure, vacancy status, condition and plumbing facilities, and 

structural characteristics of rural-nonfarm housing units, for 
counties: 1960 29 

32. — Occupancy and financial characteristics and heating equipment of 

rural-nonfarm housing units, for counties: 1960 - 51 

33. — Tenure, condition and plumbing facilities, and structural character- 

istics of occupied rural-farm housing units, for counties: 1960. .. 33 

34. — Occupancy characteristics and rent status of occupied rural-farm 

housing units, for counties: 1960 35 

35. — Source of water and sewage disposal, for counties: 1960 36 


SELECTED STANDARD METROPOLITAN STATISTICAL 
AREAS AND PLACES 


Nonwhite 


36. — Characteristics of housing units with nonwhite household heads, 

for places with 100 to 400 such units; 1960 36 

37. — Characteristics of housing units with nonwhite household heads, for 

SMSA’s and places with 400 to, 2,000 such units: 19601 37 

38. — Characteristics of housing units with nonwhite household heads, 

for SMSA’s and places with 2,000 or more such units: 1960 38 

39. — Financial characteristics of housing units with nonwhite household 

heads, for SMSA’s and places with 2,000 or more such units: 

1960 38 


APPENDIX 

Table 

A-1. — Percent of allocation for nonresponse or inconsistency, for the State, by size of place: 1960. 


Page 

39 


LIST OF MAPS 


The State, showing standard metropolitan statistical areas, counties, and places of 10,000 inhabitants or more. 
Urbanized areas 


30-1 


2 

40 



NEVADA- STANDARD METROPOLITAN STATISTICAL AREAS, COUNTIES, 
AND PLACES OF 10,000 OR MORE 



S r RENO 1 


KENOrn OSPA^ 
K |store/ 


LEGEND N 

Places of 50,000 to 100,000 
Places of 10,000 to 25,000 
Standard Metropolitan Statistical Areas 


^ AO aOHILCS 


□ NORTH US VEGAS 
US VEGAS • 


HENDERSON □ \ 





Nevada 


30-3 


Table 1 . — Selected Characteristics, for the State, Standard Metropolitan Statistical Areas, 

AND Places of 10,000 Inhabitants or More: 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place. Plus (-}-) or minus (— ) after number indicates median above or below that number. Percent not shown where 

leas than 0.1] 


ALL HOUSING UNITS 


MEDIAN IN 
NUM- ON 
BER HOU 


OCCUPIED HOUSING UNITS 


VACANCY RATE 


THE STATE. 
URBAN 

rural 

NONFARM. • . 
OCCUPIED FARM 
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State and Small Areas 


Table 2. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for the State, 
Inside and Outside SMSA’s, Urban and Rural: I960 
[Some data based on sample; see text] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac 


SUBJECT 

the state 

URBAN * 

total 

RURAL 

total 

INSIDE 

SMSA’S 

OUTSIDE 

SMSA’S 

total 

NONFARM 

occupied 

FARM 

ALL HOUSING UNITS 

101 623 

72 977 

28 646 

70 379 

31 244 

28 295 

2 949 

TENURE! COLOR! AND VACANCY 








STATUS 








OCCUPIED 

91 520 

66 429 

23 091 

66 173 

25 347 

22 396 

2 949 

OWNER OCCUPIED 

51 491 

38 106 

13 385 

37 463 

14 028 

11 975 

2 053 

PERCENT OF ALL OCCUPIED 

56.3 

55.7 

58.0 

56.6 

55.3 

53,5 

69.6 

WHITE 

49 403 

36 519 

12 8S4 

35 951 

13 452 

11 579 

1 073 

NONWHITE 

2 088 

1 587 

501 

1 512 

576 

396 

180 

RENTER OCCUPIED 

40 029 

30 323 

9 706 

28 710 

11 319 

10 423 

896 

WHITE 

36 888 

27 937 

8 951 

26 389 

10 499 

9 688 

811 

NONWHITE 

3 141 

2 386 

755 

2 321 

820 

735 

85 

vacant. ...... ..... 

10 103 

4 548 

5 555 

4 206 

5 897 

5 897 


YEAR ROUND 

7 923 

4 002 

3 921 

3 948 

3 975 

3 975 

... 

SOUND OR deteriorating * • - * 

6 B63 

3 706 

3 157 

3 615 

3 248 

3 246 


AVAILABLE • * • 

4 574 

2 636 

1 938 

2 595 

1 979 

1 979 


FOR SALE ONLY 

905 

645 

260 

646 

259 

259 


HOMEOWNER VACANCY RATE. ...... 

1.7 

1.7 

1.9 

1.7 

1.8 

2.1 


FOR RENT 

3 669 

1 991 

1 67B 

1 949 

1 720 

1 720 


rental VACANCY RATE 

8.4 

6.2 

14.7 

6.4 

13,2 

14.2 


RENTED OR SOLD? AWAITING OCCUPANCY. . . 

521 

391 

130 

354 

167 

167 


HELD FOR OCCASIONAL USE 

393 

135 

258 

78 

315 

315 

... 

HELD FOR OTHER REASONS. ... 

1 375 

544 

831 

588 

787 

787 

• • k 

OILAPIOATEO 

1 060 

296 

764 

333 

727 

727 

... 

SEASONAL 

2 180 

546 

1 634 

253 

1 922 

1 922 

4 k t 

CONDITION AND PLUMBING 








ALL UNITS 

iOl 558 

72 912 

28 646 

70 314 

31 244 

26 295 

2 949 

SOUND 

86 377 

65 502 

20 875 

62 252 

24 125 

22 082 

2 043 

WITH ALL PLUMBING FACILITIES. . . 

82 184 

62 631 

19 353 

59 807 

22 377 

20 524 

1 853 

LACKING ONLY HOT WATER 

256 

182 

74 

126 

130 

122 

S 

LACKING OTHER PLUMBING FACILITIES ..... 

3 937 

2 489 

1 448 

2 319 

1 618 

1 436 

182 

DETERIORATING 

10 965 

5 672 

5 293 

6 073 

4 092 

4 249 

643 

WITH ALL PLUMBING FACILITIES. ....... 

7 843 

4 163 

3 660 

4 639 

3 004 

2 665 

339 

LACKING ONLY HOT WATER * . 

185 

87 

98 

71 

114 

102 

12 

LACKING OTHER PLUMBING FACILITIES 

2 937 

1 402 

1 535 

1 163 

1 774 

1 482 

292 

DILAPIDATED 

4 216 

1 738 

2 478 

1 989 

2 227 

1 964 

263 

OWNER OCCUPIED 

51 491 

38 106 

13 385 

37 463 

14 028 

11 975 

2 053 

SOUND 

46 952 

35 948 

11 004 

35 347 

11 605 

10 077 

i 528 

WITH ALL plumbing FACILITIES. . 

46 053 

35 512 

10 541 

35 056 

10 997 

9 590 

1 407 

LACKING SOME OR ALL FACILITIES 

899 

436 

463 

291 

608 

487 

121 

DETERIORATING .... 

3 376 

1 699 

1 677 

1 633 

1 743 

1 366 

377 

WITH ALL PLUMBING FACILITIES 

2 586 

1 365 

1 221 

1 445 

1 141 

905 

236 

LACKING SOME OR ALL FACILITIES. 

790 

334 

456 

IBB 

602 

461 

141 

DILAPIDATED 

1 163 

459 

704 

483 

680 

532 

148 

RENTER OCCUPIED 

40 029 

30 323 

9 706 

28 710 

U 319 

10 423 

896 

SOUND .......... 

32 717 

25 976 

6 741 

23 851 

8 B66 

8 351 

515 

WITH ALL PLUMBING FACILITIES. 

30 227 

24 092 

6 135 

22 011 

8 216 

7 770 

446 

LACKING SOME OR ALL FACILITIES. ...... 

2 490 

1 884 

606 

1 840 

650 

581 

69 

DETERIORATING ..... .i 

5 515 

3 350 

2 157 

3 713 

1 602 

1 536 

266 

WITH ALL PLUMBING FACILITIES. 

4 030 

2 414 

1 616 

2 828 

1 202 

1 099 

103 

LACKING SOME OR ALL FACILITIES 

1 485 

944 

541 

885 

600 

437 

163 

DILAPIDATED . • « . 

1 797 

909 

806 

1 146 

651 

536 

115 

VACANT available FOR SALE 

905 

645 

260 

646 

259 

259 

... 

WITH ALL PLUMBING FACILITIES • 

790 

633 

165 

638 

160 

160 


LACKING SOME OR ALL FACILITIES 

107 

12 

95 

8 

99 

99 

* . * 

VACANT AVAILABLE FOR RENT * . 

3 669 

1 991 

1 678 

1 949 

1 720 

1 720 

... 

WITH ALL PLUMBING FACILITIES 

3 279 

1 759 

1 520 

1 679 

1 600 

1 600 

... 

LACKING SOME OR ALL FACILITIES . ., 

390 

232 

158 

270 

120 

120 

... 

ALL HOUSING UNITS 

101 623 

72 977 

28 646 

70 379 

31 244 

28 295 

2 949 

WATER supply 






j 


HOT AND COLD PIPED WATER INSIDE STRUCTURE . . 

95 451 

70 377 

25 074 

66 404 

27 047 

24 690 , 

2 357 

ONLY COLD PIPED WATER INSIDE STRUCTURE. . . . 

3 053 

1 778 

1 275 

1 532 

1 521 

1 358 

163 

PIPED water outside STRUCTURE . . 

853 

303 

550 

179 

674 

576 

98 

NO PIPED Water 

2 201 

454 

1 747 

199 

2 002 

1 671 

331 

toilet facilities 








flush TOILET! EXCLUSIVE USE . • 

92 718 

68 431 

24 287 

66 229 

26 409 

24 216 

2 271 

flush toilet* shared . . . 

3 724 

2 877 

847 

3 087 

637 

585 

52 

other toilet facilities or none ........ 

5 116 

1 604 

3 512 

998 

4 118 

3 492 , 

626 

BATHING FACILITIES 

i 






i 


bathtub or shower* exclusive use ' 

92 451 

68 221 

24 230 

65 980 

26 471 

24 172 

2 299 

bathtub or shower* shared 

3 640 

2 811 

837 

2 995 

653 

597 

56 

no bathtub or shower 

5 459 

1 880 

3 579 

1 339 

4 120 

3 526 

594 



Nevada 


30-5 


Table 3. — Bathrooms, Rooms, and Bedrooms, for the State, Inside and Outside SMS As, 

Urban and Rural: 1960 
[Some data baaed on sample; see text] 


SUBJECT 


BATHROOMS 


ALL UNITS . . 
1 

1 PLUS PARTIAL, . . 

2 OR MORE 

SHARED OR NONE. . . 

OWNER OCCUPIED, 

1 

MORE THAN 1 . . . , 
SHARED OR NONE, . . 

RENTER OCCUPIED 

I 

MORE THAN 1 , , , , 
SHARED OR NONE, , . 


ROOMS 


ALL UNITS 

1 ROOM 

2 ROOMS 

3 ROOMS , , 

4 ROOMS 

5 ROOMS 

6 ROOMS . . 

7 ROOMS 

a ROOMS OR MORE 

MEDIAN 

OWNER OCCUPIED 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS . , 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN, 

RENTER OCCUPIED 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS , . , • . 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN 

VACANT available FOR SALE 
1 TO 3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS OR MORE 

MEDIAN 

VACANT AVAILABLE FOR RENT 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS OR MORE 

MEDIAN 


BEDROOMS 


ALL UNITS , . 

NONE 





3 

4 OR MORE 

OWNER OCCUPIED. 

O AND 1 



3 • , 

4 OR MORE 

RENTER OCCUPIED 

NONE 





3 OR MORE 


THE STATE 

URBAN 1 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA»S 

TOTAL 

101 546 

72 900 

28 646 

70 302 

77 607 

55 915 

21 692 

54 340 

3 771 

3 208 

563 

3 147 

10 237 

B 623 

1 614 

8 209 

9 931 

5 154 

4 777 

4 606 

51 491 

38 106 

13 385 

37 463 

37 737 

27 150 

10 587 

27 126 

11 381 

9 864 

1 497 

9 651 

2 373 

1 072 

1 301 

666 

40 029 

30 323 

9 706 

28 710 

33 229 

25 673 

7 556 

24 33a 

1 693 

1 253 

440 

1 082 

5 107 

3 397 

1 710 

3 290 

101 558 

72 912 

28 646 

70 314 

7 487 

5 086 

2 401 

4 745 

10 722 

7 920 

2 802 

6 966 

18 080 

13 214 

4 066 

12 401 

23 109 

15 584 

7 525 

15 194 

25 827 

20 062 

5 765 

19 745 

10 443 

7 403 

3 040 

7 581 

3 374 

a 252 

1 122 

2 313 

2 516 

1 391 

1 125 

1 369 

4*1 

4.2 

4.1 

4.2 

51 491 

38 106 

13 385 

37 463 

624 

395 

229 

268 

2 960 

2 224 

736 

1 581 

5 852 

4 087 

1 765 

3 326 

10 776 

7 392 

3 304 

7 567 

18 462 

14 626 

3 634 

15 335 

7 979 

5 947 

2 032 

6 134 

2 343 

2 010 

833 

2 048 

1 995 

1 223 

772 

1 204 

4.8 

4.8 

4.7 

4,9 

40 029 

30 323 

9 706 

28 710 

5 071 

3 901 

1 170 

3 742 

6 124 

4 940 

1 184 

4 737 

10 120 

8 214 

1 906 

8 172 

10 089 

7 421 

2 668 

6 906 

6 090 

4 391 

1 699 

3 688 

1 778 

1 131 

647 

1 089 

371 

185 

186 

234 

366 

140 

246 

142 

3,4 

3.3 

3.7 

3,2 

905 

645 

260 

646 

140 

30 

llO ! 

33 

125 

75 

SO 

84 

362 

308 

54 

309 

223 

194 

29 

192 

55 

38 

17 

28 

5,0 

5,2 

3,9 

5.2 

3 669 

1 991 

1 678 

1 949 

751 

528 

223 

429 

581 

405 

176 

394 

835 

488 

347 

584 

1 079 

330 

741 

349 

423 

232 

191 

193 

3.1 

2.6 

3.6 

2.6 

101 602 

72 956 

28 646 

70 358 

9 486 

6 545 

2 943 

6 323 

26 564 

19 211 

7 353 

17 571 

33 594 

23 117 

10 477 

22 035 

26 173 

20 079 

6 094 

19 752 

5 783 

4 004 

1 779 

3 877 

51 646 

38 215 

13 433 

37 538 

8 488 

5 678 

2 810 

4 418 

18 910 

13 593 

5 317 

13 823 

19 857 

15 617 

4 240 

16 056 

4 393 

3 327 

1 066 

3 241 

39 872 

30 214 

9 658 

28 635 

6 421 

5 135 

1 286 

5 003 

15 478 

12 248 

3 230 

11 928 

11 882 

8 660 

3 222 

0 266 

6 091 

4 171 

1 920 

3 430 


Bathrooms Bedrooms 

Rooms 


RURAL 


TOTAL 


31 244 
23 267 
624 
2 028 
5 325 

14 028 
10 611 
1 730 
I 687 

11 319 
8 091 
611 
1 817 


31 244 

2 742 

3 756 

5 679 
7 915 

6 062 
2 862 
1 061 
1 147 

3,9 

14 028 
356 

1 379 

2 526 

3 209 
3 127 
1 845 

795 

791 

4,4 

11 319 
1 329 
1 387 

1 948 
3 183 

2 402 
689 
137 
244 
3,8 

259 

107 

41 

53 

31 

27 

4.0 

I 720 
322 
187 
251 
730 
230 
3.6 


31 244 

3 165 
8 993 

10 759 
6 421 
1 906 

14 110 

4 070 

5 087 
3 601 
1 152 

11 237 

1 418 
3 550 
3 616 

2 653 


NONFARM 


28 259 

21 368 
560 
1 754 
4 577 

11 961 
9 215 
1 446 
1 300 

10 401 
8 38a 
557 
1 456 


28 295 

2 563 

3 559 
5 342 
7 426 
5 364 
2 333 

857 

051 

3,9 

11 975 
324 

1 267 

2 316 
2 868 

2 594 
1 441 

619 

546 

4,2 

10 423 
1 1B2 

1 302 
1 821 

3 035 

2 217 
564 
109 
193 
3.B 

259 

107 

41 

53 

31 

27 

4,0 

1 720 
322 
187 
251 
730 
230 
3.6 


28 464 
3 024 
6 585 
9 676 
5 684 
1 495 

12 105 

3 724 

4 332 
3 213 

836 

10 462 

1 359 
3 406 
3 280 

2 409 


OCCUPIED 

FARM 


2 985 

1 099 

64 

274 

746 

2 067 
1 396 

284 

387 

918 

503 

54 

361 


2 949 
179 
197 
337 
489 
718 
529 
204 
296 
4.9 

2 053 
32 
112 
210 
341 
533 
404 
176 
245 

5.1 

B96 

147 

85 

127 

140 

185 

125 

28 

51 

4.1 


2 760 
141 
408 

1 003 
737 
411 

2 005 
346 
755 
588 
316 

775 

59 

144 

328 

244 
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Table 4 . — Structural Characteristics and Heating Equipment, for the State, Inside and 
Outside SMS As, Urban and Rural: I960 


Units in Structure Basement 
Trailer Heating Equipmer 

Year Structure Built 


SUBJECT 


UNITS IN STRUCTURE 


ALL UNITS 

It DETACHED ....... 

It ATTACHED ....... 



3 AND 4 

5 OR MORE 

TRAILER* 

ON PERMANENT FOUNDATION 
MOBILE 


OWNER OCCUPIED 

if detached . . • 

It ATTACHED . . . 

2 

3 AND 4 • 

5 OR MORE .... 
TRAILER 


RENTER OCCUPIED 
If DETACHED . . . . 
li ATTACHED . . . . 

3 AND 4 . ! ! ! ! I 

5 TO 9 

10 TO 19 

20 TO 49 

50 OR MORE 

TRAILER ...... 


VACANT available FOR RENT 



2 TO 4. 

5 TO 

10 OR MORE • 


YEAR structure BUILT 


ALL UNITS . 
1959 TO MARCH I960 
1955 TO 1958. . . 
1950 TO 1954. , . 
1940 TO 1949. . . 
1930 TO 1939. . . 
1929 OR EARLIER . , 


OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954. . . 
1940 TO 1949. • . 
1939 OR EARLIER . 


ALL HOUSING UNITS 


BASEMENT 


BASEMENT. . . 

concrete Slab 
OTHER .... 


HEATING EQUIPMENT 


STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR I WALL I OR PIPELESS FURNACE: 
built-in electric UNITS . . • • , 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE. . . . , 
NONE 


[Based on sample; see text] 


THE STATE 

URBAN 1 


RURAL 


TOTAL 

INSIDE 

SMSA«S 

OUTSIDE 

SMSA»S 

TOTAL 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

101 546 

72 900 

28 646 

70 302 

31 244 

28 259 

2 9 

6S 603 

44 298 

21 305 

44 821 

20 782 

16 310 

2 4 

7 507 

5 349 

2 158 

4 835 

2 672 

2 544 

1 

6 265 

5 083 

1 182 

4 872 

1 393 

1 314 


4 640 

3 891 

749 

3 914 

726 

693 


9 505 

8 169 

1 336 

7 418 

2 087 

1 999 


492 

239 

253 

154 

338 

324 


7 534 

5 871 

1 663 

4 208 

3 246 

3 075 

1 

51 491 

38 106 

13 385 

37 463 

14 028 

11 961 

2 0 

41 700 

30 695 

11 085 

31 599 

10 181 

a 404 

1 7 

916 

584 

332 

507 

409 

319 


903 

728 

175 

754 

149 

109 


361 

295 

66 

287 

74 

74 

• 

660 

537 

123 

447 

213 

187 


6 871 

5 267 

1 604 

3 869 

3 002 

2 666 

A 

40 029 

30 323 

9 706 

28 710 

11 319 

10 401 

9 

17 640 

11 339 

6 301 

11 061 

6 579 

5 664 

6 

5 354 

4 362 

992 

3 949 

1 405 

1 367 


4 887 

4 068 

819 

3 822 

1 065 

1 026 


3 705 

3 254 

451 

3 271 

434 

401 


2 653 

2 375 

278 

2 295 

358 

296 


2 269 

2 009 

260 

1 980 

209 

289 

• 

1 607 

1 424 

183 

1 277 

330 

330 


759 

649 

110 

482 

277 

277 


1 ISS 

843 

312 

573 

562 

531 


3 641 

2 002 

1 639 

1 891 

1 750 

1 750 


2 003 

812 

1 191 

846 

1 157 

1 157 


620 

354 

266 

406 

214 

214 


263 

206 

57 

193 

70 

70 


755 

630 

125 

: 446 

309 

309 


101 558 

72 912 

26 646 

70 314 

31 244 

i 

i 

28 295 1 

2 9 

7 689 

6 433 

1 256 

5 372 

2 317 

2 243 , 


19 766 

16 688 

3 080 

13 865 

5 903 

5 597 ' 

3 

21 045 

17 977 

3 068 

16 152 

4 893 

4 saa 1 

3 

20 500 

15 046 

5 454 

14 902 

5 SIS 

3 042 j 

4 

10 184 

6 729 

3 455 

7 214 

2 970 

2 618 ' 

3 

22 372 

10 039 

12 333 

12 729 

9 643 

8 207 1 

1 4 

51 491 

38 106 

13 385 

37 463 

14 028 

11 975 

2 0 

17 213 

14 366 

2 847 

13 055 

4 158 

3 902 

2 

12 091 

10 583 

1 508 

9 698 

2 193 

1 999 

1 

9 642 

7 523 

2 119 

7 595 

2 047 

1 726 

3 

12 545 

5 634 

6 911 

6 913 

5 630 

4 348 

1 2 

101 623 

72 977 

28 646 

70 379 

31 244 

28 295 

2 9 

18 907 

12 612 

6 295 

14 817 

4 090 

3 632 

4 

37 196 

32 978 

4 218 

29 210 

7 986 

7 482 

5 

45 443 

27 310 

18 133 

26 275 

19 168 

17 145 

2 0 

6 022 

4 328 

1 694 

4 939 

1 083 

1 010 


25 082 

19 282 

5 800 

19 706 

5 376 

3 017 

3 

17 233 

13 240 

3 993 

12 823 

4 410 

4 127 

2 

13 711 

13 582 

129 

11 470 

2 241 

2 166 


27 854 

11 898 

15 956 

12 571 

15 283 

13 355 

1 9 

10 507 

9 764 

743 

8 197 

2 310 

2 190 

1 

1 149 

818 

331 

60S 

541 

430 

1 
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Table 5.- — Occupancy Characteristics, for the State, Inside and Outside SMSA's, 
Urban and Rural: 1960 

[Based on sample; see text] 


Population Persons per Room 

Persons Year Moved into Unit 







THE STATE 



— 

RURAL 


subject 



total 






■■■ 







INSIDE 

OUTSIDE 




OCCUPIED 







smsa»s 

SMSA»S 





FARM 

POPULATION 











POPULATION IN HOUSING 
PER OCCUPIED UNIT . 

UNiTSt 1960 . 

• • • 

• • • 


277 323 
3.0 

206 663 
3.0 

70 660 
3.1 

199 001 
3.0 

76 322 
3.1 

68 

301 

3.0 

10 021 
3.4 

OWNER • . • . • 

• 


... 


3.3 

3.3 

3.2 

3.3 

3.1 


3.1 

3.5 

RENTER 

. 


• • • 


2.7 

2.7 

2.9 


3.0 


3.0 

3.2 

POPULATION IN dwelling UNiTSt 1950, 

. . . 


151 031 

92 036 

58 995 

86 733 

64 298 

51 

171 

13 127 

PER OCCUPIED UNIT 

• 


• t • 


3.0 

2.9 

3.1 

2.9 

3.2 


3.1 

3.7 

ALL OCCUPIED 

JNITS. . . . • • 

. • . 

• • 

91 520 

68 429 

23 091 

66 173 

25 347 

22 

398 

2 949 


PERSONS 











OWNER OCCUPIED. 

, 


* . • 


51 491 

38 106 

13 305 

37 463 

14 026 

11 

975 

2 053 

1 PERSON 

• 



t » 

5 987 

3 979 

2 006 

3 766 

2 221 

1 

992 

229 

2 PtRSONS i • • • • 

• 


t . . 

* a 

15 469 

11 341 

4 128 

11 044 

4 425 

3 

847 

578 

3 P b-RSONS • • * . . 

• 


• « . 

• • 

9 330 

7 141 

2 189 

7 031 

2 299 

1 

934 

365 

4 PERSONS 

• 


• « • 

f « 

9 296 

7 066 

2 230 

7 132 

2 164 

1 

873 

291 

3 PERSONS • • , . • 

. 



# • 

6 085 

4 562 

1 523 

4 626 

1 457 

1 

175 

282 

6 PERSONS • • » , • 

. 


• . • 

• . 

3 153 

2 307 

766 

2 313 

840 


653 

187 

7 PERSONS 

• 


• • • 

• ♦ 

1 182 

906 

276 

054 

328 


274 

54 

8 PERSONS OR MORE • 

• 


* « • 

* * 

989 

724 

265 

695 

294 


227 

67 

median 

* 


• 1 • 

• • 

3.0 

3.0 

2.B 

3.1 

2.7 


2.6 

3.1 

RENTER OCCUPIED 




t » 

40 029 

30 323 

9 706 

2B 710 

11 319 

10 

423 

B96 

1 PERSON 

. 




11 279 

8 593 

2 606 

8 562 

2 697 

2 

506 

191 

2 PERSONS 

. 



• 

11 244 

9 032 

2 212 

a 637 

2 607 

2 

391 

216 

3 PERSONS 

. 


* • • 

. 

6 262 

4 763 

1 499 

4 385 

1 877 

1 

729 

148 

4 PERSONS 

• 


• • • 

• 

5 117 

3 723 

1 394 

3 380 

1 737 

1 

598 

139 

5 PERSONS • • • • . 

. 



• « 

3 240 

2 234 

1 006 

1 930 

1 310 

1 

202 

108 

6 PERSONS 

. 


. • 

» » 

1 602 

1 143 

459 

1 014 

586 


551 

37 

7 PERSONS 

• 



$ • 

683 

408 

275 

405 

278 


250 

26 

8 PERSONS OR MORE . 

* 



» • 

602 

427 

175 

377 

225 


196 

29 

median 

• 


. . . 

1 • 

2.3 

2.2 

2.5 

2.2 

2.7 


2.7 

2.8 

PERSONS PER ROOM 











OWNER OCCUPIED. 



. . . . 

1 • 

51 491 

38 106 

13 385 

37 463 

14 028 

11 

975 

2 053 

0.50 OR LESS. . . , 

• 



* • 

19 802 

14 058 

5 744 

14 279 

5 523 

4 

644 

879 

0.51 TO 0.75. . , . 

• 


> . . « 

1 ■ 

11 697 

8 937 

2 760 

8 814 

2 883 

2 

499 

384 

0.76 TO 1.00. , • • 

• 


1 • a • 

1 • 

13 762 

10 611 

3 131 

10 350 

3 412 

2 

916 

496 

l.Ol TO 1.50. , . . 

m 


> « a 1 

t • 

4 464 

3 295 

1 189 

3 074 

1 410 

1 

217 

193 

1.51 OR MORE. • • . 

• 


> • . 4 

' • 

1 746 

1 205 

541 

946 

BOO 


699 

101 

RENTER OCCUPIED 



> . • . 


40 029 

30 323 

9 706 

20 710 

11 319 

10 

423 

896 

0.50 OR LESS. . . . 

• 


i . . . 

• 

11 665 

6 642 

3 023 

a 507 

3 158 

2 

847 

311 

0.51 TO 0.75. . , . 

« 


1 * • 4 


8 615 

6 798 

1 817 

6 428 

2 167 

2 

042 

145 

0.76 TO 1.00. , . . 



> . . . 

. , 

13 360 

10 162 

3 190 

9 456 

3 904 

3 

669 

235 

1.01 TO 1.50. . , . 

• 


) . . . 

' • 

3 867 

2 837 

1 030 

2 632 

1 235 

1 

176 

59 

1.51 OR MORE. • • • 

• 


• . . . 

• 

2 522 

1 684 

638 

1 687 

835 


689 

146 

Year moved 

INTO UNIT 











OWNER OCCUPIED. 



. . 

• 

51 491 

36 106 

13 385 

57 463 

14 028 

11 

975 

2 053 

1959 TO MARCH i960. 



* . 

i 

12 664 

10 184 

2 480 

9 156 

3 508 

3 

232 

276 

1958 



t • 

t 

5 138 

3 966 

1 152 

3 705 

1 433 

1 

329 

104 

1957 



. • 

• 

4 265 

3 233 

1 032 

3 192 

1 073 


966 

107 

1954 TO 1956. . . . 



. . 

• 

11 280 

9 124 

2 156 

8 972 

2 308 

2 

051 

257 

1950 TO 1953. , , . 



• • 

• 

6 652 

4 696 

1 756 

4 878 

1 774 

1 

449 

325 

1940 TO 1949. , . . 



. * 

• 

7 143 

4 558 

2 585 

5 049 

2 094 

1 

624 

470 

1939 OR EARLIER . . 



■ • 

• 

4 349 

2 125 

2 224 

2 511 

1 030 

1 

324 

514 

RENTER OCCUPIED 



. • 

• 

40 029 

30 323 

9 706 

28 710 

11 319 

10 

423 

896 

1959 TO MARCH I960. 



« • 

• 

24 150 

18 975 

5 175 

17 536 

6 614 

6 

206 

408 





. ■ 

• 

5 245 

4 036 

1 209 

3 623 

1 622 

1 

490 

132 

1957 



. • 

• 

2 670 

1 981 

697 

1 993 

685 


596 

89 

1954 TO 1956. ♦ , . 



• . 

• 

3 826 

2 740 

1 086 

2 796 

1 030 


951 

79 

1950 TO 1953. . . . 



t • 

• 

1 8B4 

1 265 

619 

1 306 

578 


525 

53 

1940 TO 1949. . . . 



* a 

• 

1 619 

971 

648 

1 077 

542 


457 

85 

1939 OR EARLIER . . 



. . 

* _ 

627 

355 

272 

379 

24B 


196 

50 
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Table 6.r— T ype of Fuel and Selected Equipment, for the State, Inside and Outside SMSA’s, 

Urban and Rural: 1960 

[Based on sample; see text] 


Heating Fuel 
Water Heat. Fuel 
Gioking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 

THE STATE 

URBAN* j 

TOTAL 1 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA»S 

total 

NONFARM 

OCCUPIED 

FARM 

ALL OCCUPIED UNITS , 

91 520 

68 429 

23 091 

66 173 

25 347 

i 

22 398 j 

2 949 

HEATING FUEL 








UTILITY GAS 

23 841 

22 256 

1 585 

21 211 

2 630 

2 484 

146 

FUEL 01 Li KEROSENE f ETC 

30 932 

19 766 

11 166 

20 450 

10 482 

9 425 

1 057 

COAL OR COKE 

3 031 

789 

2 242 

1 462 

1 569 

1 315 

254 

WOOD 1 

2 609 

1 291 

1 318 

879 

1 730 

1 397 

333 

ELECTRICITY 

20 026 

19 721 

305 

16 821 

3 205 

3 029 

176 

BOTTLED 1 TANKt OR LP GAS 

9 541 

3 323 

6 218 

4 303 

5 238 

4 592 

646 

OTHER FUEL 

819 

605 

214 

496 

323 

282 

41 

NONE 

721 

678 

43 

551 

170 

43 

127 

WATER HEATING FUEL 








UTILITY GAS 

19 655 

16 292 

1 363 

17 067 

2 588 

2 523 

65 

ELECTRICITY ^ 

47 360 

40 081 

7 279 

36 433 

10 927 

9 901 

1 026 

COAL OR COKE. 

2 194 

741 

1 453 

1 323 

871 

820 

51 

WOOD 

858 

358 

500 

461 

397 

275 

122 

BOTTLEDi TANKf OR. LP GAS 

11 934 

3 675 

8 259 

5 182 

6 752 

5 855 

897 

FUEL OILt KEROSENE* ETC i 

5 052 

2 940 

2 112 

3 774 

1 278 

1 175 

103 

OTHER FUEL *1 

248 

207 

41 

185 

63 

63 

• . . 

NONE 1 

4 219 

2 135 

2 084 

1 748 

2 471 

1 955 

516 

COOKING FUEL 








UTILITY GAS . 

16 175 

14 554 

1 621 

13 246 

2 929 

2 847 

82 

ELECTRICITY ,1 

52 460 

43 773 

8 687 

42 793 

9 667 

8 506 

1 161 

BOTTLEDi TANKi OR LP GAS i 

17 939 

8 110 

9 829 

7 861 

10 078 

0 973 

1 105 

•FUEL OlLi KEROSENE* ETC., 

418 

162 

256 

162 

256 

215 

41 

COAL OR COKE. ... 

1 372 

272 

1 100 

590 

782 

627 

155 

WOOD 

1 844 

684 

1 160 

660 

1 184 

948 

236 

OTHER FUEL 

87 

42 

45 

20' 

67 

67 

... 

NONE. 

1 225 

832 

393 

641 

384 

384 


CLOTHES WASHING MACHINE 








WRINGER OR SPINNER 

12 779 

6 706 

6 073 

6 730 

6 049 

4 966 

1 081 

AUTOMATIC OR SEMI-AUTOMATIC 

45 404 

35 052 

10 352 

35 246 

10 156 

9 003 

1 153 

washer-dryer COMBINATION . . . , 

1 664 

1 491 

173 

1 250 

414 

358 

56 

NONE. 

31 673 

25 180 

6 493 

22 945 

a 728 

6 238 

490 

CLOTHES DRYER 








GAS HEATED 

543 

262 

281 

362 

Let 

181 


electrically HEATED 

9 073 

6 918 

2 155 

6 429 j 

2 644 

2 304 

340 

NONE 

81 904 

61 249 

20 655 

59 382 1 

22 522 

20 062 

2 440 

HOME FOOD FREEZER 








I OR MORE 

19 281 

12 704 

6 577 

11 715 ^ 

7 566 

6 100 

1 466 


72 239 

55 725 

16 514 

54 458 

1 

17 781 

16 467 

1 314 

TELEPHONE AVAILABLE 








YES 

63 676 

49 600 

14 076 

48 705 1 

14 971 

13 241 

1 730 


27 844 

18 829 

9 015 

17 468 

10 376 

9 157 

1 219 

AUTOMOBILES AVAILABLE 









49 861 

37 343 

12 518 

35 350 

14 511 

13 093 

■ 1 418 


25 249 

19 134 

6 115 

18 593 

6 656 

5 969 

687 

*3 OR MORE 

4 738 

3 071 

1 667 

2 951 

1 787 

1 214 

573 


11 682 

8 891 

2 791 

9 279 

2 403 

2 301 

102 

air conditioning 








ROOM UNIT I 










3 379 

2 408 

971 

2 424 

955 

868 

67 

2 OR MORE , 

1 396 

1 119 

277 

1 050 

346 

304 1 

42 

CENTRAL SYSTEM 

10 226 

9 469 

757 

8 075 

2 151 

2 041 

110 


76 519 

55 433 

21 086 

54 624 1 

21 895 

19 334 j 

2 561 

TELEVISION SETS 






i 



67 937 

52 171 

15 766 

50 330 

17 599 

15 842 i 

1 757 

2 OR MORE . . 

7 748 

7 091 

657 

6 571 

1 177 

1 156 , 

21 

NONE. ...... 

15 835 

9 167 

6 666 

9 264 

6 571 

5 569 1 

1 002 

RADIO SETS 









51 847 

38 165 

13 682 

36 689 

15 158 

13 439 * 

1 719 

2 OR MORE 

30 048 

23 230 

6 816 

22 816 j 

7 232 

6 495 i 

737 

NONE 

9 625 

7 034 

2 591 

6 668 1 
1 

2 957 

2 633 1 

324 
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Table 7. — Financial Characteristics and Duration or Vacancy, for the State, Inside and 
Outside SMSA’s, Urban and Rural Nonfarm: 1960 

[Some data based on sample; see text. Plus (4-) or minus (— ) after number indicates median above or below that number] 


Value Contract Rent 

Gross Rent Duration of Vacancy 


SUBJECT 


VALUE 


OWNER OCCUPIED, 
LEGS THAN 5-5,000. 
4-5,000 TO $7,400. 
$7,500 TO $9,900. 
$10,000 TO $12,400 
$12,500 TO $14,900 
$15,000 TO $17,400 
$17,500 TO $19,900 
$20,000 TO $24,900 
$25,000 TO $34,900 
$35,000 OR MORE . 

MEDIAN 


VACANT AVAILABLE FOR SALE 

LESS THAN $5,000 

$5,000 TO $9,900 

$10,000 TO $14,900 

$15,000 TO $19,900 

$20,000 TO $24,900 

$25,000 OR MORE 

MEDIAN PRICE ASKED 


CROSS RENT 


RENTER OCCUPIED 
LESS THAN $20 . . . 

$20 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 

$60 TO $69 

$70 TO $79 

$80 TO $99 

$100 TO $119. . . . 
$120 TO $149. . , . 
$150 TO $199. . . . 
$200 OR MORE. . . , 
NO CASH RENT. . . . 

MEDIAN 


CONTRACT RENT 


RENTER OCCUPIED 
LESS THAN $20 . . . 

$20 TO $29 

$30 TO $39 

$4-0 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $149. . . . 
$150 OR MORE. . , . 
NO CASH RENT. . . . 

MEDIAN 


VACANT AVAILABLE FOR RENT . . . . 

LESS THAN $30 

$30 TO $39 

$40 TO $59 

$60 TO $79. ............. 

$80 TO $99 

$1 00 To $1 19...... ....... 

$120 OR MORE. ............ 

MEDIAN RENT ASKED (DOLLARS): 

VACANT AVAILABLE FOR RENT . . . . . 
WITH ALL UTILITIES IN RENT. . . . 
WITH SOME OR NO UTILITIES IN RENT 


DURATION OF VACANCY 


VACANT AVAILABLE FOR SALE 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS 

6 months OR MORE 

VACANT AVAILABLE FOR RENT 

LESS THAN 1 MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE 


.DOLLARS 


.DOLLARS 


DOLLARS 


DOLLARS. 


THE STATE 

URBAN, 

TOTAL 

RURAL 

NONFARM, 

TOTAL 

TOTAL 

— 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

39 275 

30 171 

9 104 

31 5l9 

7 756 

5 213 

1 034 

2 179 

1 109 

2 104 

2 851 

1 297 

•I 554 

1 457 

1 594 

2 578 

1 496 

1 082 

1 749 

829 

4 686 

3 433 

1 253 

3 73a 

948 

5 816 

6 105 

711 

5 417 

399 

6 844 

5 915 

929 

6 359 

485 

4 572 

4 199 

373 

4 319 

253 

3 839 

3 358 

481 

3 370 

469 

2 606 

2 327 

279 

2 215 

391 

2 270 

2 007 

263 

1 786 

484 

15 200 

16 100 

9 400 

15 900 

8 600 

813 

617 

196 

652 

161 

80 

22 

58 

33 

47 

90 

26 

64 

42 

48 

134 

94 

40 

1 06 

28 

301 

274 

27 

287 

14 

73 

73 

. . . 

65 

8 

135 

128 

7 

119 

16 

16 700 

18 000 

. . . 

17 500 

. . . 

39 133 

30 126 

9 007 

28 710 

10 423 

266 

125 

l‘^3 

163 

105 

613 

269 

34-4 

286 

327 

1 028 

517 

511 

581 

447 

2 170 

1 203 

967 

1 342 

828 

2 899 

2 068 

831 

2 174 

725 

3 535 

2 524 

1 011 

2 771 

764 

3 640 

2 760 

B80 

2 491 

1 149 

7 799 

6 370 

1 429 

5 529 

2 270 

6 321 

5 492 

829 

5 348 

973 

4 996 

4 606 

390 

4 489 

507 

2 209 

2 108 

101 

1 911 

298 

469 

449 

20 

337 

132 

3 186 

1 635 

1 551 

1 288 

1 898 

91 

96 

69 

94 

79 

39 133 

30 126 

9 007 

28 710 

10 423 

535 

226 

309 

287 

248 

1 684 

470 

1 214 

539 

1 145 

1 663 

703 

960 

874 

789 

7 015 

4 690 

2 325 

5 271 

1 744 

8 532 

6 913 

1 619 

6 956 

1 576 

7 144 

6 553 

591 

5 431 

1 713 

7 871 

7 453 

418 

6 914 

957 

1 503 

1 483 

20 

1 150 

3&3 

3 186 

1 635 

1 551 

1 288 

1 898 

77 

84 

50 

79 

65 

3 440 

1 996 

1 444 

1 880 

1 560 

643 

53 

590 

61 

582 

214 

49 

165 

68 

146 

515 

224 

291 

315 

200 

543 

372 

171 

430 

113 

426 

399 

27 

366 

60 

356 

310 

46 

265 

91 

743 

589 

154 

375 

368 

72 

94 

30 

83 

44 

96 

96 

102 

76 

117 

62 

94 

30 

85 

29 

870 

609 

261 

648 

222 

595 

512 

83 

51 6 

79 

28 

B 

20 

1 8 

10 

247 

89 

158 

114 

133 

3 626 

2 018 

1 608 

1 889 

1 737 

1 658 

1 279 

379 

1 120 

538 

702 

417 

285 

445 

257 

1 84 

88 

96 

86 

98 

1 082 

234 

848 

238 

844 
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State and Small Areas 


Table 8. — Selected Characteristics of Housing Units With Nonwhite Household Heads, for the State, SMSAs, 

AND Places of 10,000 Inhabitants or More: I960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. “U" denotes an unincorporated place. Median not shown where base 
is less than 200; minus (~) after number indicates median below that number. Percent not shown where less than 0.1] 




1 MEDIAN 
NUMBER 
OF 

ROOMS 




PERCENT OF ALL OCCUPIED— 



' OWNER 

' RENTER 

AREA 

total 

OCCUPIED 

UNITS 

MEDIAN 

NUMBER 

OF 

PERSONS 

IN ONE- 
HOUSING 
UNIT 
STRUC- 
TURES 

IN STRUC- 
TURES 

built 

1950-1960 

SOUND. 
WITH ALL 
PLUMBING 
FACIL- 
ITIES 

WITH 1.01 
OR MORE 
PERSONS 
PER 
ROOM 

MOVED IN 
DURING 
1958- 
1960 

OWNER 

OCCU- 

PIED 

RENTER 

OCCU- 

PIED 

MEDIAN 
' VALUE 

1 (DOL- 
1 LARS) 

, MEDIAN 

1 GROSS 

rent 

(DOL- 

LARS) 

THE STATE 

5 229 

3.4 

3.0 

75.1 

44.9 

61.2 

35.8 

49.0 

39.9 

60.1 

11 200 

75 

urban 

3 833 

3.5 

2.9 

70.1 

50.2 

69.3 

34.7 

51.3 

39.4 

60.6 

11 800 

77 

rural 

t 396 

3.3 

3.3 1 

88.8 

30.1 

39.0 

38.9 

42.9 

41.3 

58,7 

5 000- 

66 

NONFARM 

1 131 

3.3 

3.2 

88.2 

33.6 

44.1 

38.5 

46.9 

35.0 

65.0 

5 000- 

66 

FARM 

265 

... 

... 

• •• 

... 

... 

... 

... 

... 

... 

f • • 

• *« 

INSIDE SMSAfS 

3 973 

3.5 

2.9 

69.9 j 

53.9 

70.6 

34.4 

52.2 

39.9 

60.1 

11 700 

79 

IN CENTRAL CITIES 

3 146 

3.5 

3.0 

65.8 

56.2 

73.5 

35.7 

49.9 

36.1 

61.9 

12 300 

7B 

NOT IN CENTKAL CITIES .... 

827 

3.5 

2.8 

65.6 1 

45.0 

59.6 i 

29.4 

60.6 

46.9 

53.1 

6 300 

91 

OUTSIDE 

1 256 

3.2 

3.2 

91.5 

16.4 

31.6 

40.4 

39.2 

39.9 

60.1 

5 000- 

52 

STANDARD METROPOLITAN 
STATISTICAL AREAS 













LAS VEGAS 

3 080 

3.5 i 

3.0 

70.6 

60.6 

75.3 

35.6 

51.3 

39.7 

60.3 

11 800 

77 

RENO 

893 

3.5 ' 

2.5 

67.5 

30.6 

54.5 

30.0 

55.1 

40.8 

59.2 

11 300 

85 

PLACES 













LAS VEGAS 

2 648 

3.5 

3.1 

68. 8 

62.2 

75.3 

37.9 

47.7 

40.3 

59.7 

11 900 

77 

RENO 

498 

3.5 

1 

2.4 

49.8 

24.3 

63.7 

23.9 

61.6 

26.5 

73.5 

* • • 

82 


(Tables 9 to 11 of the standard State series are omitted) 
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Table 12. Tenure, Vacancy Status, and Condition and Pdumbing Facilities, for SMSA’s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Baching Fac. 


[Some data based on sample; see text. "U” denotes an unincorporated place] 


SUBJECT 



STANDARD 

METROPOLITAN STATISTICAL AREAS 



1 URBANIZED AREAS 


LAS 

VEGAS 


1 Reno 


RENO 

THE 

AREA 

CLARK 

COUNTY 

LAS 

VEGAS 

URBAN 

BALANCE 

RURAL 

the 

area 

WASHOE 

COUNTY 

RENO 

URBAN 

BALANCE 

RURAL 

LAS 

VEGAS 

ALL HOUSING UNITS 

43 302 

22 935 

12 996 

7 371 

29 675 

19 521 

5 816 

4 338 

30 957 

25 337 

tenure* color* and VACANCY 











STATUS 











OCCUPIED * , . • 

40 400 

21 513 

12 420 

6 467 

28 029 

18 464 

5 553 

4 012 

29 209 

24 017 

01«MER OCCUPIED 

22 565 

11 571 

7 878 

3 116 

15 541 

9 490 

3 764 

2 287 

.16 637 

13 254 

PERCENT OF ALL OCCUPIED 

55.9 

53.8 

63.4 

48.2 

55.4 

51,4 

67,8 

57.0 

57.0 

55.2 


ai 342 

10 504 

7 782 

3 056 

15 177 

9 358 

3 646 

2 173 

15 490 

13 004 

nonwhite •••••. ,, 

1 223 

1 067 

96 

60 

364 

132 

118 

114 

1 147 

250 

RENTER OCCUPIED . . . 

17 835 

9 942 

4 542 

3 351 

12 486 

a 974 

1 7B9 

1 725 

12 572 

10 763 


15 978 

8 361 

4 443 

3 174 

11 959 

8 600 

1 722 

1 629 

10 956 

10 330 

NONWHITE 

1 857 

1 581 

99 

177 

529 

366 

67 

96 

1 616 

433 

VACANT 

2 902 

1 422 

576 

904 

1 646 

1 057 

263 

326 

1 748 

1 320 

YEAR ROUND ••••*••••••«•»• 

2 670 

1 371 

555 

744 

1 332 

956 

235 

141 

1 684 

1 191 

SOUND OR DETERIORATING * < 

2 441 

1 322 

521 

598 

1 265 

914 

215 

136 

1 608 

1 129 

AVAILABLE 

1 625 

874 

351 

400 

1 011 

754 

173 

84 

1 051 

927 

FOR SALE ONLY 

481 

302 

136 

43 

164 

80 

64 

20 

343 

144 

HOMEOWNER VACANCY RATE 

2.1 

2.5 

1.7 

1.4 

1.0 

0.8 

1.7 

0.9 

2.0 

1. 1 

FOR RENT 

1 144 

572 

215 

357 

847 

674 

109 

64 

708 

783 

RENTAL VACANCY RATE 

6.0 

5.4 

4.5 

9.6 

6.4 

7.0 

5.7 

3.6 

5,3 

6.8 

RENTED OR SOLD* AWAITING OCCUPANCY • 

304 

162 

65 

77 

87 

66 

17 

4 

200 

83 

HELD FOR OCCASIONAL USE 

111 

24 

13 

74 

24 

10 

3 

11 

30 

13 

HELD FOR OTHER REASONS , 

401 

262 

92 

47 

143 

84 

22 

37 

327 

106 

DILAPIDATED 

229 

49 

34 

146 

67 

42 

20 

5 

76 

62 

seasonal *»•••• 

232 

51 

21 

160 

314 

101 

28 

185 

64 

129 

CONDITION AND PLUMBING 











ALL UNITS 

43 237 

22 870 

12 996 

7 371 

29 675 

19 521 

5 816 

4 338 

30 892 

25 337 


39 638 

21 466 

11 826 

6 346 

25 864 

16 941 

5 050 

3 873 

28 560 

21 991 

WITH ALL PLUMBING FACILITIES 

38 212 

20 489 

11 653 

6 070 

24 619 

15 856 

5 024 

3 739 

27 446 

20 880 

LACKING ONLY HOT WATER 

130 

65 

30 

35 

52 

25 

6 

21 

B3 

31 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 296 

912 

143 

241 

1 193 

1 060 

20 

113 

1 031 

1 080 

DETERIORATING 

2 667 

1 098 

897 

672 

3 005 

1 990 

634' 

381 

1 786 

2 624 

WITH ALL PLUMBING FACILITIES 

1 826 

814 

667 

345 

2 357 

1 537 

560 

260 

1 328 

2 097 

LACKING ONLY HOT WATER 

45 

21 

12 

12 

42 

e 

4 

30 

25 

12 

LACKING OTHER PLUMBING FACILITIES. . . . 

796 

263 

218 

315 

606 

445 

70 

91 

433 

515 

dilapidated 

932 

306 

273 

353 

806 

590 

132 

84 

546 

722 

OWNER OCCUPIED ... 

22 565 

11 571 

7 878 

3 116 

15 541 

9 490 

3 764 

2 287 

16 637 

13 254 

SOUND 

21 458 

11 276 

7 415 

2 767 

14 490 

a 978 

3 452 

2 060 

• 15 991 

12 430 

WITH ALL PLUMBING FACILITIES 

21 155 

11 169 

7 334 

2 652 

14 357 

a 930 

3 438 

1 989 

15 823 

12 366 

LACKING SOME OR ALL FACILITIES 

303 

107 

81 

115 

133 

48 

14 

71 

168 

62 

deteriorating 

849 

211 

362 

276 

850 

416 

258 

176 

469 

674 

WITH all PLUMBING FACILITIES 

609 

147 

293 

169 

756 

400 

242 

114 

352 

642 

LACKING SOME OR ALL FACILITIES 

240 

64 

69 

107 

94 

16 

16 

62 

117 

32 

dilapidated 

256 

64 

101 

73 

201 

96 

54 

51 

177 

150 

RENTER OCCUPIED* « • • 

17 835 

9 942 

4 542 

3 351 

12 48b 

8 974 

1 789 

1 725 

12 572 

10 763 

SOUND. . , . 

15 868 

9 019 

3 917 

2 952 

10 008 

7 168 

1 398 

1 522 

11 137 

8 566 

WITH ALL PLUMBING FACILITIES 

14 959 

8 272 

3 648 

2 839 

9 133 

6 262 

1 386 

1 485 

10 333 

7 648 

LACKING SOME OR ALL FACILITIES 

929 

747 

69 

113 

955 

906 

' 12 

37 

804 

918 

DETERIORATING 

1 506 

744 

460 

262 

1 852 

1 352 

326 

174 

1 131 

1 678 

WITH ALL PLUMBING FACILITIES ...... 

1 005 

538 

324 

143 

1 409 

997 

284 

128 

809 

1 281 

LACKING SOME OR ALL FACILITIES ..... 

501 

206 

156 

139 

443 

355 

42 

46 

322 

397 

DILAPIDATED 

441 

179 

145 

117 

548 

454 

65 

29 

304 

519 

VACANT AVAILABLE FOR SALE 

481 

302 

136 

43 

164 

60 

64 

20 

343 

144 

WITH ALL PLUMBING FACILITIES 

472 

301 

132 

39 

161 

78 

63 

20 

338 

141 

LACKING SOME OR ALL FACILITIES 

9 

1 

4 

4 

3 

2 

1 

... 

5 

3 

VACANT AVAILABLE FOR RENT 

1 144 

572 

215 

357 

847 

674 

109 

64 

708 

783 

WITH ALL PLUMBING FACILITIES 

1 043 

500 

203 

340 

716 

554 

102 

60 

627 

656 

LACKING SOME OR ALL FACILITIES ...... 

101 

72 

12 

17 

131 

120 

7 

4 

81 

127 

ALL HOUSING UNITS _ 

43 302 

22 935 

12 996 

7 371 

29 675 

19 521 

m 


30 957 

25 337 

WATER SUPPLY 








■■■ 



HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

41 566 

22 285 

12 590 

6 683 

26 811 

19 086 

5 672 

4 053 

29 981 

24 758 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

1 205 

495 

349 

361 

573 

375 

84 

114 

780 

459 

PIPED WATER OUTSIDE STRUCTURE 

219 

36 

41 

142 

84 

30 

25 

29 

69 

55 

NO PIPED WATER 

247 

54 

8 

185 

207 

30 

35 

142 

62 

65 

TOILET FACILITIES 











FLUSH TOILET* EXCLUSIVE USE 

40 897 

21 629 

12 596 

6 672 

27 534 

17 803 

5 657 

4 074 

29 323 

' 23 460 

FLUSH TOILET* SHARED 

1 185 

965 

126 

94 

1 692 

1 617 

62 

13 

1 075 

1 679 

OTHER TOILET FACILITIES OR NONE 

1 155 

276 

274 

605 

449 

101 

97 

251 

494 

198 

BATHING FACILITIES 











bathtub OR SHOWER* EXCLUSIVE USE 

40 736 

21 552 

12 527 

6 657 

27 485 

17 757 

5 649 

4 079 

29 185 

23 406 

bathtub or shower* shared 

1 126 

888 

130 

loa 

1 685 

1 610 

62 

13 

1 006 

1 672 

NO bathtub or shower 

1 375 

430 

339 

606 


154 

105 

246 

701 

259 
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Table 13. — Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 1960 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


SUBJECT 





STANDARD 

metropolitan STATISTICAL AREAS 





1 URBANIZED AREAS 

LAS VEGAS 

1 RENO 

LAS 

VEGAS 

RENO 

THE 

AREA 

CLARK 

COUNTY 

I 

LAS 

VEGAS 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

WASHOE 

COUNTY 

RENO 

URBAN 

BALANCE 

1 

RURAL 

BATHROOMS 














1 







ALL UNITS. 

43 

225 

22 

858 

12 

996 

7 

371 

29 

675 

19 

521 

5 

816 

4 

338 

30 

880 

25 

337 


33 

111 

IS 

742 

11 

453 

5 

916 

22 

804 

14 

424 

5 

043 

3 

337 

22 

652 

19 

467 

1 PLUS PARTIAL 

2 

174 

1 

747 


238 


189 

1 

034 


657 


279 


98 

1 

915 


936 

2 OR MORE 

5 

108 

3 

909 


787 


412 

3 

515 

2 

632 


321 


562 

4 

440 

2 

953 

SHARED OR NONE . 

2 

832 

1 1 

460 


518 


854 

2 

322 

1 

808 


173 


341 

1 

873 

1 

961 

OWNER OCCUPIED 

22 

565 

1 11 

571 

7 

878 

3 

116 

15 

541 

9 

490 

3 

764 

2 

287 

16 

637 

13 

254 


15 

819 

' 6 

536 

6 

835 

2 

448 

11 

331 

6 

587 

3 

183 

1 

561 

10 

851 

9 

770 

MORE THAN 1 

6 

013 

1 4 

807 


841 


365 

3 

871 

2 

815 


508 


548 

5 

396 

3 

323 

SHARED OR NONE 


733 


228 


202 


303 


339 


88 


73 


178 


390 


161 

RENTER OCCUPIED 

17 

835 

9 

942 

4 

542 

3 

351 

12 

488 

8 

974 

1 

789 

1 

725 

12 

572 

10 

763 


15 

385 

8 

420 

4 

147 

2 

818 

10 

288 

7 

097 

1 

651 

1 

540 

10 

735 

8 

748 

MORE THAN 1 


751 


458 


112 


181 


502 


375 


56 


71 


550 


431 

SHARED OR NONE 

1 

699 

1 

064 


283 


352 

1 

698 

1 

502 


82 


114 

1 

287 

1 

584 

ROOMS 















1 

1 






ALL UNITS 

43 

237 

22 

870 

12 

996 

7 

371 

29 

675 

19 

521 

5 

816 

1 ^ 

338 

30 

892 

25 

337 

1 ROOM 

3 

170 

1 

796 


568 


806 

1 

916 

1 

693 


145 


78 

2 

158 

1 

838 

2 ROOMS 

5 

165 

2 

397 

1 

361 

1 

407 

2 

755 

2 

035 


395 

1 

325 

3 

548 

2 

430 

3 ROOMS . 

7 

804 

3 

880 

2 

345 

1 

579 

5 

410 

3 

702 


902 


806 

5 

524 

4 

604 

4 ROOMS 

9 

262 

4 

268 

3 

382 

1 

612 

6 

322 

3 

729 

1 

535 

1 

058 

5 

954 

5 

264 

5 ROOMS. . . 

12 

239 

6 

601 

4 

264 

1 

374 

7 

823 

4 

786 

1 

924 

1 

113 

9 

219 

6 

710 

6 ROOMS. .... 

4 

046 

2 

804 


834 


400 

3 

357 

2 

198 


625 


534 

3 

254 

2 

823 

7 ROOMS 

1 

151 


839 


166 


126 

1 

lOi 


772 


150 


179 


918 


922 

8 ROOMS OR more 


400 


285 


56 


59 


991 


606 


140 


245 


317 


746 

MEDIAN 


4.1 


4.3 


4.2 


3.4 


4.3 


4.1 


4.5 


4.4 


4.2 


4.2 

OWNER OCCUPIED 

22 

565 

11 

571 

7 

878 

3 

116 

15 

541 

9 

490 

3 

764 

2 

287 

16 

637 

13 

254 

i ROOM ..... 


310 


76 


104 


130 


85 


48 


12 


25 


160 


60 

2 ROOMS 

1 

582 


371 


603 


608 


642 


327 


156 


159 


910 


483 

3 ROOMS. ... 

1 2 

471 


613 

1 

055 


803 

1 

616 


797 


368 


451 

1 

498 

1 

165 

4 ROOMS 

' 4 

250 

1 

843 

1 

876 


531 

3 

142 

1 

779 


872 


491 

2 

831 

2 

651 

5 ROOMS 

1 9 

232 

5 

243 

3 

383 


606 

5 

596 

3 

596 

1 

553 


447 

7 

325 

5 

149 

6 ROOMS 

3 

263 

2 

362 


639 


262 

2 

684 

1 

755 


561 


368 

2 

747 

2 

316 

7 ROOMS. . . 

! 1 

099 


803 


170 


126 


911 


654 


125 


132 


882 


779 

8 ROOMS OR MORE 


358 


260 


48 


50 


865 


534 


117 


214 


284 


651 


! 

4.6 


5.0 


4.6 


3.5 


4,9 


5.0 


4.8 


4,5 


4,9 


4*9 

RENTER OCCUPIED. • • 

' 17 

835 

9 

942 

4 

542 

3 

351 

12 

468 

8 

974 

1 

789 

1 

725 

12 

572 

10 

763 

1 ROOM 

2 

358 

1 

458 


406 


494 

1 

543 

1 

401 


102 


40 

1 

707 

1 

503 

2 ROOMS 

' 3 

074 

1 

830 


662 


582 

1 

866 

1 

539 


196 


131 

2 

362 

1 

735 

3 ROOMS 

4 

823 

3 

016 

1 

174 


633 

3 

391 

2 

666 


4B2 


243 

3 

697 

3 

148 

4 ROOMS. . 

1 4 

518 

2 

230 

1 

406 


882 

2 

903 

1 

772 


597 


534 

2 

882 

2 

369 

5 ROOMS 

2 

415 

1 

037 


744 


634 

1 

976 

1 

060 


320 


596 

1 

490 

i 

380 

6 ROOMS. 


559 


316 


126 


117 


572 


372 


50 


150 


371 


422 

7 ROOMS, 


46 


30 


16 


. . . 


139 


106 


25 


8 


30 


131 

S ROOMS OR MORE, . 


42 


25 


8 


9 


98 


58 


17 


23 


33 


75 

MEDIAN 


3.2 


3.1 


3.5 


3.4 


3.3 


3,1 


3.7 


4.3 


3.1 


3.2 

VACANT AVAILABLE FOR SALE, 


481 


302 


136 


43 


164 


60 


64 


20 


343 


144 

1 TO 3 ROOMS 


21 


8 


4 


9 


9 


6 


3 




10 


9 

4 ROOMS, . * 


52 


29 


19 


4 


23 


19 


2 


2 


33 


21 

5 ROOMS , 


237 


162 


60 


15 


71 


24 


45 


2 


196 


69 

6 ROOMS. ... 


150 


90 


51 


9 


44 


22 


12 


10 


90 


34 

7 ROOMS OR MORE 


21 


13 


2 


6 


17 


9 


2 


6 


14 


11 

MEDIAN 


5.2 


5.2 


5,3 


... 

1 

5.2 


5.1 


5,1 


... 


5.2 


5,1 

VACANT AVAILABLE FOR RENT 

1 

144 


572 


215 


357 

1 

847 


674 


109 


64 


708 


703 

1 ROOM 


376 


173 


46 


157 


152 


140 


12 


... 


205 


152 

2 ROOMS. ... 


233 


123 


43 


67 


172 


139 


29 


4 


159 


168 

3 ROOMS 


223 


127 


63 


33 


265 


221 


24 


20 


164 


245 

4 ROOMS 


ISO 


90 


44 


46 


158 


116 


30 


12 


109 


146 

5 ROOMS OR MORE. • • 


132 


59 


19 


54 


100 


58 


14 


28 


71 


72 



2.3 


2.4 


2.8 


1.8 

1 

2.9 


2.8 


3,1 


4.2 


2.4 


2.6 

BEDROOMS 









1 












ALL UNITS 

43 

251 

22 

914 

12 

996 

7 

371 

29 

675 

19 

521 

5 

816 

4 

338 

30 

936 

25 

337 

none 

3 

883 

2 

264 


851 


768 

2 

662 

2 

287 


191 


184 

1 z 

737 

2 

478 


11 

772 

5 

613 

3 

248 

2 

911 

7 

439 

5 

102 

1 

181 

1 

156 

8 

248 

6 

283 


13 

224 

6 

579 

4 

525 

2 

120 

9 

893 

6 

230 

2 

386 

1 

277 

8 

827 

B 

616 


12 

368 

7 

075 

4 

061 

1 

232 

7 

711 

4 

691 

1 

622 

i 

398 

9 

574 

6 

313 


2 

034 

1 

383 


311 


340 

1 

970 

1 

211 


436 


323 

1 

550 

1 

647 

OWNER OCCUPIED 

22 

604 

11 

610 

7 

878 

3 

116 

15 

611 

9 

490 

3 

834 

2 

287 

16 

676 

13 

324 

0 AND 1... 

3 

566 


640 

1 

561 

1 

365 

2 

112 

1 

105 


3BB 


619 

1 

977 

1 

493 


7 

554 

3 

865 

2 

768 


921 

6 

039 

3 

610 

1 

671 


758 

5 

447 

5 

281 


9 

858 

5 

925 

3 

361 


572 

5 

759 

3 

730 

1 

360 


669 

7 

924 

5 

090 

4 OR MORE 

1 

626 

1 

180 


168 


258 

1 

701 

1 

045 


415 


241 

1 

328 

1 

460 

RENTER OCCUPIED 

17 

796 

9 

903 

4 

542 

3 

351 

12 

418 

e 

974 

1 

719 

1 

725 

12 

533 

10 

693 

NONE 

3 

002 

1 

916 


595 


491 

2 

133 

i 

954 


100 


79 

2 

215 

2 

054 


7 

338 

4 

552 

1 

577 

1 

209 

4 

910 

3 

643 


747 


520 

5 

737 

4 

390 


5 

120 

2 

476 

1 

657 


987 

3 

540 

2 

434 


669 


437 

3 

103 

3 

103 

3 OR MORE , 

2 

336 

! 

959 


713 


664 

1 

835 


943 


203 


689 

1 

478 

1 

146 


Table 14.— Structural Characteristics and Heatino Equipment, for SMSA’s, Constituent Counties 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas! 

[Based on sample; see text. “U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 


UNITS IN structure 


ALL UNITS 

It detached 

1« ATTACHED. ...... 

2 . 

3 AND 4 

5 OR MORE 

TRAILERI 

ON PERMANENT FOUNDATION, 
MOBILE , 


OWNER OCCUPIED 

It detached. . . , 
it attached. , , . 

2 . 

3 and 4 

5 OR MORE 

TRAILER, 


RENTER OCCUPIED 
It DETACHED. , . , 

If attached, . , . 

3 and 4 

5 TO 9 , 

iO TO 19 

20 TO 49 

SO OR MORE , . , . 
TRAILER 


VACANT available FOR RENT 

1 

2 TO 4 

5 To 9 , 

10 OR MORE 


YEAR STRUCTURE BUILT 


ALL UNITS. , 
1959 TO march 1960 
1955 TO 1950 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . , , 
1929 OR EARLIER. , 


OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954 . . , 
1940 TO 1949 , . , 
1939 OR EARLIER, . 


ALL HOUSING UNITS 


basement 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . . . 


HEATING equipment 


STEAM OR HOT WATER ....... 

WARM AIR FURNACE 

FLOOR* WALL* OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE .... 
NONE 





STANDARD 

METROPOLITAN STATISTICAL AREAS 



1 URBANIZED AREAS 


LAS 

VEGAS 

1 RENO 


RENO 

THE 

AREA 

CLARK 

COUNTY 

LAS 

VEGAS 

urban 

BALANCE 

RURAL 

THE 

area 

WASHOE 

COUNTY 

RENO 

URBAN 

BALANCE 

RURAL 

LAS 

VEGAS 


43 225 

22 858 

12 996 

7 371 

29 675 

19 521 

5 816 

4 338 

30 680 

25 337 


25 687 

13 903 

7 982 

3 B02 

16 611 

11 495 

4 654 

2 462 

18 514 

16 149 


3 292 

1 246 

1 625 

421 

2 057 

1 270 

291 

496 

1 763 

1 561 


2 955 

2 036 

666 

253 

2 128 

1 483 

158 

487 

2 638 

1 641 


2 390 

1 917 

295 

178 

1 501 

1 233 

104 

164 

2 125 

1 337 


4 692 

3 136 

277 

1 279 

3 477 

3 149 

204 

124 

3 320 

3 353 


92 

6 

48 

36 

147 

21 

22 

104 

56 

43 


4 117 

612 

2 103 

1 402 

1 754 

870 

383 

501 

2 464 

1 253 


22 565 

11 571 

7 878 

3 116 

15 541 

9 490 

3 764 

2 287 

16 637 

13 254 


17 972 

10 314 

S 898 

1 760 

12 723 

7 961 

3 235 

1 527 

13 666 

11 196 


269 

161 

73 

35 

315 

164 

51 

100 

194 

215 


354 

242 

83 

29 

374 

263 

52 

59 

310 

315 


150 

125 

14 

19 

137 

113 

5 

19 

134 

118 


2fi7 

203 

5 

79 

250 

158 

37 

55 

208 

195 


3 525 

526 

1 805 

1 194 

1 742 

831 

384 

527 

2 125 

1 215 


17 835 

9 942 

4 542 

3 351 

12 488 

8 974 

1 789 

1 725 

12 572 

10 763 


6 215 

2 920 

1 722 

1 573 

5 124 

3 173 

1 261 

690 

3 987 

4 434 


2 SOB 

i Oil 

1 430 

367 

1 554 

996 

200 

356 

1 425 

1 196 


2 446 

1 713 

548 

185 

1 622 

1 114 

97 

411 

2 216 

1 211 


2 032 

1 634 

251 

147 

1 222 

1 013 

90 

119 

1 B12 

1 103 


1 333 

958 

163 

212 

1 042 

920 

64 

58 

1 069 

984 


1 248 

1 032 

36 

180 

761 

735 

21 

5 

1 058 

756 


696 

444 

30 

222 

728 

697 

25 

6 

474 

722 


373 

136 

16 

221 

276 

266 

10 

... 

136 

276 


664 

94 

346 

244 

159 

60 

21 

78 

395 

B1 


1 140 

560 

215 

365 

862 

674 

113 

75 

703 

787 


449 

191 

166 

92 

363 

228 

76 

59 

298 

304 


169 

128 

34 

7 

185 

156 

13 

16 

158 

169 


123 

72 

15 

36 

83 

S3 

... 

• . . 

76 

83 


399 

169 


230 

231 

207 

24 

... 

169 

231 


43 237 

22 870 

12 996 

7 371 

29 675 

19 521 

5 816 

4 338 

30 892 

25 337 

. 

4 061 

1 881 

1 077 

1 103 

2 372 

1 337 

627 

408 

2 814 

1 964 

* 

10 088 

5 889 

2 688 

2 311 

5 600 

2 941 

i 324 

i 535 

8 223 

4 265 

• 

13 321 

7 lao 

3 992 

2 149 

4 656 

2 861 

1 036 

739 

9 895 

3 917 

. 

9 907 

5 069 

3 795 

1 043 

5 139 

3 481 

961 

697 

6 419 

4 442 


3 274 

1 640 

1 296 

536 

3 455 

, 2 489 

635 

331 

2 185 

3 124 


1 786 

1 211 

148 

427 

8 253 

6 392 

1 233 

628 

1 356 

7 625 


22 565 

11 571 

7 878 

3 116 

15 541 

9 490 

3 764 

2 287 

16 637 

13 254 


3 982 



1 477 

5 384 

2 939 

1 535 

910 

7 143 

4 474 


7 575 




3 008 

1 804 

735 

469 

5 626 

2 539 


4 396 




3 127 

2 037 

663 

427 

2 914 

2 700 


1 612 




4 022 

2 710 

831 

461 

954 

3 541 








5 816 

4 338 

30 957 

25 337 


1 461 

815 

390 

256 


. 

9 864 

656 

631 

958 

10 520 


27 183 

15 529 

7 527 

4 127 

5 795 

2 791 

1 849 

1 155 

20 232 

4 640 


14 581 

6 514 

5 079 

2 9B6 

12 729 

6 866 

3 311 

2 552 

9 690 

10 177 


764 

672 

38 

54 

3 564 

3 125 

249 

190 

702 

3 374 


6 067 

3 799 

1 745 

523 

13 215 

9 291 

1 997 

1 927 

5 275 

11 288 


6 402 

3 282 

2 115 

1 005 

6 838 

4 097 

1 999 

742 

4 460 

6 096 


13 458 

8 661 

2 714 

2 083 

124 

60 

10 

54 

10 159 

70 


6 306 

1 906 

2 673 

1 727 

5 592 

2 760 

1 487 

1 345 

3 618 

4 247 


9 499 

4 097 

3 626 

1 776 

265 

175 

45 

45 

6 156 

220 

_L 

741 

453 

85 

203 

77 

13 

29 

35 

522 

42 
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Table 15. Ofciii’ANCY Chauactkristics^for SMSA’s, Constituunt CaniNTins, Pj.ACHscn- 50,000 lNirAiuTANT.s 

OR Mori-:, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Baaed on sample; see text. “U" denotes an unincorporated place] 


I’ojHihfiuu 

IVfsufi*. 


IViwutN (kcj Knom 
VcMf Movf.l IfUo lliut 


SUBJECT 


population 


POPULATION IN HOUSING UNlTSi I960, 
PER OCCUPIED UNIT 

owner. .... 

RENTER * 

POPULATION IN DWELLING UNlTSf 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

1 PERSON 

2 PERSONS. , , . . 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS. . , . , 

7 PERSONS. . . , , 

8 PERSONS OR MORE. 

MEDIAN 


RENTER OCCUPIED 

1 PERSON ..... 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. 

MEDIAN 


PERSONS per room 


OWNER OCCUPIED 
0.50 OR LESS . . , 
0.31 TO 0.75 . . , 
0,76 TO 1.00 , . , 
1.01 TO 1.50 . , , 
1.51 OR MORE . . . 


RENTER OCCUPIED 
0.50 OR LESS , , . 
0.51 TO 0.75 , , . 
0.76 TO 1.00 . . , 
1.01 TO 1,50 . , , 
1.51 OR MORE . , . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH i960 
1958 

1957 ....... 

1954 TO 1956 . . , 
1950 TO 1953 . . , 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED 
1959 TO MARCH i960 

1958 

1957 . 

1954 TO 1956 . . , 

1950 TO 1953 . . . 

1940 Tn 1949 . . . 

1939 OR EARLIER. . 




standard metropolitan statistical AREAS 


LAS 

VEGAS 



RENO 

THE. 




the 



AREA 




AREA 



— — 

LAS 

URBAN 

RURAL 

— 

RENO 


CLARK 

VEGAS 

BALANCE 


WASHOE 



county 




COUNTY 



. 124 797 

64 53S 

41 551 

18 711 

Bi 866 

50 231 


* 3,1 

3.0 

3.3 

2.9 

2.9 

2.7 


* 3,4 

3.S 

3.5 

2.9 

3.2 

3.1 


* 2.7 

2.5 

3.1 

2.9 

2.6 

2.3 


• 44 662 

23 398 

« « « 

. . • 

47 174 

30 161 


• 3.0 

2*8 

t « • 

... 

2*9 

2.8 


. 40 400 

21 513 

12 420 

6 467 

28 029 

18 464 


• 22 565 

11 571 

7 878 

5 116 

15 541 

9 490 


• 2 245 

936 

743 

566 

1 734 

1 091 


* 6 497 

3 244 

2 160 

1 093 

4 844 

3 149 


• 4 215 

2 330 

1 336 

549 

2 926 

1 795 


• 4 067 

2 113 

1 572 

382 

2 999 

1 001 


• 2 853 

1 614 

1 036 

203 

1 709 

991 


• 1 530 

742 

592 

196 

857 

462 


• 674 

317 

266 

91 

232 

104 


. 4B4 

275 

173 

36 

240 

97 


♦ 3.1 

3.2 

3.3 

2,4 

2.9 

2,6 


17 835 

9 942 

4 542 

3 351 

12 486 

0 974 


4 793 

3 084 

800 

909 

3 000 

3 234 


5 423 

3 43R 

1 125 

860 

3 609 

2 763 


2 800 

1 438 

901 

461 

1 963 

1 261 


2 246 

946 

799 

501 

1 477 

836 


1 365 

471 

544 

350 

869 

473 


667 

296 

227 

144 

476 

240 


239 

94 

94 

51 

169 

117 


302 

175 

52 

75 

125 

50 


* 2.3 

2.0 

2.9 

2.4 

2.2 

o 


22 565 

U 571 

7 878 

3 116 

15 341 

9 490 


7 496 

4 349 

2 156 

991 

6 562 

4 433 


5 243 

2 846 

1 687 

710 

3 694 

2 094 


6 736 

3 239 

2 625 

872 

3 873 

2 346 


2 246 

846 

1 083 

317 

1 049 

492 


844 

291 

327 

226 

361 

125 


17 835 

9 942 

4 542 

3 351 

12 486 

8 974 


4 811 

3 015 

859 

937 

3 831 

2 944 


3 858 

2 358 

924 

376 

2 940 

2 052 


5 879 

3 055 

1 656 

1 166 

4 283 

3 106 


1 911 

788 

766 

357 

926 

535 


1 376 

726 

335 

315 

308 

337 


22 565 

11 571 

7 878 

3 116 

15 541 

9 490 


6 494 

2 876 

2 380 

1 238 

3 690 

2 006 


2 472 

1 203 

881 

388 

1 514 

771 


2 055 

1 110 

694 

251 

1 178 

626 


6 030 

3 285 

2 171 

574 

3 094 

2 134 


2 869 

1 474 

1 027 

368 

2 027 

1 317 


2 214 

1 407 

629 

178 

2 344 

1 496 


431 

216 

96 

119 

i 694 

1 140 


17 835 

9 942 

4 542 

5 351 

12 488 

a 974 


11 726 

6 143 

3 162 

2 421 

7 249 

5 099 


2 336 

1 360 

582 

394 

1 700 

1 029 


1 127 

710 

269 

148 

854 

675 


1 584 

1 030 

330 

224 

1 156 

902 


572 

381 

103 

88 

693 

580 


382 

251 

88 

43 

589 

486 


108 

67 

e 

33 

247 

203 



URBAN 

balance 

RURAL 

la 129 

13 500 

3,3 

3.4 

3.4 

3.3 

3.0 

3.3 

• . « 

9 ff • 

* ’ * 


5 553 

4 OU 

5 764 

2 287 

392 

251 

900 

715 

706 

425 

806 

392 

459 

25V 

242 

133 

73 

55 

106 

37 

3.2 

2.V 

1 709 

1 725 

391 

179 

478 

368 

294 

MOB 

3U 

330 

163 

2)3 

106 

130 

21 

31 

23 

50 

2,6 

3,3 

3 764 

2 287 

1 242 

0S7 

1 019 

581 

1 091 

438 

310 

2 39 

94 

142 

1 709 

1 725 

506 

381 

432 

496 

591 

586 

107 

204 

73 

98 

3 764 

2 207 

997 

687 

448 

299 

300 

164 

591 

369 

448 

262 

541 

307 

351 

203 

1 789 

1 729 

1 196 

954 

220 

451 

104 

75 

120 

134 

64 

49 

65 

36 

20 

24 


urhanu 

FO AREAS 

LAS 

HENO 

VfGAS 


89 4 34 

6H 360 

3,1 

2.B 

3,4 

3.2 

2.6 

2.4 

29 209 

24 017 

16 637 

13 254 

1 476 

1 483 

4 672 

4 129 

3 214 

2 501 

3 100 

2 607 

2 237 

1 450 

1 083 

704 

467 

177 

308 

203 

3.2 

2.9 

12 572 

10 763 

3 556 

3 625 

4 169 

3 241 

2 016 

1 955 

1 35R 

1 147 

747 

636 

392 

346 

147 

138 

187 

75 

2.2 

2,0 

16 637 

13 254 

5 634 

5 675 

3 98V 

3 U3 

5 000 

3 437 

1 503 

010 

511 

219 

12 572 

10 763 

3 541 

3 490 

2 900 

2 484 

3 992 

3 697 

1 154 

722 

977 

410 


16 637 
4 719 
1 858 
I 576 
4 695 
1 868 
1 673 
248 


13 254 
3 003 
I 219 

1 014 

2 725 

1 765 

2 037 
1 491 


12 572 
8 156 
1 643 
787 
I 203 
427 
289 
67 


10 763 
6 295 
1 249 
779 
1 022 
644 
351 
223 
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Tabic 16. — Type of Fuel and Selected Equipment, for SMSA's, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
jR^dio Sets 


SUBJECT 




standard 

METROPOLITAN STATISTICAL AREAS 




n 

URBANIZED AREAS 



LAS 

VEGAS 




Reno 

LAS 

VEGAS 

RENO 

THE 

AREA 

CLARK 

COUNTY 

las 

VEGAS 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

WASHOE 

county 

RENO 

URBAN 

BALANCE 

RURAL 

ALL OCCUPIED UNITS 

40 400 

21 

513 

12 

420 

6 

467 

28 

029 





4 

012 

29 209 

24 017 

HEATING FUEL 










■ 

1 

■ 

1 





UTILITY GAS 

i4 90a 

8 

510 

4 

900 

1 

496 

7 

348 

4 

504 

2 

685 


159 

11 466 

7 189 

fuel. 01L» kerosene t ETC* 

2 686 


650 

1 

116 


920 

17 

080 

11 

987 

2 

349 

2 

744 

1 666 

14 336 

COAL OR COKE 

108 


45 


, • # 


63 


681 


619 


62 


, , , 

45 

681 

ELECTRICITY 

19 454 

11 

010 

5 

543 

2 

901 


267 


165 


40 


62 

13 991 

205 

BOTTLED* TANK* OR LP GAS , 

1 904 


571 


694 


639 

1 

419 


596 


184 


639 

1 191 

780 

OTHER FUEL 

703 


316 


68 


319 

1 

193 


573 


212 


408 

360 

785 

NONE 

637 


411 


99 


127 


41 


20 


21 


... 

490 

41 

WATER HEATING FUEL 


















UTILITY GAS 

13 035 

7 

199 

4 

379 

1 

457 

5 

257 

2 

834 

2 

217 


206 

9 873 

5 051 

ELECTRICITY 

24 078 

13 

053 

6 

820 

4 

205 

16 

003 

11 

148 

2 

548 

2 

307 

16 959 

13 696 

COAL OR COKE 

187 


150 


37 


. . . 


554 


554 


. • . 


• • , 

187 

554 

BOTTLED* TANK. OR LP GAS 

1 668 


528 


672 


468 

2 

007 


827 


278 


902 

1 160 

1 105 

FUEL OlLi KEROSENE* ETC. . * 

77 


* • - 


77 


. , . 

2 

863 

2 

468 


186 


209 

77 

2 654 

OTHER FUEL 

20 


20 


• • , 


. , . 


545 


265 


196 


84 

20 

461 

NONE 

1 335 


563 


435 


337 


800 


368 


128 


304 

933 

496 

COOKING FUEL 


















UTILITY GAS 

9 595 

3 

871 

4 

163 

1 

561 

4 

959 

3 

194 

1 

590 


167 

6 350 

4 792 

ELECTRICITY, 

25 262 

16 

006 

6 

079 

3 

177 

IB 

511 

13 

246 

3 

181 

2 

084 

19 258 

16 427 

BOTTLED* TANK* OR LP GAS 

4 662 

1 

004 

2 

096 

1 

562 

3 

448 

1 

2B7 


581 

1 

580 

2 911 

1 868 

fuel oil* KEROSENE* ETC 

79 


38 


. ■ . 


41 


83 


40 


43 


, * • 

38 

83 

COAL OR COKE 

190 


150 


19 


21 


82 


62 


. ■ . 


20 

169 

62 

OTHER FUEL * , 

87 




24 


63 


639 


368 


110 


161 

• • « 

478 

none ... 

525 


444 


39 


42 


307 


267 


40 


• • « 

483 

307 

CLOTHES WASHING MACHINE 


















WRINGER OR SPINNER 

3 709 

1 

643 

1 

164 


902 

2 

997 

1 

893 


410 


694 

2 308 

2 303 

AUTOMATIC OR SEMI-AUTOMATIC 

20 768 

11 

877 

6 

673 

2 

218 

14 

284 

B 

911 

3 

451 

1 

922 

15 469 

12 362 

washer-dryer COMBINATION 

712 


450 


176 


86 


779 


458 


104 


217 

528 

562 

NONE 

15 211 

7 

543 

4 

407 

3 

261 

9 

969 

■ 


1 

586 

1 

179 

10 904 

8 790 

CLOTHES DRYER 










■ 








GAS HEATED 

202 


61 


78 


43 


60 




■ • , 


■ ■ • 

139 

60 

ELECTRICALLY HEATED 

2 308 

1 

579 


322 


407 

4 

610 

2 

766 


821 

1 

023 

1 756 

3 587 

NONE 

37 890 

19 

853 

12 

020 

6 

017 

23 

359 




732 

2 

989 

27 314 

20 370 

HOME FOOD FREEZER 


















1 OR MORE, . . • 

6 855 

2 

781 

2 

645 

1 

429 

5 

849 



1 

134 

1 

372 

4 117 

4 477 

NONE 

33 545 

is 

732 

9 

775 

5 

038 

22 

180 

15 

121 

4 

419 

2 

640 

25 092 

19 540 

TELEPHONE AVAILABLE 



















27 510 

15 

944 

7 

849 

3 

717 

22 

090 

14 

426 

4 

608 

3 

056 

20 590 

19 034 


12 890 

5 

569 

4 

571 

2 

750 

5 

939 

4 

038 


945 


956 

0 619 

4 983 

AUTOMOBILES AVAILABLE 



















23 389 

U 

831 

7 

352 

4 

206 

13 

954 

8 

691 

3 

053 

2 

210 

16 187 

11 744 


10 834 

6 

108 

3 

512 

1 

214 

8 

300 

5 

352 

1 

513 

1 

435 

8 474 

6 865 

3 OR MORE 

1 733 


903 


509 


321 

1 

338 


873 


277 


186 



NONE . * . 

4 454 

2 

671 

1 

047 


736 

4 

437 

3 

548 


710 


179 

3 315 

4 250 

AIR CONDITIONING 


















ROOM UNITI 



















1 933 

1 

190 


504 


239 


475 


391 


42 


42 

1 516 

433 

2 OR MORE 

1 034 


715 


232 


87 


85 


41 




44 

895 

41 

CENTRAL SYSTEM ; * . 

e 771 

6 

427 


767 

i 

577 


698 


457 


153 


88 

6 921 

610 

NONE 

28 662 

13 

181 

10 

917 

4 

564 

26 

771 

17 

575 

5 

358 

3 

838 

19 077 

22 933 

TELEVISION SETS 



















30 683 

16 

016 

10 

034 

4 

633 

21 

488 

13 

869 

4 

348 

3 

271 

22 044 

18 217 

2 OR MORE. • , 

4 978 

3 

369 

1 

115 


494 

2 

DS 

1 

286 


531 


296 

4 186 

1 817 

NONE 

4 739 

2 

128 

1 

271 

i 

340 

4 

426 

3 

309 


674 


445 

2 979 

3 983 

RADIO SETS 



















23 188 

12 

482 

6 

835 

3 

871 

14 

977 

9 

792 

3 

020 

2 

165 

16 878 

12 612 

2 OR MORE 

12 475 

6 

755 

4 

030 

1 

690 

10 

755 

7 

216 

2 

219 

1 

320 

8 991 

9 435 

NONE • * , 

4 737 

j 2 

276 

1 

555 


906 

2 

297 

1 

456 


314 


527 

3 340 

1 770 
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State and Small Areas 


Table 17. — Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (4-) or 
minus (— ) after number indicates median above or below that number] 


Value 

Gross Rent 


Contract Rent 
Duration of Vacancy 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS 

URBANIZED AREAS 

1 LAS VEGAS 

1 RENO 


RENO 

THE 

AREA 

CLARK 

county 

LAS 

VEGAS 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

WASHOE 

COUNTY 

reKio 

URBAN 

BALANCE 

RURAL 

LAS 

VEGAS 

VALUE 











QWEH OCCUPIED 

17 747 

10 420 

5 795 

1 532 

12 424 

7 956 

3 202 

1 266 

13 685 

11 158 

LESS THAN $5i000 . . 

660 

222 

222 

216 

374 

80 

152 

142 

345 

232 

$5f000 TO S7tM-00 

1 018 

117 

669 

232 

279 

113 

73 

93 

256 

186 

$7f500 TO 

1 026 

172 

691 

163 

470 

161 

203 

106 

464 

364 

SlOfOOO TO $12*400 

2 453 

945 

1 301 

207 

980 

493 

355 

132 

1 480 

648 

$12*500 TO $14*900 

3 343 

1 627 

1 596 

120 

1 762 

1 175 

534 

53 

2 837 

1 709 

$15*000 TO $17*400 

3 456 

2 393 

920 

143 

2 459 

1 467 

908 

84 

3 122 

2 375 

$17*500 TO $19*900 . « * . • 

2 259 

2 005 

178 

76 

1 940 

1 380 

475 

85 

2 111 

1 855 

$20,000 TO $24*900 . . . . 

1 676 

1 448 

104 

124 

1 682 

1 261 

249 

172 

1 524 

1 510 

$25,000 TO $34*900 

1 014 

784 

74 

156 

1 313 

999 

161 

153 

015 

1 160 

$35*000 OR MORE 

842 

707 

40 

95 

1 165 

827 

92 

246 

731 

919 

MEDIAN DOLLARS . 

15 300 

17 200 

12 500 

11 900 

17 400 

18 400 

15 800 

18 200 

16 200 

17 400 

VACANT AVAILABLE FOR SALE 

470 

302 

131 

37 

147 

74 

61 

12 

346 

135 

LESS THAN $5,000 ... . 

8 

1 

3 

4 

14 

11 

3 

. . . 

1 

14 

$5*000 TO $9*900 

23 

5 

13 

5 

3 

• • « 

3 

. , . 

10 

3 

$10*000 TO $14*900 

76 

33 

33 

10 

18 

10 

8 

. • . 

37 

18 

$15*000 TO $19*900 ... 

221 

132 

79 

10 

53 

17 

36 

• • ■ 

167 

53 

$20*000 TO $24*900 . 

64 

57 

3 

4 

9 

5 

. , * 

4 

57 

5 

$25,000 OR MORE 

78 

74 

... 

4 

50 

31 

11 

6 

74 

42 

MEDIAN PRICE ASKED DOLLARS . 

17 900 

19 200 

... 

... 

... 

... 

... 

... 

18 700 

... 

GROSS RENT 











RENTER OCCUPIED 

17 682 

9 942 

4 542 

3 198 

12 444 

8 974 

1 789 

1 681 

12 572 

10 763 

LESS THAN $20. . . 

25 


4 

21 

lOO 

81 

14 

5 

4 

95 

$20 TO $29 

101 

47 

21 

33 

168 

142 

4 

22 

60 

146 

$30 TO $39 

233 

136 

38 

59 

264 

231 

33 

20 

161 

264 

$40 TO $49 * . 

705 

269 

348 

88 

498 

420 

53 

25 

350 

473 

$50 TO $59 ... , 

1 377 

477 

779 

121 

691 

576 

36 

79 

625 

612 

$60 TO $69 

1 484 

868 

511 

105 

1 040 

823 

129 

86 

1 133 

952 

$70 TO $79 

1 512 

738 

391 

383 

1 248 

863 

146 

239 

997 

1 009 

$80 TO $99 

3 678 

1 626 

1 091 

961 

2 692 

1 714 

385 

593 

2 466 

2 099 

$100 TO $119 

3 125 

1 995 

689 

441 

2 367 

1 687 

406 

274 

2 512 

2 093 

$120 TO $149 

2 793 

2 236 

320 

237 

1 813 

1 364 

311 

138 

2 528 

1 675 

$150 TO 

1 342 

1 020 

92 

230 

766 

568 

182 

16 

1 100 

750 

$200 OR MORE 

263 

156 

12 

95 

186 

148 

13 

‘ 25 

168 

161 

NO CASH RENT 

1 044 

374 

246 

424 

591 

357 

77 

157 

460 

434 

median DOLLARS 

96 

107 

81 

95 

95 

94 

102 

93 

102 

95 

CONTRACT RENT j 











RENTER OCCUPIED. . . 

17 682 

9 942 

4 542 

3 198 

12 444 

8 974 

1 789 

1 681 

12 572 

10 763 

LESS than $20. .............. 

71 

17 

12 

42 

155 

114 

32 

9 

21 

146 

$20 TO $29 

188 

98 

52 

38 

282 

207 

20 

55 

120 

227 

$30 TO $39 . . 

359 

188 

66 

105 

344 

276 

32 

36 

234 

308 

$40 TO $59 

2 724 

1 091 

1 389 

244 

1 966 

1 470 

255 

241 

1 445 

1 725 

$60 TO $79 

3 616 

1 882 

1 233 

501 

3 297 

2 350 

534 

413 

2 691 

2 884 

$80 TO $99 .... 

3 648 

1 657 

1 007 

984 

2 905 

2 008 

368 

509 

2 453 

2 396 

$100 TO $149 

4 926 

3 869 

509 

548 

2 527 

1 868 

419 

240 

4 354 

2 2B7 

$150 OR MORE 

1 106 

766 

28 

312 

377 

324 

32 

21 

794 

356 

NO CASH RENT 

1 044 

374 

246 

424 

591 

357 

77 

157 

460 

434 

median DOLLARS . 

87 

98 

69 

92 

79 

79 

79 

81 

91 

* 79 

VACANT available FOR RENT. *•*... 

1 146 

572 

217 

357 

850 

674 

103 

73 

715 

777 

LESS THAN $30 

30 

3 

4 

23 

23 

17 

6 

... 

3 

23 

$30 TO $39 , . 

12 

3 

• . • 

9 

37 

37 



3 

37 

$40 TO $59 ■ 

94 

32 

46 

14 

130 

98 

22 

*Io 

47 

120 

$60 TO $79 

182 

81 

78 

23 

190 

140 

38 

12 

126 

178 

$aO TO $99 

186 

99 

49 

38 

213 

183 

12 

18 

144 

195 

$100 TO $119 

183 

132 

19 

32 

127 

84 

18 

25 

151 

102 

$120 OR MORE 

459 

222 

19 

218 

130 

115 

7 

e 

241 

122 

MEDIAN RENT ASKED (DOLLARS) I 











VACANT available FOR RENT 

107 

109 

71 

148 

84 

84 

• * • 

... 

104 

82 

WITH ALL utilities IN RENT . 

110 

. • • 

... 

... 

77 

71 

... 

, • , 

95 

74 

WITH SOME OR NO UTILITIES IN RENT, . . 

105 

109 

• t • 

... 

86 

68 

... 


107 

86 

DURATION OF VACANCY 











VACANT AVAILABLE FOR SALE 

450 

282 

131 

37 

159 

80 

67 

12 

326 

147 

LESS THAN 4 MONTHS , 

369 

231 

105 

33 

143 

70 

61 

12 

270 

131 

4 UP TO 6 MONTHS 

... 

. • • 

• • • 

* • • 

8 

5 

3 

... 

. • . 

8 

6 MONTHS OR MORE 

81 

51 

26 

4 

8 

5 

3 

... 

56 

B 

VACANT AVAILABLE FOR RENT 

1 164 

501 

217 

366 

054 

674 

103 

77 

724 

777 

LESS THAN 1 MONTH 

795 

421 

176 

198 

484 

389 

43 

52 

546 

432 

1 UP TO 4 months 

219 

102 

28 

89 

198 

167 

19 

12 

111 

186 

4 UP TO 6 MONTHS 

19 

10 

* . . 

9 

69 

53 

7 

9 

10 

,60 

6 months OR MORE 

131 

48 

13 

70 

103 

65 

’ 34 

4 

57 

99 
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(Tables l8 to 21 of the standard State series are omitted) 


Table 22, — ^Tenure, Vacantcy Status, awd CotsTDiTiON and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants: I960 

[Some data based on sample; gee text. “U" denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Flic. 
Bathing Fac. 
Bathrooms 


SUBJECT 

HENDERSON 

NORTH LAS 

SPARKS 

SUBJECT 

HENDERSON 

NORTH LAS 

SPARKS 



VEGAS 




VEGAS 


ALL HOUSING UNITS 

3 528 

5 688 

5 177 

CONDITION AND PLUMBING-CON. 




TENURE f COLOR • AND VACANCY 




RENTER OCCUPIED. . . 

1 349 

2 000 

1 595 

STATUS 




SOUND 

1 280 

1 570 

1 261 





WITH ALL plumbing FACILITIES 

1 276 

1 518 

1 249 

OCCUPIED 

3 369 

5 441 

4 947 

LACKING SOME OR ALL FACILITIES 

4 

52 

12 

OWNER OCCUPIED 

2 020 

3 441 

3 352 

deteriorating 

65 

322 

298 

percent op ALL OCCUPIED 

60.0 

63,2 

67.8 

WITH ALL plumbing FACILITIES 

25 

215 

260 

WHITE 

2 012 

3 429 

3 303 

LACKING SOME OR ALL FACILITIES 

40 

107 

38 

NONWHITE 

8 

12 

49 

DILAPIDATED 

4 

108 

36 

RENTER OCCUPIED , 

1 349 

2 000 

1 595 





WHITE . « 

i 289 

1 976 

1 547 

Vacant available for sale 

72 

37 

52 

NONWHITE 

60 

24 

48 

WITH ALL PLUMBING FACILITIES 

72 

33 

51 





LACKING SOME OR ALL FACILITIES 

... 

4 

1 

VACANT 

159 

247 

230 





YEAR ROUND 

153 

236 

204 

VACANT available FOR RENT 

41 

107 

100 

SOUND OR deteriorating 

151 

220 

191 

WITH ALL PLUMBING FACILITIES 

40 

98 

93 

AVAILABLE * 

113 

144 

152 

LACKING SOME OR ALL FACILITIES 

1 

9 

7 

HOMEOWNER VACANCY RATE 

3,4 

37 

1.1 

1.5 





FOR RENT 

41 

107 

100 





rental VACANCY RATE. . 

2.9 

5.1 

5,9 

ALL HOUSING UNITS 

3 528 

5 680 

5 177 

RENTED OR SOLD* AWAITING OCCUPANCY . 

17 

28 

15 





HELD FOR OCCASIONAL USE 

4 

4 

2 

water supply 




HELD FOR OTHER REASONS 

17 

44 

22 





DILAPIDATED 

2 

16 

13 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

3 476 

5 425 

5 114 

SEASONAL 

6 

11 

26 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

44 

244 

55 





PIPED WATER OUTSIDE STRUCTURE 

a 

11 

1 * 1 





NO PIPED WATER 

... 

8 

B 

CONDITION AND PLUMBING 








ALL UNITS * 

3 528 

5 688 

5 177 

TOILET FACILITIES 




SOUND 

3 394 

4 969 

4 555 





WITH ALL PLUMBING FACILITIES 

3 382 

4 07a 

4 529 

FLUSH TOILETt EXCLUSIVE USE 

3 476 

S 402 

5 099 

LACKING ONLY HOT WATER 

8 

18 

6 

FLUSH TOlLETt SHARED 

4 

106 

62 

LACKING OTHER PLUMBING FACILITIES. . . , 

4 

73 

20 

other TOILET facilities OR NONE 

48 

180 

16 

DETERIORATING 

125 

541 

563 





WITH ALL plumbing FACILITIES 

81 

381 

505 





LACKING ONLY HOT WATER . 

... 

4 

... 

bathing facilities 




LACKING OTHER PLUMBING FACILITIES. . . . 

44 

156 

56 





dilapidated 

9 

178 

59 

bathtub or shower* EXCLUSIVE USE 

3 476 

5 374 

5 095 





BATHTUB OR SHOWER* SHARED, . 

4 

110 

62 

OWNER OCCUPIED . « 

2 020 

5 441 

3 352 

NO BATHTUB OR SHOWER 

48 

204 

20 

SOUND 

1 964 

3 190 

3 121 





WITH ALL PLUMBING FACILITIES 

1 956 

3 166 

7 :07 





LACKING SOME OR ALL FACILITIES 

8 

24 

14 

BATHROOMS 




DETERIORATING 

56 

195 

218 





WITH ALL PLUMBING FACILITIES 

52 

147 

214 


3 284 

4 794 

4 708 

LACKING SOME OR ALL FACILITIES 

4 

40 

4 

MORE THAN 

184 

572 

380 

DILAPIDATED 

... 

56 

13 

SHARED OR NONE 

60 

322 

89 
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State and Small Areas 


Table 23. — Structural Charactrristics and Selected Equipment, for Places oe 10,000 
TO 25,000 Inhabitants: I960 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of Water 
Sewage Disposal 


SUBJECT 

HENDERSON 

north LAS 
VEGAS 

SPARKS 

SUBJECT 

HENDERSON 

NORTH LAS 
VEGAS 

SPARKS 

ROOMS 







UNITS IN STRUCTURE— CON. 







ALL UNIT.S 

3 

528 

5 

68B 

5 

177 

OWNER OCCUPIED 

2 

020 

3 

441 

3 

352 

1 ROOM , 


157 


285 


115 


1 

899 

2 

671 

2 

899 

2 ROOMS . . 


124 


716 


346 

2 OR MORE . . . . 


5 


54 


73 

3 ROOMS 


481 


909 


809 

TRAILER 


116 


716 


380 

4 ROOMS 

i 

279 

1 

068 

1 

385 








5 ROOMS . 

I 

214 

2 

291 

1 

786 

RENTER OCCUPIED 

1 

349 

2 

000 

1 

595 

6 ROOMS 


217 


352 


527 


1 

278 

1 

147 

1 

322 

7 ROOMS 


48 


43 


117 



5 


363 


70 

fl ROOMS OR MORE. 


a 


24 


92 

3 AMD 4. . . . • 


* . . 


118 


78 

MEDIAN . 


4.3 


4.4 


4,5 

5 TO 9 . . 


25 


81 


53 








10 OR MORE 


5 


56 


56 

OWMER OCCUPIED 

2 

020 

3 

441 

3 

352 

TRAILER 


36 1 


235 


16 

1 TO 3 ROOMS 


120 


701 


475 








4 ROOMS 


660 


578 


800 

YEAR STRUCTURE BUILT 







5 ROOMS 

1 

040 

1 

797 

1 

435 








6 ROOMS 


148 


306 


476 

1955 TO MARCH I960 


353 

2 

313 

1 

744 

7 ROOMS OR MORE 


52 


59 


166 

1950 TO 1954 

1 

149 

2 

033 


924 

median 


4,7 


4.7 


4,8 

1940 TO 1949 ..... 

1 

973 


673 


797 








1939 OR EARLIER 


53 


469 

1 

712 

RENTER OCCUPIED I 

1 

349 

2 

000 

1 

595 








1 ROOM 


132 


220 


83 

BASEMENT 







2 ROOMS 


91 


394 


172 








3 ROOMS 


370 


456 


432 

BASEMENT 


10 


111 


424 

4 ROOMS 


592 


471 


523 

CONCRETE SLAB 

2 

345 

3 

799 

1 

797 

5 ROOMS . 


140 


415 


307 

OTHER 

1 

173 

1 

778 

a 

956 

6 ROOMS 


20 


36 


41 








7 ROOMS OR MORE 


4 


8 


37 

HEATING equipment 







MEDIAN 


3,6 


3.3 


3,7 















STEAM OR HOT WATER 


4 


16 


22B 

VACANT AVAILABLE FOR SALE 


72 


37 


52 

WARM AIR FURNACE 


241 

1 

379 

1 

686 

MEDIAN 


5,7 


• t , 


5.1 

FLOOR* wall* or PIPELESS FURNACE 


893 

1 

174 

1 

885 








built-in electric UNITS 

1 

053 

1 

132 


5 

VACANT AVAILABLE FOR RENT 


41 


107 


100 

other means WITH FLUE, . . 


897 


057 

1 

324 

MEDIAN 


. . . 


2.2 


3.0 

OTHER means WITHOUT FLUE 


436 

1 

090 


41 








none 


4 


40 


6 

ALL HOUSING UNITS 

3 

528 

5 

688 

5 

177 

SOURCE OF WATER 







bedrooms 







PUBLIC SYSTEM OR PRIVATE COMPANY 

3 

518 

5 

305 

5 

152 








INDIVIDUAL WELL 


• « « 


143 


15 

0 AMD 1 


673 

1 

971 

1 

185 

OTHER. ........ 


10 


240 


10 


I 

508 

1 

320 

2 

173 








3 OR MORE 

1 

347 

2 

397 

1 

819 

Sewage disposal 







UNITS IN STRUCTURE 







PUBLIC sewer 

3 

513 

5 

458 

5 

157 








SEPTIC TANK OR CESSPOOL 


15 


179 


10 

ALL UNITS 

3 

526 

5 

688 

5 

177 

other or none 


... 


51 


10 


3 

330 

4 

023 

4 

392 










10 


430 


115 








3 AND 4 


• . . 


130 


87 








5 OP MORE 


36 


154 


187 








TRAILER 


152 


951 


396 
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Tabic 24. — Occupancy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants: 1960 

[Based on sample; see text “U” denotes an unincorporated place. Median not shown where base is less than 200; plus (+) or minus ('-) 

after number indicates median above or below that number] 


Population 
Persons 
Persons per 
Room 


Year Moved into Unit 
Value 
Gross Rene 
Contract Rent 


SUBJECT 

HENDERSON 

NORTH LAS 
VEGAS 

SPARKS 

SUBJECT 

HENDERSON 

NORTH LAS 
VEGAS 

SPARKS 

population 




YEAR MOVED INTO UNIT 




POPULATION IN HOUSING UNlTSi I960 

12 557 

18 412 

16 112 

OWNER OCCUPIED ..... 

2 020 

3 441 

3 352 

PER OCCUPIED UNIT 

3.7 

3,4 

3.3 

ly59 TO MARCH I960 , . 

395 

1 273 

914 

OWNER 

3.8 

3.6 

3,4 

1958 

122 

402 

397 

RENTER 

3.6 

3,0 

3,0 

1954 TO 1957 

763 

1 332 

869 

POPULATION IN dwelling UNiTSt 1950 . . . . 

• * • 

. , • 

* • * 

1940 TO 1953 

740 

410, 

853 

PER OCCUPIED UNIT 


... 

... 

1939 OR EARLIER 1 

... 

24! 

319 





RENTER OCCUPIED 

1 349 

2 000 

1 595 





1959 TO MARCH I960 

867 

1 564 

1 053 

ALL OCCUPIED UNITS 

3 369 

5 441 

4 947 

1958 

221 

168 

193 





1954 TO 1937 

221 

184 

204 

PERSONS 




1940 TO 1953 

40 

64 

125 





1939 OR EARLIER 

* . • 

* • « 

20 

OWNER occupied 

2 020 

3 441 

3 352 





1 PERSON . , . . 

96 

274 

344 

VALUE 




2 PERSONS. , • . 

492 

799 

859 





3 Persons • 

326 

666 

646 

OWNER OCCUPIED 

1 1 869 

2 622 

2 826 

4 Persons 

415 

754 

729 

LESS THAN $5»000 

16 

72 

87 

5 persons. 

332 

489, 

427 

$5r000 TO $7 » 400 . 

478 

84 

65 

6 persons 

211 

269 1 

214 

$7i500 TO $9»900 

266 

152 

199 

7 PERSONS 

96 

115 

57 

fiOtOOO TO 512.400 

662 

354 

335 

8 PERSONS OR MORE 

52 

1 75 

74 

$12,500 TO $14,900 

302 

1 130 

502 

median 

3.7 

1 3.5 

3.2 

$15,000 TO $19,900 

124 

765 

1 352 



1 


$20,000 TO $2^,900 .... . 

• . . 

49 

193 

RENTER OCCUPIED, 

1 349 

2 000 

1 595 

$25,000 OR MORE. . 

20 

16 

93 

1 PERSON 

198 

371 

348 

median dollars * 

10 700 

13 900 

15 600 

2 Persons. ... 

239 

507 

421 





3 PERSONS 

233 

427 

258 

VACANT available FOR SALE 

57 

44 

46 

4 PERSONS 

282 

327 

273 

MEDIAN PRICE ASKED ....... DOLLARS . 

. . . 

* * * 

* t • 

5 PERSONS 

220 

224 

153 





6 PERSONS 

105 

88 

101 

GROSS RENT 




7 PERSONS 

36 

44 

21 





a PERSONS OR MORE, * . » , 

36 

12 

20 

RENTER occupied 

i 349 

2 000 

1 595 

MEDIAN 

3.5 

2.8 

2.6 

LESS THAN 

• . . 

4 

. . . 





$20 TO 

... 

28 

28 





$40 TO $59 

790 

207 

84 

PERSONS PER ROOM 




$60 TO $79 

236 

359 

256 





$60 TO 

15B 

611 

367 

OWNER OCCUPIED 

2 020 

3 441 

3 352 

$100 TO 

116 

399 

364 

0.5O OR LESS 

548 

847 

1 071 

$120 OR MORE 

28 

340 

443 

0.51 TO 1.00 

1 062 

2 002 

1 925 

NO CASH RENT 

21 

52 

53 

1*01 OR MORE 

410 

592 

356 

MEDIAN * dollars . 

58 

93 

102 

RENTER OCCUPIED. 

1 349 

2 000 

1 595 

CONTRACT RENT 




0.50 OR LESS 

135 

375 

448 





0.51 TO 1.00 

797 

1 145 

921 

RENTER OCCUPIED. . . , • 

1 328 

1 948 

1 542 

1.01 OR MORE . 

417 

480 

226 

MEDIAN * • , • dollars . 

52 

83 

79 





VACANT AVAILABLE FOR RENT. . 

40 

111 

100 




1 

MEDIAN RENT ASKED DOLLARS . 

• . , 

• . • 

. . . 
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State and Small Areas 


Table 25. — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (4-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Suj^ply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Sttuctute 


SUBJECT 

boulder CITY 

CARSON CITY 

ELKO 

ELY 

FALLON 

HAWTHORNE (U) 

WINNEMUCCA 

ALL HOUSING UNITS 

1 446 

1 821 

2 194 

1 597 

1 087 

1 092 

1 320 

TENURE! COLORf AND VACANCY STATUS 








OWNER OCCUPIED 

792 

997 

1 179 

776 

519 

664 

625 

white 

787 

978 

1 154 

763 

511 

632 

615 

NONWHITE 

5 

19 

25 

13 

8 

32 

10 

RENTER OCCUPIED 

563 

731 

868 

548 

448 

274 

594 

white 

557 

695 

784 

522 

418 

256 

568 

NONWHITE 

6 

36 

84 

26 

30 

18 

26 

AVAILABLE VACANT 

6i 

59 

70 

116 

76 

58 

64 

FOR SALE ONLY . 

23 

17 

2 

21 

14 

8 

2 

FOR RENT 

38 

42 

66 

95 

62 

50 

62 

OTHER VACANT 

30 

34 

77 

157 

44 

96 

37 

CONDITION AND PLUMBING 








ALL UNITS 

1 446 

1 821 

2 194 

1 597 

1 087 

1 092 

1 320 

SOUND 

1 327 

1 560 

1 692 

940 

812 

789 

1 142 

WITH ALL plumbing FACILITIES 

1 304 

1 521 

1 651 

901 

781 

773 

1 061 

LACKING ONLY HOT WATER 

• . . 

1 

• . * 

4 

2 

2 

i 

LACKING OTHER PLUMBING FACILITIES, . . . 

23 

38 

41 

35 

29 

14 

80 

DETERIORATING 

84 

233 

342 

446 

190 

201 

130 

WITH ALL plumbing FACILITIES 

72 

209 

306 

364 

172 

170 

117 

LACKING ONLY HOT WATER 

5 

3 

3 

4 

1 

6 

1 

LACKING OTHER PLUMBING FACILITIES. . ♦ , 

7 

21 

33 

78 

17 

25 

12 

DILAPIDATED . . 

35 

28 

160 

211 

85 

102 

48 

RENTER OCCUPIED 

563 

731 

868 

548 

448 

274 

594 

SOUND 

503 

576 

565 

275 

306 

155 

484 

WITH ALL PLUMBING FACILITIES 

493 

547 

532 

243 

285 

150 

423 

LACKING SOME OR ALL FACILITIES 

10 

29 

33 

32 

21 

5 

61 

DETERIORATING 

39 

141 

193 

220 

103 

71 

76 

WITH ALL plumbing FACILITIES 

37 

120 

170 

175 

91 

65 

68 

LACKING SOME OR ALL FACILITIES , . . , , 

2 

21 

23 

45 

12 

6 

6 

DILAPIDATED. ... 

21 

14 

no 

53 

39 

48 

34 

ALL HOUSING UNITS 

1 446 

1 821 

2 194 

1 597 

1 087 

1 092 

1 320 

WATER SUPPLY 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 426 

1 801 

2 115 

1 509 

1 023 

1 027 

1 294 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

16 

16 

53 

50 

57 

49 

19 

PIPED WATER OUTSIDE STRUCTURE, ...... 

... 

« . • 

11 

10 

4 

2 

• « t 

NO PIPED WATER 

2 

4 

15 

28 

3 

14 

7 

toilet FACILITIES 








FLUSH TOILETi EXCLUSIVE USE 

1 418 

1 764 

2 078 

1 401 

1 021 

1 031 

1 2IB 

FLUSH TOILET. .SHARED 

16 

49 

39 

100 

55 

28 

78 

OTHER TOILET FACILITIES OR NONE 

12 

a 

57 

96 

11 

33 

24 

bathing facilities 








bathtub OR SHOWER. EXCLUSIVE USE 

1 415 

1 757 

2 055 

1 386 

1 015 

1 022 

1 211 

bathtub OR SHOWER t SHARED 

15 

49 

58 

100 

40 

27 

82 

NO bathtub or shower 

16 

15 

81 

in 

32 

43 

27 

BATHROOMS 









1 259 

1 537 

1 852 

1 283 

909 

985 

1 112 

more THAN 1 

142 

221 

205 

90 

90 

48 

132 

SHARED OR NONE 

45 

63 

137 

224 

88 

59 

76 

SOURCE OF WATER 








PUBLIC system or PRIVATE COMPANY ..... 

1 446 

1 794 

2 163 

1 586 

1 063 

1 087 

1 291 

INDIVIDUAL WELL 

• . • 

11 

5 



5 

29 

OTHER 

... 

16 

26 

n 

4 

... 

• . i 

SEWAGE DISPOSAL 








PUBLIC sewer ... 

1 349 

1 821 

2 114 

1 555 

1 003 

1 087 

1 278 

SEPTIC TANK OR CESSPOOL. . . 

92 

. . . 

11 

21 


5 

32 

OTHER OR NONE 

5 

... 

69 

21 

**4 

... 

10 

ROOMS 








1 ROOM 

50 

82 

no 

151 

69 

51 

161 

2 ROOMS 

96 

154 

201 

137 

68 

122 

88 

3 ROOMS 

215 

284 

421 

295 

199 

187 

203 

4 ROOMS . 

401 

360 

536 

456 

268 

335 

360 

5 ROOMS 

425 

477 

485 

318 

262 

234 

261 

6 ROOMS 

164 

300 

260 

134 

130 

118 

133 

7 ROOMS 

61 

95 

87 

71 

47 

29 

55 

a ROOMS OR MORE 

34 

69 

94 

35 

24 

16 

59 

MEDIAN! 








ALL UNITS 

4.4 

4.6 

4.2 

4.0 

4.3 

4.1 

4.1 

OWNER OCCUPIED 

4.6 

5.2 

4.9 

4.6 

4.9 

4.4 

4.8 

RENTER OCCUPIED 

4.1 

3.4 

3.5 

3,5 

3.9 

3.1 

3.6 

UNITS IN STRUCTURE 








1. INCL. TRAILER 

1 248 

1 471 

1 670 

1 420 

961 

1 034 

I 009 


54 

113 

191 

54 

41 

18 

112 

3 AND 4 

07 

127 

122 

27 

18 

13 

58 

5 OR MORE 

57 

110 

211 

96 

67 

27 

141 
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Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places oe 2,500 to 10,000 Inhabitants: I960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-1-) or 
minus (~) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

1 

BOULDER CITY i 

CARSON CITY 

ELKO 

ELY 

FALLON 

HAWTHORNE (U) 

WINNEMUCCA 

ALL HOUSING UNITS 

1 446 

I 821 

2 194 

1 597 

1 087 

1 092 

1 320 

YEAR STRUCTURE BUILT 








1955 TO MARCH I960 . 

145 

562 

295 

81 

173 

166 

196 

1950 TO 1954 

128 

197 

260 

204 

91 

246 

65 

1940 TO 1949 

472 

291 

440 

185 

133 

415 

212 

1939 OR EARLIER 

701 

771 

1 199 

1 127 

690 

265 

847 

HEATING equipment 








STEAM OR HOT WATER 

4 

70 

446 

184 

59 

• • • 

96 

WARM AIR FURNACE 

28 

700 

802 

546 

188 

45 

593 

built-in room UNITS 

207 

440 

111 

157 

198 

437 

12 

OTHER MEANS WITH FLUE. • , 

64 

575 

781 

640 

578 

560 

611 

OTHER MEAN.S WITHOUT FLUE ......... 

1 131 

33 

50 

52 

64 

47 

a 

NONE • . • • 

12 

3 

4 

18 

... 

3 

... 

POPULATION 








POPULATION IN HOUSING UNiTSi I960. » . « . 

4 049 

5 071 

6 186 

3 982 

2 694 

2 826 

3 430 

PER OCCUPIED UNIT 

3.0 

2.9 

3.0 

3.0 

2.8 

3.0 

2.B 

OWNER 

3.1 

3.1 

3.3 

3.2 

2.9 

3.1 

3.1 

RENTER . 

2.9 

2.7 

2.7 

2.8 

2.6 

2.7 

2,5 

ALL OCCUPIED UNITS 

1 355 

1 728 

2 047 

1 324 

967 

930 

1 219 

PERSONS 








1 PERSON 

216 

324 

406 

292 

221 

189 

317 

2 PERSONS 

434 

535 

590 

331 

260 

279 

' 326 

3 PERSONS. ... 

222 

302 

322 

225 

160 

160 

192 

4 PERSONS 

250 

274 

338 

220 

154 

122 

176 

5 PERSONS 

150 

164 

193 

132 

74 

87 

114 

6 PERSONS. • • 

49 

79 

117 

79 

34 

52 

65 

7 PERSONS. 

21 

32 

51 

29 

14 

34 

17 

e PERSONS OR MORE 

13 

18 

30 

16 

10 

15 

12 

MEDlANi 








ALL OCCUPIED 

2.6 

2.5 

2.6 

2.7 

2.4 

2.5 

2.4 

OWNER 

2.9 

2.6 

3.0 

2.6 

2.7 

2.9 

2.6 

RENTER * 

2.5 

2.2 

2.4 

2,5 

2.5 

2,0 

2.1 

PERSONS PER ROOM 








1.00 OR LESS 

1 204 

1 542 

1 789 

1 142 

878 

. 812 

1 095 

1.01 OR MORE ....... 

151 

186 

258 

162 

89 

126 

124 

YEAR MOVED INTO UNIT 








OWNER OCCUPIED 

792 

997 

1 179 

776 

519 

664 

625 

1958 TO MARCH i960 

246 

338 

335 

149 

141 

179 

157 

1954 TO 1957 

226 

270 

309 

167 

119 

210 

90 

1940 TO 1953 .... 

256 

264 

337 

271 

187 

271 

256 

1939 OR EARLIER 

64 

125 

198 

189 

72 

4 

120 

RENTER OCCUPIED 

563 

731 

868 

540 

440 

274 

594 

1958 TO march I960 ... 

360 

517 

544 

416 

306 

202 

383 

1954 TO 1957 

128 

132 

197 

71 

85 

46 

118 

1940 TO 1953 

67 

62 

109 

42 

45 

26 

81 

1939 OR EARLIER ! 

a 

20 

18 

19 

12 

... 

12 

VALUE 








OWNER OCCUPIED ' 

662 

881 

984 

725 

470 

507 

499 

LESS THAN S5tOOO 

83 

n 

58 

126 

63 

149 

20 

$5f000 TO $9i900 

185 

66 

202 

247 

109 

285 

98 

SlOfOOO TO S14t900 

IBS 

180 

269 

257 

133 

109 

161 

$15tOOO TO S19t900 

139 

351 

267 

64 

101 

39 

130 

$20 t 000 TO $24*900 

28 

123 

92 

15 

46 

... 

32 

$25 1 000 OR MORE 

39 

144 

96 

16 

18 

5 

38 

MEDIAN dollars • 

11 500 

16 900 

14 400 

9 800 

12 100 

7 500 

13 400 

GROSS RENT 








RENTER OCCUPIED. ... * 

563 

731 

868 

548 

448 

274 

594 

LESS THAN 

. . . 

... 

31 

5 

17 

11 

• * ■ 

$20 TO ! 

21 

16 

72 

52 

17 

45 

1 3 

$40 TO $59 

100 

52 

115 

111 

88 

89 

103 

$60 TO $79 .... . 

142 

149 

145 

182 

131 

44 

142 

$80 TO $99 

93 

156 

203 

82 

73 

43 

156 

$100 TO $119 

56 

214 

146 

45 

68 

16 

02 

$120 OR MORE ..... 

12 

124 

86 

■ 26 

24 

14 

41 

NO CASH RENT 

139 

20 

70 

45 

30 

12 

57 

MEDIAN ..... dollars . 

73 

98 

85 

71 

71 

57 

81 

CONTRACT RENT 








RENTER OCCUPIED 

424 

711 

798 

503 

418 

262 

537 

MEDIAN dollars . 

62 1 


64 

49 

53 

45 

61 
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Table 27. — Selected Characteristics of Housing Units, for Places of 1,000 to 2,500 Inhabitants: I960 
[Some data based on sample; average not shown where base is insuiRcient; see text. “U” denotes an unincorporated place] 


PLACE 

ALL HOUSING UNITS BY CONDITION AND PLUMBING 



OCCUPIED 

HOUSING UNITS 





TOTAL 

SOUND 

DETERIORATING 

DILAP- 

IDATED 

POPU- 

LATION 

IN 

HOUSING 

UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

1.01 

OR 

MORE 

PER- 

SONS 

PER 

ROOM 

OCCU- 

PIED 

BY 

NON- 

WHITE 

AVAIL- 

ABLE 

VACANT 

HOUS- 

ING 

UNITS 

total 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 
ING 
SOME 
OR ALL 

fa- 

cili- 

ties 

TOTAL 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 
ING 
SOME 
OR all 
FA- 
CILI- 
TIES 

TOTAL 

AVERAGE 

VALUE 

(DOL- 

LARS) 

aver- 

age 

num- 

ber 

OF 

ROOMS 

TOTAL 

AVER- 

AGE 

gross 

RENT 

(DOL- 

LARS) 

AVER- 

AGE 

NUM- 

BER 

OF 

ROOMS 

BABBITT (U) 

I 066 

1 065 

1 065 


1 

1 

t • • 


2 159 

6 



530 

55 

4.8 

94 

69 

530 

CARLIN 

4U 

234 

232 

2 

153 

137 

16 

*24 

1 023 

210 

■ • • 

4.5 

140 

... 

3.5 

48 

10 

43 

EAST ELY (U) 

551 

433 

431 

2 

85 

84 

1 

33 

1 796 

388 

8 000 

4.6 

118 

... 

3.7 

108 

2 

6 

LOVELOCK 

838 

587 

567 

20 

213 

177 

36 

38 

1 929 

400 

12 500 

4.4 

315 

71 

3.1 

90 

21 

105 

MC GILL (U) 

654 

641 

632 

9 

13 

9 

4 

■ • ■ 

2 178 

529 

5 500 

4.9 

87 

. • • 

3.8 

100 

3 

23 

TONOPAH (U) 

766 

582 

488 

94 

144 

69 

75 

40 

1 653 

396 

5 000 

4.5 

252 

80 

3.2 

58 

19 

21 

WEED HEIGHTS <U) . . . . 

386 

285 

272 

13 

1 

1 

• ■ • 

• • • 

1 092 

24 

• • ■ 

. . • 

259 

42 

4.1 

75 

6 

3 

WELLS 

382 

281 

268 

13 

77 

58 

19 

24 

1 050 

193 

• • • 

4.6 

132 

• • . 

3,3 

71 

11 

32 

YERINGTON 

669 

478 

449 

29 

123 

108 

15 

68 

1 743 

327 

11 000 

4.7 

268 

72 

3,4 

82 

37 

33 


Nevada 
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Table 28. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMS As: 1960 
[Some data based on sample; see text Median not shown where base is leas than 200] 


Tenure by Color, 
Vacancy Status 
Condition &: Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


ILL 

DOUGLAS 

ELKO 

ESMERALDA 

EUREKA 

HUMBOLDT 

LANDER 

2 863 

1 961 

4 479 

362 

478 

2 143 

77 B 

2 531 

1 155 

3 777 

229 

294 

1 880 

509 

i 584 

710 

2 115 

122 

190 

942 

281 

1 537 

673 

1 956 

122 

181 

928 

277 

47 

37 

159 

« . * 

9 

14 

4 

947 

445 

1 662 

107 

104 

938 

228 

885 

427 

1 524 

97 

104 

824 

224 

62 

18 

138 

10 

... 

114 

4 

332 

626 

702 

133 

184 

263 

269 

218 

130 

403 

59 

149 

245 

127 

158 

111 

283 

43 

121 

228 

93 

66 

47 

161 

7 

43 

158 

29 

21 

5 

20 

2 

31 

3 

5 

67 

42 

141 

5 

12 

155 

24 

7 

10 

7 

. . t 

. . * 

17 

1 

16 

26 

45 

14 

13 

13 

15 

47 

26 

70 

22 

65 

40 

48 

60 

19 

120 

16 

28 

17 

34 

114 

696 

299 

74 

35 

IB 

142 

2 863 

1 9B1 

4 479 

362 

478 

2 143 

778 

2 150 

1 699 

2 969 

199 

302 

1 745 

619 

2 018 

1 565 

2 806 

124 

203 

1 623 

423 

16 

... 

. * * 

e 

4 

14 

4 

116 

114 

163 

67 

95 

108 

192 

448 

214 

1 045 

125 

106 

290 

133 

309 

113 

694 

83 

21 

146 

43 

11 

« • * 

8 

. ■ t 

4 

13 

... 

128 

lOi 

343 

42 

61 

131 

90 

265 

68 

465 

38 

70 

108 

26 

21 

5 

20 

2 

31 

3 

5 

21 

5 

15 

2 

13 

2 

2 

67 

42 

141 

5 

12 

155 

24 

58 

29 

126 

1 

7 

127 

16 

2 863 

1 981 

4 479 

362 

47 B 

2 143 

778 

2 465 

1 792 

3 810 

230 

270 

1 891 

539 

156 

57 

195 

46 

28 

73 

53 

09 

10 

61 

16 

26 

a 

59 

153 

122 

413 

68 

154 

171 

127 

2 466 

1 722 

3 659 

218 

235 

1 044 

477 

72 

90 

102 

15 

30 

62 

22 

325 

169 

718 

129 

213 

237 

279 

2 457 

1 710 

3 681 

215 

241 

1 B4S 

474 

56 

94 

89 

15 

30 

55 

22 

350 

177 

709 

132 

207 

243 

282 

146 

233 

340 

84 

71 

190 

56 

199 

240 

499 

32 

50 

190 

114 

454 

326 

846 

81 

117 

394 

132 

751 

379 

1 068 

116 

75 

521 

161 

745 

342 

871 

24 

10?! 

459 

124 

351 

213 

458 

3 

35' 

235 

100 

134 

124 

220 

5 

7 

64 

30 

61 

124 

177 

17 

16 

82 

61 

4.3 

4.0 

4.0 

3.3 

3.5 

4.1 

4.0 

4.7 

4.9 

4.7 

• . • 

• • * 

4.7 

5.1 

4.0 

3.6 

3.5 

. . . 

• . • 

3.6 

4.2 

2 472 

1 616 

3 540 

317 

44-6 

1 641 

719 

63 

45 

276 

... 

14 

125 

6 

43 

63 

154 

... 

a 

62 

... 

59 

45 

115 

• * * 

* . . 

27 

5 

8 

34 

183 

* • • 

1 ■ • 

U4 

14 

13 

15 

30 

... 

6 

22 

15 

205 

163 

179 

45 

4 

152 

19 

140 

185 

238 

16 

10 

99 

... 

416 

387 

333 

83 

26 

248 

24 

340 

247 

440 

22 

8 

162 

40 

442 

369 

771 

95 

30 

295 

140 

377 

196 

606 

28 

78 

373 

104 

1 148 

597 

2 011 

lie 

326 

966 

470 

464 

215 

1 772 

16 

89 

' 699 

1 126 

530 

333 

574 

8 

29 

' 166 

> 110 

1 869 

1 433 

2 133 

338 

. 

1 1 276 

1 542 


CHURCHILL 


ALL HOUSING UNITS 

TENURE! COLOR! AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

NONWHtTE 

RENTER occupied 

white. .... 

NONWHITE * » • 

VACANT 

YEAR ROUND 

SOUND OR deteriorating • 

AVAILABLE * • . . 

FOR SALE only. 

FOR RENT ....... 

RENTED OR SOLPt AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS , 

dilapidated 

SEASONAL « . . 

CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . • 
DILAPIDATED 

VACANT AVAILABLE FOR SALE 

WITH ALL PLUMBING FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH ALL PLUMBING FACILITIES . 


ALL HOUSING UNITS . . . 

WATER supply 

HOT and cold piped water inside STRUCTURE 
ONLY COLO piped WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET! EXCLUSIVE USE 

FLUSH TOILET! SHARED 

OTHER TOILET FACILITIES OR NONE 

bathing FACILITIES 

bathtub OR SHOWER! EXCLUSIVE USE ... . 

BATHTUB OR SHOWER! SHARED 

NO BATHTUB OR SHOWER 

ROOMS 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

a ROOMS OR MORE. 

MEDIANI 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN STRUCTURE 

1 

2 . . . 

3 AND 

5 TO 9 I 

10 OR MORE . 

trailer I ON PERMANENT FOUNDATION. . • . 

MOBILE 

YEAR STRUCTURE BUILT 

1959 TO MARCH I960 

1955 TO 195S 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER * 

basement 

BASEMENT 

CONCRETE SLAB 

OTHER * • * 
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Table 28.— Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMSA's; I960 — Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Suj[3ply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

LINCOLN 

LYON 

MINERAL 

NYE 

ORMSBY 

PERSHING 

STOREY 

WHITE PINE 

ALL HOUSING UNITS . • . . 

1 160 

2 073 

2 607 

1 726 

2 494 

1 617 

310 

3 555 

TENURE* COLOR! AND VACANCY STATUS 









OCCUPIED 

773 

i 884 

1 855 

1 512 

2 346 

1 143 

214 

2 989 

OWNER OCCUPIED • • • * 

506 

1 011 

860 

849 

1 378 

628 

149 

2 060 

white • 

502 

989 

779 

808 

1 340 

599 

149 

2 044 

NONWHITE 

4 

22 

81 

41 

38 

29 

. . • 

16 

RENTER OCCUPIED 

267 

873 

995 

663 

968 

515 

65 

929 

WHITE 

251 

790 

875 

613 

864 

492 

65 

916 


16 

83 

120 

50 

104 

23 

... 

13 

VACANT 

407 

189 

752 

214 

148 

474 

96 

566 

YEAR ROUND • 

394 

134 

748 

166 

134 

464 

48 

502 

SOUND OR DETERIORATING . 

325 

111 

704 

111 

125 

369 

26 

349 

AVAILABLE 

204 

58 

623 

29 

70 

178 

6 

237 

FOR SALE only 

11 

7 

8 

7 

21 

14 

6 

99 

FOR RENT 

193 

51 

615 

22 

49 

164 

... 

138 

RENTED OR SOLD i AWAITING OCCUPANCY • 

• • « 

16 

8 

3 

14 

14 

. . . 

33 

HELD FOR OCCASIONAL USE 

15 

6 

4 

14 

5 

62 

2 

8 

HELD FOR OTHER REASONS 

106 

31 

69 

65 

36 

115 

18 

7 1 

dilapidated « . • • 

69 

23 

44 

55 

9 

95 

22 

153 

SEASONAL 

13 

55 

4 

48 

14 

10 

48 

64 

CONDITION AND PLUMBING 






! 



ALL UNITS 

1 IBO 

2 073 

2 607 

1 726 

2 494 

1 617 

310 

3 555 

SOUND • .•••* 

551 

1 595 

2 148 

1 035 

2 177 

1 000 

227 

2 379 

WITH ALL PLUMBING FACILITIES ♦ 

515 

1 537 

2 059 

921 

2 101 

1 006 

215 

2 217 

LACKING ONLY HOT WATER , 

a 

... 

4 

4 

7 

... 

... 


LACKING OTHER PLUMBING FACILITIES. . . . 

28 

58 

85 

110 

69 

74 

12 

157 

DETERIORATING 

476 

318 

282 

421 

234 

400 

49 

732 

WITH ALL PLUMBING FACILITIES 

399 

255 


216 

216 

298 

39 

612 

LACKING ONLY HOT WATER 

. . . 

... 

5 

28 

4 

13 

3 

i 9 

LACKING OTHER PLUMBING FACILITIES. . . . 

77 

63 

61 

177 

34 

89 

7 

111 

DILAPIDATED 

153 

160 

177 

270 

63 

137 

34 

444 

VACANT AVAILABLE FOR SALE 

11 

7 

6 

7 

21 

14 

6 

99 

WITH ALL PLUMBING FACILITIES 

11 

7 

8 

5 

20 

6 

5 

43 

VACANT AVAILABLE FOR RENT. ...... 

193 

51 

615 

22 

49 

164 

... 

138 

WITH ALL PLUMBING FACILITIES 

185 

44 

589 

19 

47 

155 

. . . 

115 

ALL HOUSING UNITS 

1 180 

2 073 

2 607! 

1 726 

2 494 

1 617 

310 

3 555 

WATER SUPPLY 









HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 026 

1 885 

2 394 

1 336: 

2 424 

1 389 

286 

3 337 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

51 

76 

115 

191' 

56 

66 

18 

94 

PIPED WATER OUTSIDE STRUCTURE • 

65 

58 

16 

78 i 

8 

32 

. . . 

22 

NO PIPED WATER 

3B 

54 

82 

121' 

6 

130 

6 

102 

toilet facilities 









FLUSH TOILET* EXCLUSIVE USE 

1 018 

1 848 

2 364 

1 278 

2 368, 

1 358 

285 

3 107 

FLUSH TOILET* SHARED 

4 

26 

52 

94 

43 

27 

4 

204 

OTHER TOILET FACILITIES OR NONE. . . . • . 

150 

199 

171 

354 

63 

232 

21 

244 

bathing FACILITIES 









bathtub or SHOWER! EXCLUSIVE USE 

1 011 

1 839 

2 373 

1 260 

2 377 

1 364 

287 

3 096 

BATHTUB OR SHOWER t SHARED . 

7 

29 

56 

98 

43 

31 

4 

208 

NO BATHTUB OR SHOWER 

162 

205 

178 

368 

74 

222 

19 

251 

ROOMS 









1 ROOM 

55 

84 

115 

270 

107 

331 

7 

302 

2 ROOMS 

85 

227 

186 

228 

309 

199 

33 

211 

3 ROOMS. ... ........ 

234 

346 

367 

276 

437 

239 

25 

592 

4 ROOMS 

329 

522 

• 1 227 

435 

' 472 

399 

’ 55 

1 015 

5 ROOMS 

195 

450 

305 

334 

593 

293 

49 

794 

6 ROOMS 

134 

273 

174 

119 

367 

112 

85 

381 

7 ROOMS 

75 

91 

21 

44 

101 

29 

26 

149 

8 ROOMS OR MORE. ... 

73 

80 

132 

20 

108 

15 

28 

111 

MEDIANI 









ALL UNITS 

4.2 

4.2 

4,0 

3.7 

4.3 

3.6 

5*2 

4.2 

OWNER OCCUPIED 

5.1 

4.7 

4.2 

4.1 

4.9 

4.4 

... 

4.6 

RENTER OCCUPIED 

3.8 

3.9 

4.0 

3.1 

3.5 

3.7 

... 

3.6 

UNITS IN structure 










962 

1 070 

2 091 

1 201 

1 646 

1 388 

266 

3 066 


25 

30 

318 

29 

153 

24 

9 

63 

3 AND 4. . . . . 

137 

6 

18 

55 

139 

19 

4 

41 

5 TO 9 

29 

15 

35 

20 

70 

5 

... 

99 

10 OR MORE 


5 

28 

169 

45 

60 

11 

141 

TRAILER* ON PERMANENT FOUNDATION 

. • • 

24 

5 

62 

21 

12 

... 

8 

mobile • 

27 

123 

112 

170 

220 

109 

18 

117 

YEAR structure BUILT 









1959 TO MARCH 1960 


76 

52 

65 

261 

67 

3 

24 

1955 TO 1958 

*19 

200 

175 

244 

564 

151 

27 

183 

1950 TO 1954 

69 

541 

315 

112 

292 

120 

‘ 4 

356 

1940 TO 1949 .... 

304 

211 

1 466 

313 

420 

301 

9 

268 

1930 TO 1939 

269 

126 

276 

33 

167 

226 

29 

407 

1929 OR EARLIER » 

519 

919 

323 

959 

770 

752 

236 

2 217 

BASEMENT 









BASEMENT 

141 

294 

135 

113 

283 

216 

85 

1 647 

concrete slab 

109 

462 

708 

144 

494 

43 

21 

487 

OTHER 

930 

1 317 

1 764 

1 469 

1 717 

‘ 1 358 

204 

r 421 
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Table 29. Occupancy Characteristics, Heating Equipment, and Type op Fuel, for Counties 

Outside SMSA's: I960 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS 


heating equipment 

STEAM OR HOT WATER 

WARM AIR FURNACE 

FLOOR, WALLf OR PIPELESS FURNACE . 

built-in electric units 

other means with flue 

OTHER MEANS WITHOUT FLUE 

NONE 


POPULATION 


POPULATION IN HOUSING UNITS, 1960, 
PER OCCUPIED UNIT, 

OWNER * ■ • , 

RENTER 

POPULATION IN DWELLING UNiTSt 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON . , , , 

2 PERSONS, , , . 

3 PERSONS. . , , 

A PERSONS. , . . 

5 PERSONS. . , . 

6 PERSONS, . . . 

7 PERSONS, , , . 

8 PERSONS OR MORE. 
MED I AN I 

ALL OCCUPIED , 
OWNER. . . . 
RENTER • . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH I960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED, 

1958 TO MARCH I960 

1954 TO 1957 , • • 

1940 TO 1953 , • • * 

1939 OR EARLIER, . 


HEATING fuel 


UTILITY GAS 

FUEL OIL, KEROSENE, ETC, 
COAL OR COKE 

WOOD 

ELECTRICITY 

BOTTLED, TANK, OR LP GAS 

OTHER FUEL 

NONE 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD 

BOTTLED f TANK, OR LP GAS 
FUEL OIL, KEROSENE, ETC, 
OTHER FUEL ....... 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTUEDf. TANK, OR LP GAS 
FUEL. OILf KEROSENE, ETC. 
COAL OR COKE ...... 

WOOD . 

OTHER FUEL 

NONE 



CHURCHILL 

DOUGLAS 

ELKO 

ESMERALDA 

EUREKA 

HUMBOLDT 

LANDER 


a 863 

1 981 

4 479 

362 

478 

2 143 

778 


96 

75 

568 



100 

19 


425 

468 

1 240 

33 

13 

680 

91 


378 

394 

226 

18 

51 

46 

18 


*• « 

17 

8 

24 

. . . 

a . ■ 



1 B28 

951 

2 300 

236 

364 

1 285 

513 


121 

36 

105 

21 

13 

26 

43 


15 

40 

32 

30 

17 

4 

94 


7 984 

3 453 

11 656 

550 

762 

5 707 

1 389 


3.2 

3,0 

3.1 

2,4 

2.6 

3.0 

2,7 


3,2 

3.1 

3.3 

• f • 

. a . 

3.1 

2.7 


3,1 

2,8 

2.8 

• . a 

a . » 

3,0 

2.8 


6 094 

1 998 

U 194 

592 

863 

4 521 

1 660 


3,1 

3,4 

3.2 

2.2 

2.6 

3,1 

2.8 



1 155 

3 777 

229 

294 

1 880 

509 


389 

166 

791 

96 

117 

436 

118 


727 

372 

1 029 

52 

47 

460 

158 


462 

224 

626 

27 

46 

277 

84 


405 

150 

555 

18 

41 

335 

68 


307 

142 

377 

24 

26 

190 

65 


156 

56 

179 

7 

4 

91 

10 


52 

15 

98 

3 

9 

60 

8 


33 

10 

122 


4 

31 

• « • 


2,8 

2.6 

2.6 

1.9 

2.1 

2.7 

2.4 


2.8 

2,6 

2,9 

* » • 

. • . 

2.8 

2.3 


2,B 

2.3 

2.3 

. . • 

• * • 

2.5 

2.4 


2 195 

1 012 

3 187 

196 

263 

1 626 

457 


336 

143 

590 

33 

31 

254 

52 


1 584 

i 

1 

710 

2 115 

122 

190 

942 

281 


433 

280 

514 

50 

21 

263 

33 


427 

i 159 

498 

32 

35 

156 

58 


517 

178 

667 

24 

75 

339 

109 


207 

93 

436 

16 

59 

184 

81 


947 

445 

1 662 

107 

104 

938 

228 


691 

337 

1 025 

82 

73 

553 

131 


170 

63 

346 

20 

21 

181 

52 


70 

37 

255 

5 

10 

144 

21 


16 

e 

36 

• • * 

. . * 

60 

24 


362 

« « ■ 

65 


« . • 

41 

40 


1 031 

574 

2 396 

127 

105 

1 041 

308 


92 

59 

540 

, , » 

21 

142 

40 


182 

35 

111 

52 

105 

109 

61 


21 

39 

19 

50 

• . , 

23 

... 


800 

448 

626 

* • * 

63 

524 

60 


, ■ , 

* • . 

a . ■ 

... 

, . * 

• • * 

. • • 


43 


. • « 

« i . 

... 

... 

... 


241 


235 



59 

80 


757 

593 

484 

101 

21 

719 

122 


21 

20 

296 

» • » 

. . • 

84 

• . « 


89 

• • a 

151 

• • . 

21 

, * • 

* . • 


1 134 

404 

1 303 

... 

147 

821 

165 


52 

68 

1 088 

... 

21 

18 

40 


• • . 

, • . 

... 

* • a 

• . ■ 

... 

. . « 


237 

70 

220 

128 

84 

179 

102 


241 

16 

168 



59 

164 


975 

539 

1 714 

*76 

*63 

574 

20 


1 118 

502 

1 125 

102 

168 

1 032 

245 



a * a 

175 

... 

. . • 

• * • 

« • . 


26 

35 

262 

... 

. I * 

140 

40 


115 

63 

196 

51 

63 

75 

40 


26 

• . * 

* * • 

■ . ■ 

. . . 


. « • 


30 

... 

117 

• • . 


* a a 
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Table 29* — Occupancy Characteristics, Heating Equipment, and Type op Fuel, por Counties 

Outside SMSAs; 1960 — Con, 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS, 


HEATING equipment 

steam or HOT water 

WARM AIR FURNACE • 

floor I WALLt OR PIPELESS FURNACE 
BUILT-IN ELECTRIC UNITS 

other means with flue 

OTHER MEANS WITHOUT FLUE . . • • 
NONE . 


POPULATION 


POPULATION IN HOUSING UNITSf I960 

PER OCCUPIED UNIT. • • • 

OWNER. . . 

RENTER 

POPULATION IN DWELLING UNITS. 1950 . . * . 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. « . . 

3 PERSONS. , . . 

4 PERSONS. . . « 

5 PERSONS. . . . 

6 PERSONS. . • « 

7 PERSONS. . . . 

8 persons or MORE 
MEDIAN* 

ALL OCCUPIED . 
OWNER. « . • 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED 

1958 TO MARCH 1960 ...... 

1954 TO 1957 ......... 

1940 TO 1953 . 

1939 OR EARLIER. . . 

RENTER OCCUPIED* ..... 

1958 TO MARCH 1960 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER. 


HEATING FUEL 


UTILITY GAS • 

FUEL OIL. KEROSENE. ETC. 

COAL OR COKE 

WOOD 

ELECTRICITY 

BOTTLED. TANK. OR LP GAS 

OTHER FUEL 

NONE .••«.«•..* 


water HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD ..... 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

OTHER FUEL 

NONE 


COOKING FUEL 


utility GAS. 

ELECTRICITY 

BOTTLED, tank. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE 

WOOD 

OTHER FUEL 

NONE 


LINCOLN 

LYON 

MINERAL 

NYE 

ORMSBY 

PERSHING 

storey 

WHITE PINE 

1 180 

2 073 

2 607 

1 726 

2 494 

1 617 

310 

3 555 

S 

4 

40 

99 

141 

108 


436 

131 

429 

66 

119 

853 

220 

. . * 

1 032 

17 

446 

626 

464 

604 

480 


223 

20 

16 

17 

• •• 

23 

• t • 

. . . 

4 

992 

1 126 

1 773 

961 

801 

796 

266 

1 742 

12 

42 

78 

57 

61 

3 

41 

84 

... 

8 

7 

26 

11 

10 

3 

34 

2 455 

5 947 

6 176 

4 023 

6 700 

3 327 

508 

10 023 

3.2 

3.2 

3.3 

2.7 

2.9 

2.9 

2.4 

3,4 

3,1 

2.9 

3,3 

2.9 

3.0 

3.1 

• • t 

3,5 

3,3 

3.4 

3,3 

2*4 

2.6 

2.7 

... 

3.1 

3 791 

3 581 

5 388 

3 021 

3 607 

2 914 

671 

9 100 

3.4 

3.2 

3.1 

2.7 

2.9 

2.9 

2.6 

3,3 

773 

1 884 

1 B55 

1 512 

2 346 

1 143 

214 

2 989 

200 

323 

265 

493 

412 

300 

70 

498 

152 

500 

526 

388 

843 

308 

76 

694 

124 

282 

280 

218 

392 

174 

32 

440 

122 

372 

323 

165 

341 

110 

8 

611 

82 

207 

214 

132 

224 

141 

19 

3B1 

16 

125 

142 

79 

74 

56 

1 • • 

230 

47 

59 

65 

16 

19 

29 

9 

60 

30 

8 

40 

21 

41 

25 

... 

75 

2.0 

2.9 

3.0 

2*2 

2.4 

2.4 

2.0 

3.2 

2.7 

2.5 

2.8 

2.4 

2.6 

2.5 

. . . 

3.4 

3.0 

3.4 

3.1 

i.e 

2.2 

2.2 

» * • 

2.7 

664 

1 592 

1 527 

1 268 

2 096 

959 

201 

2 450 

109 

292 

328 

244 

250 

184 

13 

539 

506 

1 Oil 

860 

849 1 

1 378 

628 

149 

2 060 

69 

250 

227 

325, 

555 

187 

14 

403 

113 

242 

271 

179 1 

342 

134 

29 

513 

222 

337 

322 

182 

352 

2041 

44 

769 

102 

174 

40 

1631 

129 

103 1 

62 

375 

267 

B73 

995 

663' 

968 

515 

65 

929 

167 

550 

536 

489 

667 

368 1 

30 

685 

66 

190 

236 

841 

178 

59 1 

10 

107 

34 

125 

206 

62 

103 

72 

25 

98 

... 

8 

17 

26 

20 

16i 

1 

. • • 

39 

24 

137 

154 

61 

606 


36 

39 

460 

826 

472 

778 

1 283 

573 

36 

1 156 

145 

20 

. . . 

. . . 

36 

59 

« • • 

1 088 

72 

117 

96 

138 

21 

92 

106 

21 

24 

20 

19 

47 

22 

* . • 

» * * 

21 

48 

744 

1 024 

445 

378 

379 

36 

643 

. . . 

20 

90 

*43 

• •• 

40 

• * * 

21 

... 

... 



... 

... 

... 



76 

154 

122 

281 


36 

79 

604 

1 004 

716 

263 

1 504 

197 

71 

123 

48 

■ . . 

... 

19 

36 

17 

72 

840 

. . « 

20 

19 

86 

42 

34 

... 

38 

48 

567 

765 

609 

280 

684 

35 

1 297 

25 

41 

* 1 . 

67 

186 

95 

... 

409 

* . . 

... 

... 

... 

* * • 

20 

* * ' 

21 

48 

176 

201 

346 

15 

96 


182 


137 

173 

104 

327 

17 

36 

79 

484 

647 

616 

150 

1 497 

314 

35 

983 

145 

964 

927 

641 

450 

617 

71 

1 522 

* * » 

... 

20 

19 

... 

21 

« . . 

21 

96 

40 

. . * 

38 

30 

• • > 

72 

321 

48 

75 

96 

142 

42 

133 

« • • 

21 

... 

. * • 

... 

19 

... 

... 

... 

... 

... 

21 

23 

119 

• . • 

41 

... 

42 
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Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSA s: Clothes Washing Air Conditioning 

•1 Machine Television Sets 

Clothes Dryer Radio Sets 

[Based on sample; see text Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above Home Food Freezer Value 

or below that number] Telephone Avail. Gross Rent 

Automobiles Avail. Contract Rent 


ALL OCCUPIED UNITS 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. 
WASHER-DRYER COMBINATION . . 
NONE 


2 531 

1 155 

3 777 

229 

294 

1 860 

509 

560 

313 

1 017 

52 

84 

431 

223 

1 275 

457 

1 672 

76 

126 

877 


42 

19 

61 

... 

M • • 

14 

... 

654 

366 

1 027 

101 

84 

558 

205 


CLOTHES DRYER 


GAS HEATED 

ELECTRICALLY HEATED. 
NONE 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


TELEPHONE AVAILABLE 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


AIR CONDITIONING 


ROOM UNIT I 



2 OR MORE. . 
CENTRAL SYSTEM 
NONE 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


2 OR MORE. 
NONE • • « 


OWNER OCCUPIED 
LESS THAN $5»000 . 
SSfOOO TO S7i400 . 
S7«500 TO S9i900 • 
SiOiOOO TO Si2*400 
$12i500 TO $14i900 
flStOOO TO il7i400 
*17»500 TO $19i900 
f20t000 TO $24,900 
$25,000 TO $34,900 
$35,000 OR MORE. . 
MEDIAN 


401 

1 432 

24 

159 

8 

197 

12 

197 

24 

181 

20 

194 

76 

229 

35 

68 

81 

100 

55 

40 

66 

67 

20 100 

12 300 


VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED 


RENTER occupied. 
LESS THAN $20. . . . 

$20 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 

$60 TO $69 

$70 TO $79 

$80 TO $99 

$100 TO $U9 . . • . 

$120 OR MORE . • • . 

NO CASH RENT . . . . 

MEDIAN 


CONTRACT RENT 


RENTER occupied. 
MEDIAN ....... 


VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED 


791 

SM 

297 

^ 7: 

1 197 

1 54 

52 

1 4T 

' 125 


30-28 


State and Small Areas 


Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSA s: 

I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

LINCOLN 

LYON 

MINERAL 

NYE 

ORMSBY 

PERSHING 

STOREY 

WHITE PINE 

ALL OCCUPIED UNITS 

773 

1 884 

1 855 

1 512 

2 346 

1 143 

214 

2 969 

CLOTHES washing MACHINE 









WRINGER OR SPINNER 

410 

451 

612 

459 

301 

196 

71 

891 

AUTOMATIC OR SEM I “ AUTOMAT I C • . 

315 

966 

835 

296 

1 262 

507 

107 

1 480 

washer-dryer combination . « t 

• • • 

• • • 

• « • 

• t • 

• • • 

17 

. . . 

20 

NONE 

48 

447 

408 

757 

703 

421 

36 

598 

CLOTHES dryer 









GAS HEATED . . • • 

• ■ • 

• • . 

60 


... 

17 

36 

20 

ELECTRICALLY HEATED. ... 

122 

122 

80 

46 

290 

125 

35 

123 

NONE 

631 

1 762 

1 715 

1 466 

2 056 

1 001 

143 

2 846 

home food freezer 









1 OR more. 

464 

669 

595 

253 

455 

483 

35 

499 

none • . . . 

289 

1 215 

1 260 

1 259 

1 891 

660 

179 

2 490 

TELEPHONE AVAILABLE 









YES 

462 

1 157 

884 

624 

1 811 

663 

157 

1 611 

NO . 

311 

727 

971 

888 

535 

480 

57 

1 178 

AUTOMOBILES AVAILABLE 










531 

964 

1 070 

824 

1 275 

472 

71 

1 642 


97 

623 

582 

334 

682 

362 

107 

794 

3 OR MORE 

24 

155 

41 

57 

135 

169 

... 

245 

NONE 

121 

142 

162 

297 

254 

140 

36 

308 

AIR CONDITIONING 

ROOM unit* 











97 

82 

60 

. * * 

• * • 

55 

... 

41 

2 OR MORE. • • • . • . 

24 

* • • 

• • « 

t w • 

21 

• . * 

• • W 

83 

CENTRAL SYSTEM * 

• . * 

19 

• « a 

184 

• • • 

... 

* • • 

126 

NONE 

652 

1 783 

1 795 

1 328 

2 325 

1 066 

214 

2 739 

TELEVISION SETS 










508 

1 305 

1 391 

713 

1 669 

868 

107 

2 244 

Z OR MORE 

24 1 

42 

87 

• * « 

122 

17 

35 

62 

NONE 

241^ 

537 

377 

799 

355 

258 

72 

683 

RADIO SETS 










456, 

950 

1 062 

889 

1 243 1 

673 

143 

1 682 

2 OR MORE 

291 

759 

503 

279 

890 

371 

71 

947 

NONE 

24, 

175 

290 

344 

213; 

99 

... 

360 

VALUE 









OWNER OCCUPIED 

419' 

502 

662 

515 

1 045' 

383 

109 

1 827 

LESS THAN SStOOO 

167 

126 

215 

348 

37 

77 

18 

565 

SStOOO TO S7t400 

134 

75 

167 

93 

34 

58 

44 

517 

$7t500 TO $9t900 •••••. 

62 

62 

147 

33 

60 

37 

26 

243 

WlOfOOO TO $12i400 

28 

87 

84 

21 

117' 

92 

21 

291 

512.500 TO S14i900 . 

• « • 

51 

25 

4 

127 

43 


96 

$15,000 TO 517*400 . 

4 

66 

27 

8 

242 

26 

• * * 

56 

517*500 TO 519*900 . 

• • • 

12 

12 

4 

125 

8 

... 

20 

520.000 TO 524.900 

4 

12 

« * * 

... 

135 

28 

• • . 

23 

525.000 TO 534.900 

• * . 

7 

* * • 

* • . 

102 

4 

... 

6 

535.000 OR MORE 

• • * 

4 

5 

4 

66 

8 

... 

8 

MEDIAN . dollars . 

5 600 

9 500 

6 900 

5 000- 

16 500 

10 500 

... 

6 700 

VACANT available FOR SALE 

* * t 

13 

10 

8 

18 

6 

3 

69 

MEDIAN PRICE ASKED •••.».. DOLLARS . 

... 

... 

... 

... 

... 

... 

... 

* * . 

GROSS RENT 









RENTER OCCUPIED 

247 

811 

995 

632 

960 

452 

65 

869 

LESS THAN 520* , 

6 

12 

23 

12 

... 

12 

... 

9 

520 TO $29 

12 

37 

15 

52 

14 

24 

... 

62 

$30 TO $39 

12^ 

07 

85 

20 

24 

12 

... 

46 

540 TO 549 

49, 

176 

234 

36 

39 

56 

10 

83 

$50 TO 559 , . 

34 1 

56 

219 

32 

53 

47 

5 

92 

560 TO 569 

50 

71 

150 

45 

113 

43 

10 

131 

$70 TO 579 

22 

89 

86 

36 

85 

50 

20 

140 

5a0 TO 599 • . 

... 

92 

68 

124 

203 

88 

5 

122 

5100 TO 

4 

43 

24 

32 

224 

20 

. « • 

65 

$120 OR MORE 

... 

... 

26 

20 

149 

12 

. • • 

34 

NO CASH RENT * * 

56 

148 

65 

223 

56 

88 

15 

85 

MEDIAN dollars . 

* * • 

53 

55 

72 

93 

67 

... 

68 

CONTRACT RENT 









RENTER OCCUPIED 

191 

663 

930 

409 

904 

364 

50 

784 

MEDIAN dollars . 

... 

37 

31 

53 

72 

48 

... 

47 

VACANT available FOR RENT 

154 

21 

509 

12 

43 

246 

... 

92 

MEDIAN RENT ASKED DOLLARS * 

... 

... 

26 

... 

... 

101 

... 

• • • 
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Table 31 . — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 
[Some data based on sample; see text. Median not shown where base is leas than 200] 


Tenure by Color, Bathing Facilities 

Vacancy Status Source of Water 

Condition 8c Plumb. Sewage Disposal 

Water Supply Rooms 

Toilet Facilities Year Struct. Built 


SUBJECT 


CHURCHILL CLARK DOUQLAS ELKO ESMERALDA EUREKA HUMBOLDT LANDER 


ALL HOUSING UNITS, 

TENURE 1 COLOR? AND VACANCY STATUS 

OCCUPIED . * • 

OWNER OCCUPIED . • 

WHITE. 

NONWHITE 

RENTER OCCUPIED 

WHITE. 

NONWHITE • 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

available. ....... 

FOR SALE only • 

FOR RENT 

RENTED OR SOLD? AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE. « . « • . • 

HELD FOR OTHER REASONS 

DILAPIDATED. 

SEASONAL ..... 

CONDITION AND PLUMBING 


ALL UNITS . . . 

SOUND. « 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . . 

deteriorating 


WITH ALL PLUMBING FACILITIES ..... 


LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 


DILAPIDATED. 


RENTER OCCUPIED. ... 

SOUND 

WITH ALL plumbing FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

deteriorating 

WITH ALL plumbing FACILITIES . . . . . 
LACKING SOME OR ALL FACILITIES • « . • 
DILAPIDATED 


ALL HOUSING UNITS 

water supply 

HOT and COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE . 
PIPED WATER OUTSIDE STRUCTURE. ..... 
NO PIPED WATER 

toilet FACILITIES 

FLUSH TOILET? EXCLUSIVE USE. ..... . 

FLUSH TOILET? SHARED .......... 

OTHER TOILET FACILITIES OR NONE 

bathing facilities 

bathtub or SHOWER? EXCLUSIVE USE ... . 

bathtub or SHOWER? SHARED 

NO bathtub or SHOWER 

SOURCE OF Water 

PUBLIC SYSTEM OR PRIVATE COMPANY • . » • 

INDIVIDUAL WELL 

OTHER 

SEWAGE DISPOSAL 

PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. . 

OTHER OR NONE. 

ROOMS 

1 ROOM 

2 ROOMS 

3 ROOMS 

H ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MED I 'an I 

ALL UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER. ... 
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Stare and Small Areas 


Table 31. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Sufjply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS 

TENURE! COLOR! AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE. ... 

NONWHITE 

RENTER OCCUPIED. 

WHITE 

NONWHITE .... 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE only 

FOR RENT • • . , . 

RENTED OR SOLD! AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR other REASONS 

DILAPIDATED 

SEASONAL . • * 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND. ....• ...•.•••(..I 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

RENTER OCCUPIED • . . 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . » 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . . , . « 
LACKING SOME OR ALL FACILITIES . . . • 
DILAPIDATED . . « 


ALL HOUSING UNITS * < 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

PIPED water OUTSIDE STRUCTURE. 

NO PIPED water 

TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE 

FLUSH TOILETi SHARED 

OTHER TOILET FACILITIES OR NONE. .... 
BATHING FACILITIES 

bathtub or SHOWER! EXCLUSIVE USE .... , 

BATHTUB OR SHOWER! SHARED 

NO BATHTUB OR SHOWER 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY « . . . < 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER ...... 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE. « . « . . 


ROOMS 


1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN* 

ALL UNITS. 

OWNER OCCUPIED 

RENTER OCCUPIED 

YEAR STRUCTURE BUILT 

1955 TO MARCH I960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 


LINCOLN 

LYON 

MINERAL 

NYE 

— 

ORMSBY 

" 

PERSHING 



WHITE PINE 

1 135 

1 779 

1 484 

1 614 

645 

1 471 

301 

4 100 

1 825 

728 

i 590 

886 

1 400 

590 

997 

205 

3 774 

1 532 

481 

779 

165 

768 

361 

545 

140 

2 093 

1 211 

477 

757 

133 

739 

337 

520 

140 

1 984 

1 207 

4 

22 

32 

29 

24 

25 

* * * 

109 

4 

247 

811 

721 

632 

229 

452 

65 

1 661 

321 

231 

728 

624 

593 

164 

429 

65 

1 590 

321 

16 

83 

97 

39 

65 

23 

... 

91 

• 1 1 

407 

189 

598 

214 

55 

474 

96 

326 

293 

394 

134 

595 

166 

47 

464 

48 

141 

241 

325 

111 

576 

111 

40 

369 

26 

136 

199 

204 

58 

565 

29 

11 

178 

6 

84 

121 

11 

7 


7 

4 

14 

6 

20 

78 

193 

51 

565 

22 

7 

164 

• ■ • 

64 

43 

• . * 

16 

2 

3 

5 

14 

... 

4 

27 

15 

6 

1 

14 

4 

62 

2 

U 

6 

106 

31 

6 

65 

20 

US 

16 

37 

45 

69 

23 

19 

55 

7 

95 

22 

5 

42 

13 

55 

3 

48 

8 

10 

48 

185 

52 

1 135 

1 779 

1 484 

1 614 

645 

1 471 

301 

4 100 

1 825 

538 

1 337 

1 327 

1 005 

548 

995 

218 

3 673 

1 432 

507 

1 291 

1 268 

895 

506 

925 

206 

3 547 

1 312 

8 

. . ■ 

4 

4 

7 

t • • 

... 

17 

5 

23 

46 

55 

106 

35 

70 

12 

109 

115 

468 

294 

71 

356 

49 

355 

49 

356 

231 

391 

239 

40 

184 

32 

253 

39 

240 

203 

. « ■ 

* . * 

5 

26 

f • • 

13 

3 

30 

. * * 

77 

55 

26 

144 

17 

89 

7 

86 

28 

129 

148 

86 

253 

48 

121 

34 

71 

162 

247 

all 

721 

632 

229 

452 

65 

1 681 

321 

106 

630 

672 

379 

194 

250 

60 

1 483 

244 

87 

603 

648 

301 

190 

230 

60 

1 450 

212 

19 

27 

24 

78 

4 

20 

• • a 

33 

32 

121 

106 

33 

134 

21 

174 

5 

169 

49 

100 

98 

20 

92 

12 

146 

5 

128 

41 

21 

8 

13 

42 

9 

28 

t f • 

41 

8 

20 

75 

16 

119 

14 

28 

... 

29 

28 

1 135 

1 779 

1 484 

1 614 

645 

1 471 

301 

o 

o 

1 625 

985 

1 611 

1 344 

1 266 

590 

1 1 255 

277 

3 837 

1 729 

51 

60 

63 

177 

41 

! 66 

18 

110 

41 

61 

58 

13 

66 

6 

1 28 

• * * 

29 

8 

38 

50 

64 

105 

6 

' 122 

j 

6 

124 

47 

981 

1 582 

1 345 

1 211 

582 

1 232 

276 

3 858 

1 623 

4 

22 

20 

94 

8 

1 27 

4 

13 

99 

150 

175 

119 

309 

55 

212 

21 

229 

103 

979 

1 569 

1 337 

1 193 

582 

1 1 234 

278 

3 859 

1 623 

7 

25 

20 

98 

8 

27 

4 

13 

99 

149 

185 

127 

323 

55 

210 

19 

228 

103 

973 

1 1B2 

1 372 

1 326 

143 

1 261 

294 

1 586 

1 578 

66 

495 

77 

131 

399 

64 

5 

2 106 

125 

95 

101 

31 

150 

101 

118 

* «. 

390 

112 

685 

1 053 

1 142 

940 

143 

930 

281 

943 

1 501 

277 

580 

215 

456 

435 

390 

9 

2 980 

244 

172 

145 

123 

211 

65 

143 

9 

159 

70 

55 

84 

62 

266 

43 

323 

7 

78 

154 

73 

211 

63 

224 

123 

191 

1 33 

308 

84 

217 

346 

163 

244 

165 

227 

25 

777 

267 

321 

461 

1 903 

415 

162 

375 

1 55 

1 013 

534 

187 

378 

' 121 

302 

87 

236 

' 45 

1 050 

444 

134 

197 

1 40 

115 

40 

86 

BO 

490 

218 

75 

67 

' 4 

32 

25 

25 

28 

163 

62 

73 

35 

128 

16 

... 

8 

26 

221 

62 

4.2 

4.0 

1 4.0 

3.7 

3.4 

3.5 

5.2 

4.4 

4.3 

5.1 

4.4 

. . « 

4.0 

3.5 

4.2 

■ • • 

4.5 

4.6 

3.9 

3.8 

4.1 

3.0 

3.5 

3.6 

... 

4.3 

3.7 

19 

j 

, 252 

50 

, 293 

279 

205 

1 

1 923 

126 

69 

525 

69 

' 100 

95 

112 

' 4 

711 

144 

296 

183 

1 043 

, 284 

117 

273 

9 

656 

95 

261 

106 

150 

' 33 

65 

214 

29 

282 

161 

490 

713 

172 

904 

69 

667 

1 

236 

528 



1 299 
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Table 32. — Occupancy and Financiai. Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200; plus (-+■) or minus (— ) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 


Value 
Gross Rent 
Contract Rent 


Year Moved into Unit Acres in the 


Home Food Freezer 


Place 


CHURCHILL 

CLARK 

DOUGLAS 

ELKO 

ESMERALDA 

EUREKA 

HUMBOLDT 

1 200 

7 037 

1 806 

1 812 

306 

424 

625 

16 

54 

71 

ill 

• • • 

• t ■ 

4 

198 

485 

450 

375 

29 

13 

63 

151 

3 032 

395 

84 

27 

51 

32 

789 

1 644 

820 

1 166 

199 

330 

504 

40 

1 712 

32 

49 

21 

13 

18 

6 

no 

40 

25 

30 

17 

4 

988 

6 133 

982 

1 257 

173 

240 

463 

139 

1 446 

167 

296 

77 

104 

83 

277 

1 873 

328 

371 

42 

39 

116 

163 

941 

177 

212 

20 

30 

61 

172 

B49 

122 

139 

7 

36 

U7 

156 

512 

119 

122 

15 

22 

33 

50 

288 

44 

45 

7 

4 

14 

22 

129 

15 

23 

5 

5 

23 

9 

95 

10 

49 

... 

• f • 

16 

3.0 

2.4 

2.5 

2.4 

... 

1.9 

3,0 

2.8 

2.4 

2.7 

2.4 

. * . 

... 

2.6 

3.2 

2.3 

2.2 

2.3 

• • « 

... 

3.3 

833 

5 064 

843 

1 064 

149 

221 

365 

155 

1 069 

139 

193 

24 

19 

98 

537 

2 935 

595 

635 

97 

157 

224 

217 

1 554 

256 

145 

35 

17 

82 

179 

797 

147 

140 

25 

30 

45 

90 

496 

138 

207 

21 

59 

58 

51 

88 

54 

143 

16 

51 

39 

451 

3 198 

387 

622 

76 

83 

239 

351 

2 722 

310 

366 

51 

57 

108 

80 

333 

44 

123 

20 

16 

43 

16 

127 

33 

115 

5 

10 

47 

4 

16 

• t • 

18 

... 

... 

41 

417 

1 219 

159 

333 

51 

42 

144 

621 

4 a70 

803 

934 

102 

189 

312 

296 

1 532 

401 

448 

50 

132 

126 

72 

216 

24 

101 

50 

83 

57 

29 

232 

8 

119 

... 

20 

29 

50 

163 

12 

73 

... 

4 

15 

60 

207 

24 

67 

. . . 

17 

a 

17 

120 

20 

39 

... 

... 

... 

25 

219 

111 

30 

. . • 

4 

s 

17 

124 

81 

6 

• 1 . 

... 

3 

28 

251 

121 

11 

. . . 

4 

6 

9 900 

LI 900 

o 

o 

o 

7 600 

... 

... 

« * . 

1 14 

37 

8 

8 

... 

13 

... 


• • * 

. . . 

... 

... 

... 

... 

451 

3 198 

387 

622 

76 

83 

239 

4 

21 

. . . 

9 

... 

6 

... 

34 

92 

20 

112 

... 

. .. 

37 

51 

209 

27 

114 

31 

34 

• . a 

120 

488 

58 

90 

• . . 

11 

15 

128 

' 961 

55 

46 

. . . 

6 

24 

24 

441 

46 

24 

. * . 

. . . 

11 

12 

562 

91 

4 

* i . 



78 

424 

90 

1 223 

45 

26 

152 

77 

95 

96 

35 


. • . 

• a ■ 

, 373 

2 774 

297 

399 

31 

57 

87 

, 54 

92 

73 

1 40 

1 . . . 

. . . 

... 

. 3 

I 357 

47 

57 

. * . 

6 

1 70 


148 


t . . 

. 1 . 


... 

, 212 

1 904 

B26 

, 55S 

i 133 

1 184 

[ 162 

, 12? 

1 69 

343 

1 282 

1 101 

sr 

i 31 

, 02 

1 835 

483 

1 273 

( 32 

! 13C 

) 131 

. n 

r 403 

5? 

) 6G 

I 

, 1^ 

) 70 

• *• < 
. n 

, 9 

r 394 

5! 

i *.« 

> 6e 

. • « 

1 • . 1 

1 . • < 

r 1^ 

'} 70 


SUBJECT 


LANDER 


ALL HOUSING UNITS* , . 

heating equipment 

STEAM OR HOT WATER 

WARM AIR FURNACE 

built-in ROOM UNITS 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE 


ALL OCCUPIED UNITS 
PERSONS 


PERSON . . • . . 
PERSONS. . • . . 
PERSONS 

persons 

PERSONS 

PERSONS 

PERSONS 

e PERSONS OR MORE. 
MEDIANI 

ALL OCCUPIED . . 

OWNER 

RENTER • . • • 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 ... 
1940 TO 1953 » . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH I960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . * . 


VALUE 


OWNER OCCUPIED 
LESS THAN $5»000 . 
$5 1 000 TO $7f400 . 
*7i500 TO $9«900 . 
flOtOOO TO Sl2t400 
$12t500 TO $14»900 
tlSiOOO TO Sl9t900 
S20i000 TO $24 f 900 
$25 t 000 OR MORE. . 
MEDIAN 


VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED ...... 


dollars 


dollars 


GROSS RENT 


RENTER OCCUPIED. 

LESS THAN $20, ........ 

$20 TO $39 

$40 TO $59 . . . 

$60 TO $79 « 

$60 TO $99 

$100 TO $119 ... 

$120 OR MORE . • . 

NO CASH RENT 

MEDIAN 

CONTRACT RENT 

pENTER OCCUPIED 

MEDIAN . 

VACANT available FOR RENT. 
MEDIAN RENT ASKED 

ACRES IN THE PLACE 

ALL vacant UNITS ... . 
10 ACRES OR MORE ....... 

LESS THAN 10 ACRES 

available VACANT UNITS . . 

10 ACRES OR MORE 

LESS THAN 10 ACRES 


dollars 


DOLLARS 


dollars 


19 

91 

11 

475 

39 

94 


106 

143 

69 

61 

63 

10 


2.4 

2.3 

2.4 


412 

48 


252 

33 

55 

97 

67 

208 

115 

48 

21 

24 


102 

347 


214 

98 

41 
15 

42 


4 

5 500 


48 

14 

38 

36 

16 

12 

44 


164 

14 


269 

155 

114 

28 

14 

14 
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Table 32. — Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties; I960 — Con. 

[Baaed on sample; see text Median not shown where base is less than 200; plus (-|-) or minus {— ) after number indibates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freexer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


LINCOLN 


.N 

LYON 

MINERAL 

NYE 

0RMS8Y 

PERSHING 

STOREY 

WASHOE 

WHITE PINE 

135 

1 779 

1 484 

1 614 

645 

1 471 

301 

4 100 

1 825 

8 

4 

40 

95 

71 

104 

* * . 

165 

248 

131 

372 

21 

U9 

141 

204 

t • • 

1 863 

462 

29 

402 

206 

436 

175 

428 

• • • 

768 

66 

rm 


1 182 

896 

222 

722 

257 

1 228 

1 001 

tm 


31 

46 

28 

3 

41 

41 

32 

n 


4 

20 

a 

10 

3 

35 

16 


mu 



590 

997 

205 

3 774 

1 532 

192 

291 

90 

485 

115 

264 

66 

393 

176 

144 

424 

226 

361 

206 

274 

76 

1 005 

333 

119 

246 

133 

190 

107 

150 

32 

784 

229 

110 

302 

165 

155 

67 

90 

8 

701 

370 

70 

159 

133 

112 

46 

125 

14 

468 

208 

16 

109 

73 

75 

20 

48 

... 

263 

138 

47 

51 

31 

16 

4 

26 

9 

73 

37 

30 

8 

27 

6 

25 

20 

... 

87 

41 

2.7 

2.8 

3.4 

2.1 

2.4 

2*4 

2.0 

3.1 

3.6 

2.6 

2.4 

• f • 

2.3 

2.5 

2.5 

... 

3.0 

3.7 

3.0 

3.3 

3.5 

i.a 

2.2 

2.1 

• • • 

3.3 

3.0 

631 

1 306 

703 

1 183 

495 

822 

192 

3 116 

1 218 

97 

284 

183 

217 

95 

175 

13 

658 

314 

481 

779 

165 

768 

361 

545 

140 

2 093 

1 211 

65 

222 

45 

301 

217 

150 

14 

954 

246 

109 

214 

53 

159 

64 

122 

20 

521 

337 

209 

241 

43 

168 

76 

179 

44 

477 

470 

98 

102 

24 

140 

4 

86 

62 

141 

158 

247 

811 

721 

632 

229 

452 

65 

1 681 

321 

151 

520 

334 

472 

146 

333 

30 

1 397 

233 

62 

170 

190 

70 

42 

51 

10 

209 

36 

34 

113 

180 

62 

41 

52 

25 

65 

36 

• • • 

8 

17 

28 

... 

16 

* « • 

10 

16 

436 

470 

291 

215 

Ill 

392 

35 

1 285 

39e 

289 

1 135 

sea 

1 217 

466 

6431 

179 

2 582 

1 170 

419 

502 

95 

515 

164 

383 

109 

1 266 

1 102 

167 

126 

66 

348 

20 

*77 

18 

142 

439 

134 

75 

20 

93 

12 

56 

44 

93 

387 

82 

62 

9 

33 

16 

37 

26 

106 

126 

20 

87 


21 

48 

92 

21 

132 

94 


51 


4 

16 

43 

... 

53 

36 

4 

78 


12 

16 

36 

... 

169 

12 

4 

12 


• 1 1 

12 

28 

• • . 

172 

8 


11 


4 

24 

12 

... 

399 

* a • 

BOO 

9 500 

... 

5 000- 

* . « 

10 300 

... 

18 200 

5 700 

... 

13 


a 

... 

6 

3 

12 

39 

... 

... 

• . . 

• . . 

... 

* * * 

... 

... 


247 

811 

721 

632 

229 

452 

65 

1 681 

321 

8 

12 

12 

12 

... 

12 

* « * 

5 

4 

24 

124 

55 

72 

22 

36 

* • f 

42 

56 

63 

232 

364 

68 

40 

103 

15 

104 

64 

72 

160 

192 

81 

49 

93 

30 

327 

89 


92 

25 

124 

47 

BB 

5 

593 

40 

4 

43 

e 

32 

10 

20 

... 

274 

20 



12 

20 

25 

12 

... 

179 

6 

*56 

146 

53 

223 

36 

88 

15 

157 

40 

. t » 

53 

54 

72 

. . • 

67 

* • • 

93 

63 

191 

663 

668 

409 

193 

364 

50 

1 524 

261 


37 

29 

53 

... 

48 

. • . 

81 

43 

154 

21 

463 

12 

4 

248 

. . * 

73 

31 


... 

26 

. . * 

. . * 

101 

• • * 

* . . 


407 

189 

598 

214 

55 

474 

96 

326 

293 

43 

67 

95 

39 

21 

66 

■ . * 

56 

55 

364 

122 

503 

175 

34 

408 

96 

268 

238 

162 

34 

554 

20 

1 7 

305 

i 3 

89 

121 

8 


91 

* . . 

3 

51 

. . * 

4 

• ■ . 

154 

3t| 

463 

20 

1 4 

254 

3 

85 

1 121 


ALL HOUSING UNITS. . , . 

heating equipment 

STEAM OR HOT WATER 

WARM AIR furnace 

built-in room units. . • • « « 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE , . . 
NONE » • • 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS, 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR more 
MED I AN I 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 

1.00 OR LESS ...... ........ 

1.01 OR MORE 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED * • • • 

1958 TO MARCH i960 

1954 TO 1957 

1940 TO 1953 

1939 OR earlier. ....... 

RENTER OCCUPIED. .... 

1958 TO MARCH i960 

1954 TO 1957 . 

1940 TO 1953 * 

1939 OR EARLIER 

HOME FOOD FREEZER 

1 OR MORE «... 

NONE * 

VALUE 

OWNER OCCUPIED • « . • 

LESS THAN 55 t 000 ... . 

$5t000 TO S7»400 ....... 

$7(500 TO $9 t 900 

aiOfOOO TO $12i400 * 

S12»500 TO S14i90O 

$15(000 TO $19t900 . • 

$20t000 TO $24*900 

$25iQ00 OR MORE 

MEDIAN . dollars 

VACANT available FOR SALE. . « . • • 
MEDIAN PRICE ASKED DOLLARS 

GROSS RENT 

RENTER OCCUPIED 

LESS THAN 

$20 TO 

$40 TO * 

$60 TO $79 

$60 TO $99 . • • • « 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN dollars 

CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN dollars 

VACANT available FOR RENT. 

MEDIAN RENT ASKED . DOLLARS . 

ACRES IN THE PLACE 

ALL VACANT UNITS 

10 ACRES OR MORE . 

LESS THAN 10 ACRES 

AVAILABLE VACANT UNITS ......( 

10 ACRES OR MORE 

LESS THAN 10 ACRES - 
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Tabic 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics op 
Occupied Rural-Farm Housing Units, por Counties; I960 
[Based on sample; see text Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

CHURCHILL 

CLARK 

DOUGLAS 

ELKO 

ESMERALDA 

EUREKA 

HUMBOLDT 

LANDER 

TENURE AND COLOR 









ALL OCCUPIED UNITS 

576 

334 

173 

473 

56 

54 

198 

49 

OWNER OCCUPIED ... 

526 

IBI 

115 

301 

25 

33 

93 

29 

white 

505 

168 

115 

201 

25 

33 

93 

29 

NONWHITE .•••.. 

23 

13 

. * . 

100 

9 9 9 

9 9 9 

9 9 9 

• • • 

RENTER OCCUPIED 

48 

153 

58 

172 

31 

21 

105 

20 

white 

43 

iZ5 

SO 

166 

21 

21 

93 

20 

nonwhite 

5 

28 

8 

6 

10 

... 

12 

*99 

CONDITION AND PLUMBING 









ALL occupied UNITS , . 

576 

334 

173 

473 

56 

54 

198 

49 

SOUNDi ••••..«.• 

465 

217 

157 

241 

37 

23 

163 

45 

WITH ALL PLUMBING FACILITIES 

447 

192 

142 

219 

26 

15 

141 

26 

LACKING ONLY HOT WATER 

• • • 

... 

« 1 . 

... 

i * * 

4 

. « t 

• t ■ 

LACKING OTHER PLUMBING FACILITIES. . . . 

18 

25 

15 

22 

9 

4 

22 

19 

DETERIORATING 

84 

103 

8 

143 

19 

18 

25 

4 

WITH ALL plumbing FACILITIES 

42 

24 

a 

75 

14 

4 

7 

• ■ • 

LACKING ONLY HOT WATER 

4 

. . . 

. . . 

. * » 

9 9 9 

4 

4 

• • • 

LACKING OTHER PLUMBING FACILITIES. • . . 

38 

79 

... 

68 

5 

10 

14 

4 

DILAPIDATED. • . * 

27 

14 

a 

89 

... 

13 

10 


RENTER OCCUPIED 

48 

153 

58 

172 

31 

21 

105 

20 

SOUND 

27 

56 

58 

87 

16 

15 

81 

16 

WITH ALL PLUMBING FACILITIES 

22 

31 

43 

87 

11 

15 

70 

12 

LACKING SOME OR ALL FACILITIES ..... 

5 

25 

15 

• * . 

5 

... 

11 

4 

DETERIORATING. 

12 

65 

« « « 

48 

IS 

6 

18 

4 

WITH ALL PLUMBING FACILITIES 

4 

B 

... 

22 

10 

f • • 

• • • 

. . . 

LACKING SOME OR ALL FACILITIES 

8 

75 


26 

5 

6 

18 

4 

DILAPIDATED. 

9 

14 


37 

.*• 

• ■ . 

6 

. . • 

ALL OCCUPIED UNITS 

576 

334 

173 

473 

56 

54 

198 

49 

WATER SUPPLY 









HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

507 

221 

161 

326 

42 

19 

166 

30 

ONLY COLO PIPED WATER INSIDE STRUCTURE . • 

24 

39 

8 

20 

■ • • 

12 

T 

7 

PIPED water OUTSIDE STRUCTURE 

4 

61 

. . . 

5 

t ■ • 

23 

4 


NO PIPED WATER 

41 

13 

4 

122 

14 

21 

8 

toilet FACILITIES 









FLUSH TOILETf EXCLUSIVE USE 

498 

221 

154 

298 

42 

27 

155 

26 

FLUSH TOILET 1 SHARED 

4 

29 

7 

. . . 

... 

27 


23 

OTHER TOILET FACILITIES OR NONE 

74 

84 

12 

175 

14 

35 

bathing FACILITIES 









bathtub or shower f EXCLUSIVE USE 

502 

221 

i 154 

302 

42 

31 

156 

26 


4 

29 

i 

. * 1 

... 

* . * 

23 

8 

23 

NO BATHTUB OR SHOWER 

70 

84 

12 

171 

14 

34 

ROOMS 









1 room 

8 

82 

12 

33 

4 

... 

4 

4 

Z ROOMS. •»•••••••■•*«•••• 

19 

40 

... 

35 

5 

9 

1 

4 

3 ROOMS 

44 

59 

19 

70 1 

3 

10 

I 18 

... 

4 ROOMS 

120 

31 

16 

741 

22 

6 

i 

12 

5 ROOMS 

184 

52 

32 

98 ! 

11 

19 

55 

3 

10 

u 

6 ROOMS 

123 

47 

27 

67 1 

... 

6 

59 

7 ROOMS 

8 ROOMS OR MORE. . 

mediani 

49 

29 

15 

8 

4 

63 

49' 

47 

... 

11 

... 

J 

14 

12 

ALL OCCUPIED 

5,0 

3.3 

. . « 

4*8 

... 

... 

9 9 * 

* * * 

OWNER 

5,1 


. . • 

5.1 

... 

... 

9 9 9 

... 

RENTER 

• • # 

... 

... 

... 

... 

... 



YEAR STRUCTURE BUILT 









X955 TO MARCH I960 

62 

119 

12 

34 

21 

... 

35 

28 

... 

1950 TO 1954 

64 

68 

24 

44 

5 

... 

4 


114 

66 

10 

73 

30 

9 

15 

30 

S 

7 

1930 TO 1939 * • * 

1929 OR EARLIER. . . 

105 

231 

23 

58 

8 

119 

73 

249 

... 

7 

120 

38 

HEATING EQUIPMENT 









STEAM OR HOT WATER 

21 

... 

4 

11 

63 

39 

351 

... 

II 

... 

... 

24 

• . * 

WARM AIR FURNACE • • 

39 

38 

18 

15 

37 

* * ! 

4 

**7 

BUILT-IN ROOM UNITS . 

OTHER MEANS WITH FLUE 

29 

461 

56 

83 

16 

131 

54 

170 

38 

4 

OTHER MEANS WITHOUT FLUE 

17 

9 

64 

93 

4 

... 

6 

3 

• . . 

... 

••• 

... 

... 

SOURCE OF WATER 









PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 

6 

539 

33 

78 

160 

90 

10 

140 

24 

31 

265 

183 

... 

40 

6 

*33 

20 

4 

170 

20 

• a * 

20 

24 

SEWAGE DISPOSAL 









OTHER OR NONE 

... 

492 

66 

10 

226 

92 

155 

19 

5 

270 

196 

*36 

10 

*16 

37 

130 

64 

1 *22 
22 

HOME FOOD FREEZER 










274 

252 

210 

168 

130 

63 

235 

228 

50 

26 

63 

62 

1 142 

1 2C 

> 4( 
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Table 33 . — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 — Con. 

[Based on sample; see text Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

LINCOLN 

LYON 

MINERAL 

NYE 

ORMSBY 

PERSHING 

STOREY 

WASHOE 

WHITE PINE 

TENURE AND COLOR 










ALL OCCUPIED UNITS . 

45 

294 

31 

112 

28 

146 

9 

238 

133 

OWNER OCCUPIED 

25 

232 

31 

81 

20 

83 

9 

194 

73 

WHITE • « 

25 

232 

6 

69 

20 

79 

9 

189 

73 

NONWHITE « . . . 

• * * 

• • • 

23 

12 

... 

4 

• • • 

5 

* * * 

RENTER OCCUPIED 

20 

62 

• « t 

31 

8 

63 

ft ft ft 

44 

60 

WHITE* • • 

20 

62 

... 

20 

a 

63 

ft ft ft 

39 

60 

NONWHITE 

... 

... 


11 

... 

ft ft ft 

ft ft ft 

5 

1 ft ft 

CONDITION AND PLUMBING 










ALL OCCUPIED UNITS . 

45 

294 

31 

112 

28 

146 

9 

236 

133 

SOUND* • 

13 

258 

15 

30 

28 

85 

9 

200 

57 

WITH ALL PLUMBING FACILITIES 

8 

246 

4 

26 

28 

81 

9 

192 

49 

LACKING ONLY HOT WATER 

• • • 

... 

... 

* * * 

• * * 

ft ft ft 

ft ft ft 

4 

... 

LACKING OTHER PLUMBING FACILITIES. . . . 

5 

12 

11 

4 

ft ft ft 

4 

« « • 

4 

8 

DETERIORATING * * 

8 

24 

16 

65 

... 

45 

ft ft ft 

25 

56 

WITH ALL PLUMBING FACILITIES 

8 

16 

* . * 

32 

... 

45 

* . « 

20 

44 

LACKING ONLY HOT WATER 

* • * 

1 ft • 

• ft • 

• ft ft 

ft ft ft 

ft ft ft 

ft ft ft 

... 

« ft ft 

LACKING OTHER PLUMBING FACILITIES. , , . 

• * . 

B 

16 

33 

ft ft ft 

. • • 

ft ft ft 

5 

12 

DILAPIDATED 

24 

12 

t ft ft 

17 

... 

16 

■ ft ft 

13 

20 

RENTER OCCUPIED. 

20 

62 

ft ft ft 

31 

8 

63 

ft ft ft 

44 

60 

SOUND 

4 

54 

ft t ft 

10 

8 

24 

ft ft ft 

39 

20 

WITH ALL PLUMBING FACILITIES *,...« 

4 

54 

... 

10 

8 

24 

ft ft ft 

35 

20 

LACKING SOME OR ALL FACILITIES 

■ . * 

* • * 

ft ft ft 

... 

■ . ■ 

• . * 

. « • 

4 

*24 

DETERIORATING 

4 

B 

ft ft ft 

12 

ft ft ft 

27 

ft ft ft 

5 

WITH ALL PLUMBING FACILITIES *,,.., 

4 

4 

... 

4 


27 

ft ft • 

... 

20 

LACKING SOME OR ALL FACILITIES 

■ • • 

4 

ft ft ft 

a 

... 

* . . 

ft ft ft 

5 

4 

DILAPIDATED 

12 

* . . 

* • t 

9 


12 

... 

... 

16 

ALL OCCUPIED UNITS 

UT 


31 



146 

9 

238 

133 

WATER supply 










HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

41 

274 

4 

70 

28 

134 

9 

216 

109 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

• . • 

16 

12 

14 

... 

• ft ft 

... 

4 

. . « 

PIPED water OUTSIDE STRUCTURE 

4 

. t * 

ft ft ft 

12 

. * ■ 

4 

• « • 

. * • 

• • « 

NO PIPED water 

... 

4 

15 

16 

... 

6 

... 

18 

24 

TOILET FACILITIES 










FLUSH TO I LET 1 EXCLUSIVE USE 

37 

266 

4 

67 

28 

126 

9 

216 

97 

FLUSH TO I LET t SHARED * . . * 

■ * * 

4 

. . • 

... 

... 

ft ft ft 

... 

* * • 

• • 1 

OTHER TOILET FACILITIES OR NONE 

B 

24 

27 

45 

ft ft ft 

20 

ft ft ft 

22 

36 

BATHING FACILITIES 










BATHTUB OR SHOWERt EXCLUSIVE USE 

32 

270 

12 

67 

28 

130 

9 

220 

97 

bathtub or shower f SHARED 

• • • 

4 

* * • 

* • * 

... 

4 

... 

* * * 

. • . 

NO BATHTUB OR SHOWER 

13 

20 

19 

45 

... 

12 

... 

18 

36 

ROOMS 










I ROOM 

... 

• . * 

* . « 

4 

ft ft ft 

a 

. • * 

. * * 

20 

a ROOMS 

12 

16 

8 

4 

ft ft ft 

8 

* • * 

17 

* 1 * 

3 ROOMS 

17 


12 

32 

* a * 

12 

... 

29 

12 

4 ROOMS 

a 

61 

7 

20 

... 

24 


45 

16 

5 ROOMS . . . . 

8 

72 

* . . 

32 

12 

57 

4 

63 

16 

6 ROOMS 


76 

4 

4 

4 

26 

5 

44 

25 

7 ROOMS 

» • » 

24 

... 

12 

■ • * 

4 

. . . 

16 

24 

a ROOMS OR MORE 

. • 1 

45 

* * ■ 

4 

12 

7 

. . • 

24 

20 

median 1 










ALL OCCUPIED 

. • . 

5,5 

... 

... 

ft ft ft 

ft ft ft 

... 

4.9 

... 

OWNER 

* * i 

5.6 

... 

ft ft ft 

. • * 

ft ft ft 


. I . 

* . * 

RENTER 

... 

• i « 

... 

ft ft ft 

• •* 

ft ft ft 

• •• 

... 

t * • 

YEAR STRUCTURE BUILT 










1955 TO MARCH 1960 

... 

24 

11 

16 

4 

13 

9 

20 

• . » 

1950 TO 1954 . • 

i • • 

16 

... 

12 

... 

8 

• • • 

28 

B 

1940 TO 1949 

a 

28 

8 

29 

12 

28 


41 

8 

1930 TO 1939 

8 

20 

4 

ft ft ft 

... 

12 

... 

49 

21 

1929 OR EARLIER 

29 

206 

8 

55 

12 

85 

... 

100 

96 

heating equipment 










STEAM OR HOT WATER 

. • * 

... 

• . * 

4 

... 

4 

• • * 

25 

4 

warm air FURNACE 

1 . . 

57 

t • * 

« • * 

12 

16 

* * • 

64 

24 

built-in ROOM UNITS . . • . 

6 

60 

* . • 

26 

12 

52 

... 

28 

4 

OTHER MEANS WITH FLUE . 

37 

165 

31 

65 

4 

74 

9 

117 

101 

OTHER MEANS WITHOUT FLUE . . 

« • . 

12 

. • « 

9 

ft ft ft 

• « • 

« * * 

4 

. . • 

NONE ... 

... 

... 

• * • 

6 

ft ft ft 

... 

... 

... 

... 

SOURCE OF WATER 










PUBLIC SYSTEM OR PRIVATE COMPANY . . . . • 

* * * 

10 

6 

11 

5 

56 

• * . 

15 

6 

INDIVIDUAL WELL. 

35 

280 

29 

55 

20 

77 

11 

195 

72 

OTHER 

SEWAGE DISPOSAL 

11 

5 


53 

5 

21 


46 

65 

PUBLIC SEWER . . 

... 

5 

. • • 

• * . 

... 

5 

... 

. * • 

* . • 

SEPTIC TANK OR CESSPOOL* 

31 

275 

11 

70 

30 

128 

11 

239 

113 

other or none 

15 

15 

24 

49 

... 

21 

• . • 

17 

30 

HOME FOOD FREEZER 










1 OR MORE 

48 

199 

• • t 

36 

21 

91 

. • . 

87 

« . • 

97 

NONE . 

... 

80 

38 

42 

... 

17 

... 

58 
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Table 34. — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing Persons Year Moved into Unit 

Units, tor Counties: 1960 Persons per Room Rent Status 

[Based on sample; see text. Median not shown where base is less than 200] 
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Tabic 35. — Source of Water and Sewage Disposal, for Counties: 1960 

[Based on sample; see text] 




^ EXCLUDES units IN PLACES OF 50,000 INHABITANTS OR MORE I SEE TEXT. 


Table 36. — Characteristics of Housing Units With Nonwhite Household Heads, 
FOR Places With 100 to 400 Such Units: 1960 

[Data shown for places of 2,600 inhabitants or more. “U" denotes an unincorporated place] 


Tenure 

Condition and 
Plumbing 


Rooms 

Persons 

Persons per Room 


SUBJECT 

ELKO 

SUBJECT 

ELKO 

SUBJECT 

ELKO 

ALL OCCUPIED UNITS 

109 

ROOMS 


PERSONS 


TENURE 


1 ROOM 

10 

1 PERSON 

28 



2 ROOMS. .... 

33 

2 PERSONS 

33 

OWNER OCCUPIED 

26 

3 ROOMS 

32 

3 PERSONS 

11 

RENTER OCCUPIED 

84- 

4- ROOMS 

20 

4- PERSONS 

15 



6 ROOMS 

9 

5 PERSONS ! 

6 

CONDITION AND PLUMBING 


6 ROOMS 

2 

6 PERSONS OR MORE ' 

16 



7 ROOMS 

2 

MEDIAN. . 

2.3 

SOUND 

21 

8 ROOMS OR MORE 

1 



WITH ALL PLUMBING FACILITIES , . . . 

10 

MEDIAN 

2.9 

PERSONS PER ROOM 


LACKING SOME OR ALL FACILITIES . . . 

3 





DETERIORATING 

26 



0*90 OR LESS* <*»•••••••*• 

3‘t 

WITH ALL PLUMBING FACILITIES .... 

22 



0*51 TO 0*79* •«*«••«•«««* 

m 

LACKING SOME OR ALL FACILITIES . . . 

M- 



0*76 TO 1 *00* **•••«*•***• 

27 

dilapidated 

62 



1 *01 TO 1 •90* •••*«*•«**«• 

9 





1 *91 OR MORE* •*•«*•*•••«* 

26 
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Table 37. — Characteristics of Housing Units With Non white Household Heads, for SMS As 
AND Places With 400 to 2,000 Such Units: 1960 


[Data shown for places of 2, BOO Inhabitants or more. Some data based on sample ; see text. “U" denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 

Value 

Gross Rent 


SUBJECT 

RENO 

SMSA 

RENO 

CITY 

SUBJECT 

RENO 

SMSA 

RENO 

CITY 

ALL OCCUPIED UNITS 

B96 

498 

YEAR STRUCTURE BUILT 



TENURE 



1955 TO MARCH I960 

192 

SB 




1950 TO 1954 

81 

33 

OldNeR OCCUPIED 

355 

132 

1940 TO 1949 

87 

35 

RENTER OCCUPIED 

541 

366 

1939 OR EARLIER. 

533 

342 

CONDITION AND PLUMBING 



PERSONS 






1 PERSON 

163 

102 

SOUND 

562 

372 

2 PERSONS 

283 

156 

WITH ALL PLUMBING FACILITIES 

487 

317 

3 PERSONS 

115 

81 

LACKING SOME OR ALL FACILITIES 

75 

55 

4 PERSONS 

103 

49 

DETERIORATING 

214 

104 

5 PERSONS 

72 

38 

WITH ALL PLUMBING FACILITIES 

144 

87 

6 PERSONS 

74 

45 

lacking some or all FACILITIES • . • . . 

70 

17 

7 PERSONS 

31 

13 

DILAPIDATED • « . • 

U7 

22 

8 PERSONS OR MORE. .«.««• , 

52 

14 

water supply 



PERSONS PER ROOM 



HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

735 

489 

0.50 OR LESS 

229 

122 

only COLD PIPED WATER INSIDE STRUCTURE . , 

68 

9 

0.51 TO 0.75 

159 

94 

PIPED WATER OUTSIDE STRUCTURE 

34 

, , ■ 

0.76 TO 1,00 

237 

163 

NO PIPED WATER 

56 

• , * 

1.01 TO 1.50 .... 

109 

67 




1.51 OR MORE .... 

159 

52 

TOILET FACILITIES 









VALUE 



FLUSH TOILET, EXCLUSIVE USE 

686 

431 




FLUSH toilet, SHARED . 

72 

67 

OWNER OCCUPIED .... 

283 

115 

OTHER toilet FACILITIES OR NONE j 

135 


LESS THAN $5,000 

107 





$5,000 TO $9,900 

12 

*4 

BATHING FACILITIES 



$10,000 TO $14,900 

63 

30 




$15,000 TO $19,900 ' 

54 

48 

BATHTUB OR SHOWER, EXCLUSIVE USE 

678 

422 

$20,000 TO $24,900 

29 

23 

bathtub or SHOWER, SHARED 

77 

72 

$25,000 OR MORE ' 

18 

10 

NO bathtub OR SHOWER 

138 

4 







GROSS RENT | 



ROOMS 






1 ROOM 

88 

64 

RENTER OCCUPIED 

529 

366 

2 ROOMS, 

131 

68 

LESS THAN $20 • , .j 

... 

• ■ t 

3 ROOMS 

223 

113 

$20 TO 

10 

• ft 

4 ROOMS . . • • 

169 

84 

$30 TO 

. . • 

0 0 0 

5 ROOMS 

222 

127 

$40 TO j 

12 

12 

6 ROOMS 

33 

23 

$50 TO $59 . . • • 

31 

31 

7 ROOMS, . . • • 

14 

10 

$60 TO $79 ; 

144 

123 

B ROOMS OR MORE 

13 

9 

$80 TO ' 

152 

111 




$100 OR MORE 

126 

85 

UNITS IN structure 



NO CASH RENT 

54 

4 

I, INCL* TRAILER 

603 

248 





157 

122 




3 AND 

31 

31 




5 OR MORE 

104 

97 
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State and Small Areas 


Table 38. — Characteristics of Housing Units With Nonwhite Household Heads, for SMSA’s 
AND Places With 2,000 or More Such Units; I960 
[Some data based on sample; see text “U” denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Water Sujoply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Trailer 

Year Structure 
Built 
Persons 

Persons pet Room 


SUBJECT 

LAS VEGAS 
SMSA 

LAS VEGAS 
CITY 

SUBJECT 

LAS VEGAS 
SMSA 

LAS VEGAS 
CITY 

ALL OCCUPIED UNITS 

3 083 

2 645 

ROOMS 






1 ROOM ..... 

255 

221 

tenure 



2 ROOMS. . « 

667 

566 




3 ROOMS 

615 

535 

OWNER OCCUPIED 

1 220 

1 071 

4 ROOMS 

610 

485 

RENTER OCCUPIED 

1 B63 

1 574 

5 ROOMS 

708 

647 




6 ROOMS, 

125 

107 

CONDITION AND PLUMBING 



7 ROOMS. . 

69 

56 




6 ROOMS OR MORE. . 

31 

31 

OWNER OCCUPIED * * » . 

1 223 

1 067 

MEDIAN 

3,5 

3.5 

SOUND 

1 072 

951 




WITH ALL PLUMBING FACILITIES 

1 026 

914 

UNITS IN STRUCTURE 



LACKING SOME OR ALL FACILITIES 

46 

37 




DETERIORATING 

B9 

75 

ii DETACHED 

1 604 

1 388 

WITH ALL PLUMBING FACILITIES , 

41 

36 

li ATTACHED 

335 

233 

LACKING SOME OR ALL FACILITIES 

48 

39 


399 

387 

DILAPIDATED. • . • 

62 

41 

3 AND 4 

271 

250 




5 TO 9 . . 

144 

120 

RENTER OCCUPIED 

1 857 

1 581 

10 OR MORE 

iOB 

61 

SOUND 

1 457 

1 230 

TRAILER 

236 

201 

WITH ALL PLUMBING FACILITIES 

1 292 

1 Oai 




LACKING SOME OR ALL FACILITIES 

165 

149 

YEAR STRUCTURE BUILT 



DETERIORATING. 

253 

232 




WITH ALL PLUMBING FACILITIES 

89 

85 

ALL UNITS 

3 080 

2 648 

LACKING SOME OR ALL FACILITIES 

164 

147 

1959 TO MARCH 1960 

210 

174 

OILAPIOATED 

147 

119 

1955 TO 1958 

665 

581 




1950 TO 1954 • . • 

972 

892 

water supply 



1940 TO 1949 

661 

515 




1930 TO 1939 

304 

274 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

2 606 

a 256 

1929 OR earlier 

248 

212 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

366 

351 




PIPED WATER OUTSIDE STRUCTURE 

47 

16 

OWNER OCCUPIED 

1 223 1 

1 067 

NO PIPED water . 

39 

25 

1955 TO MARCH I960 

427 1 

363 




1950 TO 1954 . . 

415, 

401 

TOILET FACILITIES 



1940 TO 1949 

230 

174 




1939 OR EARLIER 

151 

129 

FLUSH toilet 1 EXCLUSIVE USE, ...... . 

2 617 

2 262 




FLUSH TO I let 1 SHARED 

274 

260 

PERSONS 



OTHER toilet FACILITIES OR NONE 

189 

126 

1 PERSON .... 

565 

460 




2 PERSONS . 

692 1 

622 

BATHING FACILITIES 



3 PERSONS 

528 

414 




4 PERSONS. ... 

333 

269 

BATHTUB OR SHOWER 1 EXCLUSIVE USE 

2 579! 

2 220 

5 PERSONS. ... 

293 1 

258 

BATHTUB OR SHOWER 1 SHARED. 

197 

183 

6 PERSONS 

217 

199 

NO BATHTUB OR SHOWER 

304 

245 

7 PERSONS 

139, 

131 




8 PERSONS OR MORE 

313 

295 




median ..... 

3.0 

3.1 




PERSONS PER ROOM 






0.50 OR LESS 

672 

571 




0.51 TO 0.75 ..... 

520 

400 




0.76 TO 1.00 

790 

673 




l.OI TO 1.50 

480 

422 




1.51 OR MORE 

618 

582 


Table 39. — Financial Characteristics of Housing Units With Nonwhite Household Heads, 
TOR SMSA’s AND Places With 2,000 or More Such Units: 1960 
[Based on sample; see text. “U" denotes an unincorporated place. Minus (— ) after number indicates median below that number] 


Value 
Gross Rent 


SUBJECT 

LAS VEGAS 

SMSA 

LAS VEGAS 
CITY 

SUBJECT 

LAS VEGAS 

SMSA 

LAS VEGAS 
CITY 

ALL OCCUPIED UNITS 

5 083 

2 645 

GROSS RENT 



VALUE 



RENTER OCCUPIED 

1 857 1 

1 581 




LESS THAN *20 

• 4 4 

4 4 4 

OWNER OCCUPIED 

929 

830 

*20 TO *29 

9 

9 

LESS THAN *5,000 ! 

112 

1 04 

*30 TO *39 . . . . 

55 ! 

55 

*5,000 TO *7,400 i 

75 

48 

*40 TO *49 , , . . 

108 

96 

*7,500 TO *9,900 

51 

38 

*50 TO *59 

219 , 

171 

*1 0,000 TO *12,400 

313 

293 

*60 TO *69 

268 ' 

259 

*12,500 TO *14,900 

207 

198 

*70 TO *79 

288 

249 

*15,000 TO *17,400 

56 

47 

*80 TO *99 

375 

341 

*17,500 TO *1 9,900 

53 

49 

*100 TO *119 

252 

219 

*20,000 TO *24,900 

27 

23 

*120 TO *149 

150 

128 

*25,000 TO *34,900 

24 

19 

*150 TO 4199 

24 

8 

*35,000 OR MORE 

11 

11 

*200 OR MORE 

. 4 4 

4 * 4 




NO CASH RENT 

109 

46 

MEDIAN DOLLARS . 

11 800 

11 900 







MEDIAN .4 DOLLARS . 

77 

77 


APPENDIX 


Tabic A-1.— Percent of Allocation for Nonresponse or Inconsistency, for the State, by Size op Place: 1960 

[Leadors (• • ^ indicate that the item is not applicable or tliat it is not published in this report for the given areas. The base on which the percentage is computed is expressed aa a code which appears in 

the firet column. The legend for the codes follows the table] 


SUBJECT 

BASE 

(code) 

THE 

STATE 

I INSIDE SM5A 

■s 

OUTSIDE 

SMSA'S 

PLACES OF 1,000 TO 50,000 INHABITANTS 

TOTAL 

PLACES OF 
50,000 
INHABIT- 
ANTS 

OR MORE 

BALANCE 

25,000 

TO 

50,000 

10,000 

TO 

25,000 

2,500 

TO 

1 0,000 

1,000 

TO 

2,500 

OCCUPANCY CHARACTERISTICS 











tenure 

2 

1.9 

2.0 

2.3 

1 .6 

1.3 

... 


1.3 

1.2 

YEAR MOVED INTO UNIT 

2 


3*9 

4*2 

3.6 

1 .8 

... 

5.1 

1 .8 

... 

VACANCY STATUS* 











FOR SALE ONLY 

4 

12.3 

9.9 

7-3 

13.7 

18.1 

. . « 

2.5 

9.2 

\ 3.3 

FOR RENT. . . . . 

5 

9.5 

15.8 

12.8 

20.7 

2.1 

• « • 

8.1 

2.6 

J 

OTHER * 

6 

2.5 

3*7 

4.1 

3.1 

1 .8 

. • • 

4.9 

2.4 

... 

DURATION OF VACANCY 

3 

28.^ 

38.4 

36.9 

40.9 

15.5 

... 

« • B 

* . • 

* « • 

STRUCTURAL CHARACTERISTICS 











BASEMENT. . . 

1 

5o1 

5.4 

4.6 

6.5 

4.3 


4.9 



BEDROOMS. ...... 

1 

8.6 

8.5 

9.4 

7.5 

9.0 


6.5 

... 

. • * 

ROOMS 

1 

1 .5 

1 .6 

1 .6 

1.5 

1 .5 


1 .0 

1 .4 

0.9 

TRAILERS* ON PERMANENT FOUNDATION OR MOBILE . 

7 

5.7 

5.8 

5.0 

6.1 

5.2 


... 

• . . 

... 

UNITS IN STRUCTURE 

1 

2.H 

2.6 

2.9 

2.2 

1.9 


2.1 

2.0 

• . • 

YEAR STRUCTURE BUILT 

1 

4-. 9 

5.2 

4.9 

5.6 

4.3 


5.7 

4.5 

. • . 

CONDITION AND PLUMBING FACILITIES 











BATHING FACILITIES 

1 

1.6 

1 .5 

1 .6 

1.4 

1 .7 


1.0 

1 .4 

« • • 

BATHROOMS 

1 

5.8 

5.5 

5.5 

5.5 

6.5 


4.4 

5.6 

• « . 

CONDITION OF UNIT 

1 

1.2 

1.1 

1 .1 

1 .2 

1*3 


1.0 

0.8 

0.8 

SEWAGE DISPOSAL 

1 

3.2 

... 

. • . 

... 



2.7 

2.6 

... 

SOURCE OF WATER 

1 

3.0 

... 


... 

. . * 


2.7 

2.4 

... 

TOILET FACILITIES 

1 

1.5 

1 .5 

1 .5 

1 .4 

1 ,6 

... 

1.1 

1*3 

• , . 

WATER SUPPLY 

1 

1.9 

1.9 

2.2 

1 .4 

1 .7 


0.8 

1,9 


EQU 1 PMENT 











AIR CONDITIONING 

2 

4..0 

4.6 

4.9 

4.1 

2.5 

... 




AUTOMOBILES AVAILABLE 

2 

6.7 

7.4 

8.4 

5.8 

5.0 

... 




CLOTHES DRYER 

2 


5.0 

5.7 

4.1 

3.0 





CLOTHES WASHING MACHINE 

2 

3*3 

3.7 

4.2 

2.9 

2.4 





HEATING EQUIPMENT 

1 

3. If 

3.5 

3*5 

3.6 

3.2 


3.‘o 



HOME FOOD FREEZER 

2 

6.0 

6.7 

7.3 

5.8 

3.8 





RADIO SETS 

2 

H.O 

4.4 

5.2 

3.3 

2.9 





TELEPHONE AVAILABLE 

2 

3*6 

3.B 

4.2 

3*3 

3*1 





TELEVISION SETS 

2 

4-. 3 

4.7 

5.5 

3*6 

3*2 





FUELS 











COOKING FUEL 

2 

5.0 

5.2 

6.9 

3*0 

4.2 

1 


• . » 

... 

HEATING FUEL 

2 

5.8 

6.3 

7.5 

4,5 

‘f.3 

... 

... 

... 

... 

WATER HEATING FUEL 

2 

8.0 

7.2 

8.1 

5.9 

10.3 


. . . 

• • • 

. . . 

FINANCIAL CHARACTERISTICS 











CONTRACT RENT 

8 

7.9 

7.5 

6,1 

10.0 

9.2 

... 

8.5 

6.7 


VALUE 

9 

3*5 

3.4 

3.4 

3*5 

3.7 

... 

2.7 

2.5 

3*9 


CODE BASE 

1 ALL HOUSING UNITS 

2 OCCUPIED HOUSING UNITS 

3 VACANT AVAILABLE FOR RENT OR SALE 

H VACANT AVAILABLE FOR SALE ONLY 

5 VACANT AVAILABLE FOR RENT 

6 VACANT YEAR-ROUND UNITS OTHER THAN AVAILABLE UNITS 

7 OCCUPIED TRAILERS 

8 RENTER-OCCUPIED AND VACANT AVAI LABLE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 

9 OWNER-OCCUPIED AND VACANT AVAI LABLE-FOR-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 
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URBANIZED AREAS— NEVADA 


ILAS VEGASi 


Las Vegas 



Miles 

0 12 3 4 




IrenoI 


I Verdi 


L__J- 


CLARK CO. 


Reno 


Sparks 



WASHOE CO. 


COMPONENTS OF URBANIZED AREA 
Incorporated Places 
f ^ ] Unincorporated Area 


BOUNDARY SYMBOLS 
— State Line 

— County Line 

Minor Civil Division Line 


Maps showing boundsriea in detail are available at coat on request to the Bureau of the Cea 
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New Hampshire 


Table 1. — Selected Characteristics, for the State, Standard Metropolitan Statistical Areas, 

AND Places of 10,000 Inhabitants or More: I960 

[Some data based on sample; see text. “U" denotes an unincorporated place. "UT^’ denotes an urban town. Plus (+) or minus (-) after number indicates median above or below that 

number. Percent not shown where leas than 0.1] 


AREA 


ALL HOUSING UNITS 




OCCUPIED 

HOUSING UNITS 




VACANCY RATE 

TOTAL 

NUMBER 

MEDIAN 

NUM- 

BER 

OF 

ROOMS 

PERCENT-- 

1 

TOTAL 1 

NUMBER 

i 

MEDIAN 

num- 

ber 

OF 

PER- 

SONS 

PERCENT— 

OWNER 

MEDIAN 

VALUE 

(DOL- 

LARS) 

RENTER 

MEDIAN 

GROSS 

RENT 

(DOL- 

LARS) 

HOME- 

OWNER 

RENTAL 

IN 

ONE- 

HOUS- 

ING 

UNIT 

STRUC- 

TURES 

IN 

STRUC- 

TURES 

BUILT 

1950- 

1960 

SOUND f 
WITH 
ALL 

PLUMB- 

ING 

FACIL- 

ITIES 

WITH 
! 1,01 
lOR MORE 

[persons 

PER 

1 ROOM 

MOVED 

IN 

DUR- 

ING 

1958- 

1960 

OCCU- 

PIED 

BY 

NON- 

WHITE 

OWNER 

OCCU- 

PIED 

RENTER 

OCCU- 

PIED 

THE STATE 

224 440 

5,2 

72.9 

18,1 

72.8 

ISO 020 

2.9 

I 

1 7.4 

27.3 

0.3 

65.1 

34*9 

10 700 

65 

1.7 

6. 1 

URBAN 

113 368 

5.0 

55.2 

16.5 

00.3 

106 441 

2.8 

1 7,1 

29.2 

0,4 

55.5 

44.5 

11 700 

66 

1.2 

5.7 

RURAL 

ill 072 

5,4 

91,1 

19,7 

65,2 

73 579 

3.0 

1 7.8 

24,7 

0.1 

79.1 

20.9 

9 100 

63 

2.2 

7.3 

NONFARM 

105 907 

5.3 

91.0 

20.4 

65, 1 

68 414 

3.0 

a.o 

25,7 

0,1 

78.2 

21.8 

9 100 

63 

2,4 

7.5 

OCCUPIED FARM 

5 165 

7,3 

93.3 

7,0 

67.4 

5 165 

3.2 

j 4.9 

10.7 

0.2 

90.9 

9.1 

... 

... 

... 

1 

INSIDE SMSAtS 

35 821 

5.0 

50.4 

20,2 

78.9 

33 011 

2.6 

7.3 

27.0 

0.3 

55.1 

44.9 

11 800 

62 

1,3 

4.3 

IN CENTRAL CITIES. . , . 

28 903 

5.0 

40.0 

15,2 

80.1 

27 625 

2.7 

1 7.1 

26.6 

0,3 

49.3 

50,7 

11 900 

1 61 

0.9 

1 4.4 

NOT IN CENTRAL CITIES. . 

6 916 

5.0 

94.0 

41.0 

74.2 

5 386 

3,2 

8.4 

29.0 

0.2 

84.7 

15.3 

11 SOO 

1 76 

2,6 

2.7 

OUTSIDE SMSA'S 

188 619 

5.3 

77.2 

17.7 

71.7 

147 009 

2.9 

7.4 

27,4 

0.3 

67.4 

32.6 

10 500 

67 

1.8 

6.6 

STANDARD METROPOLITAN 

















STATISTICAL AREAS 

















LAWRENCE-HAVERHILL . . . . 

63 039 

5.2 

49.5 

‘4.5 

77.6 

58 655 

2.9 

5. a I 

23.5 

0.4 

52.2 

47.8 

13 500 

66 

1.2 

1 5.1 

STATE PORTION. 

4 716 

4,9 

96.7 

46.5 

72.1 

3 549 

3,1 

7.3i 

32.7 

. * • 

85.3 

14,7 

11 900 

81 

3.0 

! 2.2 

MANCHESTER 

31 105 

5.0 

43..4 

16.2 

80.0 

29 462 

2.8 

7.3 

26.3 

0,3 

51.4 

48.6 

11 800 

61 

1.0 

4,4 

1 

PLACES 

















BERLIN 

5 646 

4.7 

38.5 

1 11.6 

79.9 

5 368 

2.9 

10.2 

22.7 

... 

53.7 

46.3 

10 600 

52 

0.6 

6.6 

CLAREMONT 

4 743 

5.0 

55.8 

1 12.8 

79.3 

4 257 

3,0 

8.5 

27.3 

0,3 

58.1 

41.9 

10 200 

68 

1.9 

12.5 

CONCORD. ... 

8 914 

5.4 

60.7 

10.1 

80.0 

a 378 

2,7 

4.91 

26.0 

0.3 

59.1 

40.9 

10 700 

71 

1.2 

4,4 

DOVER. . . 

5 852 

5.3 

72.6 

24*1 

82.9 

5 597 

3.0 

7.91 

31.7 

0. 1 

59.8 

40,2 

12 BOO 

71 

1.4 

4.4 

KEENE 

5 943 

5,2 

64.0 

15.1 

74.3 

5 569 

2.8 

4,7 

31.4 

. . • 

59.4 

40.6 

12 300 

71 

1.4 

6.1 

LACONIA 

5 245 

5.0 

61.6 

12.0 

86.4 

4 558 

2.7 

5,4 

31.2 

0.3 

56.7 

43.3 

11 300 

68 

1.6 

6.1 

MANCHESTER 

28 903 

5.0 

40.0 

15.2 

60.1 

27 625 

2.7 

7.1 

26.6 

0,3 

49.3 

50.7 

11 900 

61 

0,9 

4.4 

NASHUA 

12 256 

5.0 

51.5 

1 17. B 

82.1 

11 807 

2.9 

7.3i 

2&«4 

0.2 

54.2 

45.0 

12 900 

66 

1,6 

2.9 

PORTSMOUTH 

8 080 

4.9 

52.0 

27.6 

83.5 

7 433 

3,2 

9,6 

45.7 

3.7| 

46,9 

53.1 

13 300 

03 

1.1 

10.9 

ROCHESTER 

5 279 

5.1 

74,7 

' 18.4 

84.7 

4 947 

2,8 

6.2 

27.2 

... 

63.2 

36.8 

11 100 

67 

O.S 

5.8 
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Table 2. — ^Tenure, Vacancy Status, and Condition and Plumbing Facilities, for the State, 
Inside and Outside SMSA’s, Urban and Rural: I960 
[Some data based on sample; see text] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Baching Fac. 


SUBJECT 

THE STATE 

URBAN! 

total 

RURAL 

total 

INSIDE 

SMSA’S 

OUTSIDE 

SMSA’S 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

ALL HOUSING UNITS « . . 

224 440 

35 021 

188 619 

113 368 

111 072 

105 907 

5 165 

TENURE! COLOR* AND VACANCY 








STATUS 








OCCUPIED . . . . 

180 020 

33 on 

147 009 

106 441 

73 579 

68 414 

5 165 

OWNER OCCUPIED 

117 232 

10 178 

99 054 

59 051 

50 101 

53 486 

4 695 

PERCENT OF ALL OCCUPIED 

65.1 

55.1 

67,4 

55.5 

79.1 

78.2 

90,9 

WHITE 

117 007 

18 153 

98 934 

58 951 

58 136 

53 449 

4 687 

NONWHITE 

145 

25 

120 

100 

45 

37 

8 

RENTER OCCUPIED .*.•••• 

62 788 

14 833 

47 955 

47 390 

15 398 

14 926 

470 

WHITE 

62 411 

14 771 

47 640 

47 034 

15 377 

14 907 

470 

NONWHITE 

377 

62 

315 

356 

21 

21 

... 

VACANT 

44 420 

2 810 

41 610 

6 927 

37 493 

37 493 

. . 4 

YEAR ROUND 

12 830 

1 560 

11 270 

5 419 

7 411 

7 411 

... 

SOUND OR DETERIORATING 

11 264 

1 354 

9 910 

4 746 

6 510 

6 518 

• • 0 

AVAILABLE 

6 093 

912 

5 181 

3 593 

2 500 

2 500 

• 10 

FOR SALE ONLY 

2 031 

245 

1 786 

742 

1 289 

1 289 

• • ■ 

HOMEOWNER VACANCY RATE. . 

1.7 

1.3 

1.8 

1.2 

2,2 

2.4 

• 00 

FOR RENT. 

4 062 

667 

3 395 

2 asi 

1 211 

1 211 

0 0 0 

RENTAL VACANCY RATE 

6.1 

4,3 

6.6 

5.7 

7,3 

7.5 


RENTED OR SOLDi AWAITING OCCUPANCY. . . 

712 

89 

623 

290 

422 

422 

0 0 0 

HELD FOR OCCASIONAL USE 

2 292 

212 

2 080 

208 

2 084 

2 084 

... 

HELD FOR OTHER REASONS . . 

2 167 

141 

2 026 

655 

1 512 

1 512 

0 0 0 

dilapidated 

1 566 

206 

1 360 

673 

893 

893 

0 0 0 

SEASONAL. ... 

31 590 

1 250 

30 340 

1 508 

30 082 

30 082 

0 0 0 

CONDITION AND PLUMBING 








ALL UNITS 

224 404 

35 785 

188 619 

113 332 

111 072 

105 907 

5 165 

SOUND 

184 935 

30 608 

154 327 

95 871 

89 064 

85 174 

3 890 

WITH ALL PLUMBING FACILITIES 

163 488 

28 277 

135 211 

91 071 

72 417 

68 936 

3 4Bl 

LACKING ONLY HOT WATER . . . 

4 261 

689 

3 372 

1 330 

2 931 

2 837 

94 

LACKING OTHER PLUMBING FACILITIES • . . . . 

17 186 

1 442 

15 744 

3 470 

13 716 

13 401 

315 

DETERIORATING 

30 034 

4 199 

25 835 

13 797 

16 237 

15 189 

1 048 

WITH ALL PLUMBING FACILITIES 

19 589 

3 023 

16 566 

10 735 

B 854 

8 099 

755 

LACKING ONLY HOT WATER . . . • 

2 211 

564 

1 647 

971 

1 240 

1 173 

67 

LACKING OTHER PLUMBING FACILITIES 

8 234 

612 

7 622 

2 091 

6 143 

5 917 

226 

DILAPIDATED 

9 435 

970 

8 457 

3 664 

5 771 

5 544 

227 

OWNER OCCUPIED. ... 

117 232 

18 178 

99 054 

59 051 

5B 181 

53 4B6 

4 695 

SOUND 

101 502 

16 795 

84 787 

53 759 

47 823 

44 242 

3 581 

WITH ALL PLUMBING FACILITIES 

96 491 

16 467 

80 024 

52 830 

43 661 

40 431 

3 230 

LACKING SOME OR ALL FACILITIES. ...... 

5 091 

328 

4 763 

929 

4 162 

3 811 

351 

DETERIORATING * 

12 448 

1 195 

11 25? 

4 356 

8 092 

7 159 

933 

WITH ALL PLUMBING FACILITIES. ....... 

8 918 

1 002 

7 916 

3 694 

5 224 

4 530 

694 

LACKING SOME OR ALL FACILITIES 

3 530 

193 

3 337 

662 

2 668 

2 629 

239 

DILAPIDATED 

3 202 

186 

3 014 

936 

2 266 

2 085 

181 

RENTER OCCUPIED ..... 

62 788 

14 833 

47 955 

47 390 

15 398 

14 92B 

470 

SOUND 

48 597 

11 852 

36 745 

37 458 

11 139 

10 B30 

309 

WITH ALL PLUMBING FACILITIES 

43 906 

10 718 

33 188 

34 299 

9 607 

9 356 

251 

LACKING SOME OR ALL FACILITIES 

4 691 

1 134 

3 557 

3 159 

1 532 

1 474 

56 

DETERIORATING . 

11 182 

2 419 

8 763 

7 973 

3 209 

3 094 

115 

WITH ALL PLUMBING FACILITIES 

8 050 

1 749 

6 301 

6 137 

1 913 

1 852 

61 

LACKING SOME OR ALL FACILITIES . 

3 132 

670 

2 462 

1 836 

1 296 

1 242 

54 

OILAPIOATED 

3 009 

562 

2 447 

1 959 

1 050 

1 004 

46 

VACANT AVAILABLE FOR SALE 

2 031 

245 

1 786 

742 

1 289 

1 289 

, >. 

WITH ALL PLUMBING FACILITIES 

1 641 

211 

1 430 

672 

969 

969 

. . . 

lacking SOME OR ALL FACILITIES , 

390 

34 

356 

70 

320 

320 

... 

VACANT AVAILABLE FOR RENT 

4 062 

667 

3 395 

2 851 

1 211 

1 211 

... 

WITH ALL PLUMBING FACILITIES 

2 971 

433 

2 538 

2 160 

811 

Bll 

. . . 

LACKING SOME OR ALL FACILITIES . . 

1 091 

234 

857 

691 

400 

400 

... 

ALL HOUSING UNITS 

224 440 

35 821 

188 619 

113 368 

111 072 

105 907 

5 165 

WATER supply 








HOT AND COLD PIPED WATER INSIDE STRUCTURE . . 

193 886 

32 552 

161 334 

106 863 

87 023 

82 515 

4 508 

ONLY COLD PIPED WATER INSIDE STRUCTURE. . . . 

21 854 

2 685 

19 169 

5 934 

15 920 

15 420 

500 

PIPED WATER OUTSIDE STRUCTURE . , 

646 

* . . 

646 

50 

588 

568 

20 

NO PIPED water 

5 018 

540 

7 470 

477 

7 541 

7 404 

137 

TOILET FACILITIES 








flush TOILETi EXCLUSIVE USE 

205 007 

34 187 

170 900 

109 555 

95 532 

90 937 

4 595 

FLUSH TOILET, SHARED 

3 638 

855 

2 783 

2 645 

993 

928 

65 

OTHER toilet FACILITIES OR NONE 

15 679 

743 

14 936 

1 132 

14 547 

14 042 

505 

BATHING facilities 








BATHTUB OR SHOWER, EXCLUSIVE USE. 

194 841 

33 499 

161 342 

106 600 

88 241 

03 732 

4 509 

BATHTUB OR SHOWER, SHARED 

3 792 

826 

2 966 

2 709 

1 083 

1 002 

81 

NO bathtub or SHOWER 

25 771 

1 460 

24 311 

4 023 

21 748 

21 173 

575 


New Hampshire 
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Table 3. — Bathrooms, Rooms, akd Bedrooms, for the State, Inside and Outside SMSA’s, 

Urban and Rural: 1960 
[Some data based on sample; see text] 


Bathrooms 

Rooms 


Bedrooms 


SUBJECT 


BATHROOMS 


ALL UNITS • . 

1 . • « 

1 PLUS partial. . . 

2 OR MORE 

SHARED OR NONE. . . 

OWNER OCCUPIED, 



MORE THAN 1 . . . . 
SHARED OR NONE, . . 

RENTER OCCUPIED 

1 

MORE THAN 1 , . , , 
SHARED OR NONE. . . 


ROOMS 


ALL UNITS 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS • . 

6 ROOMS , • , 

7 ROOMS 

B ROOMS OR MORE 

MEDIAN, ... 

OWNER OCCUPIED 

1 ROOM 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN 

RENTER OCCUPIED 

1 ROOM 

2 ROOMS 

3 ROOMS . 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN. . , 

VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS 

4 ROOMS 

5 ROOMS ... 

6 ROOMS 

7 ROOMS OR MORE 

MEDIAN 

VACANT AVAILABLE FOR RENT 

1 ROOM 

2 ROOMS . . 

3 ROOMS 

4 ROOMS 

5 ROOMS OR MORE 

MEDIAN 


BEDROOMS 


all units . . 

NONE . • 





3 

4 OR MORE 

OWNER OCCUPIED. 

0 AND 1 





4 OR MORE 

RENTER OCCUPIED 

NONE 





3 OR MORE 


THE STATE 

URBAN t 

TOTAL 

INSIDE 

SMSAiS 

OUTSIDE 

SMSA'S 

TOTAL 

224 420 

35 801 

laa 619 

113 348 

161 553 

28 039 

133 514 

90 735 

14 019 

2 307 

11 712 

7 796 

11 325 

1 421 

9 904 

5 122 

37 523 

4 034 

33 489 

9 695 

117 237 

18 184 

99 053 

59 056 

85 796 

14 272 

71 524 

45 873 

20 819 

3 336 

17 483 

11 170 

10 622 

576 

10 046 

2 005 

62 783 

14 827 

47 956 

47 305 

50 678 

12 353 

38 325 

39 953 

2 636 

370 

2 266 

1 527 

9 469 

2 104 

7 365 

5 905 

224 404 

35 785 

188 619 

113 332 

5 031 

809 

4 222 

2 533 

7 007 

1 194 

5 813 

3 401 

20 151 

3 235 

16 916 

10 768 

45 551 

6 080 

37 471 

24 530 

49 373 

9 960 

39 413 

28 073 

42 123 

7 100 

35 023 

22 713 

24 514 

2 921 

21 593 

11 180 

30 654 

2 486 

28 166 

10 134 

5.2 

5.0 

5,3 

5.0 

117 232 

18 178 

99 054 

59 051 

370 

29 

341 

72 

1 091 

77 

1 014 

313 

3 937 

412 

3 525 

1 350 

17 099 

3 116 

13 983 

9 020 

26 247 

5 099 

21 148 

14 960 

28 439 

4 942 

23 497 

16 065 

18 029 

2 307 

15 722 

B 879 

22 020 

2 196 

19 824 

8 392 

5.8 

5.6 

5.9 

5,7 

62 788 

14 833 

47 955 

47 390 

2 527 

620 

1 907 

1 9B9 

3 257 

957 

2 300 

2 649 

10 571 

2 340 

B 231 

8 269 

17 397 

3 977 

13 420 

13 594 

14 936 

4 227 

10 709 

11 687 

a 125 

1 949 j 

6 176 

5 925 

3 114 

523 1 

2 591 

1 958 

2 861 

240 

2 621 

1 319 

4.4 

4.4 

4.4 

4.3 

2 031 

245 

1 786 

742 

136 

13 

123 

43 

322 

42 

280 

142 

550 

108 

450 

261 

344 

50 

294 

131 

671 

32 

639 

165 

5.5 

5.1 

5.6 

5.2 

4 062 

667 

3 395 ^ 

2 851 

429 

128 

301 

321 

321 

64 

257 

233 

869 

118 

751 

617 

1 194 

170 

1 024 

900 

1 249 

187 

1 062 

780 

3.8 

3.6 

3.9 

3.8 

224 202 

35 655 

188 547 

113 130 

6 583 

1 0B4 

5 499 

3 302 

31 028 

5 266 

25 762 

17 196 

71 319 

13 730 

57 589 

38 611 

68 384 

11 194 

57 190 

35 968 

46 888 

4 381 

42 507 

18 053 

117 196 

13 183 

99 015 

59 061 

8 147 

990 

7 157 

3 488 

32 667 

6 671 

25 996 

17 793 

45 012 

7 567 

37 645 

24 195 

31 372 

3 155 

28 217 

13 585 

62 822 

14 828 

47 994 

47 380 

3 307 

924 

2 383 

2 641 

15 481 

3 516 

11 965 

12 367 

23 S96 

6 076 

17 520 

18 234 

20 438 

4 312 

16 126 

14 130 


RURAL 


TOTAL 


III 072 
70 818 
6 223 
6 203 
27 828 

58 181 
39 923 
9 641 
8 617 

IS 398 
10 725 
1 109 
3 564 


111 072 

2 496 

3 606 

9 303 

21 021 

21 300 

19 410 

13 334 

20 520 
5.4 

58 181 
298 
778 

2 587 

8 079 

11 287 

12 374 

9 150 

13 628 

6.0 

15 398 
538 
608 

2 302 

3 803 

3 249 

2 200 

1 156 

1 542 

4.6 

1 289 
93 
180 
297 
213 
506 
5.8 

1 211 
108 
8B 
252 
294 
469 
4.0 


111 072 

3 281 

13 832 
32 708 
32 416 
28 835 

58 137 

4 659 

14 874 
20 817 
17 787 

15 442 
666 

3 114 

5 362 

6 300 


NONFARM 


105 965 
67 499 
5 788 
5 689 
26 989 

53 561 
36 877 
8 748 
7 936 

14 911 
10 452 
1 053 
3 406 


105 907 

2 465 

3 584 
9 271 

20 636 
20 690 
18 623 
12 523 
18 115 
5,3 

53 486 
286 
761 

2 515 

7 798 

10 747 

11 632 

8 412 
11 335 

5.9 

14 928 
517 
603 
2 262 

3 699 
3 179 
2 155 
1 083 
1 430 

4.6 

1 289 
93 
180 
297 
213 
506 
5.8 

1 211 
108 
83 
252 
294 
469 
4.0 


105 657 

3 220 

13 621 
32 034 
31 120 
25 662 

53 116 

4 445 

14 293 
19 629 

14 749 

15 048 
644 

3 078 

5 269 

6 057 


OCCUPIED 

FARM 


5 107 

3 319 
435 
514 
839 

4 620 
3 046 

893 

681 

487 

273 

56 

158 


5 165 
33 
22 
112 
385 
610 
787 
BIl 
2 405 

7.3 

4 695 
12 
17 

72 
261 
540 
742 
730 

2 293 

7.4 

470 

21 

5 

40 

104 

70 

45 

73 
112 

5.4 


5 415 
61 
211 
674 
1 296 
3 173 

5 021 
214 
581 
1 IBS 
3 038 

394 

22 

36 

93 

243 
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Table 4. — Structural Characteristics and Heating Equipment, for the State, Inside and 
Outside SMSA’s, Urban and Rural: I960 
[Based on sample; see text} 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 

THE STATE 

URBAN f 
TOTAL 

rural 

TOTAL 

INSIDE 

SMSA»S 

OUTSIDE 

SMSA’S 

total 

NONFARM 

OCCUPIED 

FARM 

units in structure 








ALL UNITS . . . . 

224 420 

35 801 

168 619 

113 348 

111 072 

105 965 

5 107 

li DETACHED 

151 683 

16 777 

134 906 

55 965 

95 718 

91 144 

4 574 

li ATTACHED • . « • 

9 137 

966 

a 171 

5 576 

3 561 

3 376 

185 


24 992 

5 542 

19 450 

19 569 

5 423 

5 184 

239 

3 AND 4 

20 400 

6 673 

13 727 

17 547 

2 B53 

2 017 

36 

5 OR MORE . 

15 312 

5 519 

9 793 

13 703 

1 609 

1 598 

11 

TRAILER* 








ON PERMANENT FOUNDATION 

480 

54 

426 

101 

379 

365 

14 

MOBILE 

2 416 

270 

2 146 

887 

1 529 

1 481 

48 

OWNER OCCUPIED 

117 237 

18 184 

99 053 

59 056 

58 181 

53 561 

4 620 

If DETACHED 

97 588 

13 600 

83 908 

45 295 

52 293 

48 048 

4 245 

if ATTACHED 

3 076 

405 

2 671 

1 740 

1 336 

1 194 

142 


9 235 

2 164 

7 071 

7 173 

2 062 

1 908 

154 

3 AND 

3 707 

1 380 

2 327 

3 145 

562 

541 

21 

5 OR MORE ........ 

940 

262 

670 

791 

149 

149 

1 . . 

TRAILER 

2 691 

293 

2 398 

912 

1 779 

1 721 

58 

RENTER OCCUPIED 

62 783 

14 827 

47 956 

47 385 

15 398 

14 911 

487 

If DETACHED 

15 839 

1 300 

14 539 

7 777 

0 062 

7 733 

329 

if ATTACHED 

5 183 

528 

4 655 

3 573 

1 610 

1 567 

43 


13 740 

3 127 

10 613 

11 141 

2 599 

2 514 

85 

3 AND 4 . 

15 131 

4 930 

10 201 

13 214 

1 917 

1 902 

15 

5 TO 9 

8 489 

3 108 

5 381 

7 653 

836 

825 

11 

ID TO 19 

2 496 

848 

1 648 

2 308 

188 

188 

« . . 

20 TO 

1 288 

503 

705 

1 236 

52 

52 

• « . 

50 OR MORE. • . . 

412 

372 

40 

407 

5 

5 

• • I 

trailer 

205 

31 

174 

76 

129 

125 

4 

VACANT AVAILABLE FOR RENT 

4 055 

708 

3 347 

2 858 

1 197 

1 197 

« « « 


970 

40 

922 

400 

570 

570 

• « 4 

2 TO 4 

1 938 

431 

1 507 

1 518 

420 

420 


5 TO 9. . . 

726 

93 

635 

606 

122 

122 

• * • 

10 OR MORE 

419 

136 

283 

334 

85 

85 


YEAR STRUCTURE BUILT 








ALL UNITS 

224 404 

35 705 

188 619 

113 332 

ill 072 

105 907 

5 165 

1959 TO MARCH 1960 

4 953 

817 

4 136 

2 244 

2 709 

2 656 

1 53 

1955 TO 1958 

17 332 

2 934 

14 398 

8 517 

8 815 

8 685 

130 

1950 TO 1954 

18 351 

3 409 

14 662 

7 946 

10 405 

10 229 

176 

1940 TO 1949 

21 920 

3 170 

18 750 

8 979 

12 941 

12 619 

1 322 

1930 TO 1939 .1 

18 491 

2 305 

16 166 

7 662 

10 829 

10 524 

305 

1929 OR EARLIER 

143 357 

23 070 

120 287 

77 984 

65 373 

61 194 

' 4 179 

OWNER OCCUPIED 

117 232 

10 179 

99 054 

59 051 

58 181 

53 486 

4 695 

1955 TO MARCH 1960. 

15 774 

2 947 

12 827 

8 301 

7 473 

7 303 

1 170 

1950 TO 1954 

12 075 

2 670 

9 405 

6 490 

5 585 

5 426 

1 159 

1940 TO 1949 . , 

11 967 

2 120 

9 047 

6 083 

5 884 

5 600 

! 284 

1939 OR EARLIER 

77 416 

10 441 

66 975 

38 177 

39 239 

35 157 

4 082 

ALL HOUSING UNITS 

224 440 

35 821 

188 619 

113 368 

111 072 

105 907 

5 165 

BASEMENT 








BASEMENT 

186 534 

32 978 

! 

' 153 556 

105 009 

01 525 

76 016 

4 709 

CONCRETE Slab 

6 091 

687 

5 404 

3 089 

3 002 

2 922 

80 

OTHER . 

31 795 

2 136 

' 29 659 

5 250 

26 545 

26 227 

1 318 

HEATING EQUIPMENT 



1 





STEAM OR HOT WATER. .... 

85 987 

10 377 

67 610 

57 153 

28 834 

27 555 

1 279 

WARM AIR FURNACE 

60 111 

6 965 

53 146 

27 873 

32 238 

30 238 

2 000 

FLOORi WALUf OR PIPELESS • FURNACE . 

9 810 

040 

8 970 

3 145 

6 665 

6 264 

401 

BUILT-IN electric UNITS 

213 

28 

185 

96 

117 

117 

. • • 

OTHER MEANS WITH FLUE 

62 341 

8 684 

53 657 

23 246 

39 095 

37 662 

1 433 

OTHER MEANS WITHOUT FLUE. . 

2 21B 

350 

1 868 

1 197 

1 021 

981 

40 


3 724 

541 

3 183 

622 

3 102 

3 090 

12 
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New Hampshire 


Xable 5 . — Occupancy Characteristics, for the State, Inside and Outside SMSA’s, 
Urban and Rural: I960 
[Based on sample; see text] 


Population Persons per Room 

Persons Year Moved into Unir 


SUBJECT 


POPULATION 


POPULATION IN HOUSING UNiTSi I960 

PER OCCUPIED UNIT 

OWNER 

RENTER 

POPULATION IN DWELLING UNITS, 1950 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS. 


PERSONS 


owner OCCUPIED 

1 PERSON 

2 PERSONS .... 

3 PERSONS .... 

4 PERSONS .... 

5 PERSONS .... 

6 PERSONS .... 

7 PERSONS .... 

B PERSONS OR MORE 

MEDIAN 


RENTER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

A PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

B PERSONS OR MORE . 

MEDIAN 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS. . . 
0.51 TO 0.75. . . 
0.76 TO 1.00. . . 
1.01 TO 1.50. , . 
1.51 OR MORE. . . 


RENTER OCCUPIED 

0.50 OR LESS 

0.51 TO 0.75. . 

0.76 TO 1.00 

1.01 TO 

1.51 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH I960 

1958 

1957 

1954 TO 1956. . . 
1950 TO 1953. . . 
1940 TO 1949. . . 
1939 OR earlier . 


RENTER OCCUPIED 
1959 TO MARCH 1960. 

195B 

1957 

1954 TO 1956. . . . 
1950 TO 1953. . . . 
1940 TO 1949. , . . 
1939 OR EARLIER . . 


THE state 

URBAN, 

TOTAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSAtS 

582 378 

104 106 

478 272 

337 095 

3.2 

3.2 

3.3 

3.2 

3.4 

3.5 

3.4 

3.4 

2.9 

2.7 

3.0 

2.8 

509 828 

91 104 

418 724 

289 034 

3.3 

3.2 

3.3 

3,2 

180 020 

33 011 

147 009 

106 441 

117 232 

18 178 

99 054 

59 051 

10 407 

1 406 

9 001 

5 048 

35 028 

5 140 

29 888 

16 852 

22 324 

3 619 

18 705 

11 555 

20 856 

3 246 

17 610 

10 981 

14 491 

2 413 

12 078 

7 668 

7 897 

1 349 

6 548 

4 044 

3 449 

569 

2 880 

1 607 

2 760 

436 

2 344 

1 296 

3.1 

3.2 

3.1 

3.2 

62 788 

14 833 

47 955 

47 390 

13 195 

3 616 

9 579 

10 473 

17 705 

4 453 

13 252 

13 696 

11 935 

2 651 

9 284 

a 924 

9 476 

2 015 

7 461 

7 043 

5 585 

1 106 

4 479 

3 906 

2 705 

595 

2 110 

1 934 

1 336 

251 

1 085 

684 

851 

146 

705 

530 

2.5 

2.4 

i 

2.6 

2.5 

117 232 

13 178 

99 054 

59 051 

59 7 IB 

6 397 

51 321 

28 897 

26 916 

4 392 

22 524 

14 140 

22 B32 

4 098 

18 734 

12 319 

6 456 

1 138 

5 318 

3 217 

1 310 

153 

1 157 

473 

62 788 

14 833 

47 955 

47 390 

26 717 

6 873 

19 844 

20 291 

15 061 

3 460 

11 601 

11 433 

15 490 

3 373 

12 117 

11 779 

4 435 

960 

3 475 

3 241 

1 085 

167 

918 

646 

117 232 

18 178 

99 054 

59 051 

12 184 

1 885 

10 299 

5 810 

7 916 

1 180 

6 736 

3 742 

7 781 

1 247 

6 534 

3 830 

18 784 

3 161 

15 623 

9 618 

17 543 

2 978 

14 565 

9 132 

24 861 

3 574 

21 287 

12 221 

28 163 

4 153 

24 010 

14 698 

62 788 

14 833 

47 955 

47 390 

20 354 

4 093 

16 261 

14 850 

8 747 

1 751 

6 996 

6 651 

5 526 

1 339 

4 187 

4 296 

9 378 

2 372 

7 006 

7 066 

6 546 

1 684 

4 862 

5 074 

6 913 

1 928 

4 985 

5 445 

5 324 

1 666 

3 658 

4 006 


RURAL 


TOTAL 


NONFARM 


OCCUPIED 

FARM 


245 283 

3.3 

3.4 

3.2 
220 794 

3.3 


226 606 

3.3 

3.4 
3.1 

174 167 
3,3 


18 677 
3.6 

3.6 

3.7 
46 627 

3.6 


73 579 


68 414 


5 165 


58 181 

5 359 
18 176 
10 769 

9 875 

6 823 
3 853 
1 642 
1 484 

3.0 


53 486 
5 133 
16 698 
9 837 


115 

289 

495 

572 

347 

3.0 


695 

226 

478 

932 

760 

534 

358 

270 

137 

3.2 


15 398 

2 722 
4 009 

3 011 
2 433 
I 679 

771 

452 

321 


14 928 

2 673 

3 912 
2 941 
2 318 
1 599 

742 

444 

299 


470 

49 

97 

70 

115 

80 

29 

B 

22 


2,8 2.8 3.7 


56 181 
30 621 
12 776 
10 513 
3 239 
832 


15 398 
6 426 
3 628 
3 711 
1 194 
439 


58 181 
6 374 
4 174 
3 951 
9 166 
a 411 

12 640 

13 465 


15 398 
5 504 
2 096 
1 228 
2 312 
1 472 
1 468 
1 318 


53 486 
27 955 
11 754 
9 887 
3 089 
801 


14 928 
6 264 
3 503 
3 600 
1 144 
417 


53 486 

6 145 
3 983 
3 730 
a 695 

7 813 
11 498 
11 622 


14 928 
5 410 
2 059 

1 175 

2 257 
1 405 
1 420 
1 202 


4 695 
2 866 
1 022 
626 
150 
31 


470 

162 

125 

111 

50 

22 


4 695 
229 
191 
221 
471 
590 
1 142 
1 843 


470 

94 

37 

53 

55 

67 

48 

116 
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Table 6 . — Type op Fuel and Selected Equipment, for the State, Inside and Outside SMSA’s, 

Urban and Rural: I 960 
[Based on sample; see text] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 


ALL OCCUPIED UNITS. . 

HEATING FUEL 


UTILITY GAS 

FUEL OiLf KEROSENE! ETC. 

COAL OR COKE 

WOOD. ......... 

ELECTRICITY ...... 

BOTTLED* TANKt OR LP GAS 

OTHER FUEL 

NONE 


water heating fuel 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

WOOD 

BOTTLED* TANKt OR LP GAS, 
FUEL OIL* KEROSENE* ETC. 

OTHER FUEL 

NONE 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY . 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE. ETC. 

COAL OR COKE 

WOOD 

OTHER FUEL 

NONE . 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC . . . 
WASHER-DRYER COMBINATION. • . . . , 
NONE 


CLOTHES DRYER 


GAS HEATED 

ELECTRICALLY HEATED 
NONE 


HOME FOOD FREEZER 


1 OR MORE 
NONE. . . 


TELEPHONE AVAILABLE 


YES 

NO. 


AUTOMOBILES AVAILABLE 


1 . . . . 
2 • . . . 

3 OR MORE 
none. . . 


AIR CONDITIONING 


ROOM UNITt 

1 

2 OR MORE . 
CENTRAL SYSTEM, 
NONE 


TELEVISION SETS 


1 . . . . 

2 OR MORE 
NONE. . . 


RADIO SETS 


THE STATE 

URBAN* 

TOTAL 

rural 

TOTAL 

INSIDE 

SMSAtS 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

180 020 

33 011 

147 009 

106 441 

73 579 

68 414 

5 165 

n 374 

5 022 

6 352 

11 062 

312 

312 


143 506 

25 304 

118 202 

84 871 

58 635 

54 087 

3 748 

12 826 

1 289 

11 537 

6 653 

6 173 

5 614 

559 

6 428 

257 

6 171 

913 

5 515 

4 524 

991 

196 

16 

180 

142 

54 

54 

* * t 

4 656 

877 

3 779 

2 049 

2 607 

2 508 

99 

585 

146 

439 

398 

187 

187 

. . • 

449 

100 

349 

353 

96 

78 

18 

18 736 

7 535 

11 201 

18 077 

659 

659 


40 230 

5 169 

35 041 

20 600 

19 630 

18 282 

1 348 

2 943 

344 

2 599 

2 107 

836 

723 

113 

2 679 

162 

2 517 

655 

2 024 

1 272 

752 

20 507 

2 037 

18 470 

a 115 

12 392 

11 197 

1 195 

78 663 

15 651 

63 012 

51 191 

27 472 

26 226 

1 246 

679 

183 

496 

334 

345 

305 

40 

15 583 

1 910 

13 673 

5 362 

10 221 

9 500 

721 

28 694 

12 650 

16 044 

27 710 

984 

966 

16 

81 931 

14 331 

67 600 

51 245 

30 686 

20 746 

1 940 

48 431 

4 505 

43 926 

18 777 

29 654 

27 604 

1 970 

13 260 

958 

12 302 

6 544 

6 716 

6 417 

299 

763 

139 

624 

411 

352 

334 

16 

6 203 

428 

5 775 

1 235 

4 968 

3 790 

1 170 

93 

. . * 

93 

54 

39 

39 

. * . 

645 

• • # 

645 

465 

180 

180 

t . • 

67 148 

10 168 

56 980 

34 212 

32 936 

29 945 

2 991 

75 985 

15 234 

60 751 

48 653 

27 332 

25 451 

1 681 

3 292 

720 

2 572 

1 632 

1 460 

1 297 

163 

33 595 

6 889 

26 706 

21 744 

U 851 

11 471 

380 

1 401 

158 

1 243 

422 

979 

916 

63 

20 B33 

3 034 

17 799 

12 673 

8 160 

7 483 

677 

157 706 

29 819 

127 967 

93 346 

64 440 

59 765 

4 675 

24 604 

2 140 

22 464 

8 543 

16 061 

13 474 

2 587 

155 416 

30 871 

124 545 

97 890 

57 518 

54 690 

2 828 

139 758 

25 583 

114 175 

83 170 

56 588 

52 116 

4 472 

40 262 

7 428 

32 834 

23 271 

16 991 

16 298 

693 

U7 202 

19 949 

97 253 

68 543 

48 659 

43 157 

3 502 

28 093 

4 095 

23 998 

13 425 

14 668 

13 203 

1 465 

3 903 

578 

3 325 

1 970 

1 933 

1 853 

80 

30 822 

a 389 

22 433 

22 503 

8 319 

7 951 

368 

4 163 

863 

3 300 

2 759 

1 404 

1 .344 

60 

1 133 

187 

946 

652 

461 

459 

22 

1 034 

153 

881 

570 

464 

402 

62 

173 690 

31 eoe 

141 882 

102 460 

71 230 

65 959 

5 271 

147 683 

27 877 

119 806 

87 854 

59 829 

55 458 

4 371 

15 162 

3 335 

11 027 

9 085 

6 077 

5 717 

360 

17 175 

1 799 

15 376 

9 502 

7 673 

6 989 

684 

99 316 

17 961 

81 357 

59 357 

39 961 

37 256 

2 705 

67 355 

13 407 

53 948 

40 765 

26 590 

24 275 

2 315 

13 347 

1 643 

11 704 

6 319 

7 028 

6 633 

395 


1 • • ■ « 

2 OR MORE 
NONE. . . 
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Table 7. — Financial Characteristics and Duration ov Vacancy, tor the State, Inside and 
Outside SMSA’s, Urban and Rural Nonfarm: 1960 
[Some data based on sample; ace text. Plus (+) or minus (-) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


OUTSIDE 

SMSA’S 


RURAL 
NONFARM f 
TOTAL 


OWNER OCCUPIED. 
LESS THAN $5i000. , 
$5 1 000 TO $7t400. • 
$7f500 TO $9»900* . 
SlOfOOO TO $12t400. 
S12t500 TO S14*900. 
SlSiOOO TO $17f400. 
SlTfSOO TO Sl9t900. 
S20t000 TO $24 f 900. 
$25i000 TO $34f900. 
$35 >000 OR MORE • . 


MEDIAN DOLLARS 


VACANT AVAILABLE FOR SALE 

LESS THAN $5 1 000 

SSfOOO TO $9 1 900 

SlOtOOO TO $l4t900. ..... 

SlStOOO TO $19i900 

$20 1 000 TO $24 f 900 

$25 1 000 OR MORE ....... 


MEDIAN PRICE ASKED DOLLARS 


86 323 

13 641 

72 682 

4? 879 

38 444 

9 845 

664 

9 181 

2 561 

7 284 

12 483 

1 167 

11 316 

5 029 

7 454 

15 623 

2 433 

13 190 

8 420 

7 203 

17 903 

3 545 

14 358 

11 524 

6 379 

12 417 

2 440 

9 977 

8 571 

3 846 

7 687 

1 488 

6 199 

4 980 

2 707 

4 002 

743 

3 259 

2 674 

1 32B 

3 684 

658 

3 026 

2 370 

i 314 

1 773 

343 

1 430 

1 209 

564 

906 

160 

746 

541 

365 

10 700 

11 BOO 

10 500 

11 700 

9 100 

1 632 

206 

1 426 

667 

965 

240 

20 

220 

48 

192 

488 

42 

446 

135 

353 

588 

82 

506 

307 

281 

197 

39 

158 

113 

84 

64 

9 

55 

35 

29 

55 

14 

41 

29 

26 

10 700 

12 500 

10 600 

12 500 

9 100 


renter occupied 

LESS THAN $20 . . . 

$20 TO $29 

$30 TO $39. .... 

$40 TO $49 

$50 TO $59 

$60 TO $69. ... . 

$70 TO $79 

$80 TO 

$100 TO $119. . . . 
$120 TO $149. . . . 
$150 TO $199. . . . 
$200 OR MORE. . . . 
NO CASH RENT. . . . 


contract RENT 


RENTER OCCUPIED 
LESS THAN $20 . • . 

$20 TO 

$30 TO $39 

$40 TO $59. .... 

$60 TO $79 

$80 TO '$99. .... 
$100 TO $149. . . . 
$150 OR MORE. . . . 
NO CASH RENT. . . . 


VACANT AVAILABLE FOR RENT ... * 

LESS THAN $30 

$30 TO 

$40 TO 

$60 TO 

$B0 TO 

$100 TO $119. 

$120 OR MORE 

MEDIAN RENT ASKED (DOLLARS)* 

VACANT AVAILABLE FOR RENT 

WITH ALL UTILITIES IN RENT. . . . 
WITH SOME OR NO UTILITIES IN RENT 


DURATION OF VACANCY 


VACANT AVAILABLE FOR SALE 

LESS THAN 4 MONTHS 

4 UP TO 6 MONTHS. ...... 

6 MONTHS OR MORE 


VACANT AVAILABLE FOR RENT 

LESS THAN I MONTH 

1 UP TO 4 MONTHS 

4 UP TO 6 MONTHS 

6 MONTHS OR MORE 
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Table 8. — Selected Characteristics of Housing Units 


With Nonwhite Household Heads, for the State: 1960 


[Based on sample; see text. Data shown for areas having 400 or 
Median not shown where base is less than 200; 


more housing units with nonwhite household heads. denotes an unincorporated place. “UT” denotes an urban town. 
; minus ( — ) after number indicates median below that number. Percent not shown where less than 0.1] 


AREA 

TOTAL 

OCCUPIED 

UNITS 

MEDIAN 

NUMBER 

OF 

ROOMS 

median 

NUMBER 

OF 

PERSONS 



PERCENT 

OF ALL OCCUPIED— 



OWNER 

MEDIAN 

VALUE 

(DOL- 

LARS) 

RENTER 

MEDIAN 

GROSS 

RENT 

(DOL- 

LARS) 

IN ONE" 
HOUSING 
UNIT 
STRUC- 
TURES 

IN STRUC- 
TURES 
BUILT 
1950-1960 

SOUND f 
WITH ALL 
PLUMBING 
FACIL- 
ITIES 

WITH 1.01 
OR MORE 
PERSONS 
PER 
ROOM 

MOVED IN 
DURING 
1958- 
1960 

OWNER 

OCCU- 

PIED 

RENTER 

OCCU- 

PIED 

THE STATE .... 



522 

4.4 

3.6 

30.3 

17.4 

65.5 

16.7 

57.3 

27.8 

72.2 


78 

URBAN 



456 

4.3 

3.6 

24.8 

19.1 

69.7 

16.4 

62.7 

21.9 

78.1 


79 

RURAL 



66 

... 

• ■ * 

• • * 

. « . 

• • » 

• . • 

. . . 

t • • 

• . . 


« * • 

NONFARH 


• 

58 

. • . 

. . • 

. ■ . 

. . . 

... 

. . . 

. . . 

« • • 

... 


. . . 

FARM 


. 

8 

... 

... 

... 

... 

... 

... 

... 

... 

! 

... 

... 

INSIDE SMSA'S 



87 

... 

... 

... 

. . . 

. • • 

. . . 

. . • 

... 

• . . 


• . • 

IN CENTRAL CITIES . . 



78 

. * . 

! ^ ^ ^ 

* • . 

• • ■ 

. . • 

... 

• . . 

. . • 

... 


. . * 

NOT IN CENTRAL CITIES 



9 

. . . 

. • . 

. . • 

. . . 

. • . 

. . . 

... 

... 

• . . 


* • • 

OUTSIDE SMSA’S 


* 

435 

4.4 

3.7 

33.1 

19.1 

69.2 

19.1 

57.0 

27.6 

72.4 

... 

03 


(Tables 9 to 11 of the standard State series are omitted) 
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Table 12. — ^Tenure, Vacantcy Status, and Condition and Plumbing Facilities, tor SMSA’s, Places of 
50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 
[Some data based on sample; see text. "U” denotes an unincorporated place. “UT” denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac, 
Bathing Fac. 


STANDARD METROPOLITAN STATISTICAL AREAS 

UAWRENCE-HAVERHILL 

MANCHESTER 

THE 

AREA 


NEW HAMPSHIRE PORTION | 

THE 

AREA 

MAN- 

CHESTER 

URBAN 

BALANCE 

RURAL 

MASSA** 

CHISETTS 

PORTION 

TOTAL 

URBAN 

RURAL 

63 039 

58 323 

4 716 

1 065 

3 651 

31 105 

28 903 

718 

1 484 

58 655 

55 106 

3 549 

1 009 

2 540 

29 462 

27 625 

694 

1 143 

30 635 

27 609 

3 026 

803 

2 223 

15 152 

13 615 

590 

947 

52.2 

50.1 

B5.3 

79,6 

87.5 

51.4 

49.3 

85.0 

82.9 

30 566 

27 540 

3 026 

803 

2 223 

15 127 

13 590 

590 

947 

69 

69 

, • . 

. i * 

• • ■ 

25 

25 

» a • 


28 020 

27 497 

523 

206 

317 

14 310 

14 010 

104 

196 

27 877 

27 354 

523 

206 

317 

14 248 

13 957 

104 

187 

143 

143 

... 

... 

... 

62 

53 

... 

9 

4 384 

3 217 

1 167 

56 

1 111 

1 643 

1 278 

24 

341 

3 172 

2 823 

349 

46 

303 

1 211 

1 112 

15 

84 

2 731 

2 38B 

343 

46 

297 

1 Oil 

919 

14 

78 

1 851 

1 746 

105 

31 

74 

807 

767 

6 

34 

357 

264 

93 

23 

70 

152 

123 

2 

27 

1.2 

0.9 

3.0 

2.8 

3.1 

1.0 

0.9 

0.3 

2.8 

1 494 

1 482 

12 

8 

4 

655 

644 

4 

7 

5.1 

5.1 

2.2 

3,7 

1.2 

4.4 

4.4 

• • • 

3.4 

305 

273 

32 

8 

24 

57 

38 

5 

14 

270 

07 

183 

2 

181 

29 

15 

* ■ t 

14 

305 

262 

23 

5 

18 

118 

99 

3 

16 

441 

435 

6 

. • * 

6 

200 

193 

1 

6 

1 212 

394 

eia 

10 

eOB 

432 

166 

9 

257 

63 038 

58 322 

4 716 

1 065 

3 651 

31 069 

28 867 

718 

1 484 

52 361 

48 142 

4 219 

1 025 

3 194 

26 389 

24 493 

68 1 

1 215 

48 903 

45 503 

3 400 

986 

2 414 

24 877 

23 141 

652 

1 084 

1 380 

i 206 

174 

13 

161 

715 

657 

22 

36 

2 078 

1 433 

645 

26 

619 

797 

695 

7 

95 

a 834 

a 572 

462 

37 

425 

3 737 

3 504 

32 

201 

7 000 

6 7U 

269 

21 

266 

2 734 

2 593 

24 

117 

831 

750 

81 

• • • 

61 

483 

471 

8 

4 

1 003 

911 

92 

16 

76 

520 

440 

• • • 

80 

1 843 

1 808 

35 

3 

32 

943 

870 

5 

68 

30 635 

27 609 

3 026 

803 

2 223 

15 152 

13 615 

590 

947 

28 088 

25 267 

2 821 

776 

2 045 

13 974 

12 561 

564 

849 

27 491 

24 798 

2 693 

760 

1 933 

13 774 

12 454 

547 

793 

597 

469 

128 

16 

112 

200 

127 

17 

56 

2 233 

2 039 

194 

24 

170 

1 001 

898 


82 

1 980 

1 648 

132 

16 

116 

870 

795 

17 

58 

253 

191 

62 

8. 

54 

131 

103 

4 

j 24 

314 

303 

U 

3 

8 

177 

156 

5 

1 

28 020 

27 497 

523 

206 

317 

14 310 

14 010 

104 

196 

21 466 

21 029 

437 

193 

244 1 

11 415 

U 161 

101 

153 

19 722 

19 317 

405 

170 i 

227 

10 313 

10 080 

89 

144 

1 744 

1 712 

32 

15, 

17 

1 102 

1 081 

12 

9 

5 560 

5 486 

74 

13! 

61 

2 345 

2 303 

3 

39 

4 423 

4 372 

51 

5 

46 

1 698 

1 666 


29 

1 137 

1 114 

23 

1 5 

15 

647 

637 


10 

994 

982 

12 


12 

550 

546 

• • • 

4 

357 

264 

93 

23 

70 

152 

1 123 

2 

27 

319 

241 

78 

1 

56 

133 

1 108 

2 

23 

38 

23 

15 

1 

14 

19 

15 

... 

4 

1 494 

1 482 

12 

8 

4 

655 

644 

4 

7 

1 049 

1 038 

11 

7 

4 

422 

414 

2 

6 

445 

444 

1 

1 

. • . 

233 

230 

2 


■ 






imH 


m 

Hi 





28 782 

26 880 

676 

1 226 

3 734 

3 177 

557 

29 

528 

2 128 

1 927 

34 

167 

44 

44 


... 

• . « 

... 

... 

• * • 

... 

664 

275 

389 

12 

377 

159 

60 

8 

91 

. 60 575 

56 352 

4 223 

1 036 

3 187 

29 964 

27 919 

706 

1 339 

, 1 489 

1 473 

16 

13 

3 

839 

839 

• • • 

... 

974 

497 

477 

16 

461 

266 

109 

12 

145 

, 59 535 

55 572 

3 963 

1 023 

2 940 

29 536 

27 577 

70€ 

1 253 

i 1 528 

1 510 

18 

16 

. . . 

808 

804 

. ■ 

4 

; 1 975 

1 240 

735 

24 

711 

725 

486 

12 

227 


MAN- 

CHESTER 

URBAN- 

IZED 

AREA 


ALL HOUSING UNITS 
TENURE 


COLOR t AND VACANCY 
STATUS 

OCCUPIED . . 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED. . . • . . 

WHITE. . « . . 

NONWHITE 

RENTER OCCUPIED 



nonwhite 

VACANT 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY, .... 

HOMEOWNER VACANCY RATE . . . . 

FOR RENT . « • 

RENTAL VACANCY RATE 

RENTED OR SOLDi AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 


ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING . . , . 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. 
DILAPIDATED 


OWNER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED 


VACANT AVAILABLE FOR SALE. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
only COLD PIPED water INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED water . * • 


TOILET FACILITIES 

FLUSH TOILETf EXCLUSIVE USE. . . 

FLUSH TOlLETi SHARED 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOW£R» EXCLUSIVE USE 
BATHTUB OR SHOWERi SHARED. . . • 
NO BATHTUB OR SHOWER 


28 574 
14 426 
50.5 
14 401 
25 

14 148 
14 095 
53 

1 319 
1 142 
944 
760 
128 
0.9 
652 
4.4 
44 
17 
103 
198 
177 


29 057 
25 392 
24 003 
687 
702 
3 572 
2 653 
479 
440 
893 

14 426 
13 325 

13 173 
152 
936 
B29 
107 
165 

14 148 
11 270 
10 177 

1 093 

2 325 
1 6B6 

637 

553 

128 

113 

15 

652 

420 

232 


27 810 
1 979 


28 897 
839 
121 


28 545 
804 
508 
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State and Small Areas 


Table 13. — ^Bathrooms, Rooms, and Bedrooms, eor SMSA’s, Places oe 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas; I960 

[Some data based on sample; median not shown where base is insufficient; see text “U” denotes an unincorporated place. “UT” denotes 
an urban town. Plus (-f ) after number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS 

LAWRENCE-HAVERHILL ( 

MANCHE 

STER 


THE 

AREA 


NEW HAMPSHIRE PORTION 

THE 

AREA 

MAN- 

CHESTER 

URBAN 

BALANCE 

RURAL 

CHUSETTS 

PORTION 

TOTAL 

URBAN 

RURAL 

BATHROOMS 

— 









ALL UNITS. 

63 038 

58 322 

4 716 

1 065 

3 651 

31 085 

28 883 

718 

i 484 


51 430 

48 082 

3 348 

910 

2 438 

24 691 

23 070 

616 

1 005 

1 PLUS PARTIAL 

3 303 

3 110 

193 

64 

129 

2 114 

1 947 

52 

115 

2 OR MORE 

2 218 

2 089 

129 

38 

91 

1 292 

1 181 

11 

100 

SHARED OR NONE 

6 087 

5 041 

1 046 

53 

993 

2 988 

2 685 

39 

264 

OWNER OCCUPIED 

30 627 

27 605 

3 022 

799 

2 223 

15 162 

13 625 

590 

947 


24 835 

22 307 

2 528 

602 

1 846 

11 744 

10 559 

505 

660 

MORE THAN 1. « • . • 

4 874 

4 586 

288 

91 

197 

3 048 

2 804 

60 

184 

SHARED OR NONE 

910 

712 

206 

26 

180 

370 

262 

25 

83 

RENTER OCCUPIED . • . . 

28 028 

27 501 

527 

210 

317 

14 300 

14 000 

104 

196 


24 293 

23 666 

425 

181 

244 

11 928 

11 691 

91 

146 

MORE THAN . . . . 

514 

400 

34 

11 

23 

336 

302 

3 

31 

SHARED OR NONE ... 

3 221 

3 153 

68 

16 

50 

2 036 

2 007 

10 

19 

ROOMS 










ALL UNITS 

63 038 

58 322 

4 716 

1 065 

3 651 

31 069 

28 867 

718 

1 484 

1 ROOM 

1 124 

1 076 

48 

6 

40 

761 

756 

5 

. • . 

2 ROOMS * . . • • 

1 393 

1 262 

131 

46 

85 

1 063 

1 045 

6 

12 

3 ROOMS. 

4 444 

3 956 

468 

100 

388 

2 747 

2 621 

23 

103 

4 ROOMS. 

12 121 

10 877 

1 244 

224 

1 020 

6 636 

6 262 

214 

360 

5 ROOMS . . . 

17 993 

16 768 

1 225 

221 

1 004 

8 735 

8 227 

226 

282 

6 ROOMS 

IS 496 

14 572 

924 

254 

670 

6 176 

5 750 

145 

261 

7 ROOMS 

6 008 

5 676 

332 

108 

224 

2 589 

2 322 

69 

198 

8 ROOMS OR MORE 

4 459 

4 135 

324 

104 

220 

2 162 

1 884 

30 

248 

MEDIAN 

5.2 

5.2 

4.9 

5.2 

4.8 

5.0 

5.0 

5.0 

5.4 

■OWNER OCCUPIED 

30 635 

27 609 

3 026 

803 

2 223 

15 152 

13 615 

590 

947 

1 ROOM . . . . 

24 

8 

16 

. . . 

16 

13 

6 

5 

... 

2 ROOMS 

124 

88 

36 

24 

12 

41 

33 

... 

a 

3 ROOMS 

497 

347 

150 

50 

100 

262 

230 

... 

32 

4 ROOMS 

3 838 

3 238 

600 

153 

447 

2 516 

2 218 

161 

137 

5 ROOMS . . 

a 024 

7 101 

643 

170 

673 

4 256 

3 894 

169 

173 

6 ROOMS 

9 420 

8 628 

792 

213 

579 

4 150 

3 776 

136 

23B 

7 ROOMS. • . . 

4 883 

4 571 

312 

108 

204 

1 995 

1 777 

69 

149 

8 ROOMS OR MORE 

3 825 

3 548 

277 

85 

192 

1 919 

1 679 

30 

210 

MEDIAN . 

5.8 

5*8 

5.3 

5.5 

5.3 

5,6 

5.6 

5.2 

6.0 

RENTER OCCUPIED 

28 020 

27 497 

523 

206 

317 

14 310 

14 010 

104 

196 

1 ROOM • . . 

821 

813 

8 

4 

4 

612 

612i 

... 

• ■ . 

2 ROOMS 

973 

950 

23 

15 

6 

934 

9281 

6 

• . t 

3 ROOMS 

3 253 

3 158 

95 

43 ' 

52 

2 245 

2 191 

15 

39 

4 ROOMS. . . 

7 045 

6 874 

171 

61 

110 

3 806 

3 6961 

45 

65 

5 ROOMS 

8 764 

8 643 

121 

32 

89 

4 106 

4 039) 

29 

38 

6 ROOMS* 

5 605 

5 543 

62 

32 

30 

1 887 

1 865* 

9 

13 

7 ROOMS. ..... • 

1 006 

998 

a 

* . « 

8 

515 

500 i 

... 

15 

8 ROOMS OR MORE 

553 

516 

35 

19 

16 

205 

179 

... 

26 

MEDIAN 

4.7 

4.7 

4.3 

4.2 

4.4 

4,4 

4.4 

... 

... 

VACANT AVAILABLE FOR SALE 

357 

264 

93 

23 

70 

152 

123 

2 

27 

1 TO 3 ROOMS 

13 

10 

3 

. . ■ 

3 

10 

a 

... 

2 

4 ROOMS . • . 

56 

40 

16 

4 

12 

26 

22 

1 

3 

5 ROOMS 

145 

99 

46 

13 

33 

62 

52 

1 

9 

6 ROOMS 

80 

55 

25 

5 

20 

25 

21 

* « * 

4 

7 ROOMS OR MORE 

63 

60 

3 

1 

2 

29 

20 

... 

9 

MEDIAN . 

5.3 

5,3 

5.1 

... 

5.1 

5,1 

5.1 

... 

... 

VACANT AVAILABLE FOR RENT 

1 494 

1 482 

12 

8 

4 

655 

644 

4 

7 

1 ROOM 

160 

168 

. . * 

... 

* . . 

128 

126 

. . t 

« • * 

2 ROOMS 

71 

69 

2 

1 2 

. • . 

62 

60 

2 

... 

3 ROOMS 

211 

208 

3 

1 

2 

U5 

no 

. . . 

5 

4 ROOMS 

419 

418 

1 

1 i 

... 

169 

166 

2 

1 

5 ROOMS OR MORE 

625 

619 

6 

1 ^ 

2 

181 

180 

• • • 

1 

MEDIAN 

4.2 

4.2 

... 

... 

... 

3.6 

3.6 

... 

... 

BEDROOMS 










ALL UNITS 

63 001 

58 297 

4 704 

1 053 

3 651 

30 951 

28 773 

694 

1 484 

NONE 

1 150 

1 135 

15 

15 

* • • 

1 069 

1 069 

... 

... 


7 690 

6 987 

703 

102 

601 

4 563 

4 403 

23 

137 


24 019 

22 107 

1 912 

337 

1 575 

11 818 

10 869 

447 

502 


22 719 

21 109 

1 610 

424 

1 186 

9 584 

9 013 

180 

391 

4 OR MORE 

7 423 

6 959 

464 

175 

289 

3 917 

3 419 

44 

454 

OWNER OCCUPIED 

30 936 

27 848 

3 088 

865 

2 223 

15 095 

13 610 

582 

903 

0 AND 1 . . . . 

1 310 

1 149 

161 

60 

101 

829 

788 

• . • 

41 


9 877 

8 575 

1 302 

2 B2 

1 020 

5 369 

4 689 

380 

300 


14 061 

12 772 

1 289 

368 

921 

6 078 

5 658 

158 

262 

4 OR MORE 

5 688 

5 352 

336 

155 

181 

2 819 

2 475 

44 

300 

RENTER OCCUPIED 

27 719 

27 258 

451 

144 

317 

14 367 

14 015 

112 

240 

NONE 

881 

866 

15 

15 

, • . 

909 

909 

. • • 

* . . 


5 178 

5 085 

93 

20 

73 

3 423 

3 340 

23 

60 


12 414 

12 IBS 

226 

55 

171 

5 850 

5 743 

67 

40 

3 OR MORE 

9 246 

9 119 

127 

54 

73 

4 185 

4 023 

22 

140 


MAN- 

CHESTER 

URBAN- 

IZED 

AREA 


29 873 
23 916 
2 019 
1 200 
2 73a 

14 435 
11 250 
2 888 
297 

14 139 
11 813 
309 
2 017 


29 857 
761 

1 059 

2 667 
6 537 
a 529 
5 951 
2 424 

1 929 
5.0 

14 426 
13 
41 
249 

2 429 
4 148 

3 960 
1 869 
1 717 

5.6 


14 148 
612 
934 


210 

752 

076 

878 

500 

186 

4.4 

128 

8 

23 

54 

22 

21 

5.1 

652 

128 

62 

no 

16B 

104 

3.7 


29 722 

1 069 

4 472 
11 448 

9 254 
3 479 

14 411 
834 

5 165 
5 877 

2 535 

14 163 
909 

3 363 
5 846 


New Hampshire 
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Table 14. — Structural Characteristics and Heating Equipment, por SMS As, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. “U” denotes an unincorporated place. ‘'UT” denotes an urban town] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 


standard metropolitan statistical areas 


LAWRENCE"HAVERHILL 


THE 

AREA 


new HAMPSHIRE PORTION 

THE 

AREA 

MAN- 

CHESTER 

URBAN 

BALANCE 

RURAL 

URBAN- 

IZED 

AREA 

chusetts 

PORTION 

TOTAL 

URBAN 

rural 

63 038 

58 322 

4 716 

i 065 

3 651 

31 085 

28 883 

718 

1 484 

29 873 

27 799 

23 642 

4 157 

760 

3 397 

12 620 

10 711 

551 

1 358 

11 489 

3 073 

2 935 

138 

43 

95 

828 

813 

5 

10 

826 

11 905 

11 825 

80 

70 

10 

5 462 

5 282 

106 

74 

5 392 

13 250 

13 204 

46 

37 

9 

6 627 

6 568 

41 

18 

6 619 

6 709 

6 680 

29 

29 

... 

5 490 

5 467 

3 

20 

5 470 

58 

20 

38 

18 

20 

16 

. • . 

12 

4 

12 

244 

16 

228 

108 

120 

42 

42 

... 

... 

65 

30 627 

27 605 

3 022 

799 

2 223 

15 162 

13 625 

590 

947 

14 435 

22 540 

19 810 

2 730 

642 

2 08B 

10 950 

9 537 

500 

913 

10 230 

957 

935 

22 

11 

11 

383 

373 

5 

5 

382 

4 442 

4 412 

30 

30 

■ . « 

2 134 

2 051 

63 

20 

2 114 

2 169 

2 164 

5 

5 

t « . 

1 375 

1 360 

10 

5 

1 370 

252 

252 

. . * 

W • t 

. * « 

262 

262 

* • . 

» * « 

262 

267 

32 

235 

ill 

124 

58 

42 

12 

4 

77 

2B 028 

27 501 

527 

210 

317 

14 300 

14 000 

104 

196 

14 139 

3 227 

2 936 

291 

79 

212 

1 009 

854 

31 

124 

912 

2 026 

1 929 

99 

29 

70 

429 

429 

... 

» a * 

433 

6 952 

6 907 

45 

35 

10 

3 082 

3 000 

43 

39 

3 047 

10 100 

10 066 

32 

23 

9 

4 898 

4 858 

27 

13 

4 885 

3 781 

3 752 

29 

29 

. * * 

3 079 

3 056 

. 3 

20 

3 059 

1 044 

1 044 


. . * 

. * . 

840 

848 

... 

... 

848 

576 

576 


• . . 

a * . 

583 

583 

• • • 

. • . 

583 

285 

285 


.. . 

• • • 

372 

372 

• • * 

... 

372 

35 

4 

31 

15 

16 

. . • 

. i« 

• ■ • 

. • . 

... 

1 500 

1 487 

13 

13 


695 

672 

8 

15 

690 

154 

150 

4 

4 


44 

30 

4 

10 

34 

an 

B02 

9 

9 

• • * 

422 

413 

4 

5 

427 

297 

297 

... 

* » ♦ 

... 

93 

93 

... 

* a i 

93 

236 

238 

... 



136 

136 



136 

63 038 

58 322 

4 716 

1 065 

3 651 

31 069 

28 667 

718 

1 484 

29 857 

1 435 

1 025 

410 

95 

315 

407 

337 

39, 

31 

384 

3 629 

2 620 

1 009 

144 

865 

1 925 

1 693 

82' 

150 

1 817 

4 068 

3 295 

773 

126' 

645 

2 716 

2 376 

120 

220 

2 523 

3 667 

3 on 

656 

llSi 

538 

2 514 

2 132 

113 

269 

2 275 

3 382 

3 039 

343 

58 

285 

1 962 

1 811 

79 

72 

1 918 

46 857 

45 332 

1 525 

522 

1 003 

21 545 

20 518 

285 

742 

20 940 

30 635 

27 609 

3 026 

803 

2 223 

15 152 

13 615 

590 

947 

14 426 

3 998 

3 120 

878 

197 

681 

2 069 

1 807 

109 

153 

1 966 

2 985 

2 461 

524 

113 

411 

2 146 

1 876 

101 

169 

2 000 

2 624 

2 218 

406 

109 

297 

1 714 

' 1 510 

92 

112 

1 632 

21 028 

19 810 

1 218 

384 

834 

9 223 

1 8 422 

288 

513 

B B2B 

63 039 

58 323 

4 716 

1 065 

3 651 

31 105 

1 28 903 

718 

1 484 

29 893 

59 598 

56 419 

3 179 

1 864 

2 295 

29 799 

27 928 

673 

1 198 

28 B32 

945 

805 

140 

1 5 

135 

547 

520 

5 

22 

525 

2 495 

1 098 

1 397 

! 176 

1 221 

739 

435 

40 

264 

516 

1 

33 154 

31 430 

1 724 

422 

1 302 

16 653 

15 843 

354 

456 

16 295 

9 961 

a 179 

1 782 

457 

1 325 

5 183 

4 432 

219 

532 

4 765 

1 426 

1 127 

299 

41 

258 

541 

450 

* 35 

56 

1 496 

93 

77 

16 

. . i 

16 

12 

12 

. « . 

* . . 

12 

17 501 

16 831 

670 

130 

540 

S 014 

7 678 

1 92 

24M 

7 819 

452 

417 

35 

11 

24 

315 

299 

t 3 

12 

i 302 

451 

261 

190 

4 

1B6 

351 

152 

> 15 

> 182 

i 168 


MANCHESTER 


UNITS IN STRUCTURE 


ALL UNITS. 

It DETACHED 

It ATTACHED. ....... 

2 . . , . 

3 AND 4. . . 

5 OR MORE 

TRAILER* 

ON PERMANENT FOUNDATION, 
MOBILE 


OWNER OCCUPIED 
li DETACHED. . . . 
ii ATTACHED, , , . 

2 

3 AND 4 

5 OR MORE 

TRAILER 


RENTER OCCUPIED. 

It DETACHED 

It ATTACHED 



3 AND 

5 TO 

10 TO 19 

20 TO 49 

50 OR MORE , . . . , 
TRAILER 


VACANT AVAILABLE FOR RENT. 

1 

2 TO 

5 TO 

10 OR MORE 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
1959 TO MARCH I960 
1955 TO 1958 . . . 
1950 TO 1954 . , . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. , 


OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. , 


ALL HOUSING UNITS, . 

BASEMENT 


BASEMENT . . . 
CONCRETE SLAB. 
OTHER 


HEATING EQUIPMENT 


STEAM OR HOT WATER 

warm AIR FURNACE 

FLOOR t WALLt OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE .... 
NONE 
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State and Small Areas 


Table 15. — Occupakcy Characteristics, for SMSA’s, Places op 50,000 Inhabitants or More, 
Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. “U” denotes an unincorporated place. “UT" denotes an urban town] 


Population Persons per Room 

Persons Year Moved into Unit 


SUBJECT 


POPULATION 


POPULATION IN HOUSING UNITS? i960, 

PER OCCUPIED UNIT 

OWNER, 

RENTER , . , 

POPULATION IN DWELLING UNITS? 1950 
PER OCCUPIED UNIT . 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

1 PERSON 

2 PERSONS 

3 PERSONS 

A PERSONS. , , • . 

5 PERSONS 

6 PERSONS 

7 PERSONS 

B PERSONS OR MORE. 

MEDIAN . 


RENTER OCCUPieO^ 

1 PERSON . , . , , 

2 PERSONS 

3 PERSONS 

4 PERSONS 

5 PERSONS. .... 

6 PERSONS 

7 PERSONS 

0 PERSONS OR MORE. 

MEDIAN . 


PERSONS PER ROOM 


OWNER OCCUPIED 
0,50 OR LESS , . , 
0.51 TO 0.75 . , , 
0.76 TO 1.00 . , . 
l.Ol TO 1.50 . • . 
1.51 OR MORE . . . 


RENTER OCCUPIED. 


0,50 

OR 

LESS 

0.51 

TO 

0.75 

0.76 

TO 

l.OO 

1.01 

TO 

1.50 

1.51 

OR 

MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH i960 

1956 

1957 

1954 TO 1956 . . . 

1950 TO 1953 . . , 

1940 TO 1949 . . , 

1939 OR EARLIER. . 


RENTER OCCUPIED 
1959 TO MARCH 1960 

1958 

1957 

1954 TO 1956 . . , 

1950 TO 1953 . . . 

1940 TO 1949 . . . 

1939 OR EARLIER. • 


STANDARD METROPOLITAN STATISTICAL AREAS 


LAWRENCE^HAVERHILL | 


MANCHE 

STER 


MAN- 

CHFSTFR 



NEW HAMPSHIRE PORTION 1 





urban- 


MASSA" 








I ZED 

THE 

CHUSETTS 




THE 

MAN- 

URBAN 

RURAL 

AREA 

AREA 

PORTION 

TOTAL 

URBAN 

RURAL 

AREA 

CHESTER 

BALANCE 



105 379 

173 428 

11 951 

3 250 

8 701 

92 155 

85 655 

2 657 

3 843 

09 081 

3.2 

3.1 

3.4 

3.2 

3.4 

3.1 

3.1 

3.8 

3.4 

3.1 

3,4 

3,4 

3.4 

3.4 

3.5 

3.5 

3.5 

3,9 

3.4 

3.5 

2.9 

2,9 

2.9 

2.6 

3.1 

2.7 

2.7 

... 

, . . 

2.7 

177 175 

170 288 

6 887 

. • . 

... 

84 217 

79 493 

. . • 

... 

81 652 

3,3 

3,3 

3.5 

... 

... 

3.2 

3.2 


... 

3.2 

58 655 

55 106 

3 549 

1 009 

2 540 

29 462 

27 625 

694 

1 143 

28 574 

30 635 

27 609 

3 026 

803 

2 223 

15 152 

13 615 

590 

947 

14 426 

2 482 

2 268 

214 

71 

143 

1 192 

1 009 

27 

76 

1 138 

e 506 

7 659 

847 

247 

600 

4 293 

3 883 

146 

264 

4 114 

6 4Bi 

5 851 

630 

157 

473 

2 989 

2 683 

106 

200 

2 835 

5 820 

5 202 

618 

139 

479 

2 628 

2 312 

131 

185 

2 470 

3 721 

3 342 

379 

109 

270 

2 034 

1 861 

68 

105 

1 952 

2 176 

1 971 

205 

32 

173 

1 144 

1 034 

50 

60 

1 099 

817 

736 

81 

24 

57 

488 

416 

31 

41 

450 

632 

580 

52 

24 

28 

384 

337 

31 

16 

368 

3.2 

3.2 

3.2 

3.0 

3.3 

3.2 

3,2 

3,6 

3.2 

3.2 

28 020 

27 497 

523 

206 

317 

14 310 

14 010 

104 

196 

14 148 

5 856 

5 767 

89 

48 

41 

3 527 

3 486 

6 

33 

3 502 

8 322 

8 180 

142 

61 

81 

4 311 

4 226 

28 

57 

4 256 

5 316 

5 192 

124 

39 

85 

2 527 

2 451 

29 

47 

2 468 

4 212 

4 110 

102 

43 

59 

1 913 

1 078 

15 

20 

1 904 

2 329 

2 283 

46 

10 

36 

1 060 

1 021 

9 

30 

1 030 

1 146 

1 143 

3 

. . • 

3 

592 

580 

12 

• . ■ 

592 

502 

469 

13 

5 

8 

238 

234 

... 

4 

237 

337 

333 

4 


4 

142 

134 

3 

5 

137 

2.5 

2.5 

2.7 

2.4 

2.9 

2,3 

2.3 

... 

... 

2.3 

, 30 635 

27 609 

3 026 

803 

2 223 

15 152 

13 615 

590 

947 

14 426 

, 14 952 

13 676 

1 276 

376 

900 

7 121 

6 435 

198 

488 

6 751 

, 7 859 

7 105 

754 

178 

576 

3 638 

3 276 

124 

238 

3 443 

. 6 305 

5 523 

782 

220 

562 

3 316 

2 972 

187 

157 

3 201 

, 1 382 

1 180 

202 

29 

173 

936 

817 

63 

56 

094 

, 137 

125 

12 

... 

12 

141 

115 

18 

6 

137 

. 28 020 

27 497 

523 

206 

317 

14 310 

14 010 

104 

196 

14 148 

. 13 581 

13 364 

217 

103 

U4 

6 656 

6 529 

34 

93 

6 578 

. 6 226 

6 081 

145i 

56 

89 

3 315 

3 227 

26 

62 

3 261 

, 6 336 

6 220 

116 

37 

79 

3 257 

3 219 

20 

18 

3 247 

, 1 633 

1 592 

41 

10 

31 

9191 

885 

21 

13 

906 

. 244 

240 

4 


4 

163 

150 

.3 

10 

156 

. 30 635 

27 609 

3 026 

803 

2 223 

15 152 

13 615 

590 

947 

14 426 

. 2 805 

2 238 

567 

164 

403 

1 310 

1 154 

60 

104 

1 234 

, 1 982 

1 666 

316 

72 

244 

B64 

749 

46 

69 

820 

, 1 940 

1 720 

228 

48 

180 

1 019 

901 

44 

74 

949 

, 5 131 

4 577 

554 

131 

423 

2 607 

2 277 

110 

220 

2 407 

, 4 561 

4 103 

458 

119 

339 

2 520 

2 299 

76 

145 

2 423 

, 6 259 

5 739 

520 

157 

363 

3 054 

2 782 

115 

157 

2 936 

. 7 949 

7 566 

383 

112 

271 

3 770 

3 453 

139 

178 

3 657 

, 28 020 

27 497 

523 

206 

317 

14 310 

14 010 

104 

196 

14 148 

. 5 894 

5 700 

1 194 

47 

147 

3 099 

3 803 

26 

70 

3 840 

. 3 127 

3 044 

83 

34 

49 

) 1 668 

1 641 

13 

14 

1 654 

. 2 669 

2 615 

, 54 

39 

IS 

i 1 285 

1 263 

12 

10 

1 279 

. 4 739 

4 678 

1 61 

22 

39 

' 2 311 

2 259 

18 

34 

2 281 

. 3 631 

3 585 

* 46 

35 

11 

1 638 

1 561 

30 

47 

1 599 

. 4 018 

3 966 

1 52 

19 

33 

1 1 876 

1 074 

2 

. . . 

1 876 

. 3 942 

3 909 

• 33 

10 

23 

1 1 633 

1 609 

3 

21 

1 619 



New Hampshire 
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Table 1<5. — Type of Fuel and Selected Equipment, for SMS As, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. ‘'U" denotes an unincorporated place. “UT” denotes an urban town] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 


ALL OCCUPIED UNITS . . . . 


HEATING FUEL 


UTILITY GAS. 

FUEL OiLf KEROSENEi ETC. 

COAL OR COKE 

ELECTRICITY 

BOTTLED f TANKt OR LP GAS 

OTHER FUEL 

NONE 


WATER HEATING FUEL 


UTILITY GAS 

ELECTRICITY 

COAL OR COKE 

BOTTLED 1 TANK» OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

OTHER FUEL 

NONE . 


COOKING FUEL 


UTILITY GAS 

ELECTRICITY 

BOTTLED* TANK* OR LP GAS . • . « 
FUEL OIL* KEROSENE* ETC. . . . . 

COAL OR COKE 

OTHER FUEL . . 

NONE 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . ♦ . 
NONE 


CLOTHES DRYER 


GAS HEATED .... 

electrically heated 

NONE 


HOME FOOD freezer 


i OR MORE. 
NONE . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . . 

2 « • « « j 

3 OR MORE 
NONE » . 


AIR CONDITIONING 


ROOM UNIT! 

1 

2 OR MORE 

CENTRAL SYSTEM 

NONE ... 


TELEVISION SETS 


2 OR MORE. 
NONE . . 


RADIO SETS 




2 OR MORE 

NONE 


standard METROPOLITAN STATISTICAL AREAS 


LAWRENCE-HAVERHILL 


THE 

AREA 


MASSA- 

CHUSETTS 

PORTION 


55 106 


NE# HAMPSHIRE PORTION 


URBAN 


MANCHESTER 


THE 

AREA 


29 462 


MAN- 

CHESTER 


URBAN 

BALANCE 


12 640 

12 640 

• * . 

• . • 

40 789 

37 579 

3 210 

974 

4 065 

3 B45 

220 

20 

57 

57 

« . • 

• • • 

661 

577 

04 

1 • • 

302 

267 

35 

15 

141 

141 

... 


24 615 

24 815 



3 799 

2 778 

1 oal 

376 

906 

846 

60 

• • » 

2 766 

2 294 

472 

136 

23 262 

21 492 

1 770 

457 

185 

165 

20 

« • • 

2 922 

2 716 

206 

40 

38 BOB 

38 788 

20 

20 

11 719 

10 110 

1 609 

446 

6 232 

4 477 

1 755 

523 

1 380 

1 255 

125 

20 

200 

180 

20 

■ • * 

187 

167 

20 

• f * 

129 

129 


... 

15 627 

14 400 

1 227 

319 

25 055 

23 446 

1 609 

427 

559 

504 

55 

15 

17 414 

16 756 

658 

248 

1 247 

1 207 

40 

• • • 

4 550 

4 053 

497 

73 

52 858 

49 846 

3 012 

936 

3 B40 

3 327 

513 

88 

54 B15 

51 779 

3 036 

921 

50 997 

48 077 

2 920 

877 

7 650 

7 029 

629 

132 

37 490 

34 960 

2 510 

663 

6 723 

5 971 

752 

247 

833 

769 

64 

40 

13 609 

13 386 

223 

59 

2 177 

2 096 

01 

20 

429 

409 

20 

• • t 

252 

252 

• • « 

. • • 

55 797 

52 349 

3 448 

989 

48 173 

45 170 

3 003 

BZ7 

7 376 

6 925 

451 

147 

3 106 

3 011 

95 

35 

33 688 

31 614 

2 074 

484 

21 373 

20 069 

L 304 

474 

3 594 

3 423 

171 

51 


• • • 

5 022 

5 022 

. • • 

2 236 

22 094 

20 547 

605 

200 

1 069 

944 

44 

• t * 

16 

16 

... 

84 

793 

713 

• • . 

20 

368 

305 

23 

... 

100 

78 

22 


7 535 

7 535 


645 

4 168 

3 614 

133 

60 

284 

222 

22 

336 

1 565 

1 422 

23 

1 313 

13 881 

13 037 

403 

20 

325 

236 

69 

166 

1 704 

1 559 

44 


12 630 

12 588 

22 

1 163 

12 722 

11 404 

515 

1 232 

2 750 

2 460 

90 

105 

033 

706 

67 

20 

119 

99 


20 

408 

368 

. « • 


... 

• t • 


908 

8 941 

8 170 

290 

1 182 

13 625 

12 888 

315 

40 

665 

565 

t * • 

410 

6 231 

6 002 

89 

40 

118 

98 


424 

2 537 

2 371 

45 

2 076 

26 807 

25 156 

649 

425 

1 627 

1 360 

67 

2 115 

27 835 

26 265 

627 

2 043 

22 663 

21 122 

565 

497 

6 799 

6 503 

129 

1 847 

17 439 

16 310 

426 

505 

3 343 

2 994 

89 

24 

514 

514 

... 

164 

8 166 

7 807 

179 

61 

782 

762 


20 

167 

147 

• • • 

• « « 

153 

153 

• * • 

2 459 

28 360 

26 563 

694 

2 176 

24 874 

23 386 

, 605 

304 

2 884 

2 635 

i 89 

6C 

1 1 704 

1 60i^ 

^ ••• 

1 59C 

) 15 887 

14 9H 

? 426 

830 

) 12 103 

i 11 31< 

i 246 

12C 

> 1 472 

; 1 39< 

D 22 


RURAL 


MAN- 

CHESTER 

URBAN- 

IZED 

AREA 


1 143 


26 574 


942 

81 

80 

40 


5 022 
21 392 
988 
16 
728 
328 
100 


421 

40 

120 

441 

20 

101 


7 535 
3 824 
244 
1 461 
13 551 
305 
1 654 


20 

803 

200 

60 

20 

40 


12 610 
12 042 
2 632 
623 
99 
368 


481 
422l 
100 1 
140l 


8 563 
13 309 
565 
6 137 


20 
121 
1 002 


98 
2 446 
26 030 


200 1 427 

943 27 147 


976 21 896 
i67 6 678 


703 

260 

180| 


16 920 
3 154 
514 
7 986 


20 

20 


1 103 


762 
147 
153 
27 512 


683 

160 

100 


24 149 
2 770 
I 655 


542 15 493 

541 11 669 

60 1 412 
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State and Small Areas 


Table 17. — Financial Characteristics and Duration of Vacancy, for SMSA’s, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 

[Some data based on sample; median not shown where base is insuflficient; see text “U” denotes an unincorporated place. “UT” denotes an 
urban town. Plus (+) or minus ( -) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS 

MAN- 

CHESTER 

URBAN- 

IZED 

AREA 

LAWRENCE-HAVERHILL 

MANCHESTER 

THE 

AREA 

MASSA" 

chusetts 

PORTION 

NEW HAMPSHIRE PORTION 

THE 

AREA 

MAN- 

CHESTER 

URBAN 

balance 

RURAL 

TOTAL 

URBAN 

RURAL 

VALUE 











OWNER OCCUPIED 

24 213 

21 751 

2 462 

656 

1 006 

11 179 

9 920 

514 

745 

10 625 

LESS THAN $5t000 

927 

746 

181 

6 

173 

483 

393 

38 

52 

439 

$5 » 000 TO $7 f 400 

2 078 

1 891 

107 

30 

157 

980 

815 

61 

104 

911 

$7 1 500 TO $9 t 900 

2 999 

2 604 

395 

iiO 

285 

2 038 

1 776 

120 

142 

1 937 

$10 1 000 TO $12t400 • • . • 

4 478 

3 859 

619 

193 

426 

2 926 

2 568 

189 

169 

2 819 

$12i500 TO $l4t900 . • 

4 245 

3 775 

470 

145 

325 

1 970 

1 789 

00 

101 

1 6B6 

SlSiOOO TO $17t400 . . . . 

4 439 

4 091 

348 

98 

250 

1 140 

1 055 

13 

72 

1 008 

$17 1 500 TO $19t900 . • 

1 869 

1 737 

132 

31 

101 

611 

559 

... 

52 

563 

$20 t 000 TO $24 1 900 

1 073 

1 776 

97 

24 

73 

561 

524 

9 

28 

537 

$25 1 000 TO $34f900 • . . 

857 

836 

21 

9 

12 

322 

297 

... 

25 

297 

$35 1 000 OR MORE 

448 

436 

12 

8 

4 

148 

144 

4 

... 

140 

MEDIAN DOLLARS . 

13 500 

13 700 

11 900 

12 300 

11 700 

11 800 

11 900 

10 500 

11 100 

11 800 

VACANT AVAILABLE FOR SALE 

317 

253 

64 

20 

44 

142 

123 

4 

15 

127 

LESS THAN $5*000 

6 

6 

. . * 

. t . 

... 

20 

16 

• • • 

4 

16 

$5t000 TO $9*900 . . . 

35 

21 

14 

6 

a 

28 

24 

• • » 

4 

24 

$10*000 TO $14(900 

106 

83 

23 

3 

20 

59 

48 

• • • 

7 

52 

$15*000 TO $19*900 

102 

82 

20 

8 

12 

19 

19 

... 

• • • 

19 

$20*000 TO $24*900 , • • • 

33 

29 

4 

» . * 

4 

5 

5 

• • t 

... 

5 

$25*000 OR MORE . * 

35 

32 

3 

3 

... 

11 

11 

• • • 

... 

11 

MEDIAN PRICE ASKED . DOLLARS . 

15 600 

16 000 

... 

... 

... 

... 

12 200 

« « • 


... 

GROSS RENT 











RENTER OCCUPIED 

28 008 

27 485 

523 

206 

317 

14 302 

14 010 

104 

188 

14 14B 

LESS THAN $20 

54 

54 

. . . 

. . . 

• • . 

no 

no 

. . . 


110 

$20 TO $29 

460 

452 

8 

. . . 

8 

464 

464 

. . . 

... 

468 

$30 TO $39 

1 357 

1 348 

9 

5 

4 

1 074 

1 064 

6 

4 

1 070 

$40 TO $49 

2 980 

2 946 

34 

23 

11 

2 123 

2 103 

5 

15 

2 111 

$50 TO $59 

4 755 

4 735 

20 

5 

15 

2 834 

2 778 

14 

42 

2 796 

$60 TO $69 

5 263 

S 200 

63 

15 

48 

2 884 

2 814 

18 

52 

2 632 

$70 TO $79 

4 852 

4 768 

84 

39 

45 

2 042 

2 001 

26 

15 

2 031 

$80 TO $99 

5 228 

5 079 

149 

72 

77 

1 724 

1 678 

23 

23 

1 713 

$100 TO $119 

1 715 

1 676 

39 

6 

31 

565 

554 

6 

5 

560 

$120 TO $149 

456 

419 

37 

5 

32 

90 

73 

3 

14 

76 

$150 TO $199 . . . . 

111 

98 

13 

5 

6 


34 



34 

$200 OR MORE , 

45 

45 

. . , 

f * . 

• • . 

5 

5 

... 

... 

5 

NO CASH RENT 

732 

665 

67 

29 

38 

353 

332 

3 

18 

342 

median DOLLARS . 

68 

67 

81 

... 

82 

61 

61 

... 

... 

61 

CONTRACT rent 











RENTER OCCUPIED 

28 008 

27 485 

523 

206 

317 

14 302 

14 010 

104 

188 

14 148 

LESS THAN $20 , , 

782 

758 

24 

5 

19 

541 

541 

... 


545 

$20 TO $29 . ♦ , 

3 606 

3 590 

8 

. • . 

a 

2 252 

2 243 

... 

9 

2 243 

$30 TO $39 . • • • . , 

7 334 

7 295 

39 

28 

11 

3 501 

3 516 

18 

47 

3 541 

$40 TO $59 , 

9 360 

9 241 

119 

46 

73 

4 636 

4 497 

51 

88 

4 556 

$60 TO $79 

4 749 

4 592 

157 

51 

106 

2 404 

2 350 

32 

22 

2 390 

$00 TO $99 t . r . 

1 025 

953 

72 

37 

35 

425 

421 

. . • 

4 

421 

SlOO TO $149 

364 

332 

32 

5 

27 

97 

97 

... 


97 

$150 OR MORE 

56 

51 

5 

5 


13 

13 


... 

13 

NO CASH RENT 

732 

665 

67 

29 

38 

353 

332 

3 

18 

342 

median DOLLARS , 

43 

43 

65 

... 

64 

42 

42 

... 

... 

42 

VACANT AVAILABLE FOR RENT. 

1 497 

1 486 

11 

11 


667 

644 

8 

15 

662 

LESS THAN $30 . . . . 

414 

414 




219 

219 



219 

$30 TO $39 , , , , , 

430 

438 

■ . . 

. . . 

... 

134 

130 

**4 

... 

134 

$40 TO $59 

404 

400 

4 

4 

... 

189 

181 


8 

181 

$60 TO $79 

149 

142 

7 

7 


71 

64 

*4 

3 

68 

$80 TO $99 

58 

58 

. • * 

... 

!!! 

27 

27 



37 

$100 TO $119 

14 

14 

... 

... 


21 

17 

• • t 

4 

17 

$120 OR MORE 

1 

20 

... 

. . « 


6 

6 

V • • 


6 

MEDIAN RENT ASKED (DOLLARS)! 

! 










VACANT AVAILABLE FOR RENT. . . 

1 

38 

... 

. t . 


39 

36 

• • • 

... 

38 

WITH ALL UTILITIES IN RENT 

41 

40 

... 

... 




« i • 

... 

. . ( 

WITH SOME OR NO UTILITIES IN RENT. . . 

36 

36 


... 


*38 

*37 

... 


38 

DURATION OF VACANCY 











VACANT AVAILABLE FOR SALE. . 

335 

267 

68 

20 

48 

153 

126 

4 

23 

130 

LESS THAN 4 MONTHS 

152 

111 

41 

17 

24 

105 

86 

4 

15 

90 

4 UP TO 6 MONTHS . . 

53 

49 

4 


4 

19 

15 


4 

15 

6 MONTHS OR MORE 

130 

107 

23 

*3 

20 

29 

25 

... 

4 

25 

VACANT AVAILABLE FOR RENT. ...... 

1 480 

1 469 

U 

11 


669 

646 

a 

is' 

664 

LESS THAN 1 MONTH 

396 

388 

B 

8 

• • • 

177 

177 



177 

1 UP TO 4 MONTHS 

531 

53l! 



• • • 

241 

230 

... 

*1*1 

240 

4 UP TO 6 MONTHS 

215 

212 

3 


• « • 

55 

51 

4 


55 

6 MONTHS OR MORE . 

338 

338 




196 

186 

4 

**4 

192 
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Table 18 . — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places 
OF 25,000 TO 50,000 Inhabitants; 1960 

[Some data based on sample; see text “U” denotes an unincorporated place. “TJT” denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 

CONCORD 

NASHUA 

PORTS- 

MOUTH 

SUBJECT 

CONCORD 

NASHUA 

PORTS- 

MOUTH 

ALL HOUSING UNITS 

0 9iA 

12 236 

B 060 

CONDITION AND PLUMB 1 NG— CON. 




TENURE! COLOR! AND VACANCY 




RENTER OCCUPIED 

3 425 

5 409 

3 950 

STATUS 




SOUND 

2 744 

4 193 

3 294 





WITH ALL PLUMBING FACILITIES 

2 585 

3 879 

3 213 

OCCUPIED 

a 378 

11 807 

7 433 

LACKING SOME OR ALL FACILITIES 

159 

314 

ai 

OWNER OCCUPIED 

4 953 

6 398 

3 483 

DETERIORATING 

593 

872 

546 

PERCENT OF ALL OCCUPIED 

59.1 

54.2 

46.9 

WITH ALL PLUMBING FACILITIES 

456 

673 

508 

WHITE 

4 941 

6 394 

3 452 

LACKING SOME OR ALL FACILITIES 

137 

199 

38 

NONWHITE 

12 

4 

31 

DILAPIDATED 

88 

344 

no 

RENTER OCCUPIED 

3 425 

5 409 

3 950 





WHITE 

3 416 

5 385 

3 708 

VACANT AVAILABLE FOR SALE 

60 

103 

39 

NONWHITE ... 

9 

24 

242 

WITH ALL PLUMBING FACILITIES 

52 

101 

37 





LACKING SOME OR ALL FACILITIES 

8 

2 

2 

VACANT 

536 

429 

647 





YEAR ROUND 

418 

414 

613 

VACANT AVAILABLE FOR RENT. 

157 

160 

485 

SOUND OR DETERIORATING 

368 

359 

579 

WITH ALL PLUMBING FACILITIES 

117 

111 

437 

AVAILABLE 

217 

263 

524 

LACKING SOME OR ALL FACILITIES 

40 

49 

48 

HOMEOWNER VACANCY RATE 

1.2 

103 

1.6 

39 

1.1 





FOR RENT ............. 

157 

160 

485 





RENTAL VACANCY RATE 

4.4 

2.9 

10.9 

ALL HOUSING UNITS 

8 914 

12 236 

a 080 

RENTED OR SOLD! AWAITING OCCUPANCY . 

30 

45 

6 





HELD FOR OCCASIONAL USE. ..... .| 

27 

19 

4 

WATER SUPPLY 




HELD FOR OTHER REASONS 

94 

32 

45 





DILAPIDATED ' 

50 

55 

34 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

8 308 

11 648 

1 7 945 

SEASONAL *...«; 

118 

15 

34 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

493 

565 

' 131 





PIPED WATER OUTSIDE STRUCTURE* ...... 

15 

4 

. • « 





NO PIPED WATER 


19 

4 

CONDITION AND PLUMBING 





! 



ALL UNITS 

8 914| 

12 236 

6 060 

TOILET FACILITIES 




SOUND 

7 518 

10 449 

6 894 





WITH ALL PLUMBING FACILITIES ...... 

7 132 

10 046 

6 74B 

FLUSH TOILET! EXCLUSIVE USE. ....... 

8 471 

12 033 

7 978 

LACKING ONLY HOT WATER , 

77 

86 

7 

FLUSH TOILET 1 SHARED . 

212 

172 

79 

LACKING OTHER PLUMBING FACILITIES. . . « 

309 

317 

139 

OTHER TOILET FACILITIES OR NONE. , . . . • 

231 

31 

23 



1 175 

1 306 

966 



1 


WITH ALL PLUMBING FACILITIES 

856 

1 027 

884 





LACKING ONLY HOT WATER 

81 

95 

23 

BATHING FACILITIES ' 




LACKING OTHER PLUMBING FACILITIES. . . . 

238 

164 

59 





DILAPIDATED. ... 

221 

481 

220 

BATHTUB OR SHOWER i EXCLUSIVE USE 

8 245 

11 594 

7 839 





BATHTUB OR SHOWER i SHARED. ........ 

197 

206 

101 

OWNER OCCUPIED 

4 953 

6 398 

3 403 

NO BATHTUB OR SHOWER .... 

472 

436 

140 

SOUND 

4 447 

5 991 

3 167 





WITH ALL PLUMBING FACILITIES i 

4 333 

5 940 

3 132 





LACKING SOME OR ALL FACILITIES 

114 

51 

35 

BATHROOMS 




DETERIORATING ' 

428 

331 

273 





WITH ALL PLUMBING FACILITIES 

337 

301 

235 


6 908: 

9 824 

7 055 

LACKING SOME OR ALL FACILITIES 

91 

30 

38 

1 PLUS PARTIAL ..... 

666 

887 

453 

DILAPIDATED. i 

78 

76 

43 

2 OR MORE . . 

449 

600 

330 





SHARED OR NONE . . . 

891| 

925 

242 
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State and Small Areas 


Table 19. — Structural Characteristics, for Places of 25,000 to 50,000 Inhabitants: 1960 Rooms Units m Structure 

//TYmi. j i. Bedrooms Trailer 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an umncoiporated place. 'UT” denotes an 
urban town. Plus (-f) after number indicates median above that number] 


SUBJECT 

CONCORD 

NASHUA 

PORTS- 

MOUTH 

SUBJECT 

CONCORD 

NASHUA 

PORTS- 

MOUTH 

ROOMS 




BEDROOMS 




ALL UNITS 

8 914 

12 236 

8 080 

ALL UNITS 

8 914 

12 236 

B 080 

1 ROOM 

163 

ISO 

56 

NONE 

81 

207 

131 

2 ROOMS * 

237 

331 

252 


1 413 

2 096 

1 177 

3 ROOMS 

866 

1 219 

805 


2 732 

4 183 

2 829 

4 ROOMS* •••• 

1 475 

2 6B2 

2 022 


2 973 

4 022 

2 763 


1 973 

2 995 

2 214 

4 OR MORE 

1 715 

1 648 

1 180 

6 ROOMS 

2 045 

2 601. 

1 346 






1 092 

1 138 

737 

OWNER OCCUPIEO 

4 953 

6 398 

3 483 

8 ROOMS OR MORE 

1 061 

890 

648 

0 AND 1 

300 

504 

146 


5.4 

5.0 

4.9 


1 302 

1 904 

993 



1 



1 946 

2 738 

1 381 

OWNER OCCUPIED 

4 953 

6 398 

3 483 

4 OR MORE 

1 405 

1 252 

963 

1 TO 3 ROOMS 

147 

171 

88 





4 ROOMS 

579 

1 143 

451 

RENTER OCCUPIEO 

3 425 

5 409 

3 950 

5 ROOMS. * . • . . 

1 114 

1 571 

863 

NONE ... 

60 

287 

114 

6 ROOMS. . • 

1 402 

1 818 

983 


967 

1 524 

903 


830 

917 

595 


1 162 

2 144 

1 510 

B ROOMS OR MORE. 

881 

778 

503 

3 OR MORE . 

1 236 

1 454 

1 423 

MEDIAN 

6.0 

5.7 

5.8 





RENTER OCCUPIED 

3 425 

5 409 

3 950 

UNITS IN STRUCTURE 





123 

171 

24 





2 ROOMS. 

171 

282 

191 





3 ROOMS 

630 

L 025 

644 

ALL UNITS 

8 914 1 

12 236 

8 OBO 

4 ROOMS 

767 

1 610 

1 316 

It DETACHED 

4 894 1 

5 649 

3 746 

5 ROOMS 

779 

1 305 1 

1 266 

1. ATTACHED. 

405 

620 

358 


587 

724' 

263 


1 801 

2 499 

1 150 

7 ROOMS OR MORE 

368 

292 

246 

3 AND 4 

973 

1 836 

1 800 

MEDIAN 

4.5 

4.3 

4.3 

5 OR MORE 

727 

1 605 

930 





TRAILER 

114 

27 

96 

VACANT AVAILABLE FOR SALE 

60 

103 

39 





1 TO 3 ROOMS 

4 

2 

4 

OWNER OCCUPIEO .... 

4 953 

6 398 

3 483 

4 AND 5 ROOMS 

30 

67 

14 

It DETACHED 

3 760 

4 738 

2 962 

6 ROOMS OR MORE 

26 

34 

21 

1 If ATTACHED 

128 

238 

106 

MEDIAN . . 

5.3 

5.1 

. . . 

2 OR MORE 

955 

1 395 

319 





TRAILER . 

110 

27 

96 

VACANT AVAILABLE FOR RENT 

157 

160 

485 





1 ROOM * 

14 

3 

30 

RENTER OCCUPIED 

3 425 

5 409 

3 950 

2 ROOMS 

IB 

8 

33 

It DETACHED 

848 

751 

623 

3 ROOMS 

37 

51 

88 

It ATTACHED 

277 

366 

243 

4 ROOMS 

39 

50 

226 


978 

1 436 

827 

5 ROOMS OR MORE. . 

.49 

48 

108 

3 AND 

737 

1 424 

1 595 

MEDIAN . 

3.7 

3.9 

3.9 

5 TO 

392 

961 

584 





10 TO 19 . . . 

163 

243 

48 





20 OR MORE 

26 

226 

30 





TRAILER 

4 

... 

... 





VACANT AVAILABLE FOR RENT. ...... 

135 

160 

450 






13 

26 

62 





2 OR MORE. • • 

122 

152 

388 
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Table 20. — Occupancy Characteristics, Year Built, and Heating Equipment, for Places 
OF 25,000 TO 50,000 Inhabitants: 1960 

[Based on sample; see text. “U” denotes an unincorporated place. “UT" denotes an urban town] 


Year Struct. Built 
Basement 

Heating Equipment 
Source of Water 


Sewage Disposal 

Population 

Persons 

Persons per Room 


subject 

CONCORD 

NASHUA 

PORTS- 

MOUTH 

SUBJECT 

CONCORD 

NASHUA 

PORTS- 

MOUTH 

ALL HOUSING UNITS 

8 914 

12 236 

B 080 

POPULATION 




YEAR STRUCTURE BUILT 




POPULATION IN HOUSING UNITSi I960. «... 

25 623 

37 793 

25 218 





PER OCCUPIED UNIT 

3.1 

3.2 

3.4 





OWNER 

3.3 

3.5 

3,4 

1955 TO MARCH 1960 

541 

1 310 

1 926 

RENTER «... 

2.7 

2.9 

3.4 

1950 TO 1954 

355 

865 

306 

POPULATION IN DWELLING UNITS» 1950 .... 

24 105 

33 453 

18 452 

1940 TO 1949 

439 

856 

i 312 

PER OCCUPIED UNIT. .......... . 

3.2 

3.3 

3.3 

BASEMENT 




ALL OCCUPIED UNITS 

8 378 

11 807 

7 433 

basement 

8 515 

11 826 

5 944 

PERSONS 




CONCRETE SLAB . 

75 

172 

1 150 





OTHER 

324 

238 

986 









OWNER OCCUPIED 

4 953 

6 398 

3 483 





1 PERSON 

492 

516 

322 

heating EQUIPMENT 




2 PERSONS 

1 528 

1 722 

974 





3 PERSONS 

1 004 

1 278 

645 





4 PERSONS 

all 

1 316 

776 

STEAM OR HOT WATER 

, 5 112 

5 715 

1 3 462 

5 PERSONS 

603 

1 780 

420 

WARM AIR FURNACE 

2 241 

3 105 

1 3 895 

6 PERSONS . 

260 

1 446 

206 

FLOOR t WALL I OR PIPELESS FURNACE 

364 

394 

129 

7 PERSONS 

132 

177 

70 

BUILT-IN ELECTRIC UNITS 

! 8 

12 

4 

8 PERSONS OR MORE 

103 

161 

70 

OTHER MEANS WITH FLUE 

1 100 

2 785 

455 

MEDIAN 

3.0 

3.3 

3.2 

OTHER MEANS WITHOUT FLUE 

1 57 

119 

94 





NONE 

' 32 

106 

41 

RENTER OCCUPIED t 

3 425 

5 409 

3 950 





1 PERSON . . 

821 

1 183 

412 





2 PERSONS 

1 050 

1 540 

1 002 

SOURCE OF WATER 




3 PERSONS . 

641 

1 018 

754 





4 PERSONS * « 

424 

857 

850 





5 PERSONS 

290 

415 

499 

PUBLIC SYSTEM OR PRIVATE COMPANY 

8 166 

11 623 

8 011 

6 PERSONS. ... 

115 

228 

234 

INDIVIDUAL well 

1 685 

592 

69 

7 PERSONS 

52 

92 

137 

OTHER. • . 

43 

21 

... 

8 PERSONS OR MORE 

32 

76 

62 





MEDIAN 

2.3 

2.5 

3.2 

SEWAGE DISPOSAL 












PERSONS PER ROOM 




PUBLIC SEWER 

7 453 

11 208 

7 067 





SEPTIC TANK OR CESSPOOL 

1 244 

961 

966 

OWNER OCCUPIED 

4 953 

6 398 

3 403 

OTHER OR NONE. . 

217 

67 

47 

0.50 OR LESS 

2 742 

2 977 

1 733 





0.51 TO 1.00 

1 970 

2 975 

1 599 





1.01 OR MORE * . . * 

241 

446 

151 





RENTER OCCUPIED 

3 425 

5 409 

3 950 





0.50 OR LESS 

1 681 

2 338 

1 062 





0,51 TO 1.00 

1 578 

2 652 

2 325 





1.01 OR MORE 

166 

419 

563 
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State and Small Areas 


Table 21. — Financial Characteristics, Year Moved Into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants; 1960 

[Based on sample; see text. “U” denotes an unincorporated place. ‘‘UT” denotes an urban town. Median not shown where base is less 
than 200; plus (+) or minus (— ) after number indicates median above or below that number] 


Yc.ir Moved into Unit 
Automobiles Avail. 
Air Conditioning 
Value 


Gross Rent 
Contract Rent 
Duration of 
Vacancy 


SUBJECT 

CONCORD 

NASHUA 

PORTS- 

MOUTH 

SUBJECT 

CONCORD 

NASHUA 

PORTS- 

MOUTH 

ALL OCCUPIED UNITS 

8 378 

11 807 

7 433 

GROSS RENT 




YEAR MOVED INTO UNIT 




RENTER OCCUPIED 

3 425 

5 409 

3 950 



• 


LESS THAN 

4 

24 

t • t 

OWNER OCCUPIED 

4 953 

6 398 

3 483 

$20 TO $29 

12 

143 

20 

1959 TO MARCH 1960 

473 

687 

469 

$30 TO $39 

151 

270 

63 

1958 ....... 

293 

417 

243 

$40 TO $49 

220 

578 

173 

1954 TO 1957 

927 

1 476 

741 

$50 TO $59 ........ . 

470 1 

970 

238 

1940 TO 1953 

1 685 

2 183 

1 217 

$60 TO $69 

640 

1 064 

420 

1939 OR EARLIER 

1 375 

1 635 

813 

$70 TO $79 

671 

1 057 

814 





$80 TO 

738 

832 

1 410 

RENTER OCCUPIED 

3 425 

5 409 

3 950 

$100 TO $149 

256 

372 

673 

1959 TO MARCH 1960 

933 

1 630 

1 590 

$150 OR MORE 

25 

28 

39 

1958 * 

479 

619 

1 093 

NO CASH RENT 

236 

71 

100 

1954 TO 1957 

967 

1 382 

558 

MEDIAN DOLLARS • 

71 

66 

83 

1940 TO 1953 

842 

1 273 

535 





1939 OR earlier j 

204 

505 

174 



1 






CONTRACT RENT 




AUTOMOBILES AVAILABLE ' 




RENTER OCCUPIED 

3 189 

5 338^ 

3 850 





MEDIAN . DOLLARS . 

54 


66 


5 295 

7 621 

5 227 



47 1 



1 472 

1 246 

1 024 

VACANT AVMLABLE FOR RENT 

157 

1601 

444 

3 OR MORE 

59 

221 

42 

LESS THAN $30 

10 

33 

7 

NONE 

1 552 

2 717 

1 140 

$30 TO $39 

35 

45! 

. . . 





$40 TO $59 

77 

70 

292 





$60 TO $79 

25 

12 

87 

AIR CONDITIONING 




$80 TO $99 

10 

. . . 

33 





$100 TO $119 

. • . 

... 

17 

ROOM UNIT(S} 

357 1 

609 

267 

$120 OR MORE 

• • « 

• • > 

e 

CENTRAL SYSTEM . 

40 

163 

61 

MEDIAN RENT ASKED (DOLLARS) i 




NONE 

7 981 

11 035 

7 105 

VACANT available FOR RENT. ....... 

... 

... 

57 





WITH ALL UTILITIES IN RENT 

• . . 

... 

, , , 


i 



WITH SOME OR NO UTIL. IN RENT 


... 

56 

VALUE 








OWNER OCCUPIED 

4 ass' 

5 040 

3 090 

DURATION OF VACANCY 




LESS THAN $5f000 

252 

138 

90 





SSfOOO TO S7(400 

613' 

343 

176 

VACANT AVAILABLE FOR SALE 

60 

103 

38 

$7 1 500 TO $9 f 900 

1 003 

617 

371 

LESS THAN 4 MONTHS 

26 

81 

13 

SlOtOOO TO $12t400 

966 1 

i 258 

679 

4 MONTHS OR MORE . 

34 

22 

25 

S12r500 TO Sl4f900 

527 

1 108 i 

730 





SlSfOOO TO S17t400 

318 

667 

461 

VACANT AVAILABLE FOR RENT 

157 

160 

444 

S17t50O TO S19i900 

222 

330 

318 

LESS THAN 1 MONTH 

41 

26 

42 

$20(000 TO $24(900 

227 

311, 

187 

1 UP TO 4 MONTHS 

50 

64 

69 

$25(000 TO $34(900 

74 

178' 

43 

4 MONTHS OR MORE 

66 

66 

333 

$35(000 OR MORE 

56 

90, 

35 





MEDIAN DOLLARS . 

10 700 

12 900 1 

13 300 





VACANT AVAILABLE FOR SALE. . 

60 

90 

38 





MEDIAN PRICE ASKED ....... DOLLARS . 

... 

... 

... 
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Table 22. — Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places 
OF 10,000 TO 25j000 Inhabitants: 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place. denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 


ALL HOUSING UNITS 

TENURE! COLOR! AND VACANCY 
STATUS 


OCCUPIED 

OWNER OCCUPIED 

PERCENT OF ALL OCCUPIED. ...... 

WHITE. , . . . 

-NONWHITE 

RENTER OCCUPIED 

WHITE 

NONWHITE . 

VACANT . . . ' * . . . 

YEAR ROUND 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY 

HOMEOWNER VACANCY RATE 

FOR RENT 

RENTAL VACANCY RATE. ...... 

RENTED OR SOLD! AWAITING OCCUPANCY . 
held for OCCASIONAL USE. ...... 

HELD FOR OTHER REASONS ....... 

DILAPIDATED 

SEASONAL ... 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER «... 

LACKING OTHER PLUMBING FACILITIES, . , . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

OWNER OCCUPIED .... 

SOUND . . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES .... 

DETERIORATING . 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES ..... 
LACKING SOME OR ALL FACILITIES .... 

DETERIORATING 

WITH ALL PLUMBING FACILITIES ..... 
LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED. 

VACANT AVAILABLE FOR SALE. ..... 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

VACANT available FOR RENT 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED water . , 


TOILET FACILITIES 

FLUSH TOILET! EXCLUSIVE USE. . - 

FLUSH TOILET! SHARED - 

other TOILET FACILITIES OR NONE, 


BATHING FACILITIES 

BATHTUB OR SHOWER i EXCLUSIVE USE 
BATHTUB OR SHOWER! SHARED. . , . 

NO bathtub or shower 


BATHROOMS 


I 

MORE THAN I. . 
SHARED OR NONE 


BERLIN 

CLAREMONT 

DOVER 

KEENE 

LACONIA 

5 646 

4 743 

5 852 

5 943 

5 245 

5 368 

4 257 

5 597 

5 569 

4 556 

2 8B2 

2 474 

3 345 

3 309 

2 586 

53.7 

58.1 

59.8 

59,4 

56,7 

2 882 

2 462 

3 345 

3 309 

2 582 

... 

12 

. . . 

• . . 

4 

2 486 

1 783 

2 252 

2 260 

1 972 

2 466 

1 783 

2 248 

2 260 

1 964 

... 

• • i 

4 

... 

B 

278 

486 

255 

374 

687 

260 

410 

226 

283 

285 

243 

354 

198 

256 

257 

192 

303 

151 

195 

170 

17 

48 

47 

48 

42 

0,6 

1.9 

1.4 

1.4 

1.6 

175 

255 

104 

147 

128 

6.6 

12.5 

4.4 

6.1 

6,1 

12 

8 

12 

5 

17 

12 

7 

6 

11 

19 

27 

36 

29 

45 

51 

17 

66 

28 

27 

28 

16 

76 

29 

91 

402 

5 646 

4 743 

5 852 

5 943 

5 245 

4 789 

3 802 

5 U7 

4 685 

4 775 

4 510 

3 762 

4 854 

4 413 

4 531 

31 

36 

103 

12 

68 

248 

84 

160 

260 

176 

763 

664 

554 

999 

383 

529 

513 

461 

863 

295 

8 

52 

22 

32 

27 

226 

99 

71 

104 

61 

94 

197 

181 

259 

87 

2 882 

2 474 

3 345 

3 309 

2 586 

2 660 

2 166 

3 082 

2 661 

2 460 

2 637 

2 IIB 

3 012 

2 634 

2 399 

23 

48 

70 

27 

61 

186 

252 

208 

395 

104 

178 

207 

169 

352 

78 

B 

45 

19 

43 

26 

36 

56 

55 

53 

22 

2 486 

1 783 

2 252 

2 260 

1 972 

1 972 

1 407 

1 831 

1 578 

1 716 

1 755 

1 356 

1 675 

1 368 

1 552 

217 

51 

156 

210 

164 

477 

274 

320 

511 

224 

293 

216 

249 

445 

168 

164 

58 

71 

66 

56 

37 

102 

101 

171 

32 

17 

48 

47 

48 

42 

14 

41 

45 

48 

38 

3 

7 

2 


4 

175 

255 

104 

147 

128 

104 1 

215 

78 

104 

109 

71 1 

40 

26 

43 

19 

'' H 

. '5 646' 

4 743 

5 852 

5 943 

5 245 

» 5 428 

4 488 

5 534 

5 711 

4 960 

, 206 

239 

305 

221 

254 

. 4 

... 

B 

... 

... 

. 8 

16 

5 

11 

11 

. . 5 448 

4 638 

5 734 

5 626 

5 133 

« 182 

70 

86 

256 

85 

. 16 

35 

32 

61 

27 

. 5 135 

4 532 

5 554 

5 492 

4 9SB 

, 185 

79 

93 

273 

86 

. 326 

132 

205 

170 

171 

. 4 601 

3 952 

4 659 

.4 845 

4 242 

, 482 

44B 

736 

592 

621 

, 563 

343 

457 

506 

382 


ROCHESTER 


5 279 


4 947 
3 126 
63.2 
3 126 

1 821 
1 821 


332 

227 

211 

137 

24 

O.B 

113 

5,8 

22 

21 

31 

16 

105 


5 279 
4 829 
4 471 
46 
312 
336 
185 

23 
128 
114 

3 126 
2 944 
2 813 
131 
122 
64 
58 
60 

1 B21 
1 629 
1 453 
176 
168 
92 
76 

24 

24 

21 

3 

113 

92 

21 


5 279 


4 803 
375 
23 
78 


4 911 
141 
227 


4 736 
152 
391 


4 138 
519 
622 
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Table 23. — Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants; 1960 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. “UT" denotes 
an urban town. Plus (+) after number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


B.-isemcnt 
Heating Equip. 
Source of Water 
Sewage Disposal 


SUBJECT 

BERLIN 

CLAREMONT 

DOVER 

KEENE 

LACONIA 

ROCHESTER 

ROOMS 







all units. 

5 646 

4 743 

5 852 

5 943 

5 245 

5 279 

1 BOOM 

171 

93 

63 

259 

77 

153 

2 ROOMS 

159 

116 

83 

227 

104 

160 

3 ROOMS 

523 

401 

451 

654 

647 

554 

4 ROOMS 

1 658 

1 U9 

1 299 

949 

1 195 

1 090 

5 ROOMS 

1 538 

1 332 

1 346 

1 315 

1 190 

1 090 

6 ROOMS 

955 

871 

1 408 

1 147 

1 035 

i 066 

7 ROOMS 

370 

455 

583 

701 

492 

543 

S ROOMS OR MORE 

272 

346 

619 

691 

505 

603 

MEDIAN 

4.7 

5.0 

5.3 

5.2 

5,0 

5.1 

OWNER OCCUPIED 

2 882 

2 474 

3 345 

3 309 

2 586 

3 126 

1 TO 3 ROOMS 

90 

62 

62 

161 

74 

163 

4 ROOMS 

537 

403 

562 

339 

400 

534 

5 ROOMS 

922 

731 

838 

800 

629 

706 

6 ROOMS . . * . 

763 

623 

960 

829 

690 

836 

7 ROOMS OR MORE 

570 

655 

923 

1 180 

793 

887 

MEDIAN 

5.4 

5.6 

5.7 

5.9 

5.8 

5.7 

RENTER OCCUPIED 

2 486 

1 783 

2 252 

2 260 

1 972 

1 821 

1 ROOM 

146 

79 

33 

190 

68 

114 

2 ROOMS. 

129 

62 

79 

168 

80 

U2 

3 ROOMS 

397 

268 

346 

461 

520 

358 

4 ROOMS 

998 

571 

684 

548 

564 

461 

5 ROOMS 

585 

469 

456 

444 

372 

341 

6 ROOMS 

169 

212 

413 

284 

252 

217 

7 ROOMS OR MORE. 

62 

102 

239 

165 

116 

218 

MEDIAN . 

4.1 

4.3 

4.5 

4,1 

4.1 

4.2 

VACANT AVAILABLE FOR SALE 

17 

48 

47 

48 

42 

24 

MEDIAN 

... 

... 

... 

... 

... 

... 

VACANT AVAILABLE FOR RENT 

175 

255 

104 

147 

128 

113 

MEDIAN 

3.7 

3.9 

4.1 

2.9 

3.7 

3.9 

ALL HOUSING UNITS 

5 646 

4 743, 

5 852 

5 943 

5 245 

5 279 

BEDROOMS 







0 AND 

1 039 

754 

642 

1 211 

949 

1 056 


2 052 

1 745 

1 962 

1 654 

1 655 

1 790 

3 OR MORE 

2 555 

2 244 

3 248 

3 078 

2 641 

2 425 

UNITS IN STRUCTURE 







ALL UNITS 

5 646 

4 743 

5 852 

5 943 

5 245 

5 279 


2 131 

2 626 

4 147 

3 717 

3 199 

3 896 


1 344 

802 

727 

898 

975 

685 

3 AND 4 

1 230 

716 

522 

680 

511 

371 

5 OR MORE 

898 

577 

356 

563 

527 

277 

TRAILER . 

23 

20 

100 

85 

33 

50' 

OWNER OCCUPIED .... 

2 882 

2 474 

3 345 

3 309 

2 586 

3 126 


1 863 

1 945 

2 889 

2 882 

2 040 

2 810 

2 OR MORE 

996 

509 

364 

358 

521 

266 

TRAILER 

23 

20 

92 

69 

25 

50 

RENTER OCCUPIED 

2 486 

1 783 

2 252 

2 260 

1 972 

1 821 


245 

508 

1 130 

699 

609 

877 


645 

396 

424 

558 

534 

410 

3 AND 4 

854 

462 

404 

558 

371 

280 

5 TO 9 

574 

271 

220 

248 

238 

170 

10 OR MORE . 

168 

146 

66 

181 

212 

76 

TRAILER. 

... 

... 

6 

16 

8 

... 

YEAR STRUCTURE BUILT 







1955 TO MARCH 1960 

431 

308 

874 

512 

246 

533 

1950 TO 1954 

226 

298 

536 

384 

379 

437 

1940 TO 1949 

175 

407 

429 

302 

530 ! 

663 

1939 OR EARLIER 

4 814 

3 730 

4 011 

4 745 

4 006 

3 646 

BASEMENT 







BASEMENT 

5 287 

4 524 

5 494 

5 605 

4 655 1 

4 903 

CONCRETE SLAB 

94 

64 

79 

55 

358 ' 

75 


265 

155 

279 

283 

232 

301 

HEATING EQUIPMENT 







STEAM OR HOT WATER ..... 

2 670 

1 893 

3 647 

2 853 

2 514 

2 614 

WARM AIR FURNACE . • 

751 

1 336 

1 160 

2 080 

1 427 

1 374 

FLOOR. WALL. OR PIPELESS FURNACE 

79 

150 

161 

178 

134 

312 

BUILT-IN ELECTRIC UNITS . . 

8 

5 

... 

a 

12 

* * . 

OTHER MEANS WITH FLUE 

2 043 

1 277 

781 

694 

1 075 

869 

OTHER MEANS WITHOUT FLUE . . 

75 

54 

63 

113 

27 

60 


20 

28 

40 

17 

56 

30 

SOURCE OF WATER 







PUBLIC SYSTEM OR PRIVATE COMPANY 

5 507 

4 395 

5 498 

5 681 

4 609 

4 543 


105 

309 

316 

212 

532 

717 


34 

39 

38 

50 

104 

19 

SEWAGE DISPOSAL 








5 458 

3 714 

4 653 

5 426 

4 117 

4 037 


159 

919 

1 154 

467 

1 095 

1 087 


29 

110 

45 

50 

33 

155 


New Hampshire 
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Table 24. — Occupancy and Financial Characteristics, tor Places op 10,000 
TO 25,000 Inhabitants: 1960 

[Based on sample; see text. “U” denotes an unincorporated place. “XJT" denotes an urban town. Median not shown where base is less 
than 200; plus (-|-) or minus (-) after number indicates median above or below that number] 


Population 
Persons 
Persons per 
Room^ 


ye.ar Moved into Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


population 

population in housing UNITSi I960. . • . . 

PER OCCUPIED UNIT 

OWNER . . . « 

RENTER 

population in dwelling UNiTSr 1950 « • . . 
PER OCCUPIED UNIT 


ALL OCCUPIED UNITS 
PERSONS 

OWNER OCCUPIED . . . 

1 PERSON ........ 

2 PERSONS 

3 PERSONS. ....... 

4 PERSONS. ....... 

5 PERSONS 

6 PERSONS . 

7 PERSONS 

8 PERSONS OR MORE. . . . 

MEDIAN 

renter OCCUPIED. . . 

1 PERSON . . 

2 PERSONS. . 

3 PERSONS 

4 PERSONS 

5 PERSONS. ....... 

6 PERSONS 

7 PERSONS 

8 PERSONS OR MORE. . . . 

MEDIAN 


PERSONS PER ROOM 

OWNER OCCUPIED 

0,50 OR LESS 

0.51 TO 1.00 

1.01 OR MORE 

RENTER OCCUPIED 

0.50 OR LESS 

0.51 TO 1.00 

1.01 OR MORE 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED ...... 

1959 TO MARCH 1960 

1958 

1954 TO 1957 

1940 TO 1953 

1939 OR EARLIER 

RENTER OCCUPIED 

1959 TO MARCH 1960 

1958 

1954 TO 1957 . 

1940 TO 1953 . . 

1939 OR EARLIER 


VALUE 


OWNER OCCUPIED 

LESS THAN SSrOOO 

SSiOOO TO t7i400 . , . . 

S7i500 TO S9i900 .... 

SLOtOOO TO S12«400 ... 

$12(500 TO $14(900 

$15(000 TO $19(900 

$20(000 TO $24(900 

$25(000 OR MORE 

MEDIAN ....... DOLLARS 

VACANT AVAILABLE FOR SALE 

median price asked DOLLARS 

GROSS RENT 


renter occupied 

LESS THAN 

$20 TO $39 

S40 TO $59 

$60 TO $79 

$80 TO $99 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN 


DOLLARS 


CONTRACT RENT 

RENTER occupied 

MEDIAN DOLLARS 

VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED, ....... DOLLARS 



BERLIN 

CLAREMONT 

DOVER 

KEENE 

LACONIA 


17 337 

13 787 

18 524 

16 885 

13 682 


3,2 

3.2 

3.3 

3.0 

3,0 


3.6 

3.4 

3.5 

3,3 

3,3 


2,8 

3.0 

3,1 

2.6 

2.7 


16 259 

12 697 

15 322 

15 004 

13 567 


3.5 

3.3 

3.3 

3.2 

3.1 


5 368 

4 257 

5 597 

5 569 

4 556 


2 882 

2 474 

3 345 

3 309 

2 586 


198 

239 

264 

281 

194 


812 

696 

863 

949 

775 


549 

477 

703 

710 

587 


540 

490 

571 

603 

464 


367 

286 

456 

466 

325 


215 

162 

290 

222 

159 


106 

67 

103 

40 

50 


95 

57 

55 

38 

32 


3.3 

3.1 

3.2 

3,1 

3.1 


2 486 

1 783 

2 252 

2 260 

1 972 


502 

376 

360 

644 

520 


74B 

444 

616 

616 

572 


506 

338 

494 

416 

352 


377 

296 

372 

328 

256 


221 

159 

236 

149 

152 


60 

109 

101 

67 

60 


48 

40 

52 

28 

32 


24 

21 

21 

12 

26 


2.5 

2.7 

2.8 

2,3 

2.3 


2 882 

2 474 

3 345 

3 309 

2 586 


1 269 

1 199 

1 600 

1 674 

1 341 


1 304 

1 137 

1 486 

I 500 

1 150 


309 

130 

259 

135 

95 


2 486 

i 783 

2 252 

2 260 

1 972 


964 

734 

942 

987 

900 


1 285 

824 

1 129 

1 148 

920 


237 

225 

IBl 

125 

152 


2 682 

2 474 

3 345 

3 309 

2 586 


155 

134' 

446 

310 

247 


146 

134 1 

258 

205 

186 


624 

626 ' 

864 

851 1 

622 


1 095 

967 

1 067 

1 147 1 

961 


860 

613 

710 

796 

570 


2 486 

1 783 

2 252 

2 260 

1 972 


598 

656 

831 

796 

716 


320 

237 

237 

440 

272 


647 

418 

569 

506 

456 


625 

360 

438 

348 

428 


296 

112 

177 

170 

100 


1 876 

i 964 

2 984 

3 020 

1 976 


141 

200 

118 

80 

143 


334 

325 

134 

207 

219 


345 

405 

376 

463 

432 


481 

533 

776 

829 

386 


351 

246 

708 

605 

339 


177 

173 

651 

559 

257 


28 

66 

141 

135 

102 


19 

16 

80 

142 

98 


10 600 

10 200 

12 800 

12 300 

U 300 


18 

42 

26 

43 

28 



... 

... 




2 486 

1 783 

2 252 

2 260 

1 972 


12 

4 

... 

4 

. . • 


393 

116 

119 

135 

92 


1 336 

485 

53B 

548 

492 


564 

639 

788 

766 

868 


93 

350 

517 

510 

320 



87 

176 

176 

56 


a 

22 

37 

32 

24 


80 

60 

78 

89 

100 


52 

68 

71 

71 

68 


2 406 

1 703 

2 174 

2 171 

1 872 


36 

46 

52 

54 

54 


185 

240 

123 

152 

128 


... 

44 

. .. 

. . . 



ROCHESTER 


15 437 

3.1 
3.3 
2.9 

13 429 

3.2 


4 947 


3 126 
294 
965 
607 
597 
385 
158 
71 
49 
3.0 


1 821 
376 
564 
324 
283 
137 
86 
31 
20 
2,4 


3 126 
1 606 
1 341 
179 

1 821 
675 
1 018 
128 


3 126 
257 
211 
795 
1 038 
825 

1 821 
607 
269 
370 
431 
144 


2 851 
187 
357 
609 
627 
513 
3B9 
140 
29 

11 100 
31 


1 821 
4 

210 

413 

707 

271 

59 

56 

101 

67 


1 720 
47 

141 
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Table 25. — ^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT" denotes 
an urban town. Plus (-b) after number indicates median above that number] 


Tenure by Color, 
Vflc;incy Status 
Condition and 
Plumbin^q 
Water Supply 
Toilet Facilities 


Baching Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

DURHAM IU> 

EXETER (U) 

FRANKLIN 

HAMPTON (U) 

HANOVER (U) 

HUDSON (U) 

LEBANON 

ALL HOUSING UNITS 

743 

2 003 

2 529 

1 106 

1 015 

1 067 

3 158 

TENURE 1 COLOR t AND VACANCY STATUS 








OWNER OCCUPIED * 

328 

1 104 

1 317 

780 

450 

762 

1 643 

white 

328 

1 104 

1 317 

780 

445 

762 

1 641 

NONWHITE ...... 

. . ■ 

. * . 

. . • 

... 

5 

... 

2 

RENTER OCCUPIED 

394 

702 

815 

245 

533 

253 

1 290 


392 

781 

815 

244 

527 

253 

1 290 

NONWHITE 

2 

1 

• • • 

1 

6 

• . . 

• . » 

AVAILABLE VACANT 

7 

77 

76 

41 

16 

19 

102 

FOR SALE ONLY 

... 

34 

24 

16 

3 

11 

19 

FOR rent 

7 

43 

52 

25 

13 

8 

83 

OTHER VACANT 

14 

40 

321 

40 

16 

33 

123 

CONDITION AND PLUMBING 








ALL UNITS 

743 

2 003 

2 529 

1 106 

1 015 

1 067 

3 158 


639 

1 782 

1 880 

1 063 

944 

049 

2 141 

WITH ALL PLUMBING FACILITIES 

636 

1 678 

1 640 

1 022 

893 

822 

2 039 

LACKING ONLY HOT WATER . 

* ■ t 

19 

29 

1 

1 

13 

31 

LACKING OTHER PLUMBING FACILITIES, . . . 

3 

B5 

211 

i 40 

50 

14 

71 

DETERIORATING 

103 

203 

481 

36 

54 

208 

770 

WITH ALL PLUMBING FACILITIES 

102 

141 

330 

1 27 

50 

169 

641 

LACKING ONLY HOT WATER 

i • t 

16 

25 

1 

. . t 

14 

15 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

46 

UB 

1 ® 

4 

25 

114 

DILAPIDATED 

1 

18 

168 

■ 7 

17 

10 

247 

RENTER OCCUPIED 

394 

782 

ais 

245 

533 

253 

1 290 

SOUND 

296 

644 

517 

226 

475 

170 

769 

WITH ALL PLUMBING FACILITIES 

293 

570 

449 

199 

430 

162 

724 

LACKING SOME OR ALL FACILITIES 

3 

74 

60 

27 

45 

6 

45 

DETERIORATING 

98 

134 

230 

19 

43 

82 

409 

WITH ALL PLUMBING FACILITIES ...... 

98 

92 

161 

15 

42 

70 

341 

LACKING SOME OR ALL FACILITIES 

... 

42 

69 

4 

1 

12 

68 

DILAPIDATED 

... 

4 

68 

... 

15 

1 

112 

ALL HOUSING UNITS 

743 

2 003 

2 529 

1 106 

1 015 

1 067 

3 158 

WATER SUPPLY 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

742 

1 906 

2 163 

1 077 

1 003 

1 003 

2 910 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

1 

96 

303 

26 

12 

61 

209 

PIPED WATER OUTSIDE STRUCTURE 

f • * 

• t • 

5 

. . * 

« t • 

1 

1 

NO PIPED WATER 

... 

1 

58 

3 

... 

2 

38 

TOILET FACILITIES 








FLUSH TOILET 1 EXCLUSIVE USE 

740 

1 941 

2 361 

1 068 

965 

1 056 

3 009 

FLUSH TOILET t SHARED 

3 

54 

61 

30 

50 

. t • 

73 

OTHER TOILET FACILITIES OR NONE 

... 

8 

107 

8 

... 

11 

76 

BATHING FACILITIES 








BATHTUB OR SHOWER* EXCLUSIVE USE .... . 

739 

1 869 

2 109 

1 055 

953 

1 022 

2 866 

BATHTUB OR SHOWER* SHARED. ........ 

3 

59 

72 

29 

54 

■ * * 

72 

NO BATHTUB OR SHOWER 


75 

348 

22 

8 

45 

200 

BATHROOMS 









512 

1 531 

1 863 

869 

637 

911 

2 476 

MORE THAN 1. . 

226 

361 

207 

177 

318 

112 

410 

SHARED OR NONE 

5 

111 

459 

60 

60 

44 

270 

SOURCE OF WATER 








public SYSTEM OR PRIVATE COMPANY ..... 

696 

1 960 

2 005 

1 033 

1 015 

933 

2 788 

INDIVIDUAL WELL 

37 

43 

434 

69 

• • ■ 

129 

321 

OTHER 

10 

... 

90 

4 

... 

5 

49 

SEWAGE DISPOSAL 








PUBLIC SEWER 

618 

1 872 

1 796 

617 

980 

565 

2 350 

SEPTIC TANK OR CESSPOOL . 

125 

131 

559 

480 

30 I 

460 

676 

OTHER OR NONE 

••• 

... 

174 

9 

s' 

42 

132 

ROOMS 





1 



1 ROOM ....... 

24 

66 

73 

46 

60 i 

9 

65 

2 ROOMS 

38 

56 

100 

23 

60 

21 

112 

3 ROOMS 

69 

174 

263 

78 

116 

119 

376 

4 ROOMS 

211 

372 

410 

195 

144 

237 

693 

5 ROOMS 

76 

380 

505 

264 

153 

290 

680 

6 ROOMS 

117 

410 

522 

295 

125 

215 

562 

7 ROOMS 

104 

208 

321 

117 

138 

106 

334 

a ROOMS OR MORE 

104 

335 

335 

88 

219 

70 

336 

MED I AN 1 








ALL UNITS. 

4.9 

5.4 

5.3 

5.3 

5.3 

5.0 

5.0 

OWNER OCCUPIED 

6.5 

6.1 

6.0 

5.6 

7.1 

5,5 

5.7 

RENTER OCCUPIED 

3.8 

4.4 

4,4 

4.1 

4.0 

4,1 

4.2 

UNITS IN STRUCTURE 








1* INCL. TRAILER 

538 

1 500 

1 777 

962 

895 

934 

1 766 


26 

157 

337 

85 

10 

69 

639 

3 AND 4 

74 

201 

222 

25 

25 

32 

452 

5 OR MORE 

>05, 

145 

193 

34 

85 

32 

281 


31-27 


New Hampshire 


Table 25. — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT" denotes 
an urban town. Plus (H-) after number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Baching Facilities 
Bathrooms 
Source of Water 
Sewage Dispos.!! 
Rooms 

Units in Structure 


SUBJECT 


ALL HOUSING UNITS 

TENURE! COLOR! AND VACANCY STATUS 

OWNER OCCUPIED 

WHITE. . * . . . . 

NONWHITE 

RENTER OCCUPIED 

WHITE 

nonwhite 

AVAILABLE VACANT 

FOR SALE only 

FOR RENT 

other VACANT 

CONDITION AND PLUMBING 

ALL UNITS . • , 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED . . . 

RENTER OCCUPIED . . 

SOUND 

WITH ALL PLUMBING FACILITIES ...... 

LACKING SOME OR ALL FACILITIES 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES 

DILAPIDATED 


ALL HOUSING UNITS. . 

water SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE 

FLUSH TOILETi SHARED 

other TOILET FACILITIES OR NONE 

BATHING FACILITIES 

bathtub OR SHOWER! EXCLUSIVE USE 

bathtub or SHOWER! SHARED 

NO BATHTUB OR SHOWER 

BATHROOMS 




MORE THAN 

SHARED OR NONE 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE 


ROOMS 


1 ROOM . 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS. . . 

7 ROOMS 

8 ROOMS OR MORE 

MEDIAN! 

ALL< UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

UNITS IN STRUCTURE 

1» INCL. TRAILER 

2 

3 AND 4 

5 OR MORE 


LITTLETON (U) 

MILFORD ;U) 

NEWMARKET <U) 

NEWPORT ;U> 

SALEM DEPOT 
(U> 

SOMERS WORTH 

WEST DERRY' (U) 

1 262 

1 293 

922 

1 186 

794 

2 622 

1 566 

596 

833 

480 

559 

598 

1 574 

840 

595 

832 

479 

559 

597 

1 573 

840 

i 

1 

1 

. . . 

i 

1 

... 

549 

406 

387 

516 

152 

914 

594 

549 

406 

307 

514 

152 

914 

594 

... 

... 

... 

2 

... 

* . . 

... 

71 

26 

32 

50 

26 

54 

59 

16 

9 

2 

13 

21 

8 

8 

55 

17 

30 

37 

5 

46 

51 

46 

28 

23 

61 

18 

80 

73 

1 262 

1 293 

922 

1 186 

794 

2 622 

1 566 

958 

1 109 

014 

776 

767 

2 195 

1 138 

857 

1 045 

765 

716 

742 

2 0B5 

1 041 

2 

9 

21 

9 

10 

32 

29 

99 

55 

28 

51 

15 

78 

68 

236 

152 

64 

292 

26 

350 

316 

203 

130 

32 

233 

20 

265 

207 

5 

7 

8 

11 

2 

21 

20 

20 

15 

24 

48 

4 

64 

89 

60 

32 

44 

118 

1 

77 

112 

549 

406 

387 

516 

152 

914 

594 

379 

322 

331 

289 

144 

662 

368 

308 

2B1 

305 

247 

132 

597 

304 

71 

41 

26 

42 

12 

65 

64 

130 

66 

36 

169 

8 

214 

166 

112 

59 

21 

137 

5 

166 

97 

18 

7 

15 

32 

3 

48 

71 

40 

18 

20 

58 

• • • 

38 

58 

1 262 

1 293 

922 

I 186 

794 

2 622 

1 566 

i 220 

1 236 

847 

1 041 

771 

2 438 

1 414 

40 

54 

72 

132 

20 

167 

143 


... 

i 


... 

2 

... 

2 

3 

2 

13 

3 

15 

9 

1 160 

1 261 

902 

1 134 

781 

2 560 

1 437 

91 

23 

14 

28 

7 

27 

107 

11 

9 

6 

24 

6 

35 

22 

1 lOB 

1 219 

B62 

1 025 

776 

2 437 

1 384 

100 

23 

6 

18 

7 

27 

109 

54 

51 

52 

143 

11 

158 

73 

971 

915 

766 

939 

697 

2 112 

1 181 

153 

268 

76 

126 

67 

257 

123 

130 

110 

60 

121 

30 

253 

262 

1 248 

1 258 

902 

1 170 

784 

2 414 

1 526 

14 

35 

20 

10 

10 

193 

40 


... 

... 

6 

... 

15 

... 

1 171 

1 140 

804 

1 114 

... 

1 999 

1 290 

55 

137 

108 

44 

778 

587 

262 

36 

16 

10 

28 

16 

36 

14 

60 

11 

20 

18 

5 

40 

96 

65 

17 

40 

43 

28 

48 

65 

131 

100 

98 

129 

106 

208 

185 

254 

245 

172 

216 

194 

621 

304 

255 

292 

151 

250 

175 

610 

339 

188 

226 

228 

252 

150 

503 

286 

15B 

206 

120 

134 

73 

293 

161 

151 

196 

93 

144 

63 

299 

130 

5.0 

5.4 

5,4 

5.2 

4.9 

5.1 

4.9 

6.2 

6.2 

6 • 1 

6.2 

5.2 

5.8 

5,6 

4.0 

4.5 

4,6 

4.5 

* * • 

4,3 

4.0 

518 

795 

465 

678 

680 

1 576 

826 

311 

320 

142 

245 

54 

564 

321 

220 

120 

239 

146 

37 

319 

177 

213 

58 

76 

117 

23 

163 

242 


31-28 
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Table 26. — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
POR Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. "UT” de- 
notes an urban town. Plus (-1-) or minus (— ) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

DURHAM (U) 

EXETER (U) 

FRANKLIN 

HAMPTON (U) 

HANOVER (U) 

HUDSON <U) 

LEBANON 

ALL HOUSING UNITS. ... 

743 

2 003 

2 529 

1 106 

1 015 

1 067 

3 158 

YEAR STRUCTURE BUILT 








1955 TO MARCH 1960 

89 

235 

84 

282 

76 

158 

202 

1950 TO 1954 

87 

119 

92 

251 

69 

147 

197 

1940 TO 1949 

191 

85 

160 

121 

71 

129 

235 

1939 OR EARLIER 

376 

1 564 

2 193 

452 

799 

633 

2 524 

HEATING EQUIPMENT 








STEAM OR HOT WATER 

500 

1 225 

1 177 

621 

619 

386 

1 130 

warm AIR FURNACE 

101 

461 

702 

349 

168 

453 

1 067 

BUILT-IN ROOM units 

12 

68 

64 

56 

8 

56 

94 

OTHER MEANS WITH FLUE 

26 

230 

574 

68 

20 

157 

847 

OTHER MEANS WITHOUT FLUE 

91 

12 

4 

4 

... 

6 

16 

NONE 

13 

7 

8 

e 

... 

7 

4 

POPULATION 








POPULATION IN HOUSING UNITSt 1960 

2 255 

5 875 

6 684 

3 281 

2 739 

3 646 

9 285 

PER OCCUPIED UNIT 

3.1 

3.1 

3,1 

3,2 

2.8 

3,6 

3.2 

OWNER. 

3,5 

3,4 

3.3 

3,4 

1 3.2 

3,7 

3.4 

RENTER 

2.8 

2.8 

2.8 

2.6 

2.4 

3,2 

2.9 

ALL OCCUPIED UNITS 

722 

1 686 

2 132 

1 025 

983 

1 015 

2 933 

PERSONS 








1 PERSON 

95 

319 

346 

140 

1 252 

84 

445 

2 PERSONS 

203 

532 

642 

279 

1 283 

233 

871 

3 PERSONS 

150 

351 

404 

181 

' 148 

210 

540 

4 PERSONS 

149 

307 

275 

212 

135 

211 

467 

5 PERSONS 

76 

182 

22B 

129 

1 9^ 

140 

304 

6 PERSONS 

28 

116 

133 

55 

46 

00 

160 

7 PERSONS 

11 

44 

60 

20 

19 

34 

77 

B PERSONS OR MORE 

10 

35 

44 

9 

9 

23 

69 

MEDIAN: 








ALL OCCUPIED 

2.9 

2.8 

2.7 

3.0 

2.3 

3,4 

2.8 

OWNER 

3.4 

3.5 

3.0 

3.3 

1 3.3 

3,7 

3.2 

RENTER 

2.6 

2.5 

2.4 

2.2 

1.9 

2,9 

2.5 

PERSONS per ROOM 








1.00 OR LESS 

681 

1 771 

1 994 

964 

946 

692 

2 692 

1.01 OR MORE 

41 

115 

138 

61 

37 

123 

241 

YEAR MOVED INTO UNIT 





1 



OWNER OCCUPIED ' 

328 

1 104 

1 317 

780 

450 

762 

1 643 

1958 TO MARCH I960 

77 

239 

224 

249 

86 

155 

260 

1954 TO 1957 

64 

205 

224 

231 

73 

190 

360 

1940 TO 1953 

122 

354 

520 

195 

i 154 

278 

645 

1939 OR EARLIER 

65 

306 

349 

105 

137 

139 

378 

RENTER OCCUPIED 

394 

782 

815 

245 

533 

253 

1 290 

1958 TO MARCH I960 

266 

356 

300 

145 

i 245 

145 

573 

1954 TO 1957 

107 

171 

186 

47 

139 

54 

342 

1940 TO 1953 

21 

185 

263 

41 

121 

46 

305 

1939 OR EARLIER 

... 

70 

64 

12 

28 

8 

70 

VALUE 








OWNER OCCUPIED 

324 

929 

1 1 126 

748 

, 446 

699 

1 362 

LESS THAN $5f000 , 

. • • 

21 

201 

20 

B 

37 

161 

SSfOOO TO S9f900 

12 

240 

1 551 

85 

16 

247 

568 

*10»000 TO S14t900 

51 

359 

280 

267 

86 

305 

432 

SlSfOOO TO $19f900 

117 

164 

70 

286 

76 

94 

129 

S20»000 TO $24 1 900 

100 

50 

16 

62 

1 77 

e 

61 

$25f000 OR MORE 

1 44 

1 95 

6 

26 

183 

8 

11 

MEDIAN ... DOLLARS . 

19 300 

' 12 700 

8 100 

15 000 

22 400 

10 900 

9 600 

GROSS RENT 








RENTER OCCUPIED. ...... 

394 

782 

015 

245 

533 

253 

1 290 

LESS THAN $20 

... 

1 , * . 

1 ^ 


1 * * * 


. . • 

$20 TO $39 

19 

74 

1 84 

... 

8 

4 

77 

$40 TO 

135 

152 

252 

60 

93 

31 

323 

$60 TO $79 

69 

281 

303 

51 

108 

129 

556 

$60 TO $99 

80 

119 

1 100 

44 

72 

59 

222 

$100 TO $119 

42 

20 

36 

45 

62 

8 

43 

$120 OR MORE . «... 

33 

12 

12 

26 

151 

3 

12 

NO CASH RENT 

16 

124 

24 

17 

39 

19 

57 

MEDIAN DOLLARS , 

68 

67 

63 

81 

1 

73 

68 

CONTRACT RENT 








RENTER OCCUPIED 

378 

658 

791 

226 

494 

234 

1 233 

MEDIAN DOLLARS • 

60 

52 

38 

66 

80 

56 

49 


New Hampshire 

Table 26 .— Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
FOR Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some date baaed on sample; median not shown where base is insuffident; see text. “U" denotes an onincorporoted place. •'UT" de- 
notes an urban town. Plus (+) or minus (-) after number indicates median above or below that nnmborj 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


31-29 

Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS. . . . 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 * • 

1939 OR EARLIER 

HEATING EQUIPMENT 

STEAM OR HOT WATER 

WARM AIR FURNACE 

built-in ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . • . 
NONE 


POPULATION 

POPULATION IN HOUSING UNiTSf 1960 

PER OCCUPIED UNIT 

OWNER 

renter 


LITTLETON (UJ 


ALL OCCUPIED UNITS 
PERSONS 


PERSON .... 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 

B PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH I960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


OWNER OCCUPIED 
LESS THAN $5 1 000 • 
SSiOOO TO $9 1 900 . 
$10i000 TO Sl4f900 
$15»000 TO S19»900 
$20»000 TO S24»900 
$25i000 OR MORE. • 
MEDIAN 


DOLLARS 


gross RENT 


renter occupied 

less THAN S20. . . 
$20 TO S39 .... 
$40 TO $59 ... . 
$60 TO $79 ... . 
$80 TO $99 .... 
$100 TO $119 . . . 
$120 OR MORE . . . 
NO CASH RENT . . . 
MEDIAN 


dollars 


CONTRACT RENT 


renter OCCUPIED. 
MEDIAN 


DOLLARS 


1 262 


70 

36 

54 

1 102 


692 

252 

22 

296 


3 348 
2.9 
3.2 
2.6 


1 145 


MILFORD (U) 


223 
385 
167 ' 
132 
114 
67 
18 
19 

2.4 
2.9 

2.5 


1 060 
85 


596 

102 

100 

243 

151 

549 

266 

98 

167 

18 


424 

24 

152 

172 

50 

19 

7 

10 900 


549 

*55 

238 

173 

33 

13 

37 

58 


512 

46 


48 
46 
43 
1 156 


655 

296 

51 

266 


3 826 

3.1 

3.2 

2.6 


NEWMARKET (U) 


1 239 


201 

363 

243 

185 

135 

60 

34 

le 

2.7 

3.1 

2.3 


I 176 
63 


833 

112 

203 

332 

186 

406 

193 

112 

73 

28 


758 

23 

254 

316 

116 

38 

11 

11 300 


406 

*41 

88 

184 

57 

4 

8 

24 

65 


382 

44 


922 


60 

63 

41 

758 


366 

252 

16 

260 

28 


NEWPORT {UJ 


SALEM DEPOT 
{U) 


SOMERSWORTH 


2 702 
3.1 
3.3 
2.8 


34 
40 
1 104 


340 

358 

124 

326 

14 

24 


125 

249 

174 

158 

89 

42 

18 

12 

2.6 

3.1 

2.6 


822 

45 


480 

82 

lOB 

159 

131 

387 

171 

98 

92 

26 


304 

a 

111 

133 

36 

12 

4 

11 100 


387 

*30 

lOO 

173 

60 


367 

44 


3 215 
3,0 
3.2 
2.8 


1 075 


219 

82 

98 

395 


322 

324 

22 

115 

11 


212 

330 

167 

158 

109 

59 

23 

17 

2.5 

2.6 

2*3 


012 

63 


559 

36 

91 

257 

175 

516 

177 

169 

130 

40 


491 

99 

234 

114 

36 

8 

7 900 


516 

*48 

194 

191 

38 

a 

37 

60 


479 

39 


2 437 
3,2 
3.4 
2.8 


750 


81 

237 

131 

143 

95 

31 

16 

16 

2,9 

3.0 


700 

50 


598 

215 

131 

180 

72 

152 

60 

53 

29 

10 


455 

4 

104 

232 

99 

12 

4 

12 300 


259 
270 
224 
I 869 


1 416 
359 
95 
707 
41 
4 


WEST DERRY (U> 


8 445 
3.4 
3.6 
3.1 


298 

615 

505 

486 

286 

174 

69 

55 

3 

3.5 

2 


2 268 
220 


574 

228 

384 

547 

415 

914 

465 

203 

151 

95 


1 230 
96 
327 
624 
154 
16 
13 

11 200 


914 

41 

52 

318 

347 

119 

23 

6 

43 

64 


871 

43 


67 
96 
77 
1 326 


629 

464 

68 

401 

4 


4 448 
3.1 
3.4 
2,7 


1 434 


266 

398 

269 

217 

U7 

37 

51 

29 

2.7 

2.7 

2.4 


320 

114 


840 

139 

154 

352 

195 

594 

301 

142 

115 

36 


698 

67 

335 

251 

24 

13 

8 

1 400 


594 

3 

117 

155 

213 

71 

15 

4 

16 
61 


57 B 
43 


31-30 


State and Small Areas 


Table 27. — ^Selected Characteristics of Housing Units, for Places of 1,000 to 2,500 Inhabitants: I960- 
[Some data based on sample; average not shown where base is insufficient; see text. “U” denotes an unincorporated place] 


ALL HOUSING UNITS BY CONDITION AND PLUMBING 
T SOUND I DETERIORATING T 


OCCUPIED HOUSING UNITS 


ASHLAND (U). » 
BLODGETT tU) . 
BRISTOL (U)4 . 
CHARLESTOWN (U> 
COLEBROOK «U). 
CONWAY (U) , . 
ENFIELD (U). . 
FARMINGTON lU) 
GOFFSTOWN {U> . 
GORHAM (U> . . 


GREENVILLE <U) • 
GROVETON (UJ . • 
HILLSBOROUGH (U) 
HINSDALE (UJ , . 
JAFFREY (U). , . 
LANCASTER (UJ. . 
LISBON (U) • . . 
MARLBOROUGH (U). 
NEW LONDON (U) . 
NORTH CONWAY (U) 


NORTHFIELD (U) . 
PETERBOROUGH (U) 
PITTSFIELD (U) . 
PLYMOUTH (U) . . 
SALMON FALLS (U/ 
SUNCOOK (U). . . 
TILTON (U) . . . 
WHITEFIELD (U) . 
WILTON (U) . . . 
WOLFEBORO lU). . 
WOODSVILLE (UJ . 


WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 
ING 
SOME 
OR ALL 
FA- 
CILI- 
TIES 

— 

TOTAL 

WITH 

ALL 

PLUMB- 

ING 

FA- 

CILI- 

TIES 

LACK- 
ING 
SOME 
OR ALL 
FA- 
CILI- 
TIES 

305 

19 

101 

66 

35 

383 

37 

18 

14 

4 

288 

41 

60 

30 

30 

264 

10 

135 

104 

31 

357 

40 

47 

36 

11 

358 

14 

12 

4 

8 

177 

17 

60 

51 

9 

414 

24 

293 

221 

72 

286 

12 

34 

31 

3 

555 

15 

73 

53 

20 

249 

53 

59 

37 

22 

404 

30 

147 

108 

39 

419 

61 

101 

69 

32 

293 

29 

75 

52 

23 

500 

65 

26 

14 

12 

585 

38 

153 

141 

12 

212 

21 

149 

119 

30 

292 

23 

26 

13 

13 

189 

19 

7 

3 

4 

384 

29 

22 

14 

8 

128 

1 

159 

144 

15 

606 

72 

56 

41 

15 

359 

99 

43 

29 

14 

536 

36 

75 

57 

16 

315 

46 

40 

23 

17 

528 

16 

191 

145 

46 

353 

21 

7 

3 

4 

237 

10 

185 

149 

36 

381 

27 

63 

50 

13 

612 

64 

59 

41 

IB 

102 

• * • 

406 

391 

15 


OWNER OCCUPIED 


HOUSING TOTAL (OOL- BER 


I ED 

RENTER OCCUPIED 










AVER- 


AVER- 

AVER- 

OR 

OCCU- 

AGE 


AGE 

AGE 

MORE 

PIED 

NUM- 


GROSS 

NUM- 

PER- 

BY 

BER 

TOTAL 

RENT 

BER 

SONS 

NON- 

OF 


(DOL- 

OF 

PER 

white 

ROOMS 


LARS) 

ROOMS 

ROOM 


6.4 

133 


4.5 

27 


5.9 

109 

... 

4.8 

37 

• . . 

6.8 

109 

... 

5.1 

20 

1 

6.5 

144 

... 

4.6 

24 

3 

6.7 

177 

... 

4.3 

43 


6.2 

133 

. . . 

4.6 

26 


6.3 

109 

. . . 

5.3 

27 

1 

6.5 

209 

53 

4.1 

43 


6.2 

66 

... 

5.0 

15 


6.0 

211 

t • f 

4.7 

54 


6.3 

141 

t • • 

5.1 

20 


5.9 

253 

57 

4.2 

58 

' 1 

6.6 

191 

... 

4.5 

28 

. . . 

7.1 

128 

... 

5.3 

26 


6.0 

272 

65 

4.5 

29 


6.6 

256 

58 

4.7 

34 


6.9 

171 

... 

4.3 

14 


6.7 

123 


4.8 

16 


7.2 

76 

... 

4.5 

4 

. • . 

6.0 

151 


4.4 

20 


6.1 

97 

• . * 

4.9 

35 

. . . 

6.6 

253 

67 

4.4 

15 

. ■ . 

6.6 

220 

58 

4.6 

36 


6.7 

275 

65 

4.5 

26 

. . . 

6.2 

154 

... 

4.5 

29 


5.9 

292 

57 

4.9 

50 

. . • 

6.6 

189 

... 

4.6 

20 


6.7 

135 

... 

4.9 

24 

1 

6.7 

176 

• • . 

5.3 

27 

. . . 

7.0 

207 

... 

4.7 

23 

1 

7.0 

224 

... 

4.5 

26 

... 
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Table 28 . — Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, por Counties; I960 
[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


BELKNAP 

CARROLL 

CHESHIRE 

COOS 

GRAFTON 

HILLS- 

BOROUGH 

MERRIMACK 

ROCKINGHAM 

STRAFFORD S 

12 170 

9 869 

16 772 

12 723 

19 616 

59 279 

24 492 

38 941 

19 681 

8 614 

5 070 

13 209 

10 868 

14 215 

53 951 

19 727 

28 603 

17 179 

5 868 

4 038 

9 098 

6 815 

9 435 

31 508 

13 577 

20 127 

11 047 

5 864 

4 034 

9 098 

6 811 

9 423 

31 463 

13 357 

20 083 

11 047 

4 

4 

. * . 

4 

12 

45 

20 

44 

. ■ * 

2 746 

1 032 

4 HI 

4 053 

4 780 

22 443 

6 150 

8 476 

6 132 

2 738 

1 020 

4 111 

4 049 

4 772 

22 353 

6 141 

a 230 

6 128 

a 

4 

... 

4 

8 

90 

9 

246 

4 

3 556 

4 799 

3 563 

1 855 

5 401 

5 320 

4 765 

10 338 

2 502 

810 

642 

1 010 

668 

1 190 

3 000 

1 418 

2 376 

893 

738 

616 

896 

594 

961 

2 607 

1 214 

2 162 

780 

324 

223 

490 

360 

495 

1 467 

558 

1 242 

480 

122 

114 

178 

78 

180 

470 

232 

422 

114 

202 

109 

312 

2B2 

315 

997 

326 

820 

366 

34 

29 

39 

22 

55 

206 

90 

131 

83 

242 

294 

194 

98 

161 

536 

184 

469 

62 

138 

70 

173 

114 

250 

398 

382 

340 

155 

72 

26 

114 

74 

229 

393 

204 

194 

113 

2 746 

4 157 

2 553 

1 187 

4 211 

2 328 

3 347 

7 962 

1 609 

12 170 

9 869 

16 772 

12 723 

19 616 

59 243 

24 492 

38 941 

19 681 

10 677 

a 234 

13 149 

10 187 

13 965 

50 356 

19 955 

32 841 

17 036 

9 268 

6 474 

11 214 

9 124 

11 695 

46 467 

17 614 

28 553 

15 476 

239 

176 

368 

88 

267 

1 274 

430 

948 

315 

1 170 

1 584 

1 567 

975 

2 003 

2 615 

1 911 

3 340 

1 245 

1 216 

754 

2 814 

2 020 

4 229 

6 889 

3 483 

4 800 

a 031 

687 

308 

1 722 

1 369 

2 825 

4 731 

2 209 

3 205 

1 369 

62 

28 

194 

74 

230 

764 

261 

354 

106 

467 

418 

898 

577 

1 174 

1 394 

1 013 

1 241 

536 

277 

881 

809 

516 

1 422 

1 998 

1 054 

1 300 

614 

122 

114 

178 

78 

180 

470 

232 

422 

114 

90 

85 

147 

57 

128 

409 

186 

359 

93 

202 

109 

312 

282 

315 

997 

326 

820 

366 

164 

71 

209 

186 

232 

639 

232 

697 

275 

12 170 

9 869 

16 772 

12 723 

19 616 

59 279 

24 492 

38 941 

19 681 

10 320 

8 155 

13 738 

11 262 

15 972 

53 447 

20 943 

33 148 

17 572 

1 323 

1 159 

1 988 

1 017 

2 522 

4 573 

2 413 

4 204 

1 523 

26 

48 

43 

69 

103 

26 

62 

152 

89 

501 

507 

1 003 

355 

1 019 

1 197 

1 074 

1 437 

497 

1 1 033 

1 

8 220 

14 690 

11 740 

17 095 

56 108 

22 145 

35 857 

18 313 

, 140 

82 

311 

326 

385 

1 162 

384 

352 

367 

, 997 

1 567 

1 771 

657 

2 136 

1 973 

1 963 

2 732 

1 OOi 

, 10 378 

a 068 

13 013 

10 906 

15 629 

54 468 

20 915 

33 769 

17 543 

> 156 

110 

340 

319 

429 

1 155 

382 

3921 

374 

, 1 636 

1 691 

2 619 

1 490 

3 558 

3 620 

3 195 

4 780 

1 764 

203 

288 

462 

328 

675 

1 339 

567 

489 

435 

350 

223 

536 

451 

864 

1 892 

853 

1 031 

418 

1 379 

593 

1 770 

1 189 

1 984 

5 201 

2 147 

3 214 

1 738 

2 787 

2 426 

2 740 

2 795 

3 353 

12 594 

3 967 

8 520 

4 013 

2 539 

1 567 

3 514 

2 744 

3 506 

14 926 

5 029 

a 912 

4 226 

2 069 

1 617 

3 152 

2 324 

3 106 

11 736 

4 823 

7 402 

3 825 

1 120 

1 191 

1 903 

1 246 

2 373 

5 762 

3 124 

4 222 

2 389 

1 723 

1 964 

2 695 

1 646 

3 675 

5 793 

3 982 

5 151 

2 637 

5.0 

5,4 

5.3 

5.1 

5,3 

5.1 

5.4 

5.2 

5.3 

5.8 

6.2 

5.9 

5.8 

6.2 

5.7 

6.0 

5,8 

5.8 

4.2 

4.9 

4.4 

4.2 

4.3 

4.4 

4,5 

4.4 

4.3 

9 491 

9 379 

13 005 

7 897 

15 590 

33 181 

18 476 

31 203 

14 578 

1 244 

203 

1 654 

1 995 

1 852 

9 222 

2 835 

2 547 

2 269 

636 

103 

1 145 

1 615 

1 047 

9 044 

1 720 

2 664 

1 528 

364 

100 

480 

854 

563 

4 866 

717 

1 200 

700 

264 

16 

284 

251 

289 

2 573 

363 

387 

322 

21 

20 

37 

36 

16 

52 

114 

134 

30 

150 

4a 

167 

75 

259 

319 

267 

806 

246 

224 

230 

230 

167 

289 

1 275 

437 

1 517 

408 

702 

368 

1 155 

764 

1 127 

4 236 

> 1 342 

6 276 

1 690 

951 

648 

1 169 

690 

1 112 

5 178 

1 1 511 

3 920 

1 2 180 

1 574 

1 371 

1 557 

700 

1 549 

1 4 721 

1 906 

( 5 19C 

1 2 124 

1 000 

987 

1 669 

826 

1 961 

4 450 

1 1 73C 

1 3 62C 

I 1 292 

7 639 

6 265 

10 992 

9 57M 

13 57B 

i 39 383 

1 17 566 

1 19 4ie 

i 1 1 907 

. 9 078 

7 291 

13 71C 

l 10 591 

16 357 

' 54 767 

' 20 752 

1 27 47< 

> 17 484 

, 534 

244 

29C 

1 24^ 

} 42e 

1 1 109 

► 36C 

) 2 47i 

\ 252 

. 2 558 

2 334 

2 772 

• 1 sa: 

5 2 831 

3 383 

\ 3 38C 

) 8 99J 

L 1 945 


SULLIVAN 


ALL HOUSING UNITS 

TENURE I COLOR f AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED 

WHITE 

NONWHITE 

RENTER OCCUPIED 

WHITE. .... 

NONWHITE 

VACANT • • * 

YEAR ROUND « . . 

SOUND OR DETERIORATING 

AVAILABLE 

FOR SALE ONLY . 

FOR RENT 

RENTED OR SOLD • AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE 

HELD FOR OTHER REASONS 

DILAPIDATED 

^ SEASONAL 

CONDITION AND PLUMBING 

ALL UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES, . , 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER . . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

VACANT AVAILABLE FOR SALE 

WITH ALL PLUMBING FACILITIES 

VACANT AVAILABLE FOR RENT 

WITH all PLUMBING FACILITIES 


ALL HOUSING UNITS, * . 

water supply 


ONLY COLD PIPED WATER INSIDE STRUCTURE 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOlLETi EXCLUSIVE USE 

FLUSH TOILET. SHARED 

OTHER TOILET FACILITIES OR NONE. . . . 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE . . . 

BATHTUB OR SHOWER. SHARED 

NO BATHTUB OR SHOWER 


1 ROOM 

2 ROOMS. 

3 ROOMS 

4 ROOMS 

5 ROOMS, ...... 

6 ROOMS. ...... 

7 ROOMS 

B ROOMS OR MORE. . . 
MEDIAN* 

ALL UNITS 

OWNER OCCUPIED . 
RENTER OCCUPIED. 


UNITS IN STRUCTURE 


3 AND 4 

5 TO 9 ... . 

10 OR MORE 

TRAILER* ON PERMANENT FOUNDATION. 

MOBILE 

YEAR STRUCTURE BUILT 


1959 TO MARCH 19 
1955 TO 1958 . . 
1950 TO 1954 . . 
1940 TO 1949 . . 
1930 TO 1939 . . 
1929 OR EARLIER. 


BASEMENT 


BASEMENT , . . 
CONCRETE SLAB. 
OTHER 


10 897 


8 584 
5 719 
5 707 
12 
2 855 
2 061 
4 

2 313 
023 
676 
454 
121 
333 
23 
52 
147 
147 
1 490 


10 897 
8 535 
7 603 
156 
776 
I 798 
1 144 
138 
516 
564 

121 

87 

333 

266 


9 309 
1 132 
28 
42B 


9 666 
129 
882 


9 352 
135 
1 410 


245 

389 

936 

356 

410 

989 

184 

388 


5.1 

5*6 

4.4 


8 020 
1 171 
898 
517 
192 
20 
79 


96 
592 
992 
1 228 
954 
7 035 


9 028 
151 
1 718 
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State and Small Areas 


Table 29 , — Occupancy Characteristics, Heating Equipment, and Type of Fuel, 

FOR Counties: I960 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons pec 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

BELKNAP 

CARROLL 

1 

CHESHIRE 

1 

COOS 

GRAFTON 

HILLS- 

BOROUGH 

MERRIMACK 

ROCKINGHAM 

STRAFFORD 

SULLIVAN 

ALL HOUSING UNITS • . . 

12 

170 

1 

9 

869 

16 

772 

12 

723 

19 

616 

59 

279 

24 

492 

38 

941 

19 

681 

10 

897 

HEATING EQUIPMENT 





















STEAM OR HOT WATER 

4 

058 

1 

932 

5 

366 

4 

630 

6 

480 

27 

791 

10 

039 

13 

036 

9 

761 

2 

894 

WARM AIR FURNACE 

3 

314 

2 

302 

5 

420 

2 

378 

5 

761 

12 

070 

6 

775 

13 

315 

4 

445 

3 

531 

FLOOR t WALLi OR PiPELESS FURNACE 


564 


697 


481 


376 


915 

1 

738 

1 

119 

2 

332 

1 

091 


497 

BUILT-IN ELECTRIC UNITS, . • , 


32 


12 


0 


20 


3 


52 


19 


58 


4 


5 

OTHER MEANS WITH FLUE 

3 

B90 

4 

795 

' 4 

998 

5 

122 

6 

289 

15 

324 

5 

712 

8 

502 

3 

963 

3 

746 

OTHER MEANS WITHOUT FLUE 


139 


115 


235 


139 


125 


555 


133 


349 


292 


136 

NONE 


173 


16 


264 


58 


43 


913 


695 

1 

349 


125 


88 

POPULATION 



! 


















POPULATION IN HOUSING UNITS » 1960. .... 

27 

572 

15 

671 

42 

191 

1 36 

182 

45 

444 

172 

536 

63 

133 

95 

340 

56 

192 

28 

117 

PER OCCUPIED UNIT . 


3.2 


3.1 


3.2 


3,3 


3.2 


3.2 


3.2 


3.3 


3.3 


3.3 

OWNER 


3.4 


3.1 


3,3 


3.6 


3,4 


3.5 


3.4 


3,4 


3.4 


3.4 

RENTER . . . 


2,9 


2.9 


2.9 


3,0 


2.9 


2*8 


2.9 


3.2 


3.0 


3.0 

POPULATION IN DWELLING UNITSt 1950 .... 

25 

277 

15 

617 

37 

760 

35 

068 

44 

050 

151 

206 

57 

662 

68 

940 

48 

132 

26 

116 

PER OCCUPIED UNIT 


3.2 

1 

3.2 


3,3 




3.3 


3.3 


3,3 


3.3 

1 

3.3 


3,3 

1 

all OCCUPIED UNITS ' 

■ 







1 

■ 








17 

179 

B 

584 

PERSONS ' 


■ 


■ 


■ 

mi 

■ 

imi 

■ 


■ 

■m 

■ 

mi 

■ 





1 PERSON 

1 

113 


778 

1 

783 

1 

366 

1 

927 

7 

770 

2 

549 

3 

147 

2 

061 

1 

108 

2 PERSONS , • . . 

2 

633 

1 

626 

3 

611 

3 

091 

4 

418 

15 

702 

6 

045 

a 

056 

4 

861 

2 

470 

3 PERSONS 

1 

723 


926 

2 

613 

2 

040 

2 

480 

10 

241 

3 

846 

5 

386 

3 

426 

1 

576 

4 PERSONS 

1 

282 


780 

2 

292 

1 

790 

2 

318 

8 

746 

3 

072 

5 

507 

3 

037 

1 

508 

5 PERSONS 


965 


452 

1 

451 

1 

299 

1 

554 

5 

736 

2 

221 

3 

473 

i 

972 


953 

6 PERSONS 


509 


264 


710 


650 


055 

3 

276 

1 

092 

1 

656 

X 

014 


574 

7 PERSONS. 


223 


125 


314 


365 i 


383 

1 

362 


501 


803 


485 


224 

a PERSONS OR MORE 


166 


119 


235 


267 


280 

1 

118 


401 


571 


303 


171 

median* 





















ALL OCCUPIED 


2.8 


2.6 


2.9 


3,0 


2.8 


2.8 


2.8 


3,1 


3.0 


3.0 

OWNER 


3.0 


2.7 


3,0 


3.2 


3,0 


3.2 


3.0 


3,1 


3.1 


3.1 

RENTER 


2.4 


2.5 


2,5 


2.6 


2.4 


2.4 


2.5 


3.0 


2.7 


2,7 

PERSONS PER ROOM 





















1.00 OR LESS 

B 

042 

4 

758 

12 

401 

9 

656 

13 

253 

49 

944 

18 

442 

26 

275 

15 

693 

7 

870 

1.01 OR MORE 


572 


5ia 


808 

1 

012 


962 

4 

007 

1 

285 

2 

328 

1 

286 


714 

YEAR MOVED INTO UNIT 


i 



















OWNER OCCUPIED 

5 

868 1 

4 

038 

9 

098 

6 

815 

9 

435 

31 

508 

13 

577 

20 

127 

U 

047 

5 

719 

1958 TO MARCH I960 

1 

015 


560 

1 

491 


898 

1 

479 

5 

162 

2 

270 

4 

589 

1 

905 


731 

1954 TO 1957 

1 

384 ' 


862 

2 

116 

1 

351 

1 

847 

7 

488 

2 

772 

4 

688 

2 

713 

1 

344 

1940 TO 1953 

2 

205 1 

1 

542 

3 

231 

2 

563 

3 

650 

11 

221 

5 

192 

6 

711 

3 

773 

2 

316 

1939 OR EARLIER 

1 

264 

1 

074 

2 

260 

2 

003 

2 

459 

7 

637 

3 

343 

4 

139 

2 

656 

1 

320 

RENTER OCCUPIED 

2 

746 

1 

032 

4 

111 

4 

053 

4 

780 

22 

443 

6 

150 

6 

476 1 

6 

132 

2 

865 

1958 TO MARCH 1960 

1 

398' 


491 

1 

993 

1 

60B 

2 

316 

9 

125 

2 

617 

5 

0861 

3 

100 

1 

367 

1954 TO 1957 


653 


188 

1 

025 

1 

065 

1 

033 

5 

687 

1 

610 

1 

521 1 

1 

408 


714 

1940 TO 1953 


555' 


218 


740 


962 

1 

117 

5 

261 

1 

498 

1 

348' 

1 

169 


591 

1939 OR EARLIER , 


140 1 


135 


353 


41B 


314 

2 

370 


425 


521 


455 


193 

HEATING FUEL 
















i 





UTILITY GAS • 


99 


• ■ • 


103 


39 


62 

7 

194 

1 

376 

2 

0B6, 


101 


234 

FUEL OiLf KEROSENE! ETC 

7 

241 

4 

246 

10 

438 

9 

288 

10 

667 

41 

691 

15 

109 

22 

631' 

15 

404 

6 

591 

COAL OR COKE 


611 


229 

1 

398 


846 

1 

942 

2 

226 

1 

706 

1 

981 


807 

1 

080 

WOOD 


309 


424 


818 


425 

1 

054 

1 

086 


094 


563' 


382 


473 

ELECTRICITY 


18| 


. . . 


22 


20 


• • . 


56 


20 


21 


24 


15 

BOTTLED! TANK! OR LP GAS . . . 


318 1 


153 


370 


231 


490 

1 

372 


421 


858 


292 


151 

OTHER FUEL 




• • • 


38 


19 


• • • 


185 


124 


158 


41 


20 

NONE 


18 i 


18 


22 


... 


... 


141 


77 


105 


40 


20 

WATER HEATING FUEL 





















UTILITY GAS 


273* 


19 


478 


38 


103 

10 

889 

2 

362 

3 

167 


863 


544 

ELECTRICITY 

2 

417 1 

1 

355 

3 

988 

1 

908 

2 

605 

9 

894 

5 

260 

6 

795 

4 

067 

1 

941 

COAL OR COKE 


155: 


58 


181 


221 


628 


521 


424 


349 


183 


223 

WOOD 


156' 


319 


121 


178 


393 


621 


294 


316 


198 


03 

BOTTLED! TANK! OR LP GAS 

1 

003 1 


853 

2 

535 

1 

283 

2 

564 

3 

663 

1 

696 

4 

027 

1 

430 

1 

453 

FUEL 01 L» KEROSENE! ETC 

3 

59B 

1 

731 

4 

379 

6 

539 

6 

186 

24 

671 

7 

733 

11 

618 

B 

909 

3 

299 

OTHER fuel 


79 1 


21 


18 


19 


62 


279 


59 


100 


42 


. . . 

NONE 


933, 


714 

1 

509 


682 

1 

674 

3 

413 

1 

899 

2 

231 

1 

407 

1 

041 

COOKING FUEL 





















UTILITY GAS 


413 


19 


726 


77 


185 

16 

903 

3 

155 

4 

224 

1 

909 

1 

083 

ELECTRICITY 

4 

730 

1 

755 

5 

582 

4 

806 

4 

880 

25 

346 

10 

190 

11 

775 

9 

408 

3 

459 

BOTTLED! TANK! OR LP GAS 

2 

440 

2 

218 

5 

293 

3 

732 

6 

631 

7 

614 

4 

132 

9 

737 

3 

923 

2 

711 

FUEL OlLi KEROSENE! ETC .. 


579 


491 


901 

1 

672 

1 

489 

2 

632 

1 

406 

1 

902 

1 

362 


826 

COAL OR COKE 


37 


37 


57 


56 


80 


140 


58 


185 


35 


78 

WOOD 


415 


550 


5 87 


443 


887 

1 

084 


663 


695 


492 


387 

OTHER FUEL 


. 1 . 


... 


. . « 


• • • 


... 


36 


39 




18 


. . . 

NONE 


... 


... 


63 


62 


63 


196 


84 


85 


32 


40 
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Table 30. — Financial Charactbristics and Selected Equipment, for Counties: 1960 

[Based on sample; see text Median not shown where base is less than 200; plus (-]-) or minus (— ) after number indicates median above or 

below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL OCCUPIED UNITS . . « . 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . . 
NONE 


CLOTHES DRYER 


GAS HEATED . . . . , 
ELECTRICALLY HEATED 
NONE . 


HOME FOOD FREEZER 


1 OR MORE: 
NONE . . : 


telephone AVAILABLE 


YES. 
NO . 


AUTOMOBILES AVAILABLE 


1 . . . . , 
2 . . . . 

3 OR MORE 
NONE . * 


AIR CONDITIONING 


ROOM UNIT! 

1 . .... . 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE ..... 


TELEVISION SETS 


1 . , . . 

2 OR MORE 
NONE . . 


RADIO SETS 


X. . . . 

2 OR MORE 
NONE . . 


VALUE 


OWNER OCCUPIED 

LESS THAN 55.000 

55 t 000 TO $7,400 

$7,500 TO $9,900 

$10,000 TO 512.400 

$12,500 TO $14,900 

$15,000 TO $17,400 

$17,500 TO $19,900 

$20,000 TO $24,900 

$25,000 TO $34,900 

$35,000 OR MORE 

median .... 

VACANT AVAILABLE FOR SALE. . 
MEDIAN PRICE ASKED 


GROSS RENT 

RENTER OCCUPIED. . . . 

LESS THAN $20 

$20 TO $29 

$30 TO $39 

$40 TO $49 

$50 TO $59 . . 

$60 TO $69 

$70 TO $79 

$B0 TO $99 

$100 TO $119 

$120 OR MORE 

NO CASH RENT 

MEDIAN 


CONTRACT RENT 

RENTER OCCUPIED 

MEDIAN 

VACANT AVAILABLE FOR RENT 
MEDIAN RENT ASKED 


DOLLARS 


DOLLARS 


DOLLARS 


DOLLARS 


BELKNAP 

CARROLL 

CHESHIRE 

COOS 

GRAFTON 

HILLS- 

BOROUGH 

MERRIMACK 

ROCKINGHAM 

STRAFFORD 

SULLIVAN 

a 

614 

5 

070 

13 

209 

10 

868 

14 

215 

53 951 

19 

727 

28 

603 

17 

179 

B 

5B4 

3 

218 

2 

427 

4 

944 

4 

723 

6 

606 

16 791 

7 

832 

10 

147 

6 

428 

4 

032 

3 

681 

1 

584 

5 

852 

4 

810 

4 

625 

25 366 

7 

512 

11 

911 

7 

633 

3 

Oil 


293 


111 


154 


258 


282 

902 


292 


561 


316 


123 

1 

422 


948 

2 

259 

1 

077 

2 

702 

10 892 

4 

091 

5 

984 

2 

802 

1 

41B 


117 


75 


95 


134 


126 

359 


96 


246 


132 


19 

1 

150 


397 

1 

417 

1 

293 

1 

465 

5 337 

2 

612 

4 

453 

2 

044 


665 

7 

347 

4 

598 

11 

697 

9 

441 

12 

624 

48 255 

17 

019 

23 

902 

15 

003 

7 

900 

1 

603 

1 

433 

2 

109 

1 

454 

3 

081 

5 040 

2 

674 

3 

952 

1 

957 

1 

301 

7 

Oil 

3 

637 

11 

100 

9 

414 

11 

134 

4B 911 

17 

053 

24 

651 

15 

222 

7 

283 

6 

684 

3 

805 

10 

081 

B 

415 

10 

874 

42 518 

15 

745 

22 

255 

12 

998 

6 

383 


930 

1 

265 

3 

128 

2 

453 

3 

341 

11 433 

3 

982 

6 

348 

4 

181 

2 

201 

5 

8B3 

3 

575 

8 

319 

6 

912 

a 

698 

33 181 

12 

790 

19 

421 

12 

443 

5 

980 

1 

339 


649 

2 

567 

1 

526 

2 

459 

7 457 

3 

462 

5 

235 

2 

182 

1 

217 


172 


208 


365 


142 


373 

1 015 


433 


690 


428 


77 

1 

220 


638 

1 

958 

2 

2GB 

2 

685 

12 290 

3 

042 

3 

257 

2 

126 

1 

310 


112 


58 


276 


9B 


202 

1 752 


376 


720 


491 


78 


20 


37 


37 


19 


40 

333 


143 


333 


132 


39 


57 


19 


19 


39 


166 

376 


97 


223 


IS 


20 

8 

425 

4 

956 

12 

B77 

10 

712 

13 

807 

51 490 

19 

111 

27 

327 

16 

538 

6 

447 

7 

429 

4 

017 

10 

477 

9 

314 

11 

268 

44 493 

15 

887 

23 

614 

14 

329 

6 

835 


579 


552 


770 


623 


540 

5 834 

1 

692 

3 

038 

1 

247 

1 

287 


606 


501 

1 

962 


931 

2 

387 

3 624 

2 

148 

1 

951 

1 

603 

462 

5 

131 

2 

906 

7 

010 

6 

283 

7 

946 

28 674 

10 

852 

15 

164 

10 

498 

4 

854 

2 

059 

1 

682 

5 

013 

3 

147 

4 

470 

22 230 

7 

378 

11 

682 

1 5 

804 

3 

090 


624 


482 

1 

186 

1 

438 

1 

799 

3 047 

1 

497 

1 

757 

j 

877 


640 

4 

000 

2 

611 

7 

116 

4 

441 

6 

515 

23 001 

10 

061 

15 

292 

9 

051 

1 4 

035 


508 


834 


833 


821 

1 

408 

1 313 

1 

249 

1 

345 


758 


776 


714 


526 

1 

088 

1 

006 

1 

376 

2 261 

1 

905 

1 

616 

1 

130 


66 1 


775 


437 

1 

317 


880 

1 

162 

3 990 

2 

194 

2 

573 

1 

497 


798 


681 


356 

1 

545 


843 

1 

027 

5 488 

1 

973 

3 

149 

2 

023 


Bia 


581 


238 


946 


535 


434 

4 055 

1 

093 

2 

551 

1 

629 


355 


245 


141 


605 


175 


317 

2 500 


660 

1 

B22 


998 


224 


168 


94 


368 


70 


156 

1 266 


393 


993 


421 ; 


73 


182 


97 


224 


68 


342 

1 171 


376 


721 


413 ; 


90 


85 


32 


129 


31 


182 

669 


122 


345 


138 


40 


61 


56 


61 


12 


111 

288 


96 


177 


44 

5 

700 

10 

000 

7 

BOO 

10 

500 

a 

600 

8 

500 

11 800 

9 

600 

11 

700 

11 

400 


87 


106 


134 


58 


124 

405 


103 

12 

349 


84 


90 








* • * 


... 

13 100 



900 





2 

730 

1 

007 

4 

047 

4 

021 

4 

692 

22 358 

6 

103 

8 

411 

6 

104 

2 

1 845 


4 



8 


38 


33 

163 


33 


15 


12 


12 


45 


*29 


107 


165 


106 

691 


93 


152 


lie 


57 


117 


69 


211 


426 


341 

1 520 


328 


279 


385 


143 


249 


98 


470 


940 


554 

2 950 


580 


498 


618 


267 


424 


193 


568 


972 


80 L 

4 084 


909 


723 


938 


509 


549 


147 


658 


660 


774 

4 475 

1 

134 

1 

142 

1 

066 


500 


544 


115 


651 


303 


640 

3 503 

1 

000 

1 

432 

1 

070 


500 


424 


75 


698 


193 


503 

2 904 

1 

040 

2 

214 

1 

086 


457 


70 


48 


267 


25 


196 

905 


276 


745 


326 


124 


36 


4 


68 


25 


220 

350 


151 


499 


170 


26 


268 


229 


341 


254 


524 

813 


559 


712 


315 


230 


67 


60 


67 


53 


63 

63 


67 


77 


68 


66 

2 

462 

51 


778 

41 

3 

706 

48 

1 

1 767 
36 

4 

r 168 

45 

21 545 
f 44 

c 

i 544 
40 

1 

' 699 
59 

5 789 
48 


Z 615 
44 


202 


97 


307 


277 


325 

1 1 015 


319 


733 


391 


306 


46 



46 


35 


38 

1 41 


43 


57 


4E 

’1 

43 
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State and Small Areas 


Table 31, — Teotre, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 
[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS 

TENURE » COLOR f AND VACANCY STATUS 

OCCUPIED 

OWNER OCCUPIED * . 

WHITE 

NONWHITE 

RENTER OCCUPIED . • . « 

WHITE 

NONWKITE 

VACANT 


SOUND OR DETERIORATING ....... 

AVAILABLE 

FOR SALE ONLY 

FOR RENT 

RENTED OR SOLDt AWAITING OCCUPANCY 
HELD FOR OCCASIONAL USE. . . . . . 
HELD FOR OTHER REASONS ...... 

DILAPIDATED 

SEASONAL 


CONDITION AND PLUMBING 

ALL UNITS 

SOUND. . . 

WITH ALL PLUMBING FACILITIES . . . . . 
LACKING ONLY HOT WATER ........ 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL plumbing FACILITIES . , . . . 
lacking some or all FACILITIES . . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED 


ALL HOUSING UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
ONLY COLO PIPED WATER INSIDE STRUCTURE . , 

PIPED WATER OUTSIDE STRUCTURE , 

NO PIPED water , 

TOILET FACILITIES 

FLUSH TOILETf EXCLUSIVE USE 

FLUSH TOILETf SHARED 

other toilet FACILITIES OR NONE. .... 

BATHING FACILITIES 

BATHTUB OR SHOWERt EXCLUSIVE USE ... . 

BATHTUB OR SHOWER i SHARED 

NO bathtub or SHOWER 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY .... 

INDIVIDUAL WELL , 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER , 

SEPTIC TANK OR CESSPOOL, 
OTHER OR NONE 


ROOMS 


1 ROOM «... 

2 ROOMS 

3 ROOMS 

4 ROOMS 

5 ROOMS 

6 ROOMS 

7 ROOMS. . . 

8 ROOMS OR more 

MEDIANI 

ALL UNITS. ......... 

OWNER OCCUPIED 

renter OCCUPIED 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER. 


BELKNAP 

CARROLL 

CHESHIRE 

COOS 

GRAFTON 

HILLS- 

BOROUGH 

MERRIMACK 

ROCKINGHAM 

STRAFFORD 

SULLIVAN 

6 652 

9 563 

10 373 

6 597 

13 394 

14 239 

12 230 

23 318 

4 909 

4 624 

3 783 

4 764 

7 184 

5 020 

a 367 

10 7^8 

0 416 

14 075 

3 149 

2 908 

3 025 

3 757 

5 397 

3 485 

6 047 

8 572 

6 561 

U 854 

2 426 

2 362 

3 025 

3 753 

5 397 

3 481 

6 043 

8 568 

6 553 

11 841 

2 426 

2 362 


4 

. t • 

4 

4 

4 

8 

13 

. • ■ 

■ . « 

758 

1 007 

1 787 

1 535 

2 320 

2 176 

1 855 

2 221 

723 

546 

758 

1 003 

1 787 

1 531 

2 320 

2 167 

1 855 

2 221 

723 

542 

... 

4 

... 

4 

... 

9 

... 

... 

... 

4 

2 869 

4 799 

3 189 

1 577 

5 027 

3 491 

3 822 

9 243 

1 760 

1 716 

525 

642 

727 

408 

903 

1 364 

829 

1 382 

325 

306 

481 

616 

640 

351 

714 

1 223 

705 

1 259 

274 

255 

154 

223 

295 

168 

306 

386 

259 

477 

131 

lOi 

80 

114 

130 

61 

142 

222 

145 

300 

35 

60 

74 

109 

165 

107 

164 

164 

114 

177 

96 

41 

17 

29 

34 

10 

34 

98 

48 

98 

39 

15 

223 

294 

183 

86 

150 

493 

143 

437 

31 

44 

87 

70’ 

128 

87 

224 

246 

255 

247 

73 

95 

44 

26 

87 

57 

189 

141 

124 

123 

51 

51 

2 344 

4 157 

2 462 

1 169 

•4 124 

2 127 

2 993 

7 861 

1 435 

1 410 

6 652 

9 563 

10 373 

6 597 

13 394 

14 239 

12 238 

23 318 

4 909 

4 624 

5 681 

7 972 

a 112 

5 014 

9 464 

12 018 

9 952 

19 470 

3 941 

3 550 

4 553 

6 236 

6 482 

4 258 

7 452 

10 052 

8 244 

15 686 

3 147 

2 826 

159 

172 

348 

53 

239 

464 

313 

852 

129 

108 

969 

1 564 

1 282 

703 

1 773 

1 502 

1 395 

2 932 

665 

616 

789 

710 

1 731 

1 197 

2 669 

1 653 

1 660 

3 005 

742 

825 

364 

276 

799 

792 

1 656 

786 

901 

1 736 

422 

367 

35 

28 

162 

62 

192 

157 

144 

270 

44 

79 

390 

406 

770 

343 

1 021 

710 

623 

999 

276 

379 

182 

861 

530 

386 

1 061 

568 

618 

843 

226 

249 

758 

1 007 

1 787 

1 635 

2 320 

2 176 

1 B55 

2 221 

723 

546 

604 

831 

1 350 

1 040 

1 468 

1 742 

1 381 

1 556 

498 

360 

518 

701 

1 175 

930 

1 291 

1 441 

1 204 

1 358 

422 

316 

86 

130 

175 

UO 

177 

301 

177 

198 

76 

44 

121 

12S 

333 

382 

639 

350 

355 

486 

163 

137 

71 

45 

150 

265 

453 

213 

230 

284 

72 

69 

50 

83 

183 

117 

186 

137 

125 

202 

91 

68 

33 

48 

104 

113 

213 

84 

119 

179 

62 

49 

6 652 

9 563 

10 373 

6 597 

13 394 

14 239 

12 238 

23 318 

4 909 

4 624 

5 120 

1 

7 873 i 

7 632 

1 

5 414 

10 103 

11 279 

9 755 

18 129 

3 804 

3 406 

1 032 

1 135 

1 7ia| 

783 

2 217 

1 855 

1 551 

3 662 

670 

797 

26 

48 

35: 

61 

103 

18 

47 

148 

54 

28 

474 

507 

9B8' 

339 

971 

1 087 

885 

1 379 

381 

393 

5 668 

7 942 

6 665 

5 848 

11 25a 

12 370 ' 

10 611 

20 638 

4 142 

3 795 

51 

78 

55 

136 

158 

127 

103 

80 

104 

36 

933 

1 543 

1 653 

613 

1 978 

L 742 

1 524 

2 600 

663 

793 

5 162 

7 794 

7 926 

5 343 

9 933 

11 600 

9 807 

18 894 

3 832 

3 441 

66 

102 

67 

126 

198 

129 

100 

97 

89 

28 

1 424 

1 667 

2 360 

1 128 

3 263 

2 510 

2 331 

4 327 

988 

1 155 

2 057 

3 202 

3 910 

3 957 

5 933 

5 127 

5 158 

7 150 

1 565 

1 592 

3 681 

5 509 

5 690 

1 901 

5 803 

8 271 

6 368 

14 536 

3 209 

2 204 

892 

870 

800 

706 

1 680 

846 

732 

1 651 

150 

735 

849 

580 

1 577 

3 452 

3 438 

1 978 

3 169 

1 667 

577 

606 

4 967 

7 966 

6 743 

2 067 

7 987 

10 217 

7 369 

19 010 

3 776 

3 068 

814 

1 015 

2 080 

1 045 

1 991 

2 049 

1 720 

2 660 

571 

937 

126 

288 

199 

145 

482 

3B2 

329 

218 

156 

140 

246 

223 

305 

292 

671 

468 

497 

551 

97 

234 

720 

589 

1 096 

650 

1 414 

1 142 

993 

1 807 

410 

450 

1 5SB 

2 405 

1 759 

1 117 

2 163 

2 757 

1 986 

5 149 

755 

957 

1 317 

1 515 

2 140 

1 162 

2 250 

2 789 

2 450 

5 173 

1 089 

805 

982 

1 589 

1 908 

1 289 

2 217 

2 587 

2 111 

4 436 

716 

768 

592 

1 131 

1 137 

816 

1 640 

1 729 

1 546 

2 596 

842 

494 

1 081 

1 823 

1 829 

1 126 

2 557 

2 385 

2 326 

3 388 

844 

756 

5.0 

5,3 

5,4 

5.4 

5,4 

5.3 

5.4 

5.3 

5.5 

5.2 

5.8 

6.1 

5,9 

6.1 

6.2 

5.B 

6.0 

5.7 

5,9 

5,8 

4.4 

4.9 

4.7 

4.6 

4.6 

4.7 

4.5 

4,5 

4.7 

4.7 

738 

590 

669 

476 

1 056 

1 B26 

1 084 

3 923 

405 

372 

564 

636 

762 

456 

802 

1 580 

1 029 

2 912 

044 

644 

1 028 

1 367 

1 227 

517 

1 136 

1 374 

1 268 

3 338 

607 

757 

691 

975 

1 187 

497 

1 498 

1 188 

900 

2 808 

252 

520 

3 631 

5 995 

6 328 

4 651 

e 902 

8 269 

7 949 

10 337 

2 801 

2 331 



New Hampshire 

Table 32 . — Occupancy and Financial Chahacteristics and Heating Equipment or RuRAL-NoNrARM 

Housing Units, tor Counties: I960 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus C~) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


V.aluc 
Gross Rent 
Contract Rent 
Acres in the 
Place 


MERRIMACK ROCKINGHAM STRAFFORD SULLIVAN 


ALL HOUSING UNITS. 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE 


6 652 

9 563 

10 373 

6 597 

1 464 

1 783 
438 

1 880 
2 153 
673 

2 411 

3 149 
279 

1 880 
1 463 
269 


ALL OCCUPIED UNITS 


14 239 

12 238 

23 318 

4 909 

4 576 

3 496 

6 020 

1 508 

4 065 

3 510 

7 079 

1 354 

710 

662 

1 953 

485 

4 119 

3 835 

6 785 

1 487 

126 

72 

192 

37 

623 

655 

1 289 

38 

10 748 

a 416 

14 075 

3 149 


i PERSON 

a PERSONS 

3 PERSONS 

t\ PERSONS 

5 PERSONS 

6 PERSONS 

7 PERSONS 

a PERSONS OR MORE. 
MED IAN I 

ALL OCCUPIED . . 

OWNER 

RENTER . . . . 


391 

762 

814 

654 

1 069 

1 192 

908 

1 444 

292 

280 

1 210 

1 525 

2 100 

1 423 

2 673 

3 262 

2 547 

4 032 

965 

873 

727 

869 

1 398 

913 

1 402 

2 017 

1 601 

2 706 

626 

519 

522 

724 

1 288 

785 

1 368 

1 744 

1 414 

2 561 

518 

509 

456 

420 

792 

639 

965 

1 212 

964 

1 746 

370 

324 

270 

232 

397 

311 

472 

701 

543 

882 

183 

246 

113 

117 

222 

171 

249 

320 

241 

382 

116 

85 

94 

115 

173 

124 

169 

300 

198 

322 

79 

72 

2.9 

2.6 

3.0 

3.0 

2.8 

3,0 

3.0 

3,1 

3.0 

3.1 

2,9 

2.6 

3.0 

3.1 

2.9 

3.0 

3.0 

3.1 

3,0 

3,1 

2.9 

2.5 

2.9 

2.6 

2*5 

2.8 

2.8 

3.0 

3.0 

2.9 


PERSONS PER ROOM 


1.00 OR LESS 

1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


3 025 

3 757 

5 397 

3 485 

6 047 

0 572 

6 561 

! 11 854 

2 426 

2 362 

542 

548 

959 

539 

979 

1 710 

1 203 

2 843 

398 

407 

730 

BIB 

1 184 

651 

1 234 

2 201 

1 508 

2 961 

575 

563 

1 160 

1 417 

1 919 

1 300 

2 342 

2 903 

2 524 

3 854 

936 

956 

593 

974 

1 335 

995 

1 492 

1 758 

1 326 

2 196 

517 

436 

758 

1 007 

1 787 

1 535 

2 320 

2 176 

1 855 

2 221 

723 

546 

406 

478 

737 

678 

1 212 

1 030 

901 

1 317 

421 

289 

197 

IBS 

491 

418 

! 446 

574 

430 

416 

147 

123 

123 

218 

380 

325 

488 

381 

308 

305 

120 

97 

32 

123 

179 

114 

174 

191 

136 

181 

35 

37 


HOME FOOD FREEZER 


1 OR MORE, 
NONE . . » 


OWNER OCCUPIED 

LESS THAN $5t000 

«5i000 TO $7 t 400 

$7 1 500 TO $9 1900 

SlOfOOO TO $12f400 

Si2i500 TO $14,900 ... 

$i5t000 TO $19*900 

SaOiOOO TO $24*900 

S25*000 OR MORE 

median DOLLARS 


VACANT available FOR SALE. 
MEDIAN PRICE ASKED 


RENTER OCCUPIED. 
LESS THAN $20, . . . 

S20 TO $39 

$40 TO $59 .... . 

$60 TO $79 

$80 TO $99 

$100 TO $119 . . . . 

$120 OR MORE . • , . 

NO CASH RENT . . . . 

MEDIAN 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN 


VACANT AVAILABLE FOR RENT 

MEDIAN RENT ASKED, , DOLLARS 


590 

45 

778 

41 

1 535 
41 

1 361 
36 

1 929 
37 

1 612 
43 

1 556 
40 

1 822 
56 

646 

43 

433 

43 

74 

97 

155 

92 

159 

160 

no 

164 

97 

32 


ACRES IN THE PLACE 


ALL VACANT UNITS 
10 ACRES OR MORE . . . 
LESS THAN 10 ACRES . . 


AVAILABLE VACANT UNITS 
10 ACRES OR MORE ..... 
LESS THAN 10 ACRES .... 
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Table 33. — Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960 
[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Pleating Equipment 
Source of Water 
Sewage Dispo.sal. 
Home Food Freezer 


SUBJECT 


tenure and color 

ALL OCCUPIED UNITS . . , 

OWNER OCCUPIED 

WHITE 

NONWHITE . 

RENTER OCCUPIED 

WHITE 

NONWHITE 


CONDITION AND PLUMBING 
ALL OCCUPIED UNITS 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . 

DILAPIDATED 

RENTER OCCUPIED 

SOUND 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES « . . . 

DILAPIDATED 


ALL OCCUPIED UNITS 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE , 

PIPED WATER OUTSIDE STRUCTURE 

NO PIPED WATER 

TOILET FACILITIES 

FLUSH TOILET, EXCLUSIVE USE 

FLUSH TOILET, SHARED , 

OTHER toilet FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER, EXCLUSIVE USE . . . . . 

BATHTUB OR SHOWER, SHARED 

NO bathtub OR SHOWER . . , , 

ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . , . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. , . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIANI 

all OCCUPIED , 
OWNER. . . , 
RENTER , . , 


YEAR structure BUILT 

1955 TO MARCH 1960 

1950 TO 1954 

1940 TO 1949 

1930 TO 1939 

1929 OR EARLIER 

heating equipment 

STEAM OR HOT WATER 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS 

OTHER MEANS WITH FLUE 

OTHER MEANS WITHOUT FLUE . • . . 
NONE 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

individual WELL 

OTHER 


SEWAGE DISPOSAL 


PUBLIC SEWER 

SEPTIC TANK OR CESSPOOL. . • 
OTHER OR NONE 

HOME FOOD FREEZER 


BELKNAP 

CARROLL 

CHESHIRE 

COOS 

GRAFTON 

HILLS- 

BOROUGH 

MERRIMACK 

ROCKINGHAM 

STRAFFORD 

SULLIVAN 

273 

306 

456 

480 

767 

823 

617 

803 

276 

344 

257 

281 

392 

448 

699 

738 

570 

738 

248 

324 

257 

281 

392 

448 

699 

730 

570 

738 

248 

324 

• . • 

. . • 

* . . 

• * t 

... 

B 

. * * 

* • * 

T - . 

• • • 

16 

25 

64 

32 

88 

85 

47 

65 

28 

20 

16 

25 

64 

32 

86 

85 

47 

65 

26 

20 


... 

• • • 

• « • 

... 


. . • 

... 

■ • . 

• • « 

273 

306 

456 

480 

787 

623 

617 

803 

276 

344 

221 

252 

352 

384 

423 

655 

455 

619 

255 

264 

184 

238 

319 

356 

369 

616 

396 

564 

209 

228 

12 

4 

6 

4 

9 

11 

20 

13 

9 

4 

25 

20 

25 

24 

45 

28 

37 

42 

37 

32 

44 

44 

84 

60 

290 

132 

133 

164 

21 

76 

28 

32 

60 

48 

223 

75 

08 

140 

9 

52 

• . . 

* . • 

... 

4 

22 

25 

8 

4 


4 

16 

12 

24 

a 

45 

32 

37 

20 

12 

20 

8 

... 

20 

36 

74 

36 

29 

20 


4 

16 

25 

64 

32 

88 

85 

47 

65 

28 

20 

16 

17 

48 

16 

48 

54 

21 

53 

20 

16 

8 

13 

40 

12 

44 

54 

17 

35 

12 

16 

8 

4 

8 

4 

4 

... 

4 

18 

B 


• f . 

6 

16 

8 

28 

17 

18 

S 

a 

4 

« . . 

4 

8 

a 

20 

4 

5 

B 

a t t 

4 

* . . 

4 

6 

. ■ . 

3 

13 

13 

. • . 

a 


... 


... 

8 

12 

14 

8 

4 


... 

273 

306 

456 

480 

787 

823 

617 

803 

276 

344 

220 

282 

395 

440 

661 

712 

523 

724 

243 

306 

37 

24 

49 

28 

97 

88 

86 

50 

21 

20 

... 

. . . 

8 

4 

* . . 

... 

* . t 

4 

4 


16 

• » . 

4 

8 

29 

23 

8 

25 

a 

16 

232 

278 

399 

444 

676 

752 

534 

737 

243 

300 

4 

4 

* . . 

8 

12 

4 

12 

13 

4 

4 

37 

24 

57 

28 

99 

67 

71 

53 

29 

40 

228 

274 

395 

428 

656 

740 

523 

733 

232 

300 

4 

8 

* • • 

8 

16 

4 

16 

13 

4 

6 

41 

24 

61 

44 

115 

79 

78 

57 

40 

36 

... 

... 

4 

12 

4 



13 



• i • 

* . . 

4 

. .. 

* . . 

**4 

**4 

10 

* • . 

. . » 

12 

4 

20 

16 

16 

16 

12 

12 

4 

... 

4 

21 

32 

20 

45 

56 

71 

74 

38 

24 

32 

52 

59 

44 

105 

100 

57 

102 

43 

16 

52 

28 

97 

80 

68 

150 

B4 

125 

27 

76 

36 

60 

65 

60 

124 

137 

97 

105 

31 

96 

137 

141 

175 

248 

425 

360 

292 

362 

133 

132 

7.5 

7.3 

6.7 

7,6 

7.7 

7.1 

7.3 

7.1 

7.3 

7.1 

7.5 

7.5 

6.9 

7.7 

7.9 

7.2 

7.5 

7.3 

7.5 

7.1 


... 

... 

... 

... 

... 

. . . 

■ • • 

. i . 

. • . 

20 

8 

4 

24 

12 

16 

28 

53 

18 


8 

12 

23 

8 

8 

44 

12 

41 

4 

*16 

16 

4 

28 

8 

53 

72 

24 

83 

10 

24 

4 

12 

37 

12 

42 

54 

51 

63 

14 

16 

225 

270 

364 

428 

672 

637 

502 

563 

230 

28S 

00 

52 

102 

80 

120 

262 

183 

264 

76 

60 

104 

149 

191 

164 

305 

280 

223 

335 

97 

152 

12 

36 

24 

40 

77 

70 

32 

52 

30 

2B 

73 

57 

127 

186 

281 

207 

179 

148 

73 

100 

4 

8 

B 

8 

4 

... 

... 

4 


4 

* * 

4 

4 

. . • 

• *• 

4 

... 


... 

... 

... 

51 

56 

61 

56 

64 

09 

101 

21 

39 

264 

216 

322 

285 

577 

719 

488 

673 

230 

274 

11 

21 

51 

167 

132 

35 

20 

10 

10 

44 


... 

5 

35 

15 

5 

22 

15 

6 

10 

258 

268 

541* 

244 

568 

724 

494 

692 

240 

292 

37 

20 

83 

234 

182 

89 

81 

77 

15 

55 

90 

223 

269 

197 

516 

336 

317 

357 

134 

148 

126 

150 

290 

173 

353 

515 

353 

528 

196 

144 


1 OR MORE 

none . . 


New Hampshire 


Table 34. — Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved inco Unit 

Persons per Room Rent Status 
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Table 35. — Source of Water and Sewage Disposal, for Counties: 1960 

[Based on sample; see text] 


COUNTY 

ALL 

HOUSING 

UNITS 

TOTALl 

SOURCE OF WATER 1 

SEWAGE DISPOSAL 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

INDIVIDUAL 

WELL 

OTHER 

PUBLIC 

SEWER 

SEPTIC 

TANK 

OR 

CESSPOOL 

OTHER 

OR 

NONE 

THE STATE 

224 440 

195 537 

118 845 

66 581 

10 in 

88 099 

90 392 

17 046 

BELKNAP 

12 170 

12 170 

6 666 

4 497 1 

1 007 

4 966 

6 320 

884 

CARROLL 

9 869 

9 869 

3 253 

5 725 

891 

580 

0 254 

1 035 

CHESHIRE 

16 772 

16 772 

9 647 

6 224 1 

901 

7 008 

7 551 

2 213 

COOS. « 

12 723 

12 723 

9 525 

2 291 

907 

8 945 

2 470 

1 308 

GRAFTON . * 

19 616 

19 616 

11 040 

6 715 

1 861 

7 954 

9 316 

2 346 

HILLSBOROUGH . . . . 

59 279 

30 376 

19 636 

9 816 

924 

15 535 

12 569 

2 272 

MERRIMACK ... 

24 492 

24 492 

15 617 

7 990 

885 

12 440 

9 860 

2 192 

ROCKINGHAM 

38 941 

38 941 

21 528 

15 744 

1 669 

13 337 

22 760 

2 844 

STRAFFORD 

19 681 

19 681 

14 757 

4 702 

242 

11 890 

6 969 

622 

SULLIVAN 

10 897 

10 897 

7 196 

2 877 

824 

5 444 

4 323 

1 130 


^ EXCLUDES UNITS IN PLACES OF, 50, 000 INHABITANTS OR MOREI SEE TEXT. 


Table 36. — Characteristics of Housing Units 
SMS As AND Places With 100 to 


With Non white Household Heads, 
400 Such Units: 1960 


FOR 


[Data shown for places of 2,500 inhabitants or more. “U” denotes an unincorporated place. “UT" denotes an urban town] 


Tenure 

Condition and 
Plumbing 


Rooms 

Persons 

Persons per Room 


SUBJECT 

LAWRENCE- 

HAVERHILL 

SMSA 

PORTSMOUTH 

CITY 

SUBJECT 

i LAWRENCE- 
HAVERHILL 

SMSA 

PORTSMOUTH 

CITY 

ALL OCCUPIED UNITS 

243 

283 

PERSONS 



TENURE 



1 PERSON 

1 65 

15 




2 PERSONS 

52 

51 

OWNER OCCUPIED 

65 

33 

3 PERSONS. • . 

30 

61 

RENTER OCCUPIED 

178 

250 

4 PERSONS 

i 34 

71 




5 PERSONS 

23 

40 

CONDITION AND PLUMBING 



6 PERSONS OR MORE. . « 

39 

45 




MEDIAN 

2.7 

3.7 

SOUND 

130 

204 




WITH ALL PLUMBING FACILITIES 

112 

199 

PERSONS PER ROOM 



LACKING SOME OR ALL FACILITIES 

18 

5 




DETERIORATING 

. 88 

65 

0.50 OR LESS 

120 

52 

WITH ALL PLUMBING FACILITIES 

67 

59 

0.51 TO 0.75 ... 

33 

60 

LACKING SOME OR ALL FACILITIES 

21 

6 

0.76 TO 1.00 

52 

103 

DILAPIDATED 

25 

14 

1 .01 TO 1 .50 

26 

56 




1,51 OR MORE . . 

12 

12 

ROOMS 






1 ROOM 

6 





2 ROOMS 

10 

‘•fl* 




3 ROOMS 

24 

3B 




4 ROOMS 4 

64 

122 




5 ROOMS 

57 

09 




6 ROOMS 

47 ■ 

16 




7 ROOMS. . 

23 

2 




8 ROOMS OR MORE 

12 

5 




MEDIAN 

4.8 

4.3 





(Tables 37 to 39 of the standard State aeries are omitted) 


APPENDIX 


Table A-1. — Percent of Allocation for Nonresponse or Inconsistency, for the State, by Size of Place: I960 

^Leaders (• • •) ittclicato that the item is not applicable or that it is not published in this report for tlie given areas. The base on which the percentage is computed is expressed as a code which appears in 

the first column. The legend for the codes follows the table] 






INSIDE SMSA 

'S 


PLACES OF 1,000 TO 

50,000 INHABITANTS 

SUBJECT 

BASE 

(code) 

THE 

STATE 

TOTAL 

PLACES OF 
50,000 
INHABIT- 
ANTS 

OR MORE 

BALANCE 

OUTSIDE 

SMSA’S 

25.000 

TO 

50.000 

10,000 

TO 

25,000 

2,500 

TO 

10,000 

1 ,000 
TO 

2,500 

OCCUPANCY CHARACTERISTICS 











TENURE 

2 

1 .5 

1.3 

1.3 

1.5 

1.6 

1.7 

1.5 

1.0 

1 .9 

YEAR MOVED INTO UNIT 

2 

3.2 

2.1 

2.0 

3.0 

3.5 

3.3 

3.1 

9.2 


VACANCY STATUS* 











FOR SALE ONLY 

*+ 

15,1 

19.7 

15.9 

13.9 

15.1 

9.9 

13.3 

12.5 

\ 5.9 

FOR rent 

S 

5.7 

7,6 

7.1 

21 .7 

5.9 

5.2 

2.6 

3.8 

J 

OTHER 

6 

2.6 

3.1 

9.3 

1.7 

2.5 

6.1 

3.3 

6.8 


DURATION OF VACANCY 

3 

28.7 

25,9 

29,9 

28.7 

29.2 

23.0 


rn 

STRUCTURAL CHARACTERISTICS 











BASEMENT 

1 

7,6 

3.5 

3.2 

9,6 

8,9 

9.0 

2.6 



BEDROOMS 

1 

12.8 

8,9 

6.0 

18.7 

13.7 

6.3 

8.3 

, » T 


ROOMS 

1 

M-.S 

2.2 

0.0 

7,9 

5.3 

1 .1 

0.9 

1.1 

3.9 

TRAILERS* ON PERMANENT FOUNDATION OR MOBILE . 

7 

21 .5 

18.8 


21.6 

21,8 





UNITS IN STRUCTURE 

1 

5,»f 

9,0 

9.3 

2.6 

5.7 

3.8 

2.1 

9.3 


YEAR STRUCTURE BUILT 

1 

B.9 

6.3 

3,9 

18.9 

9.9 

9,2 

2.8 

5.5 

... 

CONDITION AND PLUMBING FACILITIES 











BATHING FACILITIES 

1 

9.2 

2,1 

1.2 

6,2 

9.6 

1.0 

1.6 

1.9 


BATHROOMS 

1 

19.9 

12.2 

10.7 

18.2 

19.8 

8.6 

8.1 

9,7 


CONDITION OF UNIT , 

1 

1.5 

0,6 

0.5 

1.1 

1,7 

0.5 

0.7 

1 .5 

2.5 

SEWAGE DISPOSAL 

1 

8.1 

• • k 

. . . 



3.7 

2.9 

9.9 


SOURCE OF WATER 

1 

8,0 

... 




3.7 

2.5 

9.9 


TOILET facilities 

1 

3.8 

1,6 

O.B 

z\9 

9.2 

0.6 

1.0 

1.2 


WATER SUPPLY 

1 

9.0 

2.1 

1.1 

6.2 


0.6 

1,9 

1,0 

... 

EQU 1 PMENT 











AIR CONDITIONING 

2 

3.5 

2,6 

2.7 

2.1 

3.7 

3.5 




AUTOMOBILES AVAILABLE 

2 

8,9 

5,9 

5.3 

6.2 

9.7 

11.1 


• • • 

... 

CLOTHES DRYER 

2 

9,6 

3.8 

3.8 

3.6 

9.8 



• • • 

• . . 

CLOTHES WASHING MACHINE 

2 

3,9 

2.9 

3.0 

2,5 

9.1 

• * • 


• • • 

« • , 

HEATING equipment , 


9.6 

5.6 

3.0 

16,6 

10.9 

9.3 

3.0 

6.3 


HOME FOOD FREEZER 

2 

3.9 

9.0 

9.5 

1.9 

3.9 




. • . 

RADIO SETS 

2 

3.*^ 

2.3 

2.5 

1,9 

3.7 


* . . 

• • • 

• • » 

TELEPHONE AVAILABLE 

2 

3.8 

2.9 

2.9 

2.7 

9.0 

« . • 

... 

. • . 

• • * 

TELEVISION SETS 

2 

9.3 

2.6 

2.7 

2.0 

9,7 

... 

... 

... 

.«* 

FUELS 











COOKING FUEL 

2 

9.0 

3.1 

3.5 

1.9 

9.2 





HEATING FUEL 

2 

6.8 

9,1 

9.2 

3.7 

7,9 

■ . * 

... 

... 

. . . 

WATER HEATING FUEL 

2 

11.6 

9.9 

9.9 

B.9 

12.1 

... 

... 

... 

... 

FINANCIAL CHARACTERISTICS 











CONTRACT RENT 

B 

11.7 

7,8 

5.7 

97.7 

12,9 

7.9 

9.7 

13.9 


VALUE 

9 

5.7 

2.5 

2.0 

9.0 

6,3 

6.3 

5.9 

6.9 

9.‘9 


1 ALL HOUSING UNITS 

2 OCCUPIED HOUSING UNITS 

3 VACANT AVAILABLE FOR RENT OR SALE 

vacant available for sale only 

5 VACANT AVAILABLE FOR RENT 

6 VACANT YEAR-ROUND UNITS OTHER THAN AVAILABLE UNITS 

7 OCCUPIED TRAILERS 

8 RENTER-OCCUPIED AND VACANT AVA I LA8LE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 

9 OWNER-OCCUPIED AND VACANT AVA I LABLE-FOR-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 


31-39 


31-40 


State and Small Areas 


MANCHESTER URBANIZED AREA 



Minor Civil Division Line 
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